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PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 


The docketed information conts^ined in the Title List includes the information formerly issued through the Depart- 
ment of Energy pxxh^cditxoxi Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are tide descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 


DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 


A. 

B. 

C. 


D. 

E. 

F. 

G. 

H. 

I. 

J. 

K. 

L. 

M. 

N. 

O. 

P. 

Q. 

R. 

S. 

T. 

U. 

V. 


Application/construction stage documents and correspondence 

Utility Preliminary Safety Analysis Report (PSAR), amendments 

Utility Environmental Report (ER), amendments and correspondence 

NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

NRC Safety Evaluation Report (SER), supplements and correspondence 

Security, medical, emergency and fire-protection plans 

Adjudicatory correspondence 

General correspondence 

Financial information 

Insurance and indemnity information 

Utility Final Safety Analysis Report (FSAR) and amendments 

Limited work authorization and related correspondence 

Antitrust correspondence 

Antitrust hearing transcripts 

Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

Operating license stage documents and correspondence 

Inspection reports, IE Bulletins and correspondence 

Periodic operating reports and related correspondence 

Reportable occurrences. LERs and related correspondence 

Hearing transcripts on non-antitrust matters 

Congressional/executive correspondence 

Licensing operators and related correspondence 


V 



W . Decommissioning stage documents and correspondence 

X. Onsite low-Ievel wastes storage 


Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 

llie principal elements of the entries in the list are: 


© 


P. Operating license stage documents & correspondence 


® © 


Responds to 820201 itr requesting documents re environ qualification of 
electrical equipment. All nonproprietary repts will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRC by 820510. 

(0 MILLS, L.M. 0 Tennessee VaUey Authority. 0 82/03/04. 0 VASSALLO, D.B. 
^jerating Reactors Branch 2. 0 Ip. 1216:254. ^Fiche: 50-259,82/03/04, 


8203090028. 


k 

© 


t ^ 

@ ® 
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1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3 . Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5 . Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

10. This three-digit portion of this entry is the number of the frame on which this document starts. 

1 1 . The 24X FIche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

12. If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St. , N. W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

iOCFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE Financial Disclosure Information 

FOI A — Freedom of Information Act Requests and Releases 

GEN TECH IS •— Generic Technical Issues 


vi 



I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUR£G Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects—Predocket Licensing 

PT2! — Noncompiiance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications — Pre-NUREG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

NUREG— NUREG Reports and Related Correspondence 

© ® 


© 


8203090207 NUREG/CR-1672 V02 

{ RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 
NUREG/CR-1608. 

(VySTEYENS, C.A., FULL WOOD, R.A., BASIN. S.L. Science Applicati^Inc. 

/-^FIN B-6694. SAI-262-81 -PA. 82/02/28. Division of Risk Analysis. 

CZ/ 123 p. Available at NRC.I $6.00. ^12176:217. j 

(ib'. 


1. Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

1 3 . Price for which NRC sells the document. 


Vll 



14. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order. 

3 . The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (1) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1 .00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-941-8018. 


viii 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites — I>ocket 27 

27-039 Sheffield, IL, U.S. Ecology, Inc. 1 

27-047 Barnwell, SC, Chem-Nuciear Systems, Inc. 1 

27-048 Richland, WA, U.S. Ecology, Inc. 1 

Domestic Licensing of Source Material — Docket 40 

40-0299 Union Carbide Corp., Grand Junction, CO 1 

40-0672 Nuclear Metals, Inc., Concord, MA 2 

40-0791 United Technologies Corp., 2 

East Hartford, CT 

40-1162 Western Nuclear Inc., Jeffrey City, WY 2 

40-1341 Tennessee Valley Authority, Chattanooga, TN 2 

40-1386 Raytheon Co. Waltham, MA 2 

40-2061 Kerr-McGee Chemical Corp., 2 

Oklahoma City, OK 

40-2259 Pathfinder Mines Corp., Riverton, WY 3 

40-3392 Allied Chemical Corp. , Morristown, NJ 3 

40-3453 Atlas Minerals, Inc., Denver, CO 3 

40-4492 Federal- American Partners, Riverton, WY 3 

40-6329 Catholic Univ. of America, Washington, DC 3 

40-6497 Interior, Dept, of, Reno, NV 3 

40-6622 Pathfinder Mines Corp., Shirley Basin, WY 3 

40-6659 Getty Oil Co.-Petrotomics Co., 3 

Shirley Basin, WY 

40-6766 Navy, Dept, of, China Lake, CA 4 

40-6940 Kawecki Berylco Industries, Inc., 

Boyertown, PA 4 

40-7455 Whittaker Metals, Los Angeles, CA 4 

40-8027 Kerr-McGee Nuclear Corp., 4 

Oklahoma City, OK 

40-8045 Suisman & Blumenthal, Inc., Hartford, CT 4 

40-8064 Exxon Minerals Co., USA, Houston, TX 4 

40-8084 Rio Algom Corp., Moab, UT 4 

40-8102 Exxon Co., USA, Houston, TX 4 


Docket Name Page 

40-8348 Minerals Exploration Co., Los Angeles, CA 4 

40-8452 Bear Creek Uranium Co., Casper, WY 4 

40-8584 Minerals Exploration Co., Los Angeles, CA 4 

40-8585 Wyoming Mineral Corp., Lakewood, CO 5 

40-8602 Silver King Mines, Inc., Casper, WY 5 

40-8610 Stepan Chemical Co., Maywood, NJ 5 

40-8611 Air Force, Dept, of, Hill AFB, UT 5 

40-8631 Army, Dept, of, Rock Island, IL 5 

40-8663 Nuclear Dynamics, Inc., Phoenix, AZ 5 

40-8672 Air Force, Dept, of. Hill AFB, UT 5 

40-8674 Plateau Resources, Ltd., Grand Junction, CO 5 

40-8681 Energy Fuels Nuclear, Inc., Denver, CO 5 

40-8698 Plateau Resources, Ltd., Grand Junction, CO 6 

40-8714 Cleveland-Cliffs Iron Co., Cleveland, OH 6 

40-8728 Teton Exploration Drilling Co., Inc., 6 

Casper, WY 

40-8745 Ogle Petroleum, Inc., Casper, WY ^ 6 

40-8760 Edlow International Co., Washington, DC 6 

40-8768 Kerr-McGee Nuclear Corp., Oklahoma City, 6 

OK 

40-8781 Teton Exploration Drilling Co., Inc., 

Casper, WY 6 

40-8801 Radiation Management Corp., Northbrook, IL 6 


Domestic Licensing of Production and Utilization Facilities— 

Docket 50 

50-2 Univ. of Michigan Research Reactor 6 

50-3 Indian Point Station, Unit 1 6 

50-4 Naval Research Reactor 7 

50-5 Pennsylvania State Univ. Research Reactor 7 

50-8 North Carolina State Univ. Research Reactor 7 

50-10 Dresden Nuclear Power Station, Unit 1 8 

50-13 Babcock & Wilcox Co. Critical Facility 11 

50-16 Enrico Fermi Atomic Power Plant, Unit I 1 1 


IX 



Pocket 

N^ie 

Page 

Docket 

Name 

Page 

50-18 

Vallecitos Boiling Water Reactor 

12 

50-146 

Saxton Nuclear Experimental Facility 

18 

50-20 

Massachusetts Institute of Technology 


50-148 

Univ. of Kansas Research Reactor 

18 


Research Reactor 

12 







50-150 

Ohio State Univ. Research Reactor 

18 

50-22 

Westinghouse Test Reactor 

12 







50-151 

Univ. of Illinois Research Reactor 

19 

50-25 

Dow Chemical Co. TRIGA Reactor 

12 







50-155 

Big Rock Point Nuclear Plant 

19 

50-27 

Washington State Univ. Research Reactor 

12 







50-156 

Univ. of Wisconsin Research Reactor 

21 

50-29 

Yankee-Rowe Nuclear Power Station 

12 







50-157 

Cornell Univ. Research Reactor 

21 

50-52 

Babcock & Wilcox Co. 

14 







50-160 

Georgia Institute of Technology Research 

21 

50-54 

Union Carbide Research Reactor 

14 


Reactor 


50-57 

State Univ. of New York Research Reactor 

14 

50-163 

GA Technologies 

21 

50-59 

Texas A&M Univ. Research Reactor 

14 

50-166 

Univ. of Maryland Research Reactor 

22 

50-62 

Univ, of Virginia Research Reactor 

14 

50-168 

Babcock & Wilcox Test Reactor 

22 

50-70 

General Electric Test Reactor 

14 

50-170 

National Naval Medical Center 

22 

50-72 

Univ. of Utah Research Reactor 

15 

50-171 

Peach Bottom Atomic Power Station, Unit 1 

22 

50-73 

General Electric Nuclear Test Reactor 

15 

50-182 

Purdue Univ. Research Reactor 

22 

50-77 

Catholic Univ. of America Research Reactor 

15 

50-183 

Vallecitos Experimental Superheat Reactor 

22 

50-83 

Univ. of Florida Training Reactor 

15 

50-184 

National Bureau of Standards Reactor 

22 

50-84 

Univ. of California Research Reactor 

15 

50-186 

Univ. of Missouri Research Reactor 

23 

50-85 

Univ. of Oklahoma Research Reactor 

15 

50-187 

Space Radiation Research Reactor 

23 

50-89 

General Atomic Co. 

15 

50-188 

Kansas State Univ. Research Reactor 

23 

50-97 

Cornell Univ. Zero Power Reactor 

15 

50-191 

Babcock & Wilcox Company Critical Facility 

23 

50-99 

Babcock <& Wilcox Test Reactor 

15 

50-192 

Univ. of Texas Research Reactor 

23 

50-111 

North Carolina State Univ. Research Reactor 

15 

50-193 

Rhode Island & Providence Plantations AEC 

23 

50-112 

Univ. of Oklahoma Research Reactor 

16 

50-199 

Manhattan College Research Reactor 

24 

50-113 

Univ. of Arizona Research Reactor 

16 

50-200 

B&W Test Reactor 

24 

50-1 16 

Iowa State Univ. Research Reactor 

16 

50-201 

West Valley Reprocessing Plant 

24 

50-123 

Univ. of Missouri Research Reactor 

16 

50-206 

San Onofre Nuclear Station, Unit 1 

24 

50-124 

Virginia Polytechnic Institute Training 

16 

50-208 

Columbia Univ. Research Reactor 

28 


Reactor 








50-213 

Haddam Neck Plant 

28 

50-128 

Texas A&M Univ. Research Reactor 

16 







50-219 

Oyster Creek Nuclear Power Plant 

30 

50-131 

Omaha Veterans Administration Hospital 

16 





Research Reactor 


50-220 

Nine Mile Point Nuclear Station, Unit 1 

32 

50-133 

Humboldt Bay Power Plant, Unit 3 

16 

50-223 

Univ. of Lowell Research Reactor 

35 




50-224 

Univ. of California Research Reactor 

35 

50-134 

Worcester Polytechnic Institute Research 






Reactor 

17 

50-225 

RPI Critical Experiment 

35 

50-139 

Univ. of Washington Research Reactor 

17 

50-237 

Dresden Nuclear Power Station, Unit 2 

35 

50-142 

UCLA Training Reactor 

17 

50-243 

Oregon State Univ. Research Reactor 

40 


X 



Docket Name Page 

50-244 Robert Emmet Ginna Nuclear Plant, Unit i 40 

50-245 Millstone Nuclear Power Station, Unit 1 43 

50-247 Indian Point Station, Unit 2 46 

50-249 Dresden Nuclear Power Station, Unit 3 48 

50-250 Turkey Point Plant, Unit 3 53 

50-251 Turkey Point Plant, Unit 4 56 

50-252 Univ. of New Mexico Research Reactor 59 

50-254 Quad-Cities Station, Unit 1 59 

50-255 Palisades Nuclear Plant 61 

50-259 Browns Ferry Nuclear Power Station, Unit I 64 

50-260 Browns Ferry Nuclear Power Station, Unit 2 65 

50-261 H. B. Robinson Plant, Unit 2 67 

50-262 Brigham Young Univ. Research Reactor 69 

50-263 Monticello Nuclear Generating Plant 70 

50-264 Dow Chemical Co. 72 

50-265 Quad-Cities Station, Unit 2 72 

50-266 Point Beach Nuclear Plant, Unit 1 74 

50-267 Fort St. Vrain Nuclear Generating Station 76 

50-269 Oconee Nuclear Station, Unit 1 79 

50-270 Oconee Nuclear Station, Unit 2 81 

50-271 Vermont Yankee Nuclear Power Station 83 

50-272 Salem Nuclear Generating Station, Unit 1 85 

50-274 U.S. Geological Survey Research Reactor 88 

50-275 Diablo Canyon Nuclear Power Plant, Unit 1 88 

50-277 Peach Bottom Atomic Power Station, Unit 2 97 

50-278 Peach Bottom Atomic Power Station, Unit 3 100 

50-280 Surry Power Station, Unit 1 104 

50-281 Surry Power Station, Unit 2 106 

50-282 Prairie Island Nuclear Station, Unit 1 108 

50-284 Idaho State Univ. Research Reactor 109 

50-285 Fort Calhoun Station, Unit 1 109 

50-286 Indian Point Station, Unit 3 112 

50-287 Oconee Nuclear Station, Unit 3 114 

50-288 Reed College Research Reactor 116 

50-289 Three Mile Island Nuclear Station, Unit 1 1 16 


Docket 

Name 

50-293 

Pilgrim Nuclear Power Station, Unit I 

50-294 

Michigan State Univ. Research Reactor 

50-295 

Zion Nuclear Power Station, Unit 1 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

50-297 

North Carolina State Univ. PULSTAR 

Reactor 

50-298 

Cooper Nuclear Station 

50-301 

Point Beach Nuclear Plant, Unit 2 

50-302 

Crystal River Nuclear Plant, Unit 3 

50-304 

Zion Nuclear Power Station, Unit 2 

50-305 

Kewaunee Nuclear Power Plant 

50-306 

Prairie Island Nuclear Station, Unit 2 

50-309 

Maine Yankee Atomic Power Plant 

50-311 

Salem Nuclear Generating Station, Unit 2 

50-312 

Rancho Seco Nuclear Generating Station 

50-313 

Arkansas Nuclear One, Unit 1 

50-315 

Donald C. Cook Nuclear Power Plant, Unit i 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-320 

Three Mile Island Nuclear Station, Unit 2 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

50-322 

Shoreham Nuclear Power Station 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-324 

Bnmswick Steam Electric Plant, Unit 2 

50-325 

Brunswick Steam Electric Plant, Unit 1 

50-326 

Univ. of California at Irvine Research Reactor 

50-327 

Sequoyah Nuclear Plant, Unit 1 

50-328 

Sequoyah Nuclear Plant, Unit 2 

50-329 

Midland Plant, Unit 1 

50-330 

Midland Plant, Unit 2 

50-331 

Duane Arnold Energy Center 

50-332 

Barnwell Reprocessing Plant 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

50-334 

Beaver Valley Power Station, Unit 1 

50-335 

St. Lucie Plant, Unit 1 


Page 

122 

125 

125 

127 

129 

129 

131 

133 

135 

137 

139 

141 

144 

146 

149 

152 

154 
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159 
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164 
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176 

182 

186 

189 
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199 
204 
207 
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210 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-336 

Millstone Nuclear Power Station, Unit 2 

212 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

303 

50-338 

North Anna Power Station, Unit 1 

215 

50-404 

North Anna Power Station, Unit 3 

306 

50-339 

North Anna Power Station, Unit 2 

217 

50-405 

North Anna Power Station, Unit 4 

306 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

220 

50-406 

Tuskegee Institute Research Reactor 

306 

50-344 

Trojan Nuclear Plant 

222 

50-407 

Univ. of Utah Research Reactor 

306 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

224 

50-409 

La Crosse Boiling Water Reactor 

306 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

226 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

308 

50-352 

Limerick Generating Station, Unit 1 

228 

50-412 

Beaver Valley Power Station, Unit 2 

310 

50-353 

Limerick Generating Station, Unit 2 

235 

50-413 

Catawba Nuclear Station, Unit 1 

312 

50-354 

Hope Creek Nuclear Station, Unit 1 

241 

50-414 

Catawba Nuclear Station, Unit 2 

320 

50-355 

Hope Creek Nuclear Station, Unit 2 

243 

50-416 

Grand Gulf Nuclear Station, Unit 1 

328 

50-356 

Univ. of Dlinois LOPRA Research Reactor 

244 

50^17 

Grand Gulf Nuclear Station, Unit 2 

332 

50-357 

Univ. of California, Research Reactor, 

TRIGA Mark I 

244 

50-423 

Millstone Nuclear Power Station, Unit 3 

335 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

244 

50-424 

Vogtle Electric Generating Plant 

338 

50-361 

San Onofre Nuclear Station, Unit 2 

245 

50-425 

Vogtie Electric Generating Plant 

340 

50-362 

San Onofre Nuclear Station, Unit 3 

249 

50-433 

UC-Santa Barbara Research Reactor 

343 

50-363 

Forked River Nuclear Station, Unit 1 

252 

50-434 

Surry Power Station, Unit 3 

343 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

252 

50-435 

Surry Power Station, Unit 4 

343 

50-366 

Edwin 1. Hatch Nuclear Plant, Unit 2 

254 

STN-50-437 

Floating Nuclear Plant 

343 

50-368 

Arkansas Nuclear One, Unit 2 

257 

50-438 

Bellefonte Nuclear Plant, Unit 1 

344 

50-369 

William B. McGuire Nuclear Station, Unit 1 

260 

50-439 

Bellefonte Nuclear Plant, Unit 2 

346 

50-370 

William B. McGuire Nuclear Station, Unit 2 

263 

50-440 

Perry Nuclear Power Plant, Unit 1 

348 

50-373 

LaSalle County Station, Unit 1 

265 

50-441 

Perry Nuclear Power Plant, Unit 2 

351 

50-374 

LaSalle County Station, Unit 2 

269 

50-443 

Seabrook Nuclear Station, Unit 1 

354 

50-382 

Waterford Generating Station, Unit 3 

274 

50-444 

Seabrook Nuclear Station, Unit 2 

357 

50-387 

Susquehanna Steam Electric Station, Unit 1 

279 

50-445 

Comanche Peak Steam Electric Station, 

Unit i 

359 

50-388 

Susquehanna Steam Electric Station, Unit 2 

282 

50-446 

Comanche Peak Steam Electric Station, 

366 

50-389 

St. Lucie Plant, Unit 2 
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STN-50-498 

405 

South Texas Project, Unit 2 

STN-50-499 

408 

Space Radiation Research Reactor 

50-187 

23 

St. Lucie Plant, Unit 1 

50-335 

210 


Name 

Docket 

Page 

St. Lucie Plant, Unit 2 

50-389 

285 

State Univ. of New York Research Reactor 

50-57 

14 

Surry Power Station, Unit 1 

50-280 

104 

Surry Power Station, Unit 2 

50-281 

106 

Surry Power Station, Unit 3 

50-434 

343 

Surry Power Station, Unit 4 

50-435 

343 

Susquehanna Steam Electric Station, Unit 1 

50-387 

279 

Susquehanna Steam Electric Station, Unit 2 

50-388 

282 

Texas A&M Univ. Research Reactor 

50-128 

16 

Texas A&M Univ. Research Reactor 

50-59 

14 

Three Mile Island Nuclear Station, Unit 1 

50-289 

116 

Three Mile Island Nuclear Station, Unit 2 

50-320 

161 

Trojan Nuclear Plant 

50-344 

222 

Turkey Point Plant, Unit 3 

50-250 

53 

Turkey Point Plant, Unit 4 

50-251 

56 

Tuskegee Institute Research Reactor 

50-406 

306 

U.S. Geological Survey Research Reactor 

50-274 

88 

UC-Santa Barbara Research Reactor 

50-433 

343 

UCLA Training Reactor 

50-142 

17 

Union Carbide Research Reactor 

50-54 

14 

Univ. of Arizona Research Reactor 

50-113 

16 

Univ. of California at Irvine Research Reactor 

50-326 

189 

Univ. of California Research Reactor 

50-224 

35 

Univ. of California Research Reactor 

50-84 

15 

Univ. of California, Research Reactor, 

TRIGA Mark I 

50-357 

244 

Univ. of Florida Training Reactor 

50-83 

15 

Univ. of Illinois LOPRA Research Reactor 

50-356 

244 

Univ. of Illinois Research Reactor 

50-151 

19 

Univ. of Kansas Research Reactor 

50-148 

18 

Univ. of Lowell Research Reactor 

50-223 

35 

Univ. of Maryland Research Reactor 

50-166 

22 

Univ. of Michigan Research Reactor 

50-2 

6 

Univ. of Missouri Research Reactor 

50-123 

16 

Univ. of Missouri Research Reactor 

50-186 

23 

Univ. of New Mexico Research Reactor 

50-252 

59 
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Docket 

Page 

Univ, of Oklahoma Research Reactor 

50-112 

16 

Zion Nuclear Power Station, Unit 1 

50-295 

125 

Univ. of Oklahoma Research Reactor 

50-85 

15 

Zion Nuclear Power Station, Unit 2 

50-304 

135 

Univ. of Texas Research Reactor 

50-192 

23 

Domestic Licensing of Special Nuclear Material - 

- Docket 70 


Univ. of Utah Research Reactor 

50-72 

15 

Arizona Public Service Co., Phoenix, AZ 

70-2984 

432 

Univ. of Utah Research Reactor 

50-407 

306 

Arizona Public Service Co., Phoenix, AZ 

70-2949 

432 

Univ. of Virginia Research Reactor 

50-62 

14 

Army, Dept, of. Ft. Huachuca, AZ 

70-1373 

431 

Univ. of Washio'non Research Reactor 

50-139 

17 

Babcock & Wilcox Co., Apollo, PA 

70-0135 

427 

Univ. of Wisconsin Research Reactor 

50-156 

21 

Babcock & Wilcox Co., Lynchburg, VA 

70-0824 

429 

Vallecitos Boiling Water Reactor 

50-18 

12 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

430 

Vallecitos Experimental Superheat Reactor 

50-183 

22 

Babcock & Wilcox Co., Lynchburg, VA 

70-0027 

427 

Vermont Yankee Nuclear Power Station 

50-271 

83 

Berkshire Medical Center, Pittsfield, MA 

70-1450 

431 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

293 

Catholic Univ. of America, Washington, DC 

70-0190 

428 

Virginia Polytechnic Institute Training 

50-124 

16 

Christ Hospital, Oak Lawn, !L 

70-2275 

431 

Reactor 



Cincinnati Gas & Electric Co., 

70-2838 

431 

Vogtle Electric Generating Plant 

50-425 

340 

Cincinnati, OH 



Vogtle Electric Generating Plant 

50-424 

338 

Combustion Engineering, Inc., Windsor, CT 

70-0036 

427 

Washington State Univ. Research Reactor 

50-27 

12 

Commerce, Dept, of, Washington, DC 

70-0398 

429 

Waterford Generating Station, Unit 3 

50-382 

274 

Deaconess Hospital, Evansville, IN 

70-2959 

432 

Watts Bar Nuclear Plant, Unit 1 

50-390 

287 

Duke Power Co., Charlotte, NC 

70-2985 

432 

Watts Bar Nuclear Plant, Unit 2 

50-391 

290 

Edlow International Co., Washington, DC 

70-2955 

432 

West Valley Reprocessing Plant 

50-201 

24 

Exxon Nuclear Co., Inc., Richland, WA 

70-1257 

430 

Westinghouse Test Reactor 

50-22 

12 

GA Technologies, Inc., San Diego, CA 

70-0734 

429 

William B. McGuire Nuclear Station, Unit 1 

50-369 

260 

General Electric Co., Pleasanton, CA 

70-0754 

429 

William B. McGuire Nuclear Station, Unit 2 

50-370 

263 

General Electric Co., San Jose, CA 

70-1308 

431 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

244 

General Electric Co., Wilmington, NC 

70-1113 

429 

Wolf Creek Generating Station 

STN-50-482 

393 

IRT Corp., San Diego, CA 

70-1359 

431 

Worcester Polytechnic Institute Research 

50-134 

17 

Kansas Gas & Electric Co., Wichita, KS 

70-2960 

432 

Reactor 



Kerr-McGee Nuclear Corp., 

70-1193 

430 

WPPSS Nuclear Project, Unit 1 

50-460 

389 

Oklahoma City, OK 



WPPSS Nuclear Project, Unit 2 

50-397 

295 

Long Island Lighting Co., Hicksville, NY 

70-2884 

431 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

411 

McKay-Dee Hospital Center, Ogden, UT 

70-2896 

431 

WPPSS Nuclear Project, Unit 4 

50-513 

412 

Navy, Dept, of, Annapolis, MD 

70-0368 

428 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

412 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

427 

Yankee-Rowe Nuclear Power Station 

50-29 

12 

Nuclide Corp., State College, PA 

70-0168 

428 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

426 

Philadelphia Electric Co., Philadelphia, PA 

70-2988 

432 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

426 

Rockwell International Corp., 

70-0025 

426 


Canoga Park, CA 
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Name 

Texas Utilities Generating Co., Dallas. TX 

Docket 

70-2932 

Page 

431 

UNC Naval Products, Inc., Uncasville, CT 

70-0371 

428 

United Nuclear Corp., Wood River Junction, 

RI 

70-0820 

429 

Veterans Administration Medical Center, 

Buffalo, NY 

70-1331 

431 

Veterans Administration Medical Center, 

Buffalo, NY 

70-1409 

431 

Weibom Memorial Baptist Hospital, 

Evansville, IN 

70-2032 

431 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1151 

430 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1143 

430 

Westinghouse Electric Corp., Pittsburgh, PA 

70-0698 

429 

Automation Industries, Inc. 

71-0264 

433 

Boston Edison Co. 

71-0211 

432 

Hittman Nuclear & Development Corp. 

71-0024 

432 

Independent Testing Laboratories 

71-0300 

433 

Long Island Lighting Co. 

71-0516 

433 

Mailinckrodt, Inc. 

71-0507 

433 

Model: 181375, 181361, Advanced Medical 
Systems, Inc. 

71-5796 

433 

Model: 20-VS & 40-VS Gulf Nuclear, Inc. 

71-9160 

438 

Model: 500-SU A>»tomation Industries, Inc. 

71-9006 

435 

Model: 520, Automation Industries, Inc. 

71-9007 

435 

Model: 6400, Westinghouse Electric Corp. 

71-6400 

434 

Model: 6744, U.S. Ecology, Inc. 

71-6744 

435 

Model: 702, Technical Operations, Inc. 

71-6613 

435 

Model: 715, Technical Operations, Inc. 

71-9039 

437 

Mvxiel: 741 & 74 IE Technical Operations, 
inc. 

71-9027 

436 

Model: 865, Technical Operations, Inc. 

71-9187 

439 

Model: 9183, Duke Power Co. 

71-9183 

438 

Model: 9189, United Nuclear Corp. 

71-9189 

439 

Model: AL-Ml, Energy, Dept, of 

71-9125 

438 

Model: AP~10L ANEFCO, inc. 

71-9071 

437 

Model: AP-300,. ANEFCO, Inc. 

71-9188 

439 

Model: B-2, U.S. Ecology, Inc. 

71-6144 

434 

Model: BMI-I, Battelle Columbus Laboratory 

71-5957 

434 


Name 

Dcjcket 

Page 

Model: BU-7, General Electric Co. 

71-9019 

436 

Model: C-1, Source Production & Equipment 

Co., Inc. 

71-9036 

437 

Model; C-10, Gamma Industries 

71-9133 

438 

Model: CASTOR V, Gesellschaft Fuer 

Nuklear Service, MBH 

71-9190 

439 

Model: CNS 1-13C Chem-Nuciear Systems, 

Inc. 

71-9081 

437 

Model: CNS 14-190, Chem-Nuclear Systems, 

Inc. 

71-5026 

433 

Model: CNS 14-195-H Chem-Nuclear 

Systems, Inc. 

71-9094 

438 

Model: CNS 6-80-2 & CNS 6-80-2A Chem- 
Nuclear Systems, Inc. 

71-9111 

438 

Model: CNS 8-120, Chem-Nuclear Systems, 

Inc. 

71-6601 

434 

Model: FL 10-1, General Electric Co. 

71-9009 

435 

Model: FSV-1, GA Technologies, Inc. 

71-6346 

434 

Model: GE-1400, General Electric Co. 

71-9051 

437 

Model: GE-1500, General Electric Co. 

71-5939 

434 

Model: GE-1600, General Electric Co. 

71-9044 

437 

Model: GE-200, General Electric Co. 

71-5971 

434 

Model: GE-21PF-1, General Electric Co. 

71-4909 

433 

Model: GE-700, General Electric Co. 

71-5942 

434 

Model: HN-100, Series 1, Hittman Nuclear & 
Development Corp. 

71-9086 

437 

Model: HN-100, Series 2 & 2A, Hittman 

Nuclear & Development Corp. 

71-9079 

437 

Model: HN-IOOS, Hittman Nuclear & 

Development Corp. 

71-9089 

438 

Model: HN-200, Hittman Nuclear & 

Development Corp. 

71-6574 

434 

Model: HN-600, NUPAC 7-100 & 

CNS 7-100, Hittman Nuclear & 

Development Corp. 

71-9080 

437 

Model: IF-300, General Electric Co. 

71-9001 

435 

Model: Inner & Outer HFIR UN, Energy, 

Dept, of 

71-5797 

434 

Model: NFS-4, Nuclear Fuel Services, Inc 

71-6698 

435 

Model: NLI-1/2, NL Industries, Inc. 

71-9010 

436 

Model: NLI- 10/24, Nuclear Assurance Corp. 

71-9023 

436 

Model: OH-142, Nuclear Packaging, Inc. 

71-9073 

437 
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Model: ORNL, BNL & NBS UNIR CONT, 
Energy, Dept, of 

71-9853 

439 

Model: PAS-1, Nuclear Packaging, Inc. 

71-9184 

438 

Model PAS-2, Nuclear Packaging, Inc. 

71-9181 

438 

Model PWR-2, Energy, Dept, of 

71-9791 

439 

Model: RCC, -1, -2, -3, -4, Westinghouse 
Electric Corp. 

71-5450 

433 

Model: TN-8, -8L, No Users 

71-9015 

436 

Model: TN-9, No Users 

71-9016 

436 


Name 

Docket 

Page 

Model: UNC-2500, United Nuclear Corp. 

71-5641 

433 

Model: UNC-2901, Combustion Engineering, 

Inc. 

71-6294 

434 

North American Inspection 

71-0514 

433 

Nuclear Energy Services 

71-0512 

433 

Trans- World Testing Labs, Inc. 

71-0515 

433 

Morris Operations, General Electric Co. 

72-0001 

439 

Virginia Electric & Power Co. 

72-0002 

439 




DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 SHEFFIELD, IL, U. S. ECOLOGY, INC. 


8404300239 Sheffield low level waste disposal s i te. month ly update for 
environ surveillance data as of 840326. 

« Illinois, State of. Dept. Nuc. Safety (formerly Dept, Public 
Health). 84/03/26. 6pp. 24253:083. 


8404300197 Ack receipt of 840313 response to NRC request for action in 
implementing contract agreement to furnish US Ecology 
radioactive shipping records on computer tape. NRC unable to 
sign agreement in present form. 

JACKSON, K. C. Low-Level Waste Uranium Recovery Projects Branch. 
84/03/28. CRASE, A. U. S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.). 3pp. 24233:093. 


8404160038 "Trench 18 Monitoring Record for Jan-Mar 1984. *' W/840330 
Itr, 

ARMBRUST, A. J. U. S. Ecology, Inc. (formerly Nuclear Engineering, 
Inc. ). 84/03/31. ESSIG, T. H. Region 3, Office of Director. 2pp. 

24043: 119. 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC. 


8404300058 Forwards Page 1 of output supplied showing format of summary 
rept for CY82. Requests similar format be used for summary 
rept for CYB3. 

WIDMAYER, D. A. Low-Level Waste & Uranium Recovery Projects Branch. 
84/03/16. STILL, J. Chem-Nuclear Systems, Inc. 2pp. 24253:198. 


8404170609 Application for amend to Matl/By pr oduct License 12-12536-01, 
authorizing MT Ryan as site radiation protection officer, 

MT Ryan resume end. 

STILL, J. Chem-Nuclear Systems, Inc. 84/04/06. WIDMAYER, D. A. 
Low-Level Waste & Uranium Recovery Projects Branch. 7pp. 24091: 106. 


8404300247 Forwards corrected SNM data. Total of 11,619 SNM packages 
received at site during 1982. During 1982, site received 
10,400 SNM packages containing 195,073 g. 

STILL, J. Chem-Nuclear Systems, Inc. 84/04/06. WIDMAYER, D. A. 
Low-Level Waste & Uranium Recovery Projects Branch. 35pp. 

24253; 069. 


DOCKET 27-048 RICHLAND, WA, U. S. ECOLOGY, INC. 


8404100084 Forwards monthly SNM receipt & burial rept for Feb 1984. 

Rept of isotopic activity, as required by State of WA 
License WN-I019-2, a 1 so encl.W/o ends. 

WRIGHT, S.V. U. S. Ecology, Inc. (formerly Nuclear Engineering, Inc. ). 

84/03/14. BROWNING, B. Low Level Waste Licensing Branch. Ip. 

22995: 290. 


8404100348 PNa-V-84-019: on 840329, sh i pment of low level radwaste 
received on 840222 in violation of DOT Jk State of WA 
regulations. State of WA banned Ohio Matls from use of burial 
site S< suspended burial permit on 840322. 

THOMAS, R. D. Region 5, Office of Director. 84/04/04. Ip. 
22971: 021. 


8404130210 Forwards Waste Packaging Insp Rept 15000046/84-02 conducted 
by State of WA on 840322. 

WENSLAWSKI, F. A. Region 5. Office of Director. 84/04/10. GRELLA, A. 
Safeguards & Materials Program Branch. Ip. 24028:087. 


—8404130213 Waste Packaging Insp Rept 15000046/84-02 on 840319-23. 
Violations noted: bung cap on on# of two drums loose, no 
radionuclides listed on DOT Radioactive White I label it no 
weights marked on drums. 

THOMAS, R. D. , WENSLAWSKI , F. A. Region 5, Office of Director. 
ELSEN,M. J. Washington, State of. 84/04/09. 16pp. 24028:088. 


8404270107 PNO-V-84-022: on 840419, while unloading HX delivered from 
Northern States Power Co, valve broke off it radioactive 
liquid released. Liquid exceeded US Ecology, Inc state 
license limitations. Company barred from use of burial site. 

THOMAS, R. D. Region 5, Office of Director. 84/04/20. Ip. 

24215; 315. 


8404270108 PNO-V-84-021 : sh ipments of low level radwaste, received on 
840323,29 it 0418 from Applied Health Ph ysi c s, d i sc overed in 
violation of DOT regulations & State of WA codes. Company 
banned from use of burial site & permit suspended. 

THOMAS, R. D. Region 5, Office of Director. 84/04/20. Ip. 

24215; 325. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP. , GRAND JUNCTION, CO 


8404110115 "ALARA Rept for Second Half 1983. " 

* Union Carbide Corp. 83/12/31. 482pp. 24001:001. 


8404100093 Discusses review of "Groundwater Hydrology Near Inactive 
Tailings." Recommends more monitoring wells in both upper it 
lower wind river aquifers to determine extent of 
contamination, 

KEARNEY, B. Union Carbide Corp. 84/02/21. Union Carbide Corp. 
2pp. 22995:233. 


8404090026 Forwards RE Wardwell 840221 Itr updating status of field 
studies evaluating reclamation stability of inactive mill 
tailings impoundment. Data to project final schedule 
insuffic ient. Final rept will be available approx 840601. 

LYONS, P.J. Union Carbide Corp. 84/02/29. WOOLSEY, R. Uranium 
Recovery Field Office. 2pp. 22947:360. 


8404090031 Advises that Amend 23 to Source Matl License SUA-648 should 
be fee exempt, as amend self-initiated to improve clarity of 
existing license conditions. 

WOOLSEY, R. T. , PETTENGILL, H. J, Uranium Recovery Field Office. 
84/03/01. MILLER. W. 0. License Fee Management Branch. Ip. 

22972; 321 


8404100055 Forwards organizational chart inadvertently excluded from 
840301 request to transfer License SUA-648. 

DUDNICK.C, L. Union Carbide Corp. 84/03/02. SMITH, R. D. Uranium 
Recovery Field Office. 2pp. 22980:361. 


8404090456 Forwards water level elevation rept for Feb 1984. Produc tion 
from pumpback well stab i J i zed, b ut remains below vol required 
for reversal of hydraulic gradient. 

COULTHARD, J. F. Union Carbide Corp. 84/03/06. PETTENGILL, H. 

Uranium Recovery Field Office. Ip. 22975:329. 


— 8404090457 Water level elevation rept for Feb 1984. 

* Union Carbide Corp. 84/02/29. 16pp. 22975:330. 


8404100110 Suggests continuing submittal of copies of responses to NRC 
re proposed expansion of A-9 tailings area. Formal direct 
response, to allow resolution of existing A-9 seepage 
problem, requested. 

BARUTH, E. Wyoming. State of. 84/03/08. LYONS, P. J. Union Carbide 
Corp. 2pp. 22995:231. 


8404120341 Recommends amend to License SUA-648, c hang ing License 
Condition 29 by requiring applicant to implement quarterly 
time it motion studies in addition to airborne rad i oactivity 
monitoring area employee weekly time cards. 

WOOLSEY, R.T. Uranium Recovery Field Office. 84/03/19. 
PETTENGILL, H. J. Uranium Recovery Field Office. 4pp. 24025:347. 
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DOCKETED ITEMS 


S4041203S6 Issues Amend 23 to License SUA-648* revising License 
Conditions 29»37 & 25 clarifying radiation safety program to 
ensure compatibility to similar rei^uirement for other 
licensed U mills. 

SMITH# R.D. Uranium Recovery Field Office. 84/03/19. Union 
Carbide Carp. 3pp. 24025:335. 


S404270293 Forwards detailed analysis of environ monitoring program & 
data for 1982# per 40CFR190. Based on 40CFR190 compliance 
review# License SUA-648 should be amended by deleting 
License Conditions 76-78 & last sentence of 79. 

HIGGINBOTHAM# L. Low-Level Waste & Uranium Recovery Projects Branch. 
84/04/13. SMITH# R. D. Uranium Recovery Field Office. 10pp. 

24229: 274. 


8404300310 Forwards 40CFR190 compliance summary review for Union 
Carbide Corp Gas Hills U Mill. 

MARTIN# D. E. Low-Level Waste & Uranium Recovery Projects Branch. 
84/04/13. LUX# M. Virginia# Commonwealth of#. 9pp. 24232:241. 


DOCKET 40-0672 NUCLEAR METALS# INC. . CONCORD. MA 


8404240332 Forwards IE Insp Rept 40-0672/83-02 on 831114-15 ic 17 it 
notice of violation. 

MARTIN# T. T. Division of Engineering & Technical Programs. 84/04/10. 
TUFFIN, W. B. Nuclear Metals# Inc. 2pp. 24183:136. 


— 8404240335 Notice of violation from insp on 831114-15 & 17. 

* Region 1# Office of Director. 84/04/04. Ip. 24183:138. 


—8404240342 IE Insp Rept 40-0672/83-02 on 831114-15 17. Violations 

noted : fa i lure to provide or wear extremity dosimeters & 
failure to evaluate extremity exposure during unmonitored 
period. 

ROWE. C. # MCOINESS. J. # KINNEMAN# J. Region 1. Office of Director. 
84/04/09. 5pp. 24183: 139. 


DOCKET 40-0791 UNITED TECHNOLOGIES CORP.# EAST HARTFORD# CT 


8404100278 Requests verification that transferring of nickel-thor ia 
waste to Suisman & Blumenthal as of Mar 1983 discontinued. 

MARTIN# T. T. Division of Engineering & Technical Programs. 84/03/27. 
BALAOUER# J. P. United Technologies Corp, 2pp. 22960:011. 


DOCKET 40-1162 WESTERN NUCLEAR, INC.# JEFFREY CITY# WY 


8404100057 Forwards "Aerial Radiological Survey of Western Nuclear 
Mill Site & Surrounding Area# Jeffrey City# WY. " 

TIPTON# W.J. E0!iG# Inc. 84/02/28. COHEN# L. K. Director's Office# 
Office of Inspection and Enforcement. Ip. 22995:001. 


— 8404100064 "Aerial Radiological Survey of Western Nuclear Mill Site & 
Surrounding Area# Jeffrey City#WY. " 

♦ EG8tG# Inc. 83/10/31. 25pp. 22995:002. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY# CHATTANOOGA# TN 


8404100010 Forwards info for consideration in development of amend to 
Edgemont decommissioning project license. Info summarizes 
previous submittals re mods to project plans as defined in 
FES CNURE0-0S46). Resolution of items requested by 840413. 

MILLS, L.M. Tennessee Valley Authority. 84/02/29. SMITH, R. D. 
Uranium Recovery Field Office. 3pp. 22983:324. 


DOCKET 40-1386 RAYTHEON CO. . WALTHAM, MA 


8404190316 Ack receipt of S40322 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 40-1386/03-04. 

MARTIN# T. T. Division of Engineering & Technical Programs. 84/04/13. 
MERROW#R. Raytheon Corp. Ip. 24098:032. 


— 9404190319 Responds to NRC 840215 Itr re violations noted in IE Insp 
Rept 40-1386/83-04. Corrective actions: personnel ?< 
supervisor instructed to lock container whenever room 
unattended. 

MERROW, R. J, Raytheon Corp. 84/03/22. MARTIN, T. T. Division of 
Engineering 8t Technical Programs. Ip, 24098:033. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP. # OKLAHOMA CITY# OK 


8404090496 Forwards revised pages to Kerr McGee Chemical Corp 
incineration sys operator procedure manual# clarifying points 
re sys operation 8< sampling. 

DENNY# I.L. Kerr-McGee Chemical Corp. (subs, of Keri — McGee Corp ). 
84/02/17. NIXON# W. A. Uranium Fuel Licensing Branch. 8pp. 

22976: 059. 


8403120285 Order to show cause why licensee should not be required to 
prepare# submit to NRC 8t execute remedial action plan for 
cleanup of rad i o log ica 1 1 y contaminated areas in & along 
Kress Creek & DuPage River. 

DAVIS# J.O. Office of Nuclear Material Safety & Safeguards, Director . 
84/03/02. Keri — McGee Chemical Corp. (subs, of Kerr-McGee Corp. ). 

6pp. 24004:001. 


8403120285 Order to show cause why licensee should not be required to 
prepare# submit to NRC S< execute remedial action plan for 
cleanup of rad io log i ca 1 1 y contaminated areas in & along 
Kress Creek & DuPage River. 

DAVIS# J. G. Office of Nuclear Material Safety Safeguards, Director . 
84/03/02. Kerr-McGee Chemical Corp. (subs, of Keri — McGee Corp. ). 
4pp. 24004:001. 


— 8404110247 "Comprehensive Radiological Survey of Kress Creek# West 
Chicago Area# IL# *' final rept. 

FRAME# P.W.# BERGER# A. J.# BOERNER# A. J. Oak Ridge Associated Univs. 
FIN A-9093. 84/02/29. Division of Fuel Cycle «< Material Safety. 

95pp. 24004: 005. 


8404110488 Forwards revised page to "Project Organi zation# West Chicago 
Project# " for health physics manual. 

STAUTER.J. C. KMC, Inc. 84/03/05. NIXON# W. A. Uranium Fuel 
Licensing Branch. Ip. 24004:279. 


8404110529 Response to NRC 840302 order to show cause & demand for 
hearing. Each allegation# character ization# conclusion of law 
8t inference of fact denied, Certificate of Svc notice of 
appearance end. 

HEDGLON# M. J. Keri — McGee Corp. 84/03/19. Commissioners. 7pp. 
24004: 100. 


8404110010 Issues Amend 8 to License STA-583 in response to 840130 
& 0207 submittals. Amend revises Condition 2 of Amend 2 
Condition 2 of Amend 4 re use of incinerator. 

PAGE#R. C. Uranium Fuel Licensing Branch. 84/03/22. SHELLEY# W. J. 
Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). Ip. 

22997: 349. 


— 8404110015 Safety evaluation supporting Amend 8 to License STA-583. 
Amend revises Condition 2 of Amend 2 ic Condition 2 of 
Amend 4 re use of incinerator. 

NIXON# W. A. Uranium Fuel Licensing Branch. 84/03/22, 2pp. 

22997: 350. 


8404300296 Application for amend to License STA-583# to permit 
dismantling of Bldg 9. Site plan end. 

STAUTER#J. C. Kerr-McGee Corp. 84/03/26. NIXON# W. A. Uranium Fuel 
Licensing Branch. 2pp. 24253:251. 


8404030370 Informs of EPA plans for performance of remedial 
investigation/feasib ility study re uncontrolled hazardous 
waste site in Dupage County# IL. Corporate records indicate 
Kern — McGee Chemical Corp may be responsible party. 

CQNSTANTELOS, B. Environmental Protection Agency. 84/03/27. 

RAINEY# J. L. Kerr-McOee Chemical Corp. (subs, of Keri — McGee Corp. ). 
5pp. 22871:258, 


8404030396 Requests info re transporation# storage & disposal of 
hazardous substances# pol lutants or contaminants generated at 
facility to assist in remedial investigation it fcasiblity 
study. 

CONSTANTELOS# B. Illinois# State of. 84/03/27. RENNELS# E. A. 
Environmental Protection Agency. 5pp. 22869: 128. 


8404020002 Notice of hearing on proposed decommissioning. Served on 
840330. 

FRYE# J. H. Atomic Safety and Licensing Board Panel, DSB 229. 
84/03/30. 2pp. 22835:070. 


8404020020 Motion to extend for 30 days schedule for svc of documents 
established in ASLB 840224 prehearing conference order. 

Notice of appearance 8t Certificate of Svc end. 

MESERVE# R. A. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp. ). 
MESERVEiR. A. Covington it Burling. DSB 230. 84/03/30. Atomic 

Safety and Licensing Board Panel. 5pp. 22835:113. 
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8404040003 Response to State of IL 840314 revised Contentions 2<k)# 
2Cu) & 2(u;). Certificate of Svc end. 

FONNERi R. L. Regulations Division. 84/04/02. Atomic Safety and 
Licensing Board Panel. 4pp. 22884: 181. 


8404130530 Responds to I Denny 840220 Itr re PCB & thorium contaminated 
soil stored at site. Average concentration slightly above 
limit of Option 2 of end branch technical position. W/o 
end. 

PAGE, R. 0. Uranium Fuel Licensing Branch. 84/04/03. KIM, Y. J. 
Environmental Protection Agency. Ip. 24044:232. 


8404050071 Memorandum & order granting Kerr~McOee 840330 request for 
30-day extension of filing dates set forth in 840224 
prehearing conference memorandum & order. Served on 840404. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. DSB 306. 
84/04/04. Kerr-McGee Chemical Corp. (subs, of Keri — McGee Corp. ). 
Ip. 22901:052, 


8404170598 Submits items of interest discussed at meetings w/FEMA & US 
Customs Svc St comments on narrative explanation of Table S-3 
of 10CFR51. 51 re U fuel cycle environ data. 

PAGE, R.O. Uranium Fuel Licensing Branch. 84/04/05. DAVIS, J. G. 
Office of Nuclear Material Safety S< Safeguards, Director. 4pp. 

24091: 114. 


8404100149 Forwards notice of appearance Certificate of Svc. W/o 
ends. Related correspondence. 

MESERVE, R.A. Covington & Burling. MESERVE, R. A. Kerr-McGee Chemical 
Corp. (subs, of Keri — McGee Corp. ). DSB 404. 84/04/06, Docketing 

8t Services Branch. Ip. 22964:321. 


8404100163 Notice of appearance in pr oceed ing . Cert i f ica te of Svc end. 
NICKLES,P.U. Kerr-McGee Corp. NICKLES,P. J. Covington & Burling. 
DSB 405. 84/04/06. 3pp. 22963:266, 


8404180295 Memorandum St order re overlap between Contentions AG Kg) & 
AG 2(u). Parties should address Contention AG 2(u) in briefs 
on Contention AG 1. Served on 840417. 

MORRIS, P. A., CARPENTER, U. H. , FRYE, J. H. Atomic Safety and Licensing 
Board Panel. DSB 626. 84/04/17. 2pp. 24070:339. 


DOCKET 40-2259 PATHFINDER MINES CORP. , RIVERTON, WY 


8404050138 Corrected annual soil survey data to semiannual effluent 
monitoring rept, correcting improper dilution factor in 
calculating U concentrati ons. U/640227 Itr. 

HARDOROVE, T. W. Pathfinder Mines Corp. 83/06/30. WOOLSEY. R. T. 
Uranium Recovery Field Office. 2pp. 22917:347. 


8404100116 Discusses review of, "Update Rept: Groundwater Hydrology 
Tailings Seepage Collection Sys Near Tailings Reservoir 1." 

More pump wells or horizontal drains may be needed. Tailings 
Ponds 1 Sc 2 should be reclaimed as soon as possible. 

KEARNEY, B. Pathfinder Mines Corp. 84/03/07. Pathfinder Mines 
Corp. 2pp. 22993:361. 


8404060426 Discusses licensee 840220 submittal of bioassay data for 
three emp loy ees. Rad iation safety officer reviewed recent 
work history of each employee, but no cause for elevated 
readings identified. No addl review warranted, 

JIERREE, C. C. , PETTENOILL, H. U. Uranium Recovery Field Office. 
84/03/15. Uranium Recovery Field Office. 2pp. 22944:305. 


8404120399 Recommends issuance of Amend 17 to License SUA-672, revising 
License Condition 26, changing frequency for sampling stack 
effluent from monthly to quarterly, 

KONWINSKI, O. R. , PETTENOILL, H. J, Uranium Recovery Field Office. 
84/03/15. Region 4, Office of Director. 2pp. 24034:170. 


8404120331 Issues Amend 17 to License SUA-672, revis ing Condition 26 
to change frequency for conducting sampling stack effluent 
from monthly to quarterly. 

SMITH, R.D. Uranium Recovery Field Office. 84/03/16. NUGENT, E. L. 
Pathfinder Mines Corp, ip. 24025:359. 


DOCKET 40-3392 ALLIED CHEMICAL CORP,, MORRISTOWN, NJ 


8404120403 Forwards revised license conditions section of application 
to renew License SUB-526. Deletion St insertion guide 
provided for convenience, 

CIP0LLA,A.U, Allied Chemical Corp. 84/03/12. KOSLA, B. M, Uranium 
Fuel Licensing Branch. tp. 24034: 135. 


—8404120410 Revised license conditions section of application to renew 
License SUB-526. 

* Allied Chemical Corp. 84/03/07. 33pp. 24034:137. 


DOCKET 40-3453 ATLAS MINERALS, INC. , DENVER. CD 


8404180207 Application for amend to License SUA-917, revising environ 
monitoring program mill radiological monitoring program to 
permit disposal of contaminated wastes in sump pond area. W/ 
two oversize map s. Ap er tur e cards are in PDR . 

BLUBAUGH, R. E. Atlas Minerals, Inc. 84/02/29. SMITH, D. Uranium 
Recovery Field Office. 32pp, 24108:222, 


8404110450 Forwards Table I & first two pages of Table II, "Operational 
Environ Monitoring Program" & "Mill Radiological Monitoring 
Program," r esp ec t i ve 1 ij . Revi sod pages replace all of Table I 
it first page of Table II in 840229 submittal. 

BLUBAUGH, R, E. Atlas Minerals. Inc. 84/03/07. SMITH. R. D. Uranium 
Recovery Field Office. 9pp. 24004:333. 


8404130115 Application for amend to License SUA-917, e x tend ing 
expiration date from 840430 to 840630. 

BLUBAUGH, R. E. Atlas Minerals, Inc. 84/03/15. GARCIA.P. Uranium 
Recovery Field Office. Ip. 24045:356. 


DOCKET 40-4492 FEDERAL-AMER ICAN PARTNERS, RIVERTON, WY 


8404190099 Forwards info re const of tailings pond dike & rerouted 
Willow Springs Draw, in response to NRC 831228 Itr per 
Amend 15 to License SUA-667, revis ing Condition 40h. W/one 
oversize map. Aperture card is available in PDR. 

ANDRUS, N. J. American Nuclear Corp. 84/02/24. SMITH, R, D. Uranium 
Recovery Field Office. 11pp. 24121:346. 


DOCKET 40-6329 CATHOLIC UNIV. OF AMERICA, WASHINGTON, DC 


8404240315 Ack receipt of 840328 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses SUD-157, 

SNM-164 it 08-02075-01 . Forma 1 request must be filed to 
amend license. 

MARTIN, T, T, Division of Engineering it Technical Programs. 84/04/18. 

MURPHY, J. J. Catholic Univ. of America, Washington, DC. Ip. 

24183: 127. 


— 8404240327 Responds to NRC 840308 Itr re violations noted in IE insp 
of Licenses SUD-1 57, SNM-i64 i>. 08-02075-01 on 840126-27. 

Corrective actions; amend to radiation safety manual, 
requiring meeting frequency of once per semester, requested. 

MURPHY, J.J. Catholic Univ. of America, Washington, DC. 84/03/28, 
MARTIN, T, T. Division of Engineering it Technical Programs. 2pp. 
24183: 128. 


DOCKET 40-6497 INTERIOR, DEPT, OF, RENO, NV 


8404050165 Submits notice of violation re unlawful possession of 
byproduct matl due to expiration of Licenses 27-03106-01 St 
SMB-358 on 830630 St 820731, respectively, App lications for new 
licenses must be submitted for continued possession. 

SCARANO, R. A. Division of Radiological Safety S< Safeguards Program. 
84/04/02, COLOMBO, A. Interior, Dept, of. Bureau of Mines. 58pp, 
22896; 016 


— 8102180706 Reg Guide 10, 5, Revi si on 1, "Applications for Type A Licenses 
of Broad Scope. " 

* Office of Standards Development, Director. 80/12/31. 12pp. 

22896:074. 


DOCKET 40-6622 PATHFINDER MINES CORP. , SHIRLEY BASIN, WY 


8404060319 Forwards answers to request for addl info re application for 
renewal of License SUA-442. Info also forwarded re "Principal 
Parameters for Radiological Assessment," per request. Updated 
info based on projected 5-yr average end. 

RUSSELL, J.E. Pathfinder Mines Corp. 84/02/29. PETTENOILL. H. 

Uranium Recovery Field Office. 4pp. 22935:252. 


DOCKET 40-6659 GETTY OIL CO. - PETROTOMICS CO. , SHIRLEY BASIN, WY 


8404060412 Reviews Third & Fourth Quarter 1983 environ monitoring data 
for Petrotomics Mi 11. Monitor ing performed in compliance w/ 

Condition 25 of License SUA-551, 

KONWINSKI, G, R. , PETTENOILL, H. J. Uranium Recovery Field Office. 
84/03/09. Uranium Recovery Field Office. 5pp, 22944:307, 
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DOCKET 40-6766 NAVY, DEPT. OF, CHINA LAKE, CA 


9404260219 IE Insp Findings Licensee Ack dtd 840323 of License 
SUB-683. Insp findings' no violations observed. 

2URAK0WSKI, P. R. Region 5. Office of Director. 84/03/23, Ip. 
24207; 267. 


DOCKET 40-6940 KAWECKI BERYLCO IND. . INC. , BOYERTOWN, PA 


8404110175 Forwards handwritten "Groundwater Monitoring Program" at 
sludge storage mauso leums, Li c ense SMB-920. Lower limits of 
detection can be better determined after samples run for 
few quarters, 

GANNON, W.C, KBI Carp. 84/01/20. WYNGARDEN, S. Uranium Fuel 
Licensing Branch. Ip. 24033:091, 


— 8404120162 Handwritten "Groundwater Monitoring Program." 
* KBI Corp. 83/12/29. 3pp. 24033:082. 


0404300040 Discusses proposed procedure on Item 20-C re high vol air 
sampling equipment capable of running for 12 h or more. 

Upon r '.eipt of comments, if approved & incorporated into 
amend of 1 i cens e, p r oc edur es will be instituted. 

COYLE, F. T. Cabot Corp. 84/03/12. WYNGARDEN, S. Uranium Fuel 
Licensing Branch. Ip. 24253:245. 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES, CA 


8404120176 Summary of 840319-21 preliminary site survey & meeting 
uj/licensee in Green vi 1 le, PA re proposed timetable for 
aggregation of radioactive metis on site, 

COOL, D. A. Uranium Fuel Licensing Branch. 84/03/27. Uranium Fuel 
Licensing Branch. Ip. 24033:080. 


0404130169 Submits activities & items of interest for luk of 840319-23. 
Items include 840320-21 visit to NFS site, 840321 meeting 
w/ORNL. 840314-16 visit to Barnwell facility 4! 840319-21 
survey of Whittaker Corp site. 

PAGE, R. 0. Uranium Fuel Licensing Branch. 84/03/29. DAVIS. U. G. 
Office of Nuclear Material Safety & Saf eguards, Dir ector. 2pp. 

24035; 327. 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8404100487 Informs NRC of action to be taken re waste soil piled west 
of sewage lagoon, Mu I tip le samples indicate values meet EPA 
S( NRC criteria for unrestricted surface contamination, 

SHELLEY, W.J. Kerr-McGee Corp. 84/02/09. CROW, W. T. Division of 
Fuel Cycle 8: Material Safety. Ip. 22979:361. 


8404110173 Forwards "Reservoir Study of Arbuckle Forma tion, Sequoyah 
Fuels Corp , Sequoyah Waste Storage Well, Sequoyah County, OK, " 
re initial injection of 5 million gallons of treated 
raffinate into disposal well. 

SHELLEY, W.J, Kerr-McGee Corp. 84/02/24. CROW, W. T. Division of 
Fuel Cycle S< Material Safety. 2pp. 24000:020. 


— 8404110176 "Reservoir Study of Arbuckle For mati on. Sequoyah Fuels Corp. 
Sequoyah Waste Storage We 1 1 , Sequoyah County. OK, " 

* H. K. Van Poollen %>. Associates, Inc. 84/02/29. 9Bpp. 

24000; 022. 


8404300298 Application for amend to License SUB-1010. to provide for 
injection of 35 million gallons of treated liquid raffinate 
during June 1984 - Jul 1985. 

STAUTER.J.C. Kerr-McGee Corp. 84/03/23. PAGE. R. G. Uranium Fuel 
Licensing Branch, 3pp. 24253:247. 


0404300360 Requests amend to Permit IW 68006, dtd Oct 1982. to change 
name of operator of disposal well to Sequoyah Fuels Corp & 
revise Condition 4 re quantity of raffinate injected. 

STAUTER,J. C. Kerr-McGee Corp, 84/03/23. HENSCH, D. A. Oklahoma. 
State of. 3pp. 24253:117. 


8404110466 Trip rept of attendance at 840320-21 meeting in Oak Ridge. TN 
re internal NRC comments on draft EIA for Sequoyah Falls 
Corp. 

SHUM. E. Y, . RHODES, M.J. Uranium Fuel Licensing Branch, 84/03/28. 
Uranium Fuel Licensing Branch. Ip, 24032: 001. 


8404130169 Submits activities S< items of inte.est for wk of 840319-23. 
Items include 840320-21 visit to NFS site, 840321 meeting 
w/ORNL, 840314-16 visit to Barnwell facility & 840319-21 
survey of Whittaker Corp site. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/03/29. DAVIS. J. G. 
Office of Nuclear Material Safety Safeguards, Director. 2pp. 

24035: 327. 


8404130523 Requests that air monitoring progra- be conducted to 
measure radioactive particulates radon concentrations 
around pond area. Program should include action levels & 
mitigating measures to minimize emission. 

CROW. W. T. Uranium Fuel Licensing Branch. E'/04/03. STAUTER.J.C. 
Sequoyah Fuels Corp, Ip. 24044:245. 


DOCKET 40-8045 SUISMAN S- BLUMENTHAL, INC. . HARTFORD, CT 


8404200241 Discusses 830818 review re receipt of drums of thoriated 
nickel scrap from United Technologies Corp transfer to 
authorized recip ient. Exemption from 10CFR40. 13 (c)<8) 
inapp 1 i cab le. No thoriated scrap received since Mar 1983. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/03/27. 

STAFFORD. S. A. Suisman & Blumenthal. Inc. 2pp. 24114:157. 


DOCKET 40-8064 EXXON MINERALS CO. , USA, HOUSTON, TX 


8404090458 "Pilot In Situ Mining Program, Converse County. WY, Fourth 
Quarter Rept. 1983. " 

SHANNON, J. B. Exxon Corp. 84/01/25. LINEHAN, J. J. Uranium Recovery 
Field Office. 9pp. 22975:320. 


DOCKET 40-8084 RIO ALGOM CORP. , MOAB, UT 


84042S0212 Requests authorization to process exchange waste matl from 
Bingham Canyon, UT U recovery plant. 

PATTISON. R. S. Rio Aigom, Ltd. 84/03/20. SMITH, R. D. Uranium 
Recovery Field Office. 21pp. 24213:347. 


DOCKET 40-8102 EXXON CO. , USA, HOUSTON. TX 


8404120405 Forwards response to technical issues raised in NRC 831219 
Itr h. discussed during 840213 meeting re mill 
decommissioning site reclamation license amend 
application, W/three oversize figures. Aperture cards in PDR. 

PATTON. J. D. Exxon Nuclear Co., Inc. (subs, of Exxon Corp, ). 
84/03/09. PETTENGILL, H. J. Uranium Recovery Field Office. 43pp. 
24032: 208. 


— 8404120411 "Mill Decommissioning Safety Pro cedure, High land U 
Operations. " 

ETUY. H. P. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
84/02/23. 27pp. 24032:251. 


DOCKET 40-8348 MINERALS EXPLORATION CO. , LOS ANG w_ES, CA 


8404090487 Submits response to listed concerns re A-3 In Situ R8<D 
Project. per 830510 meeting. Addl data gathered on Items 2-4. 

Data for Item 1 will be presented at later date. Results of 
decontamination survey encl. 

KLEIN. T. J, Minerals Exploration Co. (subs, of Union Oil Co. of 
California). 84/02/28. WASTLER.S. Uranium Recovery Field Office, 
9pp. 22972:345. 


DOCKET 40-8452 BEAR CREEK URANIUM CO. , CASPER, WY 


8404240345 Forwards "Bear Creek U Co Semiannual Rept to NRC, License 
SUA-1310, Jul-Dec 1983, Environ Sampling." 

BLOSSOM, J. N. Bear Creek Uranium Co. 84/03/09. Region 4, Office 
of Director. Ip, 24169:056. 


DOCKET 40-8584 MINERALS EXPLORATION CO. , LOS ANGELES, CA 


8404100409 Forwards 840227 memo discussing wind erosion equation It* 
addressing several errors in methods & procedures described 
in Natl Cooperative Highway Research Program Rept 221. Rept 
should be reviewed for verification. 

HILL.C. Z. Minerals Exploration Co. (subs, of Union Oil Co. of 
California). 84/02/28. PETTENGILL. H. Uranium Recovery Field 
Office. 8pp. 22980:323. 
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8404100399 Revietus Minerals Exploration Co environ monitoring data for 
Sweetwater U Mill, Third & Fourth Quarters 1 983. Samp 1 ing 
results for last half of 1983 consistent w/previously 
recorded levels. 

KONWINSKI, G. R. , PETTENGILL, H. J. Uranium Recovery Field Office 
84/03/15. Uranium Recovery Field Office. 4pp. 22980:338. 


8404100012 Summary of 840314 meeting w/Minerals Exploration Co & 
Wyoming Dept of Environ Quality at site re proposed tailings 
mgt plan for Sweetwater U project. 

KONWINSKI, G. R. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/03/19. Uranium Recovery Field Office. 2pp. 22983:322. 


DOCKET 40-8585 WYOMING MINERAL CORP. . LAKEWOOD. CO 


8404300229 Application for amend to License SUA-1315 to provide for 
transfer of waxy organic matls, containing commercially 
valuable quantities of scandium w/entrained U. 

RUTLEDGE, C. Westinghouse Electric Corp. 84/03/12. PETTENGILL, H. 
Uranium Recovery Field Office. 4pp. 24254:005. 


DOCKET 40-8602 SILVER KING MINES, INC. , CASPER, WY 


8404130255 Forwards "Preoperational Radiological Environ Monitoring 
Program, Jul-Dec 1983." 

WOLFF, C.E. Silver King Mines, Inc. 84/02/28. PETTENGILL, H. J. 
Uranium Recovery Field Office. 3pp. 24036:062. 


•8404130264 "Preoperational Radiological Environ Monitoring Program, 
Jul-Dec 1983. " One oversize map enc 1. Aper ture card is 
available in PDR. 

* Silver King Mines, Inc. 83/12/31, 110pp. 24036:065. 


8404130345 Informs that Silver King Mines will be altering calibr 
frequency of Morton Ranch Project meterolog ical tower from 
semiannual to annual basis, per 830922,23 & 27 telcons. 

WOLFF, C. E, Silver King Mines, Inc. 84/09/28. SMITH, R. D. Uranium 
Recovery Field Office. Ip. 24036:061. 


8404090039 Discusses Silver King Mines, Inc 831122 request for deferral 
of preoperati onal environ monitoring at Morton Ranch 
Project. Recommends that License Condition 11 of License 
SUA-1356 be revised to read as stated. 

PANGBURN, G. C. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/03/16. Uranium Recovery Field Office. 2pp. 22972:318, 


8404120383 Issues Amend 1 to License SUA-1356, def err ing preoperational 
environ monitoring until 870301. 

SMITH, R.D. Uranium Recovery Field Office, 84/03/19. WOLFF, C. E. 
Silver King Mines, Inc. 2pp. 24034:335. 


DOCKET 40-8610 STEPAN CHEMICAL CO. . MAYWQOD, NJ 


8404030018 Responds to FOIA request for records re 830620 heating 
before Subcommittee on Oversight & Investi g ati on. Forwards 
documents listed in app. Documents also in PDR. Request fails 
to meet requirements of 5USC552<a) <3). 

FELTON, J. M. Division of Rules and Records. 84/02/13. CHURCH, B. 
Government Accountability Project. 8pp. 22807:007. 24X 

Fiche: 50-000, 84/02/13, 8404030018. 


— 8404030066 Discusses alleged omission of info from Stepan Chemical Co 
license application it use of radioactive matl in 
unrestricted area, per IE Insp Repts 40-8610/80-02 !< 

40-8610/80-01. 

RESNER, M. E. Office of Inspector it Auditor, 81/06/25. 

CUMMINGS, J. J. Office of Inspector it Auditor. Ip. 22888:001. 


DOCKET 40-0611 AIR FORCE, DEPT. OF, HILL AFB, UT 


8404260270 IE Insp Findings it Licensee Ack dtd 840326-27 of License 
SMB-1327. 

SPITZBERG, D. B. Region 4, Office of Director. 84/03/27. Ip. 
24207: 307. 


DOCKET 40-8631 ARMY, DEPT. OF, ROCK ISLAND, IL 


8404060202 Responds to recommendations noted in IE insp of License 
SMB-1314 on 831130-1201. Info re expanded radioactive 
contamination stabilization program 8t environ sampling 
program end. 

SMITH, L.E. Army, Dept. of. 84/02/29. Regions, Office of 
Director. 36pp. 22925:271. 


DOCKET 40-8663 NUCLEAR DYNAMICS, INC., PHOENIX, AZ 


8404110474 Forwards JF Wagner of State of WY Dept of Environ Quality 
840118 Itr granting permission to discharge water from 
evaporation pond, All info required to amend license now 
submitted. 

FRITZ, D.M. Western Water Consultants, Inc. 84/02/13, HAWKINS, E. 
Uranium Recovery Field Office. 3pp. 24004:312. 


8404120340 Safety evaluation recommending approval of licensee 831212 
request to surface discharge water from evaporation ponds 
for discharge of water from small evaporation pond it sale of 
two water wells. 

HAWKINS. E. F. , SMITH, R. D. Uranium Recovery Field Office. 84/03/08. 
3pp. 24025:351. 


8404120395 Issues Amend 2 to License SUA-1331 adding License Condition 
31, approving discharge of water from evaporation ponds as 
proposed in 831206 it 840113 Itrs. 

SMITH, R.D. Uranium Recovery Field Office. 84/03/08. STOICK, A. F. 

ND Resources, Inc, 2pp. 24034:245. 


DOCKET 40-8672 AIR FORCE, DEPT. OF, HILL AFB, UT 


8404260268 IE Insp Findings it Licensee Ack dtd 840326-27 of Lice-nse 
SMB-1328, Insp findings: no violations observed. 

SPITZBERG, D. B, Region 4, Office of Director. 84/03/27, Ip. 
24208: 143. 


DOCKEl 40-8674 PLATEAU RESOURCES, LTD. , GRAND JUNCTION, CO 


8404050036 Notifies that JW Davis qualified to serve as environ it 
radiological health supervisor for Shootering Canyon U 
Processing Facility & radiological safety officer for 
Blending Ore Buying Station. 

HAWKINS, E.F, Uranium Recovery Field Office. 84/03/19. 

GERDEMAN, F. W, Plateau Resources, Ltd. Ip. 22919:207. 


DOCKET 40-8681 ENERGY FUELS NUCLEAR, INC. , DENVER, CO 


8404130121 Requests Source Matl License SUA-1354 to operate White Mesa 
U mill be transferred to Union Carbide Corp, Energy Fuels 
will continue to operate mill 8« meet requirements under 
license until transfer. License extension also requested. 

ORANDEY, 0. W. Energy Fuels Nuclear. Inc. 84/02/07. HAWKINS, E. 
Licensing Branch 1. Ip. 24045:353. 


8404030596 Forwards b landing license transfer fee for transfer from 
Energy Fuels to Union Carbide Corp. 

DEHOLLANDER, 0. Union Carbide Corp. 84/02/21. HILDENBRAND, P. 
Uranium Recovery Field Office, Ip. 22886: 362. 


8404130117 Clarifies 840221 Itr re Energy Fuels license transfer it 
fees. Ltr should have stated fee to cover transfer of Energy 
Fuels source matl license to wholly owned subsidiary. Formal 
request will follow in future. 

DEHOLLANDER,©. Union Carbide Corp. 84/02/24, HILDENBRAND, P. 
Uranium Recovery Field Office. Ip. 24045:355, 


8404110447 Forwards Table 4, "Urinalysis Values Exceeding 15 ug/1. " 
Table omitted from ALARA audit rept for Jan-June 1903. 

ROBERTS, H.R. Energy Fuels Nuclear, Inc. 84/02/29. HILDENBRAND, P. 
Uranium Recovery Field Office. 2pp, 24006:200. 


8404100404 Reviews status of Energy Fuels Nuclear White Mesa Mill 
surety bonding. Case should be closed out due to recent 
transfer of majority interest to Union Carbide Corp. 

HILDENBRAND, P. , HAWKINS, E. F. Uranium Recovery Field Office, 
84/03/08. Uranium Recovery Field Office. 2pp. 22980:331, 


8404260275 Discusses IE insp on 840104-05 8t forwards notice of 
violation it proposed imposition of civil penalty. 

COLLINS, J.T. Region 4, Office of Director. 84/03/16. 
VINCELETTE, M. D. Energy Fuels Nuclear, Inc. 3pp. 24205:061. 


— 8404260283 Notice of violation it proposed imposition of civil penalty 
in amount of #6, 000. Vi o lat ions noted : spec ial work permit not 
obtained for work performed in yellowcake packaging & 
individual air samplers not worn by two workers. 

COLLINS, J.T. Region 4, Office of Director. 84/03/16. 3pp. 
24205:064. 


8404260341 Forwards IE Insp Rept 40-8681/84-01 on 840104-05 S-, IE 
Enforcement Conference Rept 40-8681/84-02 on 840120. 

HALL, R. E. Region 4, Office of Director. 84/03/16. VINCELETTE, M. 
Energy Fuels Nuclear, Inc. 2pp, 24203:218. 


> 
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DOCKETED ITEMS 


— 8404260344 IE Insp Rept 40-8681/84-01 on 840104-05. Violations ii 8404120101 Forwards IE Safeguards Insp Repts 40-8760/84-02 & 

deviation noted: fai lure to perform surveys & ©valuations to 70-2955/84-02 on 840307-08 & 21 & notice of violation End- 

ensure compliance ui/U intake limits & failure to obtain withheld (ref 10CFR2. 790). 

special work permit, AXELSON^ W. L. Region 3, Office of Director. 84/04/09. EDLOW, J. 

SPITZBERO; D. B. j EVERETT) R.J. Region 4) Office of Director. Edlow International Co. 2pp. 24023- 191 

84/02/01. 5pp. 24203:220. 


— B404260347 IE Enforcement Conference Rept 40-8681/84-02 on 040120. Major 
areas discussed: findings of IE insp conducted on 840104-05. 

Licensee commitment to radiation safety & actions taken to 
prevent further violations described. 

SPITZBERG) D. B. ) EVERETT) R. J, Region 4) Office of Director. 

84/02/01, 6pp. 24203:225. 


8404170347 Responds to NRC 840316 Itr re violations noted in IE insp of 
License SUA-13S8 on 840104-05. Corrective ac ti ons: rad iat ion 
work permits will be required for nonroutine work & 
employees will be trained in radiation & safety procedures. 

VINCELETTE) M, D. Energy Fuels Nuclear, Inc, 84/04/10. DEYOUNG) R. C. 
Director's Office, Office of Inspection and Enforcement. 8pp. 

24054: 233. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD, , ©RAND JUNCTION, CO 


8404090443 Forwards rev to "Effluent Monitoring Rept,Jul-Dec 1983." 
Results of Pb-210 analyses for fourth quarter high vol air 
samples inserted in revised rept. 

OERDEMAN, F. W. Plateau Resources, Ltd. 84/03/05. Region 4, Office 
of Director. Ip. 22976:001. 


— B404090447 Rev to "Effluent Monitoring Rept, Jul-Dec 1983. " 
* Plateau Resources, Ltd. 84/03/05. 38pp. 22976:002. 


8404050036 Notifies that JW Davis qualified to serve as environ & 
radiological health supervisor for Shootering Canyon U 
Processing Facility St radiological safety officer for 
Blanding Ore Buying Station. 

HAWKINS, E.F. Uranium Recovery Field Office. 84/03/19, 

OERDEMAN, F, W, Plateau Resources, Ltd. Ip. 22919:207. 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO. , CLEVELAND, OH 


8404050242 Comments on data re groundwater restoration of Wellfields 
A-1 B submitted since 811113. Water quality of Wellfield 
A-1 stabilized, but certain indicator parameters not 
adequately restored. 

SMITH, R.D, Uranium Recovery Field Office, 84/03/08. 

LOUDERBACK, T, E, Cl eveland-CUf f s Iron Co. 2pp. 22918:358. 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO. , INC. , CASPER, WY 


8404090450 "Sixteenth Quarterly Rept, Fourth Quarter 1983, far Pilot 
Project In Situ U Operation in Converse County. WY. " 

APPEL, R.R, United Nuclear Corp. 84/02/15. SMITH, R. D. Uranium 
Recovery Field Office. SPEERS, R. Wyoming, State of. Bpp. 

22975: 346, 


DOCKET 40-8745 OGLE PETROLEUM, INC, , CASPER, WY 


8404090037 Advises that Amend 19 to Source Mafcl License SUA-1396 should 
be fsB exempt, since amend initiated by NRC. Amend issued to 
delete License Condition 81 re health physics training 
program. 

WASTLER, S. L, , HAWKINS, E.F. Uranium Recovery Field Office. 84/03/20. 
MILLER, W. 0. License Fee Management Branch. Ip, 22972:320. 


DOCKET 40-8760 EDLOW INTERNATIONAL CO. , WASHINGTON, DC 


8404090118 EN-84-019: on 040409, noti ce of violation 8< proposed 
imposition of civil penalties in amount of *1,600 will be 
issued, Action based on insp after fir® destroyed part of 
East St Louis facility revealed Inadequate water supply. 

FLACK, E,, AXELRAD, J, Director's Office, Office of Inspection and 
Enforcement. 84/04/02, Ip. 22939:299. 


8404170532 Forwards IE Safeguards Insp Repts 40-8760/84-01 
70-2955/84-01 on 831207-09 St 840109-U St notice of 
violation St proposed imposition of civil penalty. Notices of 
violations St insp rept withheld Cref lOCFRa, 790). 

KEPPLER,J.O. Regions, Office of Director. 84/04/05, EDLOW, J. 
Edlow International Co. 3pp. 24050:149. 


DOCKET 40-8768 KERR-MCOEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8404100401 Reviews ALARA rept for Sequoyah Fuels "Q" - Sand ISL RStD 
project for May-Oct 1983. Rept in accordance w/requir ements 
of Reg Guide 8.31 St Condition 27 of License SUA-i387. 

HILDENBRAND, P. , HAWKINS, E. F. Uranium Recovery Field Office. 
84/03/08. Uranium Recovery Field Office. 5pp. 22980:333. 


DOCKET 40-0781 TETON EXPLORATION DRILLING CO. , INC. . CASPER, WY 


8404120397 Advises that no addl fee required for License SUA— 1403 
issued on S30930. 

MILLER, W. 0. License Fee Management Branch. 84/03/28. APPEL, R. 
Teton Exploration Drilling Co. , Inc. Ip. 24034: 172. 


DOCKET 40-8801 RADIATION MANAGEMENT CORP. , NORTHBROOK, IL 


8404120434 Provides summary of progress re West Lake landfill in 
St Louis County made since 840109 site visit, based on 
partial rept submitted for Jan 1984. 

BANERJI, S. K. , O 'CONNOR, J, T. , MILLER, W. Missouri, Univ. of, Columbia, 
MO. 84/02/29. WYNGARDEN, S. NRC - No Detailed Affiliation Given. 
BERGER, J. Affiliation Not Assigned. 3pp. 24034:084. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 50-2 UNIV. OF MICHIGAN RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator 8< senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of. Ann Arbor, MI. 37pp. 24285:135. 24X Fic he : 50-000, 84/04/1 6, 

8404160165. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8404090072 Public version of revised emergency plan implementing 
procedures, inc lading Procedures IP— 1008 re personnel 
radiological check Zi decontamination it IP-1023 re 
operational support ctr.W/831024 ltr tx 840326 release memo. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 83/10/24. 
MURLEY, T. E. Region 1, Office of Director. 55pp. 22972:134. 24X 

Fi c h e; 50-003, 83/ 1 0/24, B40409O072. 


0404100090 Public version of revised emergency plan implementing 
procedures, inc lud ing Procedures IP— 1002 re emergency 
notification & communication & IP-1035 re technical support 
ctr. W/B31202 ltr Zt JM Felton 840323 release memo. 

OAUNY.R.D. , O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 
83/12/02. MURLEY, T.E. Region 1, Office of Director. 51pp. 
22995:238. 24X Fic he: 50-003, 83/12/02, 8404100090. 


B404160088 Forwards corrected controlled pages to revised Procedure 
IP-1013, ‘‘Recommendation of Protective Actions for OFfsite 
Population. " 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/04-/O3- 
MURLEY, T, E. Region 1, Office of Director. Ip. 24040:055. 24X 

Fxche: 50-003, 84/04/03, 8404160088. 


8404160096 Rev to Procedure IP-1013, “Recommendation of Protective 

Actions for Offsite Population." 

* Consolidated Edison Co. of New York, Inc. 84/03/12. 12pp. 

24040:056. 24X Fi ch e: 50-003, 84/04/03, 8404160088. 


I, Financial information 


8404250094 "1983 Annual Rept, Con Ed." W/840418 Itr. 

HAUSPURG, A , 0 -'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 

83/12/31. ’ 50pp. 24192:088. 24X Fiche: 50-003, 83/12/31, 04042 50094. 
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P. Operating license stage documents correspondence 


8404180221 Further response to FOIA request for SECYs Sj NUREGs. Forwards 
SECY-82-3 re LER sys SECY-ai-651 concerning Vol 1 of 
NUREG-0850i "Preliminary Assessment of Core-Melt Accidents 
at Zion & Indian Point. ..." NUREO-0850 available at PDR. 

FELTON, J, M. Division of Rules and Records. 84/03/14. SHOLLY, S. 
Union of Concerned Scientists. Ip. 24108:013. 24X 

Fiche: 50-000. 84/03/14, 8404180221. 


— 8112020115 Draft Commission pap er, forward ing Vol 1 of NUREO-OaSO, 
"Preliminary Assessment of Core-Melt Accidents at Zion 
S'. Indian Point Nuclear Power Plants & Strategies for 
Mitigating Effects. " W/o end. 

DIRCKS, W. J Office of the Executive Director for Operations. 
81/11/13. Ip, 24108:014. 24X Fi c h e: 50-000, 84/03/ 14, 8404180221 . 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs 'S', holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting . Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


— 8404100192 "Procedure for Mgt of Plant-Specific Backfitting of 
Operating Power Reactors Resulting from Licensing 
Activities. " 

* NRC - No Detailed Affiliation Given. 84/04/01. 8pp. 
24066 : 271 . 24X Fiche: 50-000. 84/04/04, 8404040256. 


— 8404100194 "Procedure for Mgt of Plant-Specific Backfitting of 
Operating Power Reactors Resulting from I&E Activities. " 

» NRC - No Detailed Affiliation Given. 84/04/01. 5pp. 
24066:279. 24X Fiche: 50.-000, 84/04/04, 8404040256. 


Q. Inspection reports, IE Bulletins ?< correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. eSpp. 22892:145, 24X Fiche : 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22. "Deficiency in CQMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc, 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29. 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respirctory Protective Devices." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24066:321. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qua 1 i f i cat i on Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

e6pp. 24189:001. 24X Fi che : 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of (3A, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

U4pp. 24196:102. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche : 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S9pp. 24163:292. 24X Fi ch e : 50-000, 84/04/ 1 7. 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, S403140280, 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284, 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8c Seal Set." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286, 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8< 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-4 NAVAL RESEARCH REACTOR 
V. Operator Examinations 


8404160165 Generic Ltr 84-06 
operator 8c senior operator 
grade. Svc list end. 
EISENHUT, D. G. Division of 
of, Ann Arbor, MI. 37pp. 
8404160165. 


to all nonpower reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan, Univ, 
24285:135. 24X Fiche: 50-000, 84/04/16. 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 
V. Operator Examinations 


8404160165 Generic Ltr 84-06 
operator 8< senior operator 
grade. Svc list end. 
EISENHUT, D. G. Division of 
of, Ann Arbor, MI. 37pp. 
8404160165. 


to all nonpower reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan, Univ. 
24285:135. 24X Fiche: 50-000, 84/04/16, 


DOCKET 50-8 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 
operator 8< senior operator 
grade. Svc list end. 
EISENHUT, D. 0. Division of 
of, Ann Arbor, MI. 37pp. 
8404160165. 


to all nonpower reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan, Univ. 
24205:135. 24X Fic h e : 50-000, 84/04/16, 
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DOCKETED ITEMS 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 


8404230018 Further response to FOIA request for documents re security 
violations it safeguards events at nuclear facilities. 

Forwards App A 8e B documents. Info withheld <ref FOIA 
Exemption 35. Zion plant meeting summary rept nonexistent. 

FELTON. J, M. Division of Rules and Records. 84/01/17. GOLDENBERG, G. 

Scr ipp s-Hotuard Newspapers. 4pp. 24183:238. 24X 

Fiche: 50-000. 84/01/17. 8404230018. 


— 8404230019 Forwards State of IL Dept of Nuclear Safety 810930 Itr re 
complaint from former employee of Burns. guard contractor at 
facility & 811019 response to Congressman Corcoran. Ma tter 
considered closed. 

PHILLIP. G. A. Region 3. Office of Director. 81/11/18. Region 3. 
Office of Director, 2pp. 24183:244, 24X Fiche: 50-000. 84/01/17, 

8404230018. 


— 8404230020 Responds to noncompliance noted in IE Insp Repts 

50-010/81-18.50-237/81-34 & 50-249/81-26. Correc tive actions 
ii other info deleted 

RAUSCH, T. J. Commonwealth Edison Co. 82/01/20. KEPPLER, J. G. 
Region 3. Office of Director. 4pp. 24183:249. 24X 

Fiche: 50-000, 84/01/17. 8404230018. 


— 8404230021 Responds to 810930 Itr transmitting L Gretz Itr concerning 
security at f ac i 1 i ti es . Ltr dtd 81 1019, respond ing to L Gretz 
inquiry- end 

WARNICK.R.F, Region 3, Office of Director. 81/11/18, CARSTENS, L. 

Illinois, State of. Dept. Nuc. Safety (formerly Dept. Public 
Health). Ip. 24183:246. 24X Fiche: 50-000. 84/01 /17, 8404230018. 


— 8404230023 Comments on util 820317 ltr re vital area search es . Response 
accep ted. 

MCCORKLE. G. W. Power Reactor Safeguards Licensing Branch. 

83/02/08. MILLER, U.R. Region 3, Office of Director, Ip. 

24184:123, 24X Fiche : 50-000, 84/01/17. 8404230018. 


— 8404230025 Responds to 810925 request for info to use in response to 
L Gretz concerns re facility guard forces . Concerns involve 
security force training programs & labor/mgt relations. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
81/10/19. CORCORAN, r. House of Rep. 2pp. 24183:247. 24X 

Fiche: 50-000- 84/01/17, 8404230018. 


— 8404230026 Concurs w/findings in 811209 memo re deficiency in response 
procedures. Request for appropriate plan rev forwarded to NRR 
for transmittal to util. 

MCCORKLE, 0. W. Physical Security Licensing Branch. 81/12/31. 

GREGER, L. R. Technical Inspection Branch. Ip. 241S4t'124, 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230032 Comments on recent security insp re adequacy of util 
response procedures for vital area intrusion alarms. 

Procedures do not meet 10CFR73. 55( h ) (4 5 requirements Info 
deleted. 

GREGER, L.R. Technical Inspection Branch. 81/12/09. MCCORKLE, G. W. 

Power Reactor Safeguards Licensing Branch. 2pp. 24184:125. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230035 Discusses B10822 memo re vital area access. Indications of 
improper security practices none x i stent. E xamp 1 es imply 
regulatory deficiency. Insp efforts should be directed toward 
improper application of security measures. 

MCCORKLE, G, W. Physical Security Licensing Branch. 81/12/07, 

BROWN. W.B. Physical Security Section. Ip. 24184:076. 24X 

Fiche: 50-000, 84/01/17. 8404230018. 


— 8404230037 Summarizes 811208 telcon w/B Saunders re failure to repair 
uninterruptible ac electric power sys inverter sys until 
after 820101. Burns guard force morale & rumors of Local 73 
strike vote, 

PIRTLE. G, Region 3. Chicago. Office of the Director (81/03/01). 
81/12/15. Region 3, Chicago, Office of the Director (81/03/01). 
2pp. 24184:127, 24X Fiche: 50-000. 84/01/17, 8404230018. 


— 8404230038 Forwards Region III S10S2S evaluation memo re commitment to 
restrict vital area acc ess, Commitment not defined as 
suggested in IE Bulletin 79-16. 

BUSH.L.L. Physical Security Section. 81/09/11. MCCORKLE. G, W. 
Physical Security Section. 2pp. 24184:077. 24X 

Fiche:. 50-000, 84/01/17, 8404230018, 


— 8404230042 Discusses security insp re unlimited access to vital areas. 
rn-mcr-hn-T-e t- .. J - « -4 i. - " ■■ ■ .jjg vital areas 

'00/28. BUSH, L. L. 

24X 


— 8404230044 Notice of violation from insp on 811102-06. Info deleted. 

•» Division of Engineering St Technical Inspection. 81/12/22. Ip. 
24184:140. 24X Fiche : 50-000, 84/01/17, 8404230018. 


— 8404230045 Summarizes 821028 insp re four security guards suspended for 
drug use. Insp involved interviewing guards re illegal drug 
use by guards & p ersonnel. Results listed. Info deleted. 

MADEOA, T. J. Region 3, Office of Director. 82/11/05. Region 3, 
Office of Director. 2pp. 24184:085. 24X Fiche: 50-000, 84/01/17, 

8404230018. 


— 8404230047 IE Insp Repts 50-010/81-18,50-237/81-34 & 50-249/81-26 on 
811102-06. Violation noted : security records not retained for 
required time period data required by security plan not 
entered on computer sys. 

CHRISTOFFER, G. Region 3, Chicago, Office of the Director 
(81/03/01). 81/12/10. 20pp. 24184:141. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230049 Ac k receipt of 820823 ltr informing of steps taken to 
correct noncompliance noted in IE Insp Repts 50-010/81-22, 
50-237/81-40 & 50-249/81-33. Overa 1 1 integrity of security 
not questioned. 

KEPPLER, J.G. Region 3. Office of Director. 82/09/08. REED. C. 
Commonwealth Edison Co. 2pp. 24184:063. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230051 Notice of violation from insp on 821115-19. 

MILLER. J.R. Region 3. Office of Director. 82/12/20. Ip. 
24184:163. 24X Fi c h e : 50-000, 84/01 /17. 8404230018. 


— 8404230060 Responds to violations noted in IE Insp Repts 50-010/81-22. 
50-237/81-40 50-249/81-33. Corrective actions: 

implementation of App B to security plan began in Feb 1981 & 
guard training to be completed in Feb 1983. Info deleted. 

DELGEDRGE, L. 0. Commonwealth Edison Co. 82/08/23. KEPPLER. J. G. 
Region 3. Office of Director. 3pp. 24184:065. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


--8404230067 Forwards rept of investigation identifying 
misrepresentations by Burns Inti Security Svcs, Inc 
concerning firearms qual if ication & requalifications of 
contract security guards. W/o rept. 

CUMMINGS, J. J. Office of Inspector & Auditor. 78/12/04. 
RICHARD, M.M. Justice, Dept. of. 9pp. 24184:226. 24X 

Fiche: 50-000. 84/01/17, 8404230018. 


— 8404230074 Responds to 740319 request for description of proposed 
industrial security p Ian. Provision of armed guards 
imp 1 emented. 0th er portions of plan will be implemented in 
June 1974. except for listed sections. 

ABEL. J. S. Commonwealth Edison Co. 74/05/06. ZIEMANN. D. L. Atomic 
Energy Commission, Directorate of Licensing. 10pp. 24184:290. 

24X Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230075 Discusses recent security insp re unlimited access to vital 
areas. Inspectors required to verify that access to vital 
areas limited to authorized individuals. 

CREED. J.R. Safeguards. 81/08/28. BUSH.L.L. Physical Security 
Section. 2pp. 24184:087. 24X Fiche: 50-000, 84/01 / 17, 8404230010. 


— 8404230081 Confirms 771109 meeting re Burns Inti Security Svcs. Inc 
furnishing security svcs. Close liaison intended between mg t 
fy. assigned guards for open communications re retention of 
personnel. 

GRABOVAC, E. A. Burns Internat iona 1 Security Services, Inc. 
77/11/09. MANQNE.J. V. Commonwealth Edison Co. lOpp. 24184:303. 
24X Fiche; 50-000,84/01/17,8404230018. 


— 8404230085 Ac k receipt of 820112 ltr informing NRG of technical 
evaluation results in response to central alarm station 
vulnerability identified in IE Insp Repts 50-010/81-11. 
50-237/81-22 & 50-249/81-16. 

NQRElIUS, C. E. Division of Engineering. 82/02/03. REED. C. 
Commonwealth Edison Co, Ip. 24184:089. 24X Fiche: 50-000. 

84/01/17. 8404230018. 


— 3404230088 Discusses question raised in 780424-0523 investigation re 
falsification of vital area door checks & firearms 
qualification records by guard contractor personnel. Burns 
Inti Security Svc awareness of NRC audit questioned, 

BELANGER. J. L, Region 3. Chicago. Office of the Director. 

78/10/27. HIND. J. A. Region 3, Chicago. Office of the Director, 
ip, 24184:318. 24X Fi ch e : 50-000, 84/01/17. 8404230018. 


— 8404230089 Suppls response to 810824 ltr re central alarm station 
vulnerability identified in IE Insp Repts 50-010/81-11. 
50-237/81-22 50-249/81-16. Info deleted. 

RAUSCH, T, J. Commonwealth Edison Co. 82/01/12. KEPPLER, J.G. 
Region 3, Office of Director. 3pp. 24184:090. 24X 

Fiche: 50-000. 84/01/17, 8404230018. 
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— 8404230093 Discusses Security Investigation Repts 50-010/78-13. 
50-237/78—11 it 50-249/78-12 re contract guard svc personnel. 
Substantiation that guard svc personnel aware of being subj 
to NRC audit provided, 

KEPPLER.J. G. Region 3, Chicago. Office of the Director. 78/11/03. 

ABSTON, 0. G. Office of Inspector & Auditor. 4pp. 24184:319. 24X 

Fiche; 50-000, 84/01/17, 8404230018. 


— 8404230095 Acks receipt of 811203 Itr informing NRC of progress in 
resolving guard forces situation described in IE Insp Repts 
50-010/81-11,50-237/81-22 & 50-249/81-16. Matter will be 
reviewed during subsequent insp. 

NORELIUS, C. E. Division of Engineering it Technical Inspection. 
81/12/11. REED, C. Commonwealth Edison Co. Ip. 24184:093. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


—8404230103 Updates response to IE Insp Repts 50-010/81-11,50-237/81-21 
S'. 50-249/81-16. Corrective actions: 1-day seminar. "Managing 
Yourself: Key to Personal Effectiveness," initiated & Burns 
improving communication w/guards. Info deleted. 

RAUSCH, T.J. Commonwealth Edison Co. 81/12/03. KEPPLER, J. G. 

Region 3, Chicago, Office of the Director (81/03/01). 4pp. 
24184:094. 24X Fiche: 50-000, 84/01/17. 8404230018. 


— 8404230106 Responds to concerns identified in IE Insp Repts 
50-010/81-11,50-237/81-22 it 50-249/81-16. Correc tive actions: 
Burns initiated improved communications w/guard force. Info 
deleted. 

DELGEORGE. L. 0. Commonwealth Edison Co. 81/10/05. KEPPLER.J.G. 
Region 3, Chicago, Office of the Director (81/03/01). 5pp. 
24184:099. 24X Fiche; 50-000. 84/01/17. 8404230018. 


— 8404230116 Notice of violation from investigation on 811217-820406. Info 
deleted. 

KEPPLER.J.G. Region 3. Office of Director. 82/07/26. 4pp. 

24184:001. 24X Fiche: 50-000, 84/01/17. 8404230018. 


8404270236 Public version of Itr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
it withheld from PDR as well as LPDR. W/JM Felton 840419 
release memo. 

GOLDEN, J. C. Commonwealth Edison Co. 84/03/06. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24229:331. 24X 

Fiche: 50-000, 84/03/06, 8404270286. 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE. D.D., GOLDEN. J.C. Commonwealth Edison Co. 84/02/29. 73pp. 

24229 : 332. 24X Fiche; 50-000. 84/03/06, 8404270286. 


8404060168 Forwards IE Insp Repts 50-010/84-04.50-237/84-05 it 
50-249/84-04 on 840227-0302. No noncomp 1 ianc e or deviations 
identified. 

PAPER lELLO, C. J. Region 3. Office of Director. 84/03/22. REED. C. 
Commonwealth Edison Co, 2pp. 22927:001. 24X Fi che : 50-010, 84/03/22. 

8404060168. 


—8404060177 IE Insp Repts 50-010/84-04, 50-237/84-05 i>. 50-249/84-04 on 
840227-0302. No noncompliance noted. Major areas inspected: 
emergency preparedness program. inc lud ing licensee actions on 
previously identified items it emergency detection. 

PLOSKI.T. , PHILLIPS. M. Region 3. Office of Director. 84/03/22. 
14pp. 22927:003. 24X Fiche: 50-010. 84/03/22, 8404060168. 


8404040169 Forwards exercise repts for LaSalle it Dresden offsite 
radiological emergency preparedness exercises conducted 
820414-15 it 0629-30. respectively . 

KRIMM, R.W. Federal Emergency Management Agency. 84/03/26. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 2pp. 22883:122. 24X Fi che : 50-000. 84/03/26. 

8404040169. 


— 8404040172 Evaluation of State of IL full-scale emergency preparedness 
exercise plan, final rept. 

* Federal Emergency Management Agency. 82/05/31. 68pp. 

22883: 124. 24X Fiche; 50-000. 84/03/26. 8404040169. 


— 8404040175 Evaluation of State of IL. Orundy County. Kendal 1 County it 
Will County small-scale joint emergency preparedness 
exercise plan, final rept. 

* Federal Emergency Management Agency, 02/07/30. 71pp. 

22883:192. 24X Fiche: 50-000, 84/03/26. 8404040169. 


8404060129 Forwards schedule of corrective actions submitted by State 
of IL for deficiencies noted in final rept for offsite 
radiological emergency preparedness exercise conducted on 
830914. Schedule of corrective actions adequate. 

KRIMM. R.W. Federal Emergency Management Agency. 84/04/02. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 16pp. 22920:112. 24X Fi ch e: 50-010. 

84/04/02,8404060129. 


8404100232 Requests exemption from participation by Grundy County, IL at 
840605 it 1985 emergency preparedness exerc i ses. Grundy County 
will participate in Braidwood full-scale exercise in 1985. 

FARRAR. D.L. Commonwealth Edison Co. 84/04/05. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. 2pp. 22960:238. 24X 

Fiche: 50-010. 84/04/05. 8404100232. 


8404120100 Requests exemption for Grundy County, IL from 10CFR50, App E, 
Section IV. F. 1 requirement re annual emergency preparedness 
exercise for all appropriate state it local govt agencies. 

Exercise in 1983 sufficient. 

FARRAR, D.L. Commonwealth Edison Co. 84/04/05. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 24023:183. 24X 

Fiche: 50-010, 84/04/05, 8404120100. 


8404260126 Forwards IE Insp Repts 50-010/84-02,50-237/84-03 «< 
50-249/84-02 on 840120-0326 it notice of violation. 

SHAFER, W.D. Region 3. Office of Director. 84/04/11. REED, C. 
Commonwealth Edison Co. 2pp. 24205:222. 24X Fiche : 50-010, 84/04/1 1. 

8404260126. 


—8404260145 IE Insp Repts 50-010/84-02.50-237/84-03 it 50-249/84-02 on 
840120-0326. Violations noted: failure to follow procedures 
to protect saf ety-related equipment from possible missile 
damage it to adhere to radiation protection stds. 

TONGUE, T.M.. CHRISSOTIMOS, N. Region 3, Office of Director. 
84/04/10. 2Bpp. 24205:226. 24X Fiche: 50-010. 84/04/1 1, 8404260126. 


8404260104 Requests assistance in conducting review of util 840405 
request for exemption from 10CFR50. App E requirements re 
annual emergency preparedness exercise. SALP input should be 
included in eva 1 uat i on. Comp 1 et ion requested by 840427. 

EISE,NHUT, D. G. Division of Licensing. 84/04/23. NORELIUS, C. E. 
Division of Project it Resident Programs. Spp. 24208:254. 24X 

Fiche: 50-010, 84/04/23, 8404260104. 


P. Operating license stage documents it correspondence 


8404100289 Corrected notification of contract execution: "Dresden it 
Perry Simulator Leasing" awarded to GE. 

JESSUP, B. Technical Assistance Contracts Branch. FIN B-8713. 
84/02/17. HAVINS, Q. H, Director's Office, Office of Inspection and 
Enforcement. Ip. 22982:362. 24X Fiche: 50-000. 84/02/17. 8404100289. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs Z>. holders of CPs re interim procedures 
for NRC mgt of plant-specific backfitting. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264, 24X 

Fiche; 50-000. 84/04/04, 8404040256. 


8404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated matls. Request 
denied since provisions for generic release of small 
quantities of radioactive matls not developed. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 84/04/13. FARRAR, D. L. 

Commonwealth Edison Co, 8pp. 24077:216. 24X Fiche: 50-000, 84/04/13. 

8404180203, 


Q. Inspection reports, IE Bulletins & correspondence 


8404230018 Further response to FOIA request for documents re security 
violations it safeguards events at nuclear facilities. 

Forwards App A & B d ocuments. Inf o withheld (ref FOIA 
Exemption 3). Zion plant meeting summary rept nonexistent. 

FELTON, J. M. Division of Rules and Records. 84/01/17. GOLDENBERG, G. 

Scripp s-Howard Newspapers. 4pp. 24183:238. 24X 

Fiche: 50-000, 84/01/17. 8404230010. 


— 8404230020 Responds to noncompliance noted in IE Insp Repts 
50-010/81-18.50-237/81-34 it 50-249/81-26. Corrective actions 
it other info deleted. 

RAUSCH. T.J. Commonwealth Edison Co. 82/01/20. KEPPLER.J.G. 
Region 3. Office of Director. 4pp. 24183:249. 24X 

Fiche: 50-000. 84/01/17, 8404230018. 


— 8404230032 Comments on recent security insp re adequacy of util 
response procedures for vital are# intrusion alarms. 

Procecurea do not meet 10CFR73, 55(h ) (4) requirements. Info 
deleted. 

OREGER.L. R. Technical Inspection Branch. 01/12/09. MCCORKLE. 0. W. 

Power Reactor Safeguards Licensing Branch. 2pp. 24184:125. 24X 

Fiche: 50-000.84/01/17, 8404230018. 


— 8404230042 Discusses security insp re unlimited access to vital areas. 
Inspectors required to verify that access to vital areas 
limited to authorized individuals. 

CREED, J.R. Region 3. Office of Director. 81/08/28. BUSH. L. L. 
Physical Security Section. 2pp. 24184:079. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 
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— 8404230044 Notice of violation from insp on 81 1 102“06. Inf o deleted. 

■» Division of Engineering St Technical Inspection. Bl/12/22. Ip. 
24184:140. 24X Fi che: 50-000, 84/01 /17, 8404230018. 


— B404230045 Summarizes 821028 insp re four security guards suspended for 
drug use. Insp involved intervieoiing guards r® illegal drug 
use by guards personnel. Results listed. Info deleted. 

MADEDA, T. J. Region 3, Office of Director. 82/11/05. Region 3, 
Office of Director. 2pp. 24184:085. 24X Fiche: 50—000, 84/01/17, 

8404230018. 


— 8404230047 IE Insp Repts 50-010/81-18,50-237/81-34 8< 50-249/81-26 on 
811 102-06. Violation noted: security records not retained for 
required time period Se data required by security plan not 
entered on computer sys. 

CHRISTOFFER, G. , PIRTLE, 0. L. Region 3, Chicago, Office of the 
Director {81/03/011. CREED, J. R. Safeguards. 81/12/10. 20pp. 

24184:141. 24X F i c he : 50-000, 84/01 /17, 8404230018. 


— 8404230049 Ack receipt of 820823 Itr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 50-010/81—22, 
50-237/81-40 & 50-249/81-33. Overall integrity of security 
not questioned. 

KEPPLER, J. 0. Region 3. Office of Director. 82/09/08. REED, C. 
Commonwealth Edison Co. 2pp. 24184:063. 24X 

Fiche: 50-000, 84/01/17,8404230018. 


— 8404230051 Notice of violation from insp on 821115-19. 

HILLER, J.R. Region 3, Office of Director. 82/12/20. Ip. 
24184:163. 24X Fiche; 50-000, 84/01/17, 8404230018. 


— B404230060 Responds to violations noted in IE Insp Repts 50-010/81-22. 
50-237/81-40 !< 50-249/81-33. Correc tive actions: 
implementation of App B to security plan began in Feb 1981 & 
guard training to be completed in Feb 1983. Info deleted. 

DELOEORGE, L. 0. Commonwealth Edison Co. 82/08/23. KEPPLER, J. G. 
Region 3, Office of Director. 3pp. 24184:065. 24X 

Fiche; 50-000. 84/01/17, 8404230018. 


— 8404230067 Forwards rept of investigation identifying 
misrepresentations by Burns Inti Security Svcs, Inc 
concerning firearms qualif ication & requa 1 if icat ions of 
contract security guards. W/o rept. 

CUMMINGS, J. U. Office of Inspector & Auditor. 78/12/04. 
RICHARD, M.H. Justice, Dept. of. 9pp. 24184:226. 24X 

Fiche; 50-000,84/01/17, 8404230018. 


— B404230075 Discusses recent security insp re unlimited access to vital 
areas . Inspectors required to verify that access to vital 
areas limited to authorized individuals. 

CREED, J.R. Safeguards. 81/08/28. BUSH. L. L. Physical Security 
Section. 2pp. 24134:087. 24X Fiche: 50-000. 84/01/17, 8404230018. 


— S4042300S5 Ack receipt of 820112 Itr informing NRC of technical 
evaluation results in response to central alarm station 
vulnerability identified in IE Insp Repts 50-010/01-11, 
50-237/81-22 & 50-249/81-16. 

N3RELIUS, C.E. Division of Engineering. 82/02/03. REED, C. 
Commonwealth Edison Co. Ip. 24184:089. 24X Fiche: 50-000, 

84/01/17. 8404230018. 


— S40423Q0B8 Discusses question raised in 780424-0523 investigation re 
faisif ication of vital area door checks it firearms 
qual i f ication records by guard contractor personnel. Burns 
Inti Security Svc awareness of NRC audit questioned 
BELANGER, J. L. Region 3, Chicago, Office of the Director, 

78/10/27. HIND, J. A. Region 3, Chicago, Office of the Director. 

Ip. 24184:318. 24X Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230089 Suppls response to 810824 Itr re central alarm station 
vulnerability identified in IE Insp Repts 50-010/81-11, 
50-237/81-22 50-249/81-16. Info deleted. 

RAUSCH, T.J. Commonwealth Edison Co. 82/01/12. KEPPLER, J. G. 
Region 3, Office of Director. 3pp. 24184:090, 24X 

Fiche; 50-000,84/01/17. 8404230018. 


— 8404230093 Discusses Security Investigation Repts 50-010/78-13, 
50-237/78-11 8c 50-249/78-12 re contract guard svc personnel. 
Substantiation that guard svc personnel aware of being subj 
to NRC audit provided. 

KEPPLER, J.G. Region 3, Chicago. Office of the Director. 78/11/03. 

ABSTON, 0. G. Office of Inspector & Auditor. 4pp. 24184:319. 24X 

Fiche; 50-000, 84/01/17, 8404230018. 


“8404230095 Acks receipt of B11203 Itr informing NRC Nof progress in 
resolving guard forces situation described in IE Insp Repts 
50-010/81-11,50-237/81-22 «< 50-249/81-16. Matter will be 
reviewed during subsequent insp. 

NORELIUS, C. E. Division of Engineering & Technical Inspection. 
81/12/11. REED, C. Commonwealth Edison Co. Ip. 24184:093. 24X 

Fiche; 50-000, 84/01/17, 8404230018 


— 8404230103 Updates response to IE Insp Repts 50-010/81-11,50—237/81-22 
8,. 50-249/81-16. Correct! ve ac ti ons; 1-day seminar, "Managing 
Yourself: Key to Personal Effectiveness," initiated & Burns 
improving communication w/guards. Info deleted. 

RAUSCH, T. J. Commonwealth Edison Co. 81/12/03. KEPPLER, J. G, 

Region 3, Chicago, Office of the Director (81/03/01). App. 

24184:094. 24X Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230106 Responds to concerns identified in IE Insp Repts 

50-010/81-11.50-237/81-22 & 50-249/01-16. Correc tive actions; 
Burns initiated improved communications w/guard force. Info 
deleted. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/10/05. KEPPLER, J.G. 
Region 3, Chicago, Office of the Director <81/03/01). 5pp. 
24184:099, 24X Fiche: 50-000, 84/01/17, 8404230018 


— 8404230116 Notice of violation from investigation on 81 1217-820406. Inf o 
de leted. 

KEPPLER, J. G. Region 3, Office of Director. 82/07/26. 4pp. 

24183:355. 24X Fi c h e : 50-000, 84/01 /17, 8404230018. 


8404060168 Forwards IE Insp Repts 50-010/84-04,50-237/84-05 & 
50-249/84-04 on 840227-0302. No noncompliance or deviations 
identified. 

PAPER lELLD. C. J. Region 3, Office of Director. 84/03/22. REED, C. 
Commonwealth Edison Co. 2pp. 22927:001. 24X Fi c he : 50— 010, 84/03/22, 

8404060168. 


— 8404060177 IE Insp Repts 50-010/84-04,50-237/84-05 & 50-249/84-04 on 
840227-0302. No noncompliance noted. Major areas inspected: 
emergency preparedness program, inc luding licensee actions on 
previously identified items & emergency detection. 

PLOSKI.T, , GLOERSDN.W. . CHR ISTOFFER, G. Region 3, Office of 
Director. 84/03/22. 14pp. 22927:003. 24X Fiche: 50-010, 84/03/22, 

840406016S. 


8404020124 Ack receipt of 840302 Itr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 50-010/83-22, 
50-237/83-32 & 50-249/83-30. 

SHAFER, W. D. Region 3, Office of Director. 84/03/26. REED, C. 
Commonwealth Edison Co, Ip. 22838:207. 24X Fiche: 50-010, 84/03/26, 

8404020124. 


— 8404020128 Responds to NRC 840201 Itr re noncompliance noted in IE Insp 
Repts 50-010/83-22. 50-237/83-32 50-249/83-30. Correc tive 

actions: locked valve surveillance performed quarterly . Va Ives 
will be tagged to indicate position valve locked. 

FARRAR, D.L. Commonwealth Edison Co. 84/03/02. KEPPLER, J. G. 

Region 3, Office of Director. 6pp. 22838:208. 24X 

Fiche : 50-010. 84/03/26. 8404020124. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000. 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28. 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co, of New 

York. Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404090397 Requests change in commitment date to 840601 for item of 
noncompliance in IE Insp Repts 50-010/83-19,50-237/83-29 & 
50-249/83-27. Improvements required in computer program 
changes to ARPM gain adjustment factors. 

FARRAR, D. L. Commonwealth Edison Co. 84/03/30. KEPPLER, J. 0. Region 
3. Office of Director. Ip, 22940:254. 24X Fi c he : 50-010. 84/03/30. 

8404090397. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness h. Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24066:321. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsor ed 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. i03pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 
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8404240339 Forwards IE Insp Repts 50-010/83“21 . 50-237/83-31 fk 
50-249/83-29 on 831025-840323. No noncompliance noted. 
little, W.S. Region 3. Office of Director. 84/04/10. REED. C. 
Commonwealth Edison Co. 2pp. 24179:252. 24X Fiche; 50-010. 84/04/10, 
8404240339. 


—8404240361 IE Insp Repts 50-010/83-21.50-237/83-31 Ut 50-249/83-29 on 
831025-840323. No noncompliance or deviations noted, Major 
areas inspected : inservi ce insp activities, IE bulletins, 
previous ins: 8« meetings at EPRI-NDE Ctr. 

WARD, K, D. , L. . Danielson, D. H, Region 3, office of 

Director. 84/04/06, 27pp. 24179-254. 24X Fi ch e : 50-010. 84/04/ 10, 

8404240339. 


8404260126 Forwards IE Insp Repts 50-010/84-02.50-237/84-03 & 
50-249/84-02 on 840120-0326 ?c notice of violation, 

SHAFER. W. D. Region 3, Office of Director. 84/04/11. REED, C. 
Commonwealth Edison Co. 2pp. 24205:222, 24X Fi che : 50-010. 84/04/ 1 1, 
8404260126. 


— 8404260132 Notice of violation from insp an 840120-0326. 

SHAFER, W.D, Region 3, Office of Director. 84/04/11. 2pp. 
24205:224. 24X Fi c h e : 50-010. 84/04/1 1, 8404260126. 


—8404260145 IE Insp Repts 50-010/84-02.50-237/84-03 50-249/84-02 on 

840120-0326. Violations noted : fa i lure to follow procedures 
to protect saf ety-related equipment from possible missile 
damage to adhere to radiation protection stds. 

TONGUE, T. M, , STASEK, S. , ANDERSON, C. D. Region 3, Office of 
Director, 84/04/10, 28pp, 24205:226. 24X Fiche: 50-010. 84/04/1 1, 

8404260126, 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofc re util regulatory improvement 
program. Meeting notice end. 

NORELIUS. C. E, Region 3, Office of Director. 84/04/13. REED, C. 
Commonwealth Edison Co, 3pp, 24095:320. 24X Fiche : 50-000, 84/04/ 13, 

8404190397. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees, *’ Svc list 
end. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York. Inc. 

S6pp. 24189:001. 24X Fi c he : 50-000, 84/04/1 6. 8403140271 . 


S40314027S IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements fay Radiography Licensees." Svc list end, 

GRACE, U. N, Division of QA. Safeguards 5< Inspection Programs (Past 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24196:102. 24X Fiche: 50-000. 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE. J. N. Division of (SA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi c h e : 50-000. 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, U. N. Division of QA. Safeguards & Inspection Programs (F'ciot 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

89pp. 24163:292. 24X Fi ch e : 50-000. 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29. "GE Magne-Blast Circuit Breaker 
Problems," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fi c h e : 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Jk Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/10. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger ?< Pipe 
Hanger Damage," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S( Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000. 04/04/18. 8404130404. 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co, of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R. Periodic opei'ating reports St related correspondence 


8404060176 Forwards "Radwaste S< Environ Monitoring Annual Rept. 1983. " 
STEPHENSON. B. B. Commonwealth Edison Co. 84/03/28. KEPPLER. J G. 
Region 3, Office of Director. Ip. 22926:047. 24X 

Fiche: 50-010, 84/03/28, 8404060176. 


— 8404060181 "Radwaste & Environ Monitoring Annual Rept. 1983. " 
* Teledyne Isotopes. 83/12/31. 115pp. 22926:048. 24X 

Fiche; 50-010, 84/03/28, 8404060176. 


S. Reportable occurrences, LERs & related correspondence 


8404230018 Further response to FOIA request for documents re security 
violations 8,. safeguards events at nuclear facilities. 

Forwards App A St D documents. Info withheld (ref FDIA 
Exemption 3). Zion plant meeting summary rept nonexistent. 

FELTON. J, M. Division of Rules and Records. 84/01/17. GOLDENBERG. G. 

Scr ipp s-Howard Newspapers. 4pp. 24183:238. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230039 Discusses 811025 diesel generator cooling water pump failure 
resulting in high engine temp trips due to inadequate 
cool ing. Caused by broken discharge check valves. Insp rept 
will be prepared. Info deleted. 

BURTON, R.M. Region 3, Office of Director. 82/01/15. WARNICK, R. F. 

Region 3, Office of Director. 9pp. 24184:129. 24X 

Fiche. 50-000, 84/01/17, 8404230018. 


— 8404230058 Discusses 811025 diesel generator cooling water pump failure 
resulting in high engine temp trips due to inadequate 
cool ing. Caused by broken discharge check valves. Insp rept 
will be prepared. 

BURTON, R M, Region 3, Office of Director. 82/01/15. WARNICK, R.F. 

Region 3, Office of Director. 10pp. 24184: 180, 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


8404190307 PNO-I I I-S4-031 : on 840414, entry rugs used in administrative 
areas found contaminated w/Iow level radioactivity. Source of 
contamination not determined. Investigation in progress, 

GREGER.L. R., PAPERIELLO, C. Region 3, Office of Director. 84/04/16. 
2pp. 24098:037. 24X Fiche: 50-010. 84/04/16, 8404190307. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8( 
applicants for OLs re change to NURE0~102l, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche: 50-000, 04/04/02, 8404020019. 


DOCKET 50-13 BABCOCK & WILCOX CO, CRITICAL FACILITY 


J. Insurance indemnity information 


8404030383 Forwards Endorsements 108 & 109 to NELIA Policy NF-a3, 
Endorsement 110 to NELIA Policy NF-111 & Endorsement 42 to 
MAEi-U Policy MF-84. 

BOTHMAN,J. E. McDermott, .Tnc. 84/03/26. DINITZ, I. Division of 
Engineering. 5pp. 22863:107, 24X Fiche: 50-013, 84/03/26. 8404030383. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator ?< senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of. Ann Arbor, MI. 37pp. 24285:135. 24X Fich e: 50-000, 84/04/16, 

8404160165. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


J. Insurance & indemnity information 


8404200248 Forwards Endorsements 104.105 8< 106 to NELIA Policy NF-92 
HATHAWAY, G. H. Detroit Edison Co, Q4/04/13. DINITZ. I. Office of 
Nuclear Reactor Regulation, Director. Ip. 24114:182. 24X 

Fiche: 50-016. 84/04/13. 8404200248. 
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Q. Inspection reports* IE Bulletins & corresp ondenc e 


8404170024 Forujards IE Insp Repts 50-016/84-01 ?< 50-341/84-05 on 
840305-09. No none omp 1 ianc e noted. 

PAPERIELLO, C. J. Division of Emergency Preparedness & Operational 
Support. 84/04/03. WELLS, D. A. Detroit Edison Co. 2pp, 24051:032. 
24X Fiche; 50-016. 84/04/03, 84041 70024. 


—8404170027 IE Insp Repts 50-016/84-01 50-341/84-05 on 840305-09. No 

noncompliance noted. Major areas insp ec ted ; preop erat i ona 1 
radiation protection program for Unit 2. 

HUETER-L. J. , NICHGLSON, N. A. , OREGER.L.R. Region 3, Office of 
Director. 84/04/03. 12pp. 24051:034. 24X Fich e: 50-016, 84/04/03, 

8404170024. 


DOCKEl 50-27 WASHINGTON STATE UNIV. RESEARCH REACTOR 


S. Reportable occurrences, LERs S< related correspondence 


8404030318 Part 21 rept re failure of Siemens Health Physics Sves solid 
state neutron dosimeters to measure fast neutrons. Exposure 
test program procedure valid. Test results & supporting 
documentat i on end. 

WILSON, W. E. Washington State Univ., Pullman, WA. 84/03/16. 

SCARANO, R. A. Division of Radiological Safety & Safeguards Program. 
12pp. 22863:026. 24X Fi che: 50-027, 84/03/16, 8404030318. 


V. Operator Examinations 


DOCKET 50-18 VALLECITOS BOILING WATER REACTOR 
I, Financial information 


8404160165 Generic Ltr 84-06 
operator St senior operator 
grade. Sve list end. 
EISENHUT. D. G. Division of 
of, Ann Arbor, MI. 37pp. 
8404160165. 


to all nonpotuer reactor licensees re 
license exam criteria for passing 

Licensing. B4/04/16. Michigan, Univ. 
24285:135. 24X Fi c h e ; 50-000, 84/04/ 16, 


8404100223 Annual Financial Rept 1983. W/B40404 ltr. 

WELCH, J.F., BURLINGAME, J, F. , HOOD, E. E. General Electric Co. 

83/12/31. DENTON, H.R. Office of Nuclear Reactor Regulation, DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 

Director. 5app. 22961:248, 24X Fiche; 50-000, 83/12/31 , 8404100223. 

F. Security, medical, emergency & fire protection plans 


DOCKET 50-20 MASSACHUSETTS INST. OF TECH. RES, REACTOR 
V. Operator Exanrinati ons 


8404160165 Generic Ltr 84-06 
operator & senior operator 
grade. Sve list enc 1 . 
EISENHUT. D, G, Division of 
of, Ann Arbor, MI. 37pp. 
8404160165, 


to all nonpouier reactor licensees re 
license exam criteria for passing 

Licensing. 04/04/16. Michigan, Univ. 
24285:135. 24X Fi ch e: 50-000. 84/04/16, 


8404040068 Forwards program plan for control room design review, per 
NUREG-0737, Suppl 1. 

KAY. J. A. Yankee Atomic Electric Co. 84/03/28. CRUTCHFIELD, D, 
Operating Reactors Branch 5. Ip. 22884:009. 24X 

Fiche; 50-029. 84/03/28, 8404040068. 


— B404040072 Rev 2 to "Program Plan for Control Room Design Review. " 

HEIDER, L, H. , SAWYER, E. A., ST LAURENT, N. Yankee Atomic Electric Co. 

84/03/20. 30pp. 22884:010. 24X Fiche: 50-029, 84/03/28, 

8404040068, 


DOCKET 50-22 WESTINGHOUSE TEST REACTOR 


F, Security, medical, emergency & fire protection plans 


8404190279 Forwards IE Insp Repts 50-022/84-01 Z-. 70-0698/84-01 on 
840227-29. No violations noted, 

STAROSTECKI , R. Division of Project & Resident Programs. 84/03/27. 
YASINSKY, J. B, Westinghouse Electric Corp, 2pp. 24098:039. 24X 

Fiche: 50-022, 84/03/27, 8404190279. 


—8404190283 IE Insp Repts 50-022/84-01 & 70-0698/84-01 on 840227-29. No 
violations or deviations noted. Major areas insp ec ted ; s tatus 
of groundwater monitoring program, retired Westinghouse test 
reactor, emergency planning drills & Part 21 repts. 

ROTH, J , ELSASSER, T. C. Region 1, Office of Director. 84/03/23. 

14pp. 24098:041, 24X Fic he : 50-022, 84/03/27, 8404190279. 


Q. Inspection reports, IE Bulletins it correspondence 


8404190279 Forwards IE Insp Repts 50-022/B4-01 it 70-0698/84-01 on 
840227-29, No violations noted. 

STAROSTECKI , R Division of Project Resident Programs. 84/03/27. 
YASINSKY, J, B. Westinghouse Electric Corp. 2pp. 24098:039. 24X 

Fiche: 50-022, 84/03/27, 8404190279. 


—8404190283 IE Insp Repts 50-022/84-01 & 70-0698/84-01 on 840227-29. No 
violations or deviations noted, Major areas inspected ; status 
of groundwater monitoring program, retired Westinghouse test 
reactor, emergency planning drills St Part 21 repts. 

ROTH, J. , ELSASSER, T, C. Region 1, Office of Director. 84/03/23. 

14pp 24098:041. 24X Fiche: 50-022, 84/03/27, 8404190279. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpouier reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Sve list end- 

EISENHUT, D- 0. Division of Licensing. 84/04/16. Michigan, Univ, 
of, Ann Arbor, MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165. 


DOCKET 50-25 DOW CHEMICAL CO. TRIGA REACTOR 


V. Operator Examinations 


8404060096 Revised Emergency Plan Implementing Procedure OP— 3321, 

"De esca lati on Recovery. " W/840403 transmittal form & 
table of contents. 

MARKT,D.I. Yankee Atomic Electric Co. 84/03/31. 7pp. 22920:102. 
24X Fiche: 50-029, 84/03/31, 8404060096. 


8404100244 Advises that revised schedule for implementation of upgraded 
emergency procedures will be submitted by Aug 19S4, 

KAY,U.A. Yankee Atomic Electric Co. 84/04/03, CRUTCHFIELD, D. 
Operating Reactors Branch 5. Ip. 22962:353, 24X 

Fic he: 50-029, 84/04/03, 8404100244, 


8404190341 Forwards IE Insp Rept 50-029/84-03 on 840130-0207, No 
violations identified. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/04/04, 
HELDER.L.H, Yankee Atomic Electric Co. 2pp. 24098:251. 24X 

Fiche: 50-029, 84/04/04, 8404190341. 


— 8404190344 IE Insp Rept 50-029/84-03 on 840 130-0207. No violations 
identified. Major areas inspected ; 1 icensee response to 
emergency plan evaluation rept, per Rev 3 to plan. 

TERC, N. M. . CROCKER, H.W. Region 1, Office of Director. 84/04/03. 
I5pp, 24098:253. 24X Fiche: 50-029, 84/04/04, 8404190341. 


8404200054 Rev 4 to Emergency Plan Implementing Procedure OP-3310, 
"Evaluation of Radiological Data." W/a40Ai7 transmittal 
f orm. 

MARKT, D. I. Yankee Atomic Electric Co. 84/04/13. 50pp, 24118:315. 

24X Fiche: 50-029, 84/04/13, 8404200054. 


8404300160 Advises of disapproval of position to provide primary 
emergency operations facility w/radiation protection factor 
of 2 & ventilation sys w/no protective feat ures. Prop osal 
does not meet requirements of NUREO-0737, Su pp 1 1. 

EISENHUT, D. G. Division of Licensing. 84/04/23. HEIDER, L. H. Yankee 
Atomic Electric Co. 4pp. 24225:077. 24X Fiche : 50-029, 34/04/23, 

8404300160. 


I. Financial information 


8404030462 Forwards annual certified financial statements for 3-yr 
period ending 831231. 

CANNER, I. E. Yankee Atomic Electric Co. 84/03/29. Office of 
Nuclear Reactor Regulation, Director. 15pp. 22865:151. 24X 

Fiche: 50-029, 84/03/29, 8404030462. 


B404160165 Generic Ltr 84-06 to all nonpouier reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135, 24X Fiche: 50-000, 84/04/16, 

8404160165. 
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8404100354 Forwards 1983 Annual Financial Repts ■Por Connecticut Light ?< 
Power Co St Western Massac h uset ts Electric Co. Annual 
Financial Rept for 1983 for Northeast Nuclear Energy Co 
unavailable until 840415. Ack of receipt requested. 

BISHOPi R. W. Northeast Utilities Service Co. (subs, of Northeast 
Utilities). BISHOP-R.W. Northeast Utilities. 84/04/06. Office 
of Nuclear Reactor Regulationi Director. Ip. 22968:233. 24X 

Fiche: 50-000, 84/04/06, 8404100354. 


— 8404100359 Annual Financial Rept 1983. 

ELLIS, W.B. Western Massachusetts Electric Co. (subs, of Northeast 
Utilities). 83/12/31. 31pp. 22968:234. 24X 

Fiche: 50-000, 84/04/06, 8404100354. 


— 8404100366 Annual Financial Rept 1983. 

ElLIS, W. B. Connecticut Light & Power Co. (subs, of Northeast 
Utilities). 83/12/31. 37pp. 22968:268. 24X 

Fiche: 50-000, 84/04/06, 8404100354. 


P. Operating license stage documents correspondence 


8404040179 Forwards "Major Equipment Qualification," per open item in 
NUREG-0825 SEP Topics III-5. A & 111-6. Rept addresses 
qualification of major mechanical equipment for hot shutdown 
sys. 

KAY, J. A. Yankee Atomic Electric Co. 84/03/26. CRUTCHFIELD. D. 
Qce-ati-.g Re.-^cto-s B-n-c*’ 5 Ip. 22879:317. 24X 

P: = he -3D-0Z=V, ai/CC/lii /9. 


— 8404040182 Rev 0 to "Major Equipment Qualification." 

ATALAY, M. B., WANG, T. Y. , COWELL. A. CYGNA Energy Services. 
E-Y-YR-S3033-2 ROO. 84/02/29. 219pp. 22879:319. 24X 

Fiche: 50-029, 84/03/26, 8404040179. 


8404040050 Application for amend to License DPR-3, requesting change to 
Tech Spec 4. 9. 7. 2 to permit movement of furthest north roof 
hatch of spent fuel pit bldg w/o restriction &. modifying 
movement of remaining hatches, temporary gates & panels. 

HEIDER.L. H. Yankee Atomic Electric Co. 84/03/28. Office of 
Nuclear Reactor Regulation, Director. 3pp, 22884: 166. 24X 

Fiche: 50-029, 84/03/28, 8404040050. 


■8404040052 Proposed change to Tech Spec 4. 9, 7. 2, permitting movement of 
furthest north roof hatch of spent fuel pit bldg w/o 
restriction modifying movement of remaining hatches, 
temporary gates shield panels from 90 days or less. 

* Yankee Atomic Electric Co. 84/03/28. 4pp. 228S4: 169. 24X 

Fiche: 50-029, 84/03/28, 8404040050, 


8404060288 Application for amend to License DPR-3, revising Tech Specs 
to permit movement of furthest north roof hatch of spent 
fuel pit bldg w/o restriction & movement of remaining 
hatches, temporary gate 2-: shield panels to 45 days or less. 

HEIDER.L. H. Yankee Atomic Electric Co. 84/03/28. Office of 
Nuclear Reactor Regulation, Director, 3pp. 22924:068, 24X 

Fiche: 50-029, 84/03/28, 8404060288, 


8404030223 Forwards safety evaluation re seismic analysis of spent fuel 
pool storage capac i ty . New fuel rack insta 1 1 a t i ons satisfy 
seismic requirements of 10CFR50, App A, GDC 2,4,61 Sk 62. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/03/30. KAY, J. A. 

Yankee Atomic Electric Co. 2pp. 22863: 129. 24X 

Fiche: 50-029, 84/03/30, 8404030223. 


— 8404030230 Safety evaluation supporting seismic analysis of mod to 
spent fuel storage pool. Rack installation satisfies seismic 
requirements of 10CFR50, App A, GDC 2,4,61 Jk 62. 

* Office of Nuclear Reactor Regulation, Director. 84/03/30. 3pp. 
22863:131. 24X Fiche : 50-029, 84/03/30, 8404030223. 


8404060316 Forwards final safety valve operability rept per TMI Item 
1 1 . D. 1 . Stab 1 e valve operation, ful 1 lift 8< acceptable 
blowdown will be achieved w/adjustable rings set at 31 
notches. 

KAY, J. A. Yankee Atomic Electric Co. 84/04/02. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 7pp. 22924:017. 24X 

Fiche: 50-029, 84/04/02, 8404060316. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 

t 

8404100201 Summarizes results of evaluation reanalysis of LOCA temp 
profile for equipment qualif ication. Long-term post-LOCA 
containment temp response highly sensitive to heat transfer 
coefficient from containment to environs. 

KAY, J. A. Yankee Atomic Electric Co. 84/04/05. CRUTCHFIELD, D. 
Operating Reactors Branch 5. lOpp, 22967:347. 24X 

Fiche: 50-029, 84/04/05, 8404100201. 


8404130104 Notification of 840426 meeting w/util in Bethesda,MD to 
discuss analysis in support of 10CFR50,App K exemption 
request. 

ER ICKSQN, P. B. Operating Reactors Branch 5. 84/04/11. 

CRUTCHF lELD, D. Operating Reactors Branch 5. 2pp. 24031:358. 24X 

Fiche; 50-029, 84/04/ 1 1 , 8404130104. 


8404190360 Application to amend License DPR-3, cons i st ing of Proposed 
Change 183, revising Tech Specs to accommodate mods being 
implemented during refueling outage. 

HEIDER,L. H. Yankee Atomic Electric Co. 84/04/17. Office of 
Nuclear Rea-to- P «»<7 I a t ■ rr . Director. 14pp. 24099:209. 24X 

Fiche: 50-"2-- 9-': "■•:/ ' 


— 8404190363 Proposed Tech Spec changes to accommodate mods being 
implemented during refueling outage. 

* Yankee Atomic Electric Co. 84/04/17. 16pp. 24099:223. 24X 

Fiche ; 50-029, 84/04/17, 8404190360. 


8404230069 Requests addl info re Tech Spec change to allow spent fuel 
pool roof hatches other heavy panels & gates to be moved 
w/less restrictions. 

CRUTCHFIELD, D, Operating Reactors Branch 5, 84/04/17. KAY, J. A, 

Yankee Atomic Electric Co. 2pp. 24154:202. 24X 

Fiche: 50-029, 84/04/17, 8404230069. 


8404260328 Advises that appropriate programmatic ^ organizational 
changes to Rev 15 to operational QA program reviewed & 
accepted by NRC. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/18, 
SHEPARD, A. M. Yankee Atomic Electric Co. 2pp. 24204:136. 24X 

Fiche: 50-000, 84/04/18, 8404260328. 


Q. Inspection reports, IE Bulletins & correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche ; 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, £. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fi c he : 50-000, 84/03/29, 8403140247. 


8404190341 Forwards IE Insp Rept 50-029/84-03 on 840130-0207. No 
violations identified, 

MARTIN, T. T. Division of F^n i nee" ing & Technical Programs. 84/04/04, 

HELDER,L. H. Yankee Atomii E i c “ i r Co. 2pp. 24098:251. 24X 

Fiche: 50-029, 84/04/04, 8404190341. 


—8404190344 IE Insp Rept 50-029/84-03 on 840130-0207. No violations 
identified. Major areas insp ected : 1 icensee response to 
emergency plan evaluation rept, per Rev 3 to plan. 

T£RC,N. M. , CROCKER, H.W. Region 1, Office of Director. 84/04/03. 
15pp. 24098:253. 24X Fiche: 50-029, 84/04/04, 8404190341. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103), 84/04/05, Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qua 1 if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164, 24X Fiche: 50-000, 84/04/05, 8403140263, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end . 

GRACE, J. N, Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees " Svc list end. 

GRACE, J. N. Division of (3A, Safeguards it Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140278. 
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8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRG 
Rec 5 .uir ements by Medical Licensees. " Svc list end. 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

B6pp. 24163:205, ' 24X Fi c he : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Weil Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of Neu York, Inc. 

89pp. 24163.292. 24y Fi c he : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of Neuj 

York, Inc 129pp. 24188; 237. 24X Fiche; 50-000, 84/04/17, 8403140230. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Dahnson HVAC Units. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fi che , 50-000, 84/04/ 18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubb&r Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119. 24X Fi che: 50-000. 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger S'. Pipe 
Hanger Damage." Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. U9pp. 24195:343. 24X Fi che ; 50-000, 84/04/ 18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused fay Failed Cotter Pins," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S? Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. U9pp. 24285:015. 24X Fi che : 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports & related correspondence 


8404090347 Supplemental "Effluent Waste Disposal Semiannual Rept, 
Third S' Fourth Quarters, 1983, " W/840402 Itr. 

KAV, J A, Yankee Atomic Electric Co, 83/12/31. HURLEY, T. E, Region 
1. Office of Director. 52pp. 22941:324. 24X Fiche: 50-029, 83/12/31, 
8404090347. 


S. Reportable occurrences, LERs & related correspondence 


8404240023 Forwards LER 84-002 re emergency diesel generator response 
time procedure inadequacy. 

ST LAURENT, N N. Yankee Atomic Electric Co. 84/03/15, HURLEY, T. E, 
Region 1. Office of Director. Ip, 24165:011. 24X 

Fiche: 50-029, 84/03/15, 8404240023. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. *' Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche: 50-000, 84/04/02, 8404020019, 


DOCKET 50-52 BABCOCK WILCOX CO. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
Operator senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16, Michigan, Univ. 
of, Ann Arbor, MI. 37pp, 24285:135. 24X Fiche; 50-000, 84/04/16, 

8404160165. 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


I. Financial information 


8404200163 Forwards Union Carbide 840315 ltr transmitting 1982 annual 
financial rept for review, per 840210 reques t. Revi ew must 
be completed by 840417. 

THOMAS, C. 0. Standard i zat ion & Special Projects Branch. 84/04/05. 
SALTZMAN, J. Assistant Director for State Licensee Relations, 3pp. 
24156:187. 24X Fi c h e : 50-054, 84/04/05. 8404200163. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI, 37pp. 24285:135. 24X Fiche; 50-000, 84/04/16, 

8404160165. 


DOCKET 50-57 STATE UNIV. OF NEW YORK RESEARCH REACTOR 


R. Periodic operating reports 8< related correspondence 


8404170003 "Annual Operating Rept, State Univ of New York at Buffalo, 
Nuclear Science 8< Technology Facility CY83. " W/S40410 ltr. 

HENRY, L. G. New York, State Univ. of, Buffalo, NY. 83/12/31. 
STAROSTECKI , R. Division of Project S,. Resident Programs. 18pp. 
24051:001 24X F i c h e ; 50-057, 83/12/31 , 84041 70003, 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator 8< senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165, 


DOCKET 50-59 TEXAS A&M UNIV. RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator & senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D. G. Division of Licensing, 84/04/16. M: r .h i q,-,n , Univ 

of, Ann Arbor, MI. 37pp. 24285:135. 24X Fiche; IvC-ODO. 84/'j*/16, 

8404160165. 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator 8< senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor. MI. 37pp. 24285:135. 24X Fi c h e : 50-000, 84/04/16, 

8404160165. 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


0. Adjudicatory correspondence 


8404050095 Confirmation of telcons w/S Turk of NRC on 840327 St 
w/D Raskin of Neuman St Holzinger on 840328 re request for 
extension to respond to ASLB 040228 order. Response extended 
to 840416, Certificate of Svc end. 

TURK. J. Turk. J. DSB 305. 84/03/30. 2pp. 22904:059. 24 X 

Fiche: 50-070, 84/03/30, 8404050095. 


8404230344 Response to ASLB 840228 order for comments on GE 840130 ^ 
staff 840210 responses re cont enti ons. Cert i fi cate of Svc 
encl. 

TURK, J. Turk, J. DSB 755. 84/04/16. 32pp. 24162:317. 24X 

Fiche: 50-070, 84/04/16,8404230344. 


I, Financial information 


8404100223 Annual Financial Rept 1983. W/840404 ltr. 

WELCH, J.F., BURLINGAME, J. F. , HOOD, E. E. General Electric Co. 
83/12/31. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 58pp. 22961:248, 24X Fiche; 50-000, 83/12/31, 8404100223. 
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V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/16. Michigan* Univ. 
of* Ann Arbor* MI. 37pp. 24285:135. 24X Fic he; 50-000* 84/04/16* 

8404160165. 


DOCKET 50-72 UNIV. OF UTAH RESEARCH REACTOR 


Q, Inspection reports* IE Bulletins St correspondence 


8404170102 Discusses IE Insp Rept 50-072/83-01 on 830421-22 St notice of 
violation re failure to conduct required surveillance tests. 

NRC interpretation of Tech Spec 4. 2 re scram times St 
insertion rates requested. 

SANDQUIST* 0. M. Utah* Univ. of. Salt Lake City* UT. 84/04/12. 

Office of Nuclear Reactor Regulation* Director. 2pp. 24051:243. 

24X Fic he: 50-072,84/04/12,8404170102. 


R. Periodic operating reports St related correspondence 


8404170255 "Annual Operating Rept* 1983. " W/840326. 

CRAWFORD* K. C. * JACOBS* H.R. Utah* Univ. of* Salt Lake City, UT. 
83/12/31. SEIDLE.W. C. Region 4* Office of Director. 2pp. 
24053:066. 24X Fic he: 50-072* 83/12/31* 84041 70255. 


V. Operator Examinat i ons 


8404160165 Generic Ltr 84-06 to all nonpou»er reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT* D. 0. Division of Licensing. 84/04/16. Michigan, Univ. 
of* Ann Arbor* MI. 37pp. 24285:135. 24X Fiche: 50-000. 84/04/16* 

8404160165. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


I. Financial information 


8404100223 Annual Financial Rept 1983. W/840404 ltr. 

WELCH* J.F.* BURLINGAME* J. F. * HOOD* E. E. General Electric Co. 
83/12/31. DENTON* H.R. Office of Nuclear Reactor Regulation* 
Director. 58pp. 22961:248. 24X Fiche: 50-000* 83/12/31* 8404100223. 


P. Operating license stage documents ?t correspondence 


8404250279 Forwards Amend 17 to License R-33 & safety evaluation. Amend 
permits use of internal low voltage trip circuits in NTR 
picoammeters 8t Log N meter. 

THOMAS* C. 0. Standardization & Special Projects Branch. 84/04/11. 
DARMITZEL.R. W. General Electric Co. 2pp. 24213:318. 24X 

Fiche: 50-073* 84/04/11* 8404250279. 


— 8404250281 Amend 17 to License R-33* permi tt ing use of internal low 
voltage trip circuits in NTR picoammeters it Log N meter. 

THOMAS. C. 0. Standardization & Special Projects Branch. 84/04/11. 
4pp. 24213:320. 24X Fiche: 50-073* 84/04/1 1* 8404250279. 


— 8404250283 Safety evaluation supporting Amend 17 to License R-33. 

* Office of Nuclear Reactor Regulation* Director. 84/04/11. 2pp. 
24213: 324. 24X Fiche; 50-073* 84/04/11* 8404250279. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/16. Michigan* Univ, 
of, Ann Arbor* MI. 37pp. 24285:135. 24X Fiche: 50-000* 84/04/16* 

840^160165. 


DOCKET 50-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator it senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT. D. G. Division of Licensing. 04/04/16, Michigan* Univ. 
of, Ann Arbor* MI. 37pp. 24285:135. 24X Fich e: 50-000* 84/04/16* 

8404160165. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT* D. G. Division of Licensing. 84/04/16. Michigan* Univ. 
of, Ann Arbor* MI. 37pp. 24285:135. 24X Fiche: 50-000* 84/04/16. 

8404160165. 


DOCKET 50-84 UNIV. OF CALIFORNIA RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator & senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan* Univ. 
of* Ann Arbor, MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165. 


DOCKET 50-85 UNIV. OF OKLAHOMA RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator i. senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT* D. G. Division of Licensing. 84/04/16. Michit’-,-. Univ. 

of, Ann Arbor* MI. 37pp. 24285:135. 24X Fiche: :,>0" OC:*, S-' ,'0^ , '16* 

8404160165. 


DOCKET 50-89 GENERAL ATOMIC CO. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator 8< senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT* D. G, Division of Licensing. 84/04/16. Michigan* Univ. 
of, Ann Arbor, MI, 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165. 


DOCKEl 50-97 CORNELL UNIV. ZERO POWER REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator it senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor* MI. 37pp. 24285:135. 24X Fiche : 50-000. 84/04/16* 

8404160165. 


DOCKET 50-99 BABCOCK & WILCOX TEST REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator it senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan. Univ. 
of* Ann Arbor, MI. 37pp. 24285:135. 24X Fiche; 50-000* 84/04/16, 

8404160165. 


DOCKET 50-111 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator it senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT* D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of* Ann Arbor* MI. 37pp. 24285:135. 24X Fiche : 50-000, 84/04/16* 

8404160165. 
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DOCKET 50-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpoioer reactor licensees re 
operator senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135, 24X Fi c h e : 50-000, 84/04/ 16, 

8404160165. 


DOCKET 50-113 UNIV. OF ARIZONA RESEARCH REACTOR 


V, Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpouier reactor licensees re 
operator 8( senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI, 37pp. 24285:135, 24X Fic he: 50-000, 84/04/ 16, 

8404160165. 


DOCKET 50-116 IOWA STATE UNIU. RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpotuer reactor licensees re 
operator senior operator license exam criteria for passing 
grade. Svc list end , 

EISENHUT, D. G. Division of Licensing. S4/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135. 24X Fi c h e : 50-000, 84/04/ 16, 

8404160165, 


DOCKET 50-123 UNIV OF MISSOURI RESEARCH REACTOR 


F, Security, medical, emergency ?< fire protection plans 


8404050343 Forwards review of 821027 emergency plan. Plan does not meet 
requirements of App E to 10CFR50, Rev 1 to Reg Guide 2. 6 & 
ANSr/ANS-15. 16-1982 Revised plan should include addl info 
identified in end, 

THOMAS, C.O. Standardization S< Special Projects Branch. 84/03/16. 
BOLQN. A. E, Missouri- Univ, of. Rol la, MO. 4pp. 22918:285. 24X 

Fiche; 50-123, 84/03/16,8404050343. 


8404030408 Ack receipt of 840316 ltr re NRC review of emergency plan 
submitted in Oct 1902, Extensi on until 840715 to respond 
to request for addl info requested, due to rewriting of Tech 
Specs & SAR. 

BOLQN, A, E, Missouri, Univ, of, Rol la, MO. 84/03/29, THOMAS, C. 0. 
Standar d i zat ion & Special Projects Branch, Ip. 22868:326. 24X 

Fiche; 50-123, 84/03/29,8404030408. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator & senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16 Michigan, Univ. 

of, Ann Arbor, MI, 37pp 24285:135. 24X F:d'<, 5! ■ COO- H4 /O-- / 16, 

8404160165, 


DOCKET 50-124 VIRGINIA POLYTECH INST, TRAINING REACTOR 


F. Security, medical, emergency St fire protection plans 


0404050329 Forwards review of emergency plan submitted on 821102. Plan 
does not meet guidelines of App E to 10CFR50,Rev 1 to Reg 
Guide 2. 6 S( ANSI/ANS-15. 16-1982. Revi sed plan should include 
addl info identified in end. 

THOMAS, C. 0. Standard i zat ion & Special Projects Branch. 84/03/15. 
PARKINSON, T, F. Virginia Polytechnic Institute Sk State Univ., 
Blacksburg, VA. 4pp, 22918:290, 24X Fi c h e : 50-124, 84/03/ 15, 

8404050329. 


V. Operator Examinations 


0404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135, 24X Fic he ; 50-000, 84/04/16, 

8404160165. 


DOCKET 50-128 TEXAS ASiM UNIV. RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 


8404030352 "Twentieth Progress Rept of Texas A?,.M Univ, Nuclear Science 
Ctr,1983, " W/e40327 ltr. 

DEIGL,H.U., HEAD, J. G. , PETESCH, J. E. Texas AStMUniv., College 
Station, TX. 83/12/31. THOMAS, C 0. Standard i za ti on & Special 

Projects Branch. 98pp. 22857:337. 24X Fi c he : 50-128, 83/12/31 , 

8404030352. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator Zt senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of. Ann Arbor, MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165. 


DOCKET 50-131 OMAHA VET. ADMIN. HOSP. RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator & senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135. 24X Fic he: 50-000, 84/04/ 16, 

8404160165. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


G. Adjudicatory correspondence 


8404160033 Responds to IE Bulletin 83-08 re use of electrical circuit 
breakers w/undervol tage trip feature. Subj circuit breakers 
not in use at f ac i 1 i t y. Re la ted correspondence. 

SCHUYLER, J. 0. Pacific Gas Z< Electric Co. DSB 524. 84/04/04. 

Record Services Branch (Document Control Desk). Ip. 24043:111. 24X 

Fiche: 50-133, 84/04/04, 8404160033. 


8404200061 Forwards 840314 ltr from Assemblyman D Houser for svc on 
ASLB «S< parties in p roceed ing. Served on 840419. 

LAZO, R. M. Atomic Safety and Licensing Board Panel. DSB 667. 
B4/04/18. CLEMENTS, W. L. Docketing St Services Branch. Ip. 
24118:170. 24X Fic h e ; 50-133, 84/04/18, 8404200061. 


— 8404200068 Urges safest processes be utilized to carry out 

decommissioning process of fac il ity. Ful 1-b lown EIS should be 
prepared on process. 

HAUSER, D. California, State of. 84/03/14. LAZO. R. Atomic Safety 
and Licensing Board Panel. Ip. 24118:171. 24X 

Fiche; 50-133, 84/04/18, 8404200061. 


P. Operating license stage documents & correspondence 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for DLs Zt holders of CPs re interim procedures 
for NRC mgt of p Ian t— sp ec i f i c backf i tt ing. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404240456 Requests renewal of approval of QA program for radioactive 
mat! packages. Revs to corporate procedures will be completed 
to reflect 831202 rev to program. Related correspondence. 

SCHUYLER, J. 0. Pacific Gas Electric Co. DSB 796. 84/04/17. 

MACDONALD, C. E. Transportation Certification Branch. 3pp. 

24191:086. 24X Fic h e : 50-133, 84/04/1 7, 8404240456. 


Q. Inspection reports, IE Bulletins & correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of Neuj 

York, Inc. 138pp. 22933:122. 24X Fi che: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84—21, "Inadequate Shutdown Margin." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness i< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 
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8403140247 IE Info Notice 84-22, "Deficiency in CDMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000. 84/03/29, 8403140247. 


8404240115 Forwards IE Insp Rept 50-133/84-01 on 840320-23. No 
noncomp liance noted. 

WEN3LAWSKI, F. A. Region 5, Office of Director. 84/03/30. 
SCHUYLER, J. 0. Pacific Gas Electric Co. 2pp. 24164:134. 24X 

Fiche: 50-133, 84/03/30, 8404240115. 


— 8404240119 IE Insp Rept 50-133/84-01 on 840320-23. No none omp 1 iance 
or deviations noted. Major areas inspected : decommissioning, 
radiological protection & transportation activities. 

SHERMAN, C., YUHAS, G. P. Region 5, Office of Director. 84/03/28. 
5pp. 24164:136. 24X Fiche: 50-133, 84/03/30, 8404240115. 


8404100214 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip Sys. " Subj breakers, 
including Westinghouse Types DB & DS, not used at facility. 

SCHUYLER, J. 0. Pacific Gas Electric Co. 84/04/04. Record 
Services Branch (Document Control Desk). Ip. 22963:070. 24X 

Fiche: 50-133, 84/04/04, 8404100214. 


8404160033 Responds to IE Bulletin 83-08 re use of electrical circuit 
breakers ui/undervoltage trip feature. Subj circuit breakers 
not in use at fac i 1 ity . Re lated correspondence. 

SCHUYLER, J. 0. Pacific Gas & Electric Co. DSB 524. 84/04/04. 

Record Services Branch (Document Control Desk). Ip. 24043:111. 24X 

Fiche; 50-133, 84/04/04, 8404160033. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130, 


U. Congressional/Executive Correspondence 


6404100039 Forwards Reg Guide 1. 86, d iscussing termination of DLs in 
response to 840229 Itr urging that planned decommissioning 
be open to full discussion. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/03/22. BOSCO, D, H. House of Rep, 4pp. 22994:322. 24X 

Fiche: 50-133, 84/02/22, 8404100039. 


— 8404100042 Reg Guide 1.86, "Termination of OLs for Nuclear Reactors." 
* Atomic Energy Commission - Directorate of Regulatory Standards. 
74/06/30. 15pp. 22994:326. 24X Fiche: 50-133, 84/02/22, 8404100039. 


— 8404100051 Requests full & open discussion of util proposal for 
decommi ss ioni ng, i nc 1 ud ing analysis of potential alternative 
methods. EIS should be prepared. 

BOSCO, D.H. House of Rep. 84/02/29. PALLADINO, N. J. 
Commissioners. Ip. 22994:342. 24X Fich e: 50-133, 84/02/22, 

8404100039. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche : 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
encl. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

S6pp. 24189:001. 24X Fi c h e : 50-000, 84/04/1 6, 8403140271. 


S40314027S IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all pouer reactor licensees it 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing, 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 04/04/02, 8404020019. 


DOCKET 50-134 WORCESTER POLYTECH INST. RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 04-06 to all nonpower reactor licensees re 
operator it senior operator license exam criteria for passing 
grade, Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165. 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


V. Operator Examinations 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

e6pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp, 24163:292. 24X Fi c h e: 50-000, 84/04/1 7, 8403140277. 


8404160165 Generic Ltr 84-06 
operator S', senior operator 
grade. Svc list encl. 
EISENHUT, D, 0. Division of 
of, Ann Arbor, MI, 37pp. 
8404160165. 


to all nonpower reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan, Univ. 
24285:135. 24X Fiche: 50-000, 84/04/16, 


DOCKET 50-142 UCLA TRAINING REACTOR 
G. Adjudicatory correspondence 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it, Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237, 24X Fiche: 50-000, 84/04/17, 8403140280. 


0403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping it Matl 
Defects in Bahnson HVAC Units." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. U7pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140234. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche; 50-000, 84/04/18, 8403140286. 


8404030148 Comments on ASLB review of license renewal application k 
requirements for sabotage protect i on. Meetin g u/staff to 
discuss views on requirements S« practices recommended. 

Related correspondence, 

CUNNINGHAM, G. H. Operations & Administrative Division. DSB 257. 
84/03/28. DAVIS, J.G. Office of Nuclear Material Safety it 
Safeguards, Director. DEYOUNG, R.C. Director ''s Office, Office of 
Inspection and Enforcement. MARTIN, J. B, Region 5, Office of 
Director. 3pp. 22849:259. 24X Fiche: 50-142, 84/03/28, 8404030140. 


8404040115 Informs that schedule for required maint it restart of 
reactor not established it will not be* considered until at 
least after conclusion of summer Olympic Games, 

CORMIER, W.H. California, Univ. of, Los Angeles, CA. DSB 283. 
84/03/30. FRYE, J. H. , LUEBKE, E. A. , BRIGHT, G. 0. Atomic Safety and 
Licensing Board Panel. 2pp. 22884:103. 24X Fiche; 50-142, 84/03/30, 

8404040115. 
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9404110500 Forwards compilation o-F certain matis re allegations 
concerning potential misrepresentations by NRC as to 
sabotage protection of nonpocjer reactors. W/o end. 

Certificate of Svc end. Related correspondence. 

HIRSCH. D. Committee to Bridge the Gap. DSB 462. 84/04/02. 

SMITH, R. Office of Inspector Auditor Ip. 22999:339. 24)( 

Fiche: 50-142. 84/04/02, 34041 10500. 


8404100165 Informs that ASLD will not read &! consider B40402 
compilation re allegations of potential misrepresentations 
by MRC under investigation by Cfc of Inspector 8< Auditor 
until SVC on parties Served on 840409. 

FRYE. J. H. Atomic Safety and Licensing Board Panel. DSB 397. 
84/04/06. HIRSCH, D. Committee to Bridge the Gap, Ip. 22964:014. 
24X Fiche; 50-142, 84/04/06, 8404100165, 


8404100486 Motion to reconsider portions of ASLB 840322 memorandum & 
order, overruling objections to untimely filed rebuttal 
test imony. ASLB has placed interest in complete record above 
statutory interests of pr oc eeding s, W/Cer ti f i cate of Svc. 

BAY, J. H, Committee to Bridge the Gap. DSB 429. 84/04/06. 11pp. 

22976:310. 24X Fi c h e : 50- 142. 84/04/06, 84041 00486 


8404100500 Advises that no separate motion re DL suspension mill be 
filed since license suspension is precisely relief sought 
in pending motion for c ur ta i Iment, p er ASLB 840322 
memorandum order. 

BAY, J. H. Committee to Bridge the Gap. DSB 430. 84/04/06. 

FRYE, J H. , BRIGHT, G.O., LUEBKE. E A. Atomic Safety and Licensing 
Board Panel. 2pp, 22976:361. 24X Fiche ; 50-142, 84/04/06, 8404100500. 


8404110096 Motion for reconsideration of certain portions of ASLB 
840322 order, Only penalty for violation of ASLB orders is 
further delay continued license p ossess lo n, prec i se ly what 
licensee desires. Dec larat i on of Svc encl. 

HIRSCH. D. Committee to Bridge the Gap. 84/04/06. 31pp 22988:057. 
24X Fiche; 50-142, 84/04/06. 8404110096. 


S404110199 Response to applicant 840330 rept re reactor shutdown, 
repair & testing schedule. Certificate of Svc encl. 

HIRSCH, D. Committee to Bridge the Gap, DSB 438. 84/04/06. 9pp. 

22986:005, 24X Fi c h e : 50-1 42, 84/04/06, 84041 10199, 


8404120414 Petition per reconsideration of ASLB order ruling on 
Committee to Bridge the Gap objections to rebuttal 
testimony Certificate of Svc end. 

CORMIER, W.H. California, Univ. of, Los Angeles, CA, DSB 477. 
84/04/06. Spp. 24025.127. 24X Fi ch e; 50-1 42, 84/04/06, 840412041 4. 


8404120425 Forwards suppl to rebuttal on credibility of graphite fire 
at facility .V suppl to rebuttal on credibility of CBG 
fisson product release model, per ASLB 840322 order. 

CORMIER. W.H. California, Univ of, Los Angeles, CA. DSB 476, 
84/04/06. FRYE.J. H. . LUEBKE, E. A. , BRIGHT, G.O, Atomic Safety and 
Licensing Board Panel Spp. 24025:197. 24X Fiche : 50-142, 84/04/06, 

8404120425. 


8404160028 Memorandum order stating that no basis exists to impose 
sanctions against NRC counsel CP Woodhead. Within 10 days 
of svc, UCLA should indicate whether representat ive of 
regents reviewed statements in q,uest ion. Sen ved on 840416. 

LUEBKE, E. A. , BRIGHT, GO., FRYE, J. H. Atomic Safety and Licensing 
Board Panel. DSB 516. 84/04/13. California, Univ. of, Los 

Angeles. CA. 33pp. 24043:128, 24X Fiche: 50-142, 84/04/13, 

8404160028, 


8404230124 Responds to 840322 memorandum & order inviting views re 
possibility that maint to be performed on reactor may 
provide opportunity to gather data significant to certain 
controversial issues. Related correspondence. 

WOODHEAD, C, P. Hearing Branch 4. DSB 744. 84/04/13. FRYE, J. H. , 

BRIGHT. G.O. , LUEBKE, E. A. Atomic Safety and Licensing Board Panel. 
Ip. 24153:279, 24X Fiche: 50-142, 84/04/13, 8404230124, 


8404230378 Prehearing conference order modifying actions taken at 
840208-09 conference in Los Angeles, CA re Contention XX to 
consider matters which arose subsequent to conference. Served 
on 840423. 

BRIGHT, G.O. , FRYE, J- H. Atomic Safety and Licensing Board Panel. DSB 
757, 84/04/20. 16pp. 24161:280. 24X Fic be: 50-142, 84/04/20, 

8404230378. 


— 8404230383 Revised protective order modifying actions taken at 
840208-09 conference in Los Angeles, CA, 

FRYE, J. H. , BRIGHT, G.O. Atomic Safety and Licensing Board Panel. 
84/04/20. lOpp, 24161:296. 24X Fiche: 50-142, 84/04/20, 8404230378. 


8404270256 Response to Committee to Bridge the Gap (CBG) 840406 motions 
for reconsideration of ASLB 840322 memorandum & order 
ruling on CBG objections to rebuttal testimony, Motions 
should be denied. Certif icate of Svc encl. 

CORMIER, W.H, California, Univ. of, Los Angeles, CA. DSB 860. 

84/04/23. 7pp. 24222:327. 24X Fic he : 50-1 42, 84/04/23, B404270256, 


8404270245 Reply opposing applicant motion for reconsideration of ASLB 
840322 order Sc further suppl to r ebuttal. So urc e term issue 
under investigation should not be litigated in individual 
license proceeding. 

HIRSCH, D, Committee to Bridge the Gap. DSB 856. 84/04/24. 12pp. 

24222:359. 24X Fiche ; 50-142, 84/04/24, 8404270245. 


8404260494 Order granting extension of time until 840501 to file 
response required by ASLB 840420 prehearing order. 

Served on 840426. 

FRYE, vl. H. Atomic Safety and Licensing Board Panel. DSB 844. 
84/04/25. Office of the Executive Legal Director. Ip. 24214:248 
24X Fiche: 50-142, 84/04/25, 8404260484. 


V, Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24235:135. 24X Fiche: 50-000. 84/04/ 16, 

8404160165, 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


H. General correspondence 


8404180004 Requests info on NRC recommended waiting period for 
dismantling facility Si util plans for dismantling at time of 
final shutdown. 

TYDEMAN, J. Affiliation Not Assigned. 84/02/13. NRC - No Detailed 
Affil iation Given. 2pp, 24077:214. 24X F i ch e : 50-146, 84/02/ 13, 

84041S0004. 


8404050476 Responds to 840213 ltr re reactor dismantling 8< forwards 
previous correspondence w/other organizations. 

THOMAS, C. 0. Standardization 8« Special Projects Branch. 84/03/19. 
TYDEMAN, J. Affiliation Not Assigned. 3pp. 22919:178. 24X 

Fiche: 50-146, 84/03/19, 8404050476. 


— 8404050481 Requests listed info re decommissioning plan. 

ELDER, J.H. Affiliation Not Assigned. 83/02/17. ABRAHAM, K. 
Region 1, Office of Director. Ip, 22919:203. 24X 

Fiche: 50-146, 84/03/19, 8404050476. 


8404180151 Submits addl questions re facility, per 840213 ltr, 
TYDEMAN, J. Affiliation Not Assigned. 84/04/05. THOMAS, C. 
Standardization & Special Projects Branch. 2pp. 24077:361. 24X 

Fiche: 50-146, 84/04/05. 8404180151. 


P. Operating license stage documents & correspondence 


8404200152 Responds to 840323 request for info on Saxton license. 
Licensee must obtain NRC approval before further dismantling 
facility License is for possession on ly . Lie ensee must tell 
Region I of unplanned releases. Marked-up Tech Specs encl. 

■» Standar di za t i on Special Projects Branch. 84/04/06. Region 1, 

Office of Director. 9pp. 24156:245, 24X Fi ch e: 50-146, 84/04/06, 

8404200152. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


V, Operator Examinations 


8404160165 Generic Ltr B4-06 to all nonpouier reactor licensees re 
operator Zt senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp, 24285:135. 24X Fic he ; 50-000, 84/04/16, 

8404160165. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8404260411 Discusses review of 821102 proposed emergency plan. Plan do©s 
not meet requirements of App E to 10CFR50 & Rev 1 to Reg 
Guide 2. 6, Requests rev to plan to include addl info in encl 
review within 45 days of ltr date. 

THOMAS, C.O. Standard i zat ion & Special Projects Branch. 84/04/13. 

TAIT, R, J. Ohio State Univ., Columbus, OH. 4pp. 24220:328. 24X 

Fiche; 50-150, 84/04/13, 8404260411. 


DOCKETED ITEMS 
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V. Operator Examinations 


0404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator & senior operator license exam criteria for passing 
grade. Svc list enc 1. 

EISENHUT, D. 0. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp, 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165. 


DOCKET 50-151 UNIV, OF ILLINOIS RESEARCH REACTOR 


F. Security, medical, emergency 8< fire protection plans 


8404050326 Forwards review of 821102 emergency plan. Plan does not meet 
requirements of App E to 10CFR50, Rev 1 to Reg Guide 2. 6 & 

ANSI/ANS— IS. 16— 19S2. Revi sed plan should include addl info 
identified in end, 

THOMAS, C. 0. Standardization Special Projects Branch, 84/03/20. 
MILEV, G. D. Illinois, Univ. of, Urbana, IL. 4pp. 22918:296. 24X 

Fiche: 50-1 51 , 84/03/20, 8404050326. 


S. Reportable occurrences, LERs & related correspondence 


8404170344 RO: on 840404, fast transient control rod failed to insert 
into core when air pressure re leased, Caused by set screw 
pinning part of rod assembly to connecting scoring inner 
surface of h ous ing , Screw epoxied in place. 

BECK, G. P.i HOPKE, P.K. Illinois, Univ. of, Urbana, IL. 84/04/13. 
Record Services Branch (Document Control Desk). 2pp. 24062:161. 
24X Fiche: 50-151, 84/04/13, 8404170344. 


V, Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D, G, Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135, 24X Fiche: 50-000, 84/04/16, 

8404160165, 


DOCKEf 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency 8< fire protection plans 


8404200254 Rev 45 to Emergency Plan Implementing Procedure EPIP 5B, 
"Protective Action Recommendation Flow Chart." W/840416 
transmittal ltr, 

Consumers Power Co. 84/03/26. 3pp. 24116:093. 24X 

Fiche: 50-155, 84/03/26, 8404200254. 


8404190332 Forwards IE Insp Rept 50-155/84-01 on 840201-0316. No 
noncompliance noted. 

SHAFER, W. D. Region 3, Office of Director. 84/04/05. DEWITT. R. B. 
Consumers Power Co. 2pp. 24098:313. 24X Fiche: 50-1 55, 84/04/05, 

B404190332. 


. — 8404190336 IE Insp Rept 50-155/84-01 on 840201-0316. No noncomp liance 
noted. Major areas inspected ; previous find ings, operational 

safety,maint,surveillance,bulletins, circularsidetection aids 

operational events. 

WRIGHT, G.C., MADEDA, T. U. , BOYD, D. C. Region 3, Office of Director. 
84/04/02. 9pp. 24098:315. 24X Fiche: 50-155, 84/04/05, 8404190332. 


— 840A160100 Describes scope & objective of 840522 annual e.mefgsncy 
preparedness exercise, per requirements of 10CFR50, App E. 

KRICH, R. M. Consumers Power Co. 84/03/07. KEPPLER, J. 0, Region 3, 
Office of Director. 4pp. 24042:265. 24X Fiche: 50-155, 84/04/1 i, 

8404160093. 


8404160111 Clarifies 840307 description of scope & objective of 340522 
annual emergency preparedness exercise. Emergency operations 
facility will not be activated since general ofc control ctr 

activated operational. 

KRICH, R.M, Consumers Power Co. 84/04/05. KEPPLE.R, J. G. Region 3, 
Office of Director, ip. 24042:269. 24X Fi che : 50- 155, 84/04/ 1 1 , 

8404160093. 


8404200327 Requests that date for annual emergency planning medical 
exercise for 1984 all future exercises be changed from 
Apr to late Oct/early Nov. Full schedule for medical exercise 
chosen for listed reasons. 

KRICH, R.M. Consumers Power Co. 84/04/17. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 2pp. 24116:105. 24X F iche: 50-155, 84/04/17, 

8404200327 


G. Adjudicatory correspondence 


8404060413 Response to util 840316 petition for reconsideration. ASLB 
should vacate 840306 S, 07 order S, rule immediately that 
preponderance of evidence shows that facility cannot be 
shown safe from B-52 havoc. 

O'NEILL, U. O'Neill, U. DSB 365. 84/04/02. Atomic Safety and 

Licensing Board Panel. 6pp. 22934:266. 24X Fiche: 50-155, 84/04/02, 

8404060413. 


8404060408 Motion to reopen hearing record on Chr ista-Maria 9, Subpart 
(6) re radiation monitoring. Record must be reopened to show 
inadequate compliance w/NUREG-0737, Item II. F. 1, "Addl 
Accident Monitoring Instrumentation." 

BIER,J. Chr ista-Maria. DSB 368. 84/04/03. Atomic Safety and 

Licensing Board Panel. 3pp. 22934:239. 24X Fiche: 50-155, 84/04/03, 

8404060408. 


8404190164 Forwards 840402 response to petition for reconsideration W/o 
petition. W/Certificate of Svc. Related correspondence. 

O'NEILL, J. O'Neill, J. DSB 631. 84/04/10. CLEMENTS, W. I. 

Docketing & Services Branch. 2pp. 24104:312. 24X 

Fiche: 50-155, 84/04/10, 8404190164. 


8404230005 Motion in support of reopening record re high range stack 
gas monitors (Christa-Mar ia Contention 9(6) ). Genuine issue 
of fact not resolved. Need for calculation should have 
commanded NRC attention. 

O'NEILL, J. O'Neill, J. DSB 709. 84/04/18. Atomic Safety and 

Licensing Board Panel. 4pp. 24153:332. 24X Fiche: 50-155, 84/04/18, 

8404230005, 


8404240126 Motion for extension until 840423 to respond to ASLB order &: 
response opposing staff response to ASLB order. 

O'NEILL. U. O'Neill. J. DSB 769. 84/04/20. Atomic Safety and 

Licensing Board Panel. Ip. 24164:162. 24X Fiche. 50-155, 84,* 04/20, 

8404240126. 


8404260152 Motion for 14-day extension of time to respond to J Bier 
840403 motion to reopen record on Chri sta-Mar ia Contention 
9(6) re noble gas effluent monitors. Certif i cate of Svc end. 

GODDARD, R.U, Hearing Branch 3. DSB 826. 84/04/23. Atomic Safety 

and Licensing Board Panel. 3pp. 24205:096. 24X 

Fiche: 50-155, 84/04/23, 8404260152. 


8404200129 Revised emergency implementing pro cedures, inc luding Rev 6 to 
"Facility Procedures Index" "Controlled Copyholders List" 

«< Rev 9 to Procedures GOCC-7 «< EOF-7, "Health Physics 
Support Team Leader. " W/840410 ltr, 

CARLEY, A Consumers Power Co. 84/04/05. 29pp. 24117:241. 24X 

Fiche: 50-000. 84/04/05,8404200129. 


8404180398 Revised emergency implementing procedures, including 
Procedure 3A re activation of technical support ctr, 
Procedure 4 re individual implementing, procedures & 
Procedure 4A re site emergency d irector. W/840409 ltr. 

# Consumers Power Co, 84/04/09. 185pp. 24076: 035, 24X 

Fiche: 50-155, 84/04/09, 8404180398. 


8404160093 Ac k receipt of 840307 & 0405 Itrs describing scope & 
objectives of 840522 annual emergency preparedness exercise. 
Plan not to actuate emergency operations facility in Boyne 
City, MI acceptable. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/11. 
DEWITT, R. E. Consumers Power Co. 4p. 24042:264. 24X 

Fiche: 50-155, 84/04/11- 8404160093. 


8404260485 Motion for leave to file reply to suggestion of raootness & 

KM Campe affidavit out of time. Motion should be granted. 

GALLO, vJ. Consumers Power Co. GALLO, J. Isham, Lincoln & Beale DSB 
838. 84/04/24. Atomic Safety and Licensing Board Panel. 2pp. 

24214:249. 24X Fiche: 50-155. 84/04/24. 8404260485. 


— B4042604B6 Reply to NRC 840405 suggestion that issue of risk of B-52 
crash moot KM Campe 840401 aff idavit. Suggestion that B-52 
issue moot should be re j ec ted. ASLB should deny motion to 
reconsider Campe aff idavit. Certif icate of Svc end. 

GALLO, J. Consumers Power Co. GALLO, J. Isham, Lincoln Beale. 
34/04/24. 5pp. 24214:251. 24X Fiche: 50-155, 84/04/24, 8404260485. 


8404270268 Critique of Campe review of 1980 US Air Force crash risk 
assessment. Board acceptance of filing 1 or 2 days out of 


sequence requested, Related correspondence. 

O'NEILL, J. O'Neill, U. DSB 861. 84/04/24. 8pp. 24222:351. 


24X 


Fiche: 50-155, 84/04/24, 8404270268. 


J. Insurance & indemnity information 


8404110250 Forwards Endorsements 100 $c 101 to NELIA Policy NF-117.^ 
FROUNFELKER, R. Consumers Power Co. 84/03/29. SALTZMAN, J. Orric® 
of Nuclear Reactor Regulation, Director. 3pp. 22985: 151. 24X 

Fiche: 50-155, 84/03/29, 8404110250. 



20 


DOCKETED JTEIVIS 


P. Operating license stage documents St correspondence 


8404110390 Forwards 840322 FR notice re applications amends to OLs 
involving NSHC. monthly notice. 

Office of Nuclear Reactor Regulation. Director. 84/03/16. 
Docketing & Services Branch Ip. 24005:005, 24X 

Fiche: 50-155. 84/03/ 16, 8404110390. 


— 8404110391 "Applications St Amends to OLs Involving NSHC. Monthly 
Notic e. " 

MRC - No Detailed Affiliation Given. 84/03/28. 1‘^pp. 

24005:006. 24X Fiche: 50~1 55. 84/03/16. 84041 10390. 


8404030373 Responds to 840319 conversation w/M Wellman re requested 
info on closure of Bayshore,MI strategic training range 
site on 840930. Equipment S< personnel will be relocated to 
other strategic training range locations. 

BUSH.D, K, Air Force. Dept. of. 84/03/27, EMCH, R. NRC - No 
Detailed Affiliation Given. Ip. 22871:264. 24X 

Fiche: 50-155. 84/03/27, 8404030373. 


S404180108 Forwards safety evaluation supporting util responses to 
NUREG-0737, Items II. F. 1.4. "Containment Pressure Monitor" 

& ir.F. 1. 5. "Containment Water Level Monitor. " 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/16. 

VANDEWALLE, D. J. Consumers Power Co. 10pp. 24077:200. 24X 

Fiche; 50-155. 84/04/16, 8404180108. 


8404190303 Clarifies control of heavy loads commitment re use of fuel 
casks, per util 761108 fy 840118 Itrs & NRC 840316 & 29 
telcons.Use of any fuel cask greater than 24 ton transfer 
cask considered unanal y z ed . Oath & affirmation encl. 

KRICH-R.M. Consumers Power Co. B4/04/16. CRUTCHFIELD. D. Operating 
Reactors Branch 5. 2pp, 24096:219. 24X F ic h e : 50-1 55, 84/04/ 16, 

8404190303, 


8404230166 Advises that proposed mod to meter faces of stack gas 
monitor noble gas meters acceptab le, per NUREO-0737. I tem 
II. F. 1. 1. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/20. 

VAhfDEWALLE, D. Consumers Power Co. 4pp. 24155:082. 24X 

Fiche; 50-000, 84/04/20, 8404230166. 


8404090003 Comments on util 840307 independent ngt appraisal plan. Many 
changes necessary to provide depth & scrutiny antic ipated in 
840112 confirmatory order suggestions for improvement 
1 i sted. 

DEYOUNG, R.C Director's Office, Office of Inspection and 
Enforcement. 84/03/27 KEPPLER.U. G. Region 3, Office of Director. 
3pp. 22939:082. 24X Ft c he: 50-000, 84/03/27, 8404090003. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific faac fc f i tt ing. Svc list encl. 

EISENHUT, D, G. Division of Licensing, 84/04/04. Consolidated 
Edison Co. of New York. Inc. 20pp. 24066:264, 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404100216 Informs that scales w/units of Ci/sec release readouts. u>il 1 
be added to stack gas monitor noble gas meters fay S40531. per 
NUREG“0737, Item 1 1. F, 1 S. tel con tu/R Emch. 

KRICH, R.M, Consumers Power Co. 84/04/06. CRUTCHFIELD. D. Operating 
Reactors Branch 5, 2pp. 22963:064, 24X Fiche: 50-000, 84/04/06. 

8404100216. 


Q. Inspection reports, IE Bulletins S« correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
encl . 

JORDAN. E. L. Division of Emergency Preparedness $4 Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. ISBpp. 22933:122. 24X Fic he : 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York. Inc, 85pp. 22892.145, 24X Fich e: 50-000. 84/03/28. 8403140241 . 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness S( Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co, of New 

York, Inc. 126pp, 22892:231. 24X Fiche; 50-000. B4/03/29. 8403140247. 


8404120143 Notification of time change for 840417 meeting w/util in 
Bethesda.MD to discuss environ quali f ication of equipment. 

DICK.G. F. Operating Reactors Branch 5. 84/04/11, CRUTCHFIELD. D. 

Operating Reactors Branch 5. 2pp. 24014:357. 24X 

Fiche: 50-155, 84/04/ 11 . 8404120143. 


8404160140 Forwards Amend 66 to License DPR-6 S< safety evaluation. Amend 
approves Tech Spec changes revising S' updating reactor 
vessel pressure/temp limits to account for accumulated 
neutron radiation dose to vessel metal up to 18 EFPY. 

CRUTCHFIELD, D. Operating Reactors Branch 5, 84/04/12. 

VANDEWALLE, D. J. Consumers Power Co, 5pp 24038:199. 24X 

Fiche: 50-155, 84/04/12, 8404160140. 


'840416014B Amend 66 to License DPR-6. approving Tech Spec changes 
revising !< updating reactor vessel press ure/ temp limits to 
account for accumulated neutron radiation dose to vessel 
metal to 18 EFPY. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/04/12. Bpp 

24033:204, 24X F i c h e : 50- 155. 84/04/12, 8404160140. 


8404060357 Responds to IE Bulletin S3-0B re electrical circuit breakers 
w/underv'ol tage trip feature used in saf ety-r elated 
applications other than reactor trip sys. No circuit breakers 
utilized at facility have undervoltage trip feature. 

KRICH, R.M. Consumers Power Co. 84/04/03. KEPPLER. J. C. Region 3. 
Office of Director. 3pp. 22930:343. 24X Fic he : 50-1 55. 84/04/03. 

840406035 7. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S( Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc, 149pp. 24X F ic he : 50-000. 84/04/05, 8403140259, 


8403140263 IE Info Notice 84-23, "Results of MRC-Sp onsored 
Dual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list encl. 

JORDA.N, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York. Inc. 103pp, 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263 


--8404160153 Safety evaluation supporting Amend 66 to License DPR-6. 

* Office of Nuclear Reactor Regulation, Director. 84/04/12 4p p 
24038:212. 24X Fi ch e: 50-1 55. 84/04/12. 84041 60140 


8404170507 Forwards request for addl info re NUREG-0737, Item II.D, 1. 
"Relief •!>< Safety Valve Testing." Response requested within 
60 days of ltr receipt. W/o encl. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/13. 

VANDEWALLE, D, J. Consumers Power Co. 3pp. 24058:201, 24X 

Fiche: 50-155,84/04/13,8404170507. 


84041S0191 Submits addl info responding to NUREG-0612, "Control of 
Heavy Loads, " re screen house trolley & equipment lock 
crane, per 840209 discussion. 

KRICH, R.M. Consumers Power Co. 84/04/13. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 2pp, 24071:361. 24X Fi ch e: 50-1 55, 84/04/13. 

8404180191. 


B4O417048S Approves 810701 application 8t affidavit requesting 
XN-NF-78-51, "Exxon Nuclear Control Rod Drop Accident 
Analysis for Big Rock Point," be withheld from public 
d isclosure, per 10CFR2. 790. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/16. 

VANDEWALLE. D, J. Consumers Power Co, 5pp. 24059:104. 24X 

Fic h e : 50-1 55. 84/04/ 16, 84041 70488, 


8404190332 Forwards IE Insp Rept 50-155/84-01 on 840201-0316. No 
noncomp liance noted. 

SHAFER, W.D, Region 3, Office of Director. 84/04/05. DEWITT, R B 
Consumers Power Co, 2pp, 24098:313. 24X Fiche; 50-1 55, 84/04/05, 

8404190332. 


—8404190336 IE Insp Rept 50-155/84-01 on 840201-0316. No noncomp 1 ianc s 
noted. Major areas inspected: previous find ing s, o pera ti ona 1 
safety, main t, surveillance, bulletins, circulars, detection aids 
& operational events. 

WRIGHT. G.C., MADEDA. T.J., BOYD, D. C. Region 3, Office of Director. 
84/04/02, 9pp. 24098:315. 24X Fiche: 50-155, 84/04/05, B404190332. 


8404170439 Forwards request for addl info re inservice insp program, in 
order to complete review. Info requested within 30 days of 
ltr receipt. W/o encl. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/13. 

VANDEWALLE, D. J. Consumers Power Co. 3pp. 24054-319 24X 

Fiche: 50-155. 84/04/13. 8404170439. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1. 


GRACE, J.N. Division of QA, Safeguards & Inspection Program! 
830103). B4/04/16. Consolidated Edison Co. of New York, 

86pp. 24189:001. 24X Fiche; 50-000, 84/04/16, 8403140271. 


(Post 

Inc, 
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8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Rectuirements by Radiography Licensees." Svc list end. 

GRACE. V. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche: 50-000. 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Reci.uirements by Medical Licensees." Svc list end. 

GRACE, J.N, Division of QA, Safeguards Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi ch e: 50-000. 84/04/1 7. 8403140273, 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Reciuirements by Well Logging Licensees." Svc list end. 

GRACE. J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

89pp. 24163:292. 24X Fi che: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29. "OE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche : 50-000, 84/04/17. 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 04/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fic he : 50-000, 84/04/18. 8403140284. 


8403140286 IE Info Notice 84-31. "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness S( Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp, 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins," Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fi che; 50-000. 84/04/20. 8404160130. 


R, Periodic operating reports & related correspondence 


8404060206 "Annual Environ Monitoring Rept. 1983. " W/840328 Itr. 

KRICH, R.M. Consumers Power Co. 83/12/31. KEPPLER, U. 0. Region 3, 
Office of Director. 26pp. 22921:323. 24X Fiche: 50-155, 83/12/31. 

8404060206, 


8404090309 "Facility Chang es. Tests S< Experiments in 1983." W/840328 
Itr, 

KRICH, R.M. Consumers Power Co, 83/12/31. KEPPLER. J. 0. Region 3, 
Office of Director. 7pp. 22942:224, 24X Fiche: 50-155, 83/12/31, 

8404090309. 


8404110118 Monthly operating rept for Feb 1984. W/840305 Itr. 
BALGH. L. , HOFFMAN, D.P. Consumers Power Co. 84/02/29. 6pp. 
22988:042. 24X Fi c h e; 50-1 55. 84/02/29. 84041 10118. 


8404190260 Addendum to "Annual Operating Rept for 1983. " re use of 
Potter Brumfield in place of Agastat RF relay. 

KRICH. R.M. Consumers Power Co. 84/04/10. KEPPLER.J. 0. Region 3. 
Office of Director. Ip. 24099:049. 24X Fiche; 50-155, 84/04/10, 

8404190260. 


S. Reportable occurrences, LERs 8< related correspondence 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mississippi Power & Light & Southern 
California Edison. 

MATHEWS. C.S. Transamerica Delaval. Inc. 84/03/22. BERLINOER. C. H. 
Division of Licensing. 2pp, 22838:090. 24X Fiche: 50-000, 84/03/22. 

8404020143. 


— 8404020171 Test results for first Transamerica Delaval engine produced 
in each model line. 

* Transamerica Delaval. Inc. 78/04/27. 4pp. 22838:098. 24X 

Fiche: 50-000, 84/03/22, 8404020143. 


8404260414 Part 21 rept re presence of thread-locking matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New t hr ead-loc k ing devices under 
investigation. 

SHERWOOD. O. G, General Electric Co. 84/04/13. DEYOUNG. R. C, 
Director's Office. Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche : 50-000. 84/04/13. 8404260414. 


T. Hearing transcripts on non-antitrust matters 


8404100207 Forwards KM Campe 840405 affidavit on ASLB questions re 
B-52 bomber crash p robab i 1 i ty. Affi davit should resolve 
crash probability issues. 

PATTERSON. W. F, Hearing Branch 3. DSB 402. 84/04/05. BLOCH. P.B., 

SHGN. F. J. , PARIS, 0. H. Atomic Safety and Licensing Board Panel. 2pp. 
22968:001. 24X Fi che: 50-155. 84/04/05. 8404100207. 


— 8404100212 Affidavit of KM Campe on ASLB questions re B-52 bomber 
crash probability. 

CAMPE. K.M. Site Analysis Branch. 84/04/05. 9pp. 22968:003. 24X 

Fiche: 50-155, 84/04/05. 8404100207. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees Zi 
applicants for QLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York. Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02. 8404020019. 


DOCKET 50-156 UNIV. OF WISCONSIN RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator Z< senior operator license exam criteria for passing 
grade. Svc list end . 

EISENHUT, D, G. Division of Licensing. 84/04/16. Michigan. Univ. 
of, Ann Arbor. MI. 37pp. 24285:135. 24X Fiche: 50-000. 94/04/16. 

8404160165, 


DOCKET 50-157 CORNELL UNIV RESEARCH REACTOR 


C. Utility Environmental Report (ER). amends Z( correspondence 


8404030072 IE Insp Findings S< Licensee Ack dtd 840227 of License 
SNM-180. Insp find ing s ; survey instruments not calibr at 
6-month intervals as required by License Condition 11. 
SHOPENN.N. M. Region 4. Office of Director, 84/02/27, Ip. 
22849:297. 24X Fi c h e; 50-1 57, 84/02/27. 8404030072. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator Z^ senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT. D. G, Division of Licensing 84/04/16. Michigan. Univ. 
of. Ann Arbor. MI. 37pp, 24285:135. 24X Fich e; 50-000. 84/04/16. 

8404160165. 


DOCKET 50-160 GEORGIA INST. OF TECH. RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G, Division of Licensing. 84/04/16, Michigan. Univ. 
of, Ann Arbor. MI. 37pp, 24285:135. 24X Fiche : 50-000, 84/04/16. 

8404160165. 


DOCKET 50-163 GA TECHNOLOGIES 


P. Operating license stage documents Z* correspondence 


8404190385 Application for amend to License R-67, changing Tech Specs 
10, 2. 6(a>, 10. 2. 1 Ca) S« 10, 2. ICb) to increase number of 
thermionic devices St total reactivity worth limits. 

MOWRY.W.R. GA Technologies, Inc. /General Atomic Co. 84/04/17. 
THOMAS, C. 0. Standard i zati on 8< Special Projects Branch. 2pp. 
24095:342. 24X Fi c h e : 50-163, 84/04/ 17, 84041 90385, 
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— 8404190388 Proposed changes to Tech Specs 1 0. 2. 6 <a ) j 10. 2. 1 ( a ) & 
10-2. lib) to increase number o4 thermionic devices & total 
reactivity worth limits. 

* GA Technologies, Inc. /General Atomic Co. 84/04/17. 3pp. 
24095:344. 24X F i c h e : 50-163. 84/04/1 7, 8404190385. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpouier reactor licensees re 
operator & senior operator license exam criteria for passing 
grade. Svc list enc 1 . 

EISENHUT, D, G Division of Licensing. B4/04/16. Michigan. Univ. 
of, Ann Arbor. MI. 37pp, 24285:135. 24X Fi c h e : 50-000, 84/04/16. 

8404160165. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


E. NRC Safety Evaluation Report (SER), suppls S< corresp ondence 


9404160225 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE TRAINING AND RESEARCH REACTOR AT 
THE UNIVERSITY OF MAR YLAND. Doc k e t No. 50-166. 

« Division of Licensing. NUREG-1043. 84/03/31. 73pp. Available 

at NRC. $4.50, 24065:294, 24X Fi c he: 50- 1 66, 84/03/31. 8404160225. 


P, Operating license stage documents St correspondence 


8404120406 Advises that 840202 submittal re 840201 Rev 4 to reactor 
operator requal if icat ion program meets requirements of App A 
to 10CFR55 S acceptable. 

THOMAS, C, 0. Standard i zat ion St Special Projects Branch. 84/03/26. 
KERR.F. Maryland, Univ, of, College Park, MD. 3pp. 24034:131. 24X 

Fiche. 50-166, 84/03/26, 8404120406. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpouier reactor licensees re 
operator S< senior operator license exam criteria for passing 
grade. Svc list end . 

EISENHUT. D, G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor. MI, 37pp. 24285:135. 24X Fiche. 50-000. 84/04/16. 

8404160165 


P. Operating license stage documents >S< correspondence 


8404130372 Submits daily h i g h 1 i g h fcs. Ad jud ica t or y proceedings in renewal 
of License R-84 dismissed by ASLB. 

CARTER. R.E. Standard i za t i on ^ Special Projects Branch. S4/03/27. 
DENTON. H. . CASE, E, i CARTER. J. Office of Nuclear Reactor Regulation, 
Director. Ip. 24036:021. 24X Fi c he , 50- 1 70, 84/03/27, 8404130372. 


Q. Inspection reports, IE Bulletins & correspondence 


0404190292 Forwards IE Insp Rept 50-170/84-02 on 840229 No violations 
ob served . 

martin, T. T. Division of Engineering & Technical Programs 84/04/04. 
ADCOCK, B. R. Defense, Dept, of. Defense Nuclear Agency, ADCOCK. B. R. 
Armed Forces Radiobiological Research Institute. 2pp. 24097:042. 
24X Fiche; 50-170.84/04/04, 8404190292. 


— 8404190299 IE Insp Rept 50-170/84-02 on 840229, No violations 
id en t i f i ed . Ma j or areas i ns p acted : 1 i c ens ee annual emergency 
drill on 840229. 

SMITH. R.H., ROBINSON, P. D. , CROCKER. H. W, Region 1, Office of 
Director. 84/03/30. 3pp. 24097:044. 24X Fi ch e : 50-1 70, 84/04/04, 

8404190292. 


V. Operator Examinations 


B404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D, O. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135. 24X Fiche : 50-000, 84/04/16, 

8404160165. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


P. Operating license stage documents & correspondence 


8402130013 Responds to FOIA request for two categories of documents re 
IDCOR program. Forward s App A B documents. Doc uments placed 
in PBR. 

FELTON, J. M. Division of Rules and Records, 83/12/21. SHOLLY, S C, 
Union of Concerned Scientists. 5pp. 22282’ 004. 24X 

Fiche; 50-000, 83/12/21 , 8402130013. 


DOCKET 50-168 BABCOCK WILCOX TEST REACTOR 


V, Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D, G. Division of Licensing. 34/04/16. Michigan. Univ. 
of, Ann Arbor, MI. 37pp, 24285:135, 24X Fi c h e : 50-000, 84/04/ 16, 

8404160165. 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


F. Security, medical, emergency & fire protection plans 


8404190292 Forwards IE Insp Rept 50-170/04-02 on 840229. No violations 
observed. 

MARTIN, T. T. Division of Engineering !< Technical Programs, 84/04/04. 
ADCOCK, B. R. Defense, Dept. of. Defense Nuclear Agency. ADCOCK, B. R. 
Armed Forces Radiobiological Research Institute. 2pp. 24097:042. 
24X Fiche; 30-170, 84/04/04, 8404190292. 


DOCKET 50-182 PURDUE UNIV, RESEARCH REACTOR 


F. Security, medical, emer g ency S', fire protection plans 


8404240003 Advises that proposed emergency plan does not satisfy 
requirements of App E to 10CFR50, Rev 1 to Reg Guide 2, 6 8< 

ANSI /ANS-1 5. 16- 1 982. "Emergency Planning for Research 
Reactors. ** Revised plan requested within 60 days, 

THOMAS, C. O. Standardization & Special Projects Branch, 84/04/06. 
STANSBERRY, E. R. Purdue Univ., West Lafayette, IN. 4pp. 24187:356. 
24X Fiche; 50-182, 84/04/06, 8404240003. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator & senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D, G, Division of Licensing. 84/04/16. Michigan, Univ, 
of, Ann Arbor, MI 37pp. 24285:135. 24X Fiche: 50-000, 84/04/ 16, 

B404160165. 


—8404190299 IE Insp Rept 50-170/84-02 on 840229. No violations 
i dent if isd . Major areas inspected: licensee annual emergency 
drill on 840229. 

SMITH. R.H.. ROBINSON, P. D. , CROCKER, H. W. Region 1, Office of 
Director, 84/03/30. 3pp. 24097:044. 24X Fi che: 50-170. 84/04/04, 

8404190292. 


G. Adjudicatory correspondence 


DOCKET 50-183 VALLECITQS EXPERIMENTAL SUPERHEAT REACTOR 


I. Financial information 


8404100223 Annual Financial Rept 1983. W/840404 ltr. 

WELCH, J.F., CUNNINGHAM, G. E, General Electr ic Co. 83/12/31, 53pp. 

22961:248. 24X Fic h e: 50-000. 83/ 12/31, 8404100223. 


8404020012 Forwards memorandum of agreement inadvertently omitted from DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 

ASLB 840315 order (dismissing proceed ing ), Served on 

840330. E. lyRC Safety Evaluation Report (SER), suppls 8< correspondence 

COPELAND, J. E. Atomic Safety and Licensing Board Panel. DSB 234. 

84/03/30. Armed Forces Radiobiological Research Institute. 4pp. 

22835:107. 24X Fiche: 50-170, 84/03/30, 8404020012, 8404120323 SAFETY EVALUATION REPORT RELATED TO THE LICENSE RENEWAL 

AND POWER INCREASE FOR THE NATIONAL BUREAU OF STANDARDS 
REACTOR. Docket No. 50-184. 

* Division of Licensing. NUREG-1007 SOI. 84/03/31. 18pp. 

24035:133. 24X Fiche: 50-184, 84/03/31, 8404120323. 
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ID STEMS 


R. Periodic operating reports Zc related correspondence 


V. Operator Examinations 


8404040063 "Semiannual Operating Rept 36/Oul-Dec 1983." W/840320 Itr. 
CARTERiR.S. Commerce. Dept. of. National Bureau of Standards. 
83/12/31. THOMAS. C. 0. Standard i sat ion & Special Projects Branch. 
8pp. 22884:286. 24X Fi c he : SO-1B4. 83/12/31 . 8404040063. 


S. Reportable occurrences. LERs related correspondence 


S404160165 Generic Ltr 84-06 
operator 8< senior operator 
grade. Svc list end. 
EISENHUT, D. G. Division of 
of. Ann Arbor. MI. 37pp. 
8404160165. 


to all nonpoiuer reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan. Univ. 
24285:135. 24X Fiche : 50-000. 84/04/16, 


8404040082 RD: on 840319, fol lowing shim arm calibr test, shift arm 1 did 
not fall. Cause unknown. New ball nut screw assembly 
installed. 

CARTER, R. S, Commerce, Dept. of. National Bureau of Standards. 
84/03/29. THOMAS. C.O. Stan dar d i zat ion & Special Projects Branch. 
2pp. 22883:050. 24X Fi c h e : 50-184. 84/03/29. 8404040082. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator Sf senior operator license exam criteria for passing 
grade. Svc list end, 

EISENHUT. D. G. Division of Licensing, 84/04/16, Michigan, Univ. 
of, Ann Arbor. MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16. 

8404160165. 


DOCKET 50-191 BABCOCK WILCOX COMPANY CRITICAL FACILITY 
V. Operator Examinations 


8404160165 Generic Ltr 84-06 
operator Sc senior operator 
grade. Svc list end. 
EISENHUT. D. G. Division of 
of. Ann Arbor. MI. 37pp. 
S404160165. 


to all nonpouier reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan, Univ. 
24285:135. 24X Fiche: 50-000. 84/04/16. 


DOCKET 50-192 UNIY. OF TEXAS RESEARCH REACTOR 
P. Operating license stage documents & correspondence 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR 
V. Operator Examinations 


8404160165 Generic Ltr 84-06 
operator & senior operator 
grade. Svc list end. 
EISENHUT, D. G. Division of 
of. Ann Arbor. MI. 37pp. 
8404160165. 


to all nonpouier reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan. Univ. 
24285:135. 24X Fiche: 50-000, 84/04/16. 


DOCKET 50-187 SPACE RADIATION RESEARCH REACTOR 
V. Operator Examinations 


8404160165 Generic Ltr 84-06 
operator & senior operator 
grade. Svc list end. 
EISENHUT, D. 0. Division of 
of, Ann Arbor. MI. 37pp, 
8404160165. 


to all nonpouier reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan. Univ. 
24285:135. 24X Fiche: 50-000, 84/04/16. 


8404050102 Summary of 840201 meeting w/oniv 8., Ebasco re proposal to 
build new 1 MWt TRIGA reactor. decommission existing reactor 
& terminate current OL. 

BERNARD. H, Standardization & Special Projects Branch. 84/03/15. 
THOMAS. C. 0. Standard i zat ion & Special Projects Branch. 4pp. 
22918:193. 24X Fic h e : 50- 192. 84/03/ 1 5. 8404050102. 


R. Periodic operating reports & related correspondence 


8404190286 "Annual Operating Rept for 1983. " W/a40413 ltr. 

KLEIN, D.E., BAUER, T.L. Texas, Univ. of. Austin. TX. 83/12/31. 
64pp. 24096:257, 24X Fi ch e : 50-192. 83/12/3 1 , 8404190286. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 
operator 8< senior operator 
grade. Svc list end. 
EISENHUT. D. G. Division of 
of, Ann Arbor. MI. 37pp. 
8404160165. 


to all nonpower reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan. Univ. 
24285:135. 24X Fi che: 50-000. 84/04/16, 


DOCKET 50-188 KANSAS STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency fire protection plans 


8404260296 Forwards IE Insp Rept 50-188/84-01 on 840228-29, No 
violations on deviations noted. 

JOiiNSON. E. H. Region 4, Office of Director. 84/03/26. FAW. R. E. 
Kansas State Univ. , Manhattan, KS, 2pp. 24204: 168. 24X 

Fiche: 50-188. 84/03/26, 8404260296. 


DOCKET 50-193 RHODE ISLAND Zi PROVIDENCE PLANTATIONS AEG 


P. Operating license stage documents 8< correspondence 


B4042502B6 Forwards Amend 12 to License R-95 & safety evaluat i on. Amend 
removes necessity for monitoring liquid waste effluents 
generated outside reactor bldg & limits gaseous monitoring. 

THOMAS. C, 0. Standard i zation 8< Special Projects Branch. 84/04/13. 
DIMEGLIO. A. F. Rhode Island, State of. 2pp. 24212:347. 24X 

Fiche: 50-193, 84/04/13, 8404250286. 


—8404260302 IE Insp Rept 50-188/84-01 on 840228-29. No violations or 
deviations noted. Major areas inspected : or gani zat i on, 1 ogs & 
records, review S< audi t, requal if ication training, surveillance 
activities & emergency planning. 

HYDER.J.E., THOMAS, C.C., SCHUM. W. S. Region 4, Office of Director. 
84/03/26. 7pp. 24204:170. 24X Fiche: 50-188, 84/03/26. 8404260296. 


Q. Inspection reports. IE Bulletins correspondence 


8404260296 Forwards IE Insp Rept 50-188/84-01 on 840228-29. No 
violations on deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/03/26. FAW, R. E. 
Kansas State Univ. , Manhattan. KS, 2pp. 24204: 168. 24X 

Fiche: 50-188. 04/03/26. 8404260296. 


— 8404260302 IE Insp Rept 50-188/84-01 on 840228-29, No violations or 
deviations noted, Major areas inspected: or gani zation. logs & 
records. review & audit, requalification training. surveillance 
activities 8t emergency planning. 

HYDER.J.E., THOMAS.C.C, . SCHUM, W. S. Region 4. Office of Director. 
84/03/26. 7pp. 24204:170. 24X Fiche: 50-188. 84/03/26. 8404260296. 


— 8404250288 Amend 12 to License R-95, removing necessity for monitoring 
liquid waste effluents generated outside reactor bldg, 
limiting gaseous monitoring to sources for reactor 
operation & changing title of Section K. 3. g. 

THOMAS. C.O. Standard i zation Special Projects Branch, 84/04/13, 
4pp. 24212:349. 24X Fiche: 50-193, 84/04/ 13, 8404250286. 


— 8404250290 Safety evaluation supporting Amend 12 to License R-95. 

* Office of Nuclear Reactor Regulation. Director. 84/04/13. 2pp. 
24212:354, 24X Fiche : 50-193, 84/04/13, 8404250286. 


8404260372 Requests program committee consider making presentation on 
current status of major issues & programs at 1984 TRTR 
annual meeting in Hami 1 ton, Canada on 840823-24. List of 
suggested subjs provided. 

THOMAS, C. 0. Standard i zat ion & Special Projects Branch. 04/04/13. 
DIMEGLIO. A. F. Rhode Island. State of. 4pp. 24220:358. 24X 

Fiche: 50-193. 84/04/13. 8404260372. 


S. Reportable occurrences, LERs 8^ related correspondence 


8404200297 RO; on 840229, long distance telephone lines transmitting 
burglar alarm, power failure, fire &t high radiation failed. 

Caused by flooding of phone company cables during rain 
storm. Message relay line established. 

DIMEGLIO, A. F, Rhode Island ?k Providence Plantation, 84/03/01, 
Region 1. Office of Director. Ip. 24116:118. 24X 

Fiche: 50-193, 84/03/01. 8404200297. 
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8404270197 RO: on 340416, fai 1 ure occurred on long distance telephone 
lines uhich carry burglar alarm & police call signals 
from Science Ctr to Rhode Island Electric Protective Co. 

Phone lines restored. 

DIMEGLIO, A, F. Rhode Island, State of. 84/04/17. Region 1. Office 
of Director Ip. 24215:291. 24X Fi ch e: 50-193, 84/04/17, 8404270197. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpouier reactor licensees re 
operator ?< senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. B4/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135, 24X Fic he: 50-000, 04/04/16, 

8404160165. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpouier reactor licensees re 
operator & senior operator license exam criteria for passing 
grade, Svc list enc 1 , 

EISENHUT. D, G, Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/ 16, 

8404160165 


DOCKET 50-200 B&W TEST REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpouier reactor licensees re 
operator & senior operator license exam criteria for passing 
grade. Svc list enc 1. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of. Ann Arbor, MI, 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165. 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


Q. Inspection reports, IE Bulletins & correspondence 


8404130477 Ack receipt of "Evaluation of West Valley Neutralized Waste 
Tank Ph ot ograph i c , Vi d eo Television !■< Ultrasonic Measurement 
Insp Records. 

CLARK, A, T. Office of Nuclear Material Safety & Safeguards, Director. 
FIN B-2210. 84/03/28. BROWN, R.S. Office of Nuclear Material Safety 

& Safeguards, Director. Ip. 24045:017. 24 X Fi ch e; 50-201, 84/03/28, 

8404130477. 


— 3404130483 "Evaluation of West Valley Neutralized Waste Tank 
Photo graph ic, Vi d eo Television 5< Ultrasonic Measurement Insp 
Rec ords. " 

BECKER, D.L., DEFIGH-PR ICE, C, Rockuiell International Carp. FIN 
B-2210. RHO-RE-ST-8 P, 83/06/30. NRC - No Detailed Affiliation 
Given. 77pp. 24045:018. 24X Fi che: 50-201. 84/03/28, 8404130477. 


DOCKET 50-206 SAN ONDFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8404050169 Forwards updated safeguards SER statement, result ing from 
review of util 831216 10CFR50, 90 application to amend 
physical security p Ian. Ass istanc e requested in reviewing 
update due to vital area program. 

THOMAS, C. 0, Standar d i za t i on St Special Projects Branch. 84/03/16. 

PARR, Q. D. Auxiliary Systems *Branc h. 6pp, 22927:334, 24X 

Fiche; 50-206, 84/03/16. 8404050169. 


8404030521 Advises that util 840227 proposal for integrated living 
schedule for capital projects ac ceptab le. Li cense amend 
approved to incorporate schedule. Agrees that evaluation of 
issues TB Suppl 1 to NUREG-0737 appropriate. 

EISENHUT, D. G. Division of Licensing. 84/03/29, BASKIN, K. P. 
Southern California Edison Co. 4pp. 22865:070. 24X 
Fiche: 50-206, 84/03/29, 8404030521. 


8404040100 Forwards Rev 1 to physical security plan. Rev withheld 
(ref 10CFR73. 21). 

MEDFORD, M. 0. Southern California Edison Co. 84/04/02. Division 
of Licensing. 2pp. 22883:074. 24X Fiche: 50-206, 84/04/02, 

8404040100, 


8404170133 Forwards description of changes & Rev 13 to Mar 1981 
physical security p Ian. Descr ip ti on & rev withheld 
(ref 10CFR73. 21). 

HAVNES, J. G. Southern California Edison Co. 84/04/04, MARTIN, J.B. 
Region 5, Office of Director. 2pp. 24051:189. 24X 

Fiche; 50-206, 84/04/04, 8404170133. 


8404130159 Forwards saf e t y /sec ur ity interface assessment rept on 
840229 & 0306-09. Some areas identified which, if not 
correct ed , c ou Id delay necessary operational response 
actions. Rept withheld (ref 10CFR2. 790 & 10CFR73. 21). 

NORDERHAUG, L. Region 5, Office of Director. 84/04/09. 

MCCARTHY, C. B. Southern California Edison Co. 2pp. 24031:129 24X 

Fiche: 50-206. 84/04/09, 8404130159. 


8404260327 Forwards "Conceptual Design for Dedicated Safe Shutdown 
Sys, " per 10CFR,App R. Remaining fire protection mods will be 
completed by 860430. Reques ts NRC concurrence to allow for 
incorporation of shutdown mods. 

MEDFORD, M. O. Southern California Edison Co. 84/04/24. 

CRUTCHFIELD, D npe-atin- Reactors Branch 5. 3pp. 24204:001. 24X 

Fiche: 50-206, £ a ei0426(;3r7 . 


— 8404260334 "Conceptual Design for Dedicated Safe Shutdown Sys. " 

♦ Southern California Edison Co. 84/04/30. 100pp. 24204:004. 

24X Fiche: 50-206, 84/04/24, 8404260327. 


G. Adjudicatory correspondence 


8404180340 Forwards initial comments 8< questions on two TDI Owners 
Group repts re rod bearing shells Zi rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations ?< quality of matls. Related correspondence. 

BERLINGER, C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P. Mississippi Power Si Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/11, 8404180340, 


H. General correspondence 


8404160036 Forwards address labels from mailing lists for San Qnofre, 
Humbolt Bay, Rancho Seco.Palo Verde & IE info notices 
indicating requested zip code change. 

DUNCAN, D. L. Envir onmenta 1 Protection Agency. 84/04/09. NRC - No 

Detailed Affiliation Given. 7pp. 24038:216. 24X 

Fiche; 50-206, 84/04/09, 8404160036. 


I, Financial information 


8404030069 Forwards annual rept to SEC Form 10-K & cash flow 
statement for FY83. 

HUGHES, W. 0. Southern California Edison Co. 84/03/30, SALTZMAN, J. 
Assistant Director for State & Licensee Relations. 44pp. 22859: 07'3. 

24X Fiche: 50-206, 84/03/30. 8404030069. 


8404200244 Forwards "Annual Rept, San Diego Gas E 1 ec tr i c , 1983, " "Ci-ty 
of Riverside, CA Comprehensive Annual Financial Rept for FY 
Ending 830630," "Southern California Edison 1983 Annual 
Rept" & "City of Anaheim Public Utils Annual Rept 1983. " 

MEDFOR,M. D. Southern California Edison Co. 84/04/13 EISENHUT, D. G. 

Division of Licensing. 143pp. 24113:060. 24X 

Fiche: 50-206, 84/04/13, 8404200244. 


— 8404200250 "Annual Rept, San Diego Gas it Electric- 1983. " 

PAGE. T. A, San Diego Gas 8< Electric Co. 83/12/31. 51pp. 

24113:203. 24X Fiche: 50-206, 84/04/13, 8404200244. 


— 8404200252 "Southern California Edison 1983 Annual Rept. " 

ALLEN, H. P. I GOULD, W. R. Southern California Edison Co. 83/12/31. 
53pp. 24113:255. 24X Fich e: 50-206, 84/04/ 13, 8404200244. 


J. Insurance & indemnity information 


8404020046 Forwards Endorsement 101 bo NELIA Policy NF-146 8« 
Endorsement 88 to MAELU Policy MF-38. 

ROCCO, J. Southern California Edison Co. 84/03/26. DINITZ,!. 
Office of Nuclear Reactor Regulation, Director. 3pp. 22835- 131 
24X Fiche: 50-206, 84/03/26, 8404020046. 


P. Operating license stage documents corresp ondenc e 


8404030521 Advises that util 040227 proposal for integrated living 
schedule for capital projects acceptable. License amend 
approved to incorporate s ch ed ul e. Agrees that evaluation of 
issues re Suppl 1 to NUREG-0737 appropriate. 

EISENHUT, D. G. Division of Licensing. 84/03/29. BASKIN, K. P. 

Southern California Edison Co. 4pp. 22865:070. 24X 

Fiche: 50-206, 84/03/29, 8404030521. 
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34041302^4 Advises that radiological survey of mesa. comp leted on 
840208. ind icates max potential exposure from released 
matl substantially less than regulatory limits. per NRG 
840207 & util 840116 Itrs. 

HAYNES. J,G. Southern California Edison Co. 84/03/29. 

WENSLAWSfl. F. A. Region 5. Office of Director. 9pp. 24029:193. 24X 

Fiche: 50-206. 84/03/29. 8404130244. 


8404030397 Summary of 840328 meeting ui/util St Bechtel in Bethesda. MD re 
licensing activities at facility & licensee proposal for 
integrated living schedule, 

MCKENNA. E. Operating Reactors Branch 5. 84/03/30. Operating 

Reactors Branch 5. 3pp. 22869:133. 24X Fi che: 50-206. 84/03/30. 

8404030397. 


8404040090 Forwards responses to listed SEP open items. per util 840119. 
0224 & 0304 Itrs. Final program in response to SEP Topic 
III-3. C re inservice insp of water control structures will 
be delayed until 840420 due to incomplete formal review. 

MEDFORD. M. 0. Southern California Edison Co. 84/03/30. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 46pp. 22883:076. 24X 

Fiche: 50-206. 84/03/30. 8404040090. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for QLs St holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itt ing. Svc list end. 

EISENHUT, D. G, Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404110356 Advises that addl time reciuired to complete analysis for SEP 
Topic XV-1 re feedwater flow event. per 840119 ltr. Results 
will be submitted by 840420. 

RAINSBERRY, J, L. Southern California Edison Co. 84/04/06. 

CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 22989:362. 24X 

Fiche: 50-206, 84/04/06, 8404110356. 


8404170313 Forwards Page 7 of calculations inadvertently omitted from 
SEP Topic II-3. B. "Flooding Potential it Protection 
Requirements. " 

MEDFORD. M. 0, Southern California Edison Co. 84/04/11. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 2pp. 24060:311. 24X 

Fiche: 50-206, 84/04/11. 8404170313. 


8404170368 Requests addl time to submit responses to requested info, 
identified in revised technical evaluation rept. "Control 
of Heavy Loads - Phase I." Specific date will be provided 
after return to svc date. 

RAINSBERRY. J. L. Southern California Edison Co. 84/04/11. 
CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 24062:327. 24X 

Fiche: 50-206. 84/04/11. 8404170368. 


8404170169 Addl info re Proposed Changes 76 ?< 126 to License DPR-13. 
Response to NRC 840309 request for info will be submitted 
in 45 day s, fol lowing replacement of dc Battery Bank 1 due 
to end of svc life, 

RAINSBERRY, U. L. Southern California Edison Co. 84/04/12. 
CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 24050:060. 24X 

Fiche: 50-206, 84/04/12. 8404170169. 


8404170198 Suppl to application for Amend 114 to License DPR-13, 
modifying proposed Tech Spec Change 124 re inclusion of 
requirement to leak rate test personnel air lock at 49.4 
psig at 6-month interval during operation. 

MEDFORD, M.O. Southern California Edison Co. 84/04/12. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24053:129. 

24X Fiche: 50-206, 84/04/12, 8404170198. 


— 8404170204 Mod to proposed Tech Spec Change 124 re containment 
penetration leakage rate tests. 

* Southern California Edison Co. 84/04/12. Ip. 24053:131. 24X 

Fiche: 50-206, 84/04/12, 8404170198. 


8404170494 Forwards nonproprietary & proprietary results of masonry 
wall test program, "Seismic Evaluation of Reinforced 
Concrete Masonry Walls, " results from testing Walls lA. IB 
1C. App 1 ication for withholding it affidavit end. 

MEDFORD. M.O. Southern California Edison Co. 84/04/12. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 6pp. 24059:249. 24-X 

Fiche: 50-206, 84/04/12, 8404170494. 


— 0404170498 Nonpropr i etar y "Seismic Evaluation of Reinforced Concrete 
Masonry Wal Is. Masonry Wall Test Program Results From Testing 
Walls lA. IB it 1C." Portions withheld (ref 10CFR2, 790). 

* Computech Engineering Services, Inc. R5S7. 09. 84/02/29. 37pp. 

24059: 255. 24X Fiche: 50-206, 84/04/12, 8404170494. 


— 8404170503 Nonpropr ietary "Seismic Evaluation of Reinforced Concrete 
Masonry Wails, Masonry Wall Test Program, Correlation W/ 

Analysis Results." Info withheld (ref 10CFR2, 790). 

* Computech Engineering Services, Inc. R557. 10. 84/02/29. 2pp. 

24059:292. 24X Fiche: 50-206, 04/04/12. 8404170494. 


— 8404170508 Nonpropr i etar y "Seismic Evaluation of Reinforced Concrete 
Masonry Wal Is. Masonry Wall Test Program. Test Results 
Summary - Wall 2A. " Info withheld (ref 10CFR2. 790). 

Computech Engineering Services. Inc. R557. 07. 84/02/29. 2pp. 

24059:294. 24X Fi c he : 50-206, 84/04/12. 8404170494. 


— 8404170511 Nonpropr ietary "Seismic Evaluation of Reinforced Concrete 
Masonry Wal Is, Mas onry Wall Test Program, Test Results 
Summary - Wall 3A. " Info withheld (ref 10CFR2. 790). 

Computech Engineering Services. Inc. R557. 08. 84/02/29. 2pp, 

24059.296. 24X Fic he: 50-206. 84/04/12, 8404170494. 


— 8404170516 Nonpropr ietar y "Seismic Evaluation of Reinforced Concrete 
Masonry Wal Is. Masonry Wall Test Program, Test Results 
Summary - Wall 3B. " Info withheld (ref iOCFR2. 790). 

* Computech Engineering Services. Inc. R557.il. 84/02/29. 2pp. 

24059:298. 24X Fi ch e : 50-206, 84/04/12. 84041 70494. 


8404240398 Requests NRC reconsider decision to classify Amend 113 to 
License DPR-13 as Class III change. Change a dmin istrat ive in 
nature. 

MEDFORD. M.O. Southern California Edison Co. 84/04/12, DIGGS. R. M. 
License Fee Management Branch. 2pp. 24180:285. 24X 

Fiche: 50-206. 84/04/12. 8404240398. 


8404180375 Informs that util submittals on TMI Action Items II. F. 1.5 & 
II. F. 1.6 acceptable, Present recording capability of one data 
point per minute inadequate to detect containment pressure 
spikes (TMI Action Item 1 1. F. 1. 4) . SER end. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/04/16. BASKIN. K. P, 

Southern California Edison Co. Hpp- 24076:015. 24X 

Fiche: 50-206. 84/04/16, 8404180375, 


8404180388 Forwards seismic i< nonseismic return to svc submittal 
schedule to support plant startup in mid-Sept 1984. Also 
provides dates for continued submittals re SEP. 

MEDFORD, H.O. Southern California Edison Co. 84/04/16. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 6pp. 24076:316. 24X 

Fiche; 50-206. 84/04/16. 8404180388. 


8404190227 Responds to TMI Action Item II.K. 3. 5. "Automatic Trip of 
Reactor Coolant Pumps CRCP)." per Generic Ltr S3-10D. RCP 
trip issue will be completed prior to return to svc from 
Cycle 9 refueling outage. 

MEDFORD. M. 0. Southern California Edison Co. ‘84/04/16. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 24101:037. 24X 

Fiche: 50-206. 84/04/16. 0404190227. 


8404230077 Forwards review of reevaluation of spent fuel storage racks. 
Requests that program be proposed for repairing racks for 
staff review 8< approval. Repair schedule should be provided 
re anticipated needs for addl assemblies to racks. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/17. BASKIN. K.P, 

Southern California Edison Co. 7pp, 24154:195. 24X 

Fiche; 50-206. 84/04/17. 8404230077. 


8404230040 Advises that offsite dose calculation manual dtd 820801, 
submitted as part of 831212 application on radiological EfS. 
acceptable, w/exception of end annotated discrepancies. 

Correction within 90 days requested. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/18. BASKIN, K. P. 

Southern California Edison Co. 2pp. 24154:238. 24X 

Fiche: 50-206. 84/04/18, 8404230040. 


8404260030 Identifies four unresolved issues, per evaluation of util 
830331 it 1011 safety assessment repts re SEP Topic III-5. B. 

"Pipe Break Outside Containment." SEP evaluation end. 

CRUTCHFIELD, D. Operating Reactors Branch 5, 84/04/23. BASKIN. K. P. 

Southern California Edison Co. 11pp. 24210:138. 24X 

Fiche: 50-206. 84/04/23. 8404260080. 


8404260165 Forwards Amend 73 to License DPR-13, in response to util 
830720 application it 830907,1025 it 840127 supplemental Itrs. 

Amend revises Tech Specs to permit boron dilution when 
containment integrity not intact. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/04/23. BASKIN, K. P. 

Southern California Edison Co. 3pp, 24205:289. 24X 

Fiche: 50-206. 84/04/23, 8404260165. 


— 8404260167 Amend 73 to License DPR-13, revis ing Tech Specs to permit 
boron dilution when containment integrity not intact. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/23. 12pp 

24205:292. 24X Fiche; 50-206, 84/04/23, 8404260165, 


8404300092 Forwards evaluation of SEP Topic 111-5. A, "Effects of Pipe 
Break on Structures, Sys it Components Inside Containment. " 

Adequate protection provided . pend ing resolution of listed 
items. 

CRUTCHFIELD. D. Operating Reactors Branch 5, 84/04/26. BASKIN. K.P. 

Southern California Edison Co. 12pp. 24227:092, 24X 

Fiche: 50-206. 84/04/26, 8404300092. 
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a4-<}430Oi64 Forwards comments clarifying issues identified in SERs for 
SEP Topics III-2i "Wind Tornado Loadings" & III-7. Bi 
"Design Cod©s*Design Criteria & Load Combinations," per 
util 830126 & 090B Itrs. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/26. BASKIN. K. P. 

Southern California Edison Co, 3pp. 24225:102. 24X 

Fiche: 50-206.84/04/26. 8404300164. 


Q. Inspection reports. IE Bulletins £t correspondence 


8404020111 Responds to IE Bulletin 83-03 re check valve failures in 
rauj luater cooling sys of diesel generators. Check valves to 
be included in inservice testing program, as suring detection 
ijgr .a.ic t ■ on 

Hf-:rC»i:.M 0 Southern California Edison Co. 84/03/07. MARTIN, J. B. 
Region 5. Office of Director. 2pp. 22836: 251. 24X 

Fiche: 50-206, 84/03/07, 8404020111. 


8404050278 Forwards IE Insp Repts 50-206/83-26.50-361/83-41 Se 
50-362/83-40 on 831212-16. No noncomp 1 ianc e noted. 

BISHOP,!. W. Region 5, Office of Director. 84/03/16. MCCARTHY, C. B. 
Southern California Edison Co. 2pp. 22899:228. 24X 

Fiche: 50-206, 84/03/16, 8404050278. 


—8404050281 IE Insp Repts 50-206/83-26,50-361/83-41 & 50-362/83-40 on 
831212— 16. ^4o none omp 1 iance or deviations noted. Major areas 
inspected:QA prerrams 

ECKHARDT, J. H. . C-V-VOOS. M . PRENDERGAST, K. Region 5, Office of 
Director. 84/03/15. 4pp. 22899:230. 24X Fic he : 50-206, 84/03/16, 

8404050278. 


8404050286 Forwards IE Insp Repts 50-206/84-07,50-361/84-09 & 
50-362/84-08 on 840305-09. No noncompliance identified. 

WENSLAUISKI, F. A. Region 5, Office of Director. 84/03/21. 

BASKIN, K.B. Southern California Edison Co. 2pp. 22899:264, 24X 

Fiche: 50-206, 84/03/21, 8404050286. 


— 8404050290 IE Insp Repts 50-206/84-07,50-361/84-09 b. 50-362/84-08 on 
840305— 09, No noncompliance or deviations identified Major 
areas inspected : rad iation protection prog ram, incl ud ing 
request for insp by worker, 

SHERMAN, C, I. , WENSLAWSKI . F. A. Region 5, Office of Director. 
84/03/16. 7pp. 22899:266. 24X Fiche: 50-206, 84/03/21, 8404050286. 


8404020028 Advises that util unable to complete response to IE 
Bulletin 83-07, "Apparently Fraudulent Products Sold by 
Ray Miller, Inc, " due to delay in Westinghouse 5< Bechtel 
investigations. 

MEDFORD, M. 0. Southern California Edison Co. 84/03/22, MARTIN, U. B. 
Region 5, Office of Director, Ip. 22835: ISB. 24X 
Fiche; 50-206, 84/03/22, 8404020028 


B402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. *' Sve list 
enc 2 , 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of Neui 

York, Inc. 13Spp. 22933:122. 24X Fi che: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, “Inadequate Shutdown Margin. " Sve list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of Neiw 

York, Inc. aSpp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice S4-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of Neto 

York, Inc. 126pp. 22892:231. 24X Fi che; 50-000, 84/03/29, 8403140247. 


8404040090 Forwards responses to listed SEP open items, per util 840119, 
0224 0304 Itrs. Final program in response to SEP Topic 

riI-3. C re inservice insp of water control structures will 
be delayed until 840420 due to incomplete formal review. 

MEDFORD, M. 0. Southern California Edison Co. 84/03/30. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 46pp. 22883:076. 24X 

Fiche: 50-206, 84/03/30, 8404040090. 


S403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness ik Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Sve list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 04/04/05, 8403140263. 


8404300053 Approves 820921 request for withholding proprietary suppl 
to, "Steam Generator Insp Pr ogram, Return to Power RBpt,San 
Onofre Unit 1," from public disclosure per 10CFR2. 790. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/11, 

WIESEMANN, R. A. Westinghouse Electric Corp. 3pp. 24253:205. 24X 

Fiche: 50-206, 84/04/ 1 1 , 8404300053. 


— 8404300055 Submits rev to second t< third paragraphs of Page 2 of recent 
Itr to Westinghouse re request for withholding info from 
public disclosure (ref 10CFR2. 790). 

SHOHAKER, E. C. Office of the Executive Legal Director. 84/04/04. 
SHUTTLEWORTH, P. Operating Reactors Branch 5. Ip. 24253:208. 24X 

Fiche: 50-206. 84/04/11 , B404300053, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Sve list 
enc I . 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
B30103) . 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi ch e : 50-000, 84/04/ 16, 8403140271 . 


8403140277 IE Info Notice 84—28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Sve list end. 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S9pp, 24163:292. 24X Fi ch e : 50-000, 84/04/ 1 7, 8403140277. 


S40314027S IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Sve list end. 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
B30103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche; 50-000, 84/04/16. 8403140278. 


0403140273 IE Info Notice 84—27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Sve list end. 

GRACE, J. N. Division of QA, Safeguards S' Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

e6pp. 24163:205. 24X Fi ch e ; 50-000, 84/04/ 1 7, 8403 140273. 


8403140280 IE Info Notice 84—29, "GE Magne-Blast Circuit Breaker 
Problems " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 04/04/17. Consolidated Edison Co, of New 

York, Inc. 129pp, 24188:237. 24X Fi che: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84—30, "Discrepancies in Recordkeeping Matl 
Defects in Bahnson HVAC Units. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84—31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Eth ylene— Propy lene Rubber Seals 
& Seal Set. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140236. 


8404130404 IE Info Notice 84—32, “Auxiliary Feedwater Sparger S< Pipe 
Hanger Damage. " Sve list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84—33, “Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Sve list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 34/04/20. Consolidated Edison Co. of New 

York, Inc, 119pp. 24285:015. 24X Fic he : 50-000, 84/04/20, 8404160130 


R. Periodic operating reports & related correspondence 


8404040045 Annual environ surveillance program rept for CY83, including 
tabulation of corrective maint performed on sys St 
components that control, reduce or prevent release of toxic 
chemicals or radioactive ma 1 1 s. W/840330 Itr. 

HAYNES, J. G. Southern California Edison Co. 83/12/31. 58p p 

22884:109. 24X Fi che: 50-206, 83/12/31. 8404040045. 


8404100210 "Annual Operating Rept for 1983 - Radiological Environ 
Monitoring Evaluation. " W/840330 Itr, 

MEDFORD, M, 0. Southern California Edison Co. « San Diego Gas ?, 

Electric Co. 83/12/31. MARTIN, J.B. Region 5, Office of Director 

355pp. 22960:253. 24X Fi c he ; 50-206, 83/12/31 , 8404100210. 


8404020127 Forwards seminannual radioactive effluent release rept for 
Jul-Dec 1983. W/o end. ^ 

HAYNES, J. G. Southern California Edison Co. 84/02/23. MARTIN, J B 
Region 5, Office of Director. 2pp. 22837:068. 24X 

Fiche: 50-206, 84/02/23, 8404020127. 
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8404100224 Foriuards "Semiannual Effluent ReptiJul-Dec 1983." 

HAYNESi J. G. Southern California Edison Co. 84/02/24. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 22960:192. 24X 

Fiche: 50-206, 84/02/24, 8404100224. 


— 8404100229 "Semiannual Effluent Rept,Jul-Dec 1983." 

Southern California Edison Co. 83/12/31. 38pp. 22960:194. 

24X Fiche: 50-206, 84/02/24, 8404100224. 


8404190294 Foruiards corrected "Annual Operating Rept for 1983 - 
Radiological Environ Monitoring Evaluation. " 

M£:.>FCFiD, M G Southern California Edison Co. 84/04/19. MARTIN. J. B. 
Region 5, Office of Director. Ip. 24094:324. 24X 

Fiche: 50-206, 84/04/19, 8404190294. 


— 8404190296 Corrected "Annual Operating Rept for 1983 - Radiological 
Environ Monitoring Evaluation. " 

* Southern California Edison Co. * San Diego Gas & Electric Co. 
83/12/31, 200pp. 24094:325. 24X Fiche: 50-206, 84/04/19, 

8404190294. 


S. Reportable occurrences, LERs S« related correspondence 


8404040206 Forwards minutes of 831130 meeting UJ/Nuclear Power Plant 
Standby Diesel Generator Users Group re q.uestions concerning 
design defic iencies, crankshaft, bearings & connecting rods & 
pistons & skirts. 

MATHEWS, C, S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power 8« Light Co. 70pp. 22880:226. 24X 

Fiche: 50-000, 83/12/15, 8404040206. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mississip pi Poujer & Light h. Southern 
California Edison. 

MATHEWS, C. S. Transamer i ca Delaval, Inc. 84/03/22. BERLINOER, C. H. 

Division of Licensing, 2pp. 22838:090. 24X Fi c he: 50-000, 84/03/22, 

8404020143. 


— 8404020165 Test results for first Transamerica Delaval engine produced 
in each model line. 

POPPENK, J. C. , HENRICKS<H. Transamerica Delaval, Inc. 75/09/09. 

6pp. 22833:092, 24X Fich e; 50-000, 84/03/22, 8404020143. 


— 8404020171 Test results for first Transamer i ca Delaval engine produced 
in each model line. 

* Transamerica Delaval, Inc. 78/04/27, 4pp. 22838-098, 24X 

Fiche: 50-000, 84/03/22, 8404020143. 


— 8404020176 Test results for first Transamerica Delaval engine produced 
in each model line. 

MEILA,G, W. Transamer ica Delaval, Inc. 77/02/14. 2pp. 22838:102 

24X Fiche: 50-000, 84/03/22, 8404020143. 


— 8404020178 Test results for first Transamerica Delaval engine produced 
in each line. 

* Transamerica Delaval, Inc. 77/02/15, 2pp. 22838:104. 24X 

Fiche: 50-000, 84/03/22, 8404020143. 


— 8404020182 Test results for first Transamerica Delaval engine produced 
in each line. 

VITAL, B., MEIR,G, , POPPENK, J, Transamerica Delaval, Inc. 

76/08/20. 4pp. 22838:106. 24X Fiche: 50-000, 84/03/22, 8404020143. 


0404130316 RO: on 840221, dur ing weekly collection of air samples, air 
sampler pump fax led, resul ting in less than required amount 
of air sampled during preceding wk.Pump repaired & returned 
to SVC on 840223. Loss of data considered insignificant. 

BASKIN, K. P. Southern California Edison Co. 84/03/22. MARTIN, J.B. 
Region 5, Office of Director. Ip. 24028:318. 24X 

Fiche; 50-206, 84/03/22, 8404130316. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines & svc conditions. 

MUSELER , W. 0. TDI < Tr ansamer ica Delaval, Inc. ) Owners Group. 

MUSELER,W. J. Long Island Lighting Co. 84/03/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22363:069. 
24X Fiche; 50-000,84/03/30,8404030354. 


— 8404030389 "Emergency Diesel Generator Cylinder Head Stud Stress 
Analysis," prepared for Transamerica Delaval, Inc Owners 
Group. 

* Stone & Webster Engineering Corp. 84/03/31. 28pp. 22663:071. 

24X Fiche: 50-000, 84/03/30, 8404030354. 


8404270050 RO; second semiannual sample of harvestable kelp not obtained 
in Dec 1981. Caused by disappearance of harvestable matl from 
Barn kelp bed between Jul ?< Dec 1981. 

BASKIN, K.P, Southern California Edison Co. 84/04/02. MARTIN, J.B. 
Region 5, Office of Director. 2pp, 24217:332 . 24X 

Fiche: 50-206, 84/04/02, 8404270050, 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting 8< addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADIND 
Commi ss ioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267. 


— 8403080331 Forwards request for add! info re Transamerica Delaval 
diesel generators Addl staff comments also end. 

BERLINGER,C. Division of Licensing. 84/02/28, MUSELER, W. TDI 
(Transamerica Delaval, Inc.) Owners Group. Hpp. 24068:015. 24X 

Fiche : 50-000, 84/04/04, 8403140267. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF it AE piston 
skirts. 

MUSELER, W.J. TDI (Transamer ica Delaval, Inc. ) Owners Group. 

MUSELER, W.J. Long Island Lighting Co. 84/04/09. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 22985:144. 

24X Fiche: 50-000, 84/04/09, 8404110307. 


8404130308 LER S4-002-00: on 840309, while in extended Mode 5 outage, 
during routine surveillance trip testing of electrical 
c ircu it s, d iesel generator 2 declared in op er ab le, Rev will be 
sent to provide cause corrective ac ti ons. W/840409 Itr. 

HAYNES, J G. Southern California Edison Co. 84/04/09. 2pp, 
24028:308. 24X Fi c h e : 50-206, 84/04/09, 84041 30308. 


8404130246 Forwards parametric info from Transamerica Delaval, Inc, per 
840228 request, 

MUSELER, W.J. TDI ( Transamerica Delaval, Inc. ) Owners Group, 

MUSELER, W.J. Long Island Lighting Co. 84/04/10. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24029:202. 
24X Fiche; 50-000, 84/04/10, 8404130246. 


9404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC it Transamerica Delaval, Inc Diesel 
Generator Owners Group, 

MUSELER, W. J. TDI (Transamerica Delaval, Inc. ) Owners Group, 

MUSELER, W.J, Long Island Lighting Co. 84/04/12. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 24043:161. 
24X Fiche: 50-000, 84/04/12, 8404160030. 


S404170203 Forwards calculations for rocker arm capscrew stress 
analysis St cylinder head stud evaluation. 

MUSELER, W. J. TDI ( Transamer i ca Delaval, Inc.) Owners Group, 
MUSELER, W. J. Long Island Lighting Co, 84/04/13. DENTON, H, R, 
Office of Nuclear Reactor Regulation, Director. 88pp. 24053:184. 

24X Fiche: 50-000,84/04/13,8404170203. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL, per NRC 
request. 

MUSELER, W. J. TDI ( Transameri ca Delaval, Inc.) Owners Group. 
MUSELER,W. J. Lang Island Lighting Co. 84/04/16. DENTON.H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24071:225. 
24X Fiche: 50-000, 84/04/16, 8404180323. 


— 8404180349 "Emergency Diesel Generator Engine Driven Jacket Water Pump 
Desig n Review. " 

* Stone & Webster Engineering Corp, 04/04/30. 19pp. 24071.227. 

24X Fiche: 50-000, 84/04/16,8404180323. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K~600S-K-2, OOOS, 

K-3, OOOS S< K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp, (subs, of Brown Boveri St Co., Ltd.). 
04/04/16. Record Services Branch (Document Control Desk), 4pp. 
24114:161, 24X Fich e: 50-000, 84/04/16, 8404200323, 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. '* 
MUSELER, W.J, TDI (Transamer ica Delaval, Inc. > Owners Group. 
MUSELER, W.J. Long Island Lighting Co. 84/04/19, DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24154:259. 
24X Fiche: 50-000, 84/04/19. 8404230057, 


— 8404230082 "Design Review of Push Rods for TDI Generators, " 

* Failure Analysis Associates. FAAA-84-3-17. 84/04/30. 49pp. 

24154:261, 24X Fiche: 50-000. 84/04/19, 8404230057, 


8404300097 Forwards response to 040131 request for addl info re TDI 
diesel generators. Loss of voltage l^o emergency buses has not 
occurred since Rancho Seco startup in 1974, 

RODRIGUEZ, R, J. Sacramento Municipal Utility District. 84/04/20, 
STOlZ.J. F. Operating Reactors Branch 4. 28pp. 24225:166. 24X 

Fiche: 50-000, 84/04/20, 8404300097. 
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S40'43000S3 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAYiC.L. TDI (Transamer 1 ca Delaval, Inc. ) Owners Group. RAY* C. L. 
Duke Power Co. 84/04/24. DENTON* H. R. Office of Nuclear Reactor 
Regulation* Director. 3pp. 24227,104. 24X Fiche; SO—OOO* 84/04/24* 

B4043000S3. 


T. Hearing transcripts on non'ant itrust matters 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting addl info re diesel generators. 

EISENHUT. D. G. Division of Licensing. S4/04/04. PALLADINQ 
Canmi s s i oner s. 5pp. 24067:106. 24X Fiche : 50-000* 84/04/04* 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator re 1 iab i 1 1 ty . Pp 1-197. 

* Commissioners. 84/03/22. I9app. 24067: 132, 24X 

Fiche: 50-000, 84/04/04* 8403140267, 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end, 

EISENHUT* D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York* Inc. 21pp. 24066:297. 24X 

Fiche: 50-000* 84/04/02*8404020019. 


DOCKET 50-208 COLUMBIA UNIV. RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade, Svc list end. 

EISENHUT* D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of* Ann Arbor* MI. 37pp. 24285:135. 24X Fi ch e: 50-000* 84/04/16* 

8404160165. 


DOCKET 50-213 HADDAM NECK PLANT 


F, Security* medical* emergency fire protection plans 


8404040289 Public version of Rev 12 to emergency plan. W/UM Felton 
840322 release memo. 

♦ Connecticut Yankee Atomic Power Co. 83/12/15, 206pp. 22890:028. 

24X Fiche; 50-213, 83/12/15, 8404040289. 


8404100081 Public version of Rev 7 to Emergency Plan Implementing 
Procedure EPIP 1.5-1* "Emergency Assessment." W/S40222 ltr 8< 

JM Felton 840323 release memo. 

COUNSIL* W. G. I SEARS* C. F. Connecticut Yankee Atomic Power Co. 
84/02/22. EISENHUT, D. G. Division of Lie en s i ng . 12pp. 22995:291. 

24X Fiche: 50-213,84/02/22,8404100081. 


8404020187 Forwards temporary changes to modified amended security 
plan Changes withheld (ref 10CFR2, 790 & 10CFR73. 21). 

COUNSIL* W. G. Connecticut Yankee Atomic Power Co. 84/03/21. 
HURLEY* T, E. Region 1, Office of Director. Ip. 22837; 180, 24.X 

Fiche; 50-213* 84/03/21, 8404020187. 


8404120134 Informs that two deficiencies noted for evacuation time 
estimate studies performed in Mar 1980 by Storch Engineers, 
per re-review U/NURE0-06S4 guidance. Repts deficient in 
consideration of persons w/o autos. Tables end. 

URBANIK,T. Texas A§;M Univ. * College Station* TX. 84/04/06. 

ROB INSON* P. D. Director's Office* Office of Inspection and 
Enforcement. 3pp. 24013:098, 24X Fic he : 50-000. 84/04/06* 8404120134. 


8404190266 Provides revised repts re general position statement & 
status of compliance w/Rev 2 to Reg Guide 1 . 97 & Suppl 1 to 
NLREG-C737. 

CCUNSIL.W G. Connecticut Yankee Atomic Power Co, COUNSIL, W. 0. 
Nc-theast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL. W.G. Northeast Utilities. 84/04/09, MILLER* J. R. Operating 
Reactors Branch 3. CRUTCHFIELD* D. Operating Reactors Branch 5. 

45pp, 24099:239. 24X Fiche; 50-000* 84/04/09, 8404190266. 


8404200223 Revised emergency plan implementing procedures* including 
EPIP 1.5-4 re alert. EPIP 1. 5—5 re site area emergency* 

EPIP 1. S-6 re general emergency EPIP 1,5-19 re operations 
facility activat ion. W/a40412 ltr, 

COUNSIL* W.G, Connecticut Yankee Atomic Power Co. 84/04/12. 62pp. 

24113:323, 24X Fiche: 50-213* 84/04/12* 8404200223. 


I. Financial information 


8404100354 Forwards 1983 Annual Financial Repts for Connecticut Light & 
Power Co & Western Massach usetts Electric Co. Annual 
Financial Rept for 1983 for Northeast Nuclear Energy Co 
unavailable until 840415. Ack of receipt requested. 

BISHOP, R. W. Northeast Utilities Service Co. (subs, of Northeast 
Utilities). BISHOP.R, W. Northeast Utilities. 84/04/06. Office 
of Nuclear Reactor Regulation, Director. Ip. 22968:233. 24X 

Fiche: 50-000, 84/04/06,8404100354. 


— 8404100359 Annual Financial Rept 1983. 

ELLIS.W. B. Western Massachusetts Electric Co. (subs, of Northeast 
Utilities). 83/12/31. 31pp. 22968:234. 24X 

Fiche : 50-000* 84/04/06, 8404100354. 


— 8404100366 Annual Financial Rept 1983. 

ELLIS* W.B. Connecticut Light S( Power Co. (subs, of Northeast 
Utilities). 83/12/31, 37pp. 22968:268. 24X 

Fiche: 50-000, 84/04/06, 8404100354. 


8404270032 Forwards auditors rep t* statements of income for yr ending 
831231 & balance sheets. 

BISHOP.R. W. Connecticut Yankee Atomic Power Co. 84/04/24. Office 
of Nuclear Reactor Regulation* Director. 13pp. 24217:299. 24X 

Fiche: 50-213* 84/04/24, 8404270032. 


J. Insurance 8*. indemnity information 


8404030203 Forwards Endorsements 81.82 & S3 to NELIA Policy NF-151 it 
Endorsements 71 S; 72 to MAELU Policy MF-39. 

SINISI.J. M. Marsh i-. McLennan, Inc. 84/03/28. SALTZMAN* J. 
Assistant Director for State 8* Licensee Relations. 6pp. 22853:065. 
24X Fiche: 50-213,84/03/28,8404030203. 


P. Operating license stage documents & correspondence 


8404160055 Responds to NRC 831229 ltr re pump inlet pressure 
measurement. Resp ons e to I tern I* concerning safety-related 
pumps it valves in emergency diesel generator auxiliary sys* 
will be submitted at later date. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/03/12. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 24043:330. 24X 

Fiche: 50-213, 84/03/12, 8404160055. 


8404020147 Responds to Generic Ltr 83-28* "Generic Implications of 
Salem ATWS Events," providing status of current conformance 
w/provisions of generic ltr plans & schedules for any 
improvements. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL* W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL* W. G, Northeast Utilities. 84/03/16. EISENHUT, D. G. 

Division of Licensing. 9pp. 22838:110. 24X Fi c he ; 50-000* 84/03/16* 

8404020147. 


— 8404020151 Rev O to Procedure DP 2671* "Duty Officer Requirements After 
Trip or ESF Actuation." 

ASHEY* R J. , KEENAN* J, S. Connecticut Yankee Atomic Power Co. 

84/01/06. 6pp. 22838:119, 24X Fiche: 50-000, 84/03/16* 8404020147. 


— 8404020155 Rev O to Procedure DP 2671-1* "Unit 2 Duty Officer Trip 
Determination Checklist." 

KEENAN* J. S. Connecticut Yankee Atomic Power Co. 84/01/06. 23pp. 

23838: 125. 24X Fiche: 50-000, 84/03/16,8404020147. 


8404030510 Application for amend to License DPR-61 * revising 
radiological effluent Tech Sp ec s. Ap proval of Millstone 
radiological effluent Tech Specs requested by 840901. W/ 

"Rad io 1 og i ca 1 Effluent Monitoring Zt Offsite...." 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL. W.G. Northeast Utilities. 84/03/16. CRUTCHFIELD, D. 
Operating Reactors Branch 5. MILLER* J.R. Operating Reactors Branch 
3. 3pp. 22859:013, 24X Fiche : 50-000* 84/03/16, 8404030510. 


— S404030535 Proposed radiological effluent Tech Specs for incorporat i on 
into STS. 

* Connecticut Yankee Atomic Power Co. * Northeast Nuclear Energy 
Co. (subs, of Northeast Utilities). * Northeast Utilities. 

84/03/31, 23pp. 22859:017. 24X Fiche: 50-000* 84/03/16* 8404030510, 


— 8404030539 "Radiological Effluent Monitoring & Offsite Dose Calculation 
Manual. " 

a- Northeast Utilities. 84/03/31. lOSpp, 22859:040. 24X 

Fiche: 50-213* 84/03/16* 8404030510. 
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8404030406 Responds to Licensee Qua 1 i f i cati on Branch draft ScR open 
items discussed at 840223 meeting re operator training & 
qual if i cation. Responses u/ill appear in FSAR Amend 8 
scheduled for submittal in mid-May 1984. 

COUNSIL.W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), SEARS. C. F. Northeast Utilities. 84/03/20. 
YOUNGBLOOD, B. J. Licensing Branch 1. 15pp. 22865:170. 24X 

Fiche: 50-000, 84/03/20, 8404030406. 


— 8404030413 Comments on draft policy statement re engineering expertise 
on shift, Util long-term plans to eliminate position of 
dedicated shift technical advisor by upgrading 
qualifications of shift personnel luell known. 

COUNS IL, W. G. , WERNRR/R.P. Connecticut Yankee Atomic Power Co. 

WERNER, R. P. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 83/09/23 CHILK, S. J. Office of the Secretary of the 

Commission. 12pp. 22865:213. 24X Fic h e ; 50-000. 84/03/20. 

8404030406. 


8404050511 Forwards safety evaluations of B.i<W TACO-2 code,C-E FATES*3 
code.GE GESTR-LOCA code & Wostinghouse PAD-3.3 code. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/03/20. COUNSIL. W. G. 

Connecticut Yankee Atomic Power Co. 2pp, 22955:068. 24X 

Fiche: 50-213, 84/03/20. 8404050511, 


— 8310050182 Safety Evaluation of NEDE-237S5- 1 . Vo 1 l.Rev 1, "GESTR-LOCA 
Model for Prediction of Fuel Rod Thermal Performance. " Code 
acceptable for satisfying requirements on lOCFRSO.App K. 

* NRC - No Detailed Affiliation Given. 83/09/30. 35pp. 

22955:169. 24X Fi c h e : 50-213. 84/03/20. 840405051 1 . 


— 8404050517 Safety evaluation of WCAP-8720, Add 2, Proposed mod acceptable 
for plant safety analysis when applied under conditions 
described in rept. 

* NRC - No Detailed Affiliation Given. 84/03/20. 17pp. 

22955:204. 24X Fi c h e : 50-213, 84/03/20, 840405051 1 . 


8404120060 Discusses SEP Topic IX-3 re station svc cooling water sys. 
Inclusion of listed limits to Tech Spec effort will ensure 
SVC water sys fulfills safety function. In interim, 
adminis trative Tech Specs on containment pressure adequate. 

COUNSIL.W G, . SEARS, C.F, Connecticut Yankee Atomic Power Co. 

84/03/30. CRUTCHFIELD, D Operating Reactors Branch 5. 4pp. 
24022:228, 24X F i c h e : 50-213, 84/03/30, 8404 1 20060. 


8404120065 Application to amend License DPR-61, changing Tech Specs re 
limiting LHGR power distribution monitoring it control. 

Amend reduces allowable peak linear heat rate S.. narrows 
current axial offset tent. 

COUNSIL, W. G, , SEARS. C.F, Connecticut Yankee Atomic Power Co. 
84/03/30, CRUTCHFIELD, D. Operating Reactors Branch 5. 4pp. 
24022:232. 24X Fi c h e : 50-213, 84/03/30, 8404 1 20065, 


— 8404120067 Proposed rev to Tech Specs 3.17 & 3. 18, r educ ing LHGR. 

# Connecticut Yankee Atomic Power Co. 84/03/30. 4pp. 24022:236. 
24X Fiche: 50-213, 84/03/30, 8404120065. 


8404170035 Responds to B40312 Itr providing basis for inapplicability 
of fees for review of terrestrial items in 830215 
application for Haddam Nec k. Remittance per 10CFR170 
requested. 

MILLER, W, 0. License Fee Management Branch. 84/04/03. COUNSIL, W.G. 
Connecticut Yankee Atomic Power Co. 2pp, 24091:306. 24X 

Fiche: 50-000, 84/04/03, 8404170035, 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting, Svc list end. 

EISENHUT, D, 0, Division of Licensing. 84/04/04. Consolidated 
Edison Co, of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256, 


8404130393 Forwards Northeast Utils 840323 comments on SE(:Y-84-106 
proposed rule which would require licensees to have senior 
manager on each shift w/listed qualifications. Info may be 
relevant to 840409 Commission meeting. 

DIRCKS, W, U. Office of the Executive Director for Operations. 
84/04/04. PALLADINO. GILINSKY, ROBERTS Commissioners. Ip. 
24199:234. 24X Fi c h e ; 50-000, 84/04/04, 84041 30393, 


— 8404130400 Comments on proposed rulemaking concerning requirements for 
senior managers at nuclear power plants. Proposal would 
invalidate licensed operator upgrade program, NRC is rushing 
rule through w/o concern for impact or justification. 

CC'UNS IL, W. C. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 

. Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 

COUNSIL, W.O. Northeast Utilities. 84/03/23. STELLO, V. Regional 
Operations & Generic Requirements. 14pp. 24199:235. 24X 

Fiche: 50-000, 84/04/04, 8404130393, 


8404190297 Forwards "Inservice Insp & Testing Program," for second 
insp interval commencing 780101 . Program revised to 
incorporate requirements of 1980 Edition w/addenda through 
Winter 1980, per 10CFR50. 55a. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/04/09. 
CRUTCHFIELD, D. Operating Reactors Branch 5, 2pp, 24096:059. 24X 

Fiche: 50-213, 84/04/09, 8404190297. 


— 8404190300 "Inservice Insp Testing Program. " 

* Connecticut Yankee Atomic Power Co. 84/04/30. 113pp. 

24096:061. 24X F i che : 50-213, 84/04/09, 8404190297. 


8404190207 Forwards FR notice of consideration of issuance of amend to 
License DPR-61 St proposed NSHC determination St opportunity 
for hearing on 840330 request re reduction in peak linear 
heat generation rate, 

CRUTCHFIELD, D, Operating Reactors Branch 5. 84/04/17. COUNSIL, W. G. 

Connecticut Yankee Atomic Power Co. 2pp, 24100:048. 24X 

Fiche: 50-213, 84/04/17, 8404190207, 


— 8404190210 Notice of consideration of issuance of amend to License 
DPR-61 Si proposed NSHC determination & opportunity for 
hearing on 840330 request. Amend reduces allowable peak 
linear heat generation rate. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/11. 7pp. 

24100:050. 24X Fiche : 50-213, 84/04/17, 8404190207. 


9404300001 Submits fee for proposed Tech Spec change re review of 
terrestrial items in 840312 application. 

COUNSIL, W. 0. , SEARS, C F. Connecticut Yankee Atomic Power Co. 
84/04/18. MILLER, W. D. License Fee Management Branch. Ip, 
24228:068. 24X Fic h e ; 50-21 3, 84/04/18. 8404300001 . 


8404300135 Forwards SER re NJREG-0826, Section 4.31 on dc power ''sys bus 
voltage - = r i ■‘o- i - ; annunc iat i on. Ad d 1 info provided in util 

830315 .v'. l-:-s St testing described in 830413 Itr 

received. Add 1 current indications unwarranted. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/26. COUNSIL, W. (3. 

Connecticut Yankee Atomic Power Co, 4pp, 24225:233. 24X 

Fiche: 50-213, 84/04/26, 8404300135. 


Q. Inspection reports, IE Bulletins Sk correspondence 


8404100018 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Product Sold by Ray Miller, Inc. " No Ray Miller, Inc matls 
identified. Review results from Millstone 3 will be provided 
by 840701. List of potential suppliers end. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G. Connecticut Yankee Atomic Power Co, 
COUNSIL.W, 0. Northeast Utilities. 84/03/27. MURLEY, T. E, Region 1. 
Office of Director. 9pp. 22967:146. 24X Fiche: 50-000, 84/03/27, 

8404100018. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047, 

8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. 85pp, 22892:145. 24X Fi ch e : 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche : 50-000, 84/03/29, 8403140247. 


8404090262 Ac k receipt of B40301 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-213/S3-25. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/02. 

COUNSIL, W.O. Connecticut Yankee Atomic Power Co, 2pp. 22939:324. 
24X Fiche: 50-213, 84/04/02, 8404090262. 


— 8404090265 Responds to NRC 831109 ltr re violations noted in IE Insp 
Rept 50-213/83-25, Corrective ac ti ons; par t i c u late St iodine 
plateout character i zati on for plant effluent sampling lines 
conducted by vendor lab, 

COUNSIL, W. G. , SEARS, C.F. Connecticut Yankee Atomic Power Co. 
84/03/01. MURLEY, T. E, Region 1, Office of Director. 2pp. 
22939:326. 24X Fiche: 50-213, 84/04/02, 8404090262. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co, of New 

York, Inc. ‘ 149pp. 24X Fi che: 50-000, 04/04/05, 8403140259. 
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B403140263 IE Info Notice 84-23. "Results of NRC-Sponscred 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN. E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp 24066:164, 24X Fi c h e ; 50-000, 84/04/05. 8403140263, 


8404190297 Forwards " Inservice Insp & Testing Program, " for second 
insp interval commencing 7S0101. Program revised to 
incorporate requirements of 1980 Edition w/addenda through 
Winter 1980, per lOCFRSO. 55a. 

COUNSIL, W. G, Connecticut Yankee Atomic Power Co. 84/04/09 
CRUTCHFIELD, D. Coera^ins ^c-, actors Branch 5. 2Dp. 24096:059. 24X 

F i c h e . 5 0 ~ 2 1 3 , 8 4 / j -v . 3 1 q r; ■' 


8404190300 "Inservice Insp S-: Testing Program. " 

■» Connecticut Yankee Atomic Power Co, 84/04/30. 113pp. 

24096:061, 24X F i c h e : 50-2 13, 84/04/09. 84041 90297, 


0404260221 Forwards IE Insp Rept 50-213/84-04 on 840312-16. No 
violations observed. 

MARTIN, T.T. Division of Engineering & Technical Programs. 84/04/11. 

COUNSIL, W.G, Connecticut Yankee Atomic Power Co. 2pp. 24207; 270. 
24X' Fiche: 50-213, 84/04/1 1, 8404260221. 


R. Periodic operating reports & related correspondence 


8404170417 Forwards “Haddam Neck Station Radiological Environ 
Monitoring Program Annual Environ Operating Rept, Part B, 

1983. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/03/27. 
MURLEY, T, E. Region 1, Office of Director. Ip. 24266:224, 24X 

Fiche: 50-213, 84/03/27, 8404170417. 


— 8404170423 "Haddam Neck Station Radiological Environ Monitoring Program 
Annual Environ Operating Rept, Part B, 1983. " 

Northeast Utilities Service Co. (subs, of Northeast Utilities). 
83/12/31. 102pp. 24055:049. 24X Fiche: 50-213, 84/03/27, 

8404170417. 


S. Reportable occurrences, LERs & related correspondence 


8404230179 LER 84-001-00; on 840321, fire door found w/o complete 
latching mec hani sm. Caused by station mgt & personnel not 
having complete understanding of technical requirements. Fire 
watch posted. Latch repaired, W/S40418 Itr. 

ROGOZINSKI, R. M. , GRAVES, R. H. Connecticut Yankee Atomic Power Co, 
84/04/19. 4pp. 24154:311. 24X Fiche: 50-213, 84/04/19, 8404230179. 


—8404260223 IE Insp Rept 50-213/84-04 on 840312-16, No noncompliance 
noted. Major areas 1 n sp e c t ed : nonrad i o 1 og i c a 1 chemical 
program, procedures, staffing & training. 

ZIBULSKY,H. , PASCIAK,W. J. Region 1, Office of Director, 84/04/09. 
3pp, 24207:272 24X Fi c h e : 50-21 3, 84/04 / 11 , 8404260221 . 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of ,NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc I 

GRACE, J N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

S6pp, 24109:001 24X F i c h e : 50-000, 84/04/ 1 6, 84031 40271 , 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE, J. M. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16 Consolidated Edison Co. of New York, Inc. 

114pp, 24X Fiche: 50-000, 34/04/16, 840314027B. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees " Svc list end, 

GRACE, U. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York. Inc. 

B6pp 24163:205, 24X F i c h e : 50-000, 84/04/ 1 7. 8403 1 40273, 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE, U. N. Division of QA, Safeguards & Inspection Programs (Post 
830103) B4/04/17. Consolidated Edison Co. of New York. Inc. 

89pp 24163:292. 24X Fi c h e : 50-000, 84/04/ 1 7, 8403140277 


8403140.280 IE Info Notice 84-29, "OE Magne-Blast Circuit Breaker 
Problems, " Svc list encl, 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York, Inc, 129pp, 24188:237. 24X Fi c h e : 50-000, 84/04/ 1 7, 84031 40280. 


8404260318 LER 84-002-00: on 840323, d i scovered fire detection sys 
protecting screenwell bldg inoperable due to losing normal & 
back-up power supplies to control panel. Caused by personnel 
error. Breaker will be boldly p lacarded. W/840423 Itr. 

ROGOZINSKI, R. M. , GRAVES.- P.H. Connecticut Yankee Atomic Power Co. 
84/04/23. 4pp. 24203:356. 24X Fi che: 50-2 13. 84/04/23, 8404260318. 


V, Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT. D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche- 50-000, 84/04/02, 8404020019. 
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F. Security, medical, emergency & fire protection plans 


8404020027 Revs to emergency plan implementing procedures, inc luding 
Rev 6 to EPIP-01, "C 1 as s i f i ca t i or» of Emergency Conditions," 

Rev 5 to EPIP-02, "Emergency Direction" Rev 3 to EPIP-03, 

"Emergency Notification. " W/040321 Itr. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/03/21. 

HURLEY, T. E. Region 1, Office of Director. 93pp. 22836:141. 24X 

Fiche 50-219, 84/03/21, 8404020027. 


8404090377 Forwards "SPDS Parameter Snlscti or /Sa-(=ety Analysis Study," 
per response requirements of Suppl 1 tc JR tT'J 073 7 re 
emergency response capab i 1 i t i es. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/04/02. 

EISENHUT, D. G. Division of Licensing, Ip. 22942:100. 24X 

Fiche: 50-219, 84/04/02, 8404090377. 


S403140284 IE Info Notice 84-30, "Di screpanc i es in Rec ord keep ing & Matl 
Defects in Bahnson HVAC Units. " Svc list encl, 

JORDAN, E, L Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/10, Consolidated Edison Co. of New 

York, Inc, 117pp. 24188:001. 24X Fi c he ; 50-000, 84/04/ 18, B403140284, 


8403140206 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Eth y 1 ene-Prop y 1 ene Rubber Seals 
& Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8- Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc, 117pp. 24188:119. 24X Fi c he : 50-000, 84/04/18, 8403140286 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger ?.< Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, llPpp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


— 8404090380 "SPDS Parameter Selection/Safety Analysis Study. " 

* General Public Utilities - GPU Service Corp. TR 016. 84/04/02. 

38pp. 22942:101. 24X Fi c h e : 50-219, 84/04/02, 8404090377. 


8404160135 Clarifies due dates for NUREO-0737, Supp 1 1 items contained 
in 830415 1 tr, inc 1 ud i ng detailed control room design review, 
rept on implementing Reg Guide 1,97 Xt fully functional 
technical svc ctr /emergency offsite facili-ty. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/04/09, 
EISENHUT, D, G. Division of Licensing. 2pp. 24040:151. 24X 

Fiche: 50-219, 84/04/09, 8404160135. 


8404170175 Advises that 840113 Rev 5 to amended security officer 
training & qualification plan consistent w/provisions of 
lOCFRSO. 54<p ) 8< acceptable. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/09. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp, 3pp. 
24050:066. 24X Fiche: 50-219, 84/04/09, 04041 70175. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins, " Svc list encl. 

JORDA.N, E, L. Division of Emergency Preparedness St Engineering 
Response (Post S30103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015, 24X Fiche: 50-000, 84/04/20, 8404160130. 


8404260288 Forwards IE Insp Rept 50-219/84-05 on 840221-24. No 
violations noted. 

MARTIN, T. T. Division of Engineering & Tech-nical Programs. 84/04/12, 
FIEDLER, P, B. General Public Utilities - GPU Service Corp. 3pp. 
24203:325. 24X Fi ch e : 50-219, 84/04/12, 8404260288. 
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— 8404260292 IE Insp Rept 50-219/84—05 on 840221— 24. No violations noted. 
Major areas inspec ted : f ol 1 owup emergency preparedness items 
from prior insp & notification/communications procedures & 
onsite meteorological program. 

TERC.N. M. , GORDON. C.Z., HAWXHURST, J. J, Region 1, Office of 
Director. 84/04/09. 7pp. 24203:328. 24X Fi che: 50-219, 84/04/12, 

8404260288. 


8404240333 Ack receipt of 840328 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-219/83-26. 

STAROSTECKI, R. Division of Project Resident Programs. 84/04/18. 
FIEDLER. P. B. General Public Utilities - GPU Service Corp. Ip. 
24183:144. 24X Fiche: 50-219, 84/04/18, 8404240333. 


— 8404240341 Responds to NRC 840227 Itr re violations noted in IE Insp 
Rept 50— 219/83-26. Correc ti ve actions: Fire Pump 1-1 returned 
to operable status after successful functional test. All 
surveillance procedures reviewed to ensure Tech Specs met. 

FIEDLER. P. B. General Public Utilities - GPU Service Corp. 

84/03/28. STAROSTECKI, R. Division of Project & Resident Programs. 
3pp. 24183:145. 24X Fic he : 50-219. 84/04/ 18. 8404240333. 


8404260231 Responds to 840120 Itr re emergency preparedness items on 
Sea Breeze meteorological study & backup power supply to 
emergency operations facility Sc communications sys. Summary 
of 840223 meeting S< attendance list end. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/04/19. 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 5pp. 
24203:208. 24X Fic he: 50-219, 84/04/19, 8404260281 . 


— 8404260284 Forwards updated status of backup power supply sys to 
emergency operations facility & communications sys &: summary 
of Sea Breeze study. 

FIEDLER. P. B. General Public Utilities - GPU Service Corp. 
84/01/20. MARTIN, T. T, Division of Engineering & Technical 
Programs. 5pp. 24203:213. 24X Fich e: 50-219. 84/04/19, 8404260281 . 


I. Financial information 


8404170076 1983 Annual Rept. W/840411 Itr. 

KUHNS, W.G., DIECKAMP. H. , FIEDLER. P. B, General Public Utilities - GPU 
Service Corp. 83/12/31. 43pp. 24054: 128. 24X 

Fiche: 50-219, 83/12/31 , 8404170076. 


J. Insurance & indemnity information 


8404110229 Forwards Endorsements 92 8< 93 to NELIA Policy NF-164 St 
Endorsements 71 St 72 to MAELU Policy MF-44. 

HOFFMAN, U. Marsh S< McLennan, Inc. 84/03/29, DINITZ. I. Office of 
State Programs, Director. 5pp. 22985: 157. 24X 

Fiche: 50-219, 84/03/29, 8404110229. 


P. Operating license stage documents St correspondence 


8404020088 Application for amend to License DPR-16, rep lac ing 840209 
submittal of Tech Spec Change Request 88 re grid 
Itiige protection. 

!.,’-.C,GAR T . M. « General Public Utilities - GPU Service Corp. 84/03/23. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 22836:239. 24X 

Fiche: 50-219, 84/03/23, 8404020088, 


— 8404020096 Proposed changes to Tech Spec re grid undervoltage 
protection, rep lac ing 840209 submittal. 

■* General Public Utilities - GPU Service Corp. 84/03/23. 10pp. 

22836:241. 24X Fiche; 50-219, 84/03/23. 8404020088. 


8404060333 Application to amend License DPR-1 6, correct ing ty pograph ical 
errors 8< other changes in 831221 Tech Spec Change Request 
119 re scram discharge vol settings. 

LAGGARTiM. W. General Public Utilities - GPU Service Corp. 84/03/23. 

LOMBARDO, U. NRC - No Detailed Affiliation Given. 2pp, 22931:322. 
24X Fiche: 50-219,84/03/23,8404060333. 


— 8404060339 Tech Spec Change Request 119 correcting ty p ograph i cal errors 
re scram discharge vol settings. 

* General Public Utilities - GPU Service Corp. 84/03/23. 6pp. 
22931:324. 24X Fiche: 50-219, 84/03/23. 8404060333. 


0404020006 Forwards response to NRC 840117 request for add! info 
justifying delay in installation of vents on isolation 
condensers until next refueling outage. Requ irements of 
NUREG-0737. Item II. B, 1 met. 

FIEDLER, P.B, General Public Utilities - GPU Service Corp. 84/03/27. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 6pp. 22835:101. 24X 

Fiche: 50-219, 84/03/27, 8404020006, 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404160061 Forwards SER re BWR Owners Group response to NUREO-0737, Item 
II. K. 3. 16. "Reduction of Challenges & Failures of Relief 
Valves - Feasibility Study &£ Sys Mod," submitted on 810331. 

Updates of previous responses to Item II. K. 3, 16 requested. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/11. FIEDLER, P. B, 

General Public Utilities - GPU Service Corp. 13pp. 24044:058. 24X 

Fiche: 50-219, 84/04/11, 8404160061. 


8404230099 Submits plant-specific responses conforming to guidance in 
NUREG-0S03 re pipe breaks in BWR scram sys piping, in 
response to 840117 request. SER addresses concerns. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/04/13. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp, 24154:049. 24X 

Fiche: 50-219, 84/04/13, 8404230099. 


8404260119 Forwards request for addl info re spent fuel pool expansion. 
Info requested within 15 days of ltr receipt. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/24, FIEDLER, P. B. 

General Public Utilities - GPU Service Corp. 4pp. 24210:180. 24X 

Fiche: 50-219. 84/04/24, 8404260119. 


8404300090 Forwards SER of util response to Integrated Plant Safety 
Assessment Rept (NUREG-0822) , Sec tion 4.34(3) re ventilation 
sys. Specific reactor bldg corner room ventilation sys 
unnecessary. Issue resolved. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/26. FIEDLER. P. B. 

General Public Utilities - GPU Service Corp. 3pp. 24225:159. 24X 

Fiche; 50-219. 84/04/26, 8404300090. 


Q. Inspection reports, IE Bulletins 8t correspondence 


8404160083 Forwards description of changes authorized by 
10CFR50. 59(a) <1) for CY82, per 10CFR50. 59( b ). Several walls 
removed, per IE Bulletin 80-11. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/03/26. 

MURLEY, T. E. Region 1, Office of Director, 5pp, 24040:010. 24X 

Fiche; 50-219. 84/03/26, 8404160083. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp, 22933:122. 24X Fiche; 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin, " Svc list 
enc 1. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc, SSpp. 22892:145. 24X Fiche: 50-000. 04/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29. B403140247. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc, 149pp. 24X Fich e: 50-000, 04/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co, of New 

York, Inc. 103pp, 24066:164, 24X Fiche: 50-000, 84/04/05. 8403140263. 


8404120206 Forwards response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Undervoltage Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " List of 
applicable GE AK-2 circuit breakers end. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/04/05. 
DEYOUNG, R. Director's Office, Office of Inspection and Enforcement. 
6pp. 24012:327. 24X Fiche : 50-219. 84/04/05, 8404120206. 


8404260261 Forwards IE Insp Rept 50-219/84-08 on 840307-08. No 
violations noted. 

MARTIN, T, T. Division of Engineering & Technical Programs. 84/04/11, 
FIEDLER, P. B. General Public Utilities - GPU Service Corp. Ip. 
24207:312. 24X Fich e: 50-219. 84/04/11, 8404260261 . 
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— 8404260264 IE Insp Rept 50-219/S4--08 on 340307-08. No violations or 
deviations noted. Major areas inspected : 1 i censee reviewi 
corrective action ?< reporting of personnel contamination 
event on 830306. 

DRAGOUN. T. , SHANBAKY, M. Region 1. Office of Director. 84/04/06. 
4pp. 24207:314. 24X Fiche: SO-219, 84/04/ 11, 3404260261. 


8404260288 Forwards IE Insp Rept SO-219/84-05 on 840221-24. No 
violations noted. 

MARTIN, T. T. Division of Engineering !e Technical Programs. 84/04/12. 

FIEDLER,?. 0, General Public Utilities - GPU Service Corp. 3pp. 
24203:325. 24X Fic h e : 50-219, 84/04/12, 8404260288. 


— 8404260292 IE Insp Rept 50-219/84-05 on 840221-24. No violations noted. 
Major areas inspec ted : f ol louiup emergency preparedness items 
from prior insp & noti f i cat ion/c ommunicat i ons procedures it 
onsite meteorological program. 

TERC, N, M. , GORDON, C. 2., HAWXHURST, J. J, Region 1, Office of 

Director. 84/04/09. 7pp, 24203:328. 24X Fi ch e: 50-219. 84/04/12, 

8404260200. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements fay Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi ch e : 50-000, 84/04/1 6, 8403140271, 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N, Division of QA, Safeguards it Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fi Che: 50-000, 84/04/16,8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
B30103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

86pp. 24163:205. 24X Fi che : 50-000, 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc, 

S9pp, 24163:292. 24X Fic he: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. I29pp. 24188:237. 24X Fi c he ; 50-000. 84/04/ 17, 8403140280, 


S4031402S4 IE Info Notice 84-30, "Di screpanc i es in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24X Fic he: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000. 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Z< Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc, 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404240333 Ack receipt of 840320 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-219/83-26, 

STARQSTECKI, R, Division of "reject St Resident Programs, 84/04/18. 
FIEDLER, P.B. General Public Utilities - GPU Service Corp. Ip, 
24183' 144. 24X Fiche: 50-219. 84/04/18, 8404240333. 


--8404240341 Responds to NRC 840227 Itr re violations noted in IE Insp 
Rept 50-219/83-26. Corrective actions:Fire Pump 1-1 returned 
to operable status after successful functional test. All 
surveillance procedures reviewed to ensure Tech Specs met. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 

84/03/28. STAROSTECKI, R. Division of Project it Resident Programs. 
3pp. 24183:145. 24X Fic he: 50-219, 84/04/18, 8404240333, 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins, " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Si Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche; 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports it related correspondence 


8404100347 "Annual Environ Operating Rept, 1983. " W/undated Itr, 

FIEDLER, P B General Public Utilities - GPU Service Corp. 83/12/31. 
8pp. 22971:125. 24X Fi ch e : 50-219. 83/12/3 1 , 8404100347. 


8404160083 Forwards description of changes authorized by 
10CFR50. 59(a) ( 1 ) for CYS2. per 10CFR50. 59< b ). Several walls 
removed, per IE Bulletin 80—11. 

PIEDLER, p. B. General Public Utilities - GPU Service Corp. 84/03/26, 
HURLEY, T. E, Region 1, Office of Director. 5pp. 24040:010. 24X 

Fiche: 50-219, 84/03/26, 8404160083. 


8404090156 Forwards responses to 840307 questions re full-term OL 
conversion environ review. "Effects of Salt Drift on Land 
Dwelling Vertebrates" & "Terrestrial Environ Program Annual 
Rept, Mar 1978 - Feb 1979" encl. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/04/02. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 34pp. 22937:296. 24X 

Fiche: 50-000, 84/04/02, 8404090156. 


— 8404090158 "Effects of Salt Drift on Land Dwelling Vertebrates." 

CLA.RK,W. R. , ROGERS, R. , WOLGAST, L. J, Rutgers, NJ. State Univ. of. 
84/04/02, 87pp. 22937:330. 24X Fi c he : 50-000. 84/04/02. 84040901 56. 


— 8404090160 "Terrestrial Environ Program Forked River Nuclear Station 
Annual Rept 8< App.Mar 1978 — Feb 1979. " 

» General Public Utilities - GPU Service Corp. 79/09/30. 38Spp. 
22938:057. 24X F i c h e : 50-000, 84/04/02, 84040901 56. 


S. Reportable occurrences, LERs 8,. related correspondence 


8404090322 PNS-I-84-004: on 840331, security guard received bomb threat 
telcon. Emergency it safeguards contingency plans implemented. 

Search initiated Lacey Township Police, NJ State Police, FBI 
& army notified, Searc h completed w/negative findings. 

DUNLAP, J, , JOYNER, J. Region 1, Office of Director, 84/04/02. Ip. 
22942:086. 24X Fiche: 50-219, 84/04/02, 8404090322. 


8404170101 LER 84-001-00: on 840302, d i esel generator 2 oil tank level 
measured above Tech Spec limit. On 840303, level measured 
below limit by level gauge it exceeded limit by visual insp. 

Oil transfered to tan k . W/840402 Itr. 

FITZGERALD, M. * FIEDLER, P. B. General Public Utilities - GPU Service 
Corp. 84/04/02. MURLEY. T, E. Region 1, Office of Director, 5pp. 
24051:245. 24X Fiche: 50-219, 84/04/02, 84041 70101, 


8404160156 PNS-I-84-005; on 840408, NJ State Police received telcon 
from unidentified male stating, "there is package for you at 
Oyster Creek. " Licensee treated incident as potential bomb 
threat. Search initiated w/negative findings. 

BAILEY, B., JOYNER, J. Region 1, Office of Director. 84/04/09. Ip, 
24039:339. 24X Fiche: 50-219, 84/04/09, 84041 60156. 


8404260414 Part 21 rept re presence of thread -loc k ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-1 oc k ing devices under 
investigation. 

SHERWOOD, G. G, General Electric Co. 04/04/13, DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fi c h e : 50-000. 84/04/ 13, 840426041 4. 


V, Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl, 

EISENHUT, D. 0, Division of Licensing, 84/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019, 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical* emergency fire protection plans 


0404110062 Forwards Amend 56 to License DPR-63 it safety evaluation. 
Amend revises Tech Spec administrative controls to 
accommodate increased it improved util onsite organization. 

HERMANN, R. A, Operating Reactors Branch 2. 84/03/20. RHODE, 0. K. 

Niagara Mohawk Power Corp, 2pp. 24006:312. 24X 

Fiche: 50-220, 84/03/20, 8404110062. 


— 8404110068 Amend 56 to License DPR-63, ref lecting rev to Tech Specs 
to accommodate increased it improved util onsite 
organization. 

VASSALLO, D. B, Operating Reactors Branch 2. 84/03/20. 13pp. 

24006:314. 24X Fiche; 50-220, 04/03/20, 8404110062. 
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8404050265 Forwards response to Section 6 of Suppl 1 to NUREG-0737i 
"Reg Guide 1.97-Application to Emergency Response 
Facilities." per 830415 1 tr . Ver if i cat ion of contents of 
document incomplete. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/04/02. VASSALLO. D. B. 
Operating Reactors Branch 2. SOpp. 22899; 178. 24X 

Fiche; 50-220. 84/04/02. 8404050265. 


8404170154 Rev 12 to site emergency p Ian. W/84041 1 Itr. 

ROMAN. T. W. . PERKINS. T. J. . LEMPGES. T. E. Niagara Mohawk Power Corp. 
84/04/11. 463pp. 24051:279. 24X Fiche: 50-220. 84/04/1 1. 8404170154. 


8404200301 Ac k receipt of 840326 request that small-scale exercise be 
scheduled for 841031. Agrees w/proposal 8t confirms exercise 
schedule. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/04/17. 

RHODE. G. K. Niagara Mohawk Power Corp. 2pp. 24116:162. 24X 

Fiche: 50-220. 84/04/17. 8404200301. 


— 8404200303 Requests that small-scale emergency preparedness exercise be 
scheduled for 841031 . Confirmation requested if date 
acceptable. 

MANGAN. C.V. Niagara Mohawk Power Corp. 84/03/26. HURLEY. T. E. 

Region 1. Office of Director. Ip. 24116:164. 24X 

Fiche : 50-220. 84/04/17, 8404200301. 


8404260123 Forwards "Post-Exercise Assessment. Exerc ise of NY State & 
Oswego County Radiological Emergency Plans for JA 
Fitzpatrick Nuclear Generator Station. Oct 28.1982." 8c "Post- 
Exercise Assessment. Sept 28. 1983. Ex ere i se of...." 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/04/19. 

MCNEILL. C. A. Power Authority of the State of New York. 3pp. 
24205:306. 24X Fiche; 50-000. 84/04/19. 8404260123. 


8404260321 Forwards exercise repts prepared by FEMA for 820811 & 830928 
exercises. Advises of activities taken by state local 
authorities to resolve all deficiencies & provide assistance 
on as needed basis. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/04/19. 

RHODE, G. K. Niagara Mohawk Power Corp. 3pp. 24204:193. 24X 

Fiche: 50-220. 84/04/19, 8404260321. 


P. Operating license stage documents & correspondence 


8404180022 Forwards safety evaluation re Multi-Plant Action Item B-24. 
"Containment Purging/Venting During Normal Plant Operation. " 

Issue considered resolved pending formal confirmation of 
listed items. Imp lementati on schedule for items requested. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/19. RHODE. G K. 

Niagara Mohawk Power Corp. 3pp. 24107:091. 24X 

Fiche: 50-220. 84/03/19, 8404180022. 


— 8404180030 Safety evaluation re Multi-Plant Action Item B-24 re 
containment purging/venting. Purge sys design & operating 
practices acceptable pending licensee confirmation of 
limiting valve closure time to less than 15 s post-LOCA. 

* Office of Nuclear Reactor Regulation. Director. 84/03/19. 3pp. 

24107:094. 24X Fiche: 50-220, 84/03/19. 8404180022. 


8404110062 Forwards Amend 56 to License DPR-63 & safety evaluation. 
Amend revises Tech Spec administrative controls to 
accommodate increased St improved util onsite organi zat ion. 
HERMANN, R. A. Operating Reactors Branch 2. 84/03/20. RHODE, G. K. 

Niagara Mohawk Power Corp. 2pp. 24006:312. 24X 

Fiche: 50-220. 84/03/20. 8404110062. 


—8404110068 Amend 56 to License DPR-63. ref lecting rev to Tech Specs 
to accommodate increased St improved util onsite 
organ i zation. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/20. 13pp. 

24006:314. 24X Fiche: 50-220. 84/03/20. 84041 10062. 


— 8404110075 Safety evaluation supporting Amend 56 to License DPR-63. 

* Office of Nuclear Reactor Regulation, Director. 84/03/20. 2pp. 
24006:327. 24X Fi ch e ; 50-220. 84/03/20. 84041 10062. 


8404030415 Forwards application for amend to License DPR-63. revising 
Tech Spec Sections 3. 1. 5, 4. 1. 5 St 3. 2. 9 re automatic 
depressurization sys function S< overpressurization function 
of relief valves. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/03/21. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 22866:313. 24X 

Fiche: 50-220. 84/03/21, 8404030415. 


— 8404030421 Application for amend to License DPR-63. revising Tech Spec 
Sections 3. 1. 5, 4. 1. 5 St 3. 2. 9 re automatic depressurization 
sys function S< overpressur i zat ion function of relief valves. 

MANGAN. C.V. Niagara Mohawk Power Corp. 84/03/21. 2pp. 

22868: 314. 24X Fiche: 50-220. 04/03/21. 8404030415. 


— 8404030426 Proposed Tech Spec, revising Sections 3. 1. 5, 4. 1. 5 St 
3,2.9 re automatic depressurization sys function St 
overpressuriration function of relief valves. 

* Niagara Mohawk Power Corp. 84/03/21. 10pp. 22068:316. 24X 

Fiche: 50-220, 84/03/21 . 840403041 5. 


8404030114 Forwards revs for Pages 53 St 57-60 of offsite dose 
calculation manual, submitted w/840207 Itr. covering R values 
8t dose parameters for iodine. 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/03/27. VASSALLO. D. B. 
Operating Reactors Branch 2. 7pp. 22857:252. 24X 

Fiche: 50-220, 84/03/27. 8404030114. 


8404060315 Application to amend License DPR-63. consisting of revised 
pages to Tech Specs re triple low reactor water level 
setpoint change. Changes involve replacing 147. 1 inch 
indicator scale w/-10 inch indicator scale. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/04/02. VASSALLO, D. B. 
Operating Reactors Branch 2. 3pp. 22932: 192, 24X 

Fiche; 50-220, 84/04/02. 8404060315. 


— 8404060321 Revised pages to Tech Specs re triple low reactor water 
level setpo int, Changes involve replacing 147.1 inch 
indicator scale w/-10 inch indicator scale. 

Niagara Mohawk Power Corp. 84/04/02. 8pp, 22932; 175. 24.X 

Fiche: 50-220, 84/04/02. 8404060315. 


8404240503 Forwards trip rept of 840130-0203 visit to facility to 
observe INPO evaluation re radiation protection. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 
84/04/03. WILKINSON. E. P. Institute of Nuclear Power Operations. 
Ip. 24197:045. 24X Fi ch e : 50-220. 84/04/03, 8404240503. 


—8404110208 Trip rept of 840130-0203 site visit to observe IMPG 
evaluation process re radiation protection, Long-term purpose 
directed toward NRC decision on INPO ability to influence 
utils to improve radiation protection programs. 

MULLER. D. R. Assistant Director for Radiation Protection, 
84/03/20. MATTSON. R. J. Division of Systems Integration (post 
811005). 3pp. 24197:046. 24X Fi ch e; 50-220. 84/04/03. 8404240503. 


B404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs Zt holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Sve list end. 

EISENHUT. D. 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co, of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404230138 Notifies that three remaining motors need not be rewound, 
based on manufacturer data which indicates that acceptable 
voltage range is plus o" minus lOX of 550 to 600 volt range. 
MANGAN. C.V. Niagara Mohawk Power Corp. 84/04/12. VASSALLO, D. B, 
Operating Reactors Branch 2. Ip. 24152:334. 24X 

riche 5C--r2C). £4, '04/ 12, 8404230138. 


8404240452 Forwards application for amend to License DPR~63, c hang ing 
Tech Specs re diesel generator initiation, p er Generic Ltr 
83-19. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/04/13. VASSALLO. D. B. 
Operating Reactors Branch 2, Ip. 24180:060. 24X 

Fiche: 50-220, 84/04/13, 8404240452. 


— 8404240455 Application for amend to License DPR-63, chang ing Tech Specs 
re diesel generator initiation. 

MANGAN. C.V. Niagara Mohawk Power Corp. 84/04/16. 2pp. 

24180:061. 24X Fi che: 50-220. 84/04/13. 8404240452, 


— 0404240458 Proposed Tech Specs re diesel generator initiation, 

* Niagara Mohawk Power Corp. 84/04/13, 7pp. 24180:063, 24X 

Fiche: 50-220. 84/04/13, 8404240452. 


8404260304 Confirms areas discussed during 840410 meeting re util 
participation in integrated safety assessment program. 

Integrated assessment program has potential to bring order 
to licensing process. 

MANGAN. C. V. Niagara Mohawk Power Corp. 04/04/24. EISENHUT. D. 0. 
Division of Licensing. 2pp. 24205:059. 24X Fiche: 50-220, 84/04/24. 

8404260304. 


Q. Inspection reports. IE Bulletins *< correspondence 


8404030133 Discusses IE insps on 831001-31 ?< 1109-10 for Unit 1 
831107-19 28-1209 for Unit 2 it forwards notices of 

violation St proposed imposition of civil penalty. 

DEYOUNG. R, C. Director's Office. Office of Inspection and 
Enforcement. 84/03/20. DONLON, W. Niagara Mohawk Power Corp. 5pp. 
22888:107. 24X Fi c he: 50-220. 84/03/20. 8404030133. 
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— 8404030138 Notice of violation & proposed imposition of civil penalty 
in amount of $80. 000. Violation noted: isolation valve 
left open during power operations on 3/4-inch diameter test 
connection to torus water level instrumentation. 

DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement. 84/03/20. 3pp. 22888: 112. 24X 

Fiche: 50-220. 84/03/20, 8404030133. 


— 8404030142 Notice of violation & proposed imposition of civil penalty 
in amount of $100. 000. Vi olation noted: def icienc ies 
identified in util tt SS<W program for review Zt acceptance of 
radiographs & document control program. 

DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement. 84/03/20. 8pp. 22888: 115. 24X 

Fiche : 50-220, 84/03/20- 8404030133. 


— 8404030146 Order modifying 1 icense, effective immediately. to require 
submittal of plan for independent appraisal of site & 
corporate mgt within 60 days. 

DEYOUNG.R. C. Director's Office. Office of Inspection and 
Enforcement. 84/03/20. Niagara Mohawk Power Corp. 6pp. 

22888; 123. 24X Fiche; 50-220. 84/03/20, 8404030133. 


— 8404030150 Order requiring submittal of plan for review of const 
assessment team finding s. most recent SALP rept it licensee- 
identified deficiencies within 60 days. 

DEYOUNG.R. C. Director's Office, Office of Inspection and 
Enforcement. 84/03/20. Niagara Mohawk Power Corp. 10pp. 
22888:129. 24X Fi che: 50-220. 84/03/20. 8404030133. 


8402090047 IE Info Notice 84-05. Rev 1. "Exercise Frequency." Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response <Past 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche; 50-000. 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. SSpp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241, 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc, 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29. 8403140247. 


8403140259 IE Info Notice 84-24. "Physical Qual i f icati on of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

^.C^RDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i< Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche; 50-000, 84/04/05, 8403140263. 


8404190390 Forwards IE Insp Rept 50-220/84-03 on 840208-09 it 0301-02 No 
violations noted. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/04/05. 

RHODE. G.K. Niagara Mohawk Power Corp. 2pp. 24095:331. 24X 

Fiche: 50-220. 84/04/05, 8404190390. 


— 8404190393 IE Insp Rept 50-220/84-03 on 840208-09 & 0301-02. No 
violations noted. Major areas inspected; li censee radiological 
controls for installation of high density fuel racks in 
spent fuel pool. 

NIMITZ,R.L. . SHANBAKY,M. Region 1. Office of Director. 84/03/30. 
9pp, 24095:333. 24X Fiche: 50-220, 84/04/05, 8404190390. 


8404190272 Forwards IE Insp Rept 50-220/84-04 on 840221-23. No 
violatiohs noted. 

MARTIN, T. T, Division of Engineering ?c Technical Programs 84/04/06. 

RHODE, G. K. Niagara Mohawk Power Corp. 2pp. 24099:050. 24X 

Fiche; 50-220, 84/04/06. 8404190272, 


— 8404190273 IE Insp Rept 50-220/84-04 on 840221-23. No violations noted. 
Major areas inspected : mods to spent fuel storage racks. 

MCBREARTY, R, A. , RAVAL. J. H. , DURR, J. D. Region 1, Office of 
Director. 84/03/13. 5pp. 24099:052. 24X Fi c he: 50-220, 84/04/06, 

8404190272. 


8404230180 Notification of 840410 meeting w/util it MPR Assoc in 
Bethesda,MD to discuss insp results of it repair options for 
conceptual design requirement housings & stub tubes. 

HERMANN, R. A. Operating Reactors Branch 2. 84/04/06. VASSALLO, D. B . 

Operating Reactors Branch 2. 2pp. 24186:358, 24X 

Fiche: 50-220, 84/04/06, 8404230180. 


8404240222 Forwards IE Insp Rept 50-220/84-01 on 840124-25. No 
violations observed. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/04/10. 

RHODE. G. K. Niagara Mohawk Power Corp. 2pp. 24166:011. 24X 

Fiche: 50-220. 84/04/10. 8404240222. 


—8404240227 IE Insp Rept 50-220/84-01 on 840124-25. No violations 
identified. Major areas inspected: radwaste solidification & 
storage bldg. 

MANOLY.K. A. , DURR. J. P. Region 1. Office of Director. 84/03/22. 
5pp. 24166:013. 24X Fi c h e: 50-220. 84/04/ 10. 3404240222. 


9404190375 Ac k receipt of 840221 it 0320 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-220/83-26. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/11. 

RHODE. G. K. Niagara Mohawk Power Carp. Ip. 24095:323. 24X 

Fiche: 50-220, 84/04/ 1 1 . 8404190375. 


— 8404190381 Responds to NRC 840119 Itr re violations noted in IE Insp 
Rept 50-220/83-26. Cor rec tive actions: Proc edure RP-6, 

"Packaging it Transport of Radioactive Matl." revised to 
include specific activity it decay heat load documentations. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 84/02/21. MARTIN, T. T. 
Division of Engineering 8e Technical Programs. 3pp. 24095:324. 

24X Fiche: 50-220. 84/04/11, 8404190375. 


— 8404190387 Responds to NRC 840119 Itr re violations noted in IE Insp 
Rept 50-220/83-26. Corrective actions: Engineering Procedure 
EP-20 will be revised to include transport packages as item 
to be covered by QA program. 

LEMPGES Niagara Mohawk Power Corp. 84/03/20. MARTIN. T. T. 
Division of Engineering & Technical Programs. 4pp. 24095:327. 

24X Fiche; 50-220. 84/04/1 1. 8404190375. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc I. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi che: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16,8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. '* Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84—20, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

B9pp. 24163:292. 24X Fi ch e; 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29. "OE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000. 84/04/17. 8403140280. 


8404200321 Requests extension until 840504 for response to notice of 
violation & proposed imposition of civil penalties dtd 
840320 in order to develop ?< verify info. 

CONNER. T. B. Conner & Wetterhahn. 84/04/17. DEYOUNG.R. Director's 
Office. Office of Inspection and Enforcement. 2pp. 24116: 107. 24X 

Fiche: 50-220.84/04/17, 8404200321. 


8403140284 IE Info Notice 84—30, "Discrepancies in Recordkeeping it Matl 
Defects in Bahnson HVAC Units." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/10. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84—31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/10. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84—32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 
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8404200261 Grants 15-day extension to respond to notice of violation Se 
proposed imposition of civil p ena 1 t i eS( per 840417 request. 

DE YOUNG < R. C. Director's Office* Office of Inspection and 
Enforcement. 84/04/19. DONLON* W. Niagara Mohawk Power Corp. 2pp. 
24116:051. 24X Fi c h e : 50-220, 84/04/ 19* 8404200261. 


8404230041 Grants 840417 request for 15-day extension of time to 
respond to 840320 notice of violation & proposed 
imposition of civil p ena 1 t i es. Re lated correspondence. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. DSB 699. 84/04/19. DONLAN, W. Niagara Mohawk Power 

Corp. Ip. 24152:001. 24X Fi ch e : 50-220, 84/04/ 19, B404230041 . 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fi ch e : 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports ic related correspondence 


8404170075 Monthly operating rept for Mar 1984. W/84041 1 Itr. 

ROMAN, T. W. , LEMPGES, T. E. Niagara Mohawk Power Corp. 84/03/31. 6pp 
24053:060. 24X Fi c h e : 50-220, 84/03/31 , 8404 1 70075. 


S. Reportable occurrences, LERs related correspondence 


8404Q30270 LER 83-020/01 X-1 : on 830711, insp revealed that four 
containment spray test valves 80-40,80-41,80-44 80-45 may 

not meet seismic criteria due to installation of air 
operators w/o proper seismic analysis. W/840308 Itr. 

NEILD, R.C. , LEMPGES, T; E. Niagara Mohawk Power Corp. 84/03/08. 
MURLEY, T. E. Region 1, Office of Director. 3pp, 22872:238. 24X 

Fiche: 50-220, 84/03/08, 8404030270. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
& furnished to power generating facilities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J. P. Pacific Air Products Co, 84/03/28. Director's 
Office, Office of Inspection and Enforcement. 15pp. 24022: 164. 24X 

Fiche: 50-000, 84/03/28. 8404120307. 


8404260414 Part 21 rept re presence of thread-locking matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. G, General Electric Co. 84/04/13, DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fic he: 50-000, 04/04/13, 8404260414. 


9404250003 LER 84-001-00: on 840320, problems encountered w/operation & 
testing of GE Type AK circuit breakers, resu Iting in failure 
to trip 8</or premature trip on overcurrent, Caused by age 
induced grommet hardening. W/840419 Itr. 

RANDALL, R. 0. , LEMPGES, T. E. Niagara Mohawk Power Corp. 84/04/19. 
5pp. 24194:132. 24X Fi c h e ; 50-220, 84/04/ 19, 8404250003, 


V. Operator Examinations 


8404020019 Generic Ltr 04-05 to all power reactor licensees & 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


F. Security, medical, emergency &t fire protection plans 


8404050154 Forwards emergency plan review, Plan unacceptable due to 
failure to adequately address 10CFR50, App E requirements re 
organization St responsibi lities, emergency c lassif ication 
sys t/, emergency response. 

THOMAS, C, 0. Standard i zat ion St Special Projects Branch. 84/03/15. 
WALLACE, T. Lowell, Univ. of, Lowell, MA, 5pp. 22912:349. 24X 

Fiche: 50-223, 84/03/15, 8404050154. 


V, Operator Examinations 


8404160165 Generic Ltr 04-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list encl- 

EISENHUT, D. 0. Division -f Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37po. 24285:135. 24X Fiche: 50-000, 04/04/16, 

8404160165. 


k 


DOCKET 50-224 UNIV, OF CALIFORNIA RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D, G. Division of Licensing. 84/04/16, Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165, 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator & senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D, G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135. 24X Fi c he : 50-000, 84/04/16, 

8404160165, 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8404230018 Further response to FQIA request for documents re security 
violations St safeguards events at nuclear facilities. 

Forwards App A & B documents. Info withheld (ref FOIA 
Exemption 3). Zion plant meeting summary rept nonexistent. 

FELTON, J.M, Division of Rules and Records. 84/01/17. GDLDENBERG, G. 

Scr ipp s-Howard Newspapers. 4pp. 24183:238. 24X 

Fiche; 50-000, 84/01/17, 8404230018. 


— 8404230019 Forwards State of IL Dept of Nuclear Safety S10930 ltr re 
complaint from former employee of Burns, guard contractor at 
facility 8, 811019 response to Congressman Corcoran. Matter 
considered closed 

PHILLIP, G. A. Regions, Office of Director. 81/11/18 Region 3, 
Office of Director, 2pp. 24183:244. 24X Fiche: 50-000, 84/01/17, 

8404230018, 


— 8404230020 Responds to noncompliance noted in IE Insp Repts 
50-010/81-18,50-237/01-34 & 50-249/81-26. Corrective actions 
5; other info deleted. 

RAUSCH, T. J. Commonwealth Edison Co. 82/01/20. KEPPLER. J, G. 
Region 3, Office of Director. 4pp. 24183:249. 24X 

Fiche: 50-000, 84/01/17, 84042.30018. 


— 8404230021 Responds to 810930 ltr transmitting L Gretz ltr concerning 
security at facilities Ltr dtd 81 1019, re s pond ing to L Gretz 
inquiry, encl. 

WARNICK, R. F, Regions, Office of Director. 81/11/18. CARSTENS, L. 

Illinois, State of. Dept. Nuc, Safety (formerly Dept, Public 
Health). Ip. 24183:246. 24X Fiche: 50-000, 84/01/17, 8404230018, 


— 8404230023 Comments on util 820317 ltr re vital area searches. Response 
accepted. 

MCCORKLE, G, W, Power Reactor Safeguards 1.. f-crsing If’^anch. 

83/02/08 MILLER, U.R. Region 3, Office c- i;::'eL-T Ip. 

24184:123. 24X F i ch e : 50-000, 84/01 /1 7, 8404230018. 


— 0404230025 Responds to 810925 request for info to use in response to 
L Gretz concerns re facility guard forces. Concerns involve 
security force training programs & labor/mgt relations. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
81/10/19. CORCORAN, T, House of Rep. 2pp, 24183:247. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230026 Concurs w/findings in 811209 memo re deficiency in response 
procedures. Request for appropriate plan rev forwarded to NRR 
for transmittal to util. 

MCCORKLE, G. W, Physical Security Licensing Branch. 81/12/31. 

OREGER, L. R, Technical Inspection Branch. Ip. 24184:124. 24X 

Fiche: 50-000, 84/01/17, 8404230018, 


-0404230032 Comments on recent security insp re adequacy of util 
response procedures for vital area intrusion alarms. 

Procedures do not meet 10CFR73. 55(h) (4) requirements, Info 
deleted. 

OREGER, L.R, Technical Inspection Branch. 01/12/09. MCCORKLE, G. W. 

Power Reactor Safeguards Licensing Branch. 2pp. 24184:125. 24X 

Fiche: 50-000, 84/01/17, 8404230010. 
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— 8404230035 Discusses 810822 memo re vital area access. Indications of 
improper security practices nonexistent, Examples imply 
regulatory def i c i ency . Insp efforts should be directed toward 
improper application of security measures. 

MCCORKLEt G, W. Physical Security Licensing Branch. 81/12/07, 

BROWN/ W, B. Physical Security Section, Ip. 24184:076. 24X 

Fiche: SO-000, 84/01/17. 8404230018, 


.ua.ds .0. open cp»„„f 

GRABQVACi E. A. Bums In ternat i nn.* i Ccli- - j. m 
77 / 11 / 09 . MANONE. x 7 . V. Commonwealth Edi^nn 

24X Fiche: 50-000/ 84/01/17,8404230018. ^ 


308. 


— 8404230037 Summariies 811208 telcan w/B Saunders re failure to repair 
uninterruptible ac electric power sys inverter ays until 
after 820101/ Burns guard force morale 8< rumors of Local 73 
strike vote, 

PIRTLE/G. Region 3/ Chicago. Office of the Director (81/03/01). 
81/12/15. Region 3. Chicago. Office of the Director (81/03/01) 
2pp. 24184:127, 24X Fiche : 50-000. 84/01/ 17. 8404230018, 


-840423008S Ac k receipt of 820112 It-r 
evaluation nosult/ in^^esponia 

50-0,0/81-11. 

84/01/17.8404230018. ^4184,089. 24. Fiche: 50-000, 


— 8404230038 Forwards Region III 810028 evaluation memo re commitment to 
restrict vital area access. Commitment not defined as 
suggested in IE Bulletin 79'"16. 

BUBH.L.L. Physical Security Section. 81/09/11. HCCORKLE, G, W. 
Physical Security Section. 2pp. 24184:077. 24X 

Fiche: 50-000. 84/01/17, 04042300 10. 


— 8404230042 Discusses security insp r® unlimited access to vital areas. 
Inspec^rrs required to verify that access to vital areas 
liffliteo to authorized individuals, 

CREED, v),R. Region 3, Office of Director, 81/08/28. BUSH. L. L. 
Physical Security Section, 2pp. 24184:079, 24X 

Fiche: 50-000.84/01/17, 8404230018, 


— 8404230044 Notice of violation from insp on 011102-06. Info deleted, 
a- Division of Engineering IS< Technical Inspection, 01/12/22, Ip, 
24184:140, 24X Fiche; 50-000, 04/01 /17, 8404230010. 


— 8404230045 Summarizes 821020 insp re four security guards suspended for 
drug use, Insp involved interviewing guards r@ illegal drug 
use by guards ?« personnel Results listed. Info deleted, 

MADEDA. T J. Region 3. Office of Director, 82/11/05. Region 3. 
Office of Director, app, 24104.005, 24X Fiche: SO-000, 84/01/17, 

8404230018, 


—8404230047 IE Insp Repts 50-010/81 -18, 50-237/01-34 S< 50-249/81-26 on 
ai 1 102-06. Violation noted ; security records not retained for 
required time period ^ data required by security plan not 
entered on computer sys. 

CHRISTOFFER. G, Region 3. Chicago. Office of the Director 
(81/03/01), 81/12/10, 20pp, 24184:141, 24X 

Fiche; 50-000. 84/01/17.8404230018, 


— 8404230049 Ack receipt of B20823 Itr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 50-010/81-22, 

50-237/8 1" 40 ?< 50-249/81-33, Overa 11 integrity of security 
not questioned, 

KEPFLEH.J, (S Region 3. Office of Director, 02/09/08, REED.C. 
Commonwealth Edison Co, 2pp. 24184:063, 24X 

Fiche: 50-000,04/01/17,8404230018. 


— 0404230051 Notice of violation from insp on B21 115-19 

MILLER. J.R, Region 3, Office of Director. 82/12/20, Ip, 
24104:163, 24X Fi Che: S0~000, 84/01/17, 0404230010. 


—8404230060 Responds to violations noted in IE Insp Repts 50-010/81-22, 
50-237/01-40 X( 50-249/81-33. Corrective actions: 
implementation of App B to sicurity plan began in Feb 1901 
guard training to be completed in Ftb 1903. Info deleted. 

DELGFOROE, L, 0, Commonwealth Edison Co. 82/08/23. KERPLER.V. G, 
Region 3, Office of Director. 3pp. 24184:065. 24X 

Fiche; 50-000, 04/01/17, 84042300 1 S , 


— 8404230067 Forwards rept of investigation identifying 
misrepresentation® by Burns Inti Security Svcs, Inc 
concerning firearms quil if icition requa 1 1 f icati ons of 
contract security guerdr. W/o rapt. 

CUliMINQB, J. J. Qfficn of Inispector Auditor, 78/12/04. 
RICHARD, M.M. Vutttici, Dept, of 9pp. 24184:226. 24X 

Fiche: 50-000, 84/01/17, 0404230019, 


•0404230074 Responds to 740319 requist for description of proposed 
industrial security p lam, Provision of «rmed guards 
implemented. Other portions of plan will bt implemented in 
Cunt 1974, except for listed sections. 

ABEL. V. 8. Commonwealth Edison Co 74/08/06. ZIEMANN, D. L, Atomic 
Energy Commission, Oirertorato of L.icensing. lOpp, 24104:290. 

24X Fiche; 50-000, 84/01/17, 8404230010. 


--04O423OO7S Discusses recent security insp re unlimited access to vital 
areas. Inspectors required to verify that access to vital 
areas limited to authorized individuals 

CREED, JR Safeguards 01/08/88. BUSH. L L, Physical Security 
Section. 2pp. 24104,087. a4X Fiche; 50-000, 84/01 /17, 0404230010. 


-B4042300sa Discusses question raised in 780424-0523 
falsification of vital area door checks & firearms 


vestigafcion re 


'-wwA uuor cneCXS rsnajiT^mc 

auaU|ication records guard contractor personnel. Burns 
Inti Security Svc awareness of NRC audit Questioned 
70 / 10 / 27 ' p' Office of the Director. 

Id ^^24184- 318^' ^ ® ® Director, 

ip. 24184.318. c4-X F 1 c he ; 50-000. 84/01/ 1 7, 8404230010. 

-8404230009 Supp is response to S10B24 Itr re cental alarm sta+-ion 
identified in IE Insp Repts 50-010/81-11, 
50-237/81-22 & 50-249/81-16. Info delete! 

82/01/12. KEPPLER.J. G. 

Region 3, Office of Director. 3pp. 24184 090 24X 

Fiche; 50-000. 84/01 / I 7. S40423001S. 


— s.w,*wy f tr » 1 . 1 Q oit; 1 on nepTs 00 — 010 / 78 - 13 . 

contract guard svc personnel. 

? guard svc personnel aware of being sufaj 

to NRC audit provided. ’ 

n ! Chicago, Office of the Director. 78/11/03. 

ABSTON, 0. 0. Office of Inspector St Auditor. App. 24184-319 24X 

Fiche; 50-000, 84/01 /17, 84042300 1 8. • w v. 


-8404230095 Acks receipt of 811203 Itr informing NRC of progress in 
resolving guard forces situation described in IE Insp Repts 
50-010/81-11.50-237/81-22 & 50-249/81-16. Matter will be 
reviewed during subsequent insp. 

NOREL lUS, C. E. Division of Engineering & Technical Inspection. 
81/12/11. REED.C. Commonwealth Edison Co Ip 24184-093 

Fiche: 50-000,84/01/17, 84042300 1 8. 


24X 


•8404230103 Updates response to IE Insp Repts 50-010/81-11.50-237/81-22 
S' 50-249/81-16. Correc tive act ions : 1-day seminar, "Managing 
Yourself:Key to Personal Effectiveness," initiated & Burns 
improving communi cation w/guards. Info deleted. 

RAUSCH, T.J, Commonwealth Edison Co. 81/12/03. KEPPLER, J. G. 

Region 3, Chicago, Office of the Director (81/03/01). 4pp 
24184:094. 24X F i c h e : 50-000, 84/01 /17, 8404230018. 


— 8404230106 Responds to concerns identified in IE Insp Repts 

50-010/01 — 11,50—237/81—22 St 50— 249/81 — 16. Corrective actions: 
Burns initiated improved communications w/guard force. Info 
del eted. 

.OELGEOR{?E, L. 0. Commonwealth Edison Co. 81/10/05. KEPPLER, J. G. 
Region 3, Chicago, Office of the Director (81/03/01). 5pp. 
24184:099. 24X F i c h e : 50-000, 84/01 / 1 7, 840423001 *9. 


— 8404230116 Notice of violation from investigation on 81 1217-820406. Inf o 
del eted. 

KEPPLER, J. G. Region 3, Office of Director. 82/07/26. 4p p 
24184:001. 24X F i c h e : 50-000. 84/01 / 1 7, 840423001 8. 


8404030400 Forwards Rev 14 to security plan. Rev addresses NRC comments 
on Rev 12. Rev wi thh e Id (ref 10CFR73. 21). 

FARRAR, D. L. Commonwealth Edison Co. 04/02/16. KEPPLER Region 3, 
Office of Director. Ip. 22868:299. 24X F ic he: 50-237. 84/02/16. 

8404030400, 


0404270286 Public version of Itr req.uest;ing that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
withheld from PDR as well as LPDR. W/JM Felton S40419 
release memo. 

GOLDEN, J.C. Commonwealth Edison Co. 84/03/06. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24229:331. 24X 

Fiche: SO-000, 84/03/06, 8404270286. 


— 8404270300 Public version of Rev O to generating station emergency 
plan telephone directory. 

MOORE, D. D. , GOLDEN, U.C. Commonwealth Edison Co. 84/02/29. 73pp. 

24229:332. 24X Fi che: 50-000, 84/03/06. 8404270286. 


0404030364 Forwards suppl to detailed control room design program plan, 
including qualifications of review team personnel, per 830913 
Itr *« Suppl 1 to NUREG-0737. Core team comprised of util & 

ARD Corp personnel. 

RYBAK, B. Commonwealth Edison Co. 84/03/21, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 30pp. 22871:210. 24X 

Fiche; 50-237, 84/03/21, 8404030364. 
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8404060168 Forwards IE Insp Repts 50-010/84-04, 50-237/84-05 8- 
50-249/84-04 on 840227-0302. No noncompliance or deviations 
identified, 

PAPERIELLO. C. J. Region 3, Office of Director. 84/03/22. REED, C. 
Commonuealth Edison Co. 2pp. 22927:001. 24X Fi che : 50-010, 84/03/22, 

8404060168. 


—8404060177 IE Insp Repts 50-010/84-04,50-237/84-05 & 50-249/84-04 on 
840227-0302. No noncompliance noted. Major areas inspected: 
emergency preparedness program, including licensee actions on 
previously identified items 8< emergency detection. 

PLOSKI,T. , PHILLIPS, M. Region 3, Office of Director. 84/03/22. 
14pp. 22927:003. 24X Fiche: 50-010, 84/03/22, 8404060168. 


8404040169 Forwards exercise repts for LaSalle St Dresden offsite 
radiological emergency preparedness exercises conducted 
820414-15 8t 0629-30, respectively. 

KRIMM, R.W. Federal Emergency Management Agency, 84/03/26. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 2pp. 22883:122. 24X Fiche: 50-000, 84/03/26, 

8404040169. 


— 8404040175 Evaluation of State of IL, Orundy County , Kendal 1 County St 
Will County small-scale joint emergency preparedness 
exercise plan, final rept, 

# Federal Emergency Management Agency. 82/07/30. 71pp. 

22883:192. 24X Fiche: 50-000, 84/03/26, 8404040169. 


8404090342 Forwards updated scheduler exemption request to reflect 
completion of certain items & extensions of dates re App R 
fire protection mods. 

RYBAK, B. Commonwealth Edison Co. 84/03/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 22941:316. 24X 

Fiche: 50-000, 84/03/30, 8404090342. 


8404060129 Forwards schedule of corrective actions submitted by State 
of IL for deficiencies noted in final rept for offsite 
radiological emergency preparedness exercise conducted on 
830914. Schedule of corrective actions adequate. 

KRIMM, R.W. Federal Emergency Management Agency. 84/04/02. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 16pp. 22920:112, 24X Fiche : 50-010, 

84/04/02, 8404060129. 


8404100232 Requests exemption from participat ion by Grundy County, IL at 
840605 & 1985 emergency preparedness exerc i ses. Orundy County 
will participate in Braidwood full-scale exercise in 1985. 

FARRAR, D. L. Commonwealth Edison Co. 84/04/05. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 22960:238. 24X 

Fiche; 50-010, 84/04/05, 8404100232. 


8404120100 Requests exemption for Grundy County, IL from 10CFR50,App E, 
Section IV. F. 1 requirement re annual emergency preparedness 
exercise for all appropriate state & local govt agencies. 

Exercise in 1983 sufficient. 

FARRAR, D. L, Commonwealth Edison Co. 84/04/05. DENTON, H, R, Office 
of Nuclear Reactor Regulation, Director. 8pp. 24023; 183. 24X 

Fiche; 50-010, 84/04/05, 8404120100. 


8404130298 Ack receipt of util 840316 scope 8< objectives for emergency 
exercise scheduled for 840605, Ob jectives acceptable. 

PAPERIELLO, C, J. Region 3, Office of Director. 84/04/09. REED, C. 
Commonuealth Edison Co. Ip, 24028:141. 24X Fiche; 50-237, 84/04/09, 

8404130298. 


— 8404130302 Forwards objectives &« scope of participation proposed for 
emergency exercise scheduled for 840605. 

SEXTON, P.F, Commonuealth Edison Co. 84/03/16. H1ND,J. Division 
of Emergency Preparedness ?k Operational Support. 4pp. 24028:142. 
24)( Fiche: 50-237, 84/04/09, 8404130298. 


8404260126 Forwards IE Insp Repts 50-010/84-02,50-237/84-03 & 
50-249/84-02 on 840120-0326 8< notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 04/04/11. REED, C. 
Commonwealth Edison Co. 2pp. 24205:222. 24X Fiche: 50-010, 84/04/11, 

8404260126. 


— 8404260145 IE Insp Repts 50-010/84-02,50-237/84-03 8< 50-249/84-02 on 
840120-0326. Violations no ted : f a i 1 ure to follow procedures 
to protect saf ety-related equipment from possible missile 
damage & to adhere to radiation protection stds. 

TONGUE, T.M., CHR ISSOTIMOS, N. Region 3, Office of Director. 
84/04/10. 28pp, 24205:226. 24X Fiche: 50-010, 84/04/11, 8404260126, 


8404260104 Requests assistance in conducting review of util B40405 
request for exemption from 10CFR50, App E requirements re 
annual emergency preparedness t xerc ise. SALP input should be 
included in evaluation. Comp letion requested by 840427. 

EISENHUT, D, 0. Division of Licensing. 84/04/23. NORELlUS, C. E. 
Division of Project Resident Programs, 8pp. 24208:254. 24X 

Fiche: 50-010, 84/04/23, 8404260104. 


P. Operating license stage documents & correspondence 


8404100239 Corrected notification of contract execution: "Dresden & 
Perry Simulator Leasing" awarded to GE. 

JESSUP, B. Technical Assistance Contracts Branch, FIN B-8713. 
84/02/17. HAVINS, Q. H. Director's Office, Office of Inspection and 
Enforcement. Ip. 22982:362. 24X Fiche: 50-000. 84/02/17, 8404100289. 


8404120391 Forwards NRC correspondence re facility & NUREG-0S23, 
"Integrated Plant Safety Assessment," SEP Topic III. 5. A, 

"Pipe Breaks Inside Containment. " 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/03/28. KUNAR 

United Kingdom. 6pp. 24034:252. 24X Fich e: 50-237. 84/03/28, 

8404120391. 


8404090269 Forwards responses to 840214 request for addl info re Mark I 
containment plant-unique analysis repts. 

RYBAK, B. Commonwealth Edison Co. 84/03/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22943: 111. 24X 

Fiche: 50-000, 84/03/29, 8404090269. 


— 8404090273 Rev 0 to "Mark I Plant-Unique Analysis Rept, Response to NRC 
Questions, " 

MCCLEAN, N. A. , MC INNES, I . D. , BUCHHOLZ, R. H. NUTECH Engineers, Inc. 
COM-02-673 ROO. 84/03/26. 14pp. 22943: 113. 24X 

Fiche: 50-000, 84/03/29, 8404090269. 


— 8404090278 Rev 0 to "Mark I Plant-Unique Analysis Rept, Response to NRC 
Questions, " 

MCCLEAN, N, A. , BUCHHOLZ, R. H. , MCINNES, I.D. NUTECH Engineers, Inc. 
COM-02-674 ROO. 84/03/26. 14pp. 22943: 127. 24X 

Fiche: 50-000, 84/03/29, 8404090269. 


8404090002 Forwards final resolution of SER 8,. technical evaluation rept 
open items re environ qualification of safety-related 
electric equipment. Inc 1 us ion of listed equipment will be 
reevaluated per respective schedules. 

RYBAK, B. Commonwealth Edison Co. 84/03/30, DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 45pp. 22939:105. 24X 

Fiche: 50-237, 84/03/30, 8404090002. 


8404090268 Forwards status on completion of licensee commitments re 
post-TMI related issues, Gener ic Ltrs 85-05 8< 82-10 8( 

NUREG-0737, Items II. F. 1. (2>, II. F. 1. (6) & II. D. 3. 4. 

RYBAK, B. Commonwealth Edison Co. 84/03/30, DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 22943; 149. 24X 

Fiche: 50-000, 84/03/30, 8404090268. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs •?< holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list end. 

EISENHUT, D. 0, Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404120136 Forwards updated schedule for ongoing environ qualification 
testing programs, per 810528 commitment. 

BARNES, P. L. Commonwealth Edison Co. 84/04/04. KEPPLER, J. G. Region 
3, Office of Director. 11pp. 24011:354. 24X Fi ch e : 50-000, 84/04/04, 
0404120136, 


8404160044 Forwards safety evaluation of BWR Owners Group response to 
NUREQ-0737, Item ILK. 3. 16, "Reduction of Challenges ^ 

Failures of Relief Valves - Feasibility Study ?< Sys Mod." 

Requests update of response to item within 60 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/11. FARRAR, D. L. 

Commonwealth Edison Co. 13pp. 24043:263. 24X Fic he: 50-237, 

84/04/11, 8404160044. 


8404180203 Responds to 821110 request for establishment of d# minimis 
levels for release of slightly contaminated matls. Request 
denied since provisions for generic release of small 
quantities of radioactive matls not developed, 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/13. FARRAR, D. L. 

Commonwealth Edison Co, 8pp. 24077:216. 24X Fiche: 50-000, 84/04/13. 

8404180203. 


Q. Inspection reports, IE Bulletins 8< correspondence 


8404230018 Further response to FOIA request for documents re security 
violations & safeguards events at nuclear facilities. 

Forwards App A 8< B documents. Info withheld (ref FOIA 
Exemption 3), Zion plant meeting summary rept nonexistent. 

FELTON, J.M. Division of Rules and Records. 84/01/17, GOLOENBERG, 0, 
Scripps-Howard Newspapers. 4pp. 24183:238. 24X 

Fiche: 50-000, 84/01/17, 840,^230018. 
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— 8404230020 Responds to none omp 1 iancs noted in IE Insp Repts 

50-010/81-18, 5G-237/81--34 S< 50-249/81-26. Corrective actions 
S’, other info deleted, 

RAUSCH. T. J. Commoniuealth Edison Co. 82/01/20. KEPPLER, J. G. 
Region 3, Office of Director. 4pp. 24183:249. 24X 

Fiche: 50-000, 84/01/17,8404230018. 


— 8404230032 Comments on recent security insp re adequacy of util 
response procedures for vital area intrusion alarms. 

Procedures do not meet 10CFR73. 55( h ) (4) requirements. Info 
deleted. 

OREGER.L. R. Technical Inspection Branch. 81/12/09, MCCCRKLE. G. W. 

Pou.'er Reactor Safeguards Licensing Branch. 2pp. 24134:125, 24X 

Fiche: 50-000, 84/01/17. 8404230018. 


— 8404230042 Discusses security insp re unlimited access to vital areas. 
Inspectors required to verify that access to vital areas 
limited to authorized individuals, 

CREED, J.R, Region 3, Office of Director. 81/08/28. BUSH. L. L. 
Physical Security Section. 2pp. 24184 079. 24X 

Fiche: 50-000, 84/01/17. 8404230018, 


— 8404230044 Notice of violation from insp on 81 1 102-06. Inf o deleted 

Division of Engineering & Technical Inspection. 81/12/22. Ip. 
24184:140, 24X Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230045 Summarizes 821028 insp re four security guards suspended for 
drug use Insp involved interviewing guards re illegal drug 
use by guards p er sonnel , Resu 1 ts listed. Info deleted. 

MADEOA, T. J. Region 3, Office of Director. 82/11/05. Region 3, 
Office of Director. 2pp, 24184:085. 24X Fi c he ; 50-000, 84/01 /17, 

8404230018. 


— S404230047 IE Insp Repts 50-010/81-18,50-237/81-34 «< 50-249/81-26 on 
811102-06. Violation noted : security records not retained for 
required time period S- data required by security plan not 
entered on computer sys. 

CHRISTOFFER.G- , PIRTLE, G. L. Oo-ior 3. Chicago. Office of the 
Director (81/03/01). CREED, J P Ca '-ey a r d s 81/12/10. 20pp. 

24184:141, 24X Fiche: 50-000, 84/01/17, 8404230018, 


— 8404230049 Ack receipt of B20B23 Itr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 50-010/81-22, 
50-237/81-40 & 50-249/81-33 Overall integrity of security 
not questioned 

f^EPPLER, J. G. Region 3, Office of Director. 82/09/08. REED, C. 
Commonwealth Edison Co, 2pp. 24184:063. 24X 

Fiche: 50-000, 84/01/17, 8404230018, 


— 8404230051 Notice of violation from insp on 821115-19. 

MILLER. J.R. Regions, Office of Director. 82/12/20. Ip. 
24184:163. 24X Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230060 Responds to violations noted in IE Insp Repts 50-010/81-22, 
50-237/81-40 •!- 50-249/81-33, Corrective actions: 
implementation of App C tc cr.:-'-:*:' plan began i*n Feb 1981 t 
guard training to be I ‘■•ce- -- rt.-b 1903. Info deleted. 

DELOEDRGE, L. 0. Commonwealth Edison Co. 82/08/23. KEPPLER.J.G. 
Region 3, Office of Director. 3pp. 24184:065. 24X 

Fiche; 50-000, 84/01/17. 8404230018, 


— 8404230067 Forwards rept of investigation identifying 
misrepresentations by Burns Inti Security Sves, Inc 
concerning firearms qua 1 i f i cat i on ?< requalifications of 
contract security guards. W/o rept. 

CUMMINGS, J. J. Office of Inspector S< Auditor, 78/12/04. 
RICHARD, M.M, Justice, Dept, of, 9pp 24184:226, 24X 

Fiche: 50-000, 84/01/17, S40423001S. 


— 8404230075 Discusses recent security insp re unlimited access to vital 
areas, Inspectors required to verify that access to vital 
areas limited to authorized individuals. 

CREED, J.R. Safeguards, 81/00/28. BUSH, L. L. Physical Security 
Section. 2pp. 24184:087. 24X Fiche: 50-000, 84/01/17. 8404230018. 


— 8404230085 Ack receipt of 820112 Itr informing NRC of technical 
evaluation results in response to central alarm station 
vulnerability identified in IE Insp Repts 50-010/81-11, 
50-237/81-22 & 50-249/81-16. 

NORELIUS, C. E. Division of Engineering. 82/02/03. REED.C, 
Commonwealth Edison Co. Ip, 24184:089, 24X Fiche: 50-000, 

84/01/17, 8404230018, 


— 8404230080 Discusses question raised in 780424-0523 investigation re 
falsification of vital area door checks S< firearms 
qualif ication records by guard contractor personnel. Burns 
Inti Security Sve awareness of NRC audit questioned. 

BELANGER, J. L. Region 3, Chicago, Office of the Director. 

78/10/27. HIND, J, A. Region 3, Chicago, Office of the Director. 

Ip. 24184:318. 24X Fiche; 50-000, 84/01/17, 8404230010. 


— 8404230089 Suppls response to 810824 Itr re central alarm station 
vulnerability identified in IE Insp Repts 50-010/Bl-l 1 , 
50-237/81-22 & 50-249/81-16. Info deleted. 

RAUSCH, T. J. Commonwealth Edison Co. 82/01/12, KEPPLER, J. G. 
Region 3, Office of Director. 3pp. 24184:090. 24X 

Fiche; 50-000, 84/01/17, 8404230018. 


— 8404230093 Discusses Security Investigation Repts 50-010/78-13, 
50-237/78-11 & 50-249/78-12 re contract guard sve personnel. 
Substantiation that guard sve personnel aware of being sub j 
to NRC audit provided. 

KEPPLER.J.G. Region 3, Chicago, Office of the Director. 78/11/03. 

ABSTON, 0. G. Office of Inspector & Auditor. 4pp. 24184:319. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230095 Acks receipt of 811203 Itr informing NRC Nof progress in 
resolving guard forces situation described in IE Insp Repts 
50-010/81-11,50-237/81-22 & 50-249/81-16. Matter will be 
reviewed during subsequent insp. 

NORELIUS, C. E. Division of Engineering ?< Technical Inspection. 
81/12/11. REED.C. Commonuieal th Edison Co. Ip. 24184:093. 24X 

Fiche; 50-000,84/01/17, 8404230018. 


— 8404230103 Updates response to IE Insp Repts 50-010/81—11,50-237/81-22 
St 50-249/81-16. Correct ive ac ti ons; 1-day seminar, "Managing 
Yourself; Key to Personal Effectiveness," initiated 8< Borns 
improving communication w/g uar ds. Inf o deleted. 

RAUSCH, T. J. Commonwealth Edison Co. 81/12/03. KEPPLER, J. G. 

Region 3, Chicago, Office of the Director (81/03/01). 4pp. 

24184:094. 24X Fi che; 50-000, 84/01/17. 8404230018. 


— 8404230106 Responds to concerns identified in IE Insp Repts 

50-010/81-11,50-237/81-22 & 50-249/81-16. Correc t ive actions: 
Burns initiated improved c ommunications w/guard force. Info 
deleted. 

DELGEORGE, L. 0. Commonwealth Edison Co. 81/10/05. KEPPLER, J. G. 
Region 3, Chicago, Office of the Director (81/03/01). 5pp. 
24184:099. 24X Fi c h e : 50-000, 84/01/17, 8404230018. 


— 8404230116 Notice of violation from investigation on 81 121 7-820406. Inf o 
deleted. 

KEPPLER.J.G, Region 3, Office of Director, 82/07/26. 4pp. 

24183:355. 24X Fi che: 50-000, 84/01/17, 8404230018. 


8404060168 Forwards IE Insp Repts 50-010/84-04,50-237/84-05 
50-249/84-04 on 840227-0302. No noncompliance or deviations 
identified. 

PAPER lELLO, C. J. Region 3, Office of Director. 84/03/22. REED, C. 
Commonwealth Edison Co. 2pp. 22927:001. 24X Fiche: 50-010, 84/03/22, 

8404060168. 


— 8404060177 IE Insp Repts 50-010/84-04,50-237/84-05 St 50-249/84-04 on 
840227-0302. No noncompliance noted. Major areas inspected: 
emergency preparedness program, including licensee actions on 
previously identified items & emergency detection, 

PLOSKI.T. , OLOERSON, W. , CHRISTOFFER, G. Region 3, Office of 
Director. 84/03/22. 14pp. 22927: 003, 24X Fi ch e : 50-010, 84/03/22. 

8404060168. 


8404020124 Ack receipt of 840302 Itr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 50-010/83-22, 
50-237/83-32 Sc 50-249/83-30. 

SHAFER. W. D. Region 3, Office of Director. 84/03/26. REED.C. 
Commonwealth Edison Co. Ip. 22838:207. 24X Fiche: 50-010, 84/03/26. 

8404020124 


— 8404020128 Responds to NRC 840201 Itr re noncompliance noted in IE Insp 
Repts 50-010/83-22,50-237/83-32 «< 50-249/83-30. Corrective 
actions: locked valve surveillance performed quarterly. Valves 
will be tagged to indicate position valve locked. 

FARRAR, D.L. Commonwealth Edison Co. 84/03/02. KEPPLER.J.G. 

Region 3, Office of Director. 6pp. 22938:208. 24X 

Fiche: 50-010, 84/03/26, 8404020124. 


8404030336 Remits fee for civil penalty imposed in connection 
w/c ircumstances surrounding torus vacuum breakers, in 
response to RC DeYoung 840323 Itr. 

REED.C. Commonwealth Edison Co. 84/03/26. Director's Office, 
Office of Inspection and Enforcement. Ip. 22872:139. 24X 

Fiche: 50-237, 84/03/26, 0404030336. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Sve list 
end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Sve list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 85pp. 22892.145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 
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8403140247 IE Info Notice 84-22. "Deficiency in CQMSIP. Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fi che : 50-000, 84/03/29. 8403140247. 


8404090397 Requests change in commitment date to 840601 for item of 
noncompliance in IE Insp Repts 50-010/83-19.50-237/83-29 
50-249/83-27. Improvements required in computer program 
changes to ARPM gain adjustment factors. 

FARRAR. D. L. Commonwealth Edison Co. 84/03/30. KEPPLER.J. G. Region 
3, Office of Director. Ip. 22940:254. 24X Fi che : 50-010. 84/03/30, 

8404090397. 


8404100239 Forwards response to IE Bulletin 83-08. "Electrical Circuit 
Breakers W/Undervol tage Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Subj 
breakers not used at facilities. 

BARNES. P. L. Commonwealth Edison Co. 84/04/04. KEPPLER.J. 6. Region 
3, Office of Director. 3pp. 22960:189. 24X Fiche: 50-000. 84/04/04, 

8404100239. 


8403140259 IE Info Notice 84-24. "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000. 84/04/05. 9403140259. 


8403140263 IE Info Notice 84-23. "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp. 24066:164. 24X Fiche: 50-000. 84/04/05. 8403140263. 


8404240339 Forwards IE Insp Repts 50-010/83-21.50-237/83-31 
50-249/83-29 on 831025-840323. No noncompliance noted. 

LITTLE. W.S. Region 3. Office of Director. 84/04/10. REED, C. 

Commonwealth Edison Co. 2pp. 24179:252. 24X Fiche; 50-010, B4/04/10, 

8404240339. 


—8404240361 IE Insp Repts 50-010/83-21i 50-237/93-31 50-249/83-29 on 

831025-840323, No noncompliance or deviations noted. Major 
areas inspected : inservice insp activities . IE bulletins, 
previous insp findings ?< meetings at EPRI-NDE Ctr. 

WARD. K. D. . CILIMBERO. R. L. . DANIELSON, D. H. Region 3. Office of 
Director. 84/04/06. 27pp. 24179:254. 24X Fiche: 50-010. 84/04/10, 

8404240339. 


8404260126 Forwards IE Insp Repts 50-010/84-02,50-237/84-03 «< 
50-249/84-02 on 840120-0326 notice of violation. 

SHAFER. W.D. Region 3. Office of Director. 84/04/11. REED. C. 
Commonwealth Edison Co. 2pp. 24205:222. 24X Fiche: 50-010, 84/04/1 1. 

840^260126. 


— 8404260132 Notice of violation from insp on 840120-0326. 

SHAFER, W.D. Region 3, Office of Director. 84/04/11. 2pp. 
24205:224. 24X Fiche: 50-010. 84/04/11, 8404260126. 


—8404260145 IE Insp Repts 50-010/84-02.50-237/84-03 50-249/84-02 on 

840120-0326. Violations noted: failure to follow procedures 
to protect safety-related equipment from possible missile 
damage & to adhere to radiation protection stds. 

TONGUE, T.M.. STASEK. S. . ANDERSON. C. D. Region 3, Office of 
Director. 84/04/10. 28pp. 24205:226. 24X Fiche; 50-010. 84/04/1 1. 

8404260126. 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofc re util regulatory improvement 
program. Meeting notice encl. 

NORELIUS, C. E. Region 3, Office of Director. 84/04/13. REED. C. 
Commonwealth Edison Co. 3pp. 24095:320, 24X Fiche: 50-000. 84/04/13. 

8404190397. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees, " Svc list 
encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 04/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees," Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

il4pp. 24X Fiche: 50-000. 04/04/16, 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

a6pp. 24163:205. 24X Fi che: 50-000, 84/04/1 7. 0403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 34/04/17. Consolidated Edison Co. of New York, Inc. 

e9pp. 24163:292. 24X Fiche; 50-000, 84/04/17. 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fiche: 50-000. 84/04/ 17, 8403140280. 


8404240374 Forwards response to GE SIL 402 re containment inerting sys 
SIL generated due to recent event, resulting in large crack 
in torus vent header at another operating p lant. Possibi lity 
of similar event highly unlikely. 

RYBAK, B. Commonwealth Edison Co. 84/04/17. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 3pp. 24168:359. 24X 

Fiche: 50-237, 84/04/17. 8404240374. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. It7pp. 24188:001. 24X Fiche ; 50-000, 84/04/ 18. 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8c Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche : 50-000, 84/04/ 18, 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger 8< Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche : 50-000. 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fiche; 50-000, 84/04/20, 8404160130. 


8404300155 Grants relief from ASHE Code requirements re inservice insp, 
based on util 821210 submi ttal. Exam requirements determined 
to be impractical to perform during 820301-920301 insp 
interval. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/26. FARRAR, D. L. 

Com.Tionwealth Edison Co, 2pp, 24225:005. 24X Fi che: 50-237, 84/04/26. 

8404300155. 


— 8404300157 Safety evaluation granting relief from inservice insp 
requirements. per ASME Code Section XI. 

JOHNSON. G. Office of Nuclear Reactor Regulation, Director. 
84/04/26. 10pp. 24225:007. 24X Fiche: 50-237, 84/04/26. 8404300155. 


— 8401060574 "Inservice Insp Program. Dresden Nuclear Power Plant, Units 
1 it Z, " technical evaluation rept. 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-2157. 83/02/25. NRC - No Detailed Affiliation Given. 

19pp. 67107:271. 24X Fiche: 50-237, 84/04/26, 8404300155. 


R. Periodic operating reports & related correspondence 


8404060176 Forwards "Radwaste Environ Monitoring Annual Rept, 1983. " 
STEPHENSON, B. B. Commonwealth Edison Co. 84/03/28. KEPPLER. J. 0. 
Region 3, Office of Director, Ip. 22926:047. 24X 

Fiche: 50-010. 84/03/28, 8404060176. 


— 8404060181 "Radwaste 8,. Environ Monitoring Annual Rept, 1983. " 
« Teledyne Isotopes. 83/12/31. 115pp. 22926:048. 24X 

Fiche: 50-010. 84/03/28. 8404060176. 


8404160143 Monthly operating repts for Mar 1984. W/840402 Itr. 

SCHROEDERi D. A. , SCOTT. D. J. Commonwealth Edison Co. 84/03/31. 21pp. 

24041:228, 24X Fi ch e; 50-237, 84/03/31, 8404 160143. 


S. Reportable occurrences. LERs related correspondence 


8404230018 Further response to FOIA request for documents re security 
violations Zt safeguards events at nuclear facilities. 

Forwards App A & B documents. Info withheld (ref FQIA 
Exemption 3). Zion plant meeting summary rept nonexistent, 

FELTON. J.M. Division of Rules and Records. 84/01/17. GOLDENBERG, G. 

Scr ipp s-Howard Newspapers. 4pp, 24183:239. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 
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— 8404230039 Discusses 811025 diesel generator cooling water pump failure 
resulting in high engine temp trips due to inadequate 
cool ing. Caused bg broken discharge check valves. Insp rept 
will be prepared. Info deleted. 

BURTON. R.M. Region 3, Office of Director. 82/01/15. WARNICK. R. F. 

Region 3, Office of Director. 9pp. 24184:129. 24X 

Fiche: 50-000. 84/01/17,8404230018. 


— 8404230058 Discusses 811025 diesel generator cooling water pump failure 
resulting in high engine temp trips due to inadequate 
cool ing. Caused by broken discharge check valves. Insp rept 
will be prepared. 

BURTCN. R.M, Region 3. Office of Director. 82/01/15. WARNICK.R. F. 

Region 3, Office of Director, 10pp. 24184:180. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


8404260414 Part 21 rept re presence of thread-locking matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, e. 0, General Electric Co. 84/04/13. DEYOUNO. R, C. 
Director's Office, Office of Inspection and Enforcement. 3pp, 
24203:013. 24X Fic h e • 50-000, 84/04/ 13, 8404260414. 


8404190307 PNO-1 1 1-84-031 : on 840414, entry rugs used in administrative 
areas found contaminated w/low level radioactivity. Source of 
contarninat ion not d etermi ned . Investigation in progress. 

GREGER.L. R. , PAPERIEULO, C . Region 3. Office of Director. 84/04/16. 
2pp. 24098:037. 24X Fi c he ■ 50-010, 64/04/16, 8404190307. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end, 

EISENHUT, D, G. Division of Licensing, 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


8404090405 Confirms that written operator 8f senior operator licensing 
exams scheduled for 840626 Si oral exams scheduled for 
840627-29. Ref matl requirements listed in End 1 requested 
by 840423. 

WALKER. R.D. Region 3, Office of Director. 84/04/03. REED, C. 

Commonwealth Edison Co, 5pp, 22940:266. 24X Fiche: 50-237, 84/04/03, 

8404090405. 


DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI, 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency 5t fire protection plans 


8404090337 Forwards IE Insp Rept 50-244/84-01 on 0401 16-0229, No 
violations observed. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/03/23, 
KOBER,R.W. Rochester Gas St Electric Corp. 2pp. 22942:035. 24X 

Fiche: 50-244,84/03/23, 8404090337. 


— 8404090341 IE Insp Rept 50-244/84-01 on 840 1 16-0229. No violations 
identified. Major areas inspected: plant operations, 
surveillance testing, followup of integrated plant safety 
assessment items Ss followup of TMI lessons learned items. 
ZIMMERMAN, R. P. Region 1. Office of Director, COLLINS, S. J. 
Division of Project it Resident Programs, 84/03/21. 12pp. 

22942: 037. 24X Fiche: 50-244, 84/03/23, 8404090337, 


6(404160090 Requests safety assessment sys implementation dates be 
modified to show installation complete by June 1966 it 
operational status by June 1987, per Suppl 1 to NUREO-0737. 

KOBER,R.W. Rochester Gas it Electric Corp. 34/04/06. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 2pp, 24042:247, 24X 

Fiche; 50-244, 84/04/06, 8404160090. 


8404160159 Forwards addl info re App R interim actions to provide 
acceptable level of fire protection safety. Info provides 
justification for exemption request to extend schedule for 
completion of mod at facility. 

KOBER,R,W. Rochester Gas St Electric Corp. 84/04/09. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 17pp. 24039:341. 24X 

Fiche: 50-244, 84/04/09, 8404160159. 


8404230043 Provides c lar if ication it addl info re interim actions for 
compliance w/10CFR50, Ap p R, per NRC request in response to 
util 840409 ltr. Continuous fire watches will be utilized in 
two areas until mods complete 8< procedures revised, 

KQBER,R.W. Rochester Gas it Electric Corp. 84/04/17. CRUTCHFIELD, D. 

Operating Reactors Branch 5. Ip. 24154:237. 24X 

Fiche: 50-244, 84/04/17, 8404230043. 


C. Adjudicatory correspondence 


8404020233 Order scheduling prehearing conference on 840613 to discuss 
new or revised contentions. If no new or revised contentions 
submitted by due date, ASLB will consider canceling 
prehearing conference & ordering discovery. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. DSB 246. 
84/03/30. 3pp. 22847:229. 24X Fich e; 50-244, 84/03/30. 8404020233. 


8404130137 Advises that author is counsel of record for util it that 
all correspondence i: issuances should be addressed 
accordingly. Related correspondence. 

VOIGT, H.H. LeBoeuf, Lamb, Leiby &:MacRae, VOIGT, H. H. Rochester Gas 
it Electric Corp. DSB 497. 84/04/09. Docketing it Services Branch. 

Ip. 24030:305, 24X Fic he; 50-244, 84/04/09, 8404130137. 


J. Insurance it indemnity information 


8404030194 Forwards Endorsements 95 it 96 to NELIA Policy NF-170 it 
Endorsements SO it 81 to MAELU Policy MF-47. 

SINISI, J. M. Marsh S< McLennan, Inc. 84/03/27. SALTZMAN, J. 

Assistant Director for State it Licensee Relations. 5pp. 22849:169, 
24X Fiche: 50-244, 84/03/27, 8404030194. 


0. Advisory Committee on Reactor Safeguards reports it correspondence- 


8404190156 Forwards ACRS 840409 ltr re review of application for full 
term QL. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/17. KOBER, R. W. 

Rochester Gas & Electric Corp. 3pp. 24103:315. 24X 

Fiche: 50-244, 84/04/17, 8404190156, 


— 8404190162 Summarizes 288th ACRS meeting on 840405-07 re full term OL. 
No reasonable assurance that plant can continue to operate 
at power levels up to 1520 MWt e x i st s. Li c ens ee proposes mod 
to decrease vulnerability to tornado winds St missiles. 

EBERSOLE, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
84/04/09, PALLADir40, N. J, Commissioners. 3pp, 24103:318, 24X 

Fiche: 50-244, 84/04/17, 8404190156. 


P. Operating license stage documents 8< correspondence 


8404020062 Forwards Part II submittal in response to 801222 ltr re 
control of heavy loads. Addl evaluations will be submitted 
by 840629. 

KOBER, R.W. Rochester Gas i. Electric Corp, 84/03/26. CRUTCHFIELD, D. 

Operating Reactors Branch 5. Ip. 22836:290. 24X 

Fiche: 50-244, 84/03/26, 8404020062. 


— 8404020065 "NUREG-0612, Contr o 1 of Heavy Loads, Final Rept." 

* Rochester Gas Electric Corp. 84/03/19. 140pp. 22836:291. 

24X Fiche: 50-244, 84/03/26, 8404020062. 


8404030319 Forwards application for amend to License DPR-18, chang ing 
Tech Specs to provide consistency w/ 10CFR50. 72, 50. 73 it 
50. 49 reporting requirements. 

KOBER. R.W. Rochester Gas & Electric Corp. 84/03/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 22863:001 24X 

Fiche: 50-244, 84/03/30, 8404030319. 


— 8404030322 Application for amend to License DPR-10, changing Tech Specs 
to provide consistency w/10CFR50. 72, 50. 73 it 50. 49 reporting 
requirements. 

KOBER, R. W. Rochester Gas Electric Corp. 84/03/30. 2pp. 

22863:002. 24X Fiche: 50-244, 84/03/30, 8404030319. 


— 8404030324 Proposed Tech Specs providing consistency w/lOCFRSO. 72, 50. 73 
8404160026 Advises that program plan submittal for control room design i: 50.49 reporting requirements. 

review, per Suppl 1 to NUREG-0737, will be delayed until Oct * Rochester Gas it Electric Corp. 84/03/30. 22pp. 22863:004. 

1984. Technical difficulties w/other NUREG-0737 required 24X Fiche: 50-244, 84/03/30, 8404030319. 

equipment reason for delay. 

KOBER, R.W. Rochester Gas «« Electric Corp. 84/04/09. CRUTCHFIELD, D. 

Operating Reactors Branch 5. Ip. 24043:187. 24X 

Fiche: 50-244, 84/04/09, 8404160026. 
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8404100406 Foruards addl documentation for any unresolved issues noted 
in Franklin Research Ctr Technical Evaluation Rept 
TER-C5257-454 re environ qual if ication of electrical 
equipment. Proprietar^j version uithheld. 

KOBER-R.W. Rochester Gas & Electric Corp. 84/03/30. CRUTCHFIELD. D. 

Operating Reactors Branch 5. 79pp. 22968:085. 24X 

Fiche; 50-244, 84/03/30, 8404100406. 


— 8404100411 "Bostrand <7E) Cables, Flame & Radiation Resistant Cables 
for Nuclear Power Plants. " 

^ Boston Insulated Wire Cable Co. B 915, 80/11/30. 6Spp 

22968: 164. 24X Fiche: 50-244, 84/03/30,8404100406. 


8404130363 Notification of 840406 meeting w/util in King of Prussia, PA 
to discuss status of licensee QA program. 

COLLINS, S. J. Region 1, Office of Director. 84/03/30. Region 1. 
Office of Director. Ip. 24036:022. 24X F i ch e : 50-244, 84/03/30. 

8404130363. 


8404100119 Foruards application for amend to License DPR-IS, revising 
Tech Specs to increase storage capacity of spent fuel pool 
storage racks. 

KOBER/R.W. Rochester Gas & Electric Corp. 84/04/02. DENTON, H. R, 
Office of Nuclear Reactor Regulation. Director. Ip. 22967:179. 24X 

Fiche: 50-244, 84/04/02, 8404100119. 


— 8404100121 Application for amend to License DPR-18, revising Tech Specs 
to increase storage capacity of spent fuel pool storage 
racks. 

KOBER.R.W. Rochester Gas & Electric Corp. 84/04/02. 2pp. 

22967:180. 24X Fi c h e : 50-244, 84/04/02, 84041001 19. 


— 8404100124 Proposed Tech Specs increasing storage capacity of spent 
fuel pool storage racks. 

■» Rochester Gas -Ik Electric Corp. 84/04/02. 123pp. 22967:1.82. 

24X Fiche: 50-244, 84/04/02, 8404100119. 


0404090336 Requests exemption from 10CFR50. 55 (m) <2) shift staffing 
requirements until 840502. Requests approval be granted so 
planning may be finalized. 

KOBER.R.W, Rochester Gas & Electric Corp. 84/04/03. CRUTCHFIELD. D. 

Operating Reactors Branch 5, 5pp. 22942:049. 24X 

Fiche: 50-244, 84/04/03, 8404090336, 


8404100360 Submits results of 1984 steam generator tubes eddy current 
exam, comp leted on 840320. Five tubes in Steam Generator B had 
eddy current indications exceeding steam generator plugging 
criteria of 40%. 

KOBER.R.W. Rochester Gas 8< Electric Corp. 84/04/03. HURLEY, T. E. 
Region 1, Office of Director. Ip, 22971: 168. 24X 

Fiche: 50-244, 84/04/03, 8404100360, 


0404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404090297 Notification of 840417 meeting w/util in Bethesda.MD to 
discuss environ qual if ication of equipment. 

DICK, G, F. Operating Reactors Branch 5. 84/04/05. CRUTCHFIELD. D. 

Operating Reactors Branch 5. 3pp, 22940:034. 24X 

Fiche: 50-244, 84/04/05, 8404090297. 


8404130300 Responds to 830609 request to withhold summary of tests Ik 
results to support pretens ioning of steam generator tubes 
for sleeving from public disclosure. Info determined 
proprietary will be withheld (ref 10CFR2. 790). 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/04/05. KOBER.R.W. 

Rochester Gas St Electric Corp, 3pp. 24028:218. 24X 

Fiche: 50-244, 84/04/05, 8404130300. 


— 8404130303 Concurs w/draft ltr to util re request for withholding info 
from public disclosure (ref 10CFR2. 790) . w/excep tion that 
fourth & fifth paragraphs of first page should be deleted. 
Recommended replacement submitted. 

SHQHAKER, E. C. Office of the Executive Legal Director. 04/04/05. 
SHUTTLEWORTH. P. Operating Reactors Branch 5. Ip. 24028:221. 24X 

Fiche: 50-244, 84/04/05, 8404130300. 


8404160020 Advises that plant-specific procedure for core damage 
assessment of post-accident sampling sys, based on 
Westinghouse Owners Group generic guidelines, will be 
prepared implemented by 840801, per NRC request. 

KOBER, R.W. Rochester Gas 8< Electric Corp. 84/04/09. CRUTCHFIELD, D. 

Operating Reactors Branch 5. Ip. 24043; 188. 24X 

Fiche: 50-244, 84/04/09, 8404160020. 


8404160057 Forwards detailed description of lead test assemblies 
program it analyses performed. Assemb 1 ies designed by Exxon 
Nuclear Co it will be inserted starting in Cycle 15. Tech 
Specs will not be affected by inclusion of four assemblies. 

KOBER, R.W. Rochester Gas it Electric Corp. 84/04/10. CRUTCHFIELD, D. 

Operating Reactors Branch S. 9pp. 24043:332. 24X 

Fiche: 50-244, 84/04/10, 8404160057. 


8404160161 Forwards "RE Ginna Nuclear Power Station Containment Vessel 
Tendons Load Cell Evaluation. " Rept demonstrates that 
seasonal variations in atmospheric temp will cause 
fluctuation in tendon force levels. 

KOBER, R. W. Rochester Gas it Electric Corp. 84/04/10. CRUTCHFIELD, D, 
Operating Reactors Branch 5. Ip. 24041:196. 24X 

Fiche: 50-244, 84/04/10, 8404160161. 


— 8404160175 "RE Ginna Nuclear Power Station Containment Vessel Tendons 
Load Cell Evaluation. " 

DEMOSS, G.T., FULTON, U.F., CHEN, C. Gilbert Associates, Inc. 2521. 
84/03/31. 25pp. 24041:197. 24X Fiche: 50-244, 84/04/10, 8404160161. 


8404170087 Submits final response to Generic Ltr 83-lOD, "Resolution 
of TMI Action II.K. 3, 5, 'Automatic Trip of Reactor Coolant 
Pumps. Reactor coolant pump trip criterion based on 
primary it secondary sys pressure implemented. 

KOBER, R. W. Rochester Gas & Electric Corp, 84/04/10. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 3pp. 24050:285. 24X 

Fiche: 50-244, 84/04/10,8404170087. 


8404170443 Approves 830524 request for withholding from public 
disclosure info re steam generator insp & repairs conducted 
during Spring 1983 refueling outage, per 10CFR2. 790. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/11. KOBER, R. W. 

Rochester Gas it Electric Corp. 4pp. 24054:282. 24X 

Fiche; 50-244, 84/04/ 1 1 , 8404170443. 


— S404170449 Concurs w/draft response to util request for withholding 
info from public disclosure w/exception that fourth it fifth 
paragraphs of first page should be deleted. Substituted info 
provided. 

SHOMAKER, E. C. Operations & Administrative Division. 84/04/04. 
SHUTTLEWORTH, P. Operating Reactors Branch 5. 2pp. 24054:286. 
24X Fiche: 50-244, 84/04/11,8404170443. 


8404180356 Forwards addl responses to NRC 840319 questions & 
application U Affidavit for Withholding CAW-84-34, Responses 
withheld (ref 10CFR2, 790). 

KOBER, R.W. Rochester Gas it Electric Corp. 04/04/12. CRUTCHFIELD, D. 

Operating Reactors Branch 5. Ip. 24075:047. 24X 

Fiche: 50-244, 84/04/12, 8404180356. 


— S404180359 Submits application to withhold proprietary info in Cook 
Apr 1984 ltr to Denton (ref lOCFR 2. 790) . Af f idavit end. 
WIESEMANN. R. A. Westinghouse Electric Corp. 84/04/10, 
CRUTCHFIELD, D. Operating Reactors Branch 5. 10pp. 24075:049. 

24X Fiche: 50-244, 84/04/12, 8404180356. 


8404260339 Discusses need to improve post-accident sampling sys to 
determine extent of core degradation in event of severe 
reactor accident. Post-acc ident sys meets 10 of 11 
NUREG-0737, Item II. B. 3 criteria. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/24. KOBER.R.W, 

Rochester Gas it Electric Corp. 10pp. 24204: 153. 24X 

Fiche: 50-244, 84/04/24, 8404260339. 


— 8404260346 Safety evaluation supporting licensee commitment to provide 
plant-specific procedure to estimate extent of core damage 
per NUREG-0737, Item II, B. 3. 

* Office of Nuclear Reactor Regulation, Director. 84/04/24. 7pp. 
24204:156. 24X Fi che : 50-244, 84/04/24. 8404260339. 


Q. Inspection reports, IE Bulletins & correspondence 


8404090201 Foruards IE Insp Rept 50-244/84-03 on 840213-0301. Violations 
noted. Meeting will be arranged to discuss contractor QA 
ove”si ght. 

STasjSTECK:. R Division of Project «« Resident Programs. 84/03/21. 
KOBER.R.W. Rochester Gas it Electric Corp. 2pp. 22940:111. 24X 

Fiche: 50-244, 84/03/21 , 8404090201. 


—8404090205 IE Insp Rept 50-244/84-03 on 040213-0301. A1 legat i ons that 
plant operations review committee quorum requirements not 
met it unapproved procedure used substantiated. 

LAZARUS, W. J. Region 1, Office of Director. COLLINS, S. U. Division 
of Project it Resident Programs. 84/03/21. 5pp. 22940: 113. 24X 

Fiche; 50-244, 84/03/21, 8404090201. 


8404090337 Forwards IE Insp Rept 50-244/84-01 on 040116-0229. No 
violations observed, 

STAROSTECKI, R. Division of Project & Resident Programs. 84/03/23. 
KOBER.R.W. Rochester Gas it Electric Corp. 2pp. 22942:035. 24X 

Fiche; 50-244, 84/03/23. 8404090337. 
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— 8404090341 IE Insp Rept 50-244/84-01 on 8401 16-0229. No violations 
identified. Major areas inspected : p lant operations* 
surveillance testing* fol louup of integrated plant safety 
assessment items S: followup of TMI lessons learned items. 

ZIMMERMAN* R. P. Region 1. Office of Director. COLLINS* S. J. 

Division of Project 8< Resident Programs. 84/03/21. 12pp, 

22942 ; 037, 24X F i c h e : 50-244, 84/03/23* 8404090337. 

8402090047 IE Info Notice 84-05* Rev 1* "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 13Spp. 22933:122. 24X Fi che: 50-000. 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness in. Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc, 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP* Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29. 0403140247. 


8404040056 Forwards details of scope of insp program & insp results re 
steam generator tubesheet sleeve instal lati on. 

KOBER.R.W, Rochester Gas & Electric Corp. 84/03/30. CRUTCHFIELD. D. 

Operating Reactors Branch 5. 4pp, 22884; 176. 24X 

Fiche: 50-244. 84/03/30, 8404040056. 


8404100030 Informs that addl info requested re IE Bulletin 80-11, 
"Masonry Wall Design," will be submitted by 840629. 

KOBER.R.W, Rochester Gas & Electric Corp. 84/04/02. CRUTCHFIELD* D. 

Operating Reactors Branch 5. Ip. 22963:313. 24X 

Fiche; 50-244. 34/04/02* 8404100030. 


8403140277 IE Info Notice 84-28* "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end 
GRACE. J. N. Division of QA* Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000* 84/04/17* 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103J. 84/04/17, Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000* 84/04/17, 8403140280. 


9403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping it tiatl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000. 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list encl. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/lS. Consolidated Edison Co. of New 

York* Inc. 117pp. 24188:119. 24X Fiche: 50-000* 84/04/18* 8403140286. 


8404130404 IE Info Notice 84-32* "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche; 50-000, 84/04/18* 8404130404. 


8404160130 IE Info Notice 84-33* "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN* E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York* Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp, 24X Fiche: 50-000, 84/04/05. 8403140259. 


8404270194 Describes leak rate calculation in response to NRC request 
for addl info re eddy current insp results & summary of leak 
rate ca Iculations* p er 840323 request for approval to install 
no more than 10 addl tubesheet sleeves. 

KOBER.R.W, Rochester Gas & Electric Corp. 84/04/23. CRUTCHFIELD* D. 

Operating Reactors Branch 5. 4pp. 24215: 307. 24X 

Fiche: 50-244* 84/04/23. 8404270194. 


8403140263 IE Info Notice 84-23. "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263, 


8404170188 Forwards Rev 8 to App B of QA manual re inservice insp 
program for 1980-1989 interval- Rev changes reporting 
requirements associated w/steam generator tube & tube 
sleeve exams & repairs. 

KOBER.R.W. Rochester Gas it Electric Corp. 84/04/11. CRUTCHFIELD, D. 

r;.P-5t:-c Feactcrs Branch 5. Ip. 24053:143. 24X 

F; : h e PC -24'-.. 04/:^/ 1 1 , 8404170188. 


— ^8404170191 QA manual App B, "Inservice Insp Program for 1980-1989 
Interval. " 

ANDERSON, C R. Rochester Gas & Electric Corp. 84/04/03. 22pp. 

24053:144. 24X Fiche: 50-244, 34/04/1 1, 8404170188, 


S. Reportable occurrences, LERs in related correspondence 


8404100162 RO; on 831228, turb in e driven auxiliary feedwater pump steam 
stop valve found in tripped position* although control room 
indication indicated valve open. Caused by contractor 
stepping on valve trip mechanism. 

MAIER.J. E. Rochester Gas Electric Corp. 84/01/27. MURLEY, T. E. 
Region 1, Office of Director. 2pp. 22963; 273. 24X 

Fiche: 50-244* 84/01/27, 8404100162. 


8404090320 RO: providing sequence summary of closeout or class reduction 
condition for unusual event on 840219 re out-of-svc 
accumulators. Accumulators returned to svc Si declared 
operab le. 

SNOW, B. A. Rochester Gas ?< Electric Corp. 84/02/21. MURLEY, T. E. 
Region 1* Office of Director. 2pp. 22941: 306. 24X 

Fiche. 50-244, 84/02/21. 8404090320. 


8404170443 Approves 830524 request for withholding from public 
disclosure info re steam generator insp ?( repairs conducted 
during Spring 1983 refueling outage, per 10CFR2. 790. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/11. KOBER.R.W. 

Rochester Gas & Electric Corp. 4pp. 24054:282. 24X 

Fiche; 50-244, 84/04/11,3404170443. 


8404030466 LER 84-001-00: on 840218 & 19, accumulator pressure decreased 
to below Tech Spec limit. Safety injection accumulator B 
declared inoperable. Caused by valve leaking nitrogen by 
seat. Manual valve downstream c losed. W/840319 Itr. 

LARIZZA, G. F. , KOBER.R.W. Rochester Gas it. Electric Corp. 84/03/19. 
MURLEY, T. E. Region 1, Office of Director. 5pp. 22865:080. 24X 

Fiche; 50-244.84/03/19, 8404030466. 


S403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
encl. 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16* 8403140271. 


8403140273 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE, J, N, Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

Il4pp. 24X Fiche: 50-000. 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 
grace, J. N. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche; 50-000, 84/04/17, 8403140273. 


8404200183 RD: on 840307, during drainage of RCS to holdup tanks, RHR 
containment sump B suction valves MOV 851 A B opened 

before valve 850 A c losed, causing drainage of RCS into sump 
B. 

SNOW, B. A. Rochester Gas it Electric Corp. 84/03/20. HURLEY, T. E. 
Region 1. Office of Director, 2pp. 24116: 176. 24X 

Fiche: 50-244, 84/03/20, 8404200183. 


8404170304 LER 84-002~00: on 840303, while cooling down RCS to cold 
shutdown condition, valve MOV-700 failed to stroke to open 
position when actuated from control room. Caused by dry valve 
stem or light torque switch setting. W/840330 Itr. 

LARIZZA, G. F. , K0BER,R.W. Rochester Gas Jk Electric Corp. 84/03/30. 
MURLEY, T. E. Region 1, Office of Director. 3pp. 24063:001, 24X 

Fiche; 50-244, 84/03/30, 8404170304. 
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8404240233 LER 84-003-00; on 840307, valves M0V-851A Sc B mistakenly 
opened prior to shutting valve M0V-85OA, resulting in 
draining water from RCS loop to sump B, Caused by human 
error. Minor rev to Procedure 0-2.2 ini tiated. W/840406 Itr. 

LAR IZZA, 0. F. , KOBER,R W. Rochester Oas S< Electric Corp, 84/04/06. 
HURLEY, T. E. Region 1, Office of Director 4pp. 24165:318 24X 

Fiche: 50-244, 84/04/06, 8404240283. 


V. Operator Examinations 


8404040276 Responds to 840126,0202 Sc 04 Itrs alleging NRC intimidation 
of reactor operators &! senior reactor operators re licensing 
req.ual i f ication exams. Audit focuses on facility program not 
individual operator performance. 

MURLEY, T. E. Region 1, Office of Director. 84/03/16. MAC INSKA, F. L. 
Affiliation h4ot Assigned. 5pp. 22911:148. 24X 

Fiche: 50-244. 84/03/16, 8404040276. 


— 8404040286 Forwards constituent F Macinska 840126 Itr expressing 
concern re recent audit at facility. 

HORTON, F. House of Rep, 94/02/08. PALLADINO, N. J. Commissioners 
2pp. 22911:153. 24X Fiche: 50-244, 84/03/16, 8404040276. 


--8404040298 Charges NRC w/harrassment & intimidation re licensing 
requalification exam. Author livelihood jeopardized by 
unlawful examiner acti ons. Forced exanm unconstitutional under 
Fourth Amend, "Unlawful Search Seizure. " 

MACINSKA, F, L. Affiliation Not Assigned. 84/01/26. Region 1, 
Office of Director. 2pp, 22911:155. 24X Fiche: 50-244, 84/03/16, 

8404040276. 


8404020019 Generic Ltr 84—05 to all power reactor licensees 
applicants for QLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end, 

EISENHUT, D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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F. Security, medical, emergency S< fire protection plans 


0404100095 Public version of revised Emergency Plan Implementing 
Procedures EPIP 4214 re reactor coolant & liquid waste post- 
accident sampling & EPIP 4215 re stack «t containment air 
post-accident sampling W/S40222 ltr 840323 release memo. 

COUNSIL, W. 0. / SEARS, C, F. Northeast Nuclear Energy Co, (subs, of 
Northeast Utilities), COUNSIL, W. 0. Northeast Utilities. 84/02/22. 
EISENHUT, D. 0, Division of Licensing. 57pp. 22995:174. 24X 

Fiche: 50-245, 84/02/22. 8404100095. 


8404160109 .Forwards IE Insp Repts 50-245/84-02 Zt 50-336/84-04 on 
840122-0225. No violations observed, 

STAROSTECKI, R. Division of Project & Resident Programs. 84/03/26. 
COUNSIL, W. 0, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24039:293. 24X Fiche: 50-245, 84/03/26, 8404160109. 


—8404160118 IE Insp Repts 50-245/84-02 & 50-336/84-04 on 840122-0225. No 
violations identified, Major areas inspected: evaluations of 
plant operations# equipment alignments & read iness, rad iation 
protection, physica 1 security it fire protection. 

SHEDLOSKY, J. T. , LIPINSKI, D, R, Region 1, Office of Director. 

ELSASSER, T, C. Division of Project & Resident Programs. 84/03/22. 
18pp. 24039:295. 24X Fiche; 50-245, 84/03/26, 0404160109. 


8404040154 Responds to 840131 ltr re temporary relocation of technical 
support ctr to Millstone emergency operations facility for 
approx 15 month s- Proposal acceptable as temporary 
arrangement, 

EISENHUT, D. 0. Division of Licensing. 84/04/02. COUNSIL, W. (3. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 2pp. 
22886:269. 24X Fi c h e ■ 50-245, 84/04/02, 84040401 54. 


8404190216 Forwards IE Insp Repts 50-245/84-03 50-336/84-05 on 

840221-24, No violations noted. 

MARTIN, T, T. Division of Engineering 8< Technical Programs, 84/04/02. 

COUNSIL, W. <5, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp, 24100:074. 24X Fiche: 50-245, 04/04/02, 8404190216. 


—8404190226 IE Insp Repts 50-245/84-03 & 50-336/84-05 on 840221-24. No 
violations noted. Major areas inspected; previously identified 
items Jk IE insp procedures, including changes to emergency 
preparedness program & shift staffing. 

SMITH, R.H, WOLTNER,E. Region 1, Office of Director. CROCKER, H. W. 

Division of Engineering it Technical Programs. 84/03/29. 4pp. 
24100:076. 24X Fiche: 50-245, 84/04/02, 8404190216. 


8404120134 Informs that two deficiencies noted for evacuation time 
estimate studies performed in Mar 1980 by Storch Engineers, 
per re-review w/NUREG-0654 guidance. Repts deficient in 
consideration of persons w/o autos. Tables end. 

URBANIK, T. Texas A«<M Univ. , College Station, TX. 84/04/06. 

ROBINSON, P, D. Director's Office, Office of Inspection and 
Enforcement. 3pp, 24013:098. 24X Fi che: 50-000, 84/04/06, 8404120134. 


8404190266 Provides revised repts re general position statement 8e 
status of compliance w/Rev 2 to Reg Guide 1.97 it Suppl 1 to 
NUREG-0737. 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 84/04/09. MILLER, U. R. Operating 
Reactors Branch 3. CRUTCHFIELD, D. Operating Reactors Branch 5. 

45pp. 24099:239. 24X Fi che: 50-000, 84/04/09, 8404190266. 


8404200318 Revised emergency implementing procedures, inc luding Rev 5 to 
EPIP 4304 re emergency response ctr St FAC St Rev 1 to EPIP 
4307 re control room circuit television sys operation. 

W/840412 ltr. 

MROCZKA, E, J. , COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/04/12. 
EISENHUT, D. G. Division of Licensing. 51pp. 24115:112. 24X 

Fiche: 50-245, 84/04/12, 8404200318. 


I. Financial information 


8404100354 Forwards 1983 Annual Financial Repts for Connecticut Light S- 
Power Co Sc Western Ma ssac h usetts Electric Co. Annual 
Financial Rept for 1983 for Northeast Nuclear Energy Co 
unavailable until 840415. Ack of receipt requested. 

BISHOP, R.W. Northeast Utilities Service Co. (subs, of Northeast 
Utilities), BISHOP, R.W. Northeast Utilities. 84/04/06. Office 
of Nuclear Reactor Regulation, Director. Ip. 22968:233. 24X 

Fiche; 50-000, 84/04/06, 8404100354, 


— 8404100359 Annual Financial Rept 1983. 

ELLIS, W.B. Western Massachusetts Electric Co. (subs, of Northeast 
Utilities). 83/12/31. 31pp. 22968:234. 24X 

Fiche: 50-000, 84/04/06, 8404100354. 


— 8404100366 Annual Financial Rept 1983. 

ELLIS, W. B. Connecticut Light St Power Co. (subs, of Northeast 

Utilities). 33/12/31. 37pp. 22968:268. 24X 

Fiche; 50-000, 84/04/06, 8404100354. 


J. Insurance St indemnity information 


8404030398 Forwards Endorsements 93,94 St 95 to NELIA Policy NF-173. 
Endorsements 84 St 85 to MAELU Policy MF-52 S< Endorsement 
83 to MAELU Policy M-52. 

SINISI,J. M. Marsh St McLennan, Inc. 84/03/28. SALTZMAN, U. 

Assistant Director for State St Licensee Relations. 7pp. 22869:136. 
24X Fiche: 50-245, 84/03/28, 8404030398, 


P. Operating license stage documents 8< correspondence 


8404020147 Responds to Generic Ltr 83-28, "Generic Implications of 
Salem ATWS Events, " providing status of current conformance 
w/provisions of generic ltr St plans St schedules for any 
improvements. 

COUNSIL, W. 0. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 84/03/16. EISENHUT, D. G. 

Division of Licensing. 9pp. 22838:110. 24X Fiche: 50-000, 84/03/16, 

8404020147. 


— 8404020151 Rev 0 to Procedure OP 2671, "Duty Officer Requirements After 
Trip or ESF Actuation, " 

ASHEY,R. J. , KEENAN, J. S. Connecticut Yankee Atomic Power Co. 

84/01/06. 6pp. 22838:119. 24X Fiche: 50-000, 04/03/16, 8404020147. 


— 8404020155 Rev 0 to Procedure OP 2671-1, "Unit 2 Duty Officer Trip 
Determination Checklist." 

KEENAN, U, S. Connecticut Yankee Atomic Power Co. 84/01/06. 23pp. 

22838:125. 24X Fi che: 50-000, 84/03/16, 8404020147. 


0404030497 Forwards "Millstone Unit 1 , Reeva 1 ua tion of Plant Structures 
to Address Structural Issues Raised Under SEP Topics II-3. B 
S( III-3. A" 8« "Reevaluation of Plant Structures to Address 
Structural Issues Raised Under SEP Topics 1 1-4. F it 111-2." 

COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities, 84/03/16. 
CRUTCHFIELD, D. Operating Reactors Branch 3. 3pp. 22872:347. 24X 

Fiche: 50-245, 04/03/16, 8404030497. 


— 8404030508 "Millstone Unit 1, Reevaluation of Plant Structures to 
Address Structural Issues Raised Under SEP Topics II-3. B it 
1 1 1-3. A. " 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). 
84/02/29. 11pp. 22872:350, 24X Fiche: 50-245, 84/03/16, 8404030497. 
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— 9404030525 "Millstone Unit 1 » Reeval uation of Plant Structures ta 
Address Structural Issues Raised Under SEP Topics II-4. F & 

1 1 1 - 2 . ■' 

* Impell Corp. 84/02/29. 30pp, 22872:361. 24X 

Fiche: 50-245- 84/03/16. 8404030497. 


— 8404030528 "Millstone Unit 1. Corrosion Study to Address SEP Topic 
II-4. F. 'Pile Corrosion Issues. 

Impell Corp. 84/02/29. 15pp. 22873:029. 24X 

Fjche: 50-245. 84/03/16, 8404030497. 


— 8404030534 "rii llstone Unit 1. Evaluation of Effects of Failure of 
Nonq.ual i f i ed Structures on Qualified Structures to Address 
SEP Topic Iir-2. 'Wind & Tornado Loading Concerns. 

* Impel! Corp. 84/02/29. 8pp. 22873:044. 24X 

Fiche: 50-245, 84/03/16, 8404030497. 


8404030510 Application for amend to License DPR-61i revising 
radiological effluent Tech Specs. Approval of Millstone 
radiological effluent Tech Specs requested by S40901, W/ 

"Radiological Effluent Monitoring & Off site. ... " 

CQUNSIL.W. G. Connecticut Yankee Atomic Poiuer Co. COUNSIL, W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL.W. G, Northeast Utilities. 84/03/16. CRUTCHFIELD, D. 
Operating Reactors Branch S. MILLER. J.R. Operating Reactors Branch 
3. 3pp. 22859:013. 24X Fi c he: 50-000, 84/03/16, 8404030510. 


8404030406 Responds to Licensee Qual if ication Branch draft SER open 
items discussed at 840223 meeting re operator training 
qua! if i cation. Responses will appear in FSAR Amend 9 
scheduled for submittal in mid-May 1984. 

COUNSIL, W. G, , SEARS, C.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL.W. 0. Northeast Utilities, 84/03/20. 
YOUNGBLOOD, B. J. Licensing Branch 1, 15pp. 22865:170. 24X 

Fiche: 50-000, 84/03/20, 8404030406. 


--B404030413 Comments on draft policy statement re engineering expertise 
an shift. Util long-term plans to eliminate position of 
dedicated shift technical advisor by upgrading 
qualxf ications of shift personnel well known. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL.W.O. Northeast Utilities. 83/09/23. CHILK, S. U. Office 
of the Secretary of the Commission. 12pp. 22865:213. 24X 

Fiche: 50-000, 84/03/20, 8404030406. 


8404060188 Forwards proprietary fuel bundle info to be incorporated in 
next amend to NEDE-2401 1-P-A, "GE Std Application for 
Reactor Fuel," prior to start of Cycle 10. Enel withheld 
(ref 10CFR2, 790). 

COUNSIL.W. G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/03/27. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 22925:214. 24X 

Fiche. 50-245, 84/03/27,8404060180. 


8404130118 Requests remittance of Class II fee for 810129 proposed Tech 
Spec changes for defining term "operable" for facility. 

Although change requested by NRC, change will assure safety 
sys availability. 

MILLER, W.O. License Fee Management Branch. 84/03/28. COUNSIL. W.G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). Ip. 
24045:354. 24X Fich®' 50-245, 84/03/28. 8404130118. 


8404200174 Advises that testing of post-accident sampling sys complete. 
AddI maint on Unit 2 sys required due to leaking isolation 
valve potentially contaminating samp les. Maint will be 
performed during next cold shutdown. 

COUNSIL, W. G. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W, G. Northeast Utilities. 84/03/29. 
MUR LEY, T. E. Region 1, Office of Director, 2pp. 24116:188. 24X 

Fiche: 50-245, 84/03/29, 8404200174. 


— 8404130400 Comments on proposed rulemaking concerning requirements for 
senior managers at nuclear power p lants. Proposa 1 would 
invalidate licensed operator upgrade program. NRC is rushing 
rule through w/o concern for impact or justification, 

COUNSIL.W G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 84/03/23. STELLO, V. Regional 
Operations & Generic Requirements. 14pp. 24199:235. 24X 

Fiche: 50-000, 84/04/04, 8404130393. 


8404190304 Application for amend to License DPR-21, proposing change 
in next refueled core as described in enc 1 "Supplemental 
Reload Licensing Submittal" S< changes to "LOCA for 
Mi 1 1 stone. " 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.O, Northeast Utilities. 84/04/09. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 24097:047. 24X 

Fiche: 50-245. 84/04/09, 8404190304. 


— 8404190308 "Supplemental Reload Licensing Submittal for Millstone 
Unit 1, Reload 9. " 

BROWN, J.R., VERDRYKE, P. A. , CHARNLEY, J. S. General Electric Co. 
23A1705 ROO. 84/01/31. 17pp. 24097:049, 24X 

Fiche; 50-245, 84/04/09, 8404190304. 


— 8404190311 Errata & addenda to "LOCA Analysis Rept. " 

General Electric Co. NED0-240B5-1 ERR 02. 84/02/29. 10pp. 

24097:069. 24X Fiche: 50-24 5, 84/04/09, 8404190304. 


— 8404190315 Proposed Tech Spec changing next refueling core for 
Reload 9, Cycle 10 

■» Northecist Nuclear Energy Co. (subs, of Northeast Utilities). 

84/04/09. 59pp. 24097:078. 24X Fiche: 50-245, 84/04/09, 8404190304. 


8404160052 Forwards request for addl info to evaluate adequacy of Mark 
1 containment long-term program safety relief valve design 
loads, based on responses provided during 840216 meeting. 

Response should be provided within 30 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 94/04/11. COUNSIL.W.O. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 4pp 
24043:308. 24X Fi c he : 50-245, 84/04/1 1, 84041 60052. 


8404160054 Summary of 840323 meeting w/uti 1 , NUSCO, NUTECH St O'Donnell S< 
Assoc in Bethesda.MD re primary coolant insp & crack repairs 
w/p ip el oc ks. 

SHEA, J. J. Operating Reactors Branch 5. 84/04/11. Operating 

Reactors Branch 5. 4pp. 24043:225. 24X Fi ch e; 50-245, 84/04/ 1 1, 

8404160054. 


8404160128 Forwards safety evaluation of BWR Owners Group response to 
Item II. K. 3. 16 of NUREG-0737, "Reduction of Challenges St 
Failures of Safety-Relief Valves - Feasibility Study & Sys 
Mod. " Mods acceptable. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/11. COUNSIL.W.O. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 14pp 
24038:065, 24X Fic he: 50-245, 84/04/1 1, 840416012B. 


8404160018 Forwards request for addl info on pipelocks, per 840323 
meeting. Response within 30 days requested. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/12. COUNSIL.W.O. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp 
24043:207, 24X Fic h e : 50-245, 84/04/12, 84041 60018. 


8404260413 Informs that radiologial ETS (RETS) review rescheduled after 
Sept 1984. Evaluation of 821122 submittals to util will be 
transmitted when complete. 

LAINAS, G. C, Assistant Director for Operating Reactors. 84/04/17. 

MULLER, D. R. Assistant Director for Radiation Protection. Ip. 

24221:039. 24X Fiche: 50-245, 84/04/17, 8404260413. 


8404170035 Responds to 840312 Itr providing basis for inappl icab i li ty 
of fees for review of terrestrial items in 830215 
application for Haddam Nec k. Remittance per 10CFR170 
requested. 

MILLER, W D. License Fee Management Branch, 84/04/03. COUNSIL, W, G. 
Connecticut Yankee Atomic Power Co. 2pp, 24091:306. 24X 

Fiche; 50-000, 84/04/03, 8404170035. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific backf i tting, Sve list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp, 24066:264. 24X 

Fiche; 50-000, 84/04/04, 8404040256, 


— 8403270128 Reaffirms 821008 approval of util radiological ETS(RETS>. 
Request dtd 840210 can be satisfied immediately by Div of 
Licensing implementing complete RETS already approved, 

MULLER, D.R. Assistant Director for Radiation Protection, 

84/03/08, LAINAS, G. C, Assistant Director for Operating Reactors 
Ip. 67222:334. 24X Fi c h e : 50-245, 84/04/1 7, 8404260413. 


8404300006 Forwards payment for review of 810129 proposed Tech Spec 
change re definition of term operable. 

COUNSIL, W. G, , SEARS/ C. F. Northeast Nuclear Energy Co. (subs of 
Northeast Utilities). COUNSIL.W.O. Northeast Utilities. 84/04/18. 
MILLER, W.O. License Fee Management Branch. Ip, 24228:070 24X 

Fiche: 50-245, 84/04/18, 8404300006. 


8404130393 Forwards Northeast Utils 840323 comments on SECY-B4-1C 
proposed rule which would require licensees to have senior 
manager on each shift w/listed qualifications. Info may be 
relevant to 840409 Commission meeting. 

DIRCKS, W. U. Office of the Executive Director for Operations 
84/04/04. PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 
24199:234. 24X Fiche; 50-000, 84/04/04, 8404130393 . 


0404260388 Summary of 840412 meeting w/util in Bethesda, MD re 
reassessment of two requests for exemption from lOCFR, App J 
primary reactor containment leakage testing requirements. 

List of attendees encl. 

SHEA/J.J. Operating Reactors Branch 5. 84/04/24. Operating 

Reactors Branch 5. 4pp. 24203:306. 24X Fic h e: 50-245. 04/04/24, 

8404260388. 



DOCKETED ITEMS 


45 


Q. Inspection reports^ IE Bulletins & correspondence 


B404160109 Foruards IE Insp Repts !50“245/a4-02 50-336/84-04 on 

840122-0225. No violations observed. 

STAROSTECKI, R. Division of Project 8f Resident Programs. 84/03/26. 
COUNSILi W. G. Northeast Nuclear Energy Co. <subs. of Northeast 
Utilities). 2pp. 24039:293. 24X Fiche: 50-245, 84/03/26, 8404160109. 


— 8404160118 IE Insp Repts 50-245/84-02 50-336/84-04 on 840122-0225. No 

violations i den t i f i ed . Ma j or areas inspect ed: evaluations of 
plant operations, equipment alignments & r ead ine ss. rad iat ion 
protection, physical security &t fire protection. 

SHEDLQSKY, J. T. , L IP INSKI , D. R. Region 1, Office of Director. 

ELSASSER, T. C. Division of Project & Resident Programs. 84/03/22. 
18pp. 24039:295. 24X Fi c h e : 50-245, 84/03 /26, 84041 60109. 


8404060118 Updates 760331 outline for plans re surveillance program for 
insp of isolation condenser follou/ing retubing utilizing 
Iconel 600 matl. Significant tube degradation not found. 

Listed exams will continue. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Util it ies. 84/03/27. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 22927:136. 24X 

Fiche: 50-245, 84/03/27, 8404060118. 


8404100018 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Product Sold by Ray Miller, Inc." No Ray Miller, Inc matls 
identified. Review results from Millstone 3 will be provided 
by 840701. List of potential suppliers end. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. 0. Connecticut Yankee Atomic Power Co. 
COUNSIL, W. G. Northeast Utilities. 84/03/27. MURLEY, T. E. Region 1, 
Office of Director. 9pp. 22967:146. 24X Fi c h e : 50-000, 84/03/27, 

8404100018. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fi c he : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. ' 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fi c he : 50-000, 84/03/29, 8403140247. 


8404190216 Forwards IE Insp Repts 50-245/84-03 it 50-336/84-05 on 
840221-24. No violations noted. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/04/02. 

COUNSIL, W, G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24100:074. 24X Fiche: 50-245, 84/04/02, 8404190216. 


—8404190226 IE Insp Repts 50-245/84-03 it 50-336/84-05 on 840221-24. No 
violations noted. Major areas inspected: previously identified 
items & IE insp p roc ed ur es, ind ud ing changes to emergency 
preparedness program St shift staffing. 

SMITH, R.H., WOLTNER, E. Region 1, Office of Director. CROCKER, H. W. 

Division of Engineering it Technical Programs. 84/03/29. 4pp, 
24100:076. 24X Fiche: 50-245, 84/04/02, 8404190216. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp, 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404160054 Summary of 840323 meeting w/util, NUSCO, NUTECH & Q'Donnell 8< 
Assoc in Bethesda,MD re primary coolant insp it crack repairs 
w/pipelocks. 

SHEA, J. J. Operating Reactors Branch 5. 84/04/11, Operating 

Reactors Branch 5. 4pp, 24043:225. 24X Fiche: 50-245, 84/04/11, 

8404160054. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end . 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche : 50-000, 84/04/1 7, 8403140273. 


840-3140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. ’’ Svc list encl. 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c h e : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping S< Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24108:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche : 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche : 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20 Consolidated Edison Co. of New 

York, Inc, 119pp. 24285:015. 24X Fiche : 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports it related correspondence 


8404170294 "Annual Environ Operating Rept,Part B : Rad i ol og ical Environ 
Monitoring Program, 1983. " W/B40327 Itr. 

COUNSIL, W. G. Northeast Utilities Service Co. (subs, of Northeast 
Utilities). COUNSIL, W, G Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 83/12/31. MURLEY, T. E. Region 1, Office of 
Director. 100pp. 24055:194, 24X Fiche: 50-245, 83/12/31. 8404170294. 


S. Reportable occurrences, LERs it related correspondence 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app lication. Viton seal issue not 
reportable per Part 21, Insuf f ic ient data exists to 
demonstrate full confidence in seals. 

EMPEY, D. C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


8404260414 Part 21 rept re presence of thread -1 oc k ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. 0. General Electric Co. 84/04/13. DEYOUNG.R.C, 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fi c h e : 50-000, 84/04/13, 8404260414. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees St 
applicants for OLs re change to NUREQ-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02,8404020019. 
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DOCKET 50-247 INDIAN POINT STATION, UNIT 2 ©. Adjudicatory correspondence 


F. Security, medical, emergency S, fire protection plans 

9404090445 Addl attachment to 840204 comments on ASLB recommendations 

to Commission. Testimony on end Attachment G reveals 

8404090072 Public version of revised emergency plan implementing emergency planning tr ansp or tat i on woefully lacking & grossly 

procedures, including Procedures IP-IOOS re personnel inadequate. 

radiological check decontamination IP-1023 re HOLT, J. Public Interest Research Group, New York, DSB 385. 

operational support ctr. W/S31024 itr & 840326 release memo. 84/04/01. 25pp. 22954:315. 24X Fi c he: 50-247, 84/04/01, 8404090445. 

O'TOOLE, vi.D. Consolidated Edison Co. of New York, Inc, 83/10/24. 

HURLEY, T. E, Region 1, Office of Director. 55pp, 22972:134. 24X 

Fiche: 50-003, 83/10/24, 8404090072. 8404120075 Petition for suspension of operation to relieve unacceptah 


1 e 

risk to area school c h i 1 dren. I ssue of emergency planning for 

schools most be resolved. Certificate of Svc end 

HOLT, J. Public Interest Research Group, New York. DSB 467. 

84/04/06. Commissioners. 43pp. 24023:089. 24X 

Fiche: 50-247, 84/04/06, 8404120075. 


8404100090 Public version of revised emergency plan implementing 
proced ur es, inc 1 ud i n g Procedures IP-1002 re emergency 
notification & communication 8< IP-1035 re technical support 
ctr,W/831202 itr UM Felton 840323 release memo. 

GAUNY. R.D. , O'TOOLE. J.D. Consolidated Edison Co. of New York, Inc. 
83/12/02. HURLEY, T. E, Region 1, Office of Director. 51pp. 
22995:238. 24X Fiche: 50-003, 83/12/02, 84041 00090. 


8404020221 Ack receipt of 830203 itr inviting Commissioners to observe 
emergency preparedness exercise at f ac i 1 i ti es. Sug gest ion 
will be condidered once exercise date set, 

PALLADINO, N. J. Commissioners 84/02/29. DELBELLO, A. B. New York, 
State of. Ip. 22848.330. 24X Fic he: 50-247, 84/02/29, 8404020221. 


— 8404020229 Forwards response to ASLB hearings re emergency planning at 
fac il ities. Invitiation to observe emergency response drill 
extended, 

DELBELLO, A. B. New York, State of. 84/02/03, PALLADINO, N. 
Commissioners. Ip. 22848:331. 24X Fich e: 50-247, 84/02/29, 

8404020221, 


— 8404020237 Comments in response to ASLB 831024 rept, "Recommendations 
to Commission. " ASLB should include in recommendations 
to MRC, greater requirement for ongoing public involvement & 
public participation in emergency planning. 

DELBELLO, A. B. New York, State of. 84/02/02. 13pp. 22848:332. 

24X Fiche; 50-247, 84/02/29, 8404020221. 


B404160Q65 Forwards IE Insp Rept 50-247/84-05 on 840206-10. No 
violations noted. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/03/29. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc, 2pp. 
24043:216. 24X Fiche; 50-247, 84/03/29, 8404160065. 


--8404160091 IE Insp Rept 50-247/84-05 on 840206-10. No violations noted. 
Major areas inspected: previously identified insp items & IE 
Insp Procedures 82201,82203,82204,82205,82206,82207,82208 
82209. Emergency response items noted. 

WOJNAS, E. J. , HAWXHURST, J. , CROCKER, H. W. Region 1, Office of 
Director. 84/03/14. 7pp. 24043:218. 24X Fi che; 50-247, 84/03/29, 

84041 60065, 


8404110572 Forwards SSER on App R to 10CFR50, Section III.G & III.L re 
safe shutdown capability. 

VARGA, S. A. Operating Reactors Branch 1 84/03/30. O'TOOLE, J.D. 
Consolidated Edison Co. of New York, Inc. 2pp. 24025:023. 24X 
Fiche : 50-247, 84/03/30, 84041 10572. 


—8404110574 SSER on App R to 10CFR50, Section s III.G & III.L re safe 
shutdown capafa i 1 i ty. Requirements met 

# Office of Nuclear Reactor Regulation, Director. S4/03/30. 5pp. 
24025:025. 24X Fiche; 50-247, 84/03/30, 8404110572, 


84041600'B8 Forwards corrected controlled pages to revised Procedure 
IP-1013, "Recommendation of Protective Actions for Offsite 
Population, " 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc, 84/04/03. 
HURLEY, T. E, Region 1, Office of Director. Ip. 24040:055. 24X 

Fiche: 50-003, 84/04/03, 8404160088, 


— 8404160096 Rev to Procedure IP-1013, "Recommendation of Protective 
Actions for Offsite Population. " 

# Consolidated Edison Co. of New York, Inc. 84/03/12. 12pp. 

24040. 056. 24X Fiche: 50-003, 84/04/03, 8404160088. 


8404120217 Requests one-time extension until 841130 to conduct another 
full-scale emergency preparedness exercise. Request made per 
10CFR50. 12 «< IE Info Notice 84-05, 

BAYNE, J. P. Power Authority of the State of New York. 0 'TOOLE, J. D. 
Consolidated Edison Co. of New York, Inc. 84/04/09. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24012:317. 24X 

Fiche: 50-247,84/04/09,8404120217. 


H. General correspondence 


8404050067 Forwards Town Councilman FX Lynett statement re emergency 
communications. A1 location of funds to Westchester MRD 
District 3 for coordination of proposed evacuation plan 
requested. 

FRATIANNI, B. C. Ossining, NY. DSB 317. 84/03/29. Office of the 

Secretary of the Commission. 4pp. 22904:071. 24X 

Fiche; 50-247, 84/03/29, 8404050067. 


I. Financial information 


8404250094 "1983 Annual Rept, Con Ed." W/8404iS Itr. 

HAUSPURG, A. , O'TOOLE, J.D. Consolidated Edison Co. of New Inc. 

83/12/31. 50pp. 24192:080. 24X Fiche: 50-003, 83/12/31, 8404250094. 


P. Operating license stage documents & correspondence 


8404180023 FOIA request for three categories of documents re inherent 
weaknesses in metal alloys used in cooling tubes in nuclear 
power p lants, Indian Point 2 & 3 in particular. 

HARTZMAN, R. M. Hartxman, R, M. 84/02/17. Office of Administration. 
Ip. 24106:225. 24X Fic he: 50-247, 84/02/17. 8404180023. 


8404180027 Responds to FOIA request for three categories of records 
re inherent weaknesses in steam generator tubes in nuclear 
power p lants, Indian Point 2 & 3 in particular. Forwards 
PN0-I-S4-13. Listed documents available at PDR. 

FELTON, J. M, Division of Rules and Records. 84/03/05. HARTZMAN, R. M. 

Hartzman, R. M. 2pp.“ 24106:226. 24X Fich e: 50-247. 84/03/05, 

8404180027. 


8404020224 Forwards Amend 89 to License DPR-26 8< safety evaluation. 
Amend corrects flow rate specified for fuel storage bldg 
air filtration sys. 

PEDERSEN, R. L. Operating Reactors Branch 1. 84/03/14. O'TOOLE. J. D. 

Consolidated Edison Co, of New York, Inc. 4pp. 22874:318. 24X 

Fiche: 50-247. 84/03/14, 8404020224. 


— 8404020228 Amend 89 to License DPR-26, correcting flow rate specified 
for fuel storage bldg air filtration sys & inserting flow 
rate of post-accident containment venting sys. 

VARGA, S. A. Operating Reactors Branch 1, 84/03/14. 7pp. 

22874 : 322. 24X Fiche; 50-247, 84/03/14, 8404020224. 


— 8404020231 Safety evaluation supporting Amend 89 to License DPR-26. 

* Office of Nuclear Reactor Regulation, Director. 84/03/14. 4pp. 
22874:329. 24X Fi ch e : 50-247, 84/03/14, 8404020224. 


8404180221 Further response to FOIA request for SECYs Sc NUREGs. Forward s 
SECY-S2-3 re LER sys Sc SECY-81-651 concerning Vol 1 of 
NUREG-0S50, "Preliminary Assessment of Core-Melt Accidents 
at Zion Indian Point. ..." NUREG-0850 available at PDR. 

FELTON, J.M. Division of Rules and Records. 84/03/14. SHOLLY, S. 
Union of Concerned Scientists. Ip. 24108:013. 24X 

Fiche: 50-000, 84/03/14. 8404180221. 


— 8112020115 Draft Commission pap er. forward ing Vol 1 of NUREO-0850, 
"Preliminary Assessment of Core-Melt Accidents at Zion 
?s Indian Point Nuclear Power Plants & Strategies for 
Mitigating Effects. " W/o end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
81/11/13. Ip. 24108:014. 24X Fiche: 50-000, 84/03/14, 8404180221 . 


9404110109 Responds to 840222 request for addl info re 840214 request 
to update Tech Specs to be as stringent as STS. Response 
will be provided by 840601. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/03/21. 
VARGA, S. A. Operating Reactors Branch 1. Ip. 22988:106. 24X 

Fiche: 50-247, 84/03/21, 8404110109. 
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8404190422 Further response to FOIA request for 1982 SECY papers to be 
placed in PDR. Forwards SECYs 82-2708,82-283,82-289 St 82-317. 

Info partially withheld (ref FOIA Exemption 5). Documents 
also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/23. WEISS, E. R. 
Union of Concerned Scientists. 3pp. 24150:214. 24X 

Fiche; 50-000, 84/03/23, 8404190422. 


— 8404190426 Advises Commission of receipt of two submissions from PASNY 
S'. UCS/New York PIRG commenting on draft order re Indian 
Point special proc eed ing. Inf o deleted. 

BICKWIT, L. Office of the General Counsel. SECY-82-270B. 

82/07/21. Ip. 24150:217. 24X Fi ch e: 50-000, 84/03/23, 8404190422. 


8404130139 Forwards safety evaluation concluding that reasonable 
assurance exists that RCS could withstand effects of 
asymmetric LOCA loads. Licensee must verify shield plug 
assumptions it determine effects of plugs as missiles. 

VARGA, S. A. Operating Reactors Branch 1. 84/03/28. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 2pp. 24049: 157. 24X 

Fiche: 50-247, 84/03/28, 8404130139. 


— 8404130145 SER concluding that w/mods described in 770615 submittal 
(WCAP-91 17) , reasonab le assurance exists that RCS could 
withstand effects of asymmetric LOCA loads. 

* NRC - No Detailed Affiliation Given. 84/03/28. 25pp. 

24049:159. 24X Fi che: 50-247, 84/03/28, 8404130139. 


8404110213 Notification of 840419 meeting w/util in Bethesda, MD to 
resolve outstanding issues re electrical equipment environ 
qua lification. 

PEDERSEN, R. L. Operating Reactors Branch 1. 84/03/30. VARGA, S. A 

Operating Reactors Branch 1. 2pp. 24002:341. 24X 

Fiche: 50-247, 84/03/30. 8404110213. 


8404100070 Forwards plant-specific info required for Westinghouse 
plants incorporating automatic shunt trip mod, in response to 
Generic Ltr 83-28, "...Generic Implications of Salem ATWS 
Events. " W/one oversize drawing. Aperture card is in PDR. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/04/02. 
EISENHUT, D. G. Division of Licensing. 21pp. 22963:214. 24X 

Fiche: 50-247, 84/04/02, 8404100070. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co, of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404240492 Forwards revised Tech Spec pages transmitted via Amend 89 
to License DPR-26 on 840314. Change covers flowrate specified 
in fuel storage bldg air filtration sys it post-accident 
containment venting sys. 

PEDERSEN, R. L. Operating Reactors Branch 1. 84/04/09. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 2pp. 24197:169. 24X 

Fiche: 50-247, 84/04/09, 8404240492. 


— 8404240499 Corrected Tech Spec pages for Amend 89 to License DPR-26, 
changing flowrate specified in fuel storage bldg air 
filtration sys it post-accident containment venting sys. 

* NRC - No Detailed Affiliation Given. 84/04/09. 2pp. 

24197:172. 24X Fiche: 50-247, 84/04/09. 8404240492. 


8404200039 Forwards "Proposed Steam Generator Exam Program, " planned 
for 1984 ref uel ing/maint outage. Confirmation of verbal 
notification per 840216 telcon also end, 

O'TOOLE, U.D. Consolidated Edison Co. of New York. Inc. 84/04/10. 
VARGA. S. A. Operating Reactors Branch 1. Ip. 24119:021. 24X 

Fiche: 50-247, 84/04/10, 8404200089. 


— 8404200090 "Proposed Steam Generator Exam Program. " 

♦ Consolidated Edison Co. of New York, Inc. 84/03/31. 20pp. 

24119:022. 24X Fiche: 50-247, 84/04/10, 8404200089. 


8404250010 Forwards Amend 2 to probabilistic safety study. Amend 
includes rev to steam generator tube rupture model & 
verification that ATWS pressure transients will not cause 
correlated failure of safety injection sys check valves. 

O'TOOLE. J.D. Consolidated Edison Co. of New York, Inc. BAYNE, J. P. 
Power Authority of the State of New York. 84/04/10. DENTON, H, R, 
Office of Nuclear Reactor Regulation, Director, 3pp. 24192:212. 
24X Fiche: 50-247, 84/04/10, 8404250010. 


— 8404250012 Amend 2 to probabilistic safety study. Four oversize 
drawings end. Aperture cards available in PDR. 

* Consolidated Edison Co. of New York, Inc. * Power Authority of 
the State of New York. 83/12/31. 550pp. 24192:215. 24X 

Fiche: 50-247, 84/04/10, 8404250010. 


Q. Inspection reports, IE Bulletins it correspondence 


8404090247 Forwards IE Insp Rept 50-247/84-02 on 8401 1 1-0229. No 
violations observed. 

STAROSTECKI, R. Division of Project 8c Resident Programs. 84/03/21. 
O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 2pp. 

22939: 335. 24X Fiche: 50-247, 84/03/21 , 8404090247. 


—8404090250 IE Insp Rept 50-247/84-02 on 8401 1 1-0229. No violations 
identifi ed. Major areas inspected: RCS draindown 8< RHR 
op erations, genera 1 employee training it safety evaluation for 
removal of containment isolation valve. 

FOLEY, T. , KOLTAY,P. Region 1, Office of Director. NORRHOLM, L. 
Division of Project & Resident Programs. 84/03/19. 15pp. 

22939 : 337. 24X Fiche; 50-247, 84/03/21 , 8404090247. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. ISSpp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche; 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co, of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 0403140247. 


8404160065 Forwards IE Insp Rept 50-247/84-05 on 840206-10. No 
violations noted. 

MARTIN, T. T. Division of Engineering Sc Technical Programs, 84/03/29. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 2pp. 
24043:216. 24X Fiche : 50-247, 84/03/29, 8404160065. 


—8404160091 IE Insp Rept 50-247/84-05 on 040206-10. No violations noted. 
Major areas inspected: previously identified insp items Sc IE 
Insp Procedures 82201, 82203, 82204, 82205, 82206. 82207, 02208 Sc 
82209. Emergency response items noted. 

WQJNAS, E. J, , HAWXHURST, J. . CROCKER, H. W. Region 1. Office of 
Director. 84/03/14. 7pp. 24043:218. 24X Fiche: 50-247, 84/03/29, 

8404160065. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Oualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche : 50-000, 84/04/05. 8403140263. 


8404100195 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervol tage Trip Feature in Use in Saf et y-Related 
Applications Other Than Reactor Trip Sys, " Subj circuit 
breakers not in use at facility, 

□ 'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/04/06. 
MURLEY, T. E. Region 1, Office of Director. Ip. 22966:308. 24X 

Fiche: 50-247, 04/04/06, 8404100195. 


8404120217 Requests one-time extension until 841130 to conduct another 
full-scale emergency preparedness exercise, Request made per 
10CFR50. 12 Sc IE Info Notice 84-05. 

BAYNE, J.P. Power Authority of the State of New York. O'TOOLE, J.D. 
Consolidated Edison Co. of New York, Inc. 04/04/09. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24012:317. 24X 

Fiche: 50-247, 84/04/09, 8404120217. 


8404260243 Forwards IE Insp Rept 50-247/84-07 on 840227 Sc notice of 
violation. 

MARTIN, T.T. Division of Engineering Sc Technical Programs. 84/04/11. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 2pp. 
24207:166. 24X Fiche; 50-247, 84/04/11, 8404260243. 


— 8404260244 Notice of violation from insp on 840227. 

* Region 1, Office of Director. 84/04/11. Ip. 24207:168. 24X 

Fiche: 50-247, 84/04/11, 8404260243. 


— 8404260247 IE Insp Rept 50-247/84-07 on 840227. Violation noted : fai 1 ure 
to provide proper notification of procedural change to 
affected persons per Tech Spec 6,8. 

BICEHOUSE, H. J. , SHANBAKY, M. M. Region 1, Office of Director. 

84/04/06. 5pp. 24207:169. 24X Fich e: 50-247, 84/04/1 1, 8404260243. 
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8404260246 Forwards IE Insp Rept 50-247/84-04 on 840131-0203 notice 
of violation. 

MARTIN/ T. T. Division of Engineering & Technical Programs. 84/04/11. 

O'TOOLE/ J.D. Consolidated Edison Co. of Meu» Vorfc/ Inc. 2pp. 
24207:185. 24X Fic he: 50-247. 84/04/11, 8404260246. 


— 8404260253 Notice of violation from insp on 840131-0203. 

Region 1, Office of Director. 84/04/11. Ip. 24207:187. 24X 

Fi Che: 50-247, 84/04/11, 8404260246. 


—8404260256 IE Insp Rept 50-247/84-04 on 840131-0203. Violation noted: 
failure to lock or maintain positive control of access to 
high radiation area. 

COLLINS. D. J. / SHANE AKY/ M. M. Region 1, Office of Director. 

84/04/06. 5pp. 24207:188. 24X Fi che: 50-247, 84/04/1 1 , 8404260246. 


8404230172 Responds to 840313 Itr forwarding notice of violation & 
proposed imposition of civil penalty, based on 831129 insp. 

Util has no opposition to imposition of proposed civil 
penal ty , Payment end. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/04/12. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. Spp. 24155:094. 24X Fiche: 50-247, 84/04/12, 8404230172. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

ORACEi J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, U. N, Division of QA, Safeguards & Inspection Programs (-Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000. 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

86pp. 24163:205. 24X Fiche; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees " Svc list end 
GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S9pp, 24163:292. 24X Fiche: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, 117pp. 24188:001. 24X Fi che: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York. Inc. U9pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:019. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports it related correspondence 


S. Reportable occurrences, LERs it related correspondence 


8404240254 Updated LER S3-026/03X-1 : on 830706, charcoal compartment 
outlet valve FCV-22-4 on reactor containment fan cooler 
filter 22 did not open when tested. Caused by incorrectly 
installed pneumatic control p i p ing. W/840329 Itr. 

NADIPURAM, S. , O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 

84/03/29. MURLEY, T. E. Region 1, Office of Director. Spp. 

24166: 003. 24X Fiche; 50-247, 84/03/29, 8404240254, 


8404160150 Board Notification 84-076: provides info re Westinghouse 
reactor coolant pomp seal potential for failure under loss 
of cooling c ond i t i ons. Inf o updates Board Notification 83-139 
it AECL test results. 

EISENHUT, D. 0. Division of Licensing. 84/04/19. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 2pp. 24215:100. 24X 

Fiche; 50-000, 84/04/19, 8404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling c ond i tions. Inf o updates Board 
Notification 83-139 it AECL test results. Svc list end. 

VOLLMER.R, H. Division of Engineering. 84/04/06. EISENHUT, D. G. 
Division of Licensing. 6pp. 24215:102. 24X Fiche : 50-000, 

84/04/19, 84041601 50. 


U. Congressional/Executive Correspondence 


8404020221 Ack receipt of 830203 Itr inviting Commissioners to observe 
emergency preparedness exercise at fac i I it i es. Sugg es t ion 
will be condidered once exercise date set. 

PALLADINO, N. J. Commi ss i oner s. 84/02/29. DELBELLO, A. B. New York, 
State of. Ip. 22848:330. 24X Fiche: 50-247, 84/02/29, 8404020221. 


— 8404020229 Forwards response to ASLB hearings re emergency planning at 
facil ities. Invitiation to observe emergency response drill 
extended. 

DELBELLO, A. B. New York, State of. 84/02/03. PALLADINO, N. 
Commissioners. Ip. 22848:331. 24X Fich e: 50-247, 84/02/29, 

8404020221. 


— 8404020237 Comments in response to ASLB 831024 rept, "Recommendations 
to Commission. " ASLB should include in recommendations 
to NRC, greater requirement for ongoing public involvement it 
public participat ion in emergency planning. 

DELBELLO, A. B. New York, State of. 84/02/02. 13pp. 22048:332. 

24X Fiche; 50-247, 84/02/29, 8404020221. 


8404040352 Responds to 840215 Itr re overall risk to neighboring 
population from two recent events re corrosion of steam 
generator pipes. ASLB concluded risk of plant operation is 
small fraction of competing non-nuclear background risk. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/03/15. GILMAN,B.A. House of Rep, Spp. 22910:188. 24X 

Fiche; 50-247. 84/03/15, 8404040352. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees St 
applicants for DLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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F. Security, medical, emergency it fire protection plans 


8404230018 Further response to FOIA request for documents re security 
violations & safeguards events at nuclear facilities. 

Forwards App A Sc B documents. Info withheld (ref FOIA 
Exemption 3). Zion plant meeting summary rept nonexistent. 

FELTON, J. M. Division of Rules and Records. 84/01/17. OOLDENBERO, 0. 

Scripp s-Howard Newspapers. 4pp. 24183:238. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230019 Forwards State of IL Dept of Nuclear Safety 810930 ltr re 
complaint from former employe# of Burns, guard contractor at 
facility & 811019 response to Congressman Corcoran. Matter 
considered dosed. 

PHILLIP, (3. A. Region 3, Office of Director. 81/11/18. Region 3, 
Office of Director. 2pp. 24183:244. 24X Fiche: 50-000, 84/01/17, 

8404230018. 


8404260009 Monthly operating rept for Mar 1984. W/840416 ltr. 

BLATT, M. , O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 
84/03/31. MCDONALD, W. 0, Office of Resource Management, Director. 
7pp. 24210:103. 24X Fiche: 50-247, 84/03/31 , 8404260009. 


— 8404230020 Responds to noncompliance noted in IE Insp Repts 
50-010/81-18, 50-237/81--34 «< 50-249/81-26. Corrective actions 
& other info deleted. 

RAUSCH, T. J. Commonwealth Edison Co. 02/01/20. KEPPLER, J. O. 
Region 3, Office of Director. 4pp. 24183:249. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 



DOCKETED ITEMS 


49 


— 8404230021 Responds to 810930 Itr transmitting L Oretz Itr concerning 
security at f ac i 1 i t i es. Ltr dtd 81 1019, res ponding to L Gretz 
inquiry, end. 

WARWICK, R.F. Region 3, Office of Director. 81/11/18. CARSTENS, L. 

Illinois, State of. Dept. Nuc. Safety (formerly Dept. Public 
Health). Ip. 24183:246. 24X Fi che; 50-000, 84/01/17, 8404230019. 


— 8404230023 Comments on util 820317 ltr re vital area searches. Response 
accepted. 

MCCORKLE, 0. W. Poiuer Reactor Safeguards Licensing Branch. 

83/02/08. MILLER, J.R. Region 3, Office of Director. Ip. 

24184:123. 24X Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230025 Responds to 810925 request for info to use in response to 
L Gretz concerns re facility guard forces. Concerns involve 
security force training programs & labor/mgt relations. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
81/10/19. CORCORAN, T. House of Rep. 2pp. 24183:247. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230026 Concurs ui/findings in 811209 memo re deficiency in response 
procedures. Request for appropriate plan rev foruiarded to NRR 
for transmittal to util. 

MCCORKLE, G. W. Physical Security Licensing Branch. 81/12/31. 
GREGER,L, R. Technical Inspection Branch. Ip. 24184:124. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230032 Comments on recent security insp re adequacy of util 
response procedures for vital area intrusion alarms. 

Procedures do not meet 10CFR73, 55 ( h ) (4) requirements Info 
deleted. 

GRE0ER,L. R. Technical Inspection Branch. 81/12/09. MCCORKLE, 0. W. 

Power Reactor Safeguards Licensing Branch. 2pp. 24184:125. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


—8404230035 Discusses 810822 memo re vital area access. Indications of 
improper security practices nonex istent. Examples imply 
regulatory deficiency. Insp efforts should be directed toward 
improper application of security measures. 

MCCORKLE, G. W. Physical Security Licensing Branch. 81/12/07. 

BROWN, W. B. Physical Security Section. Ip. 24184:076. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230037 Summarizes 811208 telcon u/B Saunders re failure to repair 
uninterruptible ac electric power sys inverter sys until 
after 820101, Burns guard force morale rumors of Local 73 
strike vote. 

PIRTLE, G, Region 3, Chicago, Office of the Director (81/03/01). 
81/12/15. Region 3, Chicago, Office of the Director (81/03/01). 
2pp. 24184:127. 24X Fiche: 50-000, 04/01/17, 8404230018. 


— 8404230038 Forwards Region III 010828 evaluation memo re commitment to 
restrict vital area access. Commitment not defined as 
suggested in IE Bulletin 79-16, 

BUSH, L. L. Physical Security Section. 81/09/11. MCCORKLE, G. W, 
Physical Security Section. 2pp. 24184:077. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— S404230042 Discusses security insp re unlimited access to vital areas. 
Inspectors required to verify that access to vital areas 
limited to authorized individuals. 

CREED, U. R. Region 3, Office of Director. 81/08/28. BUSH, L. L. 
Physical Security Section. 2pp. 24184:079. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230044 Notice of violation from insp on 81 1 102-06. Inf o deleted. 

Division of Engineering 8< Technical Inspection. 81/12/22. Ip. 
24184:140. 24X Fiche: 50-000, 84/01/17, 0404230010. 


— 8404230045 Summarizes 821020 insp re four security guards suspended for 
drug use. Insp involved interviewing guards re illegal drug 
use by guards 8< personnel. Results listed. Info deleted. 

MADEDA, T. U. Region 3, Office of Director. 82/11/05. Region 3, 
Office of Director. 2pp. 24184:085. 24X Fiche: 50-000, 84/01/17, 

8404230018. 


—8404230047 IE Insp Repts 50-010/81-18,50-237/81-34 & 50-249/81-26 on 
81 1 102-06. Violati on noted: security records not retained for 
required time period 8< data required by security plan not 
entered on computer sys. 

CHRISTOFFER, G. Region 3, Chicago, Office of the Director 
(81/03/01). 81/12/10. 20pp. 24184:141. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230049 Ac k receipt of 820823 ltr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 50-010/81-22, 
50-237/81-40 it 50-249/81-33. Overall integrity of security 
not questioned. 

KEPPLER, J. G. Region 3, Office of Director. 82/09/08. REED, C. 
Commonwealth Edison Co. 2pp. 24104:063. 24X 

Fiche: 50-000, 04/01/17, 8404230018. 


— 8404230051 Notice of violation from insp on 821115-19. 

MILLER, J.R. Regions, Office of Director. 82/12/20. Ip. 
24184:163. 24X Fi ch e : 50-000, 84/01 /17, 8404230018. 


— 8404230060 Responds to violations noted in IE Insp Repts 50-010/81-22, 
50-237/81-40 Se 50-249/81-33. Correc tive actions: 
implementation of App B to security plan began in Feb 1981 & 
guard training to be completed in Feb 1983. Info deleted 
DELGEORGE, L. 0. Commonwealth Edison Co. 82/08/23. KEPPLER, J.G. 
Region 3, Office of Director, 3pp. 24184:065. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230067 Forwards rept o-^ invr q .at; :?n -dfntifying 
misrepresentations by Burn;, ‘.it:. ‘>eci,r:t. 'J/cs, Inc 
concerning firearms qual : i rA*-. i o'-. i r ('.jua 1 1 f ications of 
contract security guards. W/o rept, 

CUMMINGS, J. J. Office of Inspector & Auditor. 78/12/04. 
RICHARD, M.M. Justice, Dept. of. 9pp. 24184:226. 24X 

Fiche: 50-000. 84/01/17, 8404230018. 


— 8404230074 Responds to 740319 request for description of proposed 
industrial security p Ian, Provi sion of armed guards 
imp 1 emented. Other portions of plan will be implemented in 
June 1974, except for listed sections. 

ABEL, J. S. Commonwealth Edison Co. 74/05/06, ZIEMANN, D. L. Atomic 
Energy Commission, Directorate of Licensing. 10pp. 24184:290. 

24X Fiche; 50-000, 84/01/17, 8404230018. 


— 8404230075 Discusses recent security insp re unlimited access to vital 
areas . Inspectors required to verify that access to vital 
areas limited to authorized individuals. 

CREED, J.R. Safeguards. 81/08/28. BUSH, L, L. Physical Security 
Section. 2pp. 24184:087. 24X Fi che : 50-000, 84/01/ 17, 8404230018. 


— 8404230081 Confirms 771109 meeting re Burns Inti Security Svcs, Inc 
furnishing security svcs. Close liaison intended between mgt 
assigned guards for open communications re retention of 
p ersonnel . 

GRABOVAC, E, A. Burns International Security Services, Inc. 
77/11/09, MANONE, J. V. Commonwealth Edison Co. 10pp. 24184:308. 

24X Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230085 Ack receipt of 820112 ltr informing NRC of technical 
evaluation results in response to central alarm station 
vulnerab i 1 ity identified in IE Insp Repts 50-010/81-11, 
50-237/81-22 it 50-249/81-16. 

NORELIUS, C. E. Division of Engineering. 82/02/03. REED, C. 
Commonwealth Edison Co. Ip, 24184:089. 24X Fiche: 50-000, 

34/01/17, 8404230018. 


— 8404230088 Discusses question raised in 780424-0523 investigation re 
f alsi f ication of vital area door checks St firearms 
rualif ication records by guard contractor personnel. Burns 
Inti Security Svc awareness of NRC audit questioned. 

BELANGER, J. L. Region 3, Chicago, Office of the Director, 

78/10/27, HIND, J. A. Region 3, Chicago, Office of the Director. 

Ip. 24184:318. 24X Fi c h e : 50-000, 84/01/1 7, 8404230018, 


— 8404230089 Suppls response to 810824 ltr re cental alarm station 
vulnerab i 1 ity identified in IE Insp Repts 50-010/81-11, 
50-237/81-22 it 50-249/81-16. Info deleted. 

RAUSCH, T.J. Commonuealth Edison Co. 82/01/12. KEPPLER, J. G. 
Region 3, Office of Director, 3pp. 24184:090. 24X 

Fiche; 50-000, 84/01/17, 8404230018. 


— 8404230093 Discusses Security Investigation Repts 50-010/78-13, 
50-237/78-11 it 50-249/78-12 re contract guard svc personnel. 
Substantiation that guard svc personnel aware of being subj 
to NRC audit provided. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director, 78/11/03. 

ABSTON, 0. G. Office of Inspector & Auditor, 4pp. 24184:319. 24X 

Fiche; 50-000, 84/01/17, 8404230018. 


— 8404230095 Acks receipt of 811203 ltr informing NRC of progress in 
resolving guard forces situation described in IE Insp Repts 
50-010/81-11,50-237/81-22 it 50-249/81-16. Matter will be 
reviewed during subsequent insp. 

NORELIUS, C. E, Division of Engineering i>. Technical Inspection. 
81/12/11. REED,C Commonwealth Edison Co. Ip. 24184:093. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


—8404230103 Updates response to IE Insp Repts 50-010/81-11,50-237/81-22 
U; 50-249/81-16. Corrective acti ons: 1-day seminar, "Managing 
Yourself: Key to Personal Effectiveness," initiated it Burns 
improving communication w/guards. Info deleted. 

RAUSCH. T.J, Commonwealth Edison Co, 81/12/03. KEPPLER, J. G. 

Region 3, Chicago, Office of the Director (81/03/01). 4pp. 

24184:094. 24X Fi c h e : 50-000, 84/01 /17, 8404230018. 



50 


DOCKETED ITEMS 


•8404230106 Responds to concerns identified in IE Insp Repts 
SO-OlO/81-n. 50-237/81-22 & 50-249/81-16. Corrective actions: 
Burns initiated improved communications ui/guard force. Info 
de leted. 

DELGEORGEj L. □. Commonwealth Edison Co. 81/10/05. KEPPLERi J. G. 
Region 3. Chicagoi Office of the Director <81/03/01). 5pp. 
24184:099. 24X Fic he : 50-000» 84/01 /17i 8404230018, 


8404120100 Req.uests exemption for Grundy County^IL from lOCFRSOi App E* 
Section IV. F. 1 req.uirement re annual emergency pneparedness 
exercise for all appropriate state & local govt agencies. 

Exercise in 1933 sufficient. 

FARRAR. D.L. Commonuiea 1 1 h Edison Co. 84/04/05. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. Spp. 24023: 183. 24X 

Fiche: 50-010.84/04/05, 8404120100. 


8404230116 Notice of violation from investigation on B1 1217-820406. Info 

deleted. 

KEPPLER, J. G. Region 3, Office of Director. 82/07/26. 4pp. 

24184- OOl 24X Fic he : 50-000, 84/01 /17, 8404230018. 


8404030400 Forwards Rev 14 to security plan. Rev addresses NRC ccm.-nents 
on Rev 12. Rev withheld (ref 10CFR73. 21). 

FARRAR. D. L. Commonwealth Edison Co. 04/02/16. KEPPLER Region 3. 
Office of Director. Ip. 22868:299. 24X Fi ch e ; 50-237. 04/02/ 16. 

8404030400. 


8404270236 Public version of Itr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
Si withheld from PDR as well as LPDR. W/JM Felton 840419 
release memo. , 

GOLDEN. J. C. Commonwealth Edison Co. 84/03/06. VASSALLO. D. B. 
Operating Reactors Branch 2 Ip. 24229:331. 24X 

Fiche: 50-000, 84/03/06, 8404270286, 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory, 

KOORE,D.D., GOLDEN, J. C. Commonwealth Edison Co. 84/02/29. 73pp. 

24229: 332, 24X Fiche; 50-000, 84/03/06, 8404270286. 


8404030364 Forwards suppl to detailed control room design program plan, 
including qualifications of review team per sonnel. per 830913 
Itr Si Suppl 1 tc NUREG-0737. Core team comprised of util & 

ARD Corp personnel. 

RVBAK.B. Commonwealth Edison Co. 84/03/21. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 30pp. 22871:210. 24X 

Fi ch e; 50-237, 84/03/21 , 8404030364. 


8404060168 Forwards IE Insp Repts 50-010/84-04.50-237/84-05 & 
50-249/04-04 on 840227-0302 No noncomp 1 ianc e or deviations 
identified, 

PAPERIELLO, C, J. Region 3. Office of Director, 84/03/22. REED. C. 
Commonwealth Edison Co, 2pp. 22927:001, 24X Fiche: 50-010. 84/03/22. 

8404060168. 


—8404060177 IE Insp Repts 50-010/84-04,50-237/84-05 & 50-249/84-04 on 
840227-0302. No noncompliance noted. Major areas inspected: 
emergency preparedness program, inc luding licensee actions on 
previously identified items Zi emergency detection, 

PLOSKI.T. Region 3, Office of Director, 84/03/22. 14pp. 

22927:003, 24X F i c he ; 50-010/ 84/03/22, 8404060168. 


8404040169 Forwards exercise repts for LaSalle Dresden offsite 
radiological emergency preparedness exercises conducted 
820414-15 & 0629-30, respectively. 

KRIMM,R.W, Federal Emergency Management Agency, 84/03/26. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 2pp, 22803:122, 24X Fi che: 50-000. 84/03/26, 

8404040169. 


8404130298 Ack receipt of util 840316 scope & objectives for emergency 
exercise scheduled for 840605. Ob jec tives acceptable. 

PAPERIELLO. C. J. Region 3. Office of Director. 84/04/09. REED.C. 
Commonwealth Edison Co. Ip. 24028:141. 24X Fiche: 50-237, 84/04/09. 

8404130298. 


— 8404130302 Forwards objectives & scope of par tic ipat ion proposed for 
emergency exercise scheduled for 840605. 

SEXTON. P.F. Commonwealth Edison Co. 84/03/16. HIND, J. Division 
of Emergency Preparedness & Operational Support. 4pp. 24028:142. 
24X Fiche: 50-237,84/04/09. 84-04130298. 


8404260126 Forwards IE Insp Repts 50-010/84-02. 50-237/84-03 & 
50-249/84-02 on 840120-0326 & notice of violation. 

SHAFER. W. D. Region 3, Office of Director. 84/04/11. REED. C. 
Commonwealth Edison Co. 2pp. 24205:222. 24X Fi che : 50-01 0. 84/04/1 1, 

8404260126. 


— 8404260145 IE Insp Repts 50-010/84-02.50-237/84-03 & 50-249/84-02 on 
840120-0326. Violations no ted : f a i 1 ure to follow procedures 
to protect saf ety-related equipment from possible missile 
damage Si to adhere to radiation protection stds. 

TONGUE. T. M. Region 3, Office of Director. 84/04/10. 2Spp. 
24205:226. 24X Fi che: 50-010. 84/04/11. 8404260126. 


8404260104 Requests assistance in conducting revietu of util 840405 
request for exemption from 10CFR5O. App E requirements re 
annual emergency preparedness e xerc ise. SALP input should be 
included in eval uat i on. Comp 1 et i on requested by 840427. 

EISENHUT. D. G. Division of Licensing. 84/04/23. NORELIUS. C. E, 
Division of Project ?< Resident Programs. Spp. 24208:254. 24X 

Fiche: 50-010. 84/04/23, 8404260104. 


P. Operating license stage documents St correspondence 


8404100289 Corrected notification of contract execution: “Dresden St 
Perry Simulator Leasing" awarded to GE. 

JESSUP, B. Technical Assistance Contracts Branch. FIN B-S713. 
84/02/17. HAVINS. G. H. Director's Office. Office of Inspection and 
Enforcement. Ip, 22982:362. 24X Fiche: 50-000. 84/02/17, 8404100289. 


8404090269 Forwards responses to 840214 request for addl info re Mark I 
containment plant-unique analysis repts. 

RVBAK, B. Commonwealth Edison Co. 84/03/29. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22943:111. 24X 

Fiche: 50-000, 84/03/29, 8404090269. 

— 8404090273 Rev 0 to "Mark I Plant-Unique Analysis Kept. Resp on se to NRC 
Questions. " 

MCCLEAN, N. A. , MCINNES. I. D. , BUCHH0L2. R. H. NUTECH Engineers. Inc. 
COM-02-673 ROO. 84/03/26. 14pp. 22943: 113. 24X 

Fiche: 50-000,84/03/29. 8404090269. 


— 8404040175 Evaluation of State of IL. Grundy County , Kendal 1 County & 
Will County small-scale joint emergency preparedness 
exercise plan. final rept. 

* Federal Emergency Management Agency. 82/07/30. 71pp. 

22883:192. 24X Fiche : 50-000. 04/03/26. 8404040169. 


8404090342 Forwards updated schedular exemption request to reflect 
completion of certain items Ik extensions of dates re App R 
fire protection mods. 

RYBAK, B. Commonwealth Edison Co. 04/03/30. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 22941:316. 24X 

Fiche: 50-000, 84/03/30,8404090342 


8404060129 Forwards schedule of corrective actions submitted by State 
of IL for deficiencies noted in final rept for offsite 
radiological emergency preparedness exercise conducted on 
830914, Schedule of corrective actions adequate, 

KRIMM, R.W, Federal Emergency Management Agency. 84/04/02, 

JORDAN. E L. Division of Emergency Preparedness Si Engineering 
Response (Post 030103). 16pp. 22920:112. 24X Fiche ; 50-010, 

84/04/02. 8404060129. 


8404090002 Forwards final resolution of SER S« technical evaluation rept 
open items re environ qual if ication of sa f e ty-re lated 
electric equipment. Inclusion of listed equipment will be 
reevaluated per respective schedules. 

RYBAK, B. Commonwealth Edison Co. 84/03/30. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 45pp. 22939: 105. 24X 

Fiche: 50-237, 84/03/30, 8404090002. 


3404090268 Forwards status on completion of licensee commitments re 
post-TMI related issues. Generic Ltrs 85-05 & 82-10 Sc 
NUREG-0737. Items 1 1 . F. 1 . < 2 > . 1 1. F. 1 . (6) & II.D. 3. 4. 

RYBAK. B. Commonwealth Edison Co, 84/03/30. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 6pp. 22943:149. 24X 

Fiche: 50-000.84/03/30, 8404090268. 


0404040256 Generic Ltr 84-08 to all licensees of operating reactors 
applicants for OLs Sc holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/04. Consolidated 

Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000.84/04/04, 8404040256. 


8404100232 Requests exemption from participation by Grundy County. IL at 
840605 Sc 1985 emergency preparedness exerc i ses. Or undy County 
will participate in Braidwood full-scale exercise in 1985, 

FARRAR, D,L Commonwealth Edison Co. 84/04/05, DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 2pp, 22960:238. 24X 

Fiche: 50-010, 84/04/05. 8404100232. 


8404120136 Forwards updated schedule for ongoing environ qualification 
testing programs, per B10S2B commitment. ™ - 

BARNES. P.L. Commonwealth Edison Co. 84/04/04. KEPPLER. J, G. Region 
a/ Office of Director. 11pp. 24011:354. 24X Fiche : 50-000. 84/04/04. 

8404120136 , 
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8404160044 Forwards safety evaluation of BWR Owners Group response to 
NUREG-0737, Item II. K. 3. 16, "Reduction of Challenges 8< 

Failures of Relief Valves - Feasibility Study & Sys Mod. " 

Req.uests update of response to item within 60 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/11. FARRAR, D. L. 

Commonueal th Edison Co. 13pp. 24043:263. 24)f Fic he: 50-237, 

84/04/11, 8404160044. 


8404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated matls. Request 
denied since provisions for generic release of small 
quantities of radioactive matls not developed. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/13. FARRAR, D.L. 

Commonwealth Edison Co. 8pp. 24077:216. 24X Fiche: 50-000, 84/04/13, 

8404180203. 


Q. Inspection reports, IE Bulletins & correspondence 


8404230018 Further response to FOIA request for documents re security 
violations safeguards events at nuclear facilities. 

Forwards App A B documents. Info withheld <ref FOIA 
Exemption 3). Zion plant meeting summary rep t nonexistent. 

FELTON. J. M. Division of Rules and Records. 84/01/17. GQLDENBERO, G, 
Scr ipp s-Howard Newspapers. 4pp. 24183:238. 24X 

Fiche: 50-000,84/01/17, 8404230018. 


— 8404230020 Responds to noncompliance noted in IE Insp Repts 
50-010/81-18,50-237/81-34 & 50-249/81-26. Corrective actions 
S; other info deleted. 

RAUSCH, T.J. Commonwealth Edison Co. 82/01/20. KEPPLER, J. 0, 
Region 3, Office of Director. 4pp, 24183:249. 24X 

Fiche; 50-000. 84/01/17, 8404230018. 


— 8404230032 Comments on recent security insp re adequacy of util 
response procedures for vital area intrusion alarms. 

Procedures do not meet 10CFR73. 55( h ) (4) r equirements. Inf o 
deleted. 

GREGER.L. R. Technical Inspection Branch. 81/12/09. MCCORKLE, G. W. 

Power Reactor Safeguards Licensing Branch. 2pp. 24184:125. 24X 

Fiche: 50-000. 84/01/17, 8404230018. 


— 8404230042 Discusses security insp re unlimited access to vital areas. 
Inspectors required to verify that access to vital areas 
limited to authorized individuals. 

CREED, J.R. Region 3, Office of Director. 81/08/28. BUSH, L. L. 
Physical Security Section. 2pp. 24184:079. 24X 

Fiche; 50-000, 84/01/17, 8404230018. 


— 8404230044 Notice of violation from insp on 81 1 102-06. Inf o deleted. 

* Division of Engineering Technical Inspection. 81/12/22. Ip. 
24184:140. 24X Fi c h e ; 50-000, 84/01 /17, 8404230018. 


— 8404230045 Summarizes 821028 insp re four security guards suspended for 
drug USB, Insp involved interviewing guards re illegal drug 
use by guards S< p ersonne 1. Results listed. Info deleted. 

MADEDA, T. J, Region 3, Office of Director. 82/11/05. Region 3, 
Office of Director. 2pp. 24184:085. 24X Fiche : 50-000, 84/01/17. 

8404230018. 


—8404230047 IE Insp Repts 50-010/81-18,50-237/81-34 8( 50-249/81-26 on 
811102-06. Violation noted: security records not retained for 
required time period data required by security plan not 
entered on computer sys. 

CHRISTOFFER, 0. Region 3, Chicago, Office of the Director 
(81/03/01), 81/12/10, 20pp. 24184:141. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230049 Ac k receipt of 020823 Itr informing of steps taken to 
correct noncompliance noted in IE Insp Repts 50-010/81-22, 
50-237/81-40 S< 50-249/81-33. Overa 1 1 integrity of security 
not questioned, 

KEPPLER, J.G. Region 3, Office of Director, 82/09/08. REED, C. 
Commonwealth Edison Co. 2pp, 24184:063. 24X 

Fiche: 50-000, 04/01/17, 8404230018. 


— 8404230051 Notice of violation from insp on 821115-19. 

MILLER, J, R, Region 3, Office of Director. 82/12/20. Ip. 
24104:163, 24X Fiche; 50-000, 04/01/17, 0404230010. 


— 8404230060 Responds to violations noted in IE Insp Repts 50-010/81-22, 
50-237/81-40 & 50-249/81-33. Corrective actions: 
implementation of App B to security plan began in Feb 1981 & 
guard training to be completed in Feb 1983. Info deleted. 

DELOEDRGE, L. 0. Commonwealth Edison Co. 82/08/23. KEPPLER, J.G. 
Region 3, Office of Director. 3pp. 24184:065. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230067 Forwards rept of investigation identifying 
misrepresentations by Burns Inti Security Svcs.Inc 
concerning firearms qua 1 i f i cat i on & requa 1 xf ications of 
contract security guards. W/o rept, 

CUMMINGS, J. J. Office of Inspector & Auditor 78/12/04 
RICHARD, M.M. Justice, Dept. of. 9pp 24184:226. 24X 

Fiche; 50-000, 84/01/17, 8404230018 


— 8404230075 Discusses recent security insp re unlimited access to vital 
areas. Inspectors required to verify that access to vital 
areas limited to authorized individuals, 

CREED, J.R. Safeguards. 31/08/28 BUSH, L. L. Physical Security 
Section. 2pp. 24184:087, 24X Fi che : 50-000, 84/01 /17, 8404230018, 


— 8404230085 Ac k receipt of 820112 Itr informing NRC of technical 
evaluation results in response to central alarm station 
vulnerability identified in IE Insp Repts 50-010/81-11, 
50-237/81-22 & 50-249/81-16. 

NORELIUS, C. E. Division of Engineering. 82/02/03. REED, C. ' 
Commonwealth Edison Co. Ip. 24184:039. 24X Fi c h e : 50-000, 

84/01/17, 8404230018. 


— 8404230088 Discusses question raised in 780424-0523 investigation re 
falsification of vital area door checks firearms 
qualification records by guard contractor p ersonne 1 Burns 
Inti Security Svc awareness of NRC audit questioned. 

BELANGER, J. L. Region 3, Chicago, Office of the Director, 

78/10/27. HIND, J. A. Region 3, Chicago, Office of the Director. 

Ip. 24184:318. 24X Fi c h e ; 50-000, 84/01 / 1 7, 8404230018. 


— 8404230089 Suppls response to 810824 Itr re central alarm station 
vulnerab i lity identified in IE Insp Repts 50-010/81-11, 
50-237/B1-22 S( 50-249/81-16, Info deleted. 

RAUSCH, T. J. Commonwealth Edison Co. 82/01/12. KEPPLER, J. G. 
Region 3, Office of Director, 3pp. 24164:090. 24X 

Fiche; 50-000, 84/01/17, 8404230018. 


— 8404230093 Discusses Security Investigation Repts 50-010/78-13, 
50-237/78-11 ?< 50-249/78-12 re contract guard svc personnel. 
Substantiation that guard svc personnel aware of being subj 
to NRC audit provided. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director, 78/11/03, 
ABSTON, 0.0. Office of Inspector 5- Auditor, 4pp. 24184:319. 24X 

Fiche : 50-000, 84/01/17, 8404230018. 


— 8404230095 Ac k s receipt of 811203 Itr informing NRC of progress in 
resolving guard forces situation described in IE Insp Repts 
50-010/81-11,50-237/81-22 50-249/81-16. Matter will be 

reviewed during subsequent insp. 

NORELIUS, C. E. Division of Engineering 5. Technical Inspection. 
81/12/11. REED, C. Commonwealth Edison Co. Ip. 24184:093, 24X 

Fiche; 50-000, 84/01/17,8404230018. 


—8404230103 Updates response to IE Insp Repts 50-010/81-11,50-237/81-22 
50-249/81-16. Correct ive actions: 1-day seminar, "Managing 
Yourself; Key to Personal Effectiveness," initiated & Burns 
improving communication w/guards. Inf o deleted. 

RAUSCH, T.J. Commonwealth Edison Co 81/12/03. KEPPLER,J,G. 

Region 3, Chicago, Office of the Director (81/03/01). 4pp. 

, 24184,094, 24X Fiche; 50-000, 84/01/17, 8404230018, 


— 8404230106 Responds to concerns identified in IE Insp Repts 

50-010/81-11,50-237/81-22 50-249/81-16. Correc tive actions: 

Burns initiated improved communications w/guard force. Info 
deleted. 

DELGEORGE, L. 0. Commonwealth Edison Co, 81/10/05. KEPPLER, J.G. 
Region 3, Chicago, Office of the Director (81/03/01). 5pp. 
24184:099. 24X Fi che; 50-000, 84/01/17. 8404230018, 


— 8404230116 Notice of violation from investigation on 811217-820406. Info 
d elet ed. 

KEPPLER, J.G. Region 3, Office of Director. 82/07/26. 4pp, 

24184:001. 24X Fi che: 50-000, 84/01/17, 8404230018. 


0404050060 Partial response to FOIA request for three separate 
categories of documents re pipe crack probl ems. Forwards App 
A d ocuments. Sear ch for add! documents continuing. 

FELTON, J, M. Division of Rules and Records. 84/02/28. BELL. N. 
Nuclear Information Resource Service. 3pp. 22916:003, 24X 

Fiche; 50-000,84/02/28, 8404050060, 


— 8404050117 Forwards comments on draft order for intergranular stress 
corrosion cracking insps. 

WEEKS, J.R, Brookhaven National Laboratory. 83/08/15. LIAW,B.D. 
NRC - No Detailed Affiliation Given. 10pp. 22916:279. 24X 

Fiche: 50-000, 84/02/28, 8404050060, 


8404060168 Forwards IE Insp Repts 50-010/84-04,50-237/84-05 8< 
50-249/84-04 on 840227-0302. No none omp 1 ianc e or deviations 
identified. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/03/22, REED, C. 
Commonwealth Edison Co, 2pp. 22927:001, 24X Fi ch e: 50-010, 84/03/22, 

8404060160. 
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—8404060177 IE Insp Repts 50-010/84-04.50-237/84-05 & 50-249/84-04 on 
840227-0302. No noncompliance noted. Major areas inspected: 
emergency preparedness program. inc lud ing licensee actions on 
previously identified items ?< emergency detection. 

PLOSKI.T. , GLOERSON, W. , CHRISTOFFER. 0. Region 3. Office of 
Director. 84/03/22. 14pp. 22927. 003. 24X Fiche: 50-010, 84/03/22. 

8404060168. 


8404020124 Ac fc receipt of 840302 Itr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 50-010/83-22, 
50-237/83-32 Zt 50-249/83-30. 

SHAFER. W. D. Region 3, Office of Director. 84/03/26, REED. C. 
Coffltnonuealth Edison Co. Ip. 22838:207. 24X Fiche: 50-010. 84/03/26. 

S404020124. 


— 8404020128 Responds to NRC 840201 Itr re noncomp 1 iance noted in IE Insp 
Repts 50-010/83-22.50-237/83-32 & 50-249/83-30, Corrective 
actions: loc ked valve surveillance performed quarterly. Valves 
will be tagged to indicate position valve locked. 

FARRAR. D.L. Commcnuaa 1 th Edison Co. 84/03/02, KEPPLER, J. G. 

Region 3, Office of Director. 6pp. 22838:208. 24X 

Fiche: 50-010, 84/03/26, 8404020124, 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of Neu» 

York, Inc. I38pp. 22933:122, 24X Fi che : 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co, of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000. 84/03/29. 8403140247. 


8404090397 Requests change in commitment date to 840601 for item of 
noncompliance in IE Insp Repts 50-010/83-19,50-237/83-29 S< 
50-249/83-27. Improvements required in computer program 
changes to ARPM gain adjustment factors. 

FARRAR, D. L. Commonwealth Edison Co. 84/03/30. KEPPLER, J. G. Region 
3, Office of Director, Ip, 22940:254. 24X Fiche: 50-010, 84/03/30. 

8404090397. 


8404100239 Forwards response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Undervol tage Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Subj 
breakers not used at facilities. 

BARNES, P.L. Commonwealth Edison Co. 84/04/04. KEPPLER, J. 0. Region 
3. Office of Director, 3pp. 22960:189, 24X Fiche: 50-000. 84/04/04. 

8404100239, 


8403140259 IE Info Notice 84-24. "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8{ Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000. 84/04/05. S403I40259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Spons ored 
(Sual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc, 103pp. 24066:164. 24X Fiche : 50-000, 84/04/05. 8403140263. 


8404240339 Forwards IE Insp Repts 50-010/83-21.50-237/83-31 Zf 
50-249/83—29 on 831025-840323. No noncompliance noted. 

LITTLE. W. S. Region 3. Office of Director. 84/04/10. REED. C. 
Commonwealth Edison Co, 2pp. 24179:252. 24X Fiche : 50-010. 84/04/10, 

8404240339. 


— 8404240361 IE Insp Repts 50-010/83-21,50-237/83-31 & 50-249/83-29 on 
831025-840323. No noncompliance or deviations noted. Major 
areas inspected: inservi ce insp activities. IE bulletins, 
previous insp findings «< meetings at EPRI-NDE Ctr. 

WARD. K. D. . CILIMBERG. R. L. , DANIELSON, D. H. Region 3. Office of 
Director. 84/04/06. 27pp. 24179:254. 24X Fiche: 50-010. 84/04/10. 

8404240339. 


8404260126 Forwards IE Insp Repts 50-010/84-02.50-237/84-03 & 
50-249/84-02 on 840120-0326 & notice of violation. 

SHAFER# W. D. Region 3. Office of Director. 84/04/11, REED. C 
Commonwealth Edison Co. 2pp. 24205:222. 24X Fiche; 50-010. 84/04/1 1. 

8404260126. 


— 8404260132 Notice of violation from insp on 840120-0326. 

SHAFER. W.D. Region 3. Office of Director. 84/04/11. 2pp. 
24205: 224. 24X Fiche: 50-010. 84/04/11. 8404260126. 


—8404260145 IE Insp Repts 50-010/84-02.50-237/84-03 & 50-249/84-02 on 
840120-0326. Violations noted : fai lure to follow procedures 
to protect saf ety-related equipment from possible missile 
damage & to adhere to radiation protection stds. 

TONGUE, T.M.. STASEK. S. . ANDERSON. C. D. Region 3. Office of 
Director. 84/04/10. 28pp. 24205:226. 24X Fi ch e : 50-010, 84/04/ 11, 

8404260126. 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofc re util regulatory improvement 
program. Meeting notice end. 

NORELIUS. C. E. Region 3, Office of Director. 84/04/13. REED, C. 
Commonwealth Edison Co. 3pp, 24095:320. 24X Fi ch e ; 50— 000, 84/04/13. 

8404190397. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of hJRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York. Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 34/04/1 6, 8403140271. 


8403I4027S IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000. 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE. J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

a6pp. 24163:205. 24X Fi c h e : 50-000. 84/04/1 7, 8403140273, 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE. J. N. Division of QA. Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc, 

a9pp. 24163:292. 24X Fi c h e : 50-000. 84/04/1 7. 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co, of New 

York. Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17. 9403140280. 


8404240374 Forwards response to GE SIL 402 re containment inerting sys. 
SIL generated due to recent event, resul ting in large crack 
in torus vent header at another operating p lant. Poss i b i 1 i ty 
of similar event highly unlikely. 

RYBAK, B. Commonwealth Edison Co. 84/04/17. DENTON. H, R, Office of 
Nuclear Reactor Regulation, Director. 3pp, 24168:359, 24X 

Fiche: 50-237.84/04/17. 8404240374. 


8403140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping it Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. H7pp. 24188:001. 24X Fiche: 50-000# 84/04/18. 8403140234. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set. '* Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 04/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness *< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York# Inc. 119pp. 24195:343. 24X Fiche: 50-000# 84/04/18# 8404130404, 


8404160130 IE Info Notice 84—33# "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20 Consolidated Edison Co. of New 

York# Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20# 8404160130. 


8404300155 Grants relief from ASME Code requirements re inservice insp# 
based on util 821210 submittal. Exam requirements determined 
to be impractical to perform during 820301-920301 insp 
interval. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/04/26. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 24225:005. 24X Fiche: 50-237. 84/04/26# 

8404300155. 


— 8404300157 Safety evaluation granting relief from inservice insp 
requirements# per ASME Code Section XI. 

JOHNSON# G. Office of Nuclear Reactor Regulation# Director. 

84/04/26. 10 pp. 24225:007. 24X Fiche; 50-237, 04/04/26# 8404300155. ' 
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— S401060574 ''Inservice Insp Programi Dresden Nuclear Power Plant. Units 
1 8< 2. " technical evaluation rept. 

■» Battelle Memorial Institute. Pacific Northujest Laborator les. 

FIN B--2157. 83/02/25. NRC - No Detailed Affiliation Given. 

17pp. 67107:271. 24X Fiche; 50-237, 84/04/26, S404300155. 


R. Periodic operating reports & related correspondence 


9404060176 Forwards "Radwaste Se Environ Monitoring Annual Rept. 1983. " 
STEPHENSON, B. B. Commonwealth Edison Co. 84/03/28. KEPPLER. J. G. 
Region 3, Office of Director, Ip, 22926:047. 24X 

Fiche: 50-010, 84/03/28, 8404060176. 


— 8404060181 "Radwaste St Environ Monitoring Annual Rept, 1983. " 
* Teledyne Isotopes, 83/12/31. H5pp, 22926:048, 24X 

Fiche: 50-010. 84/03/28. 8404060176. 


8404160143 Monthly operating repts for Mar 1984, W/a40402 Itr. 

SCHROEDER. B, A. . SCOTT, D. J. Commonwealth Edison Co. 84/03/31. 21pp. 

24041:228. 24X Fi c he : 50-237, 84/03/31 , 8404 160143. 


S. Reportable occurrences, LERs & related correspondence 


8404230018 Further response to FQIA request for documents re security 
violations 8< safeguards events at nuclear facilities. 

Forwards App A St B documents. Info withheld (ref FOIA 
Exemption 3). Zion plant meeting summary rept nonexistent. 

FELTON, J. M, Division of Rules and Records, 84/01/17. GOLOENBERG, G. 

Sc r i p p s— Howard Newspapers. 4pp. 24183:238, 24X 

Fiche; 50-000, 84/01/17. 8404230018, 


— 840^230039 Discusses 811025 diesel generator cooling water pump failure 
-esu!ti"q in high engine temp trips due to inadequate 

Cdused by broken discharge check valves. Insp rept 
will be prepared. Info deleted, 

BURTON, R. M. Region 3, Office of Director. 82/01/15, WARNICK.R. F. 

Region 3, Office of Director. 9pp. 24184: 129. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230058 Discusses 811025 diesel generator cooling water pump failure 
resulting in high engine temp trips due to inadequate 
cooling, Caused by broken discharge check valves. Insp rept 
will be prepared. 

BURTON. R. M, Region 3, Office of Director. 82/01/15, WARNICK.R. F. 

Region 3. Office of Director, lOpp, 24184: ISO, 24X 
Fiche: 50-000. 84/01/17. 8404230018. 


8404260414 Part 21 rept re presence of thread -1 oc k ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD. G. 0. General Electric Co. 84/04/13, DEYOUNG, R. C. 
Director's Office. Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13. 8404260414. 


8404190307 PNO-1 1 1-84-031 ; on 840414. entry rugs used in admini strat i ve 
areas found contaminated w/low level radioactivity. Source of 
contamination not determined. Investigation in progress 
GREGER, L, R. Region 3, Office of Director, 84/04/16, 2pp, 
24098:037. 24X Fiche: 50-010, 84/04/16. 84041 90307. 


8404240045 LER 84-001-00: on 840323, during reactor startup, reactor 
water level decreased to low level alarm po int, causing high 
neutron flux reactor scram. Cause not stated . By pass steam 
flow will be minimiied in future. W/840410 Itr. 

BERGAN, 0. W, , SCOTT, D. J. Commonwealth Edison Co, 84/04/17. 3pp. 
24165:019. 24X Fic he: 50-249. 84/04/17. 8404240045, 


V, Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs Te change to NUREG-1021. "Operator 
Licensing Examiner Stds, " Svc list end, 

EI8ENHUT. D. 0. Division of Licensing. 84/04/02, Consolidated 
Edison Co of New York. Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02, 8404020019. 


8404090405 Confirms that written operator S< senior operator licensing 
exams scheduled for 840626 8< oral exams scheduled for 
840627-29. Ref matl requirements listed in End 1 requested 
by 840423. 

WALKER, R. D. Region 3. Office of Director, 84/04/03. REED. C. 
Commonwealth Edison Co, 5pp. 22940:266, 24X Fiche: 50-237. 84/04/03, 

8404090405. 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency 8« fire protection plans 


8404090231 Forwards IE Insp Repts 50-250/84-03 50-251/84-03 on 

840130—0203 Sj notice of vi o la t i on , Not i c e of violation & rept 
details withheld (ref 10CFR2. 790 & 73.21). 

LEWIS. R. C. Division of Project & Resident Programs. 84/02/27. 
WILLIAMS, J. W. Florida Power & Light Co. 2pp. 22939:358. 24X 

Fiche: 50-250, 84/02/27, 8404090231. 


—8404090234 IE Insp Repts 50-250/84-03 & 50-251/84-03 on 840130-0203, 
Violations noted. Detail s withheld (ref 10CFR2. 790 ^ 73.21), 

HALL, B. L. Region 2, Office of Director. MCGUIRE, D. R. Division of 
Emergency Preparedness ^k Materials Safety. 84/02/23. Ip. 

22939:360. 24X Fic h e ; 50-250, 84/02/27, 8404090231 , 


8404100252 Grants extension to 811109 schedular exemption from 
requirements of 10CFR50. 48 8« related Section III. A of App R 
re water supplies for fire suppression. 

VARGA, S. A, Operating Reactors Branch 1. 84/03/21. WILLIAMS. U. W. 

Florida Power & Light Co. 4pp. 22993:328. 24X 

Fiche; 50-250, 84/03/21 , 84041 00252. 


— 8404100256 Extension to 811109 schedular exemption from requirements 
of 10CFR50. 48 it related Section III, A of App R re water 
supplies for fire suppression. 

CASE, E. G. Office of Nuclear Reactor Regulation, Director. 

84/03/21. Florida Power Sc Light Co. 5pp. 22993:332. 24;< 

Fiche: 50-250, 84/03/21,8404100252. 


8404230364 Forwards exemption from certain fire protection requirements 
of App R to 10CFR50,per 830408 request. Safety evaluation 
also end. 

VARGA, S. A. Operating Reactors Branch 1. 84/03/27. WILLIAMS, J. W. 

Florida Pcwe- C” ^pn 24185:216. 24X 

Fiche: 50-25j, il*:, 02/27. *jC0^.r.:2C:-6- 


— 8404230366 Exemption from pertinent sections of App R to 10CFR50 re 
fire rones. 

EISENHUT, D. G. Division of Licensing. 84/03/27. Florida Power & 
Light Co, 21pp. 24185:220. 24X Fiche: 50-250, 84/03/27, 8404230364. 


— 8404230367 Safety evaluation supporting exemption from fire protection 
requirements of l0CFR50,App R. 

* Office of Nuclear Reactor Regulation, Director. 84/03/27. 

26pp. 24185:241. 24X Fi c h e : 50-250, 04 ^03 /27, 8404230364. 


8404090363 Ack receipt of 840328 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/84-03 S< 
50-251/84-03. 

LEWIS, R.C. Division of Project & Resident Programs. 84/04/04, 
WILLIAMS. J. W. Florida Power & Light Co. Ip. 22942:169 24X 

Fiche ; 50-250, 84/04/04, 8404090363. 


— 8404090371 Responds to NRC 840227 ltr re violations noted in IE Insp 
Repts 50-250/84-03 ?< 50-251/84-03. Correct ive actions: 
withheld (ref 10CFR73. 21). 

WILLIAMS, J. W. Florida Power ! 3 < Light Cq. 84/03/28, 0 'REILLY, J. P , 

Region 2. Office of Director, Ip. 22942:170. 24X 

Fiche: 50-250. 84/04/04, 8404090363. 


0. Adjudicatory correspondence 


8404160209 Forwards util 840404 ltr requesting license amends to 
accommodate possible use of higher fuel enrichments at 
facility in future c yc les. Certif icate of Svc end. Related 
correspondence, 

BAUSER. M. A. Nesnirar ?. Wc!tri"ger. 8AUSER, M. A, Florida Power & Light 
Co. DSB 536. LA/C-, R . M. . CDLE, R. F. , LUEBKE. E. A, Atomic 

Safety and Licensing Board Panel. 39pp, 24047:010, 24X 

Fiche: 50-250. F-/c:i/:::. L-;.';': ’ 6:,7C9 


P. Operating license stage documents & correspondence 


8404200025 Further response to FOIA request for eight categories of 
documents re OL amends, Forwards App B documents. App C 
documents withheld (ref FOIA Exemption 5). Documents also 
available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/01/26, BELL. N. 
Nuclear Information Resource Service. 4pp. 24156:044. 24X 

Fiche: 50-000. 84/01/26. 8404200025. 


— 8404200029 Petition for rehearing & suggestion for hearing en banc re 
Court of Appeals jurisdiction to review NRC denials of 
10CFR2. 206 requests. Certif icate of Svc St related info end. 

PLAINE. H. H. Office of the General Counsel. SLAGGIE. E. L. , 

LEVI.R.P, NRC - No Detailed Affiliation Given. 83/09/09. U. S. 
Court of Appeals, District of Columbia Circuit. 3Spp. 24156:048. 
24X Fiche: 50-000,84/01/26,8404200025. 
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8404020015 Informs that response to req.ue5ted info on NUREG-0737 items 
will be submitted bi^ 840413. Add 1 time will allow more 
complete integration of response. 

WILLIAMS, J. W. Florida Power S( Light Co, 84/03/26. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 22835:111. 24X 

Fi c h e ; 50-250, 84/03/26, 840402001 5. 


8404110174 Notification of 840508 Jk 09 meetings w/otil in Bethesda,MD 
to discuss Franklin Research Ctr technical evaluation repts 
re environ qua 1 i f i cation of electrical equipment. 

SELLS, D.E. Operating Reactors Branch 3. 84/03/29, MILLER, J. R. 

Operating Reactors Branch 3. VARGA, S. A Operating Reactors Branch 
1. 2pp. 24007:313. 24X Fic he: 50-000, 84/03/29. 84041 10174. 


8404050293 Forwards revised "Inservice Test Program for Pumps it 
Valves. " 

WILLIAMS, J. W. Florida Power & Light Co. 84/03/30. EISENHUT, D. 0. 
Division of Licensing. 2pp. 22899:045. 24X Fi che: 50-250, 84/03/30, 
8404050293. 


— 8404050295 Revised "Inservice Test Program for Pumps & Valves. " 

# Florida Power & Light Co. 84/03/30. 120pp. 22899:047. 24X 

Fic he: 50-250, 84/03/30, 8404050293. 


8404050137 Forwards data re Cycle 9 core octant time averaged relative 
power density, time averaged peripheral assembly axial 
power & peripheral assembly radial pin power per 831117 
request for info on pressurized thermal shock issue. 

WILLIAMS, J. W. Florida Power & Light Co. 84/04/02. VARGA, S. A 
Operating Reactors Branch 1. I5pp. 22900:025. 24X 

Fi c h e : 50-250, 84/04/02, 8404050 1 37. 


8404050194 Application for amend to Licenses DPR-31 & DPR-41, revising 
Tech Specs re inservice insp & inservice test program. 

WILLIAMS, J. W. Florida Power & Light Co. 84/04/02. EISENHUT, D. G. 
Division of Licensing. 5pp. 22900:251. 24X Fiche: 50-250, 84/04/02, 

8404050194. 


— 8404050197 Proposed Tech Specs revising inservice insp & inservice 
test program. 

■» Florida Power & Light Co. 84/04/02. 37pp. 22900:256. 24X 

Fiche: 50-250, 84/04/02, 8404050194. 


8404050296 Forwards addl info re 54-inch t< 4a-inch containment purge 
valves, per 840112 request. Stress levels for closing valves 
from blocked position provided in Henry Pratt stress repts 
dtd 820818 Sc 20, per util 820917 Itr, 

WILLIAMS, J. W. Florida Power & Light Co. 84/04/02 VARGA, S. A 
Operating Reactors Branch 1. 3pp. 22899:170. 24X 

Fiche: 50-250, 84/04/02, 8404050296. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


8404120055 Application to amend Licenses DPR-31 Sc DPR-41 modifying 
Tech Specs re U-235 linear loading Sc deleting reactor core 
U-235 enrichment spec to accomodate higher enrichments for 
possible use in future cycles, 

WILLIAMS, U. W. Florida Power Sc Light Co. 84/04/04, EISENHUT, D. G. 
Division of Licensing. lOpp, 24021:172, 24X Fiche: 50-250, 84/04/04, 

8404120055. 


—8404120142 Proposed changes to Tech Specs re reactor core & fuel 
storage. NSHC end. 

» Florida Power Sc Light Co. 84/04/04, 7pp. 24021:175, 24X 

Fiche; 50-250, 84/04/04, 8404120055. 


— 8404120145 "Capability Analysis of Turkey Point Plants Units 3 S< 4 
Storage Racks W/Increased Enrichment, " 

TURNER, S. E. , GURLEY, M. K. Affiliation Not Assigned. SS-153. 
84/02/29. 25pp. 24021:182. 24X Fiche : 50-250, 84/04/04, 8404120055. 


84041700B3 Advises that NUREG-0737, Items II. K. 3, 5, II. F. 2, II, K. 3. 30, 
II, K. 3. 31 Se III. D, 3.4 will not be completed, per NRC 840227 
completion schedule, for listed reasons. 

WILLIAMS, J. W. Florida Power 8t Light Co. 84/04/13. VARGA, S. A 
Operating Reactors Branch I. 2pp. 24050:325. 24X 

Fiche: 50-250, 04/04/13, 8404170083. 


8404200173 Forwards Class I & II license amend fee for 840402 
application to amend Licenses DPR-31 & DPR-41 re inservice 
insp & test program. 

WILLIAMS, U. W. Florida Power Sc Light Co, 84/04/13. EISENHUT, D G 
Licensing. Ip. 24116:190. 24X Fiche: 50-250, 84/04/13, 


8404270057 Forwards Amends 102 & 96 to Licenses DPR-31 Sc DPR-4i, 
respectively Sc safety eva 1 ua t i an. Amends consist of addl 
footnotes to Tech Spec re operating bypass conditions during 
plant startup & cooldown 

MCDONALD, D. G. Operating Reactors Branch 1. 84/04/13. WILLI AMS, J. W. 

Florida Power 8c Light Co 2pp. 24223:246. 24X 

Fiche: 50-250. 84/04/13, 8404270057. 


— 8404270062 Amends 102 Sc 96 to Licenses DPR-31 S< DPR-41 , respec tively , 
adding footnotes to Tech Spec to explicitly identify 
operating bypass conditions during plant startup & cooldown. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/13. 6pp. 

24223:248. 24X Fi che; 50-250, S4/04/13, 8404270057. 


— 8404270064 Safety evaluation supporting Amends 102 Sc 96 to Licenses 
DPR-31 8c DPR-41, respec tively. 

♦ Office of Nuclear Reactor Regulation, Director. 84/04/13. 3pp. 
24223: 254 . 24X Fiche: 50-250, 84/04/13, 8404270057. 


8404180337 Advises that requested applications for license amends for 
applicable Generic Ltr 83-37 8t NUREG-0737 items will not be 
provided until 840615, due to preparation of multiple 
licensing submittals. 

WILLIAMS, J. W, Florida Power Sc Light Co. 84/04/16. EISENHUT, D. 0. 
Division of Licensing. Ip. 24076:322. 24X Fiche- 50-250, 84/04/16, 

84041B0387. 


8404240328 Forwards NSHC determination inadvertently omitted from util 
840402 ltr re proposed amend to inservice insp Sc inservice 
test program. 

WILLIAMS, J, W. Florida Power & Light Co. 84/04/18. EISENHUT, D. G. 
Division of Licensing. 2pp. 24180:213. 24X Fi c h e ; 50-250, 84/04/ 18, 

8404240328. 


8404240237 Recommends meeting to discuss current status 8c direction 
of proposed Bus C design changes. Interim electrical 
configurations detailed in 840221 confirmation of action ltr 
in effect until review of final Bus C mods complete. 

WILLIAMS, J. W. Florida Power 8< Light Co. 84/04/20. VARGA, S. A 
Operating Reactors Branch 1. 2pp. 24165:296. 24X 

Fiche. 50-250, 84/04/20, 8404240237. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8404090231 Forwards IE Insp Repts 50-250/84-03 Sc 50-251/84-03 on 
840130-0203 Sc notice of violation. Notice of violation 8c rept 
details withheld <ref 10CFR2. 790 Sc 73.21). 

LEWIS, R. C. Division of Project 8: Resident Programs. 84/02/27. 
WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 22939:358, 24X 

Fiche; 50-250, 84/02/27, 8404090231. 


— 8404090234 IE Insp Repts 50-250/84-03 8c 50-251/84-03 on 840130-0203. 
Violations no ted. Deta i 1 s withheld (ref 10CFR2. 790 Sc 73.21). 

HALL, B. L, Region 2, Office of Director. MCGUIRE, D.R, Division of 
Emergency Preparedness S< Materials Safety. 84/02/23. Ip. 

22939:360. 24X Fiche: 50-250, 84/02/27, 8404090231. 


8404060273 Concurs in util schedule for resuming operation of facility, 
per 840221 telcon, based on util 840221 response to 840216 
confirmation of action ltr Sc satisfactory action to resolve 
electrical bus issues. 

O'REILLY, J. P. Region 2, Office of Director. 84/02/29. 

WILLIAMS, J. W. Florida Power Sc Light Co, Ip. 22925:183. 24X 

Fiche; 50-250, 84/02/29, 8404060273. 


8404060212 Summarizes 840217 enforcement conference re subjs 
discussed in IE Insp Repts 50-250/84-07 Sc 50-251/84-07. 

□ 'REILLY, J. P. Region 2, Office of Director. 84/03/05. ADOMAT, E. A. 
Florida Power Sc Light Co. ip. 22925:210. 24X Fiche: 50-250, 

84/03/05, 8404060212. 


8404060121 Forwards IE Insp Repts 50-250/84-06 Sc 50-251/84-06 on 
840206-10. No violations or deviations identified. 

DANCE, H. C. Division of Project S< Resident Programs, 84/03/08, 
WILLIAMS, J. W. Florida Power S< Light Co. 2pp. 22927:141. 24X 

Fiche: 50-250, 84/03/08, 8404060121. 


— 8404060125 IE Insp Repts 50-250/84-06 & 50-251/84-06 on 840206-10. No 
violations or deviations identified. Major areas inspected: 
plant water chemistry & inservice testing of pumps Sc valves. 

ROSS, W. J, Region 2, Office of Director. BLAKE, U. U. Division of 
Engineering Sc Operational Programs. 84/03/06. 12pp. 22927:143. 

24X Fiche: 50-250, 84/03/08, 8404060121. 


8404060361 Forwards IE Insp Repts 50-250/84-05 5< 50-251/84-05 on 
840215-17, No violations or deviations noted. 

DANCE, H. G. Division of Project Sc Resident Programs. 84/03/09 
WILLIAMS, J.W. Florida Power Sc Light Co. Ip. 22930:337. 24X 
Fiche: 50-250, 84/03/08, 8404060361. 
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— 840406Q365 IE Insp Repts 50-250/84-05 & 50-251/84-05 on 840215-17. No 
violations or deviations noted. Major areas insp ec ted : RCS 
leak rate measurement h followup of outstanding items. 

BURNETT> P. T. Region 2» Office of Director. JAPE/ F. Division of 
Engineering & Operational Programs. 84/03/06. 5pp. 22930:338. 
24X Fiche: 50-250, 84/03/08, 8404060361. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co of New 

York, Inc. 138pp. 22933:122. 24X Fi c he : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000. 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp, 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404060187 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Under voltage Trip Feature in Use in Safety-Related 
Application Other than Reactor Trip Sys. " Sufaj breakers not 
in USB at facilities. 

WILLIAMS. J. W. Florida Power .?< Light Co. 84/03/29. 0 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 22926:029. 24X 

Fiche: 50-250, 84/03/29, 8404060187. 


8404060283 Summarizes 840322 meeting w/utxl at Region II ofc re util 
organi rat ional changes it improvements to facility 
performance enhancement program, Attendance list end. 

O'REILLY, J. P. Region 2, Office of Director, 84/03/30. 

WILLIAMS, J. W. Florida Power & Light Co. 2pp. 22922:301. 24X 

Fiche: 50-250, 84/03/30, 8404060283. 


8404110231 Forwards Rev 0 to CIS-84-001, "Inservice Insp Second 
10-Yr Summary Program. " 

WILLIAMS, J. W. Florida Power 5< Light Co. 84/03/30, EISENHUT, D. 0. 
Division of Licensing. Ip. 22985:222, 24X Fich e: 50-250, 84/03/30, 

8404110231. 


— 8404110235 Rev 0 to CIS-84-001, "Inservice Insp Second 10-Yr Summary 
Program." W/30 oversize drawings. Aperture cards are 
available in PDR. 

* Florida Power it Light Co. 84/03/26, 139pp. 22985:224. 24X 

Fiche: 50-250, 84/03/30, 8404110231. 


8404050194 Application for amend to Licenses DPR-31 it DPR-41 , revising 
Tech Specs re inservice insp inservice test program. 

WILLIAMS, J. W. Florida Power it Light Co. 84/04/02. EISENHUT, D. G. 
Division of Licensing. 5pp. 22900:251. 24X Fi c he: 50-250, 84/04/02, 

8404050194. 


— 8404050197 Proposed Tech Specs revising inservice insp it inservice 
test program. 

» Florida Power it Light Co, 84/04/02, 37pp. 22900:256. 24X 

Fiche; 50-250, 84/04/02, 8404050194. 


8404090363 Ac k receipt of 840328 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/84-03 & 
50-251/84-03. 

lewis, R.C. Division of Project it Resident Programs, 84/04/04. 
WILLIAMS, J. W. Florida Power it Light Co. Ip. 22942:169. 24X 

Fiche: 50-250, 84/04/04, 8404090363. 


— 8404090371 Responds to NRC 840227 Itr re violations noted in IE Insp 
Repts 50-250/84-03 it 50-251 /84-03, Correct ive actions- 
withheld (ref 10CFR73, 21). 

WILLIAMS, J. W. Florida Power it Light Co. 84/03/28. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 22942:170. 24X 

Fiche: 50-250, 84/04/04, 8404090363. 


8403140259 IE Info Notice 84-24, "Physical Qual ification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05. 8403140259, 


8403140263 IE Info Notice 84-23, "Results 'of NRC-Sp onsor ed 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fich® : 50-000, 84/04/05, 8403140263. 


8404100423 Forwards owner data rept for inservice insp, submitted per 
ASME Code. 

WILLIAMS, J. W. Florida Power it Light Co. 84/04/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 22969:031. 24X 

Fiche; 50-250, 84/04/06, 8404100423, 


— 8404100426 Inservice insp rept on 031001 to 840107, describ ing insp of 
various components or appur tenances. 

# Florida Power it Light Co. 84/03/30. 9pp. 22969:032. 24X 

Fiche; 50-250. 84/04/06, 8404100423. 


8404200173 Forwards Class I 8< 1 1 license amend fee for 840402 
application to amend Licenses DPR-31 & DPR-41 re inservice 
insp it test program. 

WILLIAMS, J. W. Florida Power it Light Co. 84/04/13. EISENHUT. D. G. 
Division of Licensing. Ip, 24116:190. 24X Fiche: 50-250, 84/04/13, 

8404200173. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
enc 1 . 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi ch e : 50-000, 84/04/1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of (3A, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

e6pp. 24163:205. 24X Fi c h e : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, “Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc, 

89pp, 24163:292. 24X Fi c h e : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "OE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fic he: 50-000, 84/04/1 7, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Sujollen Ethylene-Propylene Rubber Seals 
& Seal Set." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18, Consolidated Edison Co. of New 

York. Inc 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404240328 Forwards NSHC determination inadvertently omitted from util 
840402 Itr re proposed amend to inservice insp & inservice 
test program, 

WILLIAMS, J. W. Florida Power it Light Co. 84/04/18. EISENHUT, D. G. 
Division of Licensing. 2pp. 24180:213. 24X Fiche: 50-250, 84/04/18, 

8404240328. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fi che: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs St related correspondence 


8404020138 LER 84-008-00: on 840223, during auxiliary feedwater sys test, 
pump B removed from svc when flow oscillations observed, 

Caused by defective differential pressure cell. Cell repaired 
St pump B returned to svc. W/840326 Itr. 

ARIAS, J., WILLIAMS, J. W, Florida Power Sc Light Co. 84/03/26. 2pp. 
22838: 088. 24X Fiche : 50-250, 84/03/26, 8404020138. 
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8404100356 LER 84-009-00: on 840306, turb ine runback experienced during 
Operating Procedure 1004. 2. Caused by spurious signal to rod 
drop logic. Rack luili be monitored while per-forming reactor 
protection test to prevent recurrenc e. W/S40405 Itr. 

ARIAS, J., WILLIAMS, J. W. Florida Power & Light Co. 84/04/05. 2pp. 
22971:022. 24X Fi c h e: 50-250. 84/04/05, 84041 00356. 


8404200006 LER 84-010-00: on 840417, mods necessitated number of fire 
barriers to be brea ched. Hourly fire watch established. 

Penetrations in fire area boundary will be sealed per 
App R commitments. W/S40417 Itr. 

ARIAS. 0., WILLIAMS, J. W. Florida Power 8c Light Co. 84/04/17. 2pp. 
24119:252. 24X Fic he: 50-250. 84/04/17, 8404200006. 


8404260194 LER 84-011-00: on 840323. turb ine runback experienced, 
resulting in automatic load reduction. Caused by detector 
B reading low on NIS power range channel 42, producing 
overpower 8t overtemp Sc rod drop signal. W/S40423 Itr. 

ARIAS. J., WILLIAMS. J. W. Florida Power & Light Co. 84/04/23, 2pp. 
24207:238. 24X Fic he; 50-250. 84/04/23, 8404260194. 


V. Operator Examinations 


8404020019 Oeneric Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D, 0. Division of Licensing. 84/04/02, Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02,8404020019. 
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F. Security, medical, emergency & fire protection plans 


8404090231 Forwards IE Insp Repts 50-250/84-03 8< 50-251/84-03 on 
840130-0203 8t notice of violation, Notice of violation 8< rept 
details withheld (ref 10CFR2. 790 & 73.21). 

LEWIS, R. C. Division of Project & Resident Programs. 84/02/27. 
WILLIAMS. U. W. Florida Power & Light Co. 2pp. 22939:358, 24X 

Fiche: 50-250. 84/02/27, 8404090231. 


—8404090234 IE Insp Repts 50-250/84-03 & 50-251/84-03 on 840130-0203. 
Violations noted. Details withheld <ref 10CFR2. 790 & 73.21). 

HALL, B. L, Region 2. Office of Director, 84/02/23. Ip. 

22939: 360, 24X Fiche: 50-250, 84/02/27, 8404090231. 


8404100252 Grants extension to 811109 scheduler exemption from 
requirements of 10CFR50. 48 related Section III. A of App R 
re water supplies for fire suppression. 

VARGA, S. A. Operating Reactors Branch 1. 84/03/21. WILLIAMS, U. W. 

Florida Power & Light Co. 4pp. 22993:328. 24X 

Fiche; 50-250, 84/03/21 , 8404100252, 


—8404100256 Extension to S11109 scheduler exemption from requirements 
of 10CFR50. 48 S< related Section III. A of App R re water 
supplies for fire suppression. 

CASE, E. G. Office of Nuclear Reactor Regulation. Director. 

84/03/21. Florida Power Sc Light Co. 5pp. 22993:332, 24X 

Fiche; 50-250, 84/03/21, 8404100252. 


G. Adjudicatory correspondence 


8404160209 Forwards util 840404 ltr requesting license amends to 
accommodate possible use of higher fuel enrichments at 
facility in future c yc les . Cert i fi cate of Svc end. Related 
corresp ondence. 

BAUSER. M. A. Newman Holtxinger. BAUSER, M. A. Florida Power Sc Light 
Co. DSB 536, 84/03/13. LAZO. R. M. , COLE. R.F. , LUEBKE, E. A, Atomic 

Safety and Licensing Board Panel. 39pp. 24047:010. 24X 

Fiche; 50-250, 84/03/13. 8404160209, 


P. Operating license stage documents Sc correspondence 


8404200025 Further response to FOIA request for eight categories of 
documents re OL amends. Forwards App B documents. App C 
documents withheld (ref FOIA Exemption 5). Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/01/26. BELL. N. 
Nuclear Information Sc Resource Service. 4pp. 24156:044. 24X 

Fiche: 50-000. 84/01/26, 8404200025. 


— 8404200029 Petition for rehearing 8« suggestion for hearing en banc re 
Court of Appeals jurisdiction to review NRC denials of 
10CFR2. 206 requests. Certificate of Svc Sc related info end. 

PLAINE, H. H. Office of the General Counsel. SLAOOIE, E. L. , 

LEVI,R. P. NRC - No Detailed Affiliation Given. B3/09/09. U. S. 
Court of Appeals. District of Columbia Circuit. 38pp. 24156:048. 

24X Fiche; 50-000,84/01/26. 8404200025. 


8404020015 Informs that response to requested info on NUREO-0737 items 
will be submitted by 840413. Addl time will allow more 
complete integration of response. 

WILLIAMS, J. W. Florida Power S: Light Co. 84/03/26. VARGA, S. A 
Operating Reactors Branch 1. Ip. 22835:111. 24X 

Fiche: 50-250, 84/03/26, 8404020015. 


8404110174 Notification of B40508 Sc 09 meetings w/util in Bethesda.MD 
to discuss Franklin Research Ctr technical evaluation repts 
re environ qualification of electrical equipment. 

SELLS. D. E. Operating Reactors Branch 3. 84/03/29. MILLER. J. R. 

Operating Reactors Branch 3. VARGA, S. A. Operating Reactors Branch 
1. 2pp. 24007:313. 24X Fi ch e : 50-000, 84/03/29, 84041 101 74. 


0404050293 Forwards revised "Inservice Test Program for Pumps & 

Valves. " 

WILLIAMS. J. W. Florida Power 8< Light Co. 84/03/30. EISENHUT. D. G. 
Division of Licensing. 2pp, 22899:045. 24X Fic h e; 50-250, 84/03/30. 

8404050293. 


— 8404050295 Revised "Inservice Test Program for Pumps S< Valves. " 

« Florida Power & Light Go. 84/03/30, 120pp. 22899:047. 24X 

Fiche: 50-250. 84/03/30, 8404050293. 


8404050137 Forwards data re Cycle 9 core octant time averaged relative 
power density, time averaged peripheral assembly axial 
power 8< peripheral assembly radial pin power per 831117 
request for info on pressurized thermal shock issue. 

WILLIAMS. J. W, Florida Power Light Co. 84/04/02. VARGA. S. A 
Operating Reactors Branch 1. 15pp. 22900: 025. 24X 

Fiche: 50-250. 84/04/02. 8404050137, 


8404230364 Forwards exemption from certain fire protection requirements 
of App R to 10CFR50. per 830408 request. Safety evaluation 
also end. 

VARGA. S. A. Operating Reactors Branch 1. 84/03/27. WILLIAMS, J. W. 

Florida Power & Light Co. 4pp. 24185:216. 24X 

Fiche: 50-250. 84/03/27. 8404230364. 


8404050194 Application for amend to Licenses DPR-31 & DPR-41, revising 
Tech Specs re inservice insp 5< inservice test program. 

WILLIAMS, J. W. Florida Power & Light Co. 84/04/02. EISENHUT, D. G. 
Division of Licensing. 5pp, 22900:251. 24X Fic he; 50-250, 84/04/02, 

8404050194. 


— 8404230366 Exemption from pertinent sections of App R to 10CFR50 re 
fire rones. 

EISENHUT, D. G. Division of Licensing. 84/03/27, Florida Power & 
Light Co. 2ipp, 24185:220. 24X Fiche: 50-250, 84/03/27. 8404230364. 


— 8404050197 Proposed Tech Specs revising inservice insp fic inservice 
test program. 

* Florida Power &. Light Co. 84/04/02, 37pp. 22900:256, 24X 

Fiche: 50-250, 84/04/02, 8404050194. 


0404230367 Safety evaluation supporting exemption from fire protection 
requirements of 10CFR50, App R. 

* Office of Nuclear Reactor Regulation, Director. 84/03/27. 

26pp. 24185:241. 24X Fiche; 50-250. 84/03/27, 8404230364. 


8404090363 Ack receipt of 840328 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/84-03 it 
50-251/84-03, 

I^ivision of Project 8c Resident Programs. 84/04/04. 
WILLIAMS, J. W. Florida Power St Light Co. Ip. 22942- 169 24X 

Fiche: 50-250, 84/04/04. 8404090363. 


—8404090371 Responds to NRC 840227 ltr re violations noted in IE Insp 
Repts 50-250/84-03 fk 50-251/84-03, Correct ive actions; 
withheld (ref I0CFR73. 21). 

WILLIAMS, J, W. Florida Power & Light Co. 84/03/28. 0 'REILLY, J. P, 

Region 2, Office of Director. Ip. 22942:170. 24X 

Fiche; 50-250. 84/04/04, 8404090363. 


8404050296 Forwards addl info re 54-inch 8< 48-inch containment purge 
valves, per 840112 request. Stress levels for closing valves 
from blocked position provided in Henry Pratt stress repts 
dtd 820818 «c 20, per util 820917 ltr. 

WILLIAMS, J. W, Florida Power S< Light Co. 84/04/02. VARGA, S. A 
Operating Reactors Branch 1. 3pp. 22899:170. 24X 

Fiche: 50-250. 84/04/02. 8404050296. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs fk holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04, Consolidated 
Edison Co. of New York. Inc. 20pp, 24066:264. 24X 

Fiche; 50-000. 84/04/04, 8404040256. 
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8404120055 Application to amend Licenses DPR-31 & DPR-41 modifying 
Tech Specs re U-235 linear loading & deleting reactor core 
U--235 enrichment spec to accomodate higher enrichments for 
possible use in future cycles. 

WILLIAMS, J, W. Florida Power & Light Co. 84/04/04, EISENHUT, D. G. 
Division of Licensing. lOpp. 24021:172. 24X Fiche: 50-250, 84/04/04, 

8404120055, 


8404060273 Concurs in util schedule for resuming operation of facility, 
per 840221 telcon, based on util 840221 response to 840216 
confirmation of action Itr S', satisfactory action to resolve 
electrical bus issues. 

O'REILLY, J, P. Region 2, Office of Director. 84/02/29. 

WILLIAMS, J. W. Florida Power & Light Co. Ip. 22925:183. 24X 

Fiche: 50-250, 84/02/29, 8404060273. 


— 8404120142 Proposed changes to Tech Specs re reactor core & fuel 
storage. N3HC encl. 

* Florida Power Light Co. 84/04/04, 7pp. 24021: 175, 24X 

Fiche: 50-250. 84/04/04, 8404120055. 


— 8404120145 “Capability Analysis of Turkey Point Plants Units 3 & 4 
Storage Racks W/Increased Enrichment." 

TURNER, S. E. , GURLEY, M. K. Affiliation Not Assigned, SS-153. 
B4/02/29, 25pp, 24021:182. 24X Fi che: 50-250, 84/04/04, 8404120055. 


8404170083 Advises that NUREG-0737, Items II. K. 3. 5, 1 1. F. 2, 1 1. K. 3. 30, 
II.K. 3. 31 8< III.D. 3. 4 will not be c omp 1 eted , p er NRC 840227 
completion schedule, for listed reasons, 

WILLIAMS, J. W. Florida Power & Light Co. 84/04/13. VARGA, S. A 
Operating Reactors Branch 1. 2pp. 24050:325, 24X 

Fiche: 50-250, 84/04/13, 8404170083. 


8404200173 Forwards Class I ?< 1 1 license amend fee for 840402 
application to amend Licenses DPR-31 & DPR-41 re inservice 
insp Uti test program. 

WILLIAMS, J. W. Florida Power & Light Co. 84/04/13. EISENHUT, D. G. 
Division of Licensing. Ip, 24116:190. 24X Fiche: 50-250, 84/04/13, 

3404200173. 


8404270057 Forwards Amends 102 & 96 to Licenses DPR-31 DPR-41, 
respectively & safety eva luation. Amends consist of addl 
footnotes to Tech Spec re operating bypass conditions during 
plant startup 8< cooldown, 

MCDONALD, D. G. Operating Reactors Branch 1. 84/04/13. WILLIAMS, J. W. 

Florida Power 8< Light Co. 2pp. 24223:246. 24X 

Fiche: 50-250, 84/04/13. 8404270057, 


8404060212 Summarizes 840217 enforcement conference re subjs 
discussed in IE Insp Repts 50-250/84-07 U 50-251/84-07. 

O'REILLY, J. P. Region 2, Office of Director, 84/03/05. ADOMAT, E. A. 
Florida Power & Light Co. Ip. 22925:210. 24X Fich e: 50-250. 
84/03/05, 8404060212. 


8404060121 Forwards IE Insp Repts 50-250/84-06 50-251/84-06 on 
840206-10. No violations or deviations identified. 

DANCE, H. C. Division of Project & Resident Programs. 84/03/08. 
WILLIAMS, J. W. Florida Power «< Light Co. 2pp. 22927:141. 24X 
Fiche: 50-250, B4/03/0B, 8404060121. 


“8404060125 IE Insp Repts 50-250/84-06 8< 50-251/84-06 on 840206-10. No 
violations or deviations identified. Major areas inspected: 
plant water chemistry inservice testing of pumps valves. 

ROSS. W, J. Region 2, Office of Director. BLAKE, J. J. Division of 
Engineering & Operational Programs. 84/03/06. 12pp. 22927:143. 

24X Fiche: 50-250,84/03/08,8404060121. 


8404060361 Forwards IE Insp Repts 50-250/84-05 & 50-251/84-05 on 
840215-17. No violations or deviations noteo. 

DANCE, H. C. Division of Project ?< Resident Programs. 84/03/08. 
WILLIAMS, J. W. Florida Power & Light Co. Ip. 22930:337, 24X 
Fiche: 50-250, 84/03/08, 8404060361. 


--8404060365 IE Insp Repts 50-250/84-05 & 50-251/84-05 on 840215-17. No 
violations or deviations noted. Major ar^as inspected : RCS 
leak rate measurement S', fol lowup of outstanding items. 

BURNETT, P.T. Region 2, Office of Director. JAPE, F. Division of 
Engineering Operational Programs. 84/03/06, 5pp. 22930:338. 
24X Fiche: 50-250,84/03/08,8404060361. 


— 8404270062 Amends 102 8< 96 to Licenses DPR-31 DPR-41, respectively , 
adding footnotes to Tech Spec to explicitly identify 
operating bypass conditions during plant startup & cooldown. 

VARGA, S. A. Operating Reactors Branch 1, 84/04/13. 6pp, 

24223:248. 24X Fiche: 50-250, 84/04/13. 8404270057. 


— 8404270064 Safety evaluation supporting Amends 102 96 to Licenses 

DPR-31 8< DPR-41, respectively, 

■* Office of Nuclear Reactor Regulation, Director. 84/04/13. 3pp. 
24223:254. 24X Fi ch e : 50-250, 84/04/1 3, 8404270057, 


8404180337 Advises that requested applications for license amends for 
applicable Generic Ltr 83-37 St NUREG-0737 items will not be 
provided until 840615, due to preparation of multiple 
licensing submittals. 

WILLIAMS, J. W. Florida Power S< Light Co. 84/04/16. EISENHUT, D. G. 
Division of Licensing. Ip. 24076:322, 24X Fiche; 50-250, 84/04/16, 

8404180387, 


8404240328 Forwards NSHC determination inadvertently omitted from util 
840402 ltr re proposed amend to inservice insp inservice 
test program. 

WILLIAMS, J, W. Florida Power & Light Co, 04/04/18. EISENHUT. D. G. 
Division of Licensing. 2pp. 24180:213. 24X Fiche: 50-250, 84/04/18, 

0404240328. 


8404240237 Recommends meeting to discuss current status 8< direction 
of proposed Bus C design changes. Interim electrical 
configurations detailed in 840221 confirmation of action ltr 
in effect until review of final Bus C mods complete. 

WILLIAMS, J. W, Florida Power 8< Light Co. 84/04/20, VARGA, S. A 
Operating Reactors Branch 1, 2pp. 24165:296, 24X 

Fiche; 50-250, 84/04/20, 8404240237. 


Q. Inspection reports, IE Bulletins correspondence 


8404090231 Forwards IE Insp Repts 50-250/84-03 ?< 50-251/84-03 on 
840130-0203 Zi notice of vi o 1 at i on . Not i ce of violation & rept 
details withheld (ref 10CFR2, 790 8< 73,21). 

LEWIS, R.C. Division of Project fk Resident Programs. 84/02/27, 
WILLIAMS, J, W. Florida Power & Light Co. 2pp. 22939:358. 24X 

Fiche: 50-250, 84/02/27, 8404090231. 


“8404090234 IE Insp Repts 50-250/84-03 Zt 50-251/84-03 on 840130-0203. 
Violations noted. Detai 1 s withheld (ref 10CFR2, 790 Zt 73.21). 

HALL, B.L. Region 2, Office of Director, MCGUIRE, D. R. Division of 
Emergency Preparedness & Materials Safety. 84/02/23. Ip. 

22939; 360. 24X Fiche: 50-250, 84/02/27, 8404090231. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fi ch e : 50-000, 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
encl. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp, 22892:145. 24X Fiche : 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice B4-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000. 84/03/29, 8403140247. 


8404060187 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Und er VO 1 tag e Trip Feature in Use in Safety-Related 
Application Other than Reactor Trip Sys. " Subj breakers not 
in use at facilities. 

WILLIAMS, J. W, Florida Power & Light Co. 84/03/29. 0 'REILLY, J. P, 

Region 2, Office of Director. 2pp. 22926:029. 24X 

Fiche; 50-250, 84/03/29. 8404060187, 


8404060233 Summarizes 840322 meeting w/util at Region II ofc re util 
organizational changes Z>. improvements to facility 
performance enhancement program. Attendance list encl, 

0 'REILLY, J. P. Region 2, Office of Director. 84/03/30, 

WILLIAMS, J. W, Florida Power fk Light Co, 2pp. 22922:301. 24X 

Fiche: 50-250, 84/03/30, 8404060283. 


8404110231 Forwards Rev 0 to CIS-S4-001, "Inservice Insp Second 
lO-'^r Summa-y Program. " 

w: .LIA.MS, J. W Florida Power Z( Light Co. 84/03/30. EISENHUT, D. G. 
Division of Licensing. Ip, 22985:222, 24X Fich e: 50-250, 84/03/30, 

8404110231. 


— 8404110235 Rev 0 to CIS-84~001, "Inservice Insp Second 10-Yr Summary 
Program." W/30 oversize drawings. Aperture cards are 
available in PDR. 

» Florida Power 8< Light Co, 84/03/26. 139pp, 22985:224. 24X 

Fiche; 50-250, 84/03/30, 8404110231. 


8404050194 Application for amend to Licenses DPR-31 8c DPR-41, revi sing 
Tech Specs re inservice insp 8< inservice test program. 

WILLIAMS, J. W, Florida Power 8c Light Co. 84/04/02. EISENHUT, D. G, 
Division of Licensing, 5pp. 22900:251. 24X Fiche: 50-250, 84/04/02, 

8404050194. 
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— B404050197 Proposed Tech Specs revising inservice insp & inservice 
test program 

♦ Florida Power & Light Co. B4/04/02. 37pp. 22900:256. 24X 

Fiche: 50-250. 84/04/02. 8404050194. 


8404090363 Ack receipt of 840328 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/84-03 & 
50-251/84-03. 

LEWIS. R. C. Division of Project & Resident Programs. 84/04/04. 
WILLIAMS. J. W. Florida Power & Light Co. Ip. 22942:169. 24.X 

Fiche; 50-250. 84/04/04, 8404090363. 


8404240328 Forwards NSHC 
840402 Itr re proposed 
test program. 

WILLIAMS. J, W. Florida 
Division of Licensing. 
8404240328. 


determination inadvertently omitted from util 
amend to inservice insp & inservice 

Power & Light Co. 84/04/18. EISENHUT. D. G. 
2pp- 24180:213. 24X Fiche; 50-250, 84/04/18. 


B404160130 IE Info Notice 84—33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fi che; 50-000, 84/04/20, 8404160130. 


— 8404090371 Responds to NRC 840227 Itr re violations noted in IE Insp 
Repts 50-250/84-03 & 50-251/84-03. Correct ive actions; 
withheld (ref 10CFR73. 21). 

WILLIAMS. J. W, Florida Power & Light Co. 84/03/28. 0 'REILLY. J. P. 

Region 2. Office of Director. Ip. 22942:170. 24X 

Fiche; 50-250. 84/04/04, 8404090363. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 3403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qoalif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


S. Reportable occurrences, LERs & related correspondence 


8404130040 Forwards case study rept re low temp overpressure events at 
fac il ity, Related events also considered which occurred at 
other PWRs after 1979, when generic issue, "Reactor Vessel 
Pressure Protection, " resolved. 

HELTEMES, C. J. Director's Office. 84/03/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 24049:059. 24X 

Fiche; 50-251, 84/03/16, 8404130040. 


— 8404130042 Forwards case study rept re low temp overpressure events at 
facil ity. Related events also considered which occurred at 
other PWRs after 1979, when generic issue, "Reactor Vessel 
Pressure Protection, " resolved. 

HELTEMES, C, J. Director's Office. 84/03/16. WILKINSON, E. P. 

Institute of Nuclear Power Operations. 4pp. 24049:063. 24X 

Fiche: 50-251 , 84/03/ 16. 8404130040. 


8404200173 Forwards Class I & II license amend fee for 840402 
application to amend Licenses DPR-31 it DPR-41 re inservice 
insp 8t test program, 

WILLIAMS. J. W. Florida Power it Light Co. 84/04/13. EISENHUT. D. G. 
Division of Licensing. Ip. 24116:190. 24X Fiche; 50-250, 84/04/13. 

8404200173. 


--S404130046 Forwards case study rept re low temp overpressure events at 
facil ity. Related events also considered which occurred at 
other PWRs after 1979. when generic issue. "Reactor Vessel 
Pressure Protection." resolved. 

HELTEMES, C. J. Director's Office. 84/03/16. RQSSIN. D. Nuclear 
Safety Analysis Center. 4pp. 24049:067. 24X 

Fiche: 50-251. 84/03/16, 8404130040. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
encl. 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche; 50-000. 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards 8c Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103), 84/04/17, Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292, 24X Fi che: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp, 24188:237. 24X Fiche: 50-000. 84/04/17, 8403140230. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping 8< Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E.L, Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140234 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8c Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/lB, 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger Ic Pipe 
Hanger Damage. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche; 50-000. 84/04/18, 8404130404. 


— 8404130047 Forwards case study rept re low temp overpressure events at 
faci 1 ity . Related events also considered which occurred at 
other PWRs after 1979, f o 1 1 owi ng resolution of generic issue, 

"Reactor Vessel Pressure Protection." 

HELTEMES, C. J. Director's Office. 84/03/16. WELLS, R. C-E 
Operating Plants Owners Group. WELLS, R. Northeast Utilities 
Service Co. (subs, of Northeast Utilities). 4pp. 24049:071. 24X 

Fiche: 50-251 , 84/03/ 16, 8404130040. 


6404130048 Forwards case study rept re low temp overpressure events at 
facility. Related events also considered which occurred at 
other PWRs after 1979, fol lowing resolution of generic issue, 

"Reactor Vessel Pressure Protection. " 

HELTEMES, C. J, Director's Office. 84/03/16. MARSHALL, J. Arkansas 
Power it Light Co. 2pp. 24049:075. 24X Fiche: 50-251, 84/03/16, 

8404130040. 


— 8404130049 Forwards case study rept re low temp overpressure events at 
faci 1 ity, Related events also considered which occurred at 
other PWRs after 1979, when generic issue, "Reactor Vessel 
Pressure Protection, " resolved. 

HELTEMES, C, J. Director's Office. 84/03/16. UHRIG, R. E. Florida 
Power it Light Co. 2pp. 24049. 077. 24X Fiche; 50-251, 84/03/16, 

8404130040. 


— 8404130052 Forwards case study rept re low temp overpressure events at 
facili ty. Related events also considered which occurred at 
other PWRs after 1979, when generic issue, "Reactor Vessel 
Pressure Protection, " resolved. 

HELTEMES, C. J. Director's Office. 84/03/16. RAHE, E. P. 

Westinghouse Electric Corp. 4pp. 24049; 079, 24X 

Fiche; 50-251, 84/03/16, 8404130040. 


8404130074 Forwards case study rept re low temp overpressure events at 
f ac i 1 i ty . Re lated events also considered which occurred at 
other PWRs after 1979, when generic issue, "Reactor Vessel 
Pressure Protection, " resolved. 

HELTEMES, C. J. Director's Office. 84/03/16. MCGILL, P. L. 

Combustion Engineering, Inc. 4pp. 24049:083. 24X 

Fiche: 50-251, 84/03/16, 8404130040. 


— 8404130084 Forwards case study rept re low temp overpressure events at 
f ac i 1 i ty . Relat ed events also considered which occurred at 
other PWRs after 1979, when generic issue, "Reactor Vessel 
Pressure Protection, " resolved. 

HELTEMES, C. J. Director's Office. 84/03/16. SHEPPARD, J. Carolina 
Power it Light Co. 4pp. 24049:087. 24X Fi che: 50-251, 84/03/16, 

8404130040. 


— 8404130090 "Low Temp Overpressure Events at Turkey Point Unit 4, " case 
study rept. 

LANNING, W. D. Reactor Operations Analysis Branch. 84/03/31. 49pp 
24049:091. 24X Fiche: 50-251, 84/03/16, 8404130040. 
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8404050438 Forwards final AEOD rept on low temp overpressure events. 
DIRCKS/ W. J, Office of the Executive Director for Operations. 
84/03/21. PALLADINO, GILINSKYi BRADFORD Commissioners. Ip. 
22934. 001. 24X Fi c he ; 50-251 , 84/03/21 . 8404050438. 


8404050445 "Low Temp Overpressure Events at Turkey Point 4. " 

LANNINOi W. D. Director's Office. 84/03/31. 49pp. 22934:002. 24X 

Fiche; 50-251- 84/03/21, 8404050438. 


8404100236 LER 84-004-00; on 840307, uih i 1 e purg ing, spurious signal to 
process radiation monitor R— 11 actuated containment & 
control room ventilation sys 1 eg i c ■ r 1 osing purge valve & 
placing ventilation sys in r (. .■ i r c l 1 a 1 1 o!’- mode. W/840405 Itr. 
arias, 0. , WILLIAMS, J. W. Florida Power & Light Co. 84/04/05. 2pp. 
22960: 173. 24X Fiche: 50-251, 84/04/05. 8404100236. 


8404190243 PNO-I 1-84-026: crac k indications found on feedwater nozzles 
in two of three steam generators as result of ultrasonic & 
radiographic tests. Affected components replaced. 

BLAKE, J. J. , ELROD, S. A. Region 2, Office of Director. 84/04/12. 

2pp 24100:236. 24X Fiche: 50-251, 84/04/12, 8404190243. 


8404300021 Forwards AEOD case study rept re low temp overpressure 
events. Rept includes broad discussion of NRR resolution of 
Multi-Plant Issue B-4, "Reactor Vessel Overpressure 
Protection. " Final comments requested by 840521. 

EISENHUT, D. 0. Division of Licensing. 84/04/19. SPEIS, T. P. 

Division of Safety Technology. VOLLMER.R.H. Division of 
Engineering. THOMPSON, H, L. Division of Human Factors Safety. 2pp. 
24253:153. 24X Fi c h e ; 50-251 . 84/04/ 19, 8404300021 . 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X • 

Fiche: 50-000, 84/04/02, 8404020019. 


8404270236 Public version of ltr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
withheld from PDR as well as LPDR. W/JM Felton 840419 
release memo. 

GOLDEN. J.C. Commonwealth Edison Co. 84/03/06. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24229:331. 24X 

Fiche: 50-000, 84/03/06, 8404270286. 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE, D.D. Commonwealth Edison Co, 84/02/29. 73pp. 24229:332. 

24X Fiche: 50-000, 84/03/06, 8404270206. 


8404090342 Forwards updated scheduler exemption request to reflect 
completion of certain items & extensions of dates re App R 
fire protection mods. 

RYBAK, B. Commonwealth Edison Co. 84/03/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 22941:316. 24X 

Fiche: 50-000,84/03/30, 8404090342. 


8404060175 Emergency plan implementing proced ures, inc luding Rev 10 to 
Procedures QEP 440-1, "Emergency Communications Facilities" 

8( QEP-700-0, "Telephone Directories" & Rev 7 to QEP 700-T3, 
"Supplemental Phone Listing. " W/receipt form dtd 840322, 

* Commonwealth Edison Co. 84/03/31. 12pp. 22926:035. 24X 

Fiche; 50-254.84/03/31, 8404060175, 


8404160072 Revised emergency implementing pro ced ures, inc 1 ud ing Rev 18 
to QEP 530-0, "Exercises & Drills" & Rev 11 to QEP 530-2, 

"Emergency Drills. " W/transmittal & receipt form dtd 
840322. 

JESSEN, D. Commonwealth Edison Co. 84/03/31. 12pp. 24040:093. 24X 

Fiche: 50-254, 34/03/31, 8404160072. 


8404090130 Informs of receipt of FEMA approval of State of IL emergency 
response plan & associated local plans. Plans approved 
w/condition that adequacy of public alerting & notification 
sys be verified per NUREG-0654 criteria. 

PAPERIELLO, C. U. Regions, Office of Director. 84/04/03. REED, C. 
Commonwealth Edison Co. 2pp. 22939:097. 24X Fiche: 50-254, 84/04/03, 

840-1090130. 


DOCKET 50-252 UNIV. OF NEW MEXICO RESEARCH REACTOR 
V. Operator Examinations 


8404160165 Generic Ltr 84-06 
operator senior operator 
grade. Sve list end. 
EISENHUT, D. Q. Division of 
of, Ann Arbor, MI. 37pp. 
8404160165. 


to all nonpower reactor licensees re 
license exam criteria for passing 

Licensing, 84/04/16, Michigan, Univ. 
24285:135. 24X Fiche: 50-000, 84/04/16, 


DOCKET 50-254 QUAD CITIES STATION, UNIT 1 

F. Security, medical, emergency «< fire protec'tion plans 


8404230018 Further response to FDIA request for documents re security 
violations «< safeguards events at nuclear facilities. 

Forwards App A S' B documents. Info withheld (ref FOIA 
Exemption 3). Zion plant meeting summary rept nonexistent. 

FELTON, J. M, Division of Rules and Records. 04/01/17. GOLDENBERO, G. 

Scr ipps-Howard Newspapers. App. 24183:238. 24X 

Fiche; 50-000, 04/01/17, 8404230018, 


— 9404230081 Confirms 771109 meeting re Burns Inti Security Sves, Inc 
furnishing security sves, Close liaison intended between mgt 
assigned guards for open communications re retention of 
personnel. 

GRABOVAC, E. A. Burns International Security Services, Inc. 
77/11/09. MANONE, J. V. Commonwealth Edison Co. lOpp, 24184:308. 
24X Fiche: 50-000, 84/01/17, 0404230018. 


8404100267 Public version of revised Emergency Plan Implementing 
Procedure QEP 340-7 re chemical spill cleanup QEP 520-2 re 
training for offsite support ag enq i es. W/JM Felton 840326 
release memo, 

TIETZiG. , GERWER, L , JESSEN, D. Commonwealth Edison Co. 04/01/20. 
lOpp, 22993:348. 24X Fi c h e : 50-254, 84/01 /20, 8404100267. 


8404030298 Forwards Rev 14 to physical security plan. Rev addresses NRC 
comments on Rev 12. Rev withheld <ref 10CFR73.21), 

FARRAR, D.L. Commonwealth Edison Co. 84/02/16. KEPPLER, J. 0. Region 
3, Office of Director. Ip. 22869:251. 24X Fiche: 50-254, 84/02/16, 

8404030298. 


8404090164 Public version of revised Emergency Plan Implementing 
Procedures QEP-SIO-O, "Notification of Responsible 
Authorities", S( QEP-310-T3, "Prioritized Notification 
Listing. " W/JM Felton 840323 release memo, 

GERWER, L., JEN. 0. , JESSEN, D. Commonwealth Edison Co. 84/03/02. 
12pp, 22971:250. 24X Fiche: 50-254, 84/03/02, 8404090164. 


—8404050417 Forwards S Speck 840302 ltr providing FEMA 44CFR350 findings 
determination on adequacy of offsite plans 8t preparedness 
for facilities. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post B30103). 84/03/16. HIND, J. A. Division of 

Emergency Preparedness i< Operational Support. 2pp. 22939:103. 

24X Fiche: 50-254, 84/04/03, B404090130. 


8404160152 Advises that 840113 Rev 4 to generating station emergency 
plan consistent w/provisions of 10CFR50. 54( p > S< acceptable. 
PAPERIELLO, C J. Region 3, Office of Director. 84/04/11. REED, C. 
Commonwealth Edison Co, Ip. 24041:139. 24X Fiche: 50-254, 84/04/11, 

8404160152, 


— 8404160154 Forwards Rev 4 to generating station emergency plan book. 
W/o end. 

MOORE, R.D. Commonwealth Edison Co. 84/01/13. Region 3, Office 
of Director. Ip. 24041:140. 24X Fiche: 50-254, 84/04/11, 

8404160152. 


P. Operating license stage documents & correspondence 


8404020206 Notification of 840320 meeting w/util in Bethesda, MD to 
discuss util proposal for using pipe clamp fix on large 
pipe, 

SEVAN, P. B. Operating Reactors Branch 2. 84/03/16. VASSALLO, D. 8. 

Operating Reactors Branch 2. Ip. 22845:361. 24X 

Fiche: 50-254, 84/03/16, 8404020206. 


8404090269 Forwards responses to 840214 request for addl info re Mark I 
containment plant-unique analysis repts, 

RYBAK, B, Commonwealth Edison Co. 04/03/29. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. 2pp. 22943:111. 24X 

Fiche: 50-000,84/03/29, 8404090269. 


— 9404090278 Rev 0 to "Mark I Plant-Unique Analysis Rept, Response to NRC 
Questions. " 

MCCLEAN, N, A. , BUCHHOLZ, R. H. , MCINNES, I. D, NUTECH Engineers, Inc. 
COM-02-674 ROO. 84/03/26. 14pp. 22943; 127, 24X 

Fiche: 50-000. 84/03/29, 8404090269. 


0404090255 Discusses final resolution of SER re environ qualification 
of saf ety-related electric equipment, Final SER should be 
issued to indicate util environ qualif icati on program meets 
requirements of 10CFR50, 49 & that SER items resolved. 

RYBAK, B. Commonwealth Edison Co. 84/03/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 38pp, 22943:054. 24X 

Fiche; 50-254, 84/03/30, 8404090255. 
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840409026a Forwards status on completion of licensee commitments re 
post-TMI related issues# Generic Ltrs 85-05 & 82-10 & 

NUREG-0737, Items II. F. 1. (2), II, F. 1. (6) & II. D. 3. 4. 

RVBAK»B, Commonwealth Edison Co. 84/03/30. DENTON# H. R. Office of 
Nuclear Reactor Regulation# Director. 6pp. 22943:149. 24X 

Fiche; 50-000, 84/03/30. 8404090268. 


8404230280 Forwards SER re BWR Owners Group 810831 response to NUREG- 
0737# Item II.K, 3. 16# "Reduction of Challenges it Failures of 
Relief Valves - Feasibility Study & Sys Mod. " Update to 
previous response req^uested within 60 days of Itr receipt. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/04/03. FARRAR# D. L, 

Commonwealth Edison Co. 13pp. 24186-326. 24X Fiche; 50-254, 

84/04/03# 8404230280. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors# 
applicants for OLs Zt holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT# D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York. Inc. 20pp. 24066:264. 24X 

Fiche: 50-000# 84/04/04, 8404040256. 


8404120136 Forwards updated schedule for ongoing environ qualif ication 
testing programs# per 810528 commitment. 

BARNES# P. L. Commonwealth Edison Co. 84/04/04. KEPPLER, J. G. Region 
3, Office of Director. 11pp. 24011:354, 24X Fi che; 50-000# 84/04/04. 
8404120136, 


8404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated mat Is. Request 
denied since provisions for generic release of small 
quantities of radioactive mails not developed. 

CRUTCHFIELD# D. Operating Reactors Branch 5. 84/04/13. FARRAR# D. L. 

Commonwealth Edison Co. Spp. 24077:216. 24X Fiche: 50-000, 84/04/13, 

8404180203, 


Q. Inspection reports# IE Bulletins Zi correspondence 


8404030295 Forwards IE Insp Repts 50-254/83-31 «< 50-265/83-30 on 
' 831 117-840124. Findings of insp currently under review to 
determine appropriate enforcement action to be taken, 

NORELIUS# C. E. Division of Project it Resident Programs. 84/03/16. 
REED# C. Commonwealth Edison Co. 2pp. 22872:077, 24X 

Fiche: 50-254, 84/03/16, 8404030295. 


—8404030304 IE Insp Repts 50-254/83-31 «< 50-265/83-30 on 831117-840124. 
Noncompliance noted: Tech Spec limiting condition for 
operation for secondary containment integrity exceeded. 

CHRISSOTIMOS. N. # MORRONOIELLO# A. , WALKER, R. D. Regions# Office of 
Director. 84/03/01. 5pp. 22872:079. 24X Fiche: 50-254, 84/03/16# 

8404030295, 


8402090047 IE Info Notice 84-05# Rev I# "Exercise Frequency. " Svc list 
end. 

JORDAN# E, L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York# Inc. 130pp. 22933:122. 24X Fiche : 50-000# 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21# "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN# E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28, Consolidated Edison Co. of New 

York# Inc. B5pp. 22892:145. 24X Fiche: 50-000# 84/03/29, 8403140241 . 


8403140247 IE Info Notice 84-22# "Deficiency in COMSIP# Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN# E. L. Division of Emergency Preparedness «{ Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York# Inc. 126pp, 22892:231. 24X Fiche: 50-000# 84/03/29# 8403140247. 


8404170038 Forwards IE Insp Rept 50-254/84-03 on 840320-23. No 
noncompliance noted. 

PAPERIELLQ, C. J. Division of Emergency Preparedness it Operational 
Support. 84/04/03. REED, C. Commonwealth Edison Co. 2pp. 
24051:052, 24X Fi c he: 50-254# 84/04/03# 84041 70038, 


—8404170043 IE Insp Rept 50-254/84-03 on 840320-23. No none omp 1 iance 
noted. Major areas insp ected ; ma int it refueling radiation 
protection activities, 

' ®RANT.W. B. # GREGER.L. R. Region 3, Office of Director. 
84/04/03. Spp. 24051:054. 24X Fiche: 50-254. 84/04/03# 8404170038. 


8404100239 Forwards response to IE Bulletin 83-08# "Electrical Circuit 
Breakers W/Undervoltage Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Sub j 
breakers not used at facilities. 

BARNK, P. L. Commonwealth Edison Co. 84/04/04. KEPPLER# J. 0. Region 
22960:189. 24X Fiche: 50-000# 84/04/04, 


8403140259 IE Info Notice 84-24# "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. l49pp. 24X Fich e: 50-000# 84/04/05, 8403140259, 


8403140263 IE Info Notice 84-23# "Results of NRC-Sp onsored 
Qua 1 i f icat ion Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche : 50-000, 84/04/05, 8403140263, 


8404260083 Forwards IE Insp Repts 50-254/84-02 Zt 50-265/84-02 on 
840201-0330. No noncompliance identified. 

SHAFER. W.D. Region 3, Office of Director. 84/04/10. REED.C. 
Cammonuealth Edison Co. 2pp. 24210:124. 24X Fiche: 50-254# 84/04/10. 

8404260083. 


— 8404260086 IE Insp Repts 50-254/84-02 it 50-265/84-02 on 840201-0330. No 
noncompliance or deviations identified. Major areas 
inspected: operational safety, maint, survei 1 lance, LERs# IE 
bulletin f ol lowup # inf o notices it design changes it mods. 

CHRISSOTIMOS# N. Region 3, Office of Director. 84/04/09. 12pp. 

24210: 126. 24X Fiche: 50-254# 84/04/10# 8404260083. 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofc re util regulatory improvement 
program. Meeting notice end. 

NORELIUS# C. E. Region 3# Office of Director. 84/04/13, REED, C. 
Commonwealth Edison Co. 3pp. 24095:320, 24X Fi che: 50-000# 84/04^/13# 

8404190397. 


8403140271 IE Info Notice 84-26# "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE# J. N. Division of QA# Safeguards it Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York# Inc. 

86pp, 24189:001, 24X Fi c h e ; 50-000# 84/04/1 6# 8403140271. 


8403140278 IE Info No t i ce -84-25# "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE# J. N. Division of QA# Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York# Inc. 

114pp. 24X Fiche: 50-000# 84/04/16# 8403140278. 


8403140273 IE Info Notice 84-27# "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE# J. N. Division of QA# Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York# Inc. 

B6pp, 24163:205. 24X Fi ch e : 50-000# 84/04/1 7# 8403140273. 


8403140277 IE Info Notice 84-28# "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees," Svc list end. 

GRACE# J. N. Division of QA# Safeguards 8< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York# Inc. 

B9pp. 24163:292. 24X Fi ch e : 50-000# 84/04/1 7# 8403140277. 


8403140280 IE Info Notice 84-29. "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end, 

JORDAN# E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237, 24X Fiche; 50-000# 84/04/17# 0403140280, 


8403140284 IE Info Notice 84-30# "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list encl. 

JORDAN# E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York. Inc 117pp. 24188:001. 24X Fiche: 50-000# 04/04/18# 8403140284, 


8403140286 IE Info Notice 84-31# "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set. " Svc list end. 

JORDAN# E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co, of New 

York# Inc. 117pp. 24188:119. 24X Fiphe; 50-000# 04/04/18. 8403140286. 


8404130404 IE Info Notice 84-32# "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage, " Svc list end. 

JORDAN# E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York# Inc. 119pp. 24195:343 24X Fiche: 50-000# 84/04/18. 8404130404. 


8404240277 Forwards response to GE SIL 402 generated due to large crack 
in torus vent header at another operating plant attributed 
to brittle fracture identified during insp of cold nitrogen 
into torus during inerting. 

RYBAK. B, Commonwealth Edison Co. 84/04/18. DENTON# H.R. Office of 
Nuclear Reactor Regulation# Director. 2pp. 24165:245. 24X 

Fiche: 50-254# 84/04/18# 9404240277. 
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S404240036 Suppls response to IE Bulletin 83-07i "Apparently Fraudulent 
Products Sold by Ray Miller/ Inc. " Based on further review/ 
determined that four lO-inch/900 Ib/Schedule 80 flanges 
procured by Midland Pipe S< Supply from Ladish Co. 

BARNES/ P. L. Commonwealth Edison Co. 84/04/19. KEPPLER/ J. G. Region 
3/ Office of Director. 2pp. 24164:322. 24X Fiche: 50-254/ 84/04/19. 

8404240086. 


8404270125 Amends 840320 response to IE Bulletin 83-07/ "Apparently 
Fraudulent Products Sold by Ray Miller. Inc. " Four 10-inch. 

900 lb/ Schedule 80 flanges purchased from Midland Pipe 
Supply Co were procured from Ladish Co. 

BARNES/ P. L. Commonwealth Edison Co, 84/04/19. KEPPLER/ J. G. Region 
3/ Office of Director 2pp, 24215:330. 24X Fi che : 50-254/ 84/04/19. 

8404270125. 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fi c he : 50-000. 84/04/20. 8404160130, 


R. Periodic operating reports related correspondence 


8404060373 Forwards "Radwaste Environ Men i t cr -nnual Rept 1983." 
KALIVIANAKIS. N. Commonwealth Edison Co KEPPLER. J. G. 

Region 3. Office of Director. Ip. 22931:133. 24X 

Fiche: 50-254. 84/02/09. 8404060373, 


— 8404060378 "Radwaste Env';">::'! •^-n : t:-'' i-'T Annual Rept 1983." 
# Teledyne Isotopes. f--'- .''CO ' C '.vC®'',! 22931:134. 24X 

Fiche: 50-254. 84/02/09, 8404060373. 


8404130317 Forwards "Radwaste & Environ M--. : A-,nual Rept. 1983. " 
KALI VIANAKIS/ N. Commonwealth Edison C.) 3 C 2 / (, ''■ KEPPLER, J. 0. 

Region 3, Office of Director, Ip 24028:319. 24X 

Fiche: 50-254. 84/02/09. 8404130317, 


— 8401130320 "Radwaste ^ Environ Monitoring Annual Rept 1983, 
Teledyne Isotopes. 83/12/31. 60pp. 24028:320. 24X 

Fiche: 50-254, 84/02/09, 8404130317 


8404200069 Monthly oper.3t:"n ’’epts -^ 0 " Mar 1984. U/a40409 Itr. 

MISAK. A. L./ BROWN, B./ v ; A na-' : i,' ■; Commonwealth Edison Co. 

84/03/31. 19pp. 24120:082. 24X Fi c he ; 50-254, 84/03/31 . 8404200069. 


3404200093 Monthly operating repts for Mar 1984. W/840409 Itr. 
KALIVIAN.AKIS, N, Commonwealth Edison Co. 84/03/31. CASE,E. G. 
Office of Nuclear Reactor Regulation. Director. 4pp. 24119:017. 
24X Fiche: 50-254. 84/03/31. 8404200093. 


S. Reportable occurrences, LERs & related correspondence 


8404020029 LER 84-002-00: on 840307. measured combined leakage rate for 
all penetrations valves except MSIVs found in excess of 
limit. Cause unknown W/840322 Itr, 

MISAK. A. , KALIVIANAKIS, N. Commonwealth Edison Co. 84/03/22. 2pp, 
22835:192. 24X Fi c he : 50-254, 84/03/22, 8404020029. 


8404100002 LER 84-001-01, on 840305, reactor shutdown initiated due to 
HPCI pump lubrication oil being containment w/water & 
electromatic relief valve 1”203~3E failing to open when 
given manual signal . Caused by leak- W/840326 Itr. 

CARNEY, J. , KALIVIANAKIS. N. Commonwealth Edison Co. 84/03/26. 4pp, 
22967:162. 24X Fi c h e ; 50-254. 84/03/26, 84041 00002, 


8404100250 LER 84-003-00: on 840306. three full reactor scrams received 
due to erratic reactor water level indicati ons. Caused by 
unusual temp pressure conditions resulting from procedure 
allowing water cooling w/reactor not vented . W/840402 Itr. 

FUHS. A , KALIVIANAKIS. N. Commonwealth Edison Co, 84/04/02. 3?p. 

22962:349. 24X Fi c h e : 50-254, 84/04/02. 84041 00250, 


8404170297 LER 84-004-00: on 840316. five MSIV found leaking in excess of 
Tech Spec limits. Cause undetermined. Repairs will be 
completed leakages brought within Tech Spec requirements 
prior to Cycle 8 startup. W/a40406 Itr. 

MISAK. A., KALIVIANAKIS. N. Commonweal th Ed i son Co, 84/04/06. 4pp. 

24062:348. 24X Fi c h e : 50-254. 84/04/06. 84041 70297, 


8404260414 Part 21 rept re presence of thread -lock ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD. G, G, General Electric Co, 84/04/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement, 3pp. 
24203:013. 24X Fi c he; 50-000, 84/04/13, 8404260414. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees ^ 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds." Svc list encl. 

EISENHUT, D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02. 8404020019. 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


F. Security, medical, emergency fire protection plans 


8404020055 Forwards IE Insp Rept 50-255/84-03 on 840201-29. 

SHAFER, W, D. Region 3. Office of Director. 84/03/14, DEWITT, R. B, 
Consumers Power Co. 2pp. 22838:309. 24X Fiche: 50-255, 84/03/14, 

8404020055. 


— 8404020059 IE Insp Rept 50-255/84-03 on 840201-29, Noncomp 1 ianc e noted: 
plant critical below 525 F. Licensee identified & reported 
noncomp 1 ianc e. No notice of violation issued. 

JORGENSEN, B. L. . BOYD, D, C. Region 3, Office of Director. 84/03/09, 
9pp. 22838:311. 24X Fi c he : 50-255. 84/03/14, 8404020055. 


8404020023 Forwards revised implementation schedule for intrusion 
detection sys. Schedule withheld (ref 10CFR73. 21). 

JOHNSON, B.D. Consumers Power Co, 84/03/26. CRUTCHFIELD. D. 
Operating Reactors Branch 5, Ip. 22835:088. 24X 

Fiche. 50-255. 84/03/26. 8404020023. 


8404040001 Informs that summary of 10CFR50. App R fire protection 
self-audit will be delayed from 840402 until 840420. per 
840118 ltr. 

VANDEWALLE, D. J. Consumers PowerCo, 84/03/30. CRUTCHFIELD. D. 
Operating Reactors Branch 5. Ip, 22884: 105. 24X 

Fiche: 50-255. 84/03/30. 8404040001. 


8404200129 Revised emergency :'"r I e-'entir'i -r o c ed ur es, inc 1 ud ing Rev 6 to 
"Facility Procedures Index" ■■ c:':. i : Copyholders List" 

S< Rev 9 to Procedures OOCC-7 ffe EOF-7. "Health Physics 
Support Team Leader. " W/840410 ltr. 

CARLEY, A. Consumers Power Co. 84/04/05, 29pp. 24117:241. 24X 

Fiche: 50-000, 84/04/05, 8404200129. 


8404090379 Ack receipt of 840312 ltr informing NRG of steps taken to 
correct noncompliance noted in IE Insp Rept 50-255/84-01. 
PAPERIELLO, C. J. Region 3. Office of Director. 84/04/06. 

DEWITT, R. D, Consumers Power Co. Ip, 22940:233, 24X 

Fiche: 50-255, 04/04/06, 8404090379. 


— 8404090383 Responds to NRC 840209 ltr re noncompliances noted in IE 
Insp Rept 50-255/84-01 . Corrective actions : proposed Tech Spec 
change request submitted to reflect existing plant 
organization. 

VANDEWALLE. D. J. Consumers Power Co. 84/03/12, KEPPLER, J, C. 
Region 3, Office of Director. 4pp. 22940:234. 24X 

Fiche : 50-255, 84/04/06, 8404090379. 


0404190396 Ack receipt of 840404 request for distribution of Palisades 
emergency public info booklet during June 1984 .?< annually 
thereafter in June. Revised distribution schedule will reach 
larger transient adult p op u la t i on. Request granted. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/13. 

DEWITT, R.B. Consumers Power Co. Ip. 24095:353. 24X 

Fiche: 50-255, 84/04/13, 8404190396. 


— 8404190399 Requests auth or i zation to distribute Palisades emergency 
public info booklet during June 1984 & annually thereafter 
in June. Revised date will result in reaching greater portion 
of adult population, 

VANDEWALLE, D. J. Consumers Power Co. 84/04/04. KEPPLER, J. G. 
Region 3, Office of Director. Ip. 24095:354. 24X 

Fiche : 50-255, 84/04/13, 8404190396. 


8404200003 Notification of S40502 meeting w/util in Bethesda, MD 
to discuss plan schedule re function & task analysis for 
detailed control room design review St emergency operating 
procedure, 

PAULSON, W. A. Operating Reactors Branch 5. 84/04/18. CRUTCHFIELD, D. 

Operating Reactors Branch 5, 2pp. 24119: 258, 24X 

Fiche: 50-255, 84/04/18, 8404200003. 


8404250019 Summarizes recent self-audit review program initiated to 
evaluate St resolve differences between requirements of 
App R S< protective measures presently in effect. CPC 821206 
exemption request re source range flux monitor withdrawn. 
VANDEWALLE, D. J. Consumers Power Co. 04/04/23. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 44pp. 24195; 156. 24X 

Fiche: 50-255, 84/04/23, 8404250019, 
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J. Insurance & indemnity information 


8404110277 Forwards Endorsements 81 & 82 to NELIA Policy MF-179 & 
Endorsement 70 to MAELU Policy MF-50. 

FROUNFELKER. R. Consumers Power Co, 84/03/29. SALTZMAN. J. NRC - No 
Detailed Affiliation Given. 4pp. 22985:123. 24X 

Fiche; 50-255.84/03/29. 8404110277, 


P. Operating license stage documents correspondence 


8404090003 Comments on util 840307 independent ngt appraisal plan. Many 
changes necessary to provide depth & scrutiny anticipated in 
840112 c onf irmator y order suggestions for improvement 
1 i s ted. 

DEYOU.NSf R. C. Director's Office. Office of Inspection and 
Enforcement. 84/03/27. KEPPLE.P. J 0 .95 ::.= -. P. C-^ire of Director. 

3pp. 22939:082. 24X Fiche: 50-C.-C e-.04-"*"':o:3 


8404020185 Advises of no current transient analyses for facility based 
on utilization of CESEC computer programs, in response to NRC 
840214 renuest. Rema inder of requests inapp 1 i cabl e. 

JOHNSON. B, D. Consumers Power Co. 84/03/28. CRUTCHFIELD, D, 

Operating Reactors Branch S. Ip. 22838:172. 24X 

Fiche. 50-255, 84/03/28, 8404020185. 


8404040188 Notification of 840409 meeting w/util in Bethesda.MD to 
discuss results dff eddy current testing of steam generator 
tubes. 

PAULSON. W. A Operating Reactors Branch 5, 84/04/03. CRUTCHFIELD, D. 

Operating Reactors Branch 5, 3pp. 22880: 300. 24X 

Fiche: 50-255. 84/04/03. 8404040188, 


8404060231 Submits supplemental evaluation response to seismic design 
consideration. SEP Topic III-6 (NUREG-0820, Sect i on 2 4), 

JOHNSON. B.D. Consumers Power Co, 84/04/03. CRUTCHFIELD. D. 

Operating Reactors Branch 5. 4pp, 22925: 188. 24X 

Fiche. 50-255, 84/04/03. 8404060231. 


8404040256 Generic Ltr S4-0S to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific backf i tting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York. Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04. 8404040256. 


8404100216 Informs that scales w/units of Ci/sec release readouts, wi 1 1 
be added to stack gas monitor noble gas meters by 840531. per 
NUREO-0737. Item II.F. 1 8* telcon w/R Emch, 

KRICH. R.M. Consumers Power Co. 84/04/06. CRUTCHFIELD. D. Operating 
Reactors Branch 5, 2pp. 22963:064. 24X Fiche r 50-000, 84/04/06, 

8404100216. 


8404130295 Forwards request for add! info based on review of util 
840316 submittal re operation lu/up to 50% steam generator 
tubes p lugged. Response should be submitted fay 840423. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 84/04/09. 

VA.NDEWALLE, D. J. Consumers Power Co. 3pp. 24028; 223. 24X 

Fiche: 50-255. 84/04/09, 8404130295, 


8404130234 Forwards application for amend to License DPR-20. changing 
Tech Specs to add 480-volt Distribution Buses 19 Sc 20 to 
provide Class IE power for new HVAC sys & future IE 
loads. 

JOHNSON. B.D. Consumers Power Co. 84/04/10. CRUTCHFIELD. D. 
Operating Reactors Branch 5, Ip. 24029:092. 24X 

F i c h e : 5 0-255. 84/ 04/ 1 0. 8404 1 30234. 


■8404130236 App li cation for amend to License DPR-20. c hang ing Tech Specs 
to add 480-voIt Distribution Buses 19 & 20 to provide Class 
IE power for new HVAC sys 8s future IE loads, 

DEWITT, R.B. Consumers Power Co. 84/04/10. 3pp, 24029:093, 24X 

Fiche: 50-255. 84/04/10, 8404130234. 


S404130239 Proposed Tech Specs adding 4S0-volt Distribution Buses 19 & 
20 to provide Class IE power for new HVAC sys & future IE 
loads. 

•* Consumers Power Co. 84/04/10, 6pp. 24029: 096. 24X 

Fiche; 50-255. 84/04/10, B4041 30234. 


8404130273 Forwards Amend 80 to License DPR-20 & safety evaluation. 
Amend reduces containment high pressure setpoints in Tech 
Spec Tables 2. 3, 1 & 3. 16. 1, 

PAULSON. W. A. Operating Reactors Branch 5, 84/04/10. 

VANDEWALLE, D, J, Consumers Power Co. 3pp. 24028:247. 24X 

Fiche: 50-255,84/04/10.8404130273. 


840413027B Amend 80 to License DPR-20, reduc ing containment high 
pressure setpoints in Tech Spec Tables 2. 3. 1 & 3, 16. 1. 
CRUTCHFIELD. D. Operating Reactors Branch 5, 84/04/10. 6pp, 

24023:250, 24X Fiche : 50-255, 84/04/10. 8404130273. 


— 8404130281 Safety evaluation supporting Amend SO to License DPR--20. 

* Office of Nuclear Reactor Regulation. Director. 84/04/10. 3pp. 
24028:256. 24X Fich e: 50-255. 84/04/10. 8404130273. 


S4041600S0 Summary of 840405 06 meetings w/util. NLD it Radiological 

Svc s at site re proposed radiological effluen.t Tech Specs & 
offsite dose calculationa 1 manual. Attendance list end. 

PAULSON. W. A. Operating Reactors Branch 5. 84/04/11. Operating 

Reactors Branch 5. 4pp. 24040:006. 24X Fi ch e: 50-255. 84/04/1 1 . 

8404160080, 


8404170091 Requests withdrawal of 840316 Tech Spec change request re 
revised accident & transient analyses due to steam generator 
tube plugging. New LOCA analysis planned for submittal on 
840423. 

JOHNSON, B.D. Consumers Power Co. 84/04/12. CRUTCHFIELD. D. 
Operating Reactors Branch 5. Ip. 24050:305. 24X 

Fiche: 50-255. 84/04/12. 8404170091. 


8404200119 Discusses evaluation of cracks found in primary coolant 
pump impeller. Primary Coolant Pump P-50C disassembled to 
facilitate removal of damaged imp el ler. Meta 1 lurg ical 
analysis will be conducted to confirm cause of cracks. 

JOHNSON, B. D, Consumers Power Co. B4/04/17. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 3pp. 24118:109. 24X 

Fiche: 50-255. 84/04/17. 8404200119. 


8404230022 Forwards request for addl info re assessment of degradation 
mechani sms. tub e plugging margin evaluation it plugging 
criteria for steam generators. per 840409 & 10 meetings. 

Response requested by 840423. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/18. 

VANDEWALLE, D. J. Consumers Power Co. 5pp. 24153:056. 24X 

Fiche: 50-255. 84/04/18. 8404230022. 


8404270131 Advises that commitment to operate purge sys only during 
cold shutdown sati s f ac tor i ly resolves Multi-Plant Action 
Item B-24 S< TMI Action Item 11. E. 4. 2. Amend 80 issued on 
840410 completes TMI Item II. E. 4. 2. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/04/18. 

VANDEWALLE. D. J. Consumers Power Co. 2pp. 24223:125. 24X 

Fiche: 50-255, 84/04/18, 8404270131. 


8404240009 Forwards "1983/1984 Steam Generator Evaluation it Repair- 
Program Rept. *' per 840410 commitment. Plant Review Committee 
& Nuclear Safety Board review of steam generator repair will 
be completed by 840427. 

VANDEWALLE, D. J. Consumers Power Co. 84/04/19. CRUTCHFIELD, D. 
Operating Reactors Branch 5, 2pp. 24167:025. 24X 

Fiche: 50-255. 84/04/19. B4O4240009. 


— 0404240010 "1963/1984 Steam Generator Evaluation & Repair Program 
Rept. " 

* Consumers Power Co. 84/04/19. 50Opp. 24167:027. 24X 

Fiche: 50-255. 84/04/19. 8404240009. 


8404240368 Confirms 840501 briefing in Region III ofcs to discuss 
planned steam generator tube repair program. per 840411 
tel con. 

NORELIUS, C. E. Division of Project it Resident Programs. 84/04/19. 
DEWITT. R. B. Consumers Power Co. Ip. 24182:321. 24X 

Fiche: 50-255, 84/04/19. 8404240368. 


8404230166 Advises that proposed mod to meter faces of stack gas 
monitor noble gas meters accep tab le. per NUREG-0737. Item 
II, F. 1, 1. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/04/20. 

VANDEWALLE, D. Consumers Power Co. 4pp. 24155:082. 24X 

Fiche; 50-000, 84/04/20. 8404230166. 


Q, Inspection reports. IE Bulletins it correspondence 


8404020055 Forwards IE Insp Rept 50-255/84-03 on 840201-29, 

SHAFER. W.D, Region 3. Office of Director. 84/03/14, DEWITT, R. B. 
Consumers Power Co. 2pp. 22838:309. 24X Fiche: 50-255. 84/03/14. 

8404020055. 


—8404020059 IE Insp Rept 50-255/84-03 on 840201-29. Noncomp liance noted 
plant critical below 525 F. Licensee identified & reported 
none ompl iance. No notice of violation issued. 

JORGENSEN. B. L. . BOYD, D. C, Region 3» Office of Director, 84/03/09 
9pp. 22838:311. 24X Fi che: 50-255. 84/03/14, S404020055. 


8402090047 IE Info Notice 84-05. Rev 1. "Exercise Frequency, " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc, ISBpp. 22933:122. 24X Fiche; 50-000, 84/03/28. 8402090047. 
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8403140241 IE Info Notice 84“21i "Inadequate Shutdown Margin, " Svc list 
enc 1. 

JORDANi E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. B5pp. 22892:145. 24X Fiche: 50-000, 84/03/28. 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fic he: 50-000, 84/03/29. 8403140247. 


8404090233 Confirms 840330 telcon concerning agreement to conduct 
enforcement meeting on 840404 in Glen Ellyn. IL. 

KEPPLER.J. G. Region 3, Office of Director. 84/04/02. DEWITT, R. B. 
Consumers Power Co. Ip. 22943:047. 24X Fiche; 50-255, 84/04/02, 

8404090283. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness *< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000. 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp, 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404090379 Ack receipt of 840312 Itr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Rept 50-255/84-01. 
PAPERIELLO, C. J. Region 3, Office of Director. 84/04/06. 

DEWITT, R.D. Consumers Power Co. Ip. 22940:233. 24X 

Fiche; 50-255, 84/04/06, 8404090379. 


— 8404090383 Responds to NRC 840209 Itr re noncompliances noted in IE 
Insp Rept 50-255/84-01 . Corrective actions ; proposed Tech Spec 
change request submitted to reflect existing plant 
organization. 

VANDEWAULE, D. J. Consumers Power Co. 84/03/12. KEPPLER, J. C. 
Region 3, Office of Director. 4pp. 22940:234. 24X 

Fiche; 50-255, 84/04/06, 8404090379. 


8404160158 Confirms 840406 telcon re agreement to conduct 840427 
enforcement meeting u/util in Glen Ellyn, IL to discuss 
recent overexposure. 

KEPPLER.J. 0. Region 3, Office of Director. 84/04/10. DEWITT, R. B. 
Consumers Power Co. Ip. 24039:340. 24X Fiche: 50-255. 84/04/10, 

8404160158. 


8404180103 Comments on submittals re IE Bulletin 80-04. "Analysis of 
PWR Main Steam Line Break W/Continued Feedwater Addition." 

Analysis of event acceptable & no further action required. 

Schedule of related proposed Tech Spec changes requested. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/11. 

VANDEWALLE, D. J. Consumers Power Co. 2pp. 24106:164. 24X 

Fiche: 50-255, 84/04/11, 8404180103. 


— 0404180112 Safety evaluation re main steam line break w/continued 
feedwater addition, per IE Bulletin 80-04. Anal ys is 
acc ep table. 

* Office of Nuclear Reactor Regulation, Director. 84/04/11. 8pp. 
24106:166. 24X Fiche: 50-255, 84/04/1 1, 8404180103. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

S9pp. 24163:292, 24X Fiche: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fiche: 50-000. 84/04/17. 8403140280. 


8403140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post S30103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp, 24188:001. 24X Fiche: 50-000. 84/04/18. 8403140284. 


8403140286 IE Info Notice 84-31. "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
S( Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness tn Engineering 
Response (Post 830103), 84/04/18 Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119. 24X Fiche: 50-000. 84/04/18. 8403140236. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness t( Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fiche: 50-000. 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co, of New 

York. Inc. Il9pp. 24285:015. 24X Fiche: 50-000. 84/04/20. 8404160130. 


8404270079 Summary of 840409-10 meetings w/util in Bethesda.MD re 
licensee technical evaluation of insp of steam generators. 
Viewgraphs encl. 

PAULSON. W. A. Operating Reactors Branch 5. 84/04/24. Operating 

Reactors Branch 5. 200pp. 24218:083. 24X Fi ch e : 50-255, 84/04/24, 

8404270079, 


R. Periodic operating reports & related correspondence 


8404060377 "Rad iol og i ca 1 Environ Monitoring Rept. 1983. " W/840330 Itr. 
JOHNSON. B. D. Consumers Power Co. 83/12/31. KEPPLER, J, G. Region 3, 
Office of Director. 2epp. 22929:325. 24X Fiche: 50-255, 83/12/31. 

8404060377. 


8404170136 Monthly operating rept for Mar 1984. W/840409 Itr. 

DIENES, A. F., VANDENBERG, D. Consumers Power Co. 84/03/31. 5pp. 
24051:167. 24X Fic he : 50-255. 84/03/31. 8404170136. 


S. Reportable occurrences, LERs St related correspondence 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mississippi Power St Light St Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval. Inc. 84/03/22, BERLINGER, C. H, 
Division of Licensing. 2pp. 22838:090. 24X Fiche: 50-000, 84/03/22, 

840^020143. 


— 8312010214 "PWR Main Steam Line Break W/Continued Feedwater Addition 
(B-69), Palisades Plant," technical evaluation rept. 

VOSBURY, F. W, Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C5506-135. 83/11/29, HEARN, P. NRC - No 

Detailed Affiliation Given. 28pp. 24106:175. 24X 

Fiche: 50-255, 84/04/11, 8404180103. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi ch e: 50-000, 84/04/1 6, 8403140271. 


— 8404020171 Test results for first Transamerica Delaval engine produced 
in each model line. 

♦ Transamerica Delaval, Inc. 70/04/27. 4pp. 22838:098. 24X 

Fiche: 50-000, 84/03/22, 8404020143. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, 0008, 

K-3, OOOS St K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri St Co.. Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp, 
24114:161. 24X Fic he : 50-000. 84/04/16. 8404200323. 


0403140278 IE Info Notice 04-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140270. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

86pp. 24163:205. 24X Fi ch e: 50-000. 04/04/1 7, 8403140273. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees S( 
applicants for OLs re change to NUREO-1021* "Operator 
Licensing Examiner Stds. " Svc list end. 

EI8ENHUT. D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8404060275 Confirms 840328 meeting in Atlanta,OA to discuss security 
guard response & training issues, per 840322 telcon. 

LEWIS, R.C. Division of Project & Resident Programs. 84/03/23. 
PARRIS, H.G. Tennessee Valley Authority. Ip. 22922:304. 24.X 
Fiche: 50-259, 84/03/23, S404060275. 


8404030116 App R fire protection amend, Vols I it II.W/840327 Itr. 
MILLS, L.M. Tennessee Valley Authority. 84/03/27. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. S96pp. 22913:001. 
24X Fiche: 50-259,84/03/27, 8404030116. 


B404030321 Forwards revs to radiological emergency plan implementing 
procedures it radiological emergency plan. 

MILLS, L.M. Tennessee Valley Authority. 84/03/28. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 22956:3 52 . 24X 

Fiche : 50-259, 84/03/28, 8404030321. 


— 8404030325 Revised radiological emergency plan implementing procedures, 
including Procedures BFN IP-7 re activati on of operational 
support ctr & IP-6 re activation of technical support ctr. 

JACKSON, J. M, , CHINN, G. Tennessee Valley Authority. 84/03/26. 

36pp. 22856:353. 24X Fiche: 50-259, 84/03/28, 8404030321. 


— 8404030327 Rev 9 to radiological emergency plan. 

* Tennessee Valley Authority. 34/03/07. 4pp. 22857:028. 24X 

Fiche: 50-259, 84/03/28, 8404030321. 


8404030212 Revised central emergency control ctr implementing 
procedures, d iv of nuclear power emergency ctr implementing 
procedures it Muscle Shoals emergency control ctr 
implementing procedures. W/S40329 Itr. 

WEBB,W. E. , MILLS, L. M. Tennessee Valley Authority. 84/03/29. 
O'REILLY, J. P. Region 2, Office of Director. 75pp. 22857:259. 24X 

Fiche: 50-000, 84/03/29, 8404030212. 


8404090319 Application for amend to Licenses DPR-33, DPR-52 & DPR-68, 
changing Tech Spec description of physical security plan. 
Requirements will be implemented within 120 days after 
approval. 

MILLS, L, M. Tennessee Valley Authority. 84/04/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 2pp. 22942: 087. 
24X Fiche: 50-259, 84/04/03, 8404090319. 


— 8404090325 Proposed amend to Tech Specs, changing physical security plan 
description. 

* Tennessee Valley Authority. 84/04/03. Ip. 22942:089. 24X 

Fiche: 50-259, 84/04/03,8404090319. 


8404170174 Summarizes 84032S meeting w/util in Atlanta, OA re proposed 
mods to physical security program. Meeting beneficial & 
provided better understanding of proposed changes. 

LEWIS, R. C. Division of Project it Resident Programs. 84/04/04. 
PARRIS, H.G. Tennessee Valley Authority. Ip. 24050:064. 24X 

Fiche: 50-259, 84/04/04, S404170174. 


840417014S Revised emergency plan implementing procedures, including 
Prodedures IP-5 re general emergency, IP-3 re alert it IP-20 
re technical support ctr operation. W/S40411 Itr. 

MILLS, L.M. Tennessee Valley Authority. 84/04/11. 0 'REILLY, J. P. 

Region 2, Office of Director. 28pp. 24051:096. 24X 

Fiche; 50-259, 84/04/11, 9404170148, 


P. Operating license stage documents & correspondence 


8404050060 Partial response to FOIA request for three separate 
categories of documents re pipe crack probl ems. Forwards App 
A documents. Search for addl documents rent! nijinq. 

FELTON, J, M, Division of Roles and Reco’ cs. P^/C2/2E. BELL, N. 
Nuclear Information Resource Service, 3pp. 22916:003. 24X 

Fiche: 50-000, 84/02/28, 8404050060. 


8309260442 Details info utils must provide for NRC safety evaluation on 
intergranular stress corrosion cracking pipe cracks. Info due 
3 wks prior to SER due date. 

JOHNSTON, W. V. Assistant Director for Mat Is, Chem. it Environ 
Technology (Post 8302011. 83/09/16. LAINAS, O. C. Assistant 

Director for Operating Reactors. 3pp. 22917:027. 24X 

Fiche: 50-000, 84/02/28, 0404050060. 


8404020030 Supplemental application for amend to Licenses DPR-33. DPR-52 
it DPR-6S, changing Tech Specs to incorporate 10CFR50. 73 
reporting requirements. Sp ecs based on 631219 (Seneric Ltr 
83-43 model Tech Specs, 

MILLS.L.M. Tennessee Valley Authority. 84/03/22. DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 22835:194. 

24X Fiche: 50-259, 84/03/22,8404020030. 


— S404020034 Proposed Tech Sp ecs, incorporating 10CFR50. 73 reporting 
requi rements. Inf 0 deleted. NSHC determination end. 

* Tennessee Valley Authority. 84/03/22. 32pp. 22935:196. 24.X 

Fiche : 50-259, 84/03/22, 8404020030. 


8404060428 Notification of 840329 meeting w/util in Bethesda, MD to 
discuss proposed changes to util Nuclear Safety Review 
Board. 

KENYON, T. J. Licensing Branch 4. 84/03/23. ADENSAM, E. Licensing 

Branch 4. 6pp. 22944:299. 24X Fi ch e: 50-000, 84/03/23, 8404060428. 


8404060068 Summarizes 840327 meeting ui/util in Knoxville, TN re QA 
program descript ion. Attendance list end. 

LEWIS, R. C. Division of Project it Resident Programs. 84/03/30. 
PARRIS,H.G. Tennessee Valley Authority. 3pp. 22927:078. 24X 

Fiche: 50-000-84/03/30, 8404060068. 


8404090319 Application for amend to Licenses DPR-33, DPR— 52 & DPR— 68, 
changing Tech Spec description of physical security plan. 
Requirements will be implemented within 120 days after 
approval. 

MILLS, L. M. Tennessee Valley Authority. 84/04/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22942:087. 
24X Fiche: 50-259,84/04/03, 8404090319. 


— 8404090325 Proposed amend to Tech Sp ecs, c ha ng ing physical security plan 
description. 

* Tennessee Valley Authority. 84/04/03.- Ip. 22942:089. 24X 

Fiche: 50-259, 84/04/03, 8404090319, 


8404230294 Forwards SER re BWR Owners Group 810331 response to 
NUREG-0 737, Item II. K. 3. 16, "Reduction of Challenges it 
Failures of Relief Valves - Feasibility Study it Sys Mod. " 

Mods acceptable to reduce safety relief valve failures. 

VASSALLO, D, B. Operating Reactors Branch 2, 84/04/03. PARRIS, H. O. 

Tennessee Valley Authority. 14pp. 24185:334. 24X 

Fiche; 50-259, 84/04/03, 8404230294. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs 5; holders of CPs re interim procedures 
for NRC ragt of plant-specific bac kf i tting. Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404100237 Submits info re LM Mills 840106 ltr to DB Vassallo re 
NUREG-0612, "Control of Heavy Loads. ” Periodic insps it 
testing of NUREG-0612-related special lifting devices will 
be performed every 5 yrs. 

KAMMER, D. S. Tennessee Valley Authority. 84/04/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22960:183. 
24X Fiche: 50-259, 84/04/04, 8404100237. 


8404180185 Application to amend Licenses DPR-33, DPR-52 & DPR~68, 
revising Tech Specs for administrative purposes. 

MILLS, L.M. Tennessee Valley Authority. 84/04/09. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24077:23*?, 
24X Fiche: 50-259, 84/04/09, 8404180185. 


— 8404180193 Proposed Tech Specs reflecting administrative changes. 

* Tennessee Valley Authority. 84/04/09. 49pp. 24077:241. 24X 

Fiche; 50-259, 84/04/09, 8404180185. 


8404200110 Informs that due to extensive facility activities, 
participation in BNL "Dose Reduction Study" will be limited, 
in response to NRC 840220 request. A Sorrell assigned site 
project coordinator for study, 

KAMMER, D. S. Tennessee Valley Authority. 84/04/17. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24119:206. 24X 

Fiche: 50-259. 84/04/ 17, 8404200 110. 


8404300075 Advises that revs to proposed radiological effluent Tech 
Specs will be submitted by 840801, per 840322 telcon. 

MILLS. L.M. Tennessee Valley Authority. 84/04/25. DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24225:133. 24X 

Fiche; 50-259, 84/04/25, 8404300075. 


Q. Inspection reports, IE Bulletins St correspondence 


8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Miller, Inc found installed in 
Bel lefonte, Sequoyah 8t Yellow Creek safety-related sys. No 
safety concerns created. 

MILLS.L. M. Tennessee Valley Authority. 84/03/22. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 22920: 109. 24X 

Fiche: 50-000, 84/03/22, 8404060136. 


84020*70047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness << Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. l3Spp. 22933:122. 24X Fiche: 50-000, 04/03/28, 8402090047. 
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8403140241 IE Info Notice 84-21# "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York# Inc. 85pp. 22892:145. 24X Fiche: 50-000# 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22# "Deficiency in COMSIP# Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York# Inc. 126pp. 22892:231. 24X Fi c he : 50-000# 84/03/29, 8403140247. 


8404060329 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/und er VO 1 tag e trip feature used in safety-related 
applications other than reactor trip sys. Breakers replaced 
w/breakers that do not have undervoltage trip attachment, 

KAMMER# D. S. Tennessee Valley Authority. 84/03/29. 0 'REILLY, J. P. 

Region 2# Office of Director. 3pp. 22932: 203, 24X 

Fiche: 50-000# 84/03/29# 8404060329. 


8403140259 IE Info Notice 84-24, "Physical Qual if icati on of Individuals 
to Use Respiratory Protective Devices." Svc list encl. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York# Inc. 149pp. 24X Fiche: 50-000# 84/04/05# 8403140259. 


8403140263 IE Info Notice 84-23# "Results of NRC-Sponsored 
Qual i f i cat i on Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN# E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York# Inc, 103pp. 24066:164. 24X Fi c he : 50-000# 84/04/05# 8403140263. 


8404170475 Summarizes 840329 meeting w/util at Region II ofc re 
development of planned or gan i za t i ona 1 changes & regulatory 
performance program for plants. 

O'REILLY# J. P. Region 2# Office of Director. 84/04/05. PARRIS. H.G. 
Tennessee Valley Authority. Ip. 24059:335. 24X 

Fiche: 50-259# 84/04/05# 8404170475. 


8403140271 IE Info Notice 84-26# "Recent Serious Violations of NRC 
Requirements by Moisture Density (Jauge Licensees. " Svc list 
encl. 

GRACE# J. N. Division of QA# Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York# Inc. 

86pp. 24189:001. 24X Fi ch e : 50-000# 84/04/1 6# 8403140271 . 


8403140278 IE Info Notice 84-25# "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE# J. N. Division of QA# Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York# Inc. 

114pp. 24X Fiche: 50-000# 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27# "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE# J. N. Division of QA# Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York# Inc. 

86pp. 24163:205, 24X Fi che : 50-000# 84/04/1 7# 8403140273. 


8403140277 IE Info Notice 84-28# "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE# J. N. Division of QA# Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York# Inc. 

89pp. 24163:292. 24X Fi che : 50-000# 84/04/1 7# 8403140277. 


8403140280 IE Info Notice 84-29# "GE Magne-Blast Circuit Breaker 
Problems. " Svc list encl. 

JORDAN# E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York# Inc. 129pp. 24188:237. 24X Fiche; 50-000# 84/04/17# 8403140280. 


8403140284 IE Info Notice 84-30# "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units." Svc list encl. 

JORDAN# E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York# Inc. 117pp. 24188:001. 24X Fi c he : 50-000# 84/04/ 18# 8403140284. 


8403140286 IE Info Notice 84-31# "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
S< Seal Set. " Svc list encl. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche; 50-000# 84/04/18# 8403140286. 


8404130404 IE Info Notice 84-32# "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage . " Svc list encl. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York# Inc. 119pp. 24195:343. 24X Fiche : 50-000# 84/04/18# 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN# E, L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche; 50-000# 84/04/20# 8404160130. 


S. Reportable occurrences# LERs & related correspondence 


8404030449 LER 84-016-00: on 840229# while at 957. power# during 
installation of ground connector on reactor protection 
panel 25-6B# w/common leg to panel 25-183# unit scrammed. 

Caused by vibration during insta 1 lation. W/840323 Itr. 

WALKER# J. B. , JONES# 0. T. Tennessee Valley Authority. 84/03/23. 3pp. 
22869:040. 24X Fiche : 50-259# 84/03/23, 8404030449. 


8404100263 LER 84-018-00: on 840320# fol lowing RCIC steam leak repair# 
inboard liSIV would not open. Caused by high pressure 
differential across valve disc. Valve opened when pressure 
equal iz ed. W/S40403 Itr. 

WALKER# J. B. , JONES# G. T. Tennessee Valley Authority. 84/04/03. 3pp. 
22962:321. 24X Fi che : 50-259, 84/04/03# 8404 100263. 


8404170125 LER 84-017-00: on 840313# routine functional check for 
radiation monitor Rli-90-259# wh ic h monitors control room air 
supply duct#not performed within Tech Spec 1 imits. Caused by 
personnel error. Inc ident discussed w/p ersonnel. W/840406 Itr. 

MARKIN, K. M. , JONES# G. T. Tennessee Valley Authority. 84/04/06. 2pp. 

24059:303. 24X Fiche : 50-259, 84/04/06, 8404 170125. 


8404160139 Forwards addl info re 840214 loss of normal shutdown cooling 
event due to inoperable DHR process sys# per R Bernero 
request. 

MILLS# L.M. Tennessee Valley Authority. 84/04/10. DENTON# H. R. 

Office of Nuclear Reactor Regulation# Director, 4pp. 24039:335. 

24X Fiche: 50-259, 84/04/10# S404160139. 


8404170259 Updated LER 84-004-01: on 840106# reactor mode switch moved 
from run to startup # caus ing half scram. Caused by personnel 
error. Unit manually scrammed. Operator & nuclear engineer 
counseled re use of rod notch override. W/B4041 1 Itr. 

SMITH, D.L., JONES# G. T. Tennessee Valley Authority. 84/04/11. 3pp. 
24056:257. 24X Fi c he: 50-259# 84/04/1 1# 84041 70259. 


8404260414 Part 21 rept re presence of thread-locking matl LoctitB-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investi gation. 

SHERWOOD# G. 0. General Electric Co. B4/04/13. DEYOUNG, R.C. 
Director's Office# Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13# 8404260414, 


8404270049 LER 84-019-00: on 840329# incorrect Tech Spec wording for 
measuring battery cell temp discovered. Tech Spec rev# to 
require pilot cell temp to be taken instead of adjacent 
cel 1# submitted. W/S40420 Itr. 

SMITH# D. L. # JONES# G. T. Tennessee Valley Authority, 84/04/20. 3pp. 
24217:042. 24X Fiche: 50-259, 84/04/20# 8404270049. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREO-1021# "Operator 
Licensing Examiner Stds, " Svc list end. 

EISENHUT# D, G. Division of Licensing, 04/04/02. Consolidated 
Edison Co, of New York, Inc, 21pp. 24066:297. 24X 

Fiche; 50-000# 84/04/02# 8404020019. 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION# UNIT 2 


F. Security# medical# emergency & fire protection plans 


8404060275 Confirms 840328 meeting in Atlanta#0A to discuss security 
guard response it training issues# per 840322 telcon. 

LEWIS# R.C. Division of Project 8< Resident Programs. 84/03/23. 
PARRIS# H.G. Tennessee Valley Authority. Ip. 22922:304. 24X 
Fiche: 50-259# 84/03/23# 8404060275. 


8404030116 App R fire protection amend# Vols I 8< II. W/840327 Itr. 
MILLS# L. M. Tennessee Valley Authority. 84/03/27, DENTON# H. R. 
Office of Nuclear Reactor Regulation# Director. 896pp. 22913:001. 

24X Fiche: 50-259, 84/03/27# 84040301 16. 


8404030321 Forwards revs to radiological emergency plan implementing 
procedures & radiological emergency plan. 

MILLS# L.M. Tennessee Valley Authority. 84/03/28. 0 'REILLY# J. P. 

Region 2, Office of Director. Ip, 22856:352. 24X 

Fiche: 50-259# 84/03/28# 8404030321. 
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— S404030325 Revised radiological emergency plan implementing procedures! 
including Procedures 3FN IP-7 re activation of operational 
support ctr & IP-6 re activation of technical support ctr. 

JACKSON. J. M. j CHINN. G. Tennessee Valley Authority. 84/03/36. 

36pp. 22356:353. 24X Fic he: 50-259.04/03/23, 8404030321. 


— 8404030327 Rev 9 to radiological emergency plan. 

* Tennessee Valley Authority. 84/03/07. 4pp. 22857:023. 24X 

Fiche: 50-259,84/03/28, 8404030321. 


8404030212 Revised central emergency control ctr implementing 
procedures, d iv of nuclear poujer emergency ctr implementing 
procedures St Muscle Shoals emergency control ctr 
implementing procedures. W/S40329 Itr. 

WEBB, W. E. , MILLS, L. K. Tennessee Valley Authority. 84/03/29. 
O'REILLY, J. P. Region 2, Office of Director. 75pp. 22357:259. 24X 

Fiche: 50-000, 84/03/29, 8404030212. 


8404090319 Application for amend to Licenses DPR-33, DPR-52 & DPR-68, 
changing Tech Spec description of physical security plan. 
Requirements will be implemented within 120 days after 
approval . 

MILLS.L. M. Tennessee Valley Authority. 84/04/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 22942:087. 
24X Fiche; 50-259, 84/04/03,8404090319. 


— 8404090325 Proposed amend to Tech Specs, chang 1 ng physical security plan 
description. 

* Tennessee Valley Authority. 84/04/03. Ip. 22942:089. 24X 

Fiche: 50-259, 84/04/03,8404090319. 


8404170174 Summarizes S40328 meeting ui/util in Atlanta, GA re proposed 
mods to physical security program. Meeting beneficial & 
provided better under standing of proposed changes. 

LEWIS, R.C. Division of Project & Resident Programs. 84/04/04. 
PARRIS, H.G. Tennessee Valley Authority. Ip. 24050:064, 24X 

Fiche: 50-259, 84/04/04. 8404170174. 


8404170148 Revised emergency plan implementing procedures, including 
Prodedures IP-S re general emergency , IP-3 re alert IP-20 
re technical support ctr operation. W/84041 1 Itr. 

MILLS.L. M. Tennessee Valley Authority. 84/04/11. O'REILLY, J. P. 
Region 2, Office of Director. 28pp. 24051:096. 24X 

Fiche: 50-259, 84/04/11, 8404170148. 


P. Operating license stage documents it correspondence 


8404020172 Forwards Amends 88 & 61 to Licenses DPR-52 8< DPR 68, 
respectively & safety ©val uation. Amends allow operation 
w/increased core flow during remainder of Cycle 5. 

CLARK, R.V. Operating Reactors Branch 2. 84/03/06. PARRIS, H.G. 

Tennessee Valley Authority. 2pp. 22878:063. 24X 

Fiche; 50-260, 84/03/06, 8404020172. 


8404100286 Requests exemption from test interval requirements of 
10CFR50, App J until B4091S. Cycle 5 refueling outage 
scheduled to begin on 840824 & continued operation will 
result in exceeding max time interval. 

MILLS, L.M. Tennessee Valley Authority. 84/04/02. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 7pp. 22960:066. 
24X Fiche; 50-260 ,84/04 /02 ,84041 00286 . 


8404090319 Application for amend to Licenses DPR-33, DPR-52 & DPR-68, 
changing Tech Spec description of physical security plan. 
Requirements will be implemented within 120 days after 
approval. 

MILLS, L. M. Tennessee Valley Authority. 84/04/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22942:087. 
24X Fiche; 50-259,84/04/03, 8404090319. 


— 8404090325 Proposed amend to Tech Sp ecs, chang ing physical security plan 
description. 

♦ Tennessee Valley Authority. 84/04/03. Ip. 22942:089. 24X 

Fiche: 50-259, 84/04/03, 8404090319. 


8404230294 Forwards SER re BWR Owners Group 810331 response to 
NUREO-0737, I tem II.K. 3. 16, "Reduction of Challenges & 

Failures of Relief Valves - Feasibility Study !< Sys Mod. " 

Mods acceptable to reduce safety relief valve failures. 

VASSALLD, D. B. Operating Reactors Branch 2, 84/04/03. PARRIS, H.O. 

Tennessee Valley Authority. 14pp. 24185:334. 24X 

Fiche: 50-259, 84/04/03, 8404230294. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for QLs It holders of CPs re interim procedures 
for NRC mgt of plant-specific backf i tting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404100237 Submits info re LM Mills S40106 ltr to DB Vassal lo re 
NUREO-0612, "Control of Heavy Loads. *' Periodic insps & 
testing of NUREG-0612-rel ated special lifting devices will 
be performed ev'ery 5 yrs. 

KAMMER, D. S. Tennessee Valley Authority. 84/04/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22960:183. 
24X Fiche: 50-259, 84/04/04, 8404100237. 


8404180185 Application to amend Licenses DPR-33, DPR-52 & DPR-6B, 
revising Tech Specs for administrative purposes. 

MILLS, L.M. Tennessee Valley Authority. 84/04/09. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24077:239. 
24X Fiche; 50-259, 84/04/09, 8404180185. 


— 8404180193 Proposed Tech Specs reflecting administrative changes. 

* Tennessee Valley Authority. 84/04/09. 49pp. 24077:241. 2'4X 

Fiche; 50-259, 84/04/09, 8404180185. 


— 8404020179 Amends 88 &. 61 to Licenses DPR-52 & DPR 68, respectively, 
allowing operation w/increased core flow during remainder of 
Cycle 5. 

VASSALLO, D. B. Operating Reactors Branch 2, 84/03/06. 14pp. 

22878; 065. 24X Fiche: 50-260, 84/03/06,8404020172. 


8404200110 Informs that due to extensive facility activities, 
participation in BNL "Dose Reduction Study" will be limited, 
in response to NRC 840228 request. A Sorrell assigned site 
project coordinator for study. 

KAMMER, D.S. Tennessee Valley Authority. 84/04/17. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24119:206. 24X 

Fiche: 50-259,84/04/17, 8404200110. 


— 8404020184 Safety evaluation supporting Amends 88 & 61 to Licenses 
DPR— 52 S{ DPR-68, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/03/06. 6pp. 
22878:079. 24X Fiche; 50-260, 34/03/06, 8404020172, 


8404020030 Supplemental application for amend to Licenses DPR-33, DPR-52 
St DPR-68, changing Tech Specs to incorporate 10CFR50. 73 
reporting requirements. Specs based on 831219 Generic Ltr 
83-43 model Tech Specs. 

MILLS, L. M. Tennessee Valley Authority. 84/03/22. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 22835; 194 
24X Fiche: 50-259, 84/03/22, 8404020030, 


B404020034 Proposed Tech Specs, incorporating 10CFR50. 73 reporting 
requirements. Info deleted. NSHC diterminati on end. 

* Tennessee Valley Authority. 84/03/22. 32pp. 22835-196 24X 

Fiche: 50-259, 84/03/22, 8404020030, 


8404300075 Advises that revs to proposed radiological effluent Tech 
Specs will be submitted by B40801, per 840322 telcon. 
mills. L. M. Tennessee Valley Authority. 84/04/25. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24225:133. 24X 

Fiche; 50-259, 84/04/25, 8404300075. 


Q. Inspection reports, IE Bulletins & correspondence 


8404060136 Responds to IE Bulletin S3— 07. Four items of apparently 
fraudulent matls sold by Ray Miller, Inc found installed in 
Belief onte, Sequoyah & Yellow Creek safety— r elated sys. No 
safety concerns created. 

MILLS.L. M. Tennessee Valley Authority. 84/03/22. O'REILLY, J. P. 
Region 2, Office of Director, 3pp. 22920; 109. 24X 

Fiche: 50-000, 04/03/22, 8404060136. 


8404060428 Notification of 840329 meeting w/util in Bethesda, MD to 
discuss proposed changes to util Nuclear Safety Review 
Board. 

KENYON, T.V. Licensing Branch 4. 84/03/23. ADEMSAM, E. Licensing 

Branch 4. 6pp, 22944:299. 24X Fiche: 50-000. 84/03/23, 8404060428. 


8402090047 IE Info Notice 84— 05, Rev 1, "Exercise Frequency," Svc list 
end. 

JORDAN, E, L, Division of Emergency Preparedness fc Engineering 
Response (Post 830X03). 84/03/28. Consolidated Edison Co. of New 

York, Inc. l3Bpp. 22933:122. 24X Fiche: 50-000, 04/03/28, 8402090047. 


8404060068 Summarizes 840327 meeting w/util 
program description. Attendance list end. 
LEWIS. R.C. Division of Project & Resident 
PARRIS, H.G, Tennessee Valley Authority. 
Fiche: 50-000, 84/03/30, 8404060068 


in Knoxville, TN re QA 

Programs. 84/03/30. 
3pp. 22927:078. 24X 


8403140241 IE Info Notice 84—21, "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. SSpp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 
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8403140247 IE Info Notice 84-22* "Deficiency in COMSIP, Inc Std Bed 
Catalyst, " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche; 50-000. 84/03/29. 8403140247. 


8404060329 Responds to IE Bulletin 83-08 re electrical circuit breakers’ 
m/under VO 1 tag e trip feature used in safety — related 
applications other than reactor trip sys. Breakers replaced 
w/breakers that do not have undervoltage trip attachment. 

HAMMER. D, S. Tennessee Valley Authority. 84/03/29. O 'REILLY. J. P. 
Region 2. Office of Director. 3pp. 22932:203. 24X 

Fiche: 50-000, 84/03/29. 8404060329, 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN. E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche; 50-000. 84/04/05, 8403140259, 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness 5. Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp, 24066:164. 24X Fiche: 50-000. 84/04/05. 8403140263. 


0404170475 Summarizes S40329 meeting w/util at Rsqiun IT re 

development of planned or gan i za t i ona 1 changes S' rec i: I •iciv-., 
performance program for plants. 

O'REILLY, J. P. Region 2. Office of Director. 84/04/05 PARRIS, H.G. 
Tennessee Valley Authority. Ip. 24059:335. 24X 

Fiche; 50-259. 84/04/05, 8404170475. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
one 1. 

GRACE. J. N. Division of QA. Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

e6pp. 24189:001, 24X Fi che: 50-000, 84/04/1 6, 8403140271. 


0403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE. J. N. Division of QA, Safeguards 8( Inspection Programs (Post 
B30103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000. 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE. J. N. Division of QA, Safeguards & Inspection Programs (Post 
B30103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

86pp. 24163:205, 24X Fiche: 50-000, 84/04/1 7, 8403140273. 


S403I40277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees," Svc list end. 

GRACE. J. N. Division of QA, Safeguards !< Inspection Programs (Post 
030103), 84/04/17. Consolidated Edison Co. of New York. Inc. 

09pp, 24163:272. 24X Fiche: 50-000. 84/04/1 7. 8403140277. 


8403140280 IE Info Notice 84-29. "GE Magne-fllast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. I29pp, 24188:237. 24X Fiche; 50-000, 84/04/17. 8403140230. 


8403140204 IE Info Notice 84--30. "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/10. Consolidated Edison Co. of New 

York. Inc, 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140206 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc, 117pp. 24188:119. 24X Fiche: 50-000, 04/04/18, 8403140206. 


0404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN, £, L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/10. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


0404160130 IE Info Notice 04-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs related correspondence 


8404260414 Part 21 rept re presence of thread-locking matl Loctit 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G, G. General Electric Co. 84/04/13, DEYOUNG. R C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fi c h e : 50-000, 84/04/ 13, 8404260414, 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8. 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Sfcds, " Bve list end. 

EISENHUT, D. G, Division of Licensing. 84/04/02. Consolidate 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche: 50-000, 84/04/02, 8404020019, 
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F. Security, medical, emergency fire protection plans 


8404020180 Public version of Rev 3 to Emergency Plan Implementing 
Procedure PEP~105, "Emergency Control - General Emergency," 
W/S40i25 ltr ?5< JM Felton 840322 release memo. 

CROCKER. S., MORGAN. R.E. Carolina Power it Light Co, 84/01/18. 
O'REILLY. J, P. Region 2, Office of Director. 7pp. 22875:353. 
Fiche: 50-261 . 84/01/ 18, 8404020180. 


8404060344 Advises that Rev 0 to radiological emergency plan cons 
w/provisions of 10CFR50, 54(b) it lOCFRSO.App E it acceptable. 
VERRELL I . D. M, Division of Project & Resident Programs. 84/03/ 
UTLEY, E. E. Carolina Power Light Co. 2pp, 22931:320. 24X 

Fiche: 50-261 . 84/03/ 1 4. B404060344. 


8404030546 Rev 2 to Emergency Implementing Procedure PEP-201. 
"Follow-Up Notif icatiops it Communications." W/84032S ltr, 

MORGAN, R. E, Consumers Power Co 84/03/23, 0 'REILLY, J. P. Reg 

Office of Director. 7pp, 22870:243. 24X Fi c h e : 50-261. 84/03/2; 

8404030546. 


8404060260 Responds to Generic Ltr 82-33 re Suppl 1 to NUREG~0737 
concerning requirements for emergency response capability. 
Control room mod. provid ing well defined work areas for shift 
members i* improved lighting levels, completed. 

CUTTER. A. B. Carolina Power it Light Co, 84/03/29, VARGA. S. A. 
Operating Reactors Branch 1. 5pp. 22925: 138. 24X 

Fiche; 50-261 , 84/03/29. 8404060260. 


0404240223 Emergency Response Plan PLP-007iRev 2. W/B40416 ltr. 
MORGAN. R.E. Carolina Power it. Light Co. 84/04/16. O'REILLY, J. I 
Region 2, Office of Director. 17pp. 24165:264. 24X 

Fiche; 50-261, 84/04/16, 8404240223. 


I, Financial information 


8404050026 Forwards Annual Financial Rept 1983, Internal cash flow 
projection assumptions supporting internal cash flow 
projection for 1984 also end, 

BARHAM, C, D. Carolina Power it Light Co. 84/03/30. SALTZMAN, J, 
Assistant Director for State it Licensee Relations, 4pp, 22099 
24X Fiche; 50-000.84/03/30.8404050026, 


— 8404050032 Annual Financial Rept 1983. 

# Carolina Power it Light Co. 83/12/31. 42pp. 22899:279. 

Fiche: 50-000.84/03/30. 84040.50026. 


P. Operating license stage documents it correspondence 


8404060349 Supplemental application for amend to License DPR-23, 
resubmitting revised Tech Specs re surveillance requirements 
due to typographical error it changes to conform w/ASME 
Section XI re inservice insp. 

CUTTER. A. B. Carolina Power it Light Co. 84/03/28. VARGA, S. A. 
Operating Reactors Branch 1, 2pp. 22931:250. 24X 

Fiche: 50-261 . 84/03/28. 8404060349. 


— 8404060356 Proposed resubmitted Tech Specs re survei lla-nce requ 
due to typographi cal error it changes to conform w/ASME 
Section XI re inservice insp. 

* Carolina Power Light Co. 84/03/28. 2pp. 22931:252. 2 

Fiche; 50-261. 04/03/28, 0404060349, 


DOCKETED ITEMS 


8404130389 Notification of B4040-4 meeting w/util in Bethesda. MD to 
discuss status of multi-plant action items# TMI items & 
plant-specific items. 

REQUA# G. Operating Reactors Branch 1. 84/03/28. VARGA# S. A, 

Operating Reactors Branch 1. 2pp. 24036:001. 24X 

Fichs: 50-261# 84/03/28. 8404130389. 


8404200040 Forwards Amend 78 to License DPR-23 Z< safety evaluation. 
Amend revises Tech Specs to incorporate Section 4,05 of 
Westinghouse STS requirements re testing requirements of 
Section XI of ASHE Code. 

REQUA. G. Operating Reactors Branch 1. 84/03/28. UTLEY. E, E. 

Carolina Power Light Co, 3pp. 24159:332 . 24X 

Fiche: 50-261. 84/03/28. S404200040. 


— 8404200042 Amend 78 to License DPR-23i revis ing Tech Specs to 
incorporate Section 4 05 of Westinghouse STS requirements re 
testing requirements of Section XI of ASME Code. 

VARGA. S. A. Operating Reactors Branch 1. 84/03/28. 19pp. 

24159:335. 24X Fi c he; 50-261# 84/03/28# 8404200040. 


“8404200044 Safety evaluation supporting Amend 78 to License DPR-23. 

* Office of Nuclear Reactor Regulation# Director. 84/03/28. 5pp. 
24159; 354. 24X Fiche: 50-261 , 84/03/28, 8404200040. 


8404060156 Discusses operator licensing requal if i cation training 
programs during extended steam generator replacement 
outage, Di scussion of plans for candidates being able to meet 
eligibility requirements per 10CFR55 8« NUREG-0737 requested. 
VERRELLI, D. M. Division of Project & Resident Programs, 84/03/29. 
UTLEY# E. E, Carolina Power it Light Co. Ip. 22926:362, 24X 

Fiche; 50-261, 84/03/29,8404060156. 


8404160234 Forwards notice of consideration of issuance of amend to 
License DPR-23 & proposed NSHC determination ?< opportunity 
for hearing re temporary exemption of portion of plant from 
10CFR73. 55 during steam generator repair program. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/03. UTLEY, E. E. 

Carolina Power Light Co, 3pp. 24066:049. 24X 

Fiche: 50-261. 84/04/03,8404160234. 


— 8404160240 Notice of consideration of issuance of amend to License 
DPR-23 proposed NSHC determination it opportunity for 
hearing re temporary exemption of portion of plant from 
10CFR73, 55 during steam generator repair program. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/03. 7pp, 

24066:052. 24X Fi c he: 50-261, 84/04/03, 8404160234 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors# 
applicants for OLs it holders of CPs re interim procedures 
for NRC mgt of plant-specific hac^fftti-<g Svc list end, 

EISENHUT, D. 0, Division of Lie c"' -» i :sg Consolidated 

Edison Co. of New York, Inc. 20pp. 24066: 264. 24X 

Fiche: 50-000, 84/04/04, 840-4040256. 


8404240498 Forwards Amend 79 to License DPR-23 5: safety evaluation. 
Amend revises Tech Specs to reduce contaiment internal 
pressure limit from 2 psig to 1 psig. 

REQUA, G. Operating Reactors Branch 1. 84/04/04. UTLEY, E. E. 

Carolina Power it Light Co. 2pp. 24197:001. 24X 

Fiche; 50-261, 84/04/04, 8404240498. 


— 8404240501 Amend 79 to License DPR-23, revis ing Tech Specs to reduce 
containment internal pressure limit from 2 psig to 1 psig. 

VARGA, S. A, Operating Reactors Branch 1. 84/04/04. 5pp. 

24197:003. 24X Fiche: 50-261 # 84/04/04, 8404240498. 


— 8404240505 Safety evaluation supporting Amend 79 to License DPR-23. 

Office of Nuclear Reactor Regulation# Director. 84/04/04. 3pp. 
24197:008. 24X Fiche; 50-261, 84/04/04, 8404240498. 


8404110267 Forwards addl fee for review of steam generator repair 
license amend request preparation of related EIS# per 
840314 request. 

ZrmERMAN. S, R. Carolina Power Light Co. 84/04/05. MILLER, W. 0. 
License Fee Management Branch. 2pp. 22984:292, 24X 

Fiche: 50-261, 84/04/05, 8404110267. 


8404240467 Forwards safety evaluation re util responses to TMI Items 
II.F. 1.4# "Containment Pressure Monitor." II.F. 1.5# 

"Containment Water Level Monitor" & II. F, 1. 6# "Containment 
Hydrogen Monitor. " Requirements met, 

VARGA# S, A. Operating Reactors Branch 1. 84/04/10, UTLEY, E. E. 

Carolina Power it Light Co. 10pp. 24197:313. 24X 

Fiche: 50-261, 84/04/10, 8404240467. 


8404190322 Forwards amended pages to revised inservice insp ti test 
program for pumps & valves, per 840113 submi ttal. Inf o changes 
test frequency for safety injection sys Valve 869 from cold 
shutdown to quarterly. 

ZIMMERMAN, S. R. Carolina Power «« Light Co. 84/04/13, VARGA, S. A. 
Operating Reactors Branch 1. 3pp. 24090:021. 24X 

Fiche: 50-261, 84/04/13. 8404190322. 


S404200106 Forwards revised Pages 2" 29 it 41 of util 840302 

submittal re resolution of SERs for environ qualification of 
safety-related electrical equipment. Error discovered in 
listed manufacturer of one lubricant. 

CUTTER, A. B. Carolina Power & Light Co. 84/04/16. VARGA, S. A. 
Operating Reactors Branch 1. 5pp. 24119:289. 24X 

Fiche; 50 - 261 , 84/04/1 6, 8404200106. 


8404230102 Responds to open items in Sections 2.1.5 & 2. 1.8 of draft 
technical evaluation rept re control of hea /-y loads, in 
response to NRC 840229 request. Open items concern turbine 
lifting beam & solid waste handling crane. 

ZIMMERMAN# S. R. Carolina Power St Light Co. 84/04/16. VARGA# S. A. 
Operating Reactors Branch 1. 3pp. 24154: ’80. 24X 

Fiche: 50-261 # 84/04/16, 8404230102. 


8404300292 Notification of 840426 meeting w/util in BethBsda#MD to 
discuss Cycle 10 core reload re documentation submitted St 
documentation to be submi tted# setpo int changes# submittal 
status S< schedules. 

REQUA# G. Operating Reactors Branch 1. 84/04/18. VARGA, S. A. 

Operating Reactors Branch 1, 2pp. 24253:256. 24X 

Fiche: 50-261, 84/04/18, 8404300292. 


Q. Inspection reports, IE Bulletins it correspondence 


8404060095 Forwards IE Insp Rept 50-261/84-04 on 840219-24. No 
violations or deviations identified. 

VERRELLI, D. M. Division of Project 8< Resident Programs. 84/03/08. 
UTLEY, E. E. Carolina Power it Light Co. 2pp. 22920:096. 24X 

Fiche; 50-261,84/03/08, 8404060095. 


— 8404060098 IE Insp Rept 50-261/84-04 on 040219-24. No violations or 
deviations identified. Major areas inspected : preparation for 
refueling, refueling activities it spent fuel pool activities. 
MATHIS, J.L. Region 2, Office of Director. JAPE, F. Division of 
Engineering & Op erat : .c-a 1 "ror-ams 84/03/06. 4pp. 22920:098. 
24X Fiche: 50-261, B4/:'-3,':9, 


8404170219 Forwards IE Insp Rept 50-261/84-07 on 840306-09. No 
violations or deviations identified. 

VERRELLI, D. M. Division of Project it Resident Programs. 84/03/22. 
UTLEY, E. E. Carolina Power it Light Co. 2pp. 24054:079. 24X 

Fiche: 50-261 , 84/03/22, 8404170219. 


— 8404170223 IE Insp Rept 50-261/84-07 on 840306-09. No violations or 
deviations identified. Major areas inspected: IE Bulletins 
79-14 & 79-02 S', steam generator replacement lifting & 
rigging procedures. 

ANG, W. P. Region 2# Office of Director. BLAKE, J. J. Division of 
Engineering it Operational Programs. 84/03/19. 3pp. 24054:081. 
24X Fiche: 50-261 , 84/03/22, 8404170219. 


8404060246 Responds to IE Bulletin 83-07 it Suppls 1 i> 2 re apparently 
fraudulent products sold by Ray Mi 1 ler, Inc. No subj matl 
supplied to util. 

CUTTER, A B. Carolina Power St Light Co. 84/03/23. 0 'REILLY, J. P. 

Region 2. Office of Director. 4pp. 22930:347. 24X 

Fiche: 50-000. 84/03/23, 8404060246. 


8402090047 IE Info Notice 84-05, Rev 1# "Exercise Frequency." Svc list 
end . 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 13Spp. 22933:122. 24X Fiche: 50-000, 84/03/28# 8402090047, 


8403140241 IE Info Notice 84-21# "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN# E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York# Inc, 85pp. 22892:145. 24X Fiche: 50-000# 84/03/28, 8403140241. 


8404060349 Supplemental application for amend to License DPR-23, 
resubmitting revised Tech Specs re surveillance requirements 
due to ty p ograp h i ca 1 error 8< changes to conform w/ASME 
Section XI re inservice insp. 

CUTTER. A. B. Carolina Power it Light Co. 84/03/28. VARGA, S. A. 
Operating Reactors Branch 1. 2pp. 22931:250. 24X 

Fiche: 50-261,84/03/28, 8404060349. 


— 8404060356 Proposed resubmitted Tech Specs re surveillance requirementi 
due to typograph ical error it changes to conform w/ASME ^ 

Section XI re inservice insp. ; 

* Carolina Power it Light Co. 84/03/28. 2pp. 22931:252. 24X 

Fiche: 50-261, 84/03/28, 8404060349. ; 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 

Catalyst. " Svc list end. ; 

JORDAN# E, L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New , 

York# Inc. 126pp. 22892:231. 24X Fiche; 50-000# 84/03/29, 8403140247. 
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8404030357 Responds to IE Bulletin 83-08 re operation of circuit 
breakers w/undervol tage trip attachments used in safety- 
related applications other than reactor trip breakers. 

Breakers described in IE Bulletins 83-01 & 83-04 not used. 

CUTTER/ A. B. Carolina Power & Light Co. 84/03/30. O 'REILLY/ J. P. 
Region 3, Office of Director. 2pp. 22871:208. 24X 

Fi Che: 50-261 , 84/03/30, 8404030357. 


8403140259 IE Info Notice 84—24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc 149pp. 24X Fiche: 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 94/04/05. Consolidated Edison Co. of New 

York, Inc, 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


S404I90322 Forwards amended pages to revised inservice insp St test 
program for pumps Sc valves, per 840113 submi ttal. Inf o changes 
test frequency for safety injection sys Valve 869 from cold 
shutdown to quarterly. 

Z IMMERMAN, S. R. Carolina Power St Light Co. 84/04/13. VARGA, S. A. 
Operating Reactors Branch 1. 3pp. 24098:021. 24X 

Fiche: 50-261, 84/04/13, 8404190333. 


V. Operator Examinations 

licensintj & requal if i cat i on training 
8404060156 J ^ = ^J.argeneJitor replacement 

programs during candidates being able to meet 

outage. Discussion P 10CFR55 & NUREG“0737 requested, 

eligibildy nequi , St Resident Programs. 04/03/29. 

i;rEY:'E.'E' cardlnr?-:: TL^ght CO. IP. 22926:362. 24X 
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8402090047 IE 
enc 1 . 

JORDAN. E. L. 
Response <P 
York, Inc. 


Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 




Preparedness St Engineering 

Consolidated Edison Co. of New 
Fiche: 50-000,84/03/28,8402090047. 


8403140271 IE Info Notice 84—26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE, J, N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

e6pp. 24189:001. 34X Fi Che : 50-000, 84/04/1 6, 8403140271. 


8403140278 IE Info Notice 84—25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of Neiu York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

B6pp. 24163:205. 24X Fi c h e : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-38, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list encl. 

GRACE, J, N, Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

B9pp. 24163:292. 24X Fi ch e : 50-000, 84/04/1 7, 6403140277. 


"Inadequate Shutdown Margin. " Svc list 


8403140241 IE Info Notice 84-21, 

^ . n,w,«,nn of Emergency Preparedness S< Engineering 
JORDAN, E. L_ 530103) 84/03/28. Consolidated Edison Co. of New 

Response (Post Fiche: 50-000, 84/03/28, 8403140241 . 

Vork, Inc. sspp. c.c.aTc.. * 


S403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 

CataIgst " Emergency Preparedness S. Engineering 

JORDAN, E. L_ ooni03) 84/03/29. Consolidated Edison Co. of New 
Response 22892 231. 24X Fiche: 50-000, 84/03/29, 8403140247. 

York, Inc. l&'opp. 


I403I40259 IE Info Notice 84-24, "Physical Qoalification of Individuals 
* OY-nfArtive Devices. " Svc list encl. 

P^J^'^Division of Emergency Preparedness $< Engineering 
JORDAN, E L_ D 84/04/05. Consolidated Edison Co. of New 

?:rk°'’Inc 50-000,84/04/05,8403140259. 


a, Tc T,^-en Notice 84-23, "Results of NRC-Sp onsored 

auiufU.tfoi Methodology Research Test on Automatic Su,itch 

5orDAn'e°l'* '^DiviTion^of Emergency Preparedness !. Engineering 
R°«onsf' (Post S30103). 84/04/05. Conso Udated Edison Co. of Neu. 

York, Inc. lOOPP- 29066'. 164. 


24X Fiche: 50-000. 84/04/05, 8403140263. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fi che: 50-000, 84/04/17, 84031402BO. 


8403140271 IE 
Requirements 


Info Notice 84-26, 
by Moisture Densit 


"Recent 
y Gauge 


Serious Violations of 
Licensees. " Svc list 


NRC 


1 w Division of QA, Safeguards 8< Inspection Programs 
84%4/16 Consolidated Edison Co. of New York, 

830103). 8A/04/16. r./ -u Asn-nnn. pa /nA/t 6. 8403140271. 


(Post 

Inc. 


84031402S4 IE Info Notice 84-30, "Di screpanci es in Recordkeeping St Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24X Fi che: 50-000, 84/04/18, 8403140284. 


,03140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
ORACrj'"N"*'Divisiororar Safeguards 8. Inspection'pTograms (Rost 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Eth y 1 ene— Prop y 1 ene Rubber Seals 
St Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche; 50-000. 84/04/18, 8403140286. 


03140273 IE info Notice 84-27, "R'tentS.riou. Violation, of NRC 

ORA^E^j"’N^*^Didsiai'^of QA^^^Saf eguards St Inspection Programs (Post 
raolosf 'a4%4)l7, consolidated Edison Co. of N.a York, Inc. 


ee/n MJl //^/l / y T OAmi AnOTQ 


0404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 34195:343. 24X Fi che: 50-000, 84/04/18, 8404130404. 


03140277 IE Info Notice 34-28, "Recent Serious Violation, of NRC 
Ik kii liaI] LoQQxnQ Liccnsiscts. Svc list ©ncl* 

ORAn^j"" Division of aA, Safeguards «. Inspection Programs (Post 
830103) 84^4/ 17. Consolidated Edison Co__of_N.|e^York, Inc. 




8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fi che: 50-000, 84/04/20, 8404160130. 


03140280 IE info Notice 84-29, "OE Magn.-BIast Circuit Br.ak.r 

’’inonAN"'!' L ^''Diini»n"o^ EmPngsncy Preparsdness <. Engineering 
Response' ^Posrs30103). 84/04/17. Consolidated Edison Co. of N.iu 




-1/14 DO - ony 


. PA/na/ 17 . 5403140200 . 


R, Periodic operating reports St related correspondence 


8404110106 Monthly operating rept for Mar 1984. W/e40406» Itr. 

NORRIS, H. R. , MORGAN, R. E. Carolina Power St Light Co. 84/03/31. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 4pp. 22988:102. 24X Fiche: 50-261, 84/03/31, 8404110106. 


13140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping St Matl 
)efects in Bahnson HVAC Units. " Svc list encl. 

inlnA*u P i Division of Emergency Preparedness 8t Engineering 
IORDAN, E. L. 930103 ) 84/04/18. Consolidated Edison Co. of New 

ror^^Inc IITP^ 50-000' 
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8403140286 IE Info Notice 84“31< "Increased Stroking Time of Bettis 
Actuators Because of Suiollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/18, Consolidated Edison Co. of Neui 

York. Inc. 117pp. 24188:119, 24X Fic he; 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger Je. Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York. Inc, 119pp. 24195:343, 24X Fiche: 50-000, 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fiche: 50-000. 84/04/20, 8404160130. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator senior operator license exam criteria for passing 
grade. Svc list end 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan. Univ. 
of. Ann Arbor, MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16. 

8404160165. 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency & fire protection plans 


8404020041 Forwards IE Safeguards Insp Rept 50-263/84-05 on 840227- 
0302. No noncompliance noted. 

AXELS0N,W. L. Region 3, Office of Director. 84/03/26. LARSON, C. E. 
Northern States Power Co. 2pp. 22835: 144. 24X 

Fiche: 50-263, 84/03/26, 8404020041. 


—8404020045 IE Safeguards Insp Rept 50-263/84-05 on 840227-0302. No 
noncompliance noted, Major areas inspected : securi ty plan & 
organization, physical barriers, detection aids, alarm stations 
& communications. Details withheld (ref 10CFR73. 21). 

STAPLETON, B. W, , KNICELEY, J. R. . CREED, J. R. Region 3. Office of 
Director. 84/03/23, Ip. 22835:146. 24X Fiche : 50-263, 84/03/26, 

8404020041, 


8404100190 Forwards application for amend to License DPR-22. revising 
Tech Specs to include temporary schedule relief for next 
containment integrated leakage test change in security 
plan procedure review requirements, 

MUSOLF. D. Northern States Power Co. 04/03/30. Office of Nuclear 
Reactor Regulation, Director, Ip. 22966:311. 24X 

Fiche; 50-263. 84/03/30, 8404100190. 


— 8404100193 Application for amend to License DPR-22, revising Tech Specs 
to include temporary schedule relief for next containment 
integrated leakage test & change in security plan procedure 
review requirements. 

MUSOLF. D. Northern States Power Co. 84/03/30. Ip. 22966:312. 

24X Fiche; 50-263, 84/03/30. B404100190. 


■8404100198 Proposed Tech Specs re temporary schedule relief for next 
containment integrated leakage test & change in security 
plan procedure review requirements. 

* Northern States Power Co. S4/03/30. 21pp. 22966:313. 24X 

Fiche; 50-263, 84/03/30. 8404100190, 


8404090395 Ack receipt of FEMA B40305 ltr re final exercise 
evaluation of offsite emergency preparedness exercise 
conducted 830223 for Shelburne & Wright Counties, MN 8< State 
of MN. 

PAPERIELLO, C. J. Region 3, Office of Director, 84/04/05. 
LARSON, C, E. Northern States Power Co. 2pp. 22940:338. 24X 

Fiche: 50-263, 84/04/05, 8404090395. 


8404190176 Forwards IE Insp Rept 50-263/84-03 on 840202-0301. No 
• noncompl ianc# nuted. 

SHAFER, W.D. Region 3, Office of Director. 84/04/05. LARSON, C E. 
Northern States Power Co. 2pp, 24100: 164. 24X 

Fiche: 50-263, 84/04/05,8404190176. 


—8404190181 IE Insp Rept 50-263/84-03 on 840202-0301. No noncompliance 
noted. Major areas inspected; IE bulletin followup, IE circular 
& info notice fol lowup, ref ueling activiti es, NUREG-0737 
items followup in onsite committee activities. 

BROWN, C.H., CHRISSOTIMOS.N, Region 3, Office of Director. 

84/04/03. Bpp. 24100:166. 24X Fiche: 50-263, 84/04/05, 8404190176 . 


I. Financial information 


8403230035 Annual Financial Rept, 1983. W/840220 ltr. 

BRUSVEN, A. D. Northern States Power Co. 83/12/31. 45pp. 22728:043. 

24X Fiche: 50-000, 83/12/31 . 8403230035. 


P. Operating license stage documents & correspondence 


8404050060 Partial response to FOIA request for three separate 
categories of documents re pipe crack profa 1 ems. Forwards App 
A documents. Search for addl documents continuing. 

FELTON, J. M. Division of Rules and Records. 84/02/28. BELL, N. 
Nuclear Information St Resource Service. 3pp. 22916:003. 24X 

Fiche: 50-000, 84/02/28, 8404050060. 


— 8401060119 Discusses 831013 allegations concerning replacement program 
for r ec irculation sys p iping. Allegation involves charges of 
removal of cladding which previously protected sensitized 
weld buttering of 2S-inch recirculation sys nozzle. 

EISENHUT, D. G. Division of Licensing. 83/12/23. NORELIUS, C. E. 
Division of Project Resident Programs. Ip. 22917:026. 24X 

Fiche: 50-000, 84/02/28, 8404050060. 


B404020170 Forwards SER re completion of valve operability reviews for 
18-inch butterfly valves used for purge or vent of 
containment. Assessment of operability of purge & vent 
valves intent to maintain valves sealed requested. 

VASSALLO, D. B. Operating Reactors Branch 2. 04/03/06. MUSOLF, D. M. 

Northern States Power Co, 3pp. 22874:338. 24X 

Fiche: 50-263, 84/03/06. 8404020170. 


— 8404020173 SER re demonstration of containment purge 8c vent valve 
operabi li ty. Inf 0 did not demonstrate ability of valves to 
close against buildup of pressure in event of DBA/LOCA from 
40 degree position. 

* Office of Nuclear Reactor Regulation, Director. 84/03/06. 4pp. 
22874:341. 24X Fi c h e : 50-263, 84/03/06, 8404020170. 


8404060056 Forwards safety evaluation re util 830124,0506 8< 0908 
responses to NURES-0737, I tern II. B. 3, "Post-Accident Sampling 
Sys. " Sys acceptable. 

VASSALLO, D. B, Operating Reactors Branch 2. 34/03/12. MUSOLF, D. M. 

Northern States Power Co. 8pp, 22935:350. 24X 

Fiche: 50-263, 84/03/12. 8404060056. 


8404060061 Informs that NUREG-0737, Ac tion Item II.E. 4. 2, "Containment 
Isolation Dependability," Positions 6 8c 7 considered 
complete 8« no further action required. Safety evaluation re 
Position 7 end. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/14. MUSOLF, D. M. 

Northern States Power Co, 3pp. 22935:342. 24X 

Fiche: 50-263, 84/03/14, 8404060061. 


8404160277 Forwards safety evaluation re util response to generic ltr 
on control of heavy loads. Guidelines on NUREO-0612- 
Sections 5.1.1 5.3 satisfied & Phase I of issue 

acceptable. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/19. MUSOLF, D. M. 

Northern States Power Co. 4pp. 24066:012. 24X 

Fiche; 50-263, 84/03/19, 8404160277. 


— 8404160279 Safety evaluation re util 801222 response to generic ltr on 
control of heavy loads. Phase I acceptable. 

♦ Office of Nuclear Reactcr .Regulation. Director. 84/03/19. 2pp. 
24066:014. 24X Fiche: 50-263. 84/03/19. 8404160277. 


— 8402020284 "Control of Heavy Loads: Montic el 1 o Nuclear Generating 
Station, " technical evaluation rept. 

BOMBERGER, C. , SARGENT, I, H. Franklin Institute/Franklin Research 
Center. NRC-03-8 1-130. TER -C 5 506-370. 84/01/30. SINGH, A. NRC - 

No Detailed Affiliation Given. 33pp. 24066:016. 24X 

Fiche: 50-263, 84/03/19, 8404160277. 


8404180198 Forwards safety evaluation based on review of design mod on 
low-low setpoint logic as part of util Mark I containment 
mod program, Safety relief valve blowdown control sys design 
acceptab le. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/19. MUSOLF, D. M. 

Northern States Power Co. 2pp. 24110:251, 24X 

Fiche; 50-263, 84/03/19, 8404180198. 


— 8404180202 Safety evaluation re proposed mods to safety relief valve 
blowdown control sys, Design mod acceptable, 

* Office of Nuclear Reactor Regulation, Director. 84/03/19. 6pp, 
24110:253. 24X Fiche : 50-263, 84/03/19, 8404180198. 


8404060281 Forwards payment for NRC review fees re issuance of 800515 
Tech Spec changes concerning definition of operability. 

MUSOLF, D. Northern States Power Co. 84/03/26. DIGGS, R. M. License 
Fee Management Branch. Ip. 22921:320. 24 X Fiche: 50-263, 84/03/26, 

8404060281. 
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8404090251 Forwards tentative schedule of major submi tta 1 s, e xemp tion 
reciuests 8« Tech Spec changes planned. 

MUSOLF, D. M. Northern States Power Co. 84/03/30. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22940:089. 24X 

Fiche; 50-263, 84/03/30, 8404090251. 


8404100190 Forwards application for amend to License DPR-22, revising 
Tech Specs to include temporary schedule relief for next 
containment integrated leakage test 8< change in security 
plan procedure review requirements. 

MUSOLF, D. Northern States Power Co. 84/03/30. Office of Nuclear 
Reactor Regulation, Director. Ip. 22966:311. 24X 

Fiche: 50-263, 84/03/30, 8404100190. 


S404100193 Application for amend to License DPR-22, revising Tech Specs 

to include temporary schedule relief for next containment 
integrated leakage test & change in security plan procedure 
review requirements. 

MUSOLF, D. Northern States Power Co. 84/03/30. Ip. 22966:312. 

24X Fiche: 50-263, 84/03/30, 8404100190. 


— 8404100198 Proposed Tech Specs re temporary schedule relief for next 
containment integrated leakage test & change in security 
plan procedure review requirements. 

# Northern States Power Co. 84/03/30. 21pp. 22966:313. 24X 

Fiche: 50-263, 84/03/30, 8404100190. 


84 04110291 Application for amend to License DPR-22, changing Tech Specs 
re analyses for Cycle 11 operation, correcting bases for 
standby liquid control sys & changing APLHGR multipliers. 

License amend fee GE topical rept also end. 

MUSOLF, D. Northern States Power Co. 84/04/02. Office of Nuclear 
Reactor Regulation, Director. 5pp. 22985: 193. 24X 

Fiche: 50-263, 84/04/02. 8404110291. 


•8404110293 Proposed Tech Specs, chang ing analyses for Cycle 11 
operation, correcting bases for standby liquid control sys & 
changing APLHGR multipliers. 

* Northern States Power Co. 84/04/02 6pp. 22985: 198. 24X 

Fiche: 50-263, 84/04/02, 8404110291. 


8404110298 Rev 0 to "Supplemental Reload Licensing Submittal for 

Monticello Nuclear Generating Plant Reload 10 (Cycle 11). " 
FRIDAY. J,D.. ZARBIS.W. A. , CHARNLEY, J. S. General Electric Co. 
23A1673 ROO. 84/01/31. 17pp. 22985:204. 24X 

Fiche: 50-263, 84/04/02, 8404110291. 


8404190193 Forwards errata to Rev 4 to "Offsite Dose Calculation 
Manual. " Corrected instructions encl. 

FEY, F. L. Northern States Power Co. 84/04/02. Region 3, Office of 
Director. 3pp. 24100:196. 24X Fi che: 50-263, 84/04/02, 8404190193. 


8404190200 Errata to Rev 4 to "Offsite Dose Calculation Manual. " 

» Northern States Power Co. 84/02/23. 14pp. 24100:199. 24X 

Fiche: 50-263, 84/04/02, 8404190193. 


8404060241 Forwards application for amend to License DPR— 22, changing 
Tech Specs to add limiting conditions for operation 
surveillance requirements for control room habitability. 

Proposed changes submitted in response to Generic Ltr 83-36. 

MUSOLF, D. Northern States Power Co, 84/04/03. Office of Nuclear 
Reactor Regulation, Director. 2pp. 22921:122. 24X 

Fiche: 50-263, 84/04/03, 8404060241, 


— 8404060244 Application for amend to License DPR“22, changing Tech Specs 
to add limiting conditions for operation & surveillance 
requirements for control room habitability. 

MUSOLF, D. Northern States Power Co. 84/04/03. 3pp. 22921:124. 

24X Fiche: 50-263, 84/04/03. 8404060241. 


—8404060248 Proposed Tech Specs re limiting conditions for operation & 
surveillance requirements re control room habitability 
protection, 

# Northern States Power Co. 84/04/03. 18pp. 22921:127. 24X 

Fiche: 50-263, 84/04/03, 8404060241. 


8404230252 Forwards SER re BWR Owners Group 810331 response to NUREG- 
0737, Item II. K. 3. 16, "Reduction of Challenges & Failures of 
Relief Valves - Feasibility Study Sys Mod." Update to 
previous response requested within 60 days of ltr receipt, 

VASSALLO, D. 0. Operating Reactors Branch 2. 84/04/03. MUSOLF, D. M, 

Northern States Power Co. 13pp, 24187: 137, 24X 

Fiche: 50-263, 84/04/03, 8404230252. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs S< holders of CPs re interim procedures 
for NRC mgt of plant-specif ic backfitting. Svc list encl. 

EISENHUT, D. 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp, 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404240399 Responds to NRC 840306 safety evaluation re demonstration of 
containment purge & vent valve operabi lity. No addl license 
restrictions re containment purge valve operability should 
be imposed since evaluation not based on all info provided. 

MUSOLF, D. Northern States Power Co. 84/04/19. Office of Nuclear 
Reactor Regulation, Director. 4pp. 24180; 287. 24X 

Fiche: 50-263, 84/04/19. 8404240399. 


Q. Inspection reports, IE Bulletins & correspondence 


8404090321 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip Sys." No sub j breakers 
in use at facility. 

LARSON. C.E. Northern States Power Co. 84/03/21. KEPPLER, J. G. 
Region 3, Office of Director, 2pp. 22941:308. 24X 

Fiche: 50-263, 84/03/21 , 8404090321 . 


8404020064 Ac k receipt of 840220 ltr re rev to schedule for 
implementing uniform mod process. 

NGRELIUS, C. E. Division of Project & Resident Programs. 84/03/22. 

LARSON, C.E. Northern States Power Co. Ip. 22838:214, 24X 

Fiche: 50-263, 84/03/22, 8404020064. 


8404020041 Forwards IE Safeguards Insp Rept 50-263/84-05 on 840227- 
0302. No noncompliance noted. 

AXELSON, W. L. Region 3, Office of Director. 84/03/26. LARSON. C, E. 
Northern States Power Co, 2pp. 22835: 144. 24X 

Fiche: 50-263, 84/03/26, 8404020041. 


—8404020045 IE Safeguards Insp Rept 50-263/84-05 on 840227-0302. No 
noncompliance noted. Major areas inspected : securi ty plan & 
organization, physical barriers, detection aids, alarm stations 
Zi. communications. Details withheld (ref 10CFR73. 21), 

STAPLETON, B. W. , KNICELEY, J. R. , CREED, U. R. Region 3, Office of 
Director. 84/03/23. Ip, 22835:146. 24X Fiche; 50-263, 84/03/26, 

8404020041. 


8404190176 Forwards IE Insp Rept 50-263/84-03 on 840202-0301 . No 
noncompliance noted. 

SHAFER, W. D. Region 3, Office of Director. 84/04/05. LARSON, C. E. 
Northern States Power Co. 2pp. 24100: 164. 24X 

Fiche: 50-263. 84/04/05, 9404190176. 


—8404190181 IE Insp Rept 50-263/84-03 on 840202-0301. No noncompliance 
noted. Major areas inspected: IE bulletin followup, IE circular 
Z-. info notice f o 1 1 owup, r ef ue 1 ing activit i es, NUREG-0737 
items followup & onsite committee activities. 

BROWN, C. H. , CHRISSOTIMOS, N. Region 3, Office of Director. 

84/04/03. 8pp. 24100:166. 24X Fiche; 50-263, 84/04/05, 8404190176, 


R, Periodic operating reports S< related correspondence 


8404190255 "Environ Monitoring Ecological Studies Program Annual Rept 
for 1983. " W/840403 ltr. 

FEY, F. L. Northern States Power Co. 83/12/31. KEPPLER. J. G. Region 
3. Office of Director. 108pp. 24099:294. 24X Fiche; 50-263, 

83/12/31, 8404190255. 


8404060219 Forwards "Radiation Monitoring Environ Program 1983." 

FEY, F. L. Northern States Power Co, 84/03/30. Region 3, Office of 
Director. Ip. 22922:321, 24X Fich e: 50-263, 84/03/30, 8404060219. 


— 8404060239 "Radiation Environ Monitoring Program 1983, " 

HUEBNER,L. G. Teledyne Isotopes. 84/02/15. 43pp. 22922:323. 24X 

Fiche: 50-263, 84/03/30, 8404060219. 


S. Reportable occurrences, LERs & related correspondence 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc. 

EMPEY,D. C. Rockwell International Corp, 83/05/27. COLLINS, J. T. 
Region 4, Office of Director. 6pp. 24054: 330. 24X 

Fiche: 50-000, 83/05/27, 8404170427. 


0404170471 Part 21 rept re ap propriateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Vi ton seal issue not 
reportable per Part 21. Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY,D. C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 
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8404260414 Part 21 rept re presence of thread-locking matl Loctite— 242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. Neiu thread-locking devices under 
investi gati on. 

SHERWOOD. G. 0. General Electric Co. 84/04/13, DEYOUNG, R. C. 
Director's Office. Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fic he : 50-000, 84/04/1 3. 8404260414. 


8404200291 Updated PNO- 11 I-S4-017C : on S40203. unit shut down for 
refueling Sc replacement of recirculation sys piping due to 
IGSCC. Crack indication found on thermal shield of 
recircu lation inlet safe end for nozzle K. 

DEFAVETTE. R. , BOYD, D. Region 3. Office of Director. 84/04/17. Ip. 
24115:360. 24X Fic he : 50-263. 84/04/1 7, 8404200291. 


8404200315 LER 84-013-00: on 840318. source air circuit breaker on 
primary side of auxiliary transformer lAR tripped. resulting 
in lockout relay actuation of standby diesel generators. 

Caused by ground fault on underground cab 1 i ng . W/S40417 Itr. 
PUDLICK.L. E. . MUSOLF.D. Northern States Power Co, 84/04/17. 3pp. 
24115:109. 24X Fi c he : 50-263, 84/04/17, 840420031 5. 


U. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021. "Operator 
Licensing Examiner Stds. " Svc list end. 

EISE,NHUT. D. G, Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066; 297. 24X 

Fic he: 50-000. 84/04/02, 8404020019. 


DOCKET 50-264 DOW CHEMICAL CO. 


U. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpouier reactor licensees re 
operator S< senior operator license exam criteria for passing 
grade. Svc list end, 

EISENHUT. D, G. Division of Licensing. 04/04/16. Michigan# Univ. 
of, Ann Arbor. MI. 37pp, 24285:135, 24X Fi ch e: 50-000. 84/04/16, 

8404160165. 


DOCKET 50-265 QUAD CITIES STATION, UNIT 2 


F. Security# medical, emergency & fire protection plans 


8404230018 Further response to FOIA request for documents re security 
violations 8( safeguards events at nuclear facilities. 

Forwards App A S' Q documents. Info withheld <ref FOIA 
Exemption 3>,Zion plant meeting summary rept nonexistent. 

FELTON, J. M. Division of Rules and Records. 84/01/17. GOLDENBERG. 0. 

Scripps-Howard Newspapers. 4pp. 24183:238. 24X 

Fiche; 50-000, 84/01/17, 8404230018. 


— B404230081 Confirms 771109 meeting re Burns Inti Security Svcs, Inc 
furnishing security svcs. Close liaison intended between mgt 
S' assigned guards for open communications re retention of 
personnel. 

GRABOVAC, E. A. Burns International Security Services# Inc. 

77/11/09. MANONE, U. V, Commonwealth Edison Co. 10pp. 24164:308. 

24X Fiche: 50-000, 84/01/17, 8404230018, 


8404100267 Public version of revised Emergency Plan Implementing 
Procedure QEP 340-7 re chemical spill cleanup QEP 520-2 re 
training for offsite support agencies. W/JM Felton 840326 
release memo. 

TIErZiG. , OERWER.L. , JESSEN, D. Commonwealth Edison Co. 04/01/20. 
lOpp, 22993:348. 24X Fiche; 50-254, 84/01/20, 8404100267. 


8404030298 Forwards Rev 14 to physical security plan. Rev addresses NRC 
comments on Rev 12. Rev withheld <ref 10CFR73, 21). 

FARRAR, D.L, Commonwealth Edison Co. 84/02/16. KEPPLER, J. G. Region 
3i Office of Director, Ip. 22869;251. 24X Fiche; 50-254, 84/02/16. 

8404030298. 


8404090164 Public version of revised Emergency Plan Implementing 
Procedures QEP-310-0# "Notification of Responsible 
Authorities" QEP-310-T3, "Prioritized Notification 
Listing. " W/JM Felton 840323 release memo. 

GERWER# L. , JEN, 0. # JESSEN, D. Commonwealth Edison Co, 84/03/02 
12pp, 22971;250. 24X Fiche: 50-254. 84/03/02, 6404090164. 


8404270286 Public version of ltr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
8c withheld from PDR as well as LPDR, W/JM Fe 1 ton 840419 
release memo. 

GOLDEN, J.C, Commonwealth Edison Co. 84/03/06. VASSALLO, D, B, 
Operating Reactors Branch 2. Ip. 24229:331. 24X 

Fiche: 50-000# 84/03/06, 8404270286. 


— S404270300 Pub lie version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE. D. D, Commonwealth Edison Co. 84/02/29. 73pp. 24229:332. 

24X Fiche: 50-000# 84/03/06, 8404270286. 


8404090342 Forwards updated schedular exemption request to reflect 
completion of certain items & extensions of dates re App R 
fire protection mods. 

RYBAK# B. Commonwealth Edison Co. 84/03/30. DENTON. H. R. Office of 
Nuclear Reactor Regulation# Director. 6pp. 22941:316. 24X 

Fiche: 50-000, 84/03/30,8404090342. 


8404060175 Emergency plan implementing proced ur es# i nc 1 ud i ng Rev 10 to 
Procedures QEP 440-1, "Emergency Communicat ions Facilities" 

8( QEP-700-0, "Telephone Directories" & Rev 7 to QEP 700-T3# 

"Supp lemental Phone Listing " W/receipt form dtd 840322, 

«■ Commonwealth Edison Co. 84/03/31. 12pp. 22926:035. 24X 

Fiche: 50-254, 84/03/31. B404060175. 


8404160072 Revised emergency implementing procedures, inc luding Rev 18 
to QEP 530-0, "Exercises 8« Drills" & Rev 11 to QEP 530-2# 

"Emergency Drills." W/transmittal & receipt form dtd 
840322. 

JESSEN, D. Commonwealth Edison Co. 84/03/31. 12pp. 24040:093. 24X 

Fiche: 50-254, 84/03/31 , 8404160072. 


8404090130 Informs of receipt of FEMA approval of State of IL emergency 
response plan associated local plans. Plans approved 
w/condition that adequacy of public alerting & notification 
sys be verified per NUREG-0654 criteria. 

PAPERIELLO.C. J. Region 3, Office of Director. 84/04/03. REED, C. 
Commonwealth Edison Co. 2pp. 22939:097. 24X Fi che: 50-254, 84/04/03, 

8404090150. 


■8404050417 Forwards S Speck 840302 ltr providing FEMA 44CFR350 findings 
fy. det erminati on on adeq.uacy of offsite plans St preparedness 
for facilities. 

JORDAN# E. L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/03/16, HIND# J. A. Division of 

Emergency Preparedness S: Operational Support, 2pp. 22939:103. 

24X Fiche: 50-254, 84/04/03# 8404090130. 


8404160152 Advises that 840113 Rev 4 to generating station emergency 
plan consistent w/provisions of 10CFR50. 54( p ) & acceptable. 
PAPERIELLO# C. J. Region 3# Office of Director. 84/04/11. REED, C. 
Commonwealth Edison Co, Ip. 24041:139. 24X Fi c he: 50-254# 84/04/1 1 , 

8404160152. 


— 8404160154 Forwards Rev 4 to generating station emergency plan book. 
W/o end, 

MOORE# R. D. Commonwealth Edison Co. 84/01/13 Region 3# Office 

of Director. Ip. 24041:140, 24X Fich e : 50-254# 84/04/1 1 , 

8404160152. 


P. Operating license stage documents correspondence 


8404020206 Notification of 840320 meeting w/util in Bethesda# MD to 
discuss util proposal for using pipe clamp fix on large 
pipe. 

BEJAN, R. B. Operating Reactors Branch 2. 84/03/16. VASSALLO# D. B. 

Operating Reactors Branch 2. Ip. 22845:361. 24X 

Fiche: 50-254, 84/03/16. 8404020206. 


0404090269 Forwards responses to 840214 request for addl info re Mark I 
containment plant-unique analysis repts. 

RYBAK.B, Commonwealth Edison Co. 84/03/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation# Director. 2pp, 22943:111, 24X 

Fiche: 50-000# 84/03/29# 8404090269, 


— 8404090278 Rev 0 to "Mark I Plant-Unique Analysis Rep t, Response to NRC 
Questions. " 

MCCLEAN, N. A. , BUCHHOLZ, R. H. . MCINNES# I. D. NUTECH Engineers# Inc, 
COM-02-674 ROO. 84/03/26. 14pp. 22943: 127. 24X 

Fiche: 50-000, 84/03/29# 8404090269. 


8404090255 Discusses final resolution of SER re environ qualification 
of saf ety-related electric equi pment, Final SER should be 
issued to indicate util environ qualification program meets 
requirements of 10CFR50. 49 & that SER items resolved. 

RYBAK, B. Conmonwealth Edison Co. 84/03/30. DENTON# H. R, Office of 
Nuclear Reactor Regulation, Director, 38pp. 22943:054. 24X 

Fiche: 50-254, 84/03/30# 8404090255. 


8404090268 Forwards status on completion of licensee commitments re 
post-TMI related issues, Generic Ltrs 85-05 8< 82-10 8< 

NUREG-0737, Items II. F. 1. (2). II. F. 1. (6) & II. D. 3, 4. 

RYBAK.B. Commonwealth Edison Co. 84/03/30. DENTON# H, R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 22943:149. 24X 

Fiche: 50-000,84/03/30# 8404090268. 
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8404230280 Forujards SER re BWR Cuiners Group 810831 response to NUREG- 
0737i Item II. K. 3. 16» "Reduction of Challenges ^ Failures of 
Relief Valves - Feasibility Study ?< Sy s Mod. " Update to 
previous response re^.uested within 60 days of Itr receipt. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/04/03. FARRAR. D. L. 

Commonwealth Edison Co. 13pp. 24186:326. 24X Fic he: 50-254, 

84/04/03, 8404230280. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing , Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fic he: 50-000, 84/04/04, 8404040256. 


S404120136 Forwards updated schedule for ongoing environ q.ual if ication 
testing programs, per 810528 commitment. 

BARNES, P. L. Commonwealth Edison Co. 84/04/04. KEPPLER, U. G. Region 
3, Office of Director. llpp, 24011:354. 24X Fi ch e : 50-000, 84/04/04. 

8404120136. 


S404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated mat 1 s . Request 
denied since provisions for generic release of small 
quantities of radioactive matls not developed. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/13. FARRAR, D.L. 

Commonwealth Edison Co. 8pp. 24077:216, 24X Fiche : 50-000, 84/04/13, 

8404180203, 


Q. Inspection reports, IE Bulletins correspondence 


8404050060 Partial response to FDIA request for three separate 
categories of documents re pipe crack prob 1 ems. Forwards App 
A documents. Search for addl documents continuing. 

FELTON, J. M. Division of Rules and Records. 84/02/28. BELL, N. 
Nuclear Information ?< Resource Service. 3pp. 22916:003. 24X 

Fiche: 50-000, 84/02/28, 8404050060. 


—8404050119 Forwards comments on draft order for intergranular stress 
corrosion cracking insps, 

WEEKS, J.R. Brookhaven National Laboratory. 83/08/15. LIAW, B. D. 
NRC - No Detailed Affiliation Given. 10pp. 22916:279. 24X 

Fiche: 50-000, 84/02/28, 8404050060, 


8404030295 Forwards IE Insp Repts 50-254/83-31 50-265/83-30 on 

831 1 17-840124. Find i ng s of insp currently under review to 
determine appropriate enforcement action to be taken. 

NORELIUS, C. E. Division of Project Resident Programs. 84/03/16. 
REED, C. Commonwealth Edison Co. 2pp. 22872:077. 24X 

Fiche; 50-254, 84/03/16, 8404030295. 


—8404030304 IE Insp Repts 50-254/83-31 & 50-265/83-30 on 831117-840124. 
Noncompliance noted:Tech Spec limiting condition for 
operation for secondary containment integrity exceeded. 

CHRISSOTIMOS, N, , MORRONGIELLO, A. , WALKER, R. D, Regions. Office of 
Director. 84/03/01. 5pp. 22872:079, 24X Fi ch e : 50-254, 84/03/16. 

8404030295. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122, 24X Fi c he : 50-000, 04/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1, 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145, 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst." Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co, of New 

York, Inc. 126pp. 22892:231, 24X Fi c he : 50-000, 84/03/29, 8403140247. 


8404100239 Forwards response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Undervoltage Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Subj 
breakers not used at facilities. 

BARNES, P. L. Commonwealth Edison Co. 84/04/04. KEPPLER, J. G, Region 
3. Office of Director, 3pp. 22960:189. 24X Fiche: 50-000, 84/04/04, 

8404100239. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259, 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves " Eve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404260083 Forwards IE Insp Repts 50-254/84-02 50-265/84-02 un 

840201-0330. No noncompliance identified. 

SHAFER, W.D. Region 3, Office of Director, 84/04/10. REED, C. 
Commonwealth Edison Co. 2pp, 24210:124. 24X Fi c h e : 50-254, 84/04/ 1 0, 

8404260083, 


—8404260086 IE Insp Repts 50-254^84-02 & 50-265/84-02 on 840201-0330. No 
noncompliance or deviations identified. Ma jor areas 
inspected: operational safety, maint, surve i 1 lance, LER s, IE 
bulletin f o 1 1 owup , i nf o notices St design changes mods. 

CHRISSOTIMOS, N. Region 3, Office of Director. 84/04/09. 12pp. 

24210:126. 24X F i c he : 50-254, 84/04/ 10. 8404260083. 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofe re util regulatory improvement 
program. Meet ing notice end. 

NORELIUS, C. E, Region 3, Office of Director. 84/04/13. REED, C. 
Commonwealth Edison Co. 3pp. 24095:320. 24X Fiche: 50-000, 84/04/13, 

8404190397, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J.N. Division of QA, Safeguards «< Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001, 24X Fi c h e : 50-000, 84/04/ 1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end 
GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRG 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
S30103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi c h e : 50-000, 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees, " Svc list end. 

GRACE, J. N. Division of QA, Safeguards ?< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S9pp, 24163:292. 24X Fi che: 50-000, 84/04/1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fic he : 50-000, 84/04/ 17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping 8< Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Jk Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc, 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404240277 Forwards response to GE SIL 402 generated due to large crack 
in torus '^''ent header at another operating plant attributed 
to brittle fracture identified during insp of cold nitrogen 
into torus during inerting. 

RYBAK, B. Commonwealth Edison Co, 84/04/18, DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director, 2pp. 24165:245. 24X 

Fiche: 50-254, 84/04/18, 8404240277. 


8404240086 Suppls response to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Mi 1 1 er, Inc. " Based on further review, 
determined that four 10-inch, 900 lb, Schedule SO flanges 
procured by Midland Pipe it Supply from Ladish Co. 

BARNES, P. L. Commonwealth Edison Co. 84/04/19. KEPPLER, J. 0. Region 
3, Office of Director. 2pp. 24164:322. 24X Fiche: 50-254, 84/04/19, 

8404240086. 
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B404270125 Amends 840320 response to IE Bulletin 83-07/ "Apparently 
Fraudulent Products Sold by Ray Miller/ Inc. " Four 10-inch. 

900 ibrSchedule 80 flanges purchased from Midland Pipe 
Supply Co luere procured from Ladish Co. 

BARNES/ P.L. Commoniuealth Edison Co. 84/04/19. KEPPLER. J. G. Region 
3. Office of Director 2pp. 24215:330. 24X Fi ch e; 50-254. 84/04/19. 

8404270125. 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. *' Svc list encl. 

JORDAN/ E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. H9pp. 24285:015. 24X Fi che: 50-000. 84/04/20. S404160130. 


R. Periodic operating reports & related correspondence 


8404060373 Forwards "Radwaste & Environ Manituring Annual Rept 1983." 
KALIVIANAKIS. N. Commonwealth Edison Co. 84/02/09. KEPPLER, J. G. 
Region 3. Office of Director. Ip. 22931:133. 24X 

Fiche; 50-254. 84/02/ 09. 84040603 73, 


— S40406037S "Radwaste S; Environ Monitoring Annual Rept 1983. " 
* Teledyne Isotopes. 84/03/31. 109pp. 22931:134. 24X 

Fiche: 50-254. 84/02/09. 8404060373. 


8404130317 Forwards "Radwaste & Environ Monitoring Annual Rept. 1983. " 
KALIVIANAKIS. N. Commonwealth Edison Co, 84/02/09. KEPPLER, J. 0. 
Region 3. Office of Director. Ip. 24028:319. 24X 

Fiche: 50-254. 84/02/ 09. 84041303 1 7. 


— 8404130320 "Radwaste ?■( Environ Monitoring Annual Rept 1983. 
* Teledyne Isotopes. 83/12/31. 60pp. 24028:320. 24X 

Fiche: 50-254. 84/02/09. 8404130317. 


8404200069 Monthly operating repts for Mar 1984. W/840409 Itr. 

MISAK. A, L. . BROWN, B./ KAL IVIANAKIS, N. Commonwealth Edison Co. 
84/03/31. 19pp. 24120:082. 24X Fi ch e: 50-254, 84/03/31 . 8404200069. 


8404200093 Monthly operating repts for Mar 1984. W/S40409 Itr. 
KALIVIANAKIS. N. Commonwealth Edison Co. 84/03/31. CASE. E. G. 
Office of Nuclear Reactor Regulation. Director. 4pp, 24119:017. 
24X Fiche: 50-254. 84/03/31 . 8404200093. 


S. Reportable occurrences. LERs & related correspondence 


8404110254 LER 83-015/03L-1 : on 830912, while performing end of Cycle 6 
refueling outage local leak rate testing, measured rate 
exceeded 293.75 SCFH. Caused by failure of penetration 
bellows. Bellows rep laced. W/840319 Itr. 

MENDENHALL, E. , KALI VIANAKIS, N. Commonwealth Edison Co. 84/03/19. 
KEPPLER. J. Region 3. Office of Director. 15pp. 22985:023. 24X 

Fiche: 50-265, 84/03/ 19, 84041 10254. 


8404260414 Part 21 rept re presence of thread -loc k ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. G. General Electric Co. 84/04/13. DEYOUNG.R.C. 
Director's Office. Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fic he: 50-000. 84/04/13. 8404260414. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8t 
applicants for OLs re change to NUREG-1021. "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 2ipp. 24066: 297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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F. Security, medical, emergency Sc fire protection plans 


8404090444 Revised emergency planning procedures, includ ing EP 4,0 re 
emergency condition^ EP 5. 0 re organizational control of 
emergenc ies, EP 6.0 re emergency measures «c EP 7.0 re 
emergency facilities «{ eq,uipment, W/840403 ltr. 

■», FAY.C.W, Wisconsin Electric Power Co. 84/03/30. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 145pp. 22936:053. 

24X Fiche: 50-266, 84/03/30, 8404090444. 


8404100199 Discusses upgraded emergency operating procedures <EOP).Rev 
1 of Westinghouse Owners Group emergency response guidelines 
being used to upgrade EOPs. Distr ibution of background matl 
needed for ref delayed 3 (months to 840330, 

FAY.C.W, Wisconsin Electric Power Co. 84/03/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director, 2pp. 22967:064. 

24X Fiche; 50-266, 84/03/30, 8404100199. 


8404110354 Responds to B40326 request for clarification of B31026 
submittal describing alternate shutdown capability 
(10CFR50,App R). Fire repairs not proposed for sys required 
for hot shutdown. 

FAY.C.W. Wisconsin Electric Power Co. 84/04/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER. J. R. 
Operating Reactors Branch 3. 5pp. 22989:357. 24X 

Fiche; 50-266. 84/04/04, 8404110354. 


8404200097 Amended application for amend to Licenses DPR-24 DPR-27, 
consisting of mod to S30419 Tech Spec Change Request 79 re 
fire protection & detection sys. 

FAY.C.W. Wisconsin Electric Power Co. 84/04/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER, J. R. 
Operating Reactors Branch 3. 3pp. 24119:004. 24X 

Fiche; 50-266, 84/04/13, 8404200097. 


— 8404200100 Proposed Tech Specs 15.3. 14 & 15.3.15 re fire protection 
sys & 15.6.9.3 re unique reporting requirements. 

Tennessee Valley Authority. 84/04/13. 10pp. 24119:007. 24X 

Fiche: 50-266, 84/04/13. 8404200097. 


J. Insurance & indemnity information 


8404030353 Forwards Endorsement 76 to NELIA Policy NF-178. 

DUNDAS, W. J. Wisconsin Electric Power Co. 84/03/30. NRC - No 

Detailed Affiliation Given. 2pp. 22871:204. 24X 

Fiche: 50-266. 84/03/30. 8404030353. 


P. Operating license stage documents & correspondence 


8404110295 Submits ninth notification of continuation of spent Fuel 
shipments from West Valley to facility. 

DA^4£SE, F. L. Nuclear Assurance Corp. 84/02/22. SMITH, G. C. Region 
1, Office of Director. Ip. 24003:304. 24X Fi ch e : 50-266, 84/02/22. 

8404110295, 


8404040235 Informs of NRC plan for resolving issue of upper plenum 
injection by use of Westinghouse Exxon models for 
calculating ECCS performance of Westinghouse two-loop 
plants. Util plans for resolution of issue requested. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/15. FAY, C. W. 

Wisconsin Electric Power Co. 2pp. 22910:353. 24X 

Fiche: 50-266, 84/03/15, 8404040235. 


8404180444 Advises that 830930 request for extension until B50301 to 
implement 10CFR50. 54 <m ) <2 ) ( i ) . re qu ir ing three reactor 
operators on sh if t, approved, sub j to listed conditions. 

Safety evaluation encl. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
84/03/26. FAY.C.W. Wisconsin Electric Power Co. 4pp. 24109:018. 
24X Fiche; 50-266, 84/03/26,8404180444. 


— 8404180451 Safety evaluation supporting 830930 request for extension 
until 850301 to implement 10CFR50. 54<m) <2 ) ( i ) < requ ir ing 
three reactor operators on shift. 

■» Office of Nuclear Reactor Regulation, Director. 84/03/26. 7pp, 
24109:022. 24X Fi ch e : 50-266, 84/03/26. 8404180444. 


8404300043 Forwards schedule for series of 109 shipments of irradiated 
PWR nuclear fuel. End withheld <ref 10CFR73.21). 

* General Electric Co. 84/03/26. HILLMAN. C. R. Office of Nuclear 
Material Safety & Safeguards, Director. Ip. 24253:244. 24X 

Fiche; 50-266, 84/03/26. 8404300043. 


8404110462 Notification of 840328 meeting u/util in Bethesda.MD to 
discuss control rod drive mechanism. 

COLBURN, T.G, Operating Reactors Branch 3. 84/03/27. MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 24004:322. 24X 

Fiche: 50-266, 84/03/27. 8404110462. 


8404130050 Forwards safety evaluation & Franklin Research Ctr technical 
evaluation rept re NUREG-0612, "Control of Heavy Loads at 
Nuclear Power Plants. " Tech Specs described requested 
within 45 days of ltr receipt. 

MILLER, J, R. Operating Reactors Branch 3. 84/03/27. FAY, C. W. 

Wisconsin Electric Power Co. 2pp, 24049:242. 24X 

Fiche; 50-266, 84/03/27, 8404130050. 


— 8404130055 Safety evaluation re util responses to NUREG-0612, "Control 
of Heavy Loads at Nuclear Power Plants." Guidelines in 
MUREO-0612. Sections 5.1.1 & 5.3 satisfied . Phase I 
accep table. 

* Office of Nuclear Reactor Regulation, Director. 84/03/27. 2pp. 
24049:244. 24X Fi che: 50-266, 84/03/27, 8404130050. 


—8403070077 "Control of Heavy Loads (C-10) Wisconsin Electric Power Co 
Point Beach Nuclear Plant Units 1 «< 2. " 

BOMBERGER, C. , SARGENT. I. H. Franklin Institute/Frank lin Research 
Center, NRC-03-B1-130. TER-C 5506-382/383. 84/03/02. SINGH. A 

NRC - No Detailed Affiliation Given. 41pp, 24049:246. 24X 

Fiche: 50-266. 84/03/27. 8404130050. 
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8404030454 Forwards "Sizing of Ultrasonical ly Detected Indications in 
Point Beach, Unit 1 Reactor Pressure Vessel Outlet Nozzles," 

Sc "Reactor Vessel Outlet No z z 1 e-to-Sh el 1 Weld Flaw 
Indication Fracture Mechanics Evaluation for . . , . " 

FAY, C. W. Wisconsin Electric Poiuer Co, 84/03/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R, 
Operating Reactors Branch 3. Ip. 22S64;341. 24X 

Fiche: 50-266, 84/03/30, 8404030454. 


— 8404030457 "Sizing of U1 tr ason i cal 1 y Detected Indications in Point 
Beach,Unit 1 Reactor Pressure Vessel Outlet Nozzles. " 

MCOAUOHEY, W. C. Southwest Research Institute. 84/03/30. 16pp. 

22864:342 24X F i c h e • 50-266, 84/03/30, 8404030454. 


— 8404030464 "Reactor Vessel Outlet No z z 1 e-to-Sh el 1 Weld Flaw Indication 
Fracture Mechanics Evaluation for Point Beach Nuclear Plant, 

Unit 1. " 

NAIR, P. K. Southwest Research Institute. 84/03/27. 43pp. 

22864; 359. 24X Fiche: 50-266. 84/03/30, 8404030454 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tting . Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404110197 Responds to Generic Ltr 83-28 re generic implications of 
Salem ATWS events. Recommendations of Nuclear Util Task 
Action Committee rept dtd Mar 1984 will be implemented. 

FAY, C W. Wisconsin Electric Power Co. 84/04/05. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. 3pp. 22986 CHS 24X Fiche; 50-266, 84/04/05, 
8404110197, 


8404100255 Submits results of 840403 check valve leak check to identify 
presence of debris or split pin parts in pressure isolation 
valves between RCS ?•! safety injection sys. Results of cold 
rod test sat i sf ac t ory . 

BURSTEIN, S, Wisconsin Electric Power Co. 84/04/06 DENTON, H R. 
Office of Nuclear Reactor Regulation. Director. MILLER, U. R. 

Operating Reactors Branch 3. 2pp. 22962:327. 24X 

Fiche; 50-266, 84/04/06, 8404100255, 


8404170287 Forwards Amends 93 8/ 87 to Licenses DPR-24 & DPR-27, 
respectively 8c safety evaluation Amends revise surveillance 
interval for post-accident recovery sys from yearly to each 
refueling eye le. Related correspondence. 

COLBURN, T. G. Operating Reactors Branch 3, DSQ 571. 84/04/06. 

FAY.C W. Wisconsin Electric Power Co. lOpp, 24058:283. 24X 

Fiche: 50-266, 84/04/06, 8404170287. 


8404250120 Forwards Amends 83 & 87 to Licenses DPR-24 it DPR-27, 
respectively it safety eva 1 uat i on. Amend s revise surveillance 
interval for evaluating integrity of post-accident recovery 
sys outside containment to each refueling outage. 

COLBURN,!. G Operating Reactors Branch 3. 84/04/06. FAY, C.W. 

Wisconsin Electric Powei Co, 2pp. 24212:174. 24X 

Fiche; 50-266, 84/04/06, 8404250120. 


—8404250126 Amends 83 8- 87 to Licenses DPR-24 &■, DPR-27, respect ively. 
revising surveillance interval for evaluating integrity of 
post-accident recovery sys outside containment from yearly 
to each refueling outage. 

MILLER, U. R. Operating Reactors Branch 3, 84/04/06. 6pp. 

24212:176, 24X Fi c h e : 50-266, 84/04/06, 8404250120, 


— 8404250130 Safety evaluation supporting Amends 83 8t 87 to Licenses 
DPR-24 S' DPR-27, respect ively. 

■» Office of Nuclear Reactor Regulation, Director. 84/04/06. 2pp. 
24212:182. 24X Fiche: 50-266, 04/04/06, 8404250120. 


8404190312 Requests permission to restore reactor cavity seal rings to 
stowage location sufficiently above floor to permit cooling 
air flow through annulus, 

FAY, C.W. Wisconsin Electric Power Co. 84/04/10, DENTON, H R. 

Office of Nuclear Reactor Regulation, Director. MILLER, J.R, 
Operating Reactors Branch 3, 2pp. 24098:034. 24X 

Fiche; 50-266, 84/04/10, 8404190312. 


8404200097 Amended application for amend to Licenses DPR-24 it DPR— 27, 
consisting of mod to 830419 Tech Spec Change Request 79 re 
fire protection it detection sys. 

FAY, C.W, Wisconsin Electric Power Co. 84/04/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R, 
Operating Reactors Branch 3. 3pp. 24119:004. 24X 

Fiche: 50-266. 84/04/13, 8404200097, 


— 8404200100 Proposed Tech Specs 15, 3. 14 S< 15. 3. 15 re fire protection 
sys it 15.6.9.3 re unique reporting requirements. 

* Tennessee Valley Authority. 84/04/13. lOpp, 24119:007. 24X 

Fiche: 50-266, 84/04/ 1 3, 8404200097. 


8404260038 Revised application for amend to Licenses DPR-52 it DPR-27, 
changing Tech Specs re criteria for Type A intergrated leak 
rate te st ing , sup er s ed ing 831025 it 040207 applications. 

FAY, C. W. Wisconsin Electric Power Co. 84/04/18. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. MILLER, U. R. 
Operating Reactors Branch 3. 2pp. 24210: 078. 24X 

Fiche; 50-266, 84/04/18, 8404260038, 


— 8404260042 Proposed Tech Spec changes re criteria for Type A 
integrated leak rate testing. 

* Wisconsin Electric Power Co, 84/04/18. 13pp. 24210:080. 24X 

Fiche : 50-266, 84/04/18, 8404260038. 


Q. Inspection reports, IE Bulletins & correspondence 


8404090355 Forwards IE Insp Repts 50-266/84-02 & 50-301/84-01 on 
840227-0302 Si notice of violation. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/03/26. 
BURSTEIN, S. Wisconsin Electric Power Co. 2pp. 22942:173. 24.X 

Fiche: 50-266, 84/03/26, 8404090355. 


— 8404090360 Notice of violation from insp on 840227-0302. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/03/26, Ip. 
22942:175, 24X F i c h e : 50-266, 84/03/26, 8404090355. 


— 8404090367 IE Insp Repts 50-266/84-02 it 50-301/84-01 on 840227-0302. 
Violations noted : fai lure to retain records of high radiation 
monitor calibr S failure to comply w/NRC order confirming 
post-TMI actions. 

PAUL. R. A. , LOVENDALE, P, C. , GREOER, L. R. Region 3, Office of 
Director. 84/03/26. 9pp. 22942:176. 24X Fic he: 50-266, 84/03/26, 

8404090355. 


8404090274 Forwards IE Insp Rept 50-266/84-01 on 840222-24 it notice of 
vio lati on. 

LITTLE, «. S. Region 3, Office of Director. 84/03/27. BURSTEIN, S. 
Wisconsin Electric Power Co. 2pp. 22943:092. 24X , 

Fiche: 50-266, 84/03/27, 8404090274. 


— 8404090275 Notice of violation from insp on 840222-24. 

LITTLE. W.S. Region 3, Office of Director. 84/03/27. 2pp, 
22943: 094, 24X Fiche: 50-266, 84/03/27, 8404090274. 


— 8404090277 IE Insp Rept 50-266/84-01 on 840222-24. Vi olat i on noted: 
failure to establish adequate hydrostatic test program, 

KLEINSORGE, W. P. , BLAKE, J. J. Region 3, Office of Director. 

84/03/06. 9pp. 22943:096, 24X Fiche: 50-266, 84/03/27. B404090274. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness S Engineering 
Response (Post 830103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fi c he : 50-000, 84/03/28, 8402090047. 

8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin, " Svc list 
enc 1. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28. 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404130350 Forwards safety evaluation re util 820820 & 830119 requests 
for relief from ASME Code, Section XI requirements for 
second 10-yr inservice insp interval. Requested relief 
granted, 

MILLER, J. R. Operating Reactors Branch 3. 84/03/29. FAY, C. W. 

Wisconsin Electric Power Co. 3pp. 24036:023. 24X 

Fiche; 50-266, 84/03/29, 8404130350. 


— 3404130356 Safety evaluation re util 820820 it 830119 requests for 
relief from ASME Code, Section XI inservice insp 
requirements. Request granted. 

* Office of Nuclear Reactor Regulation, Director. 84/03/29. 
25pp. 24036:026. 24X Fi c he : 50-266, 84/03/29, 8404130350. 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fiche: 50-000, 84/04/05, 8403140259. 
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8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qua 1 if i cation Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end, 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

Yorfe, Inc. 103pp, 24066:164. 24X Fic he: 50-000, 84/04/05, 8403140263. 


8404110202 Responds to IE Bulletin 82-02 rs severe degradation of 
threaded fasteners in closures of RCPB of various PWR 
p iants. Summary of bolting exam info end. 

FAY, C. W. Wisconsin Electric Power Co. 84/04/05. KEPPLER, J. 0. 
Region 3, Office of Director. 4pp, 22986: 014. 24X 

Fiche; 50-266,84/04 / 05, 8404110202. 


8404190261 Forwards IE Insp Rep ts 50-266/84-03 8* 50-301/84-02 on 
840312-13. No noncompliance identified. 

LITTLE, W.S. Region 3, Office of Director, 84/04/05. BURSTEIN,S. 
Wisconsin Electric Power Co. 2pp. 24098:073. 24X 

Fiche; 50-266, 84/04/05, 840419026 1 . 


—8404190269 IE Insp Repts 50-266/84-03 & 50-301/84-02 on 840312-13. No 
noncompl iance or deviations identif ied. Ma jor areas 
inspected; info on crack indications & failure of control rod 
drive support pins Zi UT indications in nozzle to welds. 

CILIMBERG, R, L. , DANIELSON, D. H, Regions, Office of Director. 
84/04/05. 7pp. 24098:075. 24X Fiche: 50-266, 84/04/05, 8404190261 . 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J, N. Division of QA, Safeguards Inspection Programs (Post 
S30103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi ch e; 50-000, 84/04/1 6, 8403140271 , 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees, " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/16, Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche;50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of iNRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205. 24X Fic he; 50-000, 84/04/1 7, 8403140 273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

S9pp. 24163:292. 24X Fi ch e; 50-000, 84/04/1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & tiatl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fi che: 50-000, 84/04/ IS, S403I40234. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set," Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. H7pp. 24188: 119. 24X Fi che: 50-000, 84/04/18, 8403140236. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/04/18. Consolidated Edison Co. of New 

York, Inc, il9pp. 24195:343, 24X Fiche ; 50-000, 04/04/ 18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 5( Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports & related correspondence 


0404170194 Monthly operating repts for Mar 1984. W/840410 Itr. 

FAY,C.W. Wisconsin Electric Power Co, 84/03/31. 10pp. 24053:133. 

24X Fiche; 50-266, 84/03/31, 8404170194. 


S. Reportable occurrences, LERs ft related correspondence 


8404110037 LER 84-001-00; on 840225, vi sual insp of control rod guide 
tube split pins revealed three nuts mi ssing . Caused by stress 
corrosion cracking due to heat treatment temp. Pins will be 
replaced at future outag e. W/84032S Itr, 

FAY, C. W. Wisconsin Electric Power Co. 84/03/28. KEPPLER, J. G, 
Region 3. Office of Director. 14pp. 22986:168. 24X 

Fiche; 50-266,84/03/28, 8404110037. 


8404110360 LER 84-002-00: on 840228, 1 icensee notified by SWRI that 
one indication in each outlet nozzle weld exceeded ASME Code 
allowable sire. Caused fay entrapped foreign matl in weld. 
Requirements of ASME Section XI satisfied, W/840328 Itr. 

FAY, C. W. Wisconsin Electric Power Co. 84/03/28. KEPPLER, J.G. 
Region 3, Office of Director. 11pp. 22989:306. 24X 

Fiche: 50-266, 84/03/28, 8404110360. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000, 84/04/02, 8404020019. 
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F. Security, medical, emergency & fire protection plans 


8404050431 Forwards public version of revised radiological emergency 
response plan implementing procedures. W/o encl.W/JM Felton 
840323 release memo. 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/02/28. 

COLLINS, J.T. Region 4, Office of Director. 4pp. 22932:333. 24X 

Fiche: 50-267, 84/02/28, 8404050431. 


8404100310 Forwards public version of revised radiological emergency 
response plan implementing procedures. W/o encl.W/JM Felton 
640322 release memo. 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/02/28. 

COLLINS, J. T. Region 4. Office of Director. 4pp. 22983:352. 24X 

Fiche; 50-267,84/02/28, 8404100310, 


8404130220 Forwards IE Insp Rept 50-267/83-23 on 830822-26, Ei gh t 
unresolved items identified requiring addl info from NRC & 
licensee. 

JOHNSON, E. H. Region 4, Office of Director. 84/03/16. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 24029:215. 24X 

Fiche; 50-267, 84/03/16, 8404130220. 


“8404130223 IE Insp Rept 50-267/83-23 on 830822-26. Major areas 
inspected; implementation of $t compliance w/safe shutdown 
requirements of 10CFR50, App R, Section HI. G. Eight unresolved 
items identified. 

MURPHY, M.E., MULLIKIN. R. P. , JOHNSON, W. D. Region 4, Office of 
Director. 84/03/05. 19pp. 24029:217. 24X Fiche : 50-267, 84/03/16, 

8404130220. 


8404170058 Forwards IE Insp Rept 50-267/84-05 on 840221-24. No 
violations or deviations noted. 

JOHNSON,E. H. Region 4, Office of Director. 84/03/20. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 24051:084. 24X 

Fiche: 50-267, 84/03/20, 8404170058. 


— 8404170068 IE Insp Rept 50-267/84-05 on 840221-24. No violations or 
deviations noted. Major areas inspected; security plan, 
security organization response & security organization 
personnel. Details withheld (ref 10CFR73, 21). 

KELLY, J., HALE, R. E. , HUNNICUTT, D. M. Region 4, Office of Director. 
84/03/20. 2pp. 24051:086. 24X Fic he: 50-267, 84/03/20, 8404170058, 


8404020156 Submits schedule of target dates for submittal of items re 
1984 radiological emergency exercise, tentatively scheduled 
for 840627, Scenario for exercise will depend on extent of 
involvement of vari ous or gani rations. 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/03/22. 

COLLINS, J.T. Region 4, Office of Director. 2pp. 22838:148. 24X 

Fiche: 50-26 7, 84/03/ 22, 8404020 1 56. 


8404100182 Forwards IE Insp Rept 50-267/84-06 on 840227-0302. No 
violations or deviations identified. 

JOHNSON, E.H. Region 4. Office of Director. 84/03/23. LEE, O. R. 
Public Service Co. of Colorado. 2pp. 22967:083. 24X 

Fiche: 50-267, 84/03/23, 8404100182. 
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—8404100188 IE Insp Rept 50-267/84-06 on 840227-0306. No violations or 
deviations identified. Major areas inspec t ed ; emerg ency 
response program. 

MONTGOMERY, J. L. . BAIRD. J. B, , HUNNICUTF, D. M. Region 4, Office of 
Director. 84/03/23. 6pp. 22967:085. 24X Fi c he : 50-267, 84/03/23. 

8404100182. 


8404030245 Notifies of 840426 workshop in Arlington, TX to discuss 
lessons learned from App R fire protection safe shutdown 
insps. Workshop agenda encl. 

COLLINS. J.T. Region 4, Office of Director. 84/03/26. LEE. 0. R. 
Public Service Co, of Colorado. 4pp. 22869:204. 24X 

Fiche . 50-267. 84/03/26. 8404030245. 


8404200108 Requests exemption from emergency exercise requirements set 
forth in Section IV. F. 1 of App E to 10CFR50. in response to 
IE Info Notice 84-05. State of CO uill not be participating 
in exercise. 

WAREMBOURO, D. Public Service Co. of Colorado. 84/04/10. 

COLLINS. J.T. Region 4, Office of Director. 2pp. 24119:254. 24X 

Fiche: 50-267. 84/04/10, 8404200108, 


8404180386 Concurs u/licensee determinations re 10CFR50. 59 annual rept 
of changes, tests 8< experiments transmitted by util 840323 
Itr. Listed plant mods c larified. Permanent connection between 
fire water sys & liquid radwaste sys evaluated. 

WAGNER. P. C. NRC - No Detailed Affiliation Given. 84/04/13. 

JOHNSON. E.H, NRC - No Detailed Affiliation Given, 2pp. 24076:323. 
24X Fiche: 50-267, 84/04/13, 8404180386. 


8404300156 Notification of significant licensee meeting on 840427 
w/util in Arlington, TX to discuss fire protection issues 
re compliance w/lOCFRSO. 48 App R. 

« Region 4, Office of Director. 84/04/24. Region 4, Office 
Director. Ip. 24225:110. 24X Fi ch e : 50-267, 84/04/24, 8404300156. 


J. Insurance ?< indemnity information 


8404180381 Summary of 840405 meeting w/util in I3ethesda,liD re util 
request for exemption from excess property insurance 
required by 10CFR50. 54<w> . Exempt ion cannot be justified on 
basis of existing documentation. 

WAGNER, P.C. NRC - No Detailed Affiliation Given. 84/04/16. 

IRELAND, R.E. NRC - No Detailed Affiliation Given, 4pp. 24076:030. 
24X Fiche: 50-267,84/04/16,8404180381. 


P, Operating license stage documents S< correspondence 


8404020022 Forwards "Inside NRC" articles in response to inquiries re 
NRC source term study personnel. 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/03/14, 

COLLINS, J.T. Region 4, Office of Director. 12pp. 22835:075. 24X 

Fiche: 50-267, 84/03/14, 8404020022. 


8404060064 Advises that Class II fee appropriate for issuance of Amend 
41 to License DPR-34. a 11 owing possession Sk use of larger 
instrument calibr sources, per util 830928 appl ication. No 
addl fee required, 

DIGGS, R.M. License Fee Management Branch. 84/03/20. 

WAREMBOURG. D. W, Public Service Co. of Colorado. Ip. 22935:340. 

24X Fiche; 50-267,84/03/20.8404060064, 


8404030151 Confirms 840404 meeting u/NRC GA Technologies, Inc in 
Bethesda.MD to discuss fuel elements. Ag enda encl. 

WAREMBOURG, D. W. Public Service Co, of Colorado. 84/03/21. 
COLLINS, J.T. Region 4, Office of Director. 3pp. 22849:262. 24X 

Fiche: 50-267, 84/03/21, 8404030151. 


8404020009 Requests FR publication of notice of consideration of 
issuance of amend to License DPR-34 8< proposed NSHC 
determination 8< opportunity for hearing on 040306 amend 
request re reporting requirements. Change involves NSHC. 

JOHNSON, E.H. Region 4. Office of Director. 84/03/27. MILLER. J. R. 
Operating Reactors Branch 3. 2pp, 22827:074. 24X 

Fiche: 50-267. 84/03/27. 8404020009. 


8404030205 Responds to items of concern cited in 840209 Itr re 
NUREG-0737 Tech Spec changes per Generic Ltrs 83-36 & 

83-37. 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/03/30. 
EISENHUT, D. G. Division of Licensing. 10pp. 22849:010. 24X 

Fiche; 50-267, 84/03/30. 8404030205. 


8404060078 Requests FR publication of notice of consideration of 
issuance of amend to License DPR-34. proposed NSHC 
determination & opportunity for hearing on 840314 request to 
revise action taken when instrumentation inoperable. I 

JOHNSON. E.H. Region 4. Office of Director. 84/03/30. MILLER. J. R. 
Operating Reactors Branch 3. 2pp. 22929:360, 24X 

Fiche; 50-267. 84/03/30, 8404060078. 


8404090313 Forwards questions re NUREG-0737, I tern II. F. 1.1, "Noble Gas 
Accident Monitoring Instrumentation. " Effluent monitor may 
be 10,000 uCi/cc in lieu of stated range 1,000,000 uCi/cc 
required for LWRs. Response requested within 30 days 
JOHNSON, E H. Region 4, Office of Director. 84/04/03. LEE, 0. R. 
Public Service Co. of Colorado. 3pp. 22939:309. 24X 

Fiche: 50-267, 84/04/03, 8404090313. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tt ing . Svc list encl. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04. 8404040256. 


8404120112 Forwards base reactivity curve & rod withdrawal sequence for 
Refueling Cycle 4. Initial startup will occur during mid-Apr 
1984. 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/04/05. 

BURNETT, R. Office of Nuclear Reactor Regulation. Director, 3pp. 
24022:116. 24X Fic he; 50-267. 84/04/05. 84041 201 12. 


8404200056 Forwards GA Repts 907057, "Test Rept: Tensile Properties of 
Facility Fuel Element 1-2415" & 907155. "Test Rept: 

Thermal Properties of Facility Fuel Element 1-2415," 

BREY.H. L. Public Service Co. of Colorado. 84/04/11. COLLINS, J.T. 
Region 4, Office of Director. 42pp. 24118: 175. 24X 

Fiche: 50-267. 84/04/ 1 1 , 8404200056. 


— 8404200060 "Test Rept: Tensile Properties of Facility Fuel Element 
1-2415. " 

PRICE. R. J. GA Technologies, Inc, /General Atomic Co. 907057. 
83/09/23, 21pp. 24118:176. 24X Fi che: 50-267. 84/04/ 1 1. 8404200056. 


— 8404200063 "Test Rept: Thermal Properties of Facility Fuel Element 
1-2415. " 

PRICE. R. J. GA Technologies, Inc, /General Atomic Co. 907155. 
83/12/16, 20pp. 2411E51«7 24X Fi che ; 50-267, 84/04/ 1 1, 8404200056. 


8404180394 Discusses util 840412 request for NRC approval to allow 
facility to return to power operation during first wk of 
May 1984. TIA should be expeditiously established for review 
to resolve concerns re corroded PCRV tendons. 

DENISE, R. P. Region 4, Office of Director. 84/04/13. EISENHUT. D. 6. 
Division of Licensing. 5pp. 24076:219. 24X Fiche: 50-267. 84/04/13, 

8404180394. 


— 8404190396 Discusses problems w/PCRV prestressing sys & resultant insp 
test results. Liftoff tests show tendon sys operable. NRC 
permission to return to power operation from present 
refueling outage requested by 840418. 

WAREMBOURO, D. W. Public Service Co. of Colorado. 84/04/12. 

COLLINS. J. Region 4. Office of Director. 70pp. 24076:224, 24X 

Fiche : 50-267, 84/04/13, 8404180394. 


8404300123 Provides advance notification of intent to propose Tech Spec 
changes to circulation speed-high trip setting listed in 
Table 4.4-3 ?< Surveillance Requirement SR 5.3.7 for 
secondary coolant monitoring. 

WAREMBOURG, D. Public Service Co. of Colorado. 84/04/16. 

WAGNER, P. C. Region 4, Office of Director. 2pp. 24225:212, 24X 

Fiche: 50-267. 84/04/16, 8404300123, 


8404260314 Responds to 840412 request for authorization to return to 
power operation following prestressed concrete reactor 
vessel tendon wire corrosion problem. Addl info re 
adequacy of moisture condition evaluations may be needed. 

COLLINS, J.T. Region 4, Office of Director, 84/04/19. LEE, 0, R. 
Public Service Co, of Colorado. 2pp, 24203:360. 24X 

Fiche: 50-267. 84/04/19, 8404260314, 


8404260336 Informs of reorganization in Region IV. Effective 831031. 
facility will be assigned to Special Projects it Engineering 
Section in Reactor Project Branch 1. 

COLLINS, J.T. Region 4, Office of Director, 84/04/23. LEE, 0. R. 
Public Service Co, of Colorado. Ip. 24203:362, 24X 

Fiche: 50-267. 84/04/23, 8404260336. 


8404300100 Requests submittal of proposed changes to Tech Specs to 
address electrical sys requirements of model Tech Specs 
(NUREG-0452. Rev 4) transmitted in NRC 800825 1 tr. Submittal 
should be provided within 30 days. 

JOHNSON, E. H. Region 4. Office of Director, 84/04/24. LEE, 0, R. 
Public Service Co. of Colorado. 2pp. 24227:079. 24X 

Fiche: 50-267. 84/04/24. 8404300100. 


Q, Inspection reports. IE Bulletins it correspondence 


8404030227 Forwards IE Insp Rept 50-267/84-02 on 840130-0203. No 
violations or deviations identified. 

J0HNS0^4, E. H. Region 4, Office of Director. 84/03/13. LEE, 0. R, 
Public Service Co. of Colorado. 2pp, 22850:200. 24X 

Fiche: 50-267, 84/03/13. 8404030227. 
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“8404030232 IE Insp Rept 50-267/84-02 on 840130-0203. No violations 
i dent i fisd . Major areas inspec ted ; nonl i cen sed training & 
requa i if ication training. 

MURPHY, M.E.. HOLLY. W.L.. HUNNICUTT, D. M. Region 4, Office of 
Director. 84/03/08. 12pp. 22850:202. 24)f Fi c he : 50-267. 84/03/13. 

8404030227. 


8404130220 Forwards IE Insp Rept 50-267/83-23 on 830822-26. High t 
unresolved items identified requiring addl info from NRC & 
licensee. 

JOHNSON, E. H. Region 4, Office of Director. 84/03/16. LEE. D. R. 
Public Service Co. of Colorado. 2pp. 24029:215. 24X 

Fiche: 50-267. 84/03/16.8404130220. 


“8404130223 IE Insp Rept 50-267/83-23 on 830822-26. Major areas 
inspected: inple.mentat ion of compliance w/safe shutdown 
requirements I CCFRSO.- .4p p R, Section III. G. Eight unresolved 
items identified. 

MURPHY.M. E. . MULLJKIN. R. P. . JOHNSON, W. D. Region 4, Office of 
Director. 84/03/05. 19pp. 24029:217. 24X Fi ch e; 50-267. 84/03/16. 

8404130220. 


8404170058 Forwards IE Insp Rept 50-267/84-05 on 840221-24. No 
violations or deviations noted. 

JOHNSON. E. H. Region 4, Office of Director. 84/03/20. LEE. Q. R. 
Public Service Co. of Colorado. 2pp. 24051:084. 24X 

Fiche; 50-267, 84/03/20, 84041 7005B. 


—8404170068 IE Insp Rept 50-267/84-05 on 840221-24. No violations or 
deviations noted. Major areas inspected: security plan, 
security or garii zation response & security organization 
personnel. Detai Is withheld (ref 10CFR73. 21). 

KELLY. J., HALE.R.E,. HUNNICUTT. D. M, Region 4, Office of Director. 
84/03/20. 2pp. 24051:086. 24X Fiche; 50-267, 84/03/20. 8404170058. 


8404100182 Forwards IE Insp Rept 50-267/84-06 on 840227-0302 No 
violations or deviations identified. 

JOHNSON. E. H. Region 4. Office of Director. 84/03/23. LEE. 0. R. 
Public Service Co, of Colorado, 2pp. 2296 7:083. 24X 

Fiche: 50-267. 84/03/23, 8404100182. 


8404260200 Forwards IE Insp Rept 50-267/84-08 on 840305-09. No 
violations or deviations noted. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/02. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 24207:220. 24X 

Fiche; 50-267. 84/04/02, 8404260200. 


— 8404260207 IE Insp Rept 50-267/84-08 on 840305-09. No violations or 
deviations noted. Major areas inspected : ra d iat i on protection 
operations during r ef ue 1 ing, inc 1 ud ing training & 
rrual i f icaticr.':. rati control surveys & ALARA program. 
wILL'C'-N.» . MJRF.-'-*' B. , IRELAND. R.E. Region 4. Office of Director, 
84/03/30. lOpp, 24207:222. 24X Fi c he; 50-267, 84/04/02. 8404260200. 


8404090402 Forwards vendor insp repts identifying Vendor Program Branch 
concerns as result of insps.Util requested to evaluate 
significance of findings re quality & ac cep tab i 1 i ty of 
product or svc. W/o end. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/03. LEE, 0. R. 
Public Service Co. of Colorado. 3pp. 22941:044. 24X 

Fiche: 50-267, 84/04/03, 8404090402. 


B403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cat i on of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qua I i f i ca t ion Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. I03pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263 


B4041703S3 Summarizes 840404 meeting w/NRR in Bethesda.MD re two 
cracked fuel elements discovered in 1982 & present insp 
program for Segment 3 f ue 1 . Vi ewgrap h s end. 

WAREMBOURG. D. W. Public Service Co. of Colorado. 84/04/06. 

COLLINS. J.T. Region 4, Office of Director. 102pp. 24062:211. 24X 

Fiche: 50-267, 84/04/06. 8404170383. 


—8404100188 IE Insp Rept 50-267/84-06 on 840227-0306. No violations or 
deviations identified. Major areas inspect ed: emergency 
response program. 

MONTGOMERY, J. L, , BAIRD, J.E.. HUNNICUTT. D. M. Region 4. Office of 
Director. 84/03/23. 6pp. 22967:085. 24X Fiche.- 50-267. 84/03/23, 

8404100182. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29, Consolidated Edison Co. of New 

York. Inc. 138pp. 22933:122, 24X Fic he ; 50-000, 84/03/28, 8402090047. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees, " Svc list 
enc 1 . 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16 Consolidated Edison Co. of New York. Inc. 

86pp. 24189:001. 24X Fi che: 50-000. 84/04/16. 8403140271 . 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards Zt Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, B403140278. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York. Inc. BSpp. 22892:145. 24X Fich e; 50-000, 84/03/28, 8403140241 . 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list encl. 

GRACE. J. N. Division of QA. Safeguards «( Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York. Inc. 

B6pp. 24163:205, 24X Fi che: 50-000. 84/04/17. 8403140273. 


8404090324 Responds to NRC 840305 I tr re violations 
Rept 50-267/54-04, Correc tive acti ons; maint worker 
in accident retrained on 840213 re release limits 
ant icon tamination c lothing. Related info end. 
WAREMBOURG. D. W. Public Service Co. of Colorado. 
COLLINS. J, T. Region 4. Office of Director. 7pp. 
Fiche: 50-267. 84/03/28, 8404090324. 


noted in IE Insp 

involved 

for 

84/03/28, 
22942:078. 24X 


8403140247 IE Info Notice 84-22. "Deficiency in CQMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 8301033. 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fi che: 50-000. 84/03/29. 8403140247. 


B40403O196 Acfc receipt of S40222 Itr informing NRC of Siteps taken to 
correct violations noted in IE Insp Rept 50-267/83-28. 

Corrective actions will be reviewed during future insp. 

JOHNSON. E.H. Region 4. Office of Director, 84/03/29, LEE. 0. R. 
Public Service Co. of Colorado. Ip. 22853:063. 24X 

Fiche: 50-267. 84/03/29. 8404030196, 


B4041003S3 Responds to IE Bulletin 83-08. "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Saf e t y-Related 
Applications Other Than Reactor Trip Sys. " Subj breakers, 
including Wesfeinghouse Types DB & DB.not used, 

LEE. 0. R. Public Service Co. of Colorado. 84/04/02. COLLINS. J. T. 
Region 4. Office of Director. 3pp. 22968: 353. 24X 

Fiche: 50-267.84/04/02, 8404100383. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE. J. N, Division of QA. Safeguards & Inspection Programs (Post 
030103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

89pp. 24163:292. 24X Fi ch e; 50-000. 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29. "OE Wagne— Blast Circuit Breaker 
Problems." Svc list end. 

JORDA.N. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17, Consolidated Edison Co, of New 

York. Inc. 129pp. 24188:237. 24X Fic he: 50-000. 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24X Fic he : 50-000. 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethy lene-Propy lene Rubber Seals 
Seal Set, " Svc list encl. 

JORDAN. E, L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York. Inc, I17pp. 24188:119. 24X Fiche : 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger h Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp, 24195:343. 24X Fiche : 50-000, 84/04/18, 8404130404. 
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8404160130 IE Info Notice 84-33^ "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of Neiu 

York, Inc. 119pp. 24285:015. 24X Fi che: 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports ?< related correspondence 


8404030238 "Rept of Changes, Tests 8< Experiments not Requiring Prior 
Commission Approval, per 10CFR50. 59 C a ) , 1983. " W/840323 Itr. 
WAREMBOURG, D. Public Service Co. of Colorado. 83/12/31. 

COLLINS, J. T. Region 4, Office of Director. 18pp. 22872:057. 24X 

Fiche: 50-267, 83/12/31, 8404030288. 


8404020123 "Initial Approach to Pomer Tests (B-Series)," Interim 
Rept 30 for period ending 840222. W/S40321 Itr. 

WAREMBOURG, D. Public Service Co. of Colorado. 84/02/22. 

COLLINS. J.T. Region 4, Office of Director. 3pp. 22838:204. 24X 

Fiche: 50-267, 84/02/22, 8404020123. 


8404180001 Monthly operating rept for Mar 1984. W/840413 Itr. 

FULLER, C. , WAREMBOURG, D. Public Service Co. of Colorado. 84/03/31. 
8pp. 24078:043. 24X Fi c h e : 50-267, 84/03/31 , 8404180001 . 


8404180386 Concurs lu/licensee determinations re 10CFR50. 59 annual rept 
of changes, tests experiments transmitted fay util 840323 
Ifcr. Listed plant mods c larif ied. Permanent connection between 
fire water sys liquid radwaste sys evaluated. 

WAGNER, P. C. NRC ~ No Detailed Affiliation Given. 84/04/13. 

JOHNSON, E.H. NRC - No Detailed Affiliation Given. 2pp. 24076:323. 
24X Fiche; 50-267, 84/04/13, 8404180386. 


S. Reportable occurrences, LERs & related correspondence 


B404090140 Forwards revised LERs 80-030/03X-3 !< 81-068/03X-2. 
WAREMBOURG, D. Public Service Co. of Colorado. 84/03/28. 

COLLINS, J.T. Region 4, Office of Director. Ip. 22939:225, 24X 

Fiche: 50-267, 84/03/28, 8404090140, 


— 8404090146 Revised LER 80-030/03X-3: on 800604, d ur ing normal operation, 
loop 2 steam generator penetration leakage greater than 
Tech Spec 1 imi ts. Caused by inadequate Tech Specs. Tech Specs 
modified, 

NOVACHEK, F. J, , FRYE, D. L, , MCBRIDE, L M. Public Service Co. of 
Colorado. 84/03/28. 7pp. 22939:226. 24X Fiche: 50-267, 84/03/28. 

8404090140. 


— 8404090159 Revised LER 81-068/03X-2; on 81 1024, during plant temp 
fluctuation testing, loop 2 steam generator interspace 
leakage exceeded Tech Spec 1 imi ts. Caused by inadequate Tech 
Specs. Tech Specs revised. 

NOVACHEK, F, J. , FRYE, D. L. , MCBR IDE. L. M Public Service Co. of 
Colorado. 84/03/28. 4pp, 22939:233. 24X Fiche: 50-267, 84/03/28. 

8404090140. 


8404090188 Submits daily h igh 1 ight. Pro ject manager informed of broken 
prestressed concrete reactor vessel tendon wires. Licensee 
removed some installed sample wire plans to detension some 
tendons to invest ate extent of corrosion. 

WAGNER. PC ' Office of Director. 84/04/03. COLLINS, J., 

CHECK, P. , Cr*'.' ; R Region 4, Office of Director. Ip. 22940:125. 

24X Fiche: 50-267, 84/04/03, 8404090188, 


V. Operator Examinations 


8404030227 Forwards IE Insp Rept 50-267/84-02 on 840130-0203. No 
violations or deviations identified. 

JOHNSON, E. H. Region 4, Office of Director. 84/03/13. LEE-O.R. 
Public Service Co. of Colorado. 2pp, 22850:200. 24X 

Fiche; 50-267, 84/03/13, 0404030227. 


—8404030232 IE Insp Rept 50-267/84-02 on 840130-0203. No violations 
identified. Major areas inspected: nonlicensed training if 
r equa 1 i f i cat i on training, 

MURPHY, M.E., HOLLY, W.L., HUNNICUTT, D M. Region 4, Office of 
Director. 84/03/08. 12pp. 22850:202, 24X Fiche: 50-267, 84/03/13, 

8404030227, 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8< 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds, " Svc list encl. 

EISENHUT, D. G, Division of Licensing. 84/04/02, Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000. 84/04/02, 8404020019. 
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F. Security, medical, emergency S< fire protection plans 


8404100098 Public version of Rev 10 to crisis mgt p Ian. W/831201 ltr St 
JM Felton 840323 memo. 

TUCKER, H.B. Duke Power Co. 83/12/01. DENTON, H. R. Office of 
Nuclear Rp.-'-'to’' : cr Director. 52pp. 22995:066. 24X 

Fiche: SO-Ol-C. . V.'.- ' CO"-!; 


8404130138 Forwards IE Insp Repts 50-269/84-02,50-270/34-02 
50-287/84-02 on 840206-10 S< notice fo violation. Notice of 
violation withheld (ref 10CFR2. 790 & 10CFR73. 21). 

LEWIS, R.C. Division of Project ?< Resident Programs. 84/02/24. 
TUCKER, H.B, Duke Power Co. 2pp. 24031:155. 24X 

Fiche: 50-269, 84/02/24, 8404130138. 


— 8404130154 IE Insp Repts 50-269/84-02,50-270/84-02 if 50-287/84-02 on 
840206-10. Noncomp 1 i anc e noted : fai 1 ure to meet specific 
requirements of T if Q plan. Details withheld (ref 10CFR2. 790 
fy. 10CFR73. 21). 

MOORE, D. E. Region 2, Office of Director. 84/02/23. Ip. 

24031:157. 24X Fi c h e : 50-269. 84/02/24, 8404130138. 


8404240480 Public version of revised crisis mgt plan implementing 
procedures, inc lud ing Rev 7 to 5.3. 1 re recovery manager 8< 
immediate staff group plan & Rev 6 to 5.3.2 re crisis news 
group p Ian. W/a40224 ltr. 

TUCKER, H. B. Duke Power Co. 84/02/24. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. 474pp, 24197:323. 24X 

Fiche; 50-000, 84/02/24, S404240480. 


8404020092 Notification of 940329 meeting w/util in Bethesda.MD to 
obtain info re barriers Jk cables.per request for exemption 
from certain App R requirements. 

NICOLARAS, H. Operating Reactors Branch 4. 84/03/16. STOLZ, J. F. 

Operating Reactors Branch 4. 2pp. 22878: 173. 24X 

Fiche: 50-269, 84/03/16, 8404020092. 


8404060337 Advises that 831118 Rev 83-2 to radiological emergency plan 
consistent w/provisions of 10CFR50. 54( b > 8< acceptable, 

DANCE, H.C. Division of Project i>. Resident Programs. 84/03/23. 
TUCKER, H.B. Duke Power Co. Ip. 22929:362. 24X 

Fiche: 50-267. 84/03/23, 8404060337. 


8404160042 Ac k receipt of 840229 ltr transmitting Rev 3 to guard 
training & qualification p Ian. Port ions of plan inconsistent 
W/10CFR50. 54( p ), Commitments should revert to previously 
approved plan or corrected pages resubmitted. 

LEWIS. R.C. Division of Project £< Resident Programs. 84/04/09. 
TUCKER, H.B. Duke Power Co. 3pp. 24043:260. 24X 

Fiche: 50-269, 84/04/09, 8404160042. 


8404230191 Advises that portion of upgraded meteorological sys 
unavailable by commitment schedule of May 1 984, provided in 
util response to Suppl 1 to NUREG-0737. Oper ator aid computer 
enhancement in progress. 

TUCKER, H. B. Duke Power Co. 84/04/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J.F. Operating Reactors 
Branch 4. 2pp. 24155:102. 24X Fiche: 50-269, 84/04/18, 8404230191. 


I. Financial information 


8404110330 Annual Financial Rept 1983. W/B40402 ltr. 

LEE,W. S. , BOOTH, D. W. , TUCKER, H, B, Duke Power Co. 83/12/31. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
ADENSAM.E, 0. Licensing Branch 4, 50pp. 22989:199, 24X 

Fiche; 50-000, 83/12/31, 8404110330. 


J. Insurance indemnity information 


8404090192 Forwards Endorsement 75 to NELIA Policy NF-182, Endorsement 
8 to NELIA Master Policies N-22, N-23 & N-24 3k MAELU Master 
Policy M-2a, M-23 5( M-24 S-, Endorsements 24,25 & 26 to NELIA 
Policy N8-340. 

LAWSON. L. T. Duke Power Co. 84/04/04. SALTZMAN, J. NRC - No 
Detailed Affiliation Given. 8pp. 22940:129. 24X 

Fiche: 50-269, 84/04/04, 8404090192. 


P. Operating license stage documents it correspondence 


8404030578 Advises that changes to requalification program for NRC 
licensed personnel acceptab le, per util 800730 submittal 
830830 if 840112 revs, in response to NUREO-0737, 

Item I. A 2. 1.4. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/15. TUCKER, H. B, 

Duke Power Co. 7pp. 22088:098. 24X Fiche : 50-269, 84/03/15, 

8404030578, 
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8404060005 Notifies that H Nicolaras became project manager for 
facilities* effective S40312 S< assumed JF Suermann 
responsibilities. 

STOLZ* J. F. Operating Reactors Branch 4. B4/03/16. TUCKER* H.B. 

Duke Power Co. 3pp. 22944:092. 24X Fiche : 50-269, 84/03/16* 

8404060005. 


8404040221 Forwards request for addl info re NUREG-0737, Item III.D. 3. 4* 
"Control Room Hafa i tab i 1 i ty . " Response requested within 
30 dags of Itr receipt. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/20. TUCKER* H. B. 

Duke Power Co. 3pp. 22911:006. 24X Fic he : 50-269, 84/03/20* 

8404040221. 


8404100559 Responds to 840120 Itr re shift technical advisor CSTA> 
program. Exp ects submittal of program for review by 840601. 

In interim, current STA program may remain in effect. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/21. TUCKER* H. B. 

Duke Power Co. 2pp. 22977:317, 24X Fiche ; 50-269, 84/03/21, 

8404100559. 


8404110252 Forwards latest regulatory effectiveness review schedule 
for FY84, W/o end. 

THOMAS, C. □. Standard i zation 8,. Special Projects Branch. 84/03/21. 
MIRAGLIA, F. , LAINAS, G. , NOUAK, T. NRC - No Detailed Affiliation 
Given. 4pp. 24002:360. 24X Fiche: 50-000, 84/03/21* 8404110252. 


8404120392 Discusses 840202 request for route approval to cover 
shipments of spent f ue I . App rova 1 issued 840202. Div of 
Accounting St Finance notified to issue invoice for fee. 

MILLER, W. 0. License Fee Management Branch. 84/03/28. 
RASMUSSEN, R. W. Duke Power Co. Ip. 24034:251. 24X 

Fiche: 50-269, 84/03/28, 8404120392, 


8404050168 Forwards description of reactor coolant pump (RCP) trip 
criterion per TMI Action Item II.K,3, 5, "Study Need for Auto 
Trip of RCPs. " Criterion in agreement w/gui dance. Detai Is of 
analysis end, 

TUCKER, H.B. Duke Power Co. 84/03/30. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. NRC - No Detailed 
Affiliation Given. 82pp. 22099:330. 24X Fiche : 50-269, 84/03/30* 

8404050168. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs ?< holders of CPs re interim procedures 
for NRC mgt of plant-specific backfitting Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp, 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404170034 Notifies that despite protestations expressed in 831202 ltr, 
Class III Class I fees appropriate for review of 830317 
Tech Spec changes re startup transformers 'Sf allowable 
degraded conditions, 

MILLER, W. 0. License Fee Management Branch. 84/04/05. TUCKER, H. B. 
Duke Power Co. Ip, 24091:308, 24X Fiche: 50-269, 84/04/05* 

8404170034, 


Q. Inspection reports, IE Bulletins &. correspondence 


B404130138 Forwards IE Insp Repts 50-269/84-02*50-270/84-02 
50-287/84-02 on 840206-10 ?*! notice fo violation. Notice of 
violation withheld (ref 10CFR2. 790 S< 10CFR73. 21). 

LEWIS, R. C, Division of Project & Resident Programs. 84/02/24. 
TUCKER, H.B. Duke Power Co. 2pp. 24031:155 . 24X 

Fiche: 50-269, 84/02/24* 8404130138. 


—8404130154 IE Insp Repts 50-269/84-02,50-270/84-02 & 50-287/84-02 on 
840206-10. Noncomp liance noted: failure to meet specific 
requirements of T 5( Q plan. Details withheld (ref 10CFR2. 790 
10CFR73. 21). 

MOORE, D. E, Region 2, Office of Director. MCGUIRE, D. R. Division 
of Emergency Preparedness S, Materials Safety. 84/02/23. Ip. 
24031:157. 24X Fiche: 50-269, 84/02/24, 8404130138, 


8403290105 Forwards IE Insp Repts 50-269/84-03*50-270/84-03 Sc 
50-287/84-03 on 840 1 1 1-0210. No violations or deviations 
noted, 

DANCE, H. C. Division of Project & Resident Programs. 84/03/06. 
TUCKER, H. B. Duke Power Co. 2pp. 22807:085. 24X 

Fiche: 50-269, 84/03/06* 8403290105. 


—8403290111 IE Insp Repts 50-269/84-03,50-270/84-03 it 50-287/84-03 on 
8401 1 1-0210. No violations or deviations noted. Major areas 
inspected; operations, maint* survei II ance, organization & 
c a 1 i b r . 

BRYANT* v)., FALCONER, D. , BROWNLEE* V. L. Region 2* Office of 
Director. 84/00/05. 11pp. 22807:087. 24X Fiche: 50-269, 84/03/06, 

8403290105, 


8404170032 Forwards IE Insp Repts 50-269/84—05, 50-270/84-05 
50-287/84-05 on S40305. No violations or deviations noted. 
DANCEiH, C, Division of Project % Resident Programs. 84/03/20, 
TUCKER* H. B. Duke Power Co. 2pp. 24051:046. 24X 

Fiche: 50-269* 34/03/20, 8404170032. 


— 8404170039 IE Insp Repts 50-269/84-05, 50-270/84-05 & 50-287/84-05 on 
S40305. No violations or deviations noted. Major areas 
inspected: HVAC. 

KLEINSORGE* W. P. Region 2, Office of Director. BLAKE, J. U. 

Division of Emergency Preparedness & Materials Safety. 84/03/16. 
4pp. 24051:048. 24X Fich e; 50-269, 84/03/20, 84041 70032. 


840406001 1 For'wards response to IE Bulletin 83-07 re apparently 
fraudulent products sold by Ray Mi 1 1 er , Inc . Ma 1 1 supplied 
by Ray Miller not used in saf ety-rel ated applications at 
fac i 1 i t ies, 

TUCKER, H. B. Duke Power Co. 84/03/22. 0 ^REILLY, J, P. Region 2, 

Office of Director, 4pp. 22920:345. 24X Fiche: 50-269, 84/03/22* 

8404060011. 


8404170052 Forwards lE Insp Repts 50-269/84—06,50—270/84—06 & 
50-287/84-06 on 84021 1-0310. No violations or deviations 
ident if ied. 

DANCE, H.C. Division of Project & Resident Programs. 84/03/26, 
TUCKER, H. B. Duke Power Co, 2pp. 24051:076. 24X 

Fiche: 50-269, 84/03/26, S404170052. 


— 8404170056 IE Insp Repts 50-269/34-06*50-270/84-06 Sc 50-287/84-06 on 
84021 1-0310. No violations or deviations i den t i f i e d . Ma j or 
areas inspec ted ; o p era t i ons, survei 1 lance, ma in t* unu sual event 
followup Sc licensee action on previous insp findings. 

BRYANT, U. * FALCONER, D. Region 2, Office of Director. 

BROWNLEE, V. L. Division of Project & Resident Programs. 84/03/26. 
6pp. 24051:078. 24X Fiche: 50-269* 84/03/26, 8404170052. 

8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122, 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin, " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. S5pp. 22892:145. 24X Fiche: 50-000, 84/03/28, S403140241. 


8404170374 Forwards response, per Action Item 3* to IE Bulletin 83-00 re 
use of circuit breakers w/undervo Itage trip feature in 
saf ety-r elated applications other than reactor trip sys.Subj 
circuit breakers used only in reactor trip sys. 

TUCKER, H.B. Duke Power Co, 84/03/28. 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp. 24062:208. 24X Fic he ; 50-269, 84/03/28, 

8404170374. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co, of New 

York. Inc. 126pp. 22892:231. 24X Fic he; 50-000, 84/03/29, 8403140247, 


8403140259 IE Info Notice 84-24, "Physical Qual i f i cati on of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York* Inc 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23* "Results of NRC-Spons or ed 
Qual if icat ion Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDA.N* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York* Inc. 103pp. 24066:164. 24X Fi c he : 50-000* 84/04/05* 8403140263. 


S404130120 Ack receipt of 840316 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/84-02, 
50-270/84-02 Sc 50-287/84-02. 

LEWIS* R, C. Division of Project & Resident Programs. 84/04/09. 
TUCKER, H.B. Duke Power Co. Ip. 24031:353. 24X 

Fiche; 50-269* 84/04/09, 8404130120, 


— 8404130125 Responds to NRC 840224 ltr re violations noted in IE Insp 
Repts 50-269/84-02*50-270/84-02 i 50-287/84-02. Correct ive 
actions withheld (ref 10CFR73. 80). 

TUCKER* H. B. Duke Power Co. 84/03/16. 0 'REILLY* J. P. Region 2* 

Office of Director. Ip. 24031:354. 24X Fiche: 50-269, 84/04/09* 

8404130120. 
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8403140271 IE Info Notice 84-26i "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE/ J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000. 84/04/ 1 6. 8403140271 . 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE. vJ. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche: 50-000. 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees, " Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

86pp. 24163:205, 24X Fi c h e : 50-000. 84/04/ 1 7. 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

89pp. 24163:292 24X Fi c h e : 50-000. 84/04/ 1 7, 8403140277. 


8403140280 IE Info Notice 84-29. "GE Magne-Blast Circuit Breaker 
Problems. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000. 84/04/17. 8403140280. 


8403140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping ?< Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18 Consolidated Edison Co. of New 

York. Inc. 117pp, 24188:001, 24X Fi ch e : 50-000, 84/04/1 8. 8403140284. 


8403140286 IE Info Notice 84-31. "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co, of New 

York. Inc. U7pp. 24188:119, 24X Fiche : 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list encl 

JORDAN. E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York. Inc. U9pp. 24195:343 24X Fic he : 50-000. 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/20, Consolidated Edison Co. of New 

York, Inc. 119pp, 24285:015. 24X Fi c he : 50-000, 84/04/20. 8404160130. 


R, Periodic operating reports & related correspondence 


8404180017 Monthly operating repts for Mar 1984. W/840413 Itr. 
REQUIS, J. A. . TUCKER.H. B. Duke Power Co. 04/03/31. 17pp. 

24077:069. 24X Fi c h e : 50-269, 84/03/3 1 . 84041 80017. 


S, Reportable occurrences, LERs 8< related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner component. Time 
delay relays Si jumper will be removed from relay contacts. 

EMPEY. D.C. Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director, 5pp. 24054:336, 24X 

Fiche: 50-000. 83/05/05. 8404170419, 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qualification of ESG hydrogen 
recombiners. Specif ic magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D.C. Rockwell International Corp. 83/05/27. COLLINS. J. 
Region 4, Office of Director, 5pp, 24054:314. 24X 

Fiche: 50-000, 83/05/27. 8404170440. 


9404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Vi ton seal issue not 
reportable per Part 21, Insuff ic ient data exists to 
demonstrate full confidence in seals, 

EMPEY. D.C. Rockwell International Corp. 83/12/19. COLLINS. J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


8404100220 LER 84-001-00 on 840301, boron concentrations of two 
independent core flood tank lA samples less than Tech Spec 
requirements. Caused by lack of adequate mgt control over 
known prob lem. Procedures revi s ed. W/840402 Itr. 

PETTY. J.C., TUCKER. H, B. Duke Power Co. 84/04/02. 4pp. 22963:066. 
24X Fiche: 50-269,84/04/02,8404100220. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees S< 
applicants for OLs re change to NUREG-1021. "Operator 
Licensing Examiner Stds, " Svc list encl. 

EISENHUT, D, G, Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fxche: 50-000. 84/04/02, 8404020019. 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency fire protection plans 


8404100098 Public version of Rev 10 to crisis mgt p Ian. W/a31201 ltr 
JM Felton 840323 memo. 

TUCKER.H, B. Duke Power Co, 83/12/01. DENTON. H. R. Office of 
Nuclear Reccto- Roc ; ! at : , Di-o:tor. 52pp. 22995:066. 24X 

Fiche: 50-C:0 Sj/:2 Cl 3*’ : £ : : ^5=?:; 


8404130138 Forwards IE Insp Repts 50-269/84-02.50-270/84-02 
50-287/84-02 on 840206-10 notice fa vi o la t ion. Not i ce of 
violation withheld (ref 10CFR2. 790 it 10CFR73. 21). 

LEWIS. R. C. Division of Project Sf Resident Programs. 84/02/24 
TUCKER.H. B. Duke Power Co. 2pp. 24031:155, 24X 

Fiche; 50-269, 84/02/24. 8404130138. 


—8404130154 IE Insp Repts 50-269/84-02.50-270/84-02 it 50-287/84-02 on 
840206-10. Noncomp 1 iance noted : fai 1 ure to meet specific 
requirements of T S' Q plan. Details withheld (ref 10CFR2. 790 
S; 10CFR73. 21). 

MOORE, D.E. Region 2, Office of Director, 84/02/23. Ip. 

24031:157, 24X F i c h e; 50-269, 84/02/24, 8404130138. 


8404240480 Public version of revised crisis mgt plan implementing 
procedures, including Rev 7 to 5, 3. 1 re recovery manager & 
immediate staff group plan i>. Rev 6 to 5.3.2 re crisis news 
group p 1 an. W/S40224 ltr. 

TUCKER. H. B, Duke Power Co. S4/02/24. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. 474pp. 24197:323, 24X 

Fiche; 50-000, 84/02/24, 8404240480, 


8404020092 Notification of 840329 meeting w/util in Bethesda.MD to 
obtain info re barriers St cables, per request for exemption 
from certain App R requirements. 

NICOLARAS. H. Operating Reactors Branch 4. 84/03/16. STOLZ. J. F. 

Operating Reactors Branch 4. 2pp. 22878:173. 24X 

Fiche 50-269, 84/03/16, 8404020092. 


8404060337 Advises that 831118 Rev 83-2 to radiological emergency plan 
consistent w/provisions of 10CFR50, 54< b ) St acceptable, 

DANCE. H, C. Division of Project & Resident Programs. 84/03/23. 
TUCKER. H. D. Duke Power Co, Ip, 22929:362. 24X 

Fiche: 50-269, 84/03/23, 8404060337, 


8404160042 Ack receipt of 840229 ltr transmitting Rev 3 to guard 
training St c ua 1 1 ^ a t i on p 1 an. Por t i ons of plan inconsistent 
w/lOCFRSO, 54 ( : ■■ C j-i- : c- i*- ts should revert to previously 
approved plan or corrected pages resubmitted. 

LEWIS, R.C, Division of Project S Resident Programs, 84/04/09. 
TUCKER.H. B. Duke Power Co. 3pp. 24043:260, 24X 

Fiche: 50-269. 84/04/09. 8404160042. 


8404230191 Advises that portion of upgraded meteorological sys 
unavailable by commitment schedule of May 1984. provided in 
util response to Suppl 1 to NUREG-0737. Op erat or aid computer 
enhancement in progress. 

TUCKER.H. B. Duke Power Co, 84/04/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J, F. Operating Reactors 
Branch 4. 2pp. 24155:102. 24X Fiche: 50-269, 84/04/18. 8404230191. 


I. Financial information 


8404110330 Annual Financial Rept 1983. W/840402 ltr, 

LEE. W, S. , BOOTH. D. W. . TUCKER, H, B. Duke Power Co. 83/12/31, 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 
ADENSAM. E, 0. Licensing Branch 4. 50pp. 22989:199. 24X 

Fiche; 50-000. 83/12/31 . 84041 10330. 
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P. Operating license stage documents S< correspondence 


S404030578 Advises that changes to requalif i c atic-n program for NRC 
licensed personnel ac ceptab 1 e* p er L,fc:i 3CC730 submittal St 
830830 & 840112 revs, in response to NUREG-0737. 

Item I. A, 2. 1. 4 

STQLZ, J. F. Operating Reactors Branch 4. S4/03/15, TUCKER, H.B. 

Duke Power Co. 7pp. 22888:098. 24X Fic he ; 50-269, 84/03/ 1 5, 

8404030578. 


8404060005 Notifies that H Nicolaras became project manager for 
fac i 1 i t ies, s f f ec t i ve 840312 & assumed JF Suermann 
respons ib i I i ties. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/16. TUCKER, H. B. 

Duke Power Co. 3pp. 22944. 092. 24X Fiche ; 50-269. 84/03/16, 

8404060005. 


8404040221 Forwards request for add! info re NUREO-0737, Item III.D. 3. 4, 
"Control Roam Habitability. " Response requested within 
30 days of I tr receipt. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/20, TUCKER, H. B. 

Duke Power Co. 3pp. 22911:006 . 24X Fiche : 50-269, 84/03/20, 

8404040221. 


8404100559 Responds to 840120 Itr re shift technical advisor (STA) 
E>ror-a«r Evcprts submittal of program for review by 840601, 

-- --rer;.- - u-rent STA program may remain in effect. 

STOLZ, U. F. Operating Reactors Branch 4. 84/03/21. TUCKER, H. B. 

Duke Power Co. 2pp, 22977:317. 24X Fiche: 50-269, 84/03/21, 

8404100559. 


8404110252 Forwards latest regulatory effectiveness review schedule 
for Fy84. W/o end. 

THOMAS, C. 0. Standardizat ion St Special Projects Branch. 64/03/21. 
MIRAGLIA,F., LAINAS-O., NOVAK, T. NRC - No Detailed Affiliation 
Given, 4pp, 24002:360. 24X Fi c b e: 50-000, 84/03/21, 84041 102 52. 


8404050168 Forwards description of reactor coolant pump fRCP) trip 
criterion per TMI Action Item 11. K. 3. 5, "Study Need for Auto 
Trip of RCPs. " Criterion in agreement w/gui dance. Detail s of 
analysis end. 

TUCKER, H. B. Duke Power Co. 84/03/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. NRC - No Detailed 
Affiliation Given. B2pp. 22899:330. 24X Fi che: 50-269, 84/03/30, 

8404050 168. 


84040402S6 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of p Ian t-sp ec i f i c backFitting. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264, 24X 

Fiche: 50-000, 84/04/04, 8404040 256, 


8404170034 Notifies that despite protestations expressed in 831202 ltr. 
Class III Se Class I fees appropriate for review of 830317 
Tech Spec changes re startup transformers S( allowable 
degraded conditions. 

MILLER, W. 0. License Fee Management Branch. 64/04/05. TUCKER, H.B. 
Duke Power Co. Ip. 24091:308. 24X Fiche: 50-269, 84/04/05, 

8404170034. 


Q, Inspection reports, IE Bulletins St corresp ondence 


8404130138 Forwards IE Insp Repts 50-269/84-02,50-270/84-02 & 
50-287/84—02 on 840206-10 & notice Fo violation. Noti ce oF 
violation withheld (ref 10CFR2. 790 Sc iOCFR73.21K 
LEWIS, R.C. Division of Project & Resident Programs. 84/02/24. 
TUCKER, H. B, Duke Power Co. 2pp. 24031:155. 24X 

Fiche: 50-269, 84/02/24, 9404130138 


— B404130154 IE Insp Repts 50-269/84-02,50-270/84-02 St 50-287/84-02 on 
840206-10. Noncomp 1 iance noted : fai 1 ure to meet specific 
requirements of T S'. 0 plan. Details withheld (ref 10CFR2. 790 
Si 10CFR73. 21). 

MODRE, D. E. Region 2, Office of Director. MCGUIRE, D. R. Division 
of Emergency Preparedness !k Materials Safety. 84/02/23. Ip, 
24031:157, 24X Fiche: 50-269, 84/02/24,8404130138. 


8403290105 Forwards IE Insp Repts 50-269/84-03, 50-270/84-03 
50-287/84—03 on 840111-0210, No violations or deviations 
noted. 

DANCE. H. C, Division of Project & Resident Programs. 84/03/06. 
TUCKER, H.B. Duke Power Co. 2pp. 22807:085. 24X 

Fiche: 50-269, 94/03/06,8403290105. 


—8403290111 IE Insp Repts 50-269/84-03,50-270/84-03 50-287/84-03 on 

840111-0210. No violations or deviations noted. Major areas 
inspected: opera tions, maint, surveill ance, o rgan i zati on 8« 
califar. 

BRYANT, U., FALCONER, D., BROWNLEE, V. L. Region 2, Office of 
Director. 84/03/05. Upp, 22807:087, 24X Fiche; 50-269. 84/03/06, 

8403290105. 


8404170032 Forwards IE Insp Repts 50-269/84-05, 50-270/84-05 S< 
50-287/84-05 on 840305. No violations or deviations noted. 

DANCE, H. C. Division of Project St Resident Programs. 84/03/20. 
TUCKER, H.B. Duke Power Co. 2pp. 24051:046. 24X 

Fiche: 50-269,84/03/20, 8404170032. 


—8404170039 IE Insp Repts 50-269/84-05,50-270/84-05 St 50-287/84-05 on 
840305. No violations or deviations noted. Major areas 
inspected ; HVAC, 

KLEINSORGE, W. P. Region 2, Office of Director. BLAKE, J. J. 

Division of Emergency Preparedness & Materials Safety. 84/03/16. 
4pp. 24051:048. 24X Fiche; 50-269, 84/03/20, 8404170032. 


8404060011 Forwards response to IE Bulletin 83-07 re apparently 
fraudulent products sold by Ray Mi 1 1 er , Inc . Ma 1 1 supplied 
by Ray Miller not used in safety— related applications at 
facil it ies, 

TUCKER. H. B. Duke Power Co. 84/03/22. 0 'REILLY, J, P. Region 2, 

Office of Director. 4pp. 22920:345. 24X Fiche: 50-269, 84/03/22, 

8404060011. 


8404170052 Forwards IE Insp Repts 50-269/84-06,50-270/84-06 St 
50-287/84-06 on 84021 1-0310. No violations or deviations 
identified. 

DANCE, H. C. Division of Project S< Resident Programs. 84/03/26. 
TUCKER. H.B, Duke Power Co. 2pp. 24051:076. 24X 

Fiche; 50-269, 84/03/26, 8404170052. 


— 8404170056 IE Insp Repts 50-269/84-06,50-270/84-06 & 50-287/84-06 on 
840211-0310. No violations or deviations i dentified. Major 
areas insp ec ted ; op era t i ons, surve i 1 lance, ma in t, unus ual event 
followup St licensee action on previous insp findings. 

BRYANT, J., FALCONER, D. Region 2, Office of Director. 

BROWNLEE, V. L. Division of Project St Resident Programs. 84/03/26. 
6pp. 24051:078. 24X Fi ch e : 50-269, 84/03/26, 8404170052. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/03/28, Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche; 50-000, 84/03/28. 8402090047. 


B403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. B5pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8404170374 Forwards response, per Action Item 3, to IE Bulletin 83-08 re 
use of circuit breakers ui/undervol tage trip feature in 
saf ety-related applications other than reactor trip sys.Subj 
circuit breakers used only in reactor trip sys. 

TUCKER, H. B. Duke Power Co. 84/03/28, 0 'REILLY, J. P. Region 2. 

Office of Director, 3pp. 24062:208. 24X Fiche: 50-269, 84/03/28, 

8404170374. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post S30103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cation of Individuals 
to Use Respiratory Protective Devices." Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Spons or ed 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). S4/04/OS. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164, 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404130120 Ack receipt of 840316 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/84-02, 
50-270/84-02 St 50-287/84-02. 

LEWIS, R.C. Division of Project Resident Programs. 84/04/09. 
TUCKER, H. B. Duke Power Co. Ip. 24031:353. 24X 

Fiche: 50-269, 84/04/09,8404130120. 


— 8404130125 Responds to NRC 840224 ltr re violations noted in IE Insp 
Repts 50-269/84-02, 50-270/84-02 & 50-287/84-02. Corrective 
actions withheld (ref 10CFR73. 80). 

TUCKER, H. B. Duke Power Co, 84/03/16. 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 24031:354. 24X Fiche : 50-269, 84/04/09, 

8404130120. 
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B403140271 IE Info Notice 84-26i "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

ORACEf J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of Neui Yorkj Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000, 84/04/1 6, 8403 140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, 0. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of Neui York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205, 24X Fi c h e : 50-000, 84/04/ 1 7, 8403140273, 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

S9pp. 24163:292. 24X Fi c h e : 50-000, 84/04/ 1 7, 840314027 7. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness $< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fi c he : 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ^ Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set." Svc list encl, 

JORDAN, E. L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. Il7pp, 24188:119. 24X Fiche: 50-000, 04/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 04/04/20, 8404160130. 


R. Periodic operating reports St related correspondence 


8404180017 Monthly operating repts for Mar 1984. W/840413 Itr. 
REQUIS, J. A. , TUCKER, H.B. Duke Power Co. 84/03/31. 17pp. 

24077:069. 24X Fiche: 50-269, 84/03/31, 8404180017. 


S. Reportable occurrences, LERs related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner c omp onent, Time 
delay relays S< jumper will be removed from relay contacts. 

EMPEY, D.C. Rockwell Internat iona 1 Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche: 50-000, 83/05/05, 8404170419. 


S404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qual if ication of ESG hydrogen 
recomb iners. Spec if i c magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D.C. Rockwell International Corp. 83/05/27. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:314. 24X 

Fiche: 50-000, 83/05/27, 8404170440. 


8404170471 Part 21 rept re appr opriateness of use of Viton elastomer as 
seal matl in recombiner app 1 i cation. Viton seal issue not 
reportable per Part 21. Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D.C, Rockwell International Corp. 83/12/19. COLLINS. J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000,83/12/19, 8404170471. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds." Svc list end 

EISENHUT, D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 


8404190351 Forwards IE Insp Rept 50-271/84-01 on 840103-0227, No 
violations noted. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/04/03. 
MURPHY. W. P. Vermont Yankee Nuclear Power Corp, 2pp. 24096:354. 
24X Fiche: 50-271, 84/04/03,8404190351. 


— 8404190357 IE Insp Rept 50-271/84-01 on 840 103-0227. No violations 
noted. Major areas i nsp ec ted : rout ine power operations, 
physical security maint ac t i vi t i es, surve i 1 lane e testing, IE 
Bulletin 84-01 followup S< TMI action plan items. 

RAYMOND. W. J. , BORCHARDT, R, W. , GALLO, R. M. Region 1, Office of 
Director. 84/03/29, 39pp. 24096:356. 24X Fi c h e : 50-271 , 84/04/03, 

8404190351 


8404240165 Revised emergency plan Itrs of agreement, including ltr of 
agreement between util 8,. States of VT, MA 8,. NH & agreement 
for activation S, use of NOAA weather radio response to 
emergency. W/S40418 transmittal form. 

MARKT.D. I. Vermont Yankee Nuclear Power Corp. 84/04/18. 2ipp. 
24164:053. 24X Fi c h e : 50-271 , 84/04/ 18, 8404240165. 


8404240397 Rev 8 to emergency p Ian. W/840419 transmittal S( receipt form. 
■» Yankee Atomic Electric Co. 84/04/24. 3pp. 24180:282, 24X 

Fiche: 50-271, 84/04/24, 8404240397. 


G. Adjudicatory correspondence 


8404190236 Forwards Director's Decision DD-84-10, denying 831025 request 
for Commission order requiring util to show cause why 
license should not be suspended , pend ing resolution of pipe 
crack issues. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. D3B 
630. 84/04/16. R I CHARDSQN, C. Public Interest Research Group. 2pp. 

24100:250, 24X Fi c h e : 50-271, 84/04/16, 8404 1 90236, 


— 8404190240 Director's Decision DD-84-10, den y ing Vermont PIRG Vermont 
Yankee Decommissioning Alliance 831025 petition for 
Commission order to show cause why license should not be 
suspended. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
84/04/16. 21pp. 24100:252, 24X Fi c he : 50-271 , 84/04/16. 8404190236. 


— 8404190244 Notice of Director's Decision DD-84-10, deny ing Vermont 
PIRG Zt Vermont Yankee Decommissioning Alliance 831025 
petition for Commission order to show cause why license 
should not be suspended. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/04/16. 2pp. 24100:273, 24X Fiche; 50-271, 84/04/16, 8404190236. 


H. General correspondence 


8404230030 Notifies of Vermont Yankee Decommissioning Alliance change 
of address effective 840418. 

* Vermont Yankee Decommissioning Alliance. 84/04/16. NRC - No 
Detailed Affiliation Given. Ip. 24154:255. 24X 

Fiche: 50-271. 84/04/ 16, 8404230030. 

I 

I. Financial information 


8404100354 Forwards 1983 Annual Financial Repts for Connecticut Light 
Power Co it Western Massachusetts Electric Co. Annual 
Financial Rept for 1983 for Northeast Nuclear Energy Co 
unavailable until S40415. Ack of receipt requested. 

BISHOP, R. W. Northeast Utilities Service Co. (subs, of Northeast 

Utilities). 84/04/06. Office of Nuclear Reactor Regulation, 

Director. Ip. 22968:233. 24X Fi ch e: 50-000, 84/04/06, 8404100354. 


— 8404100359 Annual Financial Rept 1983. 

ELLIS, W.B, Western Massachusetts Electric Co. (subs, of Northeast 
Utilities). 83/12/31. 31pp. 22968:234. 24X 

Fiche: 50-000, 84/04/06,8404100354. 


— 8404100366 Annual Financial Rept 1983. 

ELLIS, W.B. Connecticut Light & Power Co. (subs, of Northeast 
Utilities) 83/12/31. 37- p. 22968:268. 24X 

Fiche; SO-fOC. e4/0^/:c . P-iQ.: ^ 
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8404170332 Forwards Securities & Exchange Commission annual rept for 
1983 S' Peat Marwick financial statements for 1981-1983. 

MOROANi G. J, Vermont Yankee Nuclear Power Corp. 84/04/13. 

VASSALLOj D, Office of Nuclear Reactor Regulationi Director. 77pp. 
24059:336. 24X Fiche: 50-271i 84/04/13^ 8404170332. 


P. Operating license stage documents & correspondence 


8404060077 Forwards Amend 81 to License DPR-28 & safety evaluation. 
Amend revises Tech Specs to accommodate shifts in transition 
temp for reactor pressure vessel matl induced by radiation 
damage. 

ROONEY. V. Operating Reactors Branch 2. 84/03/13. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp. 22935:318. 24X 

Fi Che: 50-271 , 84/03/13, 8404060077. 


— 8404060081 Amend 81 to License DPR-2a, revi s ing Tech Specs to 
accommodate shifts in transition temp for reactor pressure 
vessel matl induced by radiation damage. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/13. 5pp 

22935: 320. 24X Fiche; 50-271, 84/03/13, 8404060077. 


— 8404060085 Safety evaluation susporting Amend 81 to License DPR-28. 

# Office of Nuclear Reactor Regulation, Director. 84/03/13. 3pp. 
22935: 325. 24X Fiche: 50-271, 84/03/13, 8404060077. 


8404170644 Responds to 821123 submittal providing info re NUREO-0737, 
Item II. B, 3 concerning post-accident sampling sys. Requests, 
within 30 day s, comp lete response to criteria not fully 
addressed in util submittal. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/19. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp. 24069:360. 24X 

Fiche: 50-271. 84/03/19,8404170644. 


8404110033 Notification of 840418 meeting w/util in Bethesda.MD to 
discuss resolve outstanding environ quali f ication issues. 

ROONEY, V. L, Operating Reactors Branch 2. 84/03/22. VASSALLO, D. B. 

Operating Reactors Branch 2. 2pp. 24006:192. 24X 

Fiche: 50-271, 84/03/22, 8404110033. 


8404030532 Application to amend License DPR-28, changing Tech Spec trip 
setting for high main steam line flow instruments from 120% 
to 140% of rated steam flow. 

HEIDER, L. H, Vermont Yankee Nuclear Power Corp. 84/03/26. 

EISENHUT, D. 0. Division of Licensing. 6pp. 22872:277. 24X 

Fiche: 50-271, 84/03/26, 8404030532. 


8404030536 Proposed Tech Specs changing trip setting for high main 
steam line flow instruments from 120% to 140% of rated 
steam flow. 

* Vermont Yankee Nuclear Power Corp. 84/03/26. 3pp 22372-283 
24X Fiche: 50-271, 84/03/26, 8404030532. 


B40403053S "Safety Evaluation of Proposed 140% Main Steam Line Flow 
Trip Setting for Vermont Yankee Nuclear Power Station. " 

♦ General Eleptric Co. 82/07/31. 12pp. 22872:286 24X 

Fiche: 50-271 . 84/03/26, 8404030532. 


8404300233 Response to Vermont PIRG 831025 2. 206 petition requesting 
NRC issue order requiring util to show cause why license 
should not be suspended pending resolution of certain issues 
swr ■mounding pipe cracks in plant. 

DENTON, H.R, Office of Nuclear Reactor Regulation. Director. 
84/04/16. RICHARDSON, C. Vermont Public Interest Research Group, 
4pp. 24253:270. 24X Fiche; 50-271, 84/04/16 , 84043 00203. 


— 8404300284 Director's Decision DD-84-iO, den y ing Vermont PIRG & Vermont 
Yankee Decommissioning Alliance 2.206 831025 petition 
requesting util show cause why license should not be 
suspended pending resolution of IGSCC. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/04/16. Vermont Public Interest Research Group. 21pp. 
24253:273. 24X Fiche: 50-271, 84/04/16, 8404300283. 


— 8404300286 Notice of issuance St availability of Director's Decision 
DD-S4-10 denying Vermont PIRG & Vermont Yankee 
Decommissioning Alliance 831025 2,206 petition to suspend OL 
pending resolution of pipe crack concerns. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/04/16. 2pp. 24253:294. 24X Fic he: 50-271, 84/04/16, 8404300283. 


8404260328 Advises that appropriate programmatic 8< or gani zati onal 
changes to Rev 15 to operational QA program reviewed & 
accepted by NRC. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/18, 
SHEPARD, A. M. Yankee Atomic Electric Co. 2pp. 24204:136, 24X 

Fiche: 50-000, 84/04/18, 8404260328. 


8404240338 Submits update to plans St schedules addressing environ 
qual if i cation of safety valve accoustic accelerometers & 
safety/relief valve pressure switches, per NUREG~0737, Item 
II. D. 3 re valve position indication. 

SINCLAIR, J. B. Vermont Yankee Nuclear Power Corp. 84/04/20. 

VASSALLO, D. D. Operating Reactors Branch 2. 2pp. 24182:319. 24X 

Fiche: 50-271. 84/04/20, 8404240388. 


Q. Inspection reports, IE Bulletins St correspondence 


8404020120 Forwards corrected page to recirculation & RHR sys weld 
joint insp program for 1984 refueling outage, per 840313 Itr. 
SINCLAIR, J. B. Vermont Yankee Nuclear Power Corp. 84/03/23. 
VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 22838:188. 24X 

Fiche: 50-271, 84/03/23, 8404020120. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co, of New 

York, Inc. 85pp. 22892:145. 24X Fich e: 50-000, 84/03/28, 8403 140241 , 


8404030173 Withdraws Proposed Change 115 to License DPR-28 re RCS 
leakage. RCS leakage provisions detailed in NRC 830627 Itr 
have been in place since startup from 1983 refueling 
outage. 

SINCLAIR, J. B. Vermont Yankee Nuclear Power Corp. 84/03/29. 
EISENHUT, D, 0. Division of Licensing. Ip. 22849- 065 24X 

Fiche: 50-271, 84/03/29, 8404030173. 


8404230276 Forwards SER re BWR Owners Group 810331 response to NUREG- 
0737, Item II. K. 3. 16, "Reduction of Challenges & Failures of 
Relief Valves - Feasibility Study St Sys Mod. " Update to 
previous response requested within 60 days of Itr receipt. 

^ VASSALLO, D. B, Operating Reactors Branch 2. 84/04/03, SINCLAIR, J 

Vermont Yankee Nuclear Power Corp. 13pp. 24187-005 24X 

Fiche: 50-271/ 84/04/03, 8404230276. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors/ 
applicants for (Xs holders of CPs re interim procedures 
plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche; 50-000/ 84/04/04/ 8404040256. 


topical rept evaluatons of B«tW TACD-2 code.C-E 
FATES-3 code, GE GESTR-LOCA code & Westinghouse PAD-3. 3 code, 
per request. Nonproprietary version of Exxon R0DEX2 code 
not yet issued. 

VASSALLO/ D. B. Operating Reactors Branch 2. 84/04/12. SINCLAIR, J 

Vermont Yankee Nuclear Power Corp. 3pp. 24231* 191 24X 

Fiche: 50-271,84/04/12,8404300282. IVl. 24X 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404160127 Forwards IE Insp Rept 50-271/84-04 on 840214-15. No 
violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs, 04/03/29. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 2dp 24039-326 
24X Fiche: 50-271,84/03/29,8404160127. 


—8404160149 IE Insp Rept 50-271/84-04 on 840214-15. No noncompliance 
noted. Major areas inspected: licensee-identified locations 
of contamination, including discussion of proposed actions 
to identify nature St source of contaminat ion 
STRUCKMEYER, R. , PASCIAK,W. J, Region 1, Office of Director. 
84/03/16. 7pp. 24039:328. 24X Fiche: 50-271 , 84/03/29, 0404160127 . 


8404160179 Forwards IE Insp Rept 50-271/84-03 on 840221-24. No 
violations noted. 


MARTIN, T. T. Division of Engineering St Technical 
MURPHY, W.P. Vermont Yankee Nuclear Power Corp 
24X Fiche: 50-271, 84/03/29, 8404160179. 


Programs. 84/03/29. 
2pp. 24041:146. 


-8404160187 IE Insp Rept 50-271/84-03 on 840221-24. No violations noted 
Major areas inspected ; previous insp f ind i ngs, repa ir of 
, feedwater check valve, activities re snubb ers, work 
observations, maint, installation, QA St machine testino 
GREGG,H., HAVERKAMP, D. , ANDERSON, C. J. Region 1, Office of 

8404160179 =« Fich*' SO-271, 84/03/29, 
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8404030241 Responds to IE Bulletin 83-08. "Electrical Circuit Breakers 
W/Undervol tage Trip Feature in Use in Saf et y-Related 
Applications Other Than Reactor Trip Sys. " Subj breakers not 
used at facility. 

MURPHY. W. P. Vermont Yankee Nuclear Power Corp. 84/03/30. 

DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. Ip. 22869:179. 24X Fich e: 50-271, 84/03/30, 8404030241. 


8404190288 Forwards IE Insp Rept 50-271/84-02 on 840124-27 & notices 
of violation & deviation. 

MARTIN. T.T. Division of Engineering & Technical Programs. 84/04/02 
MURPHY. W. P. Vermont Yankee Nuclear Power Corp. 2pp. 24097:033. 
24X Fiche: 50-271 . 84/04/02. 8404190288, 


— 8404190289 Notice of violation from insp on 840124-27. 

# Region 1. Office of Director. 84/04/02. Ip. 24097:035. 24X 

Fiche: 50-271. 84/04/02. 8404190288. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Req.uirements by Well Logging Licensees. " Svc list end. 

GRACE. J. N, Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York. Inc. 

89pp. 24163:292. 24X Fiche : 50-000. 84/04/1 7. 8403140277. 


8403140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24X Fiche: 50-000. 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness ^ Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 9403140286. 


— 8404190291 Notice of deviation from insp on 840124-27. 

* Region 1. Office of Director. 84/04/02. Ip. 24097:036. 24X 

Fiche: 50-271, 84/04/02. 8404190288. 


—8404190295 IE Insp Rept 50-271/84-02 on 840 124-27. Vi o 1 at i on noted: 
failure to train personnel performing activities affecting 
q_ual ity. Deviation noted : fa i lure to train personnel involved 
in transportation activities, 

HOGAN. R.T.. CLEMONS, P.. PASCIAK. W. J. Region 1, Office of Director. 
84/03/30. 5pp. 24097:037. 24X Fi c he : 50-271 . 84/04/02, 8404190288. 


8404190351 Forwards IE Insp Rept 50-271/84-01 on 840103-0227. No 
violations noted. 

STAROSTECKI. R. Division of Project & Resident Programs. 84/04/03. 
MURPHY. W. P. Vermont Yankee Nuclear Power Corp. 2pp. 24096:354. 
24X Fiche: 50-271. 84/04/03. 8404190351, 


—8404190357 IE Insp Rept 50-271/84-01 on 840 103-0227, No violations 
noted. Major areas inspected: routine power operations, 
physical security maint activities, survei 1 lance testing, IE 
Bulletin 84-01 followup 8< TMI action plan items, 

RAYMOND. W. J. . BORCHARDT. R. W. , GALLO. R. M. Region 1. Office of 
Director. 84/03/29, 39pp. 24096:356, 24X Fiche; 50-271, 84/04/03. 

8404190351. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp, 24X Fi c h e ; 50-000. 84/04/05, 8403140259, 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger Z< Pipe 
Hanger Damage. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. il9pp. 24195:343. 24X Fic he; 50-000. 84/04/18. 8404130404. 


8404260260 Discusses applicable edition addenda of ASME Section XI 
for 1984 inservice insp program. Rev to inservice insp 
program will be submitted by Nov 1984, incor porating ASME 
Section XI 1980 Edition through Winter 1980 Addenda. 

MURPHY. W. P. Vermont Yankee Nuclear Power Corp. 84/04/19. 

VASSALLO. D. B. Operating Reactors Branch 2, 3pp. 24207:116. 24X 

Fiche:'50-271. 84/04/19. 8404260260, 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins, " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fic he : 50-000. 84/04/20, 8404160130, 


R, Periodic operating reports & related correspondence 


8404060209 Forwards "Effluent & Waste Disposal Semiannual Rept - 
Radiological Impact on Man for Third & Fourth Quarters 
1983. " Sr-89 S< Sr-90 gross alpha activity for Second Quarter 
1983 included. 

SINCLAIR. J, B. Vermont Yankee Nuclear Power Corp. 84/03/29. 
MURLEY, T. E. Region 1. Office of Director. Ip. 22922:233. 24X 
Fiche: 50-271 , 84/03/29. 8404060209, 


8403140263 IE Info Notice 84-23. "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co, of New 

York, Inc. 103pp. 24066:164, 24X Fi che: 50-000. 84/04/05. 8403140263. 


8404260274 Forwards IE Insp Rept 50-271/84-06 on 840312-16 notice 
of violation. 

martin, T, T. Division of Engineering & Technical Programs 84/04/11, 
MURPHY. W. P. Vermont Yankee Nuclear Power Corp, 2pp. 24207:295. 

24X Fiche: 50-271, 84/04/1 1 . 8404260274. 


— 8404260277 Notice of violation from insp on 840312-16. 

♦ Region 1, Office of Director. 84/Q4/11. Ip. 24207:297. 24X 

Fiche: 50-271. 84/04/11, 8404260274. 


—8404260280 IE Insp Rept 50-271/84-06 on 840312-16. Violation noted: 
failure to take breathing zone air samples on listed dates. 
BICEHOUSE. H. J. . SHANBAKY, M. Region 1. Office of Director. 
84/04/05. 9pp, 24207:290, 24X Fiche: 50-271. 84/04/11, 8404260274. 


— 8404060217 "Effluent S'. Waste Disposal Semiannual Rept - Radiological 
Impact on Man for Third Zt Fourth Quarters 1983. " 

* Vermont Yankee Nuclear Power Corp. 83/12/31. 52pp. 22922:235, 

24X Fiche; 50-271. 84/03/29. 8404060209, 


0404170397 Monthly operating rept for Mar 1984. W/840410 Itr. 

BURGER. F. J. . MURPHY. W. P. Vermont Yankee Nuclear Power Corp. 
84/03/31. Spp. 24062:174. 24X Fiche: 50-271 , 84/03/31 * 8404170397. 


S. Reportable occurrences. LERs 8< related correspondence 


8404260414 Part 21 rept re presence of thread -1 o c k i ng matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units, New thr ead-loc k ing devices under 
investigation, 

SHERWOOD. G. (3. General Electric Co. 84/04/13. DEYOUNG, R, C. 
Director's Office. Office of Inspection and Enforcement, 3pp. 
24203:013. 24X Fic he: 50-000, 84/04/13. 8404260414. 


V. Operator Examinations 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Req.uirements by Moisture Density Gauge Licensees, " Svc list 
enc 1. 

GRACE. J. N. Division of QA. Safeguards <k Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp, 24109:001. 24X Fi ch e : 50-000. 84/04/1 6. 8403140271. 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREG-1021. "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT. D. G. Division of Licensing. 84/04/02, Consolidated 
Edison Co, of New York. Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02. 8404020019. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees," Svc list encl. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
030103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche: 50-000. 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE. J.N, Division of QA. Safeguards 8t Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

86pp. 24163:205. 24X Fiche: 50-000, 84/04/1 7. 8403140273. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION. UNIT 1 


F. Security, medical, emergency fire protection plana 


8404110112 Forwards Rev 9 to physical security plan & security 
evaluation describing change, purpose, safety 8< safeguards 
impact. Rev it evaluation withheld (ref 10CFR73. 21). 

LIDEN. E. A. Public Service Electric 8< Gas Co. of New Jersey. 

84/03/27. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. VARGA, S, A, Operating Reactors Branch 1. 2pp. 22988:048. 
24X Fiche: 50-272. 84/03/27. 8404110112. 
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S404I70345 Forwards SER on detailed control room design review for 
conformance to NUREG-0737, Supp 1 1. Signi fi cant findings 
listed 

VARGA, S. A. Operating Reactors Branch 1. 84/03/28. UDERITZ^R. A. 

Public Service Electric ?« Gas Co. of New Jersey. 23pp. 24069; 064. 

24X Fiche: 50-272. 84/03/28. 8404170345. 


— 8404030553 "Evaluation of Detailed Control Room Design Review Summary 
Rept for Salem Stations 1 & 2. *' technical evaluation rept. 

* Science Applications. Inc. NRC-03-e2-096. 5AI-186-557-61 ROl. 

84/03/31. NRC - No Detailed Affiliation Given, 36pp. 

24069:087. 24X Fi che: 50-272. 84/03/28, 8404170345, 


8404180222 Requests exemption from lOCFRSO.App R. Section III.G. 2. b for 
area wide suppression or detection for RHR area. Ex empt ion 
request for control room end. per Generic Ltr 83-33. Detailed 
technical ^ustif ication also end. 

LIDEN, E. A. Public Service Electric !< Gas Co. of New Jersey. 

84/04/05 VARGA, S. A. Operating Reactors Branch 1. 4pp. 24077:185, 
24X Fiche: 50-272, 84/04/05. 8404100222. 


8404200165 Requests extension to S4O430 for completion of two emergency 
response capability items listed in util 831219 revised 
schedule for response to Generic Ltr 82-33. per Suppl 1 to 
NUREG-0737. 

LIDEN, E. A, Public Service Electric & Gas Co. of New Jersey. 

S4/04/05. VARGA, S, A, Operating Reactors Branch 1. 2pp. 24116:295. 
24X Fiche: 50-272. 84/04/05. 8404200165. 


8404200121 Requests extension of implementation date for Reg Guide 1 97 
requirements for emergency response capabil ity . per Generic 
Ltr 82-33, Suppl 1 to NUREG~0737. Radiation monitor will be 
received on or before 840520. 

LIDEN, E. A. Public Service Electric S, Gas Co. of New Jersey. 

84/04/06. VARGA, S. A. Operating Reactors Branch 1. 3pp. 24117:095. 
24X Fiche; 50-272,84/04/06.0404200121, 


8404260248 Forwards IE Insp Repts 50-272/84-09 50-311/04-09 on 

840227—0302. Mo violations observed. 

MARTIN, T. T. Division of Engineering & Technical Programs. 04/04/11. 
UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
24207: 193. 24X Fiche : 50-272, 84/04/1 1, 8404260248. 


—8404260249 IE Insp Repts 50-272/84-09 & 50-311/84-09 on 840227-0302, No 
violations identified. Major areas inspected ; rad iat ion safety 
program, inc luding organization & staffing, training 5f 
quail f ication programs & dosimetry. 

DR AGO UN, T. . SHANBAKT, M. Region 1, Office of Director, 84/04/10. 

8pp. 24207:195, 24X Fic he : 50-272, 84/04/ 1 1, 8404260248. 


8404200151 Submits supplemental request for relief from pump it valve 
testing requirements of 10CFR50. 55a C g ). W/revised "Inservice 
Testing Program. " including fire protection )!« emergency 
diesel generator auxiliary sys info. 

LIDEN, E‘. A. Public Service Electric Gas Co. of New Jersey. 
34/04/12. VARGA. S. Operating Reactors Branch 1. 4pp. 24116:297. 
24X Fiche: 50-272. 84/04/12. 8404200151. 


— B404200154 Revised "Inservice Testing Program. " 

* Public Service Electric 8c Gas Co. of New Jersey. 84/04/01. 
125pp. 24116:301. 24X Fiche; 50-272, 84/04/12, 8404200151. 


I. Financial information 


8404190313 Forwards Annual Financial Repts 1983 for PSE&G. Atlantic City 
Electric Co.Delmarva Power & Light Co St Philadephia 
Electric Co. 

FRYLINO. R, Public Service Electric St Gas Co. of New Jersey. 

84/04/16. Office of Nuclear Reactor Regulation. Director. Ip. 
24097:149, 24X Fic he; 50-000. 84/04/16. 84041 90313. 


— 8404190320 Annual Financial Rept 1983. 

SONN. H. W, Public Service Electric St Gas Co. of New Jersey. 
83/12/31. 49pp. 24097:150. 24X Fi c he : 50-000, 84/04/16. 8404190313. 


— 8404190327 Annual Financial Rept 1983. 

CURTIS, N. M. Delmarva Power & Light Co. 83/12/31. 45pp. 

24097:202. 24X Fi che; 50-000, 84/04/16, 8404190313. 


— 8404190333 Annual Financial Rept 1983. 

EVERETfi J, L. . AUSTIN, J.H. Philadelphia Electric Co. 83/12/31. 
43pp. 24097:249. 24X Fiche: 50-000, 04/04/16, 8404190313. 


— 840419033fi Annual Financial Rept 1983. 

FEEHAN, J. D. Atlantic City Electric Co. 83/12/31. 39pp. 

24097:293. 24X Fiche; 50-000, 84/04/16, 8404190313. 


P. Operating license stage documents 8< correspondence 


8404050414 Notification of 840424 meeting w/util in Bethesda, MD to 
discuss outstanding deficiencies in environ qual if ication 
status of electrical equipment, 

FISCHER, D. C. Operating Reactors Branch 1. 84/03/20. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 22932:210 24X 

Fiche; 50-272, 84/03/20, 8404050414. 


84041S0119 Application to amend Licenses DPR-70 8< DPR-75, modi f y ing 
existing reporting requi rements. in response to Generic Ltr 
83-43, "Reporting Requirements of lOCFRSO, Sec ti ons 50.72 & 

50. 73 & STS. " 

LIDEN. E. A. Public Service Electric & Gas Co. of New Jersey. 
84/03/27. VARGA, S. Operating Reactors Branch 1. 6pp. 24078:051, 
24X Fiche: 50-272. 84/03/27, 84041801 19. 


— 8404180128 Proposed Tech Spe cs, mod if ying existing reporting 
requirements, in response to Generic Ltr 83-43. "Reporting 
Requirements of 1 0CFR5O. Se c t ions 50. 72 & 50.73 & STS. '* 

# Public Service Electric ?< Gas Co. of New Jez'sey. 84/03/27. 
49pp. 24078:057. 24X Fi c he : 50-272, 84/03 /27, 84041801 1 9. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC .ngt of plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/04/04. Consol iiiated 
Edison Co. of New York, Inc. 20pp. 24066:264, 24X 

Fiche; 50-000. 84/04/04, 8404040256. 


S404160167 Forwards listed proprietary & nonproprietary info re 
inadequate core cooling i nstrumentation. TMI Action Item 
ri.F. 2, per 831117 SER request. Proprietary info withheld 
(ref 10CFR2. 7901. 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey. 

84/04/04. VARGA, S, A. Operating Reactors Branch 1, 7pp. 24041:264. 
24X Fiche: 50-272. 84/04/04. 8404160167. 


— 8404160174 Requests withholding proprietary info from public disclosure 
under previously submitted end 770406 Application for 
Withholding AW-77-1S S' affidavit approved on 771028. 

WIESENANN. R, A. Westinghouse Electric Corp. 84/03/28. VARGA, S. A. 
Operating Reactors Branch 1. 9pp. 24041:271, 24X 

Fiche: 50-272, 34/04/04, 8404160167. 


— 8404160176 Nonpropr i etary version of "Reactor Vessel Level 
Instr umentation Sys Manual , Hi croproce ssor Equipment 3 D/P 
Cell Design. " 

SCAGLIA, S. G. . HAUSER, C.S., KENRICKS, D. R. West i ngh ou se El ec tr i c 
Corp. 83/06/30. 204pp. 24041; 280. 24X Fiche: 50-272. 84/04/04, 

8404160167. 


8404200151 Submits supplemental request for relief from pump & valve 
testing requirements of I0CFR50. 55a< g ), W/revi sed "Inservice 
Testing Program, " including fire protection S' emergency 
diesel generator auxiliary sys info 

LIDEN. E. A. Public Service Electric & Gas Co. of New Jersey. 
84/04/12. VARGA, S. Operating Reactors Branch 1. 4pp. 24116:297. 
24X Fiche; 50-272, 84/04/12, 8404200151. 


— 8404200154 Revised "Inservice Testing Program. " 

* Public Service Electric ?: Gas Co. of New Jersey. 84/04/01. 
125pp. 24116:301. 24X Fiche: 50-272. 84/04/ 12, 8404200151 . 


8404190220 Forwards agenda for 840424 meeting to resolve open items 
identified in Franklin Research Ctr technical evaluation 
rept re environ qua I i f i ca t i on of saf ety-related electrical 
equ ipment. per R Karsch request. 

LIDEN'E.A. Public Service Electric & Gas Co. of New Jersey. 

84/04/13. VARGA, 8. A. Operating Reactors Branch 1, 3pp. 24100:151. 
24 X Fiche; 50-272, 84/04/13, 8404190220. 


8404240346 Provides status of NUREG-0737, Items 1 1. D. 1, 1 1. F. 2. 1 1. K. 2. 13, 
II. K. 3. 3, II. K. 3, 30, II. K. 3. 31 & III. D, 3. 4, in response to 
NRC 840302 ltr. Util interprets NRC goals as meaning items 
listed in recent edition of NUREG-0748. 

LIDEN, E. A. Public Service Electric Gas Co. of New Jersey. 

04/04/18. VARGA, S. A. Operating Reactors Branch 1. 3pp. 24168:353. 
24X Fiche: 50-272, 84/04/18, 8404240346. 


Q, Inspection reports, IE Bulletins & correspondence 


8404120287 Forwards IE Insp Repts 50-272/84-08 8c 50-311/84-08 on 
840207-0306 & notice of violation. 

STAROSTECKI, R, Division of Project 8< Resident Programs. 84/03/26. 
UDERITZ, R. A. Public Service Electric & Gas Co, of New Jersey. 2pp. 
24012: 013. 24 X Fiche: 50-272, 84/03/26, 84041 20287. 


— 8404120293 Notice of violation from insp on 840207-0306, 

» Region 1, Office of Director, 84/03/26. Ip. 24012:015. 
Fiche: 50-272, 84/03/26, 8404120287. 


24X 
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— 8404120301 IE Insp Repts 50-272/84-08 & 50-311/84-08 on 840207-0306. 
Violations noted : fa i 1 ur e to perform safety evaluation & 
appropriately modify procedures Zt RHR inadvertently isolated 
during surveillance testing. 

LINVILLE. J. C. . SUMMERS, R, J. , NORRHOLM, L. J. Region 1. Office of 
Director. 84/03/22. 13pp. 24012:016. 24X Fi che : 50-272, 84/03/26, 

8404120287. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fi c he : 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231, 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404050261 Responds to IE Bulletin 83-08 re electrical circuit breakers 
ui/und er VO 1 tag e trip feature in use in safety-related 
applications other than reactor trip sys. Breakers not used 
in safety-related applications at facilities, 

LIDEN.E. A. Public Service Electric & Gas Co. of New Jersey. 

84/04/02. HURLEY, T. E. Region 1, Office of Director. 3pp. 

22899:175. 24X Fi c h e : 50-272, 84/04/02, 8404050261 . 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Zi Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103), 84/04/05, Consolidated Edison Co. of New 

York, Inc. 103pp 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404240064 Forwards IE Insp Repts 50-272/84-07 S. 50-311/84-07 on 
840213-17, No violations observed. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/09. 
UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
24164:123. 24X Fi c h e : 50-272, 84/04/09, 8404240064, 


—8404240067 IE Insp Repts 50-272/84-07 «< 50-311/84-07 on 840213-17. No 
violations i d en t i f i ed . Ma j or areas inspected. QA organization 
& QA/QC program administration. 

BISSETT, P. , OLIVERIA, W, , GQDY, A, T, Region 1, Office of Director. 
84/03/14. 6pp, 24164:125. 24X Fi ch e : 50-272, 84/04/09, 8404240064. 


8404240099 Forwards IE Insp Repts 50-272/84-05 50-311/84-05 on 

840130-0203 notice of violation, 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/09. 
UDERITZ, R. A Public Service Electric & Gas Co, of New Jersey. 2pp. 
24164:352. 24X Fi c h e ' 50-272, 84/04/09, 8404240099, 


— 8404240101 Notice of violation from insp on 840130-0203. 

Region 1, Office of Director. 84/04/09. Ip. 24164:354. 24X 

Fiche: 50-272, 84/04/09, 8404240099, 


—8404240106 IE Insp Repts 50-272/84-05 Z< 50-311/84-05 on 840130-0203. 
Violation noted : eng ineer ing procedure used for pipe support 
design not reviewed or controlled, per 10CFR50, App B, 

Criterion VI. 

VARELA, A, A., MANOLY, K. A. , DURR, J. P. Region 1, Office of Director. 
84/04/05, 7pp, 24164:355, 24X Fi ch e; 50-272, 84/04/09, 8404240099. 


8404260248 Forwards IE Insp Repts 50-272/84-09 50-311/04-09 on 

840227-0302. No violations observed, 

MARTIN, T. T. Division of Engineering Zt Technical Programs. 84/04/11. 
UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
24207: 193, 24X Fiche: 50-272, 84/04/11. 8404260248. 


—8404260249 IE Insp Repts 50-272/84-09 & 50-311/84-09 on 840227-0302. No 
violations identified. Major areas inspected: radiation safety 
program, indud inj i rat i on Z>. staff ing , training 8< 

qual if i ca t i on p'OijrLir.', Z> .dosimetry. 

DRAGQUN, T. , SHANBAKY, M. Region 1, Office of Director. 84/04/10. 

8pp. 24207:195. 24X Fi che: 50-272, 84/04/ 1 1, 0404260248, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N, Division of QA, Safeguards 8< Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e: 50-000, 84/04/ 1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

a6pp. 24163:205. 24X Fi ch e : 50-000, 84/04/1 7. 8403140273. 


8403140277 IE Info Notice 04-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New Yo-k, Inc. 

a9pp. 24163:292. 24X Fi ch e: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping it Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:001. 24X Fi che: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set." Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119. 24X Fiche: 50-000. 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports it related correspondence 


8404260209 Forwards "Annual Radiological Rept for 1983," summarizing 
results of radiological environ surveillance program. W/o 
end. 

LIDEN,E, A, Public Service Electric Sk Gas Co. of New Jersey. 
84/03/30. HURLEY, T. E. Region 1, Office of Director. 2pp, 
24207:256. 24X Fi c h e : 50-272, 84/03/30, 8404260209. 


8404170413 Monthly operating rept for Mar 1984. W/840410 Itr. 

MILLER, L.K., ZUPKD. J. M, Public Service Electric Zt Gas Co. of New 
Jersey, 84/03/31, 8pp, 24063:266. 24X Fiche: 50-272, 84/03/31, 

8404170413. 


S. Reportable occurrences, LERs Sk related correspondence 


8404050204 LER 84-009-00: on 840229, technica X discrepancy confirmed by 
Bechtel in design elevation calculations for svc water 
intake struc ture. Caused by design error. Design change will 
be made to raise level of air intake louver s. W/840330 Itr. 

RUPP,J. L. , ZUPKO, J, M. Public Service Electric & Gas Go. of New 
Jersey. 84/03/30. 5pp, 22900:188. 24X Fiche: 50-272, 84/03/30, 

8404050204. 


8404100226 LER 84-007-00; on 840306, during refueling outage, check valve 
1SA119 exhibited leakage rate greater than capacity of leak 
rate test equipment. Cause undetermined. No corrective actions 
taken. W/S40405 Itr. 

RUPP,J. L. , ZUPKO, J.M. Public Service Electric t>. Gas Co. of New 
Jersey. 84/04/05. 4pp. 22962:238. 24X Fic h e: 50-272, 84/04/05, 

8404100226. 
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8404100332 LER 84-008-00: on 840309, radiograph y of 16 ujeids in svc water 
piping associated w/component cooling HX 12 indicated weld 
area degradation in vicinity of nine welds. Cause unknown. 

Suitable repair under review. W/840405 Itr. 

RUPP, J. L, , 2UPK0, J. M. Public Service Electric & Gas Co. of New 
Jersey. 84/04/05. 5pp. 22971:147. 24X F ich e : 50-272, 84/04/05, 

8404100332. 


S404020074 Forwards description of plan for addl investigation of 
Pullman weld insp ec tors, p er 840229 interim response to 
SSER 21, Item 23. Results of investigation enc 1. Response to IE 
840229 notice of violation will be provided by 840329. 

SCKUYLER, J. 0. Pacific Gas & Electric Co. 84/03/23. MARTIN, J. B. 
Region 5, Office of Director. 6pp. 22838:226. 24X 

Fiche: 50-275, 84/03/23,8404020074. 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turbine. Bushing will be staked to lock in place if installed 
& replacement guides will be sent to customers. 

THEROUX. R.R. Terry Corp. 84/04/09. EBMETER, S. Region i. Office of 
Director. 6pp. 24060:247. 24X Fi c he: 50-000, 84/04/09, 8404170296. 


8404270264 Staff requirements memo re 840410 briefing on facility 
status & generic actions as result of Feb 1983 failure to 
scram. Mgt Analysis Corp rept prepared under contract to 
PSESjG requested. 

CHILK, S. J. Office of the Secretary of the Commission. 84/04/13. 
DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
24229:293. 24X Fiche: 50-272, 84/04/13. 8404270264. 


8404300217 Notification of Significant Licensee Meeting 84-31 on 
840511 in Hancocks Bridge, NJ to discuss ATWS event 
corrective action program. 

NORRHOLM, L. J. Region 1, Office of Director. 84/04/17. Region 1, 
Office of Director. Ip. 24254:060. 24X Fiche: 50-272, 84/04/17, 

8404300217. 


T. Hearing transcripts on non-antitrust matters 


8404170084 Transcript of 840410 public meeting in Wash ington. DC re 
briefing on status of Salem ATWS events. Pp 1-76. Supp anting 
documentation end. 

# Commissioners. 84/04/10. 100pp. 24069: 123. 24X 

Fiche: 50-272, 84/04/ 1 0, 84041 70084. 


8404030219 Forwards "Bostrom-Bergen Meddco Metals Allegations 
Investigation Final Rept," per SSER 21. Allegation 99. 

Acceptable iratls provided.QA program assured that matls 
fabrications met design requirements. 

SCHUYLER, J. 0. Pacific Gas & Electric Co. 84/03/23. MARTIN, J. B. 
Region 5, Office of Director. Ip. 22851:096. 24X 

Fiche: 50-275, 84/03/23, 8404030219. 


— 8404030225 "Bostrom-Bergen/Meddco Metals Allegations Investigation 
Final Rept. " 

* Pacific Gas Electric Co. 84/03/22. 433pp. 22851:097. 24X 

Fiche: 50-275, 84/03/23, 8404030219. 


8404110543 Forwards SSER 22 re review of allegations Zi concerns about 
design, const operations of facility identified to NRC as 
of 840309. W/o end. 

KNIGHTON, G. W. Licensing Branch 3 . 84/03/23. SCHUYLER, J. □. Pacific 

Gas & Electric Co. 4pp. 24025:037. 24X Fiche: 50-275, 84/03/23, 

84041 10543. 


8404170466 Forwards response to 840406 request for info re tube sbeel 
used in pipe supports (SSER 22, A1 legations 92 & 93). Weld 
test data end. Related correspondence. 

SCHUYLER, J. 0, Pacific Gas & Electric Co. DSB 570. 84/04/11. 

MARTIN, J. B. Region 5, Office of Director. Spp. 24059:030. 24X 

Fiche: 50-275, 84/04/11, 8404170466. 


F. Security, medical, emergency it fire protection plans 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUTi D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02, 8404020019. 


DOCKET 50-274 U, S. GEOLOGICAL SURVEY RESEARCH REACTOR 


F. Security, medical, emergency !< fire protection plans 


8404050339 Forwards review of 821019 emergency plan. PI an does not meet 
requirements of App E to 10CFR5O, Rev 1 to Reg Guide 2. 6 8t 
ANSI/ANS-IS. 16— 1982. Revised plan should include addl info 
identified in end. 

THOMAS, C.O. Standardization & Special Projects Branch. 84/03/16. 
MILLARD, H. T, Interior, Dept, of, Geological Survey. 4pp. 

22917: 342 24X Fiche: 50-274, 84/03/16, 8404050339. 


8404100107 Public version of temporary changes to revised emergency 
plan implementing pr oc edures, ind ud ing Procedures EP-OP-8 re" 
control room inaccessibility & EP-EF-1 re activation of 
technical support ctr. W/831123 ltr & JM Felton 840323 memo. 
SCHUYLER, J. 0. Pacific Gas 5: Electric Co. 83/11/23. MARTIN, J. B. 
Region 5, Office of Director. 23pp. 22994:299. 24X 

Fiche: 50-275,83/11/23, 8404100107. 


8404050285 Forwards IE Insp Rept 50-275/83-41 on 831127-1231 Zt notice 
of violation. W/o notice of violation. 

BISHOP, T.W. Region 5, Office of Director. 84/03/05. SCHUYLER, J. 0. 
Pacific Gas !< Electric Co. 2pp. 22899:249. 24X 

Fiche: 50-275, 84/03/05, 8404050285. 


—8404050287 IE Insp Rept 50-275/83-41 on 831 127-1231. Noncomp liance 
noted: loss of source range mon i tor s, equ ip ment hatch opened 
during fuel load Zt failure to adhere to fire protection 
admini strati ve procedures. 

MENDONCA, M. M. , PADOVAN, M, L. , CANTER, H. L. Region 5, Office of 
Director. 84/03/02. 13pp. 22899:251. 24X Fiche : 50-275, 84/03/05, 

8404050285. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 
operator St senior operator 
grade. Svc list end. 
EISENHUT, D. G. Division of 
of, Ann Arbor, MI. 37pp. 
8404160165. 


to all nonpower reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan, Univ. 
24285:135. 24X Fich e : 50-000, 84/04/16, 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


Mor r-. 


port (SER), suppls Zt correspondence 


8404090168 Public version of revised emergency plan implementing 
proc e d ur e s , i nc lu d i n g Procedure EP— OP— 0 re reactor trip w/ 
safety in j ec ti on, EPM-9 re hazardous waste mgt contingency 
plan St EP-OP-1 re LOCA. W/840305 ltr & 840323 release memo. 

THORNBERRY, R. C. , SCHUYLER, J, 0. Pacific Gas it Electric Co. 84/03/05. 

MARTIN, J.B Region 5, of Director. 200pp. 22971:286. 24X 

Fiche: 50-275. 34/c::,'0 5. 8 ’ 1 c .3. 


8404200020 Forwards public version of emergency plan implementing 
procedures, including Procedures EP 0P-3A re steam generator 
tube rupture, EP OP-8 re control room inaccessibility & 

EP R-1 re personnel injury/exposure. 

SCHUYLER, J. 0. Pacific Gas Z. Electric Co. 84/03/26. MARTIN, J.B. 
Region 5, Office of Director. 6pp. 24160:001. 24X 

Fiche: 50-275. 84/03/26, 8404200020. 


'f Horizontal Flexibility of Annulus 
Attac hed Piping Z 
Item 2, "24 Hertz 

84/03/ 16. KNIGHTON, G. W. 
4X Fiche: 50-275,84/03/16, 


S404200027 Public version of emergency plan implementing procedures, 
including Procedures EP 0P-3A re steam generator tube 
rupture, EP OP-8 re control room inaccessibility St EP R-1 re 
personnel in jury/e xposure, 

* Pacific Gas Z Electric Co. 84/03/26. 300pp. 24160:006. 24X 

Fiche: 50-275, 84/03/26,8404200020. 


Board Notification 84-060: forwards NUREG-0675 (SSER 22) re 
allegations concerning f ac il ities, Rept provides criteria 
applied in prioritizing resolution of all eg at i ons , espec iai ly 
resolutions prior to low power Z full power decisions. 

EISENHUT, D. G. Division of Licensing. 84/03/20. PALLADINO. 
GILINSKY, ROBERTS Commissioners. 3pp. 22861 271 24X 

Fiche: 50-275, 84/03/20, 8403140253. 


Forwards Rev 2 to San Luis Obispo County emergency response 

SCHUYLER, J. 0. Pacific Gas *< Electric Co. 84/03/29. MARTIN, J. B. 
Region 5. Office of Director. Ip. 22863:307. 24X 

Fiche; 50-275, 84/03/29, 8404030455, 


—8404030459 Rev 2 to San Louis Obispo County nuclear power 
emergency response plan. 

MANKINS,H. D. San Luis Obispo, CA. 84/01/31. 392pp. 

24X Fiche: 50-275, 84/03/29, 8404030455. 


plant 

22863:308. 
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8404090148 Foruiards update St summary status of corrective actions for 
12 deficiencies reported in 811117 1229 memos re offsite 

emergency preparedness Deficiencies satisfactorily 
resolved. 

KRIMMjR.W. Federal Emergency Management Agency. 84/04/02. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 15pp. 22939:170. 24X Fiche; 50-275, 

84/04/02, 8404090148. 


— 8404090153 Evaluation of Diablo Canyon Nuclear Generating Station 
821020 emergency response plan exercise. 

* Federal Emergency Management Agency. 82/11/10. 37pp. 

22939:185. 24X F i c he : 50-275, 84/04/02, 8404090148. 


8404240403 Forwards IE Insp Repts 50-275/84-02 50-323/84-02 on 

840101-0204 fj. notice of violation. Efforts 8< plans to control 
schedular pressure work activities should be addressed in 
response to violations. 

BISHOP, T, W. Division of Res id ent, Reactor Project & Engineering 
Programs. 84/04/04. SCHUYLER, J, □. Pacific Gas Electric Co. 2pp. 
24179: 299. 24X Fiche: 50-275, 84/04/04, 8404240403. 


—8404240419 IE Insp Repts 50-275/84-02 Ic 50-323/84-02 on 840101-0230. 
Noncompliance noted : red undant fans in control room 
ventilation sys aligned to same vital bus & failure to 
follow procedures for welding & bolting activities. 

MENDaNCA,M., PADQYAN, M. L. . CANTER, H.L, Region 5, Office of 
Director. 84/04/03. 52pp. 24179:303, 24X Fiche: 50-275, 84/04/04, 

8404240403. 


8404200052 Advises that upgrading of emergency support facilities 
complete, per License Condition 2. C. (8) 8, Suppl 1 to 
NUREG-0737. Return receipt requested. 

SCHUYLER, J. O. Pacific Gas Electric Co. 84/04/16 KNIGHTON. G. W. 
Licensing Branch 3. Ip. 24119:112. 24X F i ch e: 50-275, 84/04/16, 

8404200052. 


8404270210 Forwards Rev 11 to security plan. Rev withheld (ref 
10CFR73. 21). 

SCHUYLER, J. 0. Pacific Gas Electric Co. 84/04/19. MARTIN, J. B. 
Region 5, Office of Director, 2pp. 24215:275. 24X 

Fiche: 50-275, 84/04/19, 8404270210. 


B404300136 Submits updated response to IE Bulletin 83-08, "Electrical 
Circuit Breakers W/Undervoltage Trip Feature in Use in 
Safety-Related Application, ..." No subj breakers in use. 

Revised emergency implementing procedures end, 

SCHUYLER, J. 0. Pacific Gas S< Electric Co. 84/04/24. Record 
Services Branch (Document Control Desk). 2pp. 24225:237. 24X 

Fiche: 50-275, 84/04/24, 8404300136. 


— 8404300137 Revised emergency plan implementing procedures, including 
Rev 1 to Procedure EP 0P-18A re loss of charging, Rev 1 to 
Procedure EP 0P-18B re loss of normal letdown Rev 1 to 
Procedure EP G-5 re evacuation of nonessential personnel. 

* Pacific Gas Electric Co. 84/04/25 116pp. 24225:239. 24X 

Fiche: 50-275, 84/04/24, 8404300136, 


G. Adjudicatory correspondence 


8403120006 Answer opposing Joint Intervenors 840214 motion to augment 
or reopen record on design QA, Motion should be denied in 
entirety. Certif icate of Svc end. 

NORTON, B. Pacific Gas Electric Co. DSB 380. 84/03/06. Atomic 

Safety and Licensing Appeal Panel. 23pp. 22956; 189. 24X 

Fiche: 50-275,84/03/06, 8403120006. 


— 8404090491 Affidavit of RC Anderson, MJ Jacobson, ME Leppke ?k LE Shipley 
re design QA. Prof qualifications end. 

ANDERSON, R. C. , JACOBSON, M. J. , LEPPKE, M. E. Pacific Gas «< Electric 
Co. 84/03/05. 9Spp. 22957:160, 24X Fi c h e : 50-275, 84/03/06, 

8403120006, 


8404040366 Answer in opposition to Joint Intervenors 840222 motion to 
reopen record on issue of const QA S( licensee character 
competence. Motion untimely St allegations unjustified. 

Affidavits end 

NORTON, B. Pacific Gas 8< Electric Co. NORTON, B. Norton, Burke, 

Berry French. DSB 300. 84/03/19. Atomic Sa-etu ,3nc Lice-'-irg 

Appeal Panel. 26pp. 22891:001, 24X Fiche; 50-275- 84/.-);3/:-. 

8404040366, 


— 8404040370 Affidavit of J Arnold, DR Cady,RG Fink,HW Karner & 

RA Torstrom on Joint Intervenors allegations re weld 
qual if ication. 

ARNOLD, J, Pacific Gas & Electric Co. CADY, D. R. Bechtel Corp. 
KARNER, H.W. Pullman, Inc. 84/03/19. 67pp. 22891:028. 24X 

Fiche: 50-275, 84/03/19, 8404040366. 


--B404040375 Affidavit of GD Larson & DR Cady on valve wall thickness 
of RCPB valves. 

LARSON, G.D. Pullman, Inc. CADY, D. R. Bechtel Corp 84/03/16. 
7pp. 22891:095. 24X Fich e: 50-275, 84/03/ 19, 8404040366. 


--8404040377 Affidavit of DR Geske re valve exam by ultrasonic sound 
techniques. 

GESKE, D.R. Pullman, Inc, 84/03/17. 20pp. 22891:102. 24X 

Fiche; 50-275. 84/03/19, 8404040366. 


— 8404040381 Affidavit of CM Neary.FJ Lyautey JP Watson on Joint 
Intervenors allegations re welder qual i f i cat ion testing. 
NEARY.C.M, , LYAUTEY, F. J, , WATSON, J. P. Pullman, Inc. 84/03/19. 
10pp. 22891:122. 24X Fi c he : 50-275, 84/03 / 19. 8404040366. 


— 8404040386 Affidavit of FC Breismeister, CM Neary.HW Karner RD Kerr on 
Joint Intervenors allegations re welding. 

BREISMEISTER, F. Bechtel Corp. NEARY.C.M., KARNER, H. W. Pullman, 

Inc. 84/03/19. 95pp. 22891:132. 24X Fi che: 50-275, 84/03/19, 

8404040366, 


— 8404040390 Affidavit of D Stupi in response to S Lockert allegation 
contained in Joint Intervenors motion as JI 41. 

STUPI, D. Pacific Gas i>. Electric Co. 84/03/19, 13pp. 22891:229. 

24X Fiche : 50-275, 84/03/19, 8404040366. 


— 8404040391 Affidavit of DR Geske re welder qualification. 

GESKE, D.R. Pacific Gas Electric Co. 84/03/18. 5pp. 22891:242. 
24X Fiche; 50-275, 84/03/19, 8404040366. 


— 8404040393 Affidavit of HW Karner 8< RD Etzler re const QA. 

KARNER, H. W. Pullman, Inc. ETZLER.R. D. Pacific Gas 8< Electric Co. 

84/03/19. 49pp. 22891:247. 24X Fiche: 50-275, 84/03/19, 

8404040366. 


— 8404040396 Affidavit of ML Andrews in response to Hudson 840131 
affidavit as contained in Joint Intervenors 840222 motion on 
const QA. 

ANDREWS, M.L. Pullman, Inc. 84/03/16. 3pp. 22891:296. 24X 

Fiche. 50-275, 84/03/19, 8404040366. 


— 8404040398 Affidavit of PL Steiger re const QA. 

STIEGER-P.L. Pullman, Inc. 84/03/19. 3pp. 22891:299. 24X 

Fiche: 50-275. 84/03/19, 8404040366. 


— 8404040403 Affidavit of R Nolle in response to S Lockert misquoting of 
remarks made during discussion referred to in Joint 
Intervenor Allegation 131. 

NOLLE, R. Pullman, Inc. 84/03/19. 5pp. 22891:302. 24X 

Fiche: 50-275, 84/03/19, 8404040366, 


— 8404040405 Affidavit of A Savacool responding to S Lockert allegations 
re remark requesting access to welder insp test records. 

SAVACOOL, A. Pullman, Inc. 84/03/19. 3pp. 22891:307. 24X 

Fiche: 50-275, 84/03/19, 8404040366, 


— 8404040408 Affidavit of F Lyautey denying Allegation 6 that author 
informed NRC that S Lockert quit job. 

LYAUTEY, F. Pullman. Inc. 84/03/17. 2pp. 22891:310. 24X 

Fiche: 50-275, 84/03/19, 8404040366. 


— 8404040410 Affidavit of RL Mar k s, pr ovi d ing accurate definition of 
Pullman Power Products quality intentions, 

MARKS. R.L. Pacific Gas Electric Co. 84/03/19. 7pp, 22891:312. 
24X Fiche; 50-275, 84/03/19, 8404040366. 


— 8404040412 Affidavit of MW Stephens re Joint Intervenors Allegations 
123 St 125. 

STEPHENS, M. W. Pacific Gas «< Electric Co. 84/03/19. 7pp. 
22891:319. 24X F i c h e : 50-275, 84/03/19, 8404040366. 


—8404040413 Affidavit of D Geske, J Ouyler.A Eck.M MacCrae 8< H Karner 
addre ;sing allegations re QA/QC insps Xt auditing performed 
by Pullman Power Products Corp. 

GESKE, D. Pacific Gas St Electric Co. GUYLER.J. , ECK, A. Pullman, 
Inc. 84/03/17. 56pp, 22891:326. 24X Fiche: 50-275, 84/03/ 19, 

8404040366, 


--S404040414 Affidavit of HR Arnold, FC Breismeister RK Rhodes re 
allegations that procedures may be unreliable due to 
manipulation of procedure qualification tests. 

ARNOLD, H. R, H,P. Foley Construction Co, BREISMEISTER, F. Bechtel 
Corp. RHODES, R.K, Pacific Gas St Electric Co. 84/03/16. I6pp. 
22892:022. 24X F i ch e : 50-275, 84/03/19, 8404040366. 


— 8404040415 Affidavit of D Backes re const QA. 

BACKES, D. Foley, Inc, 84/03/16, 2pp. 22892:038. 24X 

Fiche; 50-275, 84/03/19, 8404040366. 


— 8404040419 Affidavit of DA Rockwell St LR Wilson re const QA. 

ROCKWELL, D. A. Pacific Gas fk Electric Co. WILSON, L.R. H. P, Foloij 
Construction Co. 84/03/18. 10pp. 22892:040. 24X 

Fiche: 50-275, 84/03/19, 8404040366. 
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— 9404040418 Affidavit of RT Knoules in respons4B to unfoundedi anonymous 
Allegation 109 as contained in Joint Interveners motion. 

KNOWLES* R. T. HP. Foley Construction Co. 84/03/17. 3pp. 

22892: 050. SAX Fiche: 50-275* 84/03/19* 8404040366. 


— 8404040424 Affidavit of DG Dunnum in response to Joint Intervener 
allegation on Page 31 of 840116 motion & supporting 
statement on Page 5 of anonymous affidavit. 

DUNNUM, O.G. H. P. Foley Construction Co. 84/03/19. 3pp. 

22992: 053. 24X Fiche; 50-275, 84/03/19, 8404040366. 


— 8404040417 Affidavit of MR Tresler.LR Wilson, HW Karner St JK McCall re 
const QA. 

TRESLER, M. R. Pacific Gas & Electric Co. WILSON, L. R. H. P. Foley 
Construction Co. KARNER, H. W, Pullman. Inc. 84/03/19. 5pp. 

22892: 056. 24X Fiche; 50-275, 84/03/19, 8404040366. 


8404040346 Renews req,uest that NRC vote on util application for 
reinstatement of suspended low power OL be held in San Luis 
Obispo, CA to permit persons most affected by decision to 
observe deliberations & vote. 

REVNOLDS, J. R. Center for Law in the Public Interest. REYNOLDS, J. R . 
Joint Intervenors - Diablo Canyon. DSB 302. 84/04/02. 

PALLADINO, N. , GILINSKY, V. , ROBERTS, T, Comm i ss i oners. 2pp. 

22892; 1 25. 24X Fiche: 50-275, 84/04/02, 8404040346. 


6404100157 Forwards Council Resolution 1865 stating concerns re San 
Luis Obispo County emergency response plan. City of Pismo 
Beach considers plan inadequate S< assumes no responsibility 
for liabilities associated lu/plan. 

WILLIAMS. E. Pismo Beach, CA. DSB 394. 84/04/02. PALLADINO, N. J. 

Commissioners. 5pp. 22963:239. 24X Fiche ; 50-275, 84/04/02, 

8404100157. 


— S404040421 Affidavit of RD Etzler on allegations re const QA. 
ETZLER.R. D. Pacific Gas Electric Co. 84/03/17. 3pp. 
22892:061. 24X Fi c he; 50-275, 84/03/19, 8404040366. 


—8404040423 Affidavit of M Tresler.FC Breismeister, RD Kerr 8c CH Nichols 
on Joint Intervenors allegations re const QA. 

TRESLER, M., KERR, R. D, Pacific Gas & Electric Co. BREISMEISTER. F. 
Bechtel Corp. 84 /03/19. 6pp. 22892:064 . 24X 

Fiche. 50-275, 84/03/19, 8404040366. 


— 8404040420 Affidavit of HW Karner & P Dawson on Joint Intervenors 
allegations re const QA. Certificate of Sve end. 

KARNER, H.W., DAWSON, P. Pullman, Inc. 84/03/18. 55pp. 22892:070. 

24X Fiche; 50-275. 84/03/19, 8404040366. 


8404100203 Petition to review ALAB-763 re 840320 decision to uphold 
adequacy of plant design. ASLB decision steps away from 
principle that license is privilege to be granted only when 
stds met. Certificate of Sve end. 

REYNOLDS, J. R. Joint Intervenors — Diablo Canyon. REYNOLDS, J. R 
Center for Law in the Public Interest. DSB 392. 84/04/05. 13pp. 

22963:071. 24X Fi ch e ; 50-275, 84/04/05, 84041 00203. 


8404090414 Ansuer in opposition to Joint Intervenors 840320 renewal of 
application for stay. Joint Intervenors failed to satisfy any 
of four criteria of 10CFR2. 7SS{ e ) & motion should be denied 
in entirety. Certificate of Sve end. 

LUBBOCK. D. G, Pacific Gas & Electric Co. DSB 379. 84/04/06. 

Commissioners. 10pp. 22952:338. 24X Fi ch e; 50-275, 84/04/06, 

8404090414. 


8403140250 Board Notification 84-065: forwards supplemental 10CFR2. 206 
petition to defer decision re low power OL, made by Govt 
Accountabil ity Project on behalf of San Luis Obispo Mothers 
for Peace et al . Di s tri but i on list end. 

EISENHUT, D. G. Division of Licensing. 84/03/28. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 4pp. 22859: 145. 24X 

Fiche; 50-275, 84/03/28, 8403140250. 


— 8404030427 Forwards 840301 petition to defer decision to grant low 
power OL, per 10CFR2. 206, w/Attac hments 1-17. Three documents 
end not included in petition filed on 840202. 

CLEWETT, J. Government Accountabi lity Project. 84/03/02. 

BISHOP, T, Region 5, Office of Director. Ip. 22859:149. 24X 

Fiche: 50-275, 84/03/28, 8403140250, 


— 8404030437 Petition per 10CFR2. 206 to defer decisions to grant low 
power OL until listed actions complete. 

DEVINE, T, M. , CLEWETT, J. Government Accountab ility Project. 
PONIEUR.R. Friends of the Earth. 84/03/01. Commissioners. 
451pp. 22859:150, 24X Fiche; 50-275, 84/03/28, 8403 1 40250. 


3404040149 Submits list of items Commission should act on re delay in 
1 ic ensi ng. ACRS should be asked to comment on seismic study 
license condition at plant. Prompt meeting should be 
scheduled w/Quadrex to discuss NSC audit, 

GILINSKY, V, Commissioners. DSB 273. 84/03/28. Commissioners. 

Ip 22886:341. 24X Fiche: 50-275, 84/03/28, 8404040149. 


8404030051 Forwards responses to Govt Accountabi 1 i ty Project 840202 
10CFR2, 206 petition, 

BRAND, D. A. Pacific Gas Electric Co. 84/03/29. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 20pp. 22853:200. 

24X Fiche: 50-275, 84/03/29, 8404030051. 


—8404030079 Affidavit of JD Shiffer.JM Gisclon.KC Doss, JB Hoch, 

RC Thornberry & RK Rhodes in response to allegations 
contained in Govt Accountability Project 840202 10CFR2. 206 
petition. Certificate of Sve end, 

SHIPPER, J, D. , GISCLON, J. M. , DOSS, K.C. Pacific Gas & Electric Co. 
84/03/29. 21pp. 22853:220. 24X Fi che: 50-275> 84/03/29, 8404030051. 


8404040^0 Request for extension of time until 840411 to file response 
to Joint Intervenors motion to reopen record on const QA. 

Certificate of Sve end. 

CHANDLER, L, J. Hearing Branch 2. DSB 278, 84/04/02. Atomic 

Safety and Licensing Appeal Panel. 4pp. 22880:178. 24X 

Fiche: 50-275, 84/04/02, 8404040180. 


8404040187 Answer opposing Joint Intervenors 840320 renewal of 
application for stay, initially filed on 831 031. Renewal 
premature. Certificate of Sve end, 

CHANDLEI^, L. J. Hearing Branch 2. DSB 281. 84/04/02. 4pp. 

22880; 296. 24X Fiche: 50-275, 84/04/02, 8404040187. 


8404100275 Motion for leave to file end supp 1 to pending 840214 motion 
to augment or reopen record. 

REYNOLDS, J, R. Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 

Center for Law in the Public Interest. DSB 414. 84/04/06. Atomic 

Safety and Licensing Appeal Panel. 5pp. 22960:088. 24X 

Fiche; 50-275, 84/04/06, 8404100275. 


— 8404100279 Suppl to pending 840214 motion to augment or reopen record. 
Certificate of Sve end. 

REYNOLDS, J. R, Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. 84/04/06. Atomic Safety 
and Licensing Appeal Panel. 70pp. 22960:093. 24X 

Fiche; SO-275, 84/04/06, 8404100275. 


8404100284 Notifies of error in Attachment A of answer to Joint 
Intervenors motion to reopen record on design QA. Tube 
steel used for const of pipe supports of radii less than 2T. 
Certificate of Sve end. 

NORTON, B. Pacific Gas & Electric Co. DSB 403. 84/04/07, 

MOORE, T.S., BUCK, J, H. , JOHNSON, W.R. Atomic Safety and Licensing 
Appeal Panel. 3pp. 22960:167. 24X Fiche; 50-275, 84/04/07, 

8404100284. 


8404100169 Requests transmittal of end 840406 memo re licensed reactor 
operator exams to all parties to all pending OL proceedings/ 
cases St to applicants in uncontested OL cases. Served on 
840409. 

GILINSKY, V. Commissioners. DSB 393. 84/04/09. CHILK, S. J, Office 

of the Secretary of the Commission. Ip. 22967:052. 24X 

Fiche; 50-000, 84/04/09, 8404100169. 


— 8404100175 Suggests that staff interpretation of 10CFR55. 25( b ) 
inconsistent u/terms of regulation re licensed reactor 
operator exams. Ac tual , not s imulator, opera tor experience 
required. 

FITZGERALD, J. A. Office of the General Counsel. 84/04/06. 
GILINSKY Commissioners. 2pp. 22967:053. 24X 

Fiche: 50-000. 84/04/09, 8404100169. 


8404100471 Forwards 840409 memo re licensed reactor operator exams. 
Commissioner Gilinsky refused to defer release of 840406 
memo. 

PALLADINO,M. J. Commissioners. DSB 423. 84/04/09. CHILK, S. J. 

Office of the Secretary of the Commission. Ip. 22976:306. 24-X 

Fiche; 50-000, 84/04/09, 8404100471. 


— 8404100484 Requests deferment on Commissioner Gilinsky request to 
serve Ofc of General Counsel 840406 memo re licensed reactor 
operator exams. Addl time needed to research background of 
inter pretation. 

PALLADINO, N. J. Commi ss ioners. 84/04/09, GILINSKY Commissioners. 
3pp, 22976:307. 24X Fi ch e; 50-000, 04/04/09, 8404100471 . 


B404110577 Order request ing , b y C. 0. B. 840418, proof that FEMA issued 
findings on adequacy of state emergency plan since ASLB 
820831 initial decision conditional ly authorizing 
full power OL. Served on 840411. 

SHOEMAKER, C. J, Atomic Safety and Licensing Appeal Panel. DSB 444, 
84/04/10. Office of the Executive Legal Director. 2pp. 
22999:270. 24X Fiche: 50-275, 84/04/ 10, 84041 10577. 
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8404120072 Renewal of 840320 application for stay by Commission of 
expected order reinstating suspended low power OL. Until 
Commission can make findings re operator q,u a 1 if i cat i oni no 
license may legally be i ssued. Certi f icate of Svc end. 

REYNOLDS/ J. R. Joint Intervenors - Diablo Canyon. REYNOLDS/ J. R. 
Center for Law in the Public Interest. DSB 466. 84/04/10. 

Commissioners. 16pp 24022:240. 24X Fich e ; 50~275/ 84/04/10* 

B4041 20072. 


8404120415 Forwards staff responses to questions in oral argument on 
Judge Moore opinion re ALAB--763. W/o enc Is. R e lated 
correspondence. 

CHANDLER, L. J. Hearing Branch 2. DSB 480. 84/04/11. MOORE* T. S. * 

BUCK* J. H. , JOHNSON, W.R, Atomic Safety and Licensing Appeal Panel. 
2pp 24025-115. 24X Fi c he: 50-275, 84/04/1 1 , 840412041 5. 


8404160040 Forwards rept of results of investigation re radii of tube 
steel used in piping supports less than 2T. No tube steel ui/ 
less than 2T radii used. Stokes allegation totally false. 
Certificate of Svc end, 

NORTON, B. Pacific Gas Electric Co. DSB 510. 84/04/11. 

MOORE, T.S., JOHNSON, W. R. , SUCK, J, H. Atomic Safety and Licensing 
Appeal Panel, llpp 24043:241. 24X Fiche : 50-275, 84/04/1 1, 

S404160040. 


8404170238 Answer opposing Joint Intervenors 840222 motion to reopen 
record on const QA Zt licensee character ?< competence. Motion 
fails to establish significant safety issues which would 
affect ASLAB dec is i ons. Cert if i cate of Svc end. 

CHA.NDLER* L. J. Hearing Branch 2. DSB 549. 84/04/11. Atomic 

Safety and Licensing Appeal Panel. SSpp. 24054: 173. 24X 

Fiche: 50-275* 84/04/11, 8404170230. 


8404130127 Forwards disclosure of misleading or false statements by 
NRC re f ac i 1 i ty . Rec or d before Commission distorted w/respect 
to evidence received from whistleblowers. Commission must 
resolve uncertainty re hardware not surrender. 

DEVINE. T. Government Accountability Project. DEVINE, T, San Luis 
Obispo Mothers for Peace. DSB 492. 84/04/12. PALLADINO* N. J. » 

GILI.NSKY, V. , ROBERTS,!. Commissioners. 11 pp. 24031:161. 24X 

Fiche. 50-275, 84/04/12, 8404130127. 

— 8404130131 Affidavit of S Lockert on evidence that util not responsible 
for requirements of code of FR re reporting defects & 
noncomp 1 iances. Re lated info end. 

LOCKERT* S, Government Accountability Project. 84/04/10. 176pp. 

24031:172. 24X Fi c h e : 50-275, 84/04/ 12, 8404130127. 

8404160214 Order extending time until 840504 for Commission to act to 
review ALAD— 756. Served on 840416. 

CHILK.S.J. Office of the Secretary of the Commission. DSB 534. 
84/04/13. PALLADINO, N. J. , OILINSKY, V. , ROBERTS, T. M. Commissioners. 

Ip. 24046:228. 24X Fic he: 50-275, 84/04/13* 8404160214. 


8404170319 Memorandum S: Order CLI-84-5 stating that Commission has 
determined that concerns which led to suspension of 
low-power license resolved Z>. license can be reinstated in 
entirety Served on 840413. 

CHILK.S.J. Office of the Secretary of the Commission. DSB 547. 
84/04/13. 35pp. 24060:077. 24X Fi che; 50-275, 84/04/13, 8404170319. 


8404170453 Forwards notarized signature of KC Doss for affidavit of 
JP Shiffer.JM Gisclon.KC Doss.JB Hoch.RC Thornberry & 

RK Rhodes served w/840329 Itr, Related correspondence. 

CRANE, P. A Pacific Gas Electric Co. DSB 567. 84/04/13, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
24059:064. 24X Fi c h e : 50-275, 84/04/13, 84041 70453. 


8404180296 Informs that implications of util use of tube steel in 
const of pipe supports w/radii of less than 2T not 
considered in NRC 840315 reply to Joint Intervenors motion 
to reopen or augment record on design QA. 

RUTBERG, J. Hearing Branch 2. DSB 617. 84/04/13. MOORE, T.S., 

JOHNSON, W, R. , BUCK, J. H. Atomic Safety and Licensing Appeal Panel. 
2pp, 24071:220 24X F i c he : 50-275, 84/04/ 13, 8404180296. 


8404180347 Forwards licensee submittal re effects of earthquake on 
emergency planning, per conversation w/P Kaufman. W/o end. 

Related correspondence. 

RUTBERG, J. Hearing Branch 2. DSB6ia. 84/04/13. STRUMWASSER, M. , 
DURBIN.S.L. , KAUFMAN, P. H. California, State of. 2pp. 24070:325, 
24X Fiche: 50-275, 84/04/13, 8404180347. 


8404230073 Requests extension until 840504 to file petition for review 
of ALAB-763 ?>, extension to page limits for petition. Related 
correspondence 

STRUMWASSER, M. California, State of, DSB 715. 84/04/13. CHILK, S. 

Office of the Secretary of the Commission, Ip. 24153:084. 24X 

Fiche: 50-275, 84/04/13, 8404230073. 


8404170120 Documents phone calls received on 840412 Zt 13 from listed 
residents of Diablo Canyon area expressing disapproval 
over decision to lift suspension of low power license. 

Served on 840416. 

DAVIS, P. Commissioners DSB 583 84/04/16. Commissioners. 2pp. 

24058:351. 24X Fi c he : 50-275, 84/04/ 16, 8404 1701 20. 


8404190124 Responds to Board 840410 request whether FEMA has issued 
findings on adequacy of state emergency response plan. 

R Kriinm interim findings submitted 81 1 1 17. Review to be 
completed in mid-May 1984. Related correspondence. 

LQCKE, R. F. Pacific Gas 8*. Electric Co. DSB 652. 84/04/18. 

MOORE, T. S. , BUCK, J, H. , JOHNSON, W. R. Atomic Safety and Licensing 
Appeal Panel. 2pp. 24103:213. 24X Fich e : 50-275, 84/04/18, 

8404190124. 


8404200012 Motion for extension of time to 840504 to answer Joint 
Intervenors 840405 petition for review of ALAB-763. 

Sufficient time not available to fully ?< properly address 
present petition for r evi ew. Cert i f icate of Svc end. 

MCGURREN, H. J. Hearing Branch 1. DSB 676. 84/04/18. Atomic 

Safety and Licensing Board Panel. 5pp. 24119:246. 24X 

Fiche: 50-275, 84/04/18, 8404200012. 


8404230155 Response to ASLAB 840410 order for staff position on whether 
staff 821112 appeal is moot. Appeal is not moot since FEMA 
rept on current status of offsite emergency preparedness 
does not satisfy c ond i t i on. W/svc list. 

HASSELL, D. F. Hearing Branch 1. DSB 741. 84/04/18. 60pp. 

24155:258. 24X Fi c h e ; 50-275, 84/04/18, 84042301 55. 


8404240084 Order extending time until 840514 for Commission to act to 
review Director's Decision DD-84-8. Served on 840423. 

CHILK.S. J. Office of the Secretary of the Commission. DSB 787, 
84/04/19. Commissioners, Ip. 24164:218. 24X 

Fiche: 50-275, 84/04/19, 8404240084. 


8404240186 Forwards response to ASLAB order re FEMA finding, 

REYNOLDS, J. R. Center for Law in the Public Interest. REYNOLDS, J. R. 
Joint Intervenors - Diablo Canyon. DSB 784. 84/04/19. MOORE, T. S. , 

JOH.NSON, W. R. , BUCK, J. H. Atomic Safety and Licensing Appeal Panel, 

Ip 24180:267. 24X F i c h e : 50-275, 84/04/ 19, 0404240186. 


— 8404240190 Response to ASLAB order requiring FEMA finding for State 
of CA emergency response plan. Issue not moot full power 
OL should not be i ssued. Certificate of Svc end. 

REYNOLDS, J. R. Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. 84/04/19. 5pp. 24180:268, 
24X Fiche; 50-275, 84/04/19, 8404240186, 


8404230137 Responds to 840413 request for extension until 840504 to 
file petition for review of ALAB-763 Zt for lifting of 
10 page 1 imi t. Pe t i t i on may be filed until 840427. Request to 
file 70 page petition d en i ed . Re 1 a te d correspondence. 

CHILK- S.J. Office of the Secretary of the Commission. DSB 716. 
84/04/20. STRUMWASSER, M. California, State of. Ip. 24153:282, 
24X Fiche: 50-275, 84/04/20,8404230137. 


8404240070 Informs that Commission 040403 requirements to serve 
licensee submittal re effects of earthquake on emergency 
planning on parties completed. 

RUTBERG, J. Hearing Branch 2. DSB 785. 84/04/20. CHILK*S. J. 

Office of the Secretary of the Commission. 2pp. 24164:298. 24X 

Fiche: 50-275, 84/04/20, 8404240078. 


8404260495 Answer to Joint Intervenors 840406 suppl to motion to 
augment or reopen record in design QA proc e ed i ng. Motion 
should be denied because concerns can be handled as normal 
part of regulatory review 

CRANE, P. A. Pacific Gas fy. Electric Co, DSB 837. 84/04/23, Atomic 

Safety and Licensing Appeal Panel. 4pp. 24214:209, 24X 

Fiche: 50-275, 84/04/23, 8404260495, 


8404260138 Forwards attachments to 840411 Itr re matters raised in 
Moore opinion in ALAD-763 

CHANDLER, L. J. Hearing Branch 2. DSB 825. 04/04/24. MOORE, T. S. * 

BUCK, J. H. , JOHNSON, W. R. Atomic Safety and Licensing Appeal Panel. 
2pp, 24207:011. 24X Fiche: 50-275* 84/04/24, 0404260138. 


8404260498 Notifies of potentially serious discrepancy re violations 
of min wall thickness on RCS p ip ing. Licensee S-month 
delay in reporting similar deficiency led to citation. 

DEVINE, T. San Luis Obispo Mothers for Peace, DSB 848. 84/04/25. 

PALLADINO. N. J. , OILINSKY* V., ROBERTS,!, Commissioners. 18pp. 
24215:033. 24X Fi c h e : 50-275, 84/04/25, 8404260498. 


8404270251 Response to Joint Intervenors 840406 suppl to motion to 
augment or reopen record on design QA. Staff has no objection 
to motion provided ASLAB considers listed board 
notifications. Certificate of Svc end. 

CHANDLER, L. J. Hearing Branch 2. DSB 064. 84/04/25. Atomic 

Safety and Licensing Appeal Panel. 4pp, 24223:037. 24X 

Fiche: 50-275, 84/04/25, 0404270251. 
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H, General correspondence 


8404130024 Responds to 840131 Itr re q.uality in design^ const> operation 
«< mgt of faci lity. Investigation! insp & evaluation of 
allegations being conducted. Commission will proceed w/ 
author i zation for low power operation after evaluation. 

DENTON! H. R. Office of Nuclear Reactor Regulation! Director. 

04/03/29. ENOLISHi C. English 8t Associates. 7pp. 24049:346 24X 

Fiche; 50-275! 84/03/2?! 8404130024. 


—8404130030 Discusses concern re quality in design! const! operation & 
mgt at faci lity . Uti 1 haste to build plant in disregard for 
NRC regulation 8< staffing w/inexperienced personnel is 
affront to regulatory process & public health & safety. 

ENOLISH/C. English & Associates. 84/01/31. PALLADINO! N. J. 
Commissioners. 2pp. 24049:353. 24X Fic he> 50-275. 84/03/29! 

84041 30024. 


84043000B4 Supports facility operation. Scaremongers afraid of every 
technological developement. Technology has proven ability to 
solve problems over time. 

OREENEi M. R. Affiliation Not Assigned. 84/04/23, NRC - No 
Detailed Affiliation Given. 3pp. 24225:152. 24X 

Fiche: 50-275. 84/04/23. 8404300084. 


0, Advisory Committee on Reactor Safeguards reports ?< correspondence 


8404040140 FR notice of ACRS Subcommittee on Diablo Canyon Nuclear 
Power Plant 840419 meeting in Washington. DC to review 
adequacy of small ^ large bore piping & QA documentation 
issues. 

CHILK.S. J, Office of the Secretary of the Commission. DSB 270. 
84/04/03. 2pp. 22886:259. 24X Fi che; 50-275. 84/04/03, 8404040140. 


0404100506 Propounds that low power operation acceptable ie will not 
compromise required corrective ac ti ons. Requ irement re hot 
shimming for closely spaced restraints on large bore piping 
merits further review, 

EQERSOCE* J, C. ACRS - Advisory Committee on Reactor Safeguards. DSB 
415. 84/04/09. PALLADINO, N. J. Commissioners. 3pp. 22977:017, 

24X Fiche: 50-275. 84/04/09. 8404100506. 


0404130428 Board Notification 84-077: forwards transcript of ACRS 
040406 meeting re resolution of concerns on small & large 
bore piping 4{ supp orts. incl ud ing design control measures. 
EISENHUT, D. 0. Division of Licensing. 04/04/11. PALLADINO 
Commissioners. 2pp. 24073:170. 24X Fich e : 50-275. 84/04/11, 

8404130428, 


P. Operating license stage documents correspondence 


8404020122 Responds to NRC questions re weld bevel angles & tube steel 
rad ius. Procedures used by Pullman on partial penetration 
welds produced effective throat dimensions compatible 
w/designer assumptions, 

SCHUYLER. J. 0. Pacific Gas Electric Co. 84/02/29. MARTIN, J. B. 
Region 5. Office of Director. 14pp, 22838:190. 24X 

Fiche; 50-275. 84/02/29.8404020122, 


8403210162 Ltr to all applicants for DLs it full power authori zations 
summarizing 040126 meeting in Bethesda.MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews & development of acceptable experience profile. 

HANNON. J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fic he : 50-000. 84/03/01. 8403210162. 


8404020036 Forwards 831027 interoffice memo which provides info re 
resolution of Nuclear Plant Problem Rept DC l-SS-MM— PO170 per 
040307 request concerning analysis of Code Class 2 piping 
flange s. 

SCHUYLER. U. 0. Pacific Gas it Electric Co. 84/03/08. MARTIN, J. B. 
Region 5. Office of Director. 2pp. 22B35: 138, 24X 

Fiche: 50-275. 84/03/08. 8404020036. 


8404020097 Forwards info requested on 840127 re welding of doubler 
plates on component cooling water <CCW) sys piping at HX. per 
Item 132 of SECY-84-61, Welding to CCW piping. while ays 
filled w/water. acceptable. 

SCHUYLER. U. 0. Pacific Gas it Electric Co. 84/03/08. MARTIN, J.B. 
Region S. Office of Director. 3pp, 22838: 286. 24X 

Fiche: 50-275, 84/03/08. 8404020097. 


8404020098 Notification of contract execution . Mod 16. to "Technical 
Assistance to Support NRC IE Personnel in Investigations 
of Incidents," Contractor : Parameter. Inc . 

WOLLETT.S, Division of Contracts. FIN B-1302. 04/03/08. BLAHA. U. 

Director's Office. Office of Inspection and Enforcement. LAUDAN. W, 
NRC - No Detailed Affiliation Given. Ip. 22070:167. 24X 

Fiche: 50-275, 84/03/08. 8404020098. 


— 8404020099 Mod 16, issuing Task Order 58 re technical assistance for 
NDE at Diablo Canyon. to "Technical Assistance to Support NRC 
IE Personnel in Invest i gat ions of Incidents. " 

LOFY, R. A. Parameter, Inc. MORTON, K. V. Division of Contracts. 
FIN B-1302. 84/03/08. 2pp, 22878:168. 24X Fich e : 50-275. 

84/03/08, 840402009B, 


8404050410 Staff requirements memo re 840319 briefing in Washing ton. DC 
on status of pending investigation on facilities. 

CHILK.S. J. Office of the Secretary of the Commission. 04/03/21. 
DIRCKS, W. J. Office of the Executive Director for Operations. 

PLAINS. H. H. Office of the General Counsel. ip. 22927:362. 24X 

Fiche : 50-275. 84/03/21 . 8404050410. 


8404020136 Suppls S40229 ltr re qualification of Bostrom-Bergen welding 
procedures, 

SCHUYLER. U, 0. Pacific Gas it Electric Co. 84/03/23. MARTIN. J. B. 
Region 5, Office of Director. 3pp. 22837; 177. 24X 

Fiche: 50-275. 84/03/23, 8404020136. 


8404110393 Advises Commission of Govt Accountability Project sudden 
refusal to make allegers voluntarily available for 
intervi ew, p er B40319 ?! 20 telcons. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/03/23, 3pp. 24005:269, 24X Fiche: 50-275. 84/03/23. 0404110393. 


8404090435 Responds to 831020 motion for revocation or continuation of 
suspension of low power 1 icense. Request denied for reasons 
stated in end Director's Decision DD-S4-8 under 10CFR2. 206. 

FR notice of issuance also end. 

DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. 84/03/26. REYNOLDS. J. R. Center for Law in the Public 
Interest. Ip. 22976:040. 24X Fiche: 50-275. 84/03/26. 8404090435. 


— 8404090438 Notice of issuance of Director's Decision DD-84-8. denying 
petition under 10CFR2. 206 filed by JR Reynolds et al.attys 
for Joint Intervenors to DL proceeding. 

DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. 04/03/26. Ip. 22976:041. 24X Fiche: 50-275. 

84/03/26. B404090435. 


— 8404090441 Director's Decision DD-84-S. deny ing counsel for Joint 
Intervenors 831020 10CFR2. 206 petition to revoke low power 
license or to continue suspension of license. 

DEYOUNG, R. C. Director's Office. Office of Inspection and 
Enforcement. 84/03/26. 17pp. 22976:042. 24X 

Fiche: 50-275, 84/03/26. 8404090435. 


8404120358 "Separate View of Commissioner Gil insky Reinstatement of 
Low Power OL at Diablo Canyon. " 

GILINSKY Commissioners. 84/03/27. Bpp. 24035:054. 24X 

Fiche: 50-275. 84/03/27. 8404120358. 


8404110602 Staff requirements memo re Commission 840327 discussion/ 
possible vote in Wash ing ton, DC on criticality it low power 
op erati on. 

CHILK, S. J. Office of the Secretary of the Commission. 84/03/29, 
DIRCKS. W. J. Office of the Executive Director for Operations. 

PLAI.NE. H. H. Office of the General Counsel. FRALEY. R. F. ACRS - 

Advisory Committee on Reactor Safeguards, 2pp, 24025:012. 24X 

Fiche: 50-275, 84/03/29. 8404110602. 


8404170050 Forwards 840301 10CFR2. 206 petition filed by Govt 
Accountabil i ty Project for San Luis Obispo Mothers for Peace 
as suppl to S40202 peti ti on. Response in writing under oath 
or affirmation by 840414 requested. W/o end. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
84/03/29. SCHUYLER. J. □. Pacific Gas it Electric Co. 4pp. 
24091: 274. 24X Fiche; 50-275, 84/03/29, 8404170050. 


8404170053 Ac k receipt of 840302 10CFR2. 206 petition filed on behalf of 
Ban Luis Obispo Mothers for Peace as suppl to 840202 
petition. Spec in writing of petition attachments, which 
should not be made publicly availab le. requested. 

DENTON, H. R, Office of Nuclear Reactor Regulation. Director. 

84/03/29. DEVINE. T.M.. CLEWETT.J. Government Accountability 
Project. 7pp. 24091:267. 24X Fiche: 50-275. 84/03/29. 8404170053. 


8403140258 Board Notification 84-069: forwards info re allegations Si 
other matters currently under review it evaluation by NRC 
concerning licensing actions. 

EISENHUT, D, G. Division of Licensing. 84/03/30. PALLADINO. 
GILINSKY. ROBERTS Commissioners. 3pp. 22902:229. 24X 

Fiche; 50-275. 84/03/30, 8403140258. 


—8404050307 Forwards preliminary comments Si questions derived from 
review of draft Insp Rept 83-37. Comments welcomed. 

MYERS. H. House of Rep.. Interior it Insular Affairs, 84/03/22. 
REHM. T. . EISENHUT. D. NRC - No Detailed Affiliation Given. 26pp. 
22902:252. 24X Fi ch e; 50-275. 04/03/30. 8403140258. 
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— 8404050309 QA program description for Diablo Canyon Nuclear Pouer 
Plant. 

FISHER. R. Pullman. Inc. 78/11/09. 269pp. 22903:010. 24X 

Fiche: 50-275.84/03/30, 840314025B. 


— 8404050318 Forujards response to NRC request to identify St provide 
basis for acceptance of melded ASTM A-325 bolting in pipe 
support design, per 840119 site visit. 

SCHUYLER, J. 0. Pacific Gas Electric Co. 84/02/17. MARTir4, J. B. 
Region 5, Office of Director. 6pp- 22903:288. 24X 

Fiche: 50-275, 84/03/30, 8403140258. 


— 8404050323 Forwards addl info supplementing 840217 response to NRC 
request for info re use of melded ASTM A-325 bolting in 
pipe support design. 

SCHUYLER, U. 0, Pacific Gas Electric Co. 84/02/29. MARTIN, J. B. 
Region 5, Office of Director. 24pp. 22903:294. 24X 

Fiche: 50-275, 84/03/30, 8403140258. 


B404110361 Staff requirements memo on Commission 840326 discussion/ 
possible vote in Wash ington, DC re criticality lorn power 
operation. 

CHILK- S. J. Office of the Secretary of the Commission. 84/03/30. 
DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
24004:356 24X Fi c he : 50-275, 84/03/30, 84041 10361 . 


8404120056 Forwards application to amend License DPR-76, consisting of 
Amend Request 84-07, revising Tech Spec 4. 8 1. 1. 2. b. 7 re 
surveillance requirements for plant response to loss of 
diesel generator m/o offsite power, per Generic Ltr 83-30. 

BRAND, D. A. Pacific Gas •?'. Electric Co. 84/03/30. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director Ip, 24023- 078. 24X 

Fiche, 50-275, 84/03/30. 8404120056. 


— 8404120059 Application to amend License DPR-76, consi sting of Amend 
Request 84-07, revising Tech Spec 4, 8, 1. 1, 2. b. 7 re 
surveillance requirements for plant response to loss of 
diesel generator w/o offsite p omer , 

BRAND, D.A., CRANE, P. A. Pacific Gas & Electric Co. 84/03/30 Ip. 
24023:079. 24X F i c he : 50-275, 84/03/30, 8404120056 


— 8404120061 Proposed Tech Spec 48. 1, 1,2 re surveillance requirements 
for plant response to loss of diesel generator w/o offsite 
power. 

* Pacific Gas Hi Electric Co. 84/03/30. 5pp, 24023:080. 24X 

Fiche: 50-275, 84/03/30, 8404120056. 


8404120089 Forwards application for amend to License DPR-76, chang ing 
Tech Specs re radiation H/. accident monitoring 
instrumentation 8< combustible gas control, per Generic Ltr 
83-37, 

BRAND, D. A. Pacific Gas Electric Co. 84/03/30. DENTON, H.R. 

Office of Nuriev-" Pparto" Ppq u la *■ i rn • Director Ip, 24023:169. 24X 

Fiche: 50-;:75,0-i, :;3/ 'f: ^ -C-: :r::c79 


— 8404120098 Application for amend to License DPR-76, changing Tech Specs 
re radiation J,. accident monitoring instrumentation 8< 
combustible gas control. 

BRAND, D.A. Pacific Gas & Electric Co. 84/03/30. Ip. 24023:169. 
24X Fiche: 50-275, 84/03/30, 8404120089. 


— 8404120111 Proposed Tech Spec re rad iation/acc id rnt moni ter ing 
instrumentation ?•: combustible gas control, per NURc'.G-073/, 

Item II, F. 1 & II. F. 2, 

* Pacific Gas ?< Electric Co. 84/03/30, 13pp, 24023:170. 24X 

Fiche: 50-275, 84/03/30, 8404120089, 


8404120166 Forwards application for amend to License DPR-76, consisting 
of License Amend Request 84-05, rep lac ing Tech Specs 
3.7-3 S( 3.7-4 w/current info re snubbers. 

BRAND, D. A. Pacific Gas 8/ Electric Co. 84/03/30. DENTON, H.R, 

Office of Nuclear Reactor Regulation, Director. Ip, 24013:101, 24X 

Fiche: 50-275, 84/03/30, 8404120166. 


— 8404120169 Application for amend to License DPR-76, consisting of 
License Amend Request 84-05, rep lac ing Tech Specs 3.7-3 %>, 

3.7-4 w/current info re snubbers. 

BRAND, D.A., CRANE, P. A. Pacific Gas & Electric Co. 84/03/30. 4pp. 
24013:102, 24X Fi che : 50-275, 84/03/30, 8404120166, 


— 8404120173 Proposed Tech Specs 3 7-3 & 3, 7-4, updating info re snubbers. 
« Pacific Gas Hi Electric Co. 84/03/30, 3pp, 24013:106. 24X 

Fiche: 50-275, 84/03/30, 8404120166. 


8404120308 Forwards application to amend License DPR-76, consisting of 
License Amend Request 84-08, revi s ing Tech Specs to allow 
200 h per yr containment purge limitation to be in effect 
beginning at initial criticality. 

BRAND, D.A, Pacific Gas & Electric Co. 84/03/30. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24022:160. 24X 

Fiche: 50-275, 84/03/30,8404120306, 


— 8404120310 Application to amend License DPR-76, consisting of License 
Amend Request 84-08, revising Tech Specs to allow 200 h per 
yr containment purge limitation to be in effect beginning at 
initial criticality, 

BRAND, D. A., CRANE, P. A. Pacific Gas & Electric Co. 84/03/30. Ip. 
24022:161. 24X Fi che : 50-275, 84/03/30, 8404 120308. 


— 8404120312 Proposed Tech Spec 3. 6. 1, 7, allowing 200 h per yr containment 
purge limitation to be in effect beginning at initial 
criticality. 

* Pacific Gas 8,. Electric Co. 84/03/30, 2pp. 24022: 162, 24X 

Fiche: 50-275, 84/03/30, 8404120308. 


8404160191 Notification of 840402 meeting w/util in San Francisco. CA 
to discuss responses to concerns by I Yin raised at 840328 
meeting . 

SCHTERLING. H. Licensing Branch 3, 84/03/30, KNIGHTON, G, W. 

Licensing Branch 3. 4pp. 24163:178. 24X Fi c h e : 50-275, 84/03/30, 

8404160191. 


8404130009 Ac k receipt of NRC 840329 ltr forwarding addl Govt 
Accountabil ity Project 10CFR2. 206 petition & record of 
understanding reached w/EG Case. 

SCHUYLER, J. 0. Pacific Gas 8 Electric Co. 84/04/03. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. Ip. 24031:125. 24X 

Fiche: 50-275, 84/04/03, 8404130009. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for DLs holders of CPs re interim procedures 
for NRC mgt of plant-specific back fi tt ing. Sve list end. 

EISENHUT, D, G, Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264, 24X 

Fiche: 50-000, 84/04/04, 8404040256, 


8404130380 Staff requirements memo re 840403 af f i rmat i on/d i sc us s i on 8f 
vote in Washing ton, DC on SECY-84~70, "Consideration of 
Complicating Effects of Earthquakes on Emergency Planning at 
Diablo Canyon. " 

CHILK,S.J. Office of the Secretary of the Commission. 84/04/04. 
Office of the Secretary of the Commission, Ip, 24036:017, 24X 

Fiche: 50-275, 84/04/04, 8404130380. 


3404190003 Responds to Board Notification 84-071 issues re draft 
investi gation/insp rept discussed at 840328 Hi 0402 meetings. 
Cross-reference between jjssues (k util responses end. End 
info also forwarded to ACRS for presentation on 840406. 

SCHUYLER, J. 0, Pacific Gas «< Electric Co, 84/04/04. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director, 121pp. 24104:030, 

24X Fiche: 50-275, 84/04/04, 8404190003, 


8404100353 Forwards responses to 831101 Generic Ltr 83-37, "NUREG-0737 
Tech Specs," re guidelines for changes required for 
implementation after 811231. 

SCHUYLER, J, 0. Pacific Gas Hi Electric Co, 84/04/05. EISENHUT, D, G. 
Division of Licensing. 6pp, 22971:172, 24X Fiche: 50-275, 84/04/05, 

8404100353. 


8404190224 Forwards response to issues identified during 840228-29 
audit exit interview re analysis Hi qual i f i c at i on of annulus 
structure frani-c oyn Ac k of receipt of matl requested. 

SCHUYLER, J. l: Gas Hi Electric Co, 84/04/05, KNIGHTON. 0. W. 

Licensing Branch 3, I2pp, 24101:025, 24X Fiche: 50-275, 84/04/05, 

8404190224. 


8404130428 Board Notification 84-077: forward s transcript of ACRS 
840406 meeting re resolution of concerns on small large 
bore piping supp orts, inc lud ing design control measures. 
EISENHUT, D. G, Division of Licensing. 84/04/11. PALLADINO, 
OILINSKY, ROBERTS Commissioners, 2pp, 24073:170, 24X 

Fiche: 50-275, 84/04/11, 8404130428. 


8404130420 Board Notification 84-079: forward s addl questions {k comments 
from H Meyers of House Subcommittee on Interior & Insular 
Affairs re Pullman audit. 

EISENHUT, D. G, Division of Licensing. 84/04/12, PALLADINO, 

GILINSKY, ROBERTS Commissioners. 8pp. 24094:023. a4X 
Fiche: 50-275, 84/04/12, 8404130420, 


8404170116 Requests that NRC ack receipt of 830810 ltr submitting 
status rept on actions required for operational readiness, 

All actions re containment integrity prior to plant heatup 
complete. W/o end. Related correspondence. 

SCHUYLER, J. 0. Pacific Gas & Electric Co. DSB 587, 84/04/12. 
KNIGHTON, G. W. Licensing Branch 2. Ip. 24051:199. 24X 
Fiche: 50-275, 84/04/12, 0404170116, 


0404170454 Provides status of actions required for operational 
readiness. All action associated w/testing operability of 
penetrations providing acceiss from containment atmosphere to 
outside atmosphere completed. 

SCHUYLER, U. 0. Pacific Gas Electric Co. 84/04/12. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 24054:341. 24X F ic he : 50-275. 84/04/12, 

8404170454. 
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8404200363 Informs Commission of NRC approach to safety reviews on 
risks of low power operation & recent reviews addressing 
risks to public re low power operation addressed at S40326 
briefing. 

DIRCKSi W, J, Office of the Executive Director for Operations. 
SECY-S4-156. 84/04/12. 26pp. 24159:258. 24 X Fi c he: 50-275, 
84/04/12. 8404200363. 


8404130422 Board Notification 84-081 : forward s Govt Accountability 
Project 840412 submittal re 10CFR2. 206 peti tion. Petition 
initiates certain relief prior to low power license 
decision ?« is based on alleged false statements by NRC. 

EISENHUT, D. G. Division of Licensing. 84/04/13. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 2pp. 24072:340. 24X 

Fiche: 50-275. 84/04/13.8404130422 


— 8404180367 "QA Rept of Crack in Steam Generator Feedwater Nozzle to 
Pipe Weld ^Generator 1-2). " Related info end. 

RUNYAN, vl.P. M. W, Kellogg Co. 77/04/12. 20pp. 24073:031. 24X 

Fiche: 50-275, 84/04/13. 8404130422. 


— 8404180370 "Failure Analysis of Cracked Field Weld 212. Steam Generator 
1-2 Nozzle- to-Pipe Weld. " 

FRIEDRICH.S. J. . IVY, S. T. Pacific Gas 8^ Electric Co. 411-77.55. 
77/09/26, 41pp. 24073; 051. 24X Fiche; 50-275. 84/04/13. 8404130422. 


— 8404180373 "Metallurgical Exam, Cracked Field Weld 212 Feedwater Pipe 
to NozzleiSteam Generator 1-2." Related info end. 

CAUGHEY, R. H. Pullman, Inc. 77/06/23. 81pp. 24073:072. 24X 

Fiche: 50-275, 84/04/13, 8404130422. 


8404130432 Board Notification 84-082: forwards I Yin 840411 statement re 
conclusions ik recommendations of NRC review group that 
recently evaluated Yin concerns re QA break down. Related 
correspondence. 

EISENHUT, D. G, Division of Licensing. DSB 520. 84/04/13. 

PALLADINO. GILINSKY, ROBERTS Commi ss ioner s . 7pp. 24066:099. 24X 

Fiche: 50-275.84/04/13, 8404130432. 


8404180182 Submits notarized affirmation of KC Doss re util 840329 
response to 10CFR2. 206 petition by Govt Accountability 
Project dtd 840202 

CRANE.P.A. Pacific Gas Ss Electric Co. 84/04/13 DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 24077:131, 
24X Fiche: 50-275,84/04/13,8404180182. 


8404250008 Foruards Amend S to License DPR-76 & safety evaluation. Amend 
changes Tech Specs to require certain actions if ocean water 
temp exceeds 64 F tn ensure adequate UHS capacity. 

KNIGHTON, G. W. Licensing Branch 3. 84/04/13. SCHUYLER, J. 0. Pacific 

Gas t< Electric Co. 5pp. 24212:069. 24X Fi ch e: 50-275, 84/04/ 13, 

8404250008. 


— 8404250009 Amend 8 to License DPR-76, consisting of changes to Tech 
Specs to require certain actions if ocean water temp exceeds 
64 F to ensure adequate UHS capacity. 

KNIGHTON, G. W, Licensing Branch 3, 84/04/13. 2pp, 24212:073. 

24X Fiche: SO-275, 84/04/13, 8404250008. 


— 8404250013 Safety evaluation supporting Amend 8 to License DPR-76. 

* Office of Nuclear Reactor Regulation, Director. 84/04/13. 2pp. 
24212: 082. 24X Fiche: 50-275, 84/04/13, 9404250008. 


8404250275 Staff requirements memo re 840413 discussion/possible vote 
in Wash ing ton, DC on Criticality & low power operation of 
Diablo Cany on. Commi ss ion approved, by 4 to 1 vote, order to 
reinstate OL. 

CHILK, S. J. Office of the Secretary of the Commission, 84/04/17. 
DIRCKS, W. U. Office of the Executive Director for Operations. Ip. 
24212:359, 24X Fiche; 50-275, B4/04/1 7, 8404250275. 


8404160147 Board Notificaiton 84-084: forwards 840412 rept re small it 
large bore piping issues raised by I Yin. Rept recommends 
specific actions be coopltted prior to issuance of full 
power license. 

EISENHUT, D. G. Division of Licensing, 84/04/18. BUCK, J. K. , 

MOORE, T.S., JOHNSON, W. R. Atomic Safety and Licensing Appeal Panel. 
14pp. 24215; 115. 24X Fiche: 50-275. 84/04/18, 8404160147. 


8404240556 Forwards Amend 9 to License DPR-76 8< notice of issuance ^ 
availability. Amend includes license conditions for seismic 
design bases revalidatxon program «t addl jet impingement 
analyses for certain lines per ALAB-763. 

EISENHUT, D. O, Division of Licensing. 84/04/18. SCHUYLER, J, 0 
Pacific Gas 8t Electric Co, 6pp. 24197:028. 24X 

Fiche: 50-275. 84/04/18. 8404240556. 


—8404240558 jftmend 9 to License DPR-76, consi sting of license conditions 
for seismic design bases revalidatxon program & addl jet 
impingement analyses for certain lines inside containment 
per ALAB-763. 

EISENHUT, D, G. Division of Licensing. 84/04/18. 2pp. 24197:033. 
24X Fiche: 50-275, 84/04/lB, 8404240556. 


— S4042405S9 Notice of issuance St availability of Amend 9 to License 
DPR-76, 

EISENHUT, D, 0. Division of Licensing. 84/04/18. 3pp. 24197:035. 
24X Fiche: 50-275, 84/04/ IB, 8404240556. 


Q. Inspection reports, IE Bulletins 8< corresp ond ence 


8404050285 Forwards IE Insp Rept 50-275/83-41 on 831127-1231 & notice 
of vi 0 1 at ion. W/o notice of violation. 

BISHOP, T. W. Region 5, Office of Director. 84/03/05. SCHUYLER, J. 0. 
Pacific Gas Se Electric Co. 2pp. 22899:249. 24X 

Fiche; 50-275, 84/03/05, 8404050285. 


—8404050287 IE Insp Rept 50-275/83-41 on 831 127-1231. Noncomp li ance 
noted; loss of source range monitors, equipment hatch opened 
during fuel load Sc failure to adhere to fire protection 
admin istrative procedures. 

MENDONCA, M. M. , PADOVAN, M. L. , CANTER, H. L. Region 5, Office of 
Director. 84/03/02. 13pp. 22899:251. 24X Fi c he : 50-275, B4/03/05, 

8404050285. 


8404020074 Forwards description of plan for addl investigation of 
Pullman weld ins pec t ors, p er 840229 interim response to 
SSER 21, Item 23. Results of investigation en c 1 . Response to IE 
840229 notice of violation will be provided by 840329. 

SCHUYLER, J. O. Pacific Gas Sc Electric Co. 84/03/23. MARTIN, J, B. 
Region 5, Office of Director. 6pp. 22338:226, 24X 

Fiche: 50-275.84/03/23, 8404020074. 


8402090047 IE Info Notice 84— 05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84—21, "Inadequate Shutdown Margin. " Svc list 
end . 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. S5pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8404030211 Ac k receipt of S4O301 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-275/83-40. 

BISHOP, T. W, Division of Res i den t. Reactor Project Sc Engineering 
Programs. 84/03/28. SCHUYLER, J. 0. Pacific Gas Sc Electric Co. Ip. 
22849: 005. 24X Fiche; 50-275, 84/03/28, 8404030211. 


— 8404030213 Responds to NRC 840131 Itr re violations noted in IE Insp 
Rept 50-275/83-40. Correct ive actions: 831227 interofc memo 
issued to all engineering disciplines covering procedures 
to revise existing files & prepare new files. 

SCHUYLER, J. 0. Pacific Gas & Electric Co. 84/03/01. MARTIN. J. B. 
Region 5, Office of Director. 4pp. 22849:006. 24X 

Fiche: 50-275, 84/03/28, 840403021 1. 


8403140247 IE Info Notice 84-22, “Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche : 50-000, 84/03/29, 0403140247. 


8404130003 Forwards response to 840229 notice of Severity Level IV 
violation noted in IE Insp Repts 50-275/83-37 & 

50-323/83-25. Weldments examined for acceptabil ity by 
qualified inspectors 5< necessary repairs will be made. 

SCHUYLER, J. O, Pacific Gas & Electric Co. 84/03/29. MARTIN, J. B. 
Region 5, Office of Director, 7pp. 24030:243. 24X 

Fiche: 50-275, 84/03/29, 8404130003. 


8404300145 Forwards EVam Rept 50-275/0L-84-01 on 840214-17. Fo ur senior 
reactor operator candidates met min quali f i cation 
requirements for licensing. 

BISHOP, T. W. Division of Res i d ent, Reac tor Project Sc Engineering 
Progrants. 84/03/30, SCHUYLER, J. □, Pacific Gas «< Electric Co. 2pp. 
24227; 344. 24X Fiche: 50-275, 84/03/30, 8404300145. 


—8404300146 Exam Rept 5O-275/OL-04— 01 on 840214— 17, Wr itten & oral exams 
administered to four senior reactor operator candidates. All 
candidates passed exams. Exam key end. 

ELIN, J. 0. , PATE, R. J. Region 5, Office of Director. 84/03/29. 

81pp. 24227:346. 24X Fi c he : 50-275, 84/03/30, 8404300145. 


8403140266 Board Notification 84-071 : forward s draft investigation rept/ 
insp rept & draft summary of findings resulting from 
followup of IT Yin allegations & NRC independent overview. 

EISENHUT, D. G. Division of Licensing. 84/04/03. PALLADINO, 

GILINSKY, ROBERTS Commissioners. 134pp. 22962:096. 24X 

Fiche: 50-275, 84/04/03, 8403140266. 
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8404100371 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
U/Undervoltage Trip Feature in Use in Saf ety-Related 
Applications Other Than Reactor Trip Sys. " Subj circuit 
breakers not used at facilities. 

SCHUYLER, J. 0. Pacific Gas & Electric Co. 84/04/04. Record 
Services Branch (Document Control Desk). Ip. 22968:362. 24X 

Fiche; 50-275, 84/04/04, 8404100371. 


8404240403 Forwards IE Insp Repts 50-275/84-02 Zi 50-323/84-02 on 
840101—0204 S' notice of violation. Efforts Z>. plans to control 
scheduler pressure Z'. work activities should be addressed in 
response to violations. 

BISHOP, T.W. Division of Res i d ent, Reactor Project Engineering 
Programs. 84/04/04. SCHUYLER, J. 0. Pacific Gas 8« Electric Co. 2pp. 
24179:299. 24X Fi ch e : 50-275, 84/04/04, 8404240403. 


— 8404240412 Notice of violation from insp on 840101-0204. 

CANTER, H.L. Region 5, Office of Director. 84/04/04. 2pp. 
24179:301. 24X Fiche: 50-275, 84/04/04, 8404240403. 


— 8404240419 IE Insp Repts 50-275/84-02 Zt 50-323/84-02 on 840101-0230. 
Noncompliance noted : redundant fans in control roa,-n 
ventilation sys aligned to same vital bus failure to 
follow procedures for welding & bolting activities. 

MENDONCA,M. , PADOVAN, M, L. , CANTER, H. L. Region 5, Office of 
Director. 84/04/03. 52pp. 24179:303. 24X Fiche: 50-275, 84/04/04, 

8404240403. 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cat i on of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness ?< Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp, 24066:164. 24X Fi c he : 50-000, 84/04/05, 8403140263. 


8404170158 Forwards response to violation noted in IE Insp Repts 
50-275/83-37 50-323/83-25 dtd 840229. Qua! i f i ed inspectors 

reinspected welds for ac c ep tab i I i ty . Related correspondence. 
SCHUYLER, J, 0. Pacific Gas S< Electric Co. DSB 569, 84/04/11. 

MARTIN, J.B, Region 5, Office of Director. Spp, 24050:267. 24X 

Fiche: 50-275, 84/04/ 1 1 , 84041701 58. 


8404170189 Supercedes 840329 submittal re violations noted in IE 
Investigation Repts 50-275/83-37 Za 50-323/83-24 concerning 
28 Pullman employees inspecting weldments before completion 
of tra ining. Related correspondence, 

SCHUYLER, J. 0, Pacific Gas Electric Co, DSB 568 84/04/11. 

MARTIN, J, B, Region 5, Office of Director. Spp. 24053:121. 24X 

Fiche: 50-275, 84/04/11, 8404170189, 


0403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
enc 1 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fic he : 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards S' Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees, " Svc list encl. 

GRACE, J, N. Division of QA, Safeguards St Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp 24163:205. 24X Fi c h e : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl, 
grace, J. N. Division of QA, Safeguards S< Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292, 24X Fi c h e : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems," Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness «t Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17. 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 5k Engineering 
Response (Post 830103). 84/04/18. ’ Consolidated Edison Co. of New 

York, Inc, 117pp. 24188:001, 24X Fiche: 50 - 000 , 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene— Propy lene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


S404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger V. Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/20, Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, S404160130. 


8404300136 Submits updated response to IE Bulletin 83-08, "Electrical 
Circuit Breakers W/Und ervo 1 tag e Trip Feature in Use in 
Saf ety-Related Application.,.." No subj breakers in use. 

Revised emergency implementing procedures end. 

SCHUYLER, U. 0. Pacific Gas S'. Electric Co. 84/04/24. Record 
Services Branch (Document Control Desk). 2pp. 24225:237, 24X 

Fiche: 50-275, 84/04/24, 8404300136, 


— 8404300137 Revised emergency plan implementing procedures, inc luding 
Rev 1 to Procedure EP 0P-18A re loss of charging, Rev 1 to 
Procedure EP 0P-18B re loss of normal letdown & Rev 1 to 
Procedure EP 0-5 re evacuation of nonessential personnel. 

» Pacific Gas 8< Electric Co. 84/04/25. il6pp. 24225:259. 24X 

Fiche: 50-275, 84/04/24, 8404300136. 


S. Reportable occurrences, LERs St related correspondence 


8404190114 FOIA request for documents re 1977 Nuclear Svcs Corp audit 
of Pullman Power Products ( Pu 1 Iman-Kel 1 og g ) , f ac i 1 i ty piping 
contrac tor. 

REYNOLDS, J. Joint Interveners - Diablo Canyon. REYNOLDS, J, Center 
for Law in the Public Interest. 84/01/20. Office of 
Administration. 2pp. 24125:001, 24X Fich e: 50-275, 84/01/20, 

8404190114. 


8404020129 Advises that nontraceable Class IE cable discussed in 
contractor Nonconformance Rept 8802-1015 replaced 
w/traceable cable & nonconformance rept dosed. 

SCHUYLER, J. 0. Pacific Gas Electric Co. 84/02/17. MARTIN, J. B, 
Region 5, Office of Director. Ip. 22837:070. 24X 

Fiche: 50-275, 84/02/17, 8404020129. 


8404190123 Partial response to FOIA request for documents re 1977 
Nuclear Svcs Corp audit of Pullman Power Pr oduc ts, f ac i 1 i ty 
piping contractor. Forwards documents listed on app. Review 
of remaining documents subj to request in progress. 

FELTON, J. M. Division of Rules and Records, 84/03/15. REYNOLDS, J. 
Center for Law in the Public Interest. 2pp. 24125:003. 24X 

Fiche: 50-275, 84/03/15, 8404190123. 


— 8404190129 Summarizes 831223 telcon re allegations concerning rupture 
restraint & piping support program de viat ions. A 1 1 ega t ions 
chronolog ica 1 ly 1 isted. Author 840109 Itr to Dept of Labor 
enc 1. 

LOCKERT, S. Affiliation Not Assigned. 84/01/02. PADOVAN, M. NRC - 

No Detailed Affiliation Given. 17pp. 24125:005. 24X 

Fiche: 50-275, 84/03/15, 8404190123. 


8404020076 Forwards results of testing program ik describes further 
action re welding of ASTM A-325 Type 1 bolts to close 
discrepancy repts. Requests ack of receipt of matl. 

SCHUYLER, J. 0. Pacific Gas 8< Electric Co. 84/03/23, MARTIN, J. B. 
Region 5, Office of Director. 3pp. 22838:232. 24X 

Fiche: 50-275, 84/03/23, 8404020076, 


8404100150 Notifies of completion of all corrective actions noted in 
LER-84-006 re malfunctions experienced by GE Magne-Blast 
4.16 kV circuit breakers. Teflon-coated fiberglass bearings, 
w/aluminum bronze sleeving bearings, replaced. 

SCHUYLER, J. 0. Pacific Gas Electric Co. 84/04/05, KNIGHTON, 0. W. 
Licensing Branch 3. Ip. 22964:020. 24X Fiche: 50-275, 84/04/05, 

8404100150. 


8404130168 LER 84-007-00: on 840309,120-volt vital instrument ac bus 1-3 
deenerg ized, result ing in automatic operation of two ESFs. 

Caused by failure of operator to recognize that breaker 
closed. Inverter panels lab el ed. W/840409 Itr. 

HINDS, J. , SCHUYLER, J. 0. Pacific Gas & Electric Co. 84/04/09. 3pp. 
24030:323. 24X Fiche: 50-275, 84/04/09, 8404130168, 
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8404200049 LER 84-008-00; on 84031 5. inadverten t safety injection 
actuation experi enced. Caused by failure of technician to 
follow procedure while performing surveillance test on train 
A. Technician counseled . W/840416 Itr. 

KESSINOER. W. W. . SNIFFER, J. D. Pacific Gas Electric Co. 84/04/16. 
3pp. 24119:114. 24X Fi che: 50-275, 84/04/16, 8404200049. 


8404200192 LER 84-009-00: on S40315, uhi le in Mode 5> diesel generator 1-3 
automat ical ly started due to 4 kV startup power bus 
undervo Itage. Caused by failure of operator to place Unit 2 
diesel generator 1-3 selector switch in manual. W/840416 Itr. 
KELLY.W.J., SNIFFER. J.D. Pacific Gas 8: Electric Co. 84/04/16. 3pp. 

24117:056. 24X Fiche : 50-275, 84/04/16, 8404200192. 


8404240310 PNS-V-84— 005: on 840414, four females observed trespassing 
within owner controlled area along roadway. Licensee security 
officers detained individuals 100-ft from protected area. 
SCHAEFER, D., NORDERHAUG, L. R. Region 5, Office of Director. 
84/04/17. Ip. 24180:212. 24X Fiche: 50-275, 84/04/17, 8404240310. 


8404240409 PNS-L’~84-006: on 840416, unknown person entered controlled 
area & discharged six flares. One flare caused small brush 
fire. No press release planned, 

SCHAEFER, D., NORDERHAUG, L. R. Region 5, Office of Director. 
84/04/17. Ip. 24180:235. 24X Fiche; 50-275, 84/04/17, 8404240409. 


8404160150 Board Notification 84-076: provides info re Westinghouse 
reactor coolant pomp seal potential for failure under loss 
of cooling conditions. Info updates Board Notification 83-139 
& AECL test results. 

EISENHUT,D. G. Division of Licensing. 84/04/19. PALLADINO, 
OILINSKY, ROBERTS Commissioners. 2pp. 24215:100. 24X 

Fiche; 50-000, 84/04/19, 8404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling conditions. Info updates Board 
Notification 83-139 8< AECL test results. Svc list end. 

VQLLMER, R. H. Division of Engineering 84/04/06. EISENHUT, D. G. 
Division of Licensing. 6pp. 24215:102. 24X Fi ch e; 50-000, 

84/04/19,8404160150. 


8404300207 LER 84-010-00: on 840326, during surveillance test, liquid 
radwaste effluent line isolation valve failed to close. 

Caused by personnel error in procedural control of jumper. 

Jumper removed ii valve returned to svc W/840425 Itr. 

KELLV.W. J., SNIFFER, J.D. Pacific Gas it Electric Co. 84/04/25. 5pp. 
24225:068. 24X Fi ch e : 50-275, 84/04/25, 8404300207, 


T. Hearing transcripts on non-antitrust matters 


8404030125 Transcript of 840319 public meeting in Wash ington, DC re 
status of pending investi gation. Pp 1-72 Supporting 
documentation end. 

* Commissioners. 84/03/19. 80pp. 22888:141. 24X 

Fiche: 50-275, 84/03/19, 8404030125. 


8403140254 Board Notification 84-068; provides transcript of NRC 840328 
meeting w/PG&E on concerns identified for Commission S40326 
it 27 meetings. 

EISENHUT, D. G. Division of Licensing. 84/03/28. PALLADINO, 

GILINSKY, ROBERTS Commissioners. 3pp. 22860:241. 24X 

Fiche: 50-275, 84/03/28, 8403140254. 


— 8404030393 Transcript of 840328 meeting w/PG&E & intervener in 
Bethe5da,MD re further details on concerns identified for 
Commission 840326 St 27 meetings. Pp 1-124. 

* NRC - No Detailed Affiliation Given. 84/03/28. 126pp. 

22860: 244. 24X Fiche : 50-275, 84/03/28, 8403140254. 


8404180214 Transcript of Commission 840403 affirmation/discussion Sc 
vote in Washington, DC on SECY— 84-70 on effects of 
earthquakes on emergency planning at f ac i 1 i t ies. Pp 1-3, 

* Commissioners. 84/04/03. 6pp, 24110:231. 24X 

Fiche: 50-275, 84/04/03,8404180214. 


8404110534 Forwards transcripts of open NRC meetings re discussion/ 
possible vote on Diablo Canyon criticality St low power 
operation, per Board request. Related correspondence. 

TRE8Y, S. A. Hearing Branch 1. DSB 450. 84/04/05, BLOCH,P. B., 

JOHNSON, W. H. , MCCOLLOH, K. A. Atomic Safety and Licensing Board Panel. 
2pp. 22998: 001. 24X Fiche: 50-000, 84/04/05, 8404110534. 


8403140270 Board Notification 84-075: forwards transcript of 840402 
meeting w/util in San Francisco, CA re util views on issues 
raised by I Yin at 840326-27 meetings. 

EISENHUT, D. G. Division of Licensing. 84/04/10. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 3pp. 24027: 156. 24X 

Fiche; 50-275, 84/04/10, 8403140270. 


— 8404130263 Transcript of 840402 meeting w/util in San Francisco,CA re 
IT Yin concerns on Diablo Canyon. Pp 1-272. 

Commissioners. 84/04/02, 284pp. 24027:158. 24X 

Fiche: 50-275, 84/04/10, B403140270. 


8404130428 Board Notification 84-077: forwards transcript of ACRS 
840406 meeting re resolution of concerns on small & large 
bore piping & supports, including design control measures. 
EISENHUT, D. G. Division of Licensing. 84/04/11. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 2pp. 24073: 170. 24X 

Fiche; 50-275, 84/04/ 1 1 , 8404130428. 


8404130427 Board Notification 84— 078: forwards transcript of 840410 
meeting tu/C Stoke of Govt Accountability Project re welding 
practic es, stress analysis for U bolts it other pipe supports 
it experience of individuals performing analysis. 

EISENHUT, D. G. Division of Licensing. 84/04/12. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 3pp. 24074:238. 24X 

Fiche: 50-275, 84/04/12, 8404130427. 


— 8404180169 Transcript of 840410 public meeting w/C Stokes of Govt 
Accountability Project in Bethesda,MD re welding practices, 
stress analysis for U bolts other pipe supports 8< 
experience of individuals performing piping analysis. 

* NRC - No Detailed Affiliation Given. 84/04/10. 130pp. 

24074:241. 24X Fic he ; 50-275, 84/04/12, 8404130427, 


8404230084 Transcript of Commission 840413 discussion/possible vote in 
Was hing ton, DC re criticality it low power operation. 

Supporting documentat ion end. 

♦ Commissioners. 84/04/13. 110pp. 24186:001. 24X 

Fiche: 50-275, 84/04/13, 8404230084. 


U. Congress iona 1/Exec ut ive Correspondence 


B40314025S Board Notification 84-069: forwards info re allegations it 
other matters currently under review it evaluation by NRC 
concerning licensing actions, 

EISENHUT, D. G. Division of Licensing. 84/03/30. PALLADINO, 
OILINSKY, ROBERTS Commissioners. 3pp. 22902:229, 24X 

Fiche: 50-275, 84/03/30, 8403140258, 


— 8404050307 Forwards preliminary comments it questions derived from 
review of draft Insp Rept 83-37. Comments welcomed. 

MYERS, H. House of Rep., Interior Ss Insular Affairs. 84/03/22. 
REHM,T. , EISENHUT, D. NRC - No Detailed Affiliation Given, 26pp. 
22902:252. 24X Fiche ; 50-275, 84/03/30. 8403140258. 


V. Operator Examinations 


8404030166 Forwards written it oral exams administered on 840323 to 
shift advisors 

SCHUYLER, J.O. Pac i f i c Gas £( El ec tr ic Co. 84/03/29. KNIGHTON, G. W. 
Licensing Branch 3. 10pp. 22853:118. 24X Fi c h e : 50-275, 84/03/29, 

8404030166. 


8404300145 Forwards Exam Rept 50-275/QL-S4-01 on 840214-17. Four senior 
reactor operator candidates met min qualification 
requirements for licensing. 

BISHOP, T. W. Division o" Resident, Reactor Project it Engineering 
Programs. 84/03/30. SCHUYLER, J. 0. Pacific Gas 5t Electric Co.' 2pp. 
24227:344. 24X Fi che : 50-275, 84/03/30, 8404300145. 


— 8404300146 Exam Rept 50-275/OL-84-01 on 840214-17. Written it ora-l exams 
administered to four senior reactor operator c and i dat es . A1 1 
candidates passed exams. Exam key end. 

ELIN. J. D. , PATE, R.J, Region 5, Office of Director. 84/03/29. 

Slpp. 24227:346. 24X Fiche: 50-275, 84/03/30, 8404300145. 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


— 8404110542 Transcript of 840326 meeting in Wash ington, DC re discussion/ 
possible vote on criticality it low power operation, Pp 1-135. 

* Commissioners. 84/03/26, 425pp. 22998:003. 24X 

Fiche; 50-000, 84/04/05, 8404110534. 


8404100169 Requests transmittal of end 840406 memo re licensed reactor 
operator exams to all parties to all pending OL proceedings/ 
cases Sf to applicants in uncontested OL cases. Served on 
840409. 

GILINSKY, V. Commissioners. DSB 393. 84/04/09. CHILK, S. J. Office 

of the Secretary of the Commission. Ip. 22967:052. 24X 

Fiche: 50-000, 84/04/09, 8404100169. 
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— 8404100175 Suggests that staff interpretati on of 10CFR55. 25( b ) 
inconsistent w/terns of regulation re licensed reactor 
operator exams. Ac tua 1 » not s imulatoTf opera tor experience 
req.uired. 

FITZGERALD. J. A. Office of the General Counsel. 84/04/06. 
GILINSKY Commissioners. 2pp. 22967:053. 24X 

Fiche: 50-000. 84/04/09. 8404100169. 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION. UNIT 2 


F. Security, medical, emergency 8< fire protection plans 


8404060295 Forwards IE Insp Repts 50-277/84-03 50-278/84-03 on 

840113-0229 8< notice of violation. 

STAROSTECKI. R. Division of Project & Resident Programs. 84/03/17. 
DALTROFF. S. L. Philadelphia Electric Co. 2pp. 22924:024. 24X 

Fiche: 50-277. 84/03/19. 8404060295. 


— 8404060301 Notice of violation from insp on 840113-0229. 

* Region 1, Office of Director. 84/03/19. 2pp. 22924:026. 24X 

Fiche: 50-277. 84/03/19. 8404060295. 


— 8404060310 IE Insp Repts 50-277/84-03 & 50-278/84-03 on 840113-0229. 
V/iolation noted : adequate hydrant maint program not 
implemented through-wall damage to torus vent header shell 
not reported. 

BLOUGH.A. R. . WILL I AMS. J. H. . TRIPP. L.E. Region 1. Office of 
Director. 84/03/13. 19pp. 22924:028. 24X Fi ch e : 50-277. 84/03/19, 

8404060295. 


8404100272 Notification of 840409 meeting w/util in King of Prussia, PA 
to discuss backup emergency operation facility. 

GEARS. G. Operating Reactors Branch 4. 84/03/28. STOLZ. J. F. 

Operating Reactors Branch 4. 3pp. 22983:319. 24X 

Fiche: 50-277. 84/03/28. 8404100272 


8404200018 Forwards Amends 96 Zt 98 to Licenses DPR-44 & DPR-56, 
respectively Z< safety eva 1 ua t i on. Amend s consist of changes 
to Tech Specs to permit rev of definition of "primary 
containment integrity. " 

GEARS. G.E. Operating Reactors Branch 4. 84/03/28. BAUER, E. G. 

Philadelphia Electric Co. 2pp. 24156:329. 24X 

Fiche: 50-277. 84/03/28, 8404200018. 


— 8404200023 Amends 96 ?< 98 to Licenses DPR-44 S« DPR-56. resp actively, 
revising Tech Specs to permit rev of definition of "primary 
containment integrity" rev of requirements for 
admin istrative control of high radiation area access keys. 

STOLZ. U. F. Operating Reactors Branch 4. 84/03/28. 16pp. 

24156:331. 24X F ic h e : 50-277. 84/03/28. 8404200018. 


8404090404 Forwards evaluation of radiological emergency exercise ic 
rept of observations Sc recommendations of exercise repts. No 
formal schedule of corrective actions requested due to 
i-^crnseque-tial "-ature of deficiencies. 

M4FT:n, >■ T Div:?:::- cf Er g i n ee" i r*g & Technical Programs. 84/03/29. 

DALTROFF. S. L. Ph : : a c e : - a i ' t - : C o. 3pp. 22940:271. 24X 

Fiche: 50-277. 84/03/29, 8404090404. 


8404240490 Public version of revised emergency plan implementing 
procedures, inc lud ing Rev 4 to EP-207C re first aid. Rev 8 to 
EP-209.App D-1 re onsite emergency team leaders & Rev 11 to 
EP-209. App C re s up ervi s i on. W/840329 Itr. 

COONEY. M. J. Philadelphia Electric Co. 84/03/29. MURLEY. T. E. 
Region 1. Office of Director. 49pp. 24197; 174. 24X 

Fiche: 50-277. 84/03/29. 8404240490. 


S40411034S Forwards fee for review of fire protection requests re 
10CFR50. App R.per NRC 840309 Itr. 

DALTROFF, S. L. Ph i ladelph ia El ectric Co. 84/04/02. MILLER, W. O. 
License Fee Management Branch. 2pp. 22989:286. 24X 

Fiche: 50-277. 84/04/02, 8404110348, 


8404170155 Forwards response to NRC 840130 Itr re concerns identified 
in IE Safeguards Insp Repts 50-277/83-04 50-278/83-04. 

Affidavit end. Response withheld <ref 10CFR2. 790 & 73.21). 

DALTROFF. S, L. Ph i lad e 1 p h i a El ec tr i c Co. 04/04/09. STOLZ, J. F. 
Operating Reactors Branch 4, 3pp. 24050:032 , 24X 

Fiche: 50-277, 84/04/09, 8404170155. 


8404170216 Ac k receipt of 840223 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/83-31 
50-278/83-29. 

MARTIN. T. T, Division of Engineering & Technical Programs. 84/04/10, 
DALTROFF, S. L. Philadelphia Electric Co. 2pp. 24059:330. 24X 

Fiche: 50-277, 84/04/10. 8404170216. 


— 8404170230 Responds to NRC 840127 Itr re violations noted in IE Insp 
Repts 50-277/83-31 Z'. 50-278/83-29, Correct ive actions: fire 
brigade members have met requirements of Surveillance Test 
ST 16. 19 & operator shifts revised per App R to 10CFR50. 

DALTROFF. S. L. Philadelphia Electric Co. 84/02/23. STAROSTECKI, R. 

Division of Project Resident Programs, 3pp. 24059:332. 24X 

Fiche; 50-277, 84/04/10, 8404170216. 


8404240324 Forwards IE Insp Repts 50-277/84-06 2^ 50-278/84-06 on 
840305-09. No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/10. 

DALTROFF, S. L. Philadelphia Electric Co. 2pp. 24183:155. 24X 

Fiche: 50-277, 84/04/10. 8404240324. 


— 8404240334 IE Insp Repts 50-277/84-06 & 50-278/84-06 on 840305-09. No 
noncompliance noted. Major areas inspected : security program 
audit, testing S( maint, physical barriers S', detection aids. 
Safeguards info deleted Cref 10CFR2. 790). 

BAILEY, R.J., JOYNER. J.H. Region 1. Office of Director. 84/04/04. 
6pp. 24183:157. 24X F i c h e: 50-277. 84/04/ 10, 8404240324. 


8404240313 Forwards application for amend to Licenses DPR-44 ?« DPR-56. 
revising Tech Specs re reactor water level Sc main steam line 
isolation valve low water setpoints & audit frequency of 
emergency plan Sc procedures. 

BRADLEY. E.J. Philadelphia Electric Co. 84/04/19. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 24169:001. 24X 

Fiche: 50-277. 84/04/19. 8404240313. 


— 8404240323 Application for amend to Licenses DPR-44 S< DPR-56, revising 
Tech Specs re reactor water level & main steam line 
isolation valve low water setpoints 8< audit frequency of 
emergency plan Sc pr oce d ur e s. Cer t if icate of Svc end. 

DALTROFF. S. L. Philadelphia Electric Co. 84/04/19, 16pp. 

24169:002. 24X Fiche: 50-277, 84/04/19, 8404240313. 


— 8404240330 Proposed Tech Specs re reactor water level !< main steam line 
isolation valve low water setpoints Sc audit frequency of 
emergency plan Sc procedures, 

# Philadelphia Electric Co. 84/04/19. 13pp. 24169:018. 24X 

Fiche: 50-277, 84/04/19, 8404240313. 


I. Financial information 


8404190313 Forwards Annual Financial Repts 1983 for PSEScG, Atlantic City 
Electric Co.Delmarva Power St Light Co 8< Philadephia 
Electric Co. 

FRYLING.R. Public Service Electric Sc Gas Co. of New Jersey. 

84/04/16. Office of Nuclear Reactor Regulation, Director. Ip. 
24097:149, 24X Fi c h e; 50-000. 84/04/ 1 6, 84041 90313. 


— 8404190333 Annual Financial Rept 1983. 

EVERETT, J, L. , AUSTIN, J.H. Philadelphia Electric Co. 83/12/31. 
43pp. 24097:249. 24X Fi c h e ; 50-000, 84/04 /16. 8404190313. 


8404260059 Forwards 1983 annual repts for PSEScG, Ph i lade Ip h ia Electric 
Co, Atlantic City Electric Co S< Delmarva Power Sc Light Co. 

BRADLEY. E.J. Ph i lad e Ip h i a El ec tr ic Co. 84/04/23. DENTON. H, R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24209:248. 24X 

Fiche: 50-277, 84/04/23, 8404260059. 


J. Insurance Sc indemnity information 


8404110237 Forwards Endorsement 108 to NELIA Policy NF— 140 Sc 
Endorsement 60 to MAELU Policy MF-67. 

BRADLEY, E.J, Ph i lad elp h ia Elec tr ic Co. 84/04/03. SALTZMAN, J. 

Assistant Director for State Sc Licensee Relations. 3pp. 22985:179. 
24X Fiche: 50-277. 84/04/03. 84041 10237. 


P, Operating license stage documents Sc correspondence 


8402130013 Responds to FOIA request for two categories of documents re 
IDCQR program. Forwards App A Sc B documents. Documents placed 
in PDR. 

FELTON. J.M. Division of Rules and Records. 83/12/21, SHOLLY, S. C. 
Union of Concerned Scientists, 5pp. 22282:004. 24X 

Fiche: 50-000, 83/12/21, 8402130013. 


8404050060 Partial response to FOIA request for three separate 
categories of documents re pipe crack prob 1 ems. Forwards App 
A documents. Search for addl documents continuing. 

FELTON, J.M. Division of Rules and Records. 84/02/28. BELL, N. 
Nuclear Information Sc Resource Service. 3pp. 22916:003. 24X 

Fiche: 50-000, 04/02/28, 8404050060, 
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— B309260442 Details info utils most provide -for NRC safety evaluation on 
intergranular stress corrosion cracking pipe cracks. Info due 
3 ti/ks prior to SER due date, 

uOHNSTONf W. V. Assistant Director for Mails# Chem. & Environ 
Technology (Post 830201). 83/09/16. LAINAS, S. C. Assistant 

Director for Operating Reactors. 3pp. 22917:027. 24X 

Fiche : 50-000. 84/02/28# 8404050060. 


— 8310250184 Informs that Region I obtaining relevant raw UT data re 
welds. Evidence suggests IHSI does not propagate cracks 
any more than would normally be associated w/stretch ing 
crack open. IHSI could make cracks easier to find. 

LIAWtS.D. Materials Engineering Branch. 83/10/18. VOLLMER# R. H. 
Division of Engineering, Ip. 22916:256. 24X 

Fiche: 50-000# 84/02/28# 8404050060. 


8404040274 Forwards Amends 93 Sf 95 to Licenses DPR-44 it DPR-56, 
respectively it safety evaluation. Amends reflect required 
mods to suppression pool temp monitoring sys as part of 
Mark I containment long-term program. 

OEARS, 0, Operating Reactors Branch 4. 84/03/13. BAUER. E. 0. 

Philadelphia Electric Co, 2pp. 22895:338. 24X 

Fiche: SO-277# 84/03/ 13# 8404040274. 


— 8404040280 Amends 93 & 95 to Licenses DPR-44 & DPR-56< respectively# 
reflecting required mods to suppression pool temp monitoring 
sys as part of Mark I containment long-term program. 

STOLZ# J. F, Operating Reactors Branch 4. 84/03/13. 17'pp. 

22895: 340. 24X Fiche: 50-277. 84/03/13, 8404040274. 


— 8404040282 Safety evaluation supporting Amends 93 Ee 95 to Licenses 
DPR-44 & DPR— 56# respectively . 

* Office of Nuclear Reactor Regulation# Director. 84/03/13. 2pp. 
22895: 358. 24X Fiche: 50-277# 84/03/13# 8404040274. 


8404050461 Notification of Significant Licensee Meeting 84-29 on 
S40405 tu/util in King of Prussia#PA to discuss plans for 
replacement of recirculation sys piping. Notification of 
attendance requested by 840404. 

TRIPP# L.E. Division of Project St Resident Programs. 84/03/21. 
DIRCKS# W, J. Office of the Executive Director for Operations. 

STELLO# V. Regional Operations Se Generic Requirements. DEYOUNG# R. C. 
Director's Office# Office of Inspection and Enforcement. Ip, 

22927: 354. 24X Fiche: 50-277# 84/03/21# 8404050461. 


8404110065 Forwards Amends 95 it 97 to Licenses DPR-44 St DPR-56# 
respectively St safety evaluation. Amends provide 
clarif i cation of isolation trip feature on HPCI sys. 

GEARSiG.E Operating Reactors Branch 4. 84/03/21. BAUER, E.O. 

Philadelphia Electric Co. 2pp. 24006:299. 24X 

Fiche: 50-277, 84/03/21# 8404110065. 


—8404110067 Amends 95 U 97 to Licenses DPR-44 St DPR-56# respectively # 
providing clar if ication of isolation trip feature on HPCI 
sys. 

STOLZ# J.F, Operating Reactors Branch 4. 84/03/21. 8pp. 

24006:301, 24X Fi che: 50-277, 84/03/21 # 84041 10065. 


— 8404110072 Safety evaluation supporting Amends 95 & 97 to Licenses 
DPR-44 St DPR-56# respectively, 

* Office of Nuclear Reactor Regulation# Director. 84/03/21, 3pp, 
24006: 309. 24X Fiche: 50-277# 84/03/21# 8404110065. 


8404120029 Forwards Amends 94 & 96 to Licenses DPR-44 S DPR-56# 
respectively St safety evaluation. Amends permit mods to 
health physics organization per Section 6 of Tech Specs. 

GEARS# G.E. Operating Reactors Branch 4. 84/03/21. BAUER# E.G. 

Philadelphia Electric Co. 2pp. 24033:044. 24X 

Fiche : 50-277# 84/03/21« 8404120029. 


—8404120032 Amends 94 St 96 to Licenses DPR— 44 St DPR-56# respectively# 
permitting mods to health physics organization per 
Section 6 of Tech Specs, 

STOLZ#U, F. Operating Reactors Branch 4. 84/03/21. lOpp, 

24033: 046. 24X Fiche: 50-277# 84/03/21# 8404120029. 


—8404120035 Safety evaluation supporting Amends 94 St 96 to Licenses 
DPR~44 S# DPR-S6# respectively. 

* Office of Nuclear Reactor Regulation# Director, 84/03/21. 2pp. 
24033:056, 24X Fi che: 50-277# 84/03/21# 8404120029. 


— 8404200023 Amends 96 St 98 to Licenses DPR-44 &. DPR-56# respect ively# 
revising Tech Specs to permit rev of definition of "primary 
containment integrity" 8< rev of requirements for 
administrative control of high radiation area access keys. 

STOLZ# U. F. Operating Reactors Branch 4. 84/03/28. 16pp. 

24156:331. 24X Fi che: 50-277, 84/03/28# 8404200018. 


— 8404200026 Safety evaluation supporting Amends 96 it 98 to Licenses 
DPR-44 St DPR-56# respectively . 

* Office of Nuclear Reactor Regulation# Director. 84/03/28. 3pp. 
24156:347. 24X Fiche : 50-277# 84/03/28# 8404200018. 


8404060100 Confirms commitment to submit NPDES changes & violat ions# per 
NRC request in 340224 transmittal 1 tr issuing Amends 92 & 94 
to Licenses DPR-44 St DPR-56# respec t ivel y. 

DALTROFF# S. L. Philadelphia Electric Co. 84/04/02. STOLZ, J. F. 
Operating Reactors Branch 4, Ip. 22920:298. 24X 

Fiche: 50-277# 84/04/02# S404060100. 


8404060110 Submits addl info to 810806 amend ap p 1 icati on. On 1 y changes 
requested on Pages 51,128 & 171 should be considered under 
810806 app 1 icati on. Changes proposed on Pages 13# 59# 208 St 
208a re operability requirements withdrawn. 

DALTROFF, S. L. Ph i lade 1 p h i a El ec tr i c Co. 84/04/02. STOLZ# J. F. 
Operating Reactors Branch 4. 3pp. 22927:103. 24X 

Fiche: 50-277, 84/04/02# 84040601 10. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors# 
applicants for OLs St holders of CPs re interim procedures 
for NRC mgt of p lant— spec i f ic bac k f i tt ing. S vc list end. 

EISENHUT# D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche: 50-000# 84/04/04# 8404040256. 


8404300295 Forwards Amends 97 St 99 to Licenses DPR-44 St DPR-56# 
respectively it safety eva luation. Amends change Tech Specs re 
operations St survei 1 lance requirements for undervol tag e 
protection u/time delay for saf ety-related loads. 

GEARS, G.E. Operating Reactors Branch 4. 84/04/11, BAUER# E. O. 

Philadelphia Electric Co. 2pp. 24232:250. 24X 

Fiche: 50-277# 84/04/11. 8404300295. 


— 8404300299 Amends 97 St 99 to Licenses DPR-44 St DPR-56# re sp ec t i ve ly # 
changing Tech Specs to provide limiting conditions for 
operation 8c surveillance requirements for undervoltage 
protection w/time delay for safety-related loads. 

STOLZ# U.F. Operating Reactors Branch 4. 84/04/17. 9pp. 

24232:252. 24X Fic h e : 50-277# 84/04/1 1# 8404300295, 


— 8404300303 Safety evaluation supporting Amends 97 it 99 to Licenses 
DPR-44 Sc DPR-56# respect ively. 

* Office of Nuclear Reactor Regulation# Director. 84/04/11. 2pp. 
24232:261. 24X Fi ch e : 50-277# 84/04/1 1 # 8404300295, 


8404170187 Forwards application for amend to Licenses DPR-44 8< DPR-56# 
changing Tech Specs 4. 9 S. 4. 9. A re criteria for emergency 
battery testing by substituting svc test for performance 
test. 

BRADLEY, E.J. Philadelphia Electric Co. 84/04/12. DENTON# H. R 
Office of Nuclear Reactor Regulation# Director. Ip. 24053:166. 24X 

Fiche: 50-277# 84/04/12# 8404170187. 


— 9404170197 Application for amend to Licenses DPR-44 8< DPR-S6# c hang i n g 
Tech Specs 4,9 Sc 4. 9. A re criteria for emergency battery 
testing by substituting svc test for performance test. 

BAUER#E.G. # BRADLEY#E. J. Philadelphia Electric Co. 84/04/12. 

7pp. 24053:167. 24X Fic he: 50-277# 84/04/12, 8404170187. 


— 8404170205 Proposed changes to Tech Specs 4. 9 Sc 4. 9. A re criteria for 
emergency battery testing by substituting svc test for 
performance test. Certificate of Svc end. 

* Philadelphia Electric Co. 84/04/12. 4pp. 24053: 174. 24X 

Fiche: 50-277# 84/04/12, 8404170187. 


8404230174 Forwards amend to 761118 application to amend Licenses 
DPR-44 Sc DPR-56# updating Tech Spec Pages 167# 168# 169# 184# 

170. lS4a# 186# 187. 187a, 188,185 St 192 re lOCFRSO.App J. 

BRADLEY# E. U, Philadelphia Electric Co. 84/04/19. DENTON# H. R. 

Office of Nuclear Reactor Regulation# Director, Ip. 24154:310. 24X 

Fiche: 50-277# 84/04/19# 8404230174. 


— 8404230176 Amend to 761118 application for amend to Licenses DPR— 44 Sc 
DPR-56# updating proposed Tech Spec Pages 167# 168# 169# 184# 

184a, 185, 186# 187, 170, 188 Si 192 re lOCFRSO.App J. 

BAUER# E.G.# BRADLEY# E. J. Philadelphia Electric Co. 84/04/13. 

17pp. 24154:319. 24X Fiche: 50-277# 84/04/19# 8404230174. 


8404200018 Forwards Amends 96 it 98 to Licenses DPR-44 8< DPR-56# 
respectively it safety evaluation. Amends consist of changes 
to Tech Specs to permit rev of definition of "primary 
containment integrity," 

GEARS, G. E. Operating Reactors Branch 4. 84/03/28. BAUER# E, G. 

Philadelphia Electric Co. 2pp. 24156:329. 24X 

Fiche: 50-277. 84/03/28# 8404200018. 


— 8404230183 Proposed Tech Spec changes updating Pages 167# 168# 169# 184# 
170, 184a# 186# 187# 188# 185 St 192 re 10CFR50/App J. 

♦ Philadelphia Electric Co. 84/04/19. 16pp. 24154:337. 

Fiche: 50-277# 84/04/19, 8404230174. 
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84042-40313 Forwards application for amend to Licenses DPR-44 & DPR-56. 
revising Tech Specs re reactor water level & main steam line 
isolation valve low water setpoints & audit frequency of 
emergency plan & procedures. 

BRADLEY.E.J. Philadelphia Electric Co. 84/04/19. DEKiTON# H. R. 

Office of Nuclear Reactor Regulation* Director. Ip. 24169:001. 24X 

Fiche; 50-277. 84/04/19, 8404240313. 


— 8404240323 Application for amend to Licenses DPR-44 DPR-56, revising 
Tech Specs re reactor water level & main steam line 
isolation valve low water setpoints & audit frequency of 
emergency plan proc ed ur es. Cert i f icate of Svc end. 

DALTROFF, S. L. Philadelphia Electric Co. 84/04/19. 16pp. 

24169:002. 24X Fi ch e : 50-277, 84/04/19, 8404240313. 


— 8404240330 Proposed Tech Specs re reactor water level 8< main steam line 
isolation valve low water setpoints audit frequency of 
emergency plan procedures. 

Philadelphia Electric Co. 84/04/19. 13pp, 24169:018. 24X 

Fiche: 50-277, 84/04/19, 8404240313. 


8404270100 Submits followup to 831104 Itr describing status of program 
addressing positions in Generic Ltr 83-28, "Required Actions 
Based on Generic Implications of Salem ATNS Events. *' NUTAC 
final draft rept on Generic Ltr 83-28 end. 

DALTRDFF,S. L. Philadelphia Electric Co. 84/04/23. EISENHUT, D. 0, 
Division of Licensing. lOpp, 24216:049. 24X Fi ch e : 50— 277, 84/04/23, 

8404270100. 


— 8404270102 "Vendor Equipment Technical Info Program," final draft rept. 
Nuclear Utility Task Action Committee. 84/02/09, 39pp. 

24216:059. 24X Fiche : 50-277, 84/04/23, 8404270100. 


8404300037 Requests relief from operating restrictions on purge vent 
va Ives. Approval necessary to increase max allowable open 
position. Justification submitted. 

DALTROFF, S. L. Philadelphia Electric Co. 84/04/24. STOLZ.J. F, 
Operating Reactors Branch 4. 3pp. 24225:126. 24X 

Fiche: 50-277, 84/04/24, 8404300037, 


Q. Inspection reports, IE Bulletins correspondence 


S40406029S Forwards IE Insp Repts 50-277/84-03 b 50-278/84-03 on 
840113-0229 S< notice of violation. 

STAROSTECKI, R. Division of Project b Resident Programs. 84/03/19. 
DALTROFF, S. L. Ph i 1 ad e 1 p h i a El ec tr i c Co. 2pp. 22924:024. 24X 

Fi Che: 50-277, 84/03/19, 8404060295, 


.0404060301 Notice of violation from insp on 840113-0229. 

# Region 1, Office of Director. 84/03/19. 2pp. 22924:026. 24X 

Fiche: 50-277, 84/03/19, 8404060295. 


— 8404060310 IE Insp Repts 50-277/84-03 & 50-273/84-03 on 840113-0229. 
Violation noted : adequate hydrant maint program not 
implemented Sk through-wall damage to torus vent header shell 
not reported, 

BLOUGH, A. R. , WILLIAMS, J. H. , TRIPP, L.E. Region 1, Office of 
Director, 84/03/13 19pp. 22924:028. 24X Fiche: 50-277, 84/03/19, 

8404060295. 


8404100035 Responds to IE Bulletin 83-07 re apparently fraudulent matls 
sold by Ray Mil ler, Inc . No subj matls purchased from vendor. 

Action complete. 

DALTROFF, S, L. Philadelphia Electric Co. 84/03/21. MURLEY, T, E. 
Region 1, Office of Director. 2pp, 22967:305. 24X 

Fiche: 50-277. 84/03/21, 8404100035. 


8402090047 IE Info Notice 84-05, Rev 1, ’’Exercise Frequency." Svc list 
enc 1. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 8301031. 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp, 22933:122. 24X Fi che: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 8301031. 84/03/28. Consolidated Edison Co. of New 

York, Inc, S5pp. 22892:145. 24X Fiche: 50-000, 84/03/28, S403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. '* Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp, 22892:231. 24 X Fiche: 50-000, 84/03/29, 8403140247. 

8404170321 Submits info ot. IE Bulletin 84-01, "Entitled Cracks in BWR 
Mark I Containment Vent Headers." Primary containment 
drywell to torus bypa'-s tests perf ormed, Sta tus of GE SIL 402 
recommended actions listed. 

DALTROFF, S. L. Ph i lad elph ia Elec tr ic Co. 84/03/30. MURLEY, T. E. 
Region 1, Of fice of Director. 7pp. 24060: 070. 24X 

Fiche: 50-277,84/03/30. 8404170321. 


8404090391 Ac k receipt of 840315 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50— 277/B3— 37 & 
50-278/83-35. 

STAROSTECKI, R. Division of Project b Resident Programs. 84/04/04. 
DALTROFF, S. L. Philadelphia Electric Co. Ip. 22940:334. 24X 

Fiche: 50-277, 84/04/04, 8404090391. 


■8404090394 Responds to NRC 840216 ltr re violations noted in IE Insp 
Repts 50-277/83-57 S, 50-278/83-35. Correc t ive ac tions: nuclear 
training section modified to provide arimi ni strative support 
group to improve followup of requal if icat ion. 

DALTROFF, S. L. Philadelphia Electric Co. 84/03/15. STAROSTECKI, R. 

Division of Project S, Resident Programs. 3pp. 22940:335. 24X 

Fiche: 50-277,84/04/04, 8404090391. 


8404200144 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervol tage trip feature in use in safety-related 
applications other than reactor trip sy s. We st ing h ouse Type 
DB or DS circuit breakers not used in safety-related sys, 

COGNEY.M. J. Philadelphia Electric Co. 84/04/04. HURLEY, T. E. 

Region 1, Office of Director, 5pp. 24117:275. 24X 

Fiche: 50-277, 84/04/04, 8404200144, 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S( Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fic he : 50-000, 84/04/05, 84031402S9. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164, 24 X Fiche : 50-000, 84/04/05, 8403140263. 


8404170155 Forwards response to NRC 840130 ltr re concerns identified 
in IE Safeguards Insp Repts 50-277/83-04 b 50-278/83-04. 

Affidavit encl. Response withheld (ref 10CFR2. 790 b 73. 21). 

DALTROFF, S, L. Philadelphia Electric Co. 84/04/09. ST0LZ,J. F, 
Operating Reactors Branch 4, 3pp 24050.032. 24X 

Fiche: 50-277, 84/04/09,8404170155. 


8404170216 Ac k receipt of 840223 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50— 277/83— 31 
50-278/83-29 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/10. 

DALTROFF, S. L, Philadelphia Electric Co. 2pp. 24059:330, 24X 

Fiche; 50-277, 84/04/10, 8404170216. 


— 8404170230 Responds to NRC 840127 ltr re violations noted in IE Insp 
Repts 50-277/83-31 b 50-278/83-29, Correc t ive actions: fire 
brigade members have met requirements of Surveillance Test 
ST 16 19 b. operator shifts revised per App R to 10CFR50. 

DALTROFF, S, L, Philadelphia Electric Co, 84/02/23. STAROSTECKI, R, 
Division of Project Resident Programs. 3pp. 24059:332. 24X 

Fiche; 50-277, 84/04/10, 840417021,6. 


8404170401 Ack receipt of 840308 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50—277/83—32 & 
50-278/83-30. 

martin, T. T. Division of Engineering St Technical Programs, 84/04/10. 

DALTROFF, S, L. Ph i 1 ad el ph ia Elec tr i c Co. Ip, 24063:295. 24X 
Fiche: 50-277, 84/04/10, 8404170401, 


— 8404170406 Responds to NRC 840209 ltr re violations noted in IE Insp 
Repts 50-277/83-32 St 50-278/03-30. Correct ive actionsrall 
backlog maint request forms submitted to document 
administrati on ctr for processing. 

DALTROFF, S, L. Philadelphia Electric Co. 84/03/08. MARTIN, T.T, 
Division of Engineering & Technical Programs. 3pp. 24063:2,96. 

24X Fiche: 50-277,84/04/10,8404170401. 


0404240324 Forwards lE Insp Repts 50-277/94-06 b. 50-278/84-06 on 
840305-09, No violations noted. 

martin, T.T. Division of Engineering 8t Technical Programs, 04/04/10. 

DALTROFF, S. L. Philadelphia Electric Co. 2pp. 24183:155. 24X 

Fiche; 50-277, 04/04/10, 8404240324, 


— 8404240334 I£ Insp Repts 50-277/84-06 50-278/84-06 on 840305-09. No 

noncompliance noted. Major areas inspected : securi ty program 
audi t, testing b. maint, p hy sica 1 barriers 8< detection aids. 
Safeguards info deleted (ref 10CFR2.790), 

BAILEY.R.J./ JOYNER, J.H. Region 1, Office of Director. 84/04/04. 
6pp. 24183:157. 24X F ic he; 50-277, 84/04/ 10, 8404240324. 

8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
encl. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 04/04/16, Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001, 24X Fiche; 50-000, 84/04/16, 8403140271. 
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8403140278 IE Info Notice S4-25i "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACEf J.N. Division of Safeguards & Inspection Programs (Post 

830X03). 84/04/16. Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of N'RC 
Requirements by Medical Licensees." Svc list end. 

GRACE, V.W. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84,^04/17. Conso 1 i dated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche ; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. '' Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163.292. 24X Fiche; 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "G£ Magne-Blast Circuit Breaker 

Problems. " Svc list end. 

JORDA-N, E. L. Division of Emergency Preparedness S? Engineering 
Response (Post B30103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188; 237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 Ifc, Info Notice 84-30, "Discrepanc i es in Recordkeeping & Mail 
Defects in Babnson HVAC Units." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. il7pp. 24188:001. 24X Fic he : 50-000, 84/04/18, 8403140234. 


Q403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness *< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:119. 24X Fiche: 50-000, 84/04/18. 8403140236. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. llPpp, 24195:343. 24X Fiche; 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp, 24285:015. 24X Fiche: 50-000. 84/04/20. 8404160130. 


R. Periodic operating reports & related correspondence 


8404190165 Monthly operating repts for Mar 1984. W/840413 Itr. 

ALDEN, W. M. , ULLRICH, W T. Philadelphia Electric Co. 84/03/31. 10pp. 

24103:321. 24X Fi ch6r50-277. 84/03/31, 8404190165. 


8404090339 "1983 Annual Rep t on Safety-Relief Valve Challenges. " 
DALTROFF, S. L. Philadeiph ia Electric Co. 84/04/02. EISENHUT, D. G. 
Division of Licensing. Ip. 22941:315. 24X Fiche: 50-277, B4/04/02, 

8404090339. 


S. Reportable occurrences, LERs & related correspondence 


S4042001QB RO: on 8401 25, moi sture sensor in recirculation sys moisture 
monitoring sys functioned improperly & stjs declared 
inoperable. Caused by failed Techmark Limited moisture sensor 
circuit card. Sensor replaced. 

ULLRICH, W.T. Philadelphia Electric Co. 84/03/05. MURLEY, T. E. 
Region 1, Office of Director. 3pp. 24116:172. 24X 

Fiche: 50-277, 84/03/05, 84042001 88. 


84042002B1 RO; on 840209, C02 fir© protection sys, serving cable spreading 
room computer room, declared inoperab le. Caused by ground in 
one of two cables from smoke detector control panel. Cables 
replaced & sys available for svc, 

ULLRICH, W.T, Philadelphia Electric Co. 84/03/12. MURLEY, T. E. 

Region 1, Office of Director, 2pp, 24115; 316. 24X 

Fiche: 50-277, 84/03/12,8404200281. 


840405(3471 Notification of Significant Licensee Meeting 84-30 on 840412 
w/util in King of Prussia, PA to discuss enforcement issues 
re events involving individual rod scramming, primary sys 
heatup rates, rod scram times unplanned reactor cooldown. 

TRIPP, L.E. Region 1, Office of Director. 84/03/21. DIRCKS, W. J, 
Office of the Executive Director for Operations. STELLO, V. Regional 
Operations & Generic Requirements. DEYOUNG, R.C. Director's Office, 
Office of Inspection and Enforcement. Ip, 22927:353. 24X 

Fiche: 50-277, 84/03/21 , 8404050471 . 


8404200302 RO; on 840224, dur ing verification of moisture monitoring 
sys, point 7 failed. Cause will be determined during next 
outage ui/drywell de inerted. Drywel 1 sump collection sys will 
be monitored hourly. 

ULLRICH, W.T. Philadelphia Electric Co. 84/03/23. MURLEY, T. E. 
Region 1, Office of Director. 3pp. 24116: 165. 24X 

Fiche; 50-277, 84/03/23, 8404200302. 


8404240302 Forwards preliminary rept of fracture mechanics analyses 
for weld acceptab i 1 ity on weld imperfections identified in 
LER 2-S3-24/T. Final rept on fracture analyses of all 23 
welds by SteW Engineering expected by 840501. 

ULLRICH, W.T. Philadelphia Electric Co. 84/03/: 3. MURLEY, T. E. 
Region I, Office af Director. 16pp. 24165:126. 24X 

Fiche; 50-277, 84/03/30, 8404240302. 


8404100241 LER 83-025/03L-0; on 831229, outboard MSIV AQ-2-2-86B fast 
closure time was 5.5 s Caused by insufficient flow through 
fast closure needle valve on oil dashpot. Va 1 ve readjusted Zt 
retested. W/S40404 Itr. 

COONEY, M. J. , ULLRICH, W.T. Ph i lad el ph ia Ele c tr ic Co. 84/04/03. 4pp. 
22960:185. 24X Fi c h e ; 50-277, 84/04/03, 8404100241 . 


8404260414 Part 21 rept re presence of thread -1 oc k ing matl Loctite— 242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. G. General Electric Co. 84/04/13. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13, 8404260414. 


8404270134 LER 84-005-00: on S40323, partial actuation of primary 
containment isolation sys occurred. Caused by power loss to 
portion of primary containment isolation sys due to blown 
fuse from shorted coil in relay 1GA-K56. W/S40419 Itr. 

CLARK.B.L., ULLRICH, W.T. Ph i lade Ip h ia El ec tr i c Co . 84/04/19. 4pp. 

24215:332 24X Fi c h e : 50-277, 84/04/ 19, 84042 70134. 


8404300009 LER 94-002-00: on 84032 1 , partial actuation of primary 
containment isolation sys caused main steam tunnel 
ventilation trip. Caused by burned out coil in relay 16A-K24. 

Relay Sr isolation logic replaced, W/840419 Itr. 

CLARK, E. L. , ULLRICH, W. T. Ph i lade 1 p h ia El ec tr i c Co. 84/04/19. 4pp. 
24228:075. 24X Fi c h e ; 50-277, 84/04/ 19, 8404300009. 


8404260342 PN0-I-S4-035; on S40422, ear th quak e felt at site. Ground 
accelerations less than seismic recorder setpoint of 0.01 g. 

No damage found 

BLOUGH. A. R., TRIPP, L, E. Region 1, Office of Director, 84/04/33. 
Ip. 24204:152. 24X Fi c h e : 50-277, 84/04/23, 8404260342, 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02, Consolidated 
Edison Co. of New York, Inc. 21pp. 24066; 297. 24X 

Ficha: 50-000, 84/04/02, 8404020019. 


X. Onsite Storage of Low Level Waste 


8404040297 Advises that util constructing storage facility for low 
level waste w/o prior NRC approval per end Generic 
Ltr 81-38. 

DIRCKS, W.J. Office of the Executive Director for Operations. 
84/03/13. GILINSKY Commissioners. 4pp, 22911:082. 24X 

Fiche: 50-277, 84/03/13, 8404040297. 


— 8404040303 Requests util proposal re waste storage facility. 

GOLDSMITH, R. NRC - No Detailed Affiliation Given. 84/02/23. 

REHM. T. NRC - No Detailed Affiliation Given. Ip. 22911:099. 24X 

Fiche: 50-277, 84/03/13, 8404040297. 


— 8404040310 Requests util proposal re radwaste storage facility. 
LEE, J. Affiliation Not Assigned. 84/02/09. GILINSKY, U, 
Commissioners, Ip. 22911:101. 24X Fich e: 50-277, 04/03/13, 

8404040297. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


C. Utility Environmental Report (ER), amends & correspondence 


8404040282 Safety evaluation supporting Amends 93 Zt 95 to Licenses 
DPR-44 DPR— 56, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/03/13. 2pp. 
22895:358. 24X Fic he: 50-277, 84/03/13, 8404040274. 
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F. Security! medical* emergency 8< fire protection plans 


8404060295 Forwards IE Insp Repts 50-277/84-03 50-278/84-03 on 

840113-0229 Sc notice of violation. 

STAROSTECKI* R. Division of Project & Resident Programs. 84/03/19. 
DALTROFF. S. L. Philadelphia Electric Co. 2pp. 22924:024. 24X 

Fiche: 50-277* B4/03/19, 8404060295. 


— 8404060301 Notice of violation from insp on 840113-0229. 

Region 1* Office of Director. 84/03/19. 2pp. 22924:026. 24X 

Fiche: 50-277* 84/03/19, 8404060295. 


— 8404060310 IE Insp Repts 50-277/84-03 & 50-278/84-03 on 940113-0229. 
Violation noted: adequate hydrant maint program not 
implemented & through— wall damage to torus vent header shell 
not reported 

BLOUSH*A.R. Region 1* Office of Director, 84/03/13. 19pp, 

22924:028. 24X Fi che : 50-277* 84/03/19* 8404060295. 


8404100272 Notification of 840409 meeting w/util in King of Prussia. PA 
to discuss backup emergency operation facility. 

GEARS, 0. Operating Reactors Branch 4. 84/03/28. STQL2* J. F. 

Operating Reactors Branch 4. 3pp. 22983:319. 24X 

Fich e: 50-277* 84/03/28, 8404100272. 


8404200018 Forwards Amends 96 S* 98 to Licenses DPR-44 DPR-56, 
respectively S: safety eva 1 uati on. Amend s consist of changes 
to Tech Specs to permit rev of definition of "primary 
containment integrity." 

GEARS, 0. E, Operating Reactors Branch 4. 84/03/28. BAUER, E.G, 

Philadelphia Electric Co. 2pp. 24156:329. 24X 

Fiche: 50-277*84/03/28, 8404200018. 


— 8404200023 Amends 96 98 to Licenses DPR-44 & DPR-56, resp ectively, 

revising Tech Specs to permit rev of definition of "primary 
containment integrity" 8< rev of requirements for 
admin i strative control of high radiation area access keys. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/28. 16pp. 

24156:331. 24X F ic h e : 50-277, 84/03/28, 04042000 18. 


8404090404 Forwards evaluation of radiological emergency exerciee &■ 
rept of observations & recommendations of exercise repts. No 
formal schedule of corrective actions requested due to 
inconsequential nature of deficiencies. 

MARTIN* T. T, Division of Engineering it Technical Programs. 84/03/29. 

DAL-TRQFF* S. L. Philadelphia Electric Co. 3pp. 22940:271, 24X 

Fiche; 50-277, 84/03/29. 8404090404. 


8404240490 Public version of revised emergency plan implementing 
pr 0 ced ur es, inc 1 ud in g Rev 4 to EP-207C re first aid, Rev 8 to 
EP-209, App D-1 re onsite emergency team leaders Z>. Rev 11 to 
EP-209, App C re sup ervis ion. W/840329 Itr. 

CQCNEY, M. J. Philadelphia Electric Co. 84/03/29. MURLEY* T. E. 
Region 1, Office of Director. 49pp. 24197:174. 24X 

Fiche: 50-277, 84/03/29, 8404240490. 


84041 10348 Forwards fee for review of fire protection requests re 
10CFR50*App R,per NRC 840309 Itr. 

DALTROFF, S. L. Philadelphia Electric Co. 84/04/02, HILLER, W.O. 
License Fee Management Branch. 2pp. 22989:286, 24X 

Fiche: 50-277, 84/04/02, 8404110348, 


8404170155 Forwards response to NRC 840130 Itr re concerns identified 
in IE Safeguards Insp Repts 50-277/83-04 it 50-278/83-04. 

Affidavit enc 1. Response withheld (ref 10CFR2. 790 it 73.21). 

DALTROFF, S. L. Philadelphia Electric Co. 84/04/09. STOLZ. J. F. 
Operating Reactors Branch 4. 3pp. 24050:032. 24X 

Fiche: 50-277* 84/04/09, 8404170155. 


8404170216 Ac k receipt of 840223 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/83-31 it 
50-278/83-29. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/10. 

DALTROFF, S. L, Philadelphia Electric Co. 2pp. 24059:330. 24X 

Fiche: 50-277, 84/04/10* 8404170216. 


—8404170230 Rasponds to NRC 840127 Itr re violations noted in IE Insp 
Repts 50-277/83-31 50-278/83-29. Co rrec t i ve actionsrfire 

brigade members have met requirements of Surveillance Test 
ST 16.19 operator shifts revised per App R to 10CFR50, 

DALTROFF, S. L. Philadelphia Electric Co. 84/02/23. STAROSTECKI* R. 

Division of Project S*. Resident Programs. 3pp. 24059:332. 24X 

Fiche: 50-277* 84/04/10* 8404170216, 


8404240324 Forwards IE Insp Repts 50-277/84-06 50-278/84-06 on 

640305— 09, No violations noted. 

MARTIN* T. T. Division of Engineering 8< Technical Programs. 84/04/10. 

DALTROFF, S. L. Philadelphia Electric Co. 2pp. 24103:155. 24X 

Fiche: 50-277* 84/04/ 10, 8404240324. 


—8404240334 IE Insp Repts 50-277/84-06 it 50-278/84-06 on 840305-09. No 
noncompliance noted. Major areas inspected ; security program 
audit, testing it ma int, phy s ical barriers & detection aids. 
Safeguards info deleted (ref 10CFR2. 790). 

BAILEY* R.U. Region 1, Office of Director. 34/04/04. 6pp. 
24183:157. 24X Fi che: 50-277, 84/04/10* 8404240324. 


8404240313 Forwards application for amend to Licenses DPR-44 it DPR-56, 
revising Tech Specs re reactor water level main steam line 
isolation valve low water setpoints & audit frequency of 
emergency plan & procedures. 

BRADLEY, E. J. Philadelphia Electric Co. 84/04/19. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24169:001. 24X 

Fiche; 50-277, 84/04/19, 8404240313. 


— S404240323 Application for amend to Licenses DPR-44 it DPR-56* revising 
Tech Specs re reactor water level 8< main steam line 
isolation valve low water setpoints & audit frequency of 
emergency plan it pr oc ed ur es . Cer ti f i cate of Svc end. 

DALTROFF, S. L. Philadelphia Electric Co. 84/04/19. 16pp. 

24169:002, 24X F i c h e ; 50-277, 84/04/19* 8404240313. 


— 8404240330 Proposed Tech Specs re reactor water level it main steam line 
isolation valve low water setpoints it audit frequency of 
emergency plan 8*. procedures. 

* Philadelphia Electric Co, 84/04/19. 13pp. 24169:018. 24X 

Fiche: 50-277, 84/04/19*8404240313. 


I. Financial information 


8404190313 Forwards Annual Financial Repts 1983 for PSE&G, Atlantic City 
Electric Co.Delmarva Power i>. Light Co & Philadephia 
Electric Co. 

FRYLINC* R. Public Service Electric it Gas Co. of New Jersey, 

S4/04/16. Office of Nuclear Reactor Regulation, Director, Ip. 
24097:149. 24X Fic he: 50-000, 84/04/16, 8404190313. 


— 8404190333 Annual Financial Rept 1983. 

EJERETT, J. L. , AUSTIN, J, H. Philadelphia Electric Co. 83/12/31. 
43pp. 24097:249. 24X Fiche: 50-000, 84/04/16, 8404190313. 


8404260059 Forwards 1933 annual repts for PSE5<0, Philadelphia Electric 
Co, Atlantic City Electric Co & Delmarva Power it Light Co. 

BRADLEY* E.J. Philadelphia Electric Co. 84/04/23. DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24209:248. 24X 

Fiche: 50-277, 84/04/23, 8404260059, 


J. Insurance ?*, indemnity information 


8404110237 Forwards Endorsement 108 to NELIA Policy NF-140 8< 
Endorsement 60 to MAELU Policy MF-67. 

BRADLET.E.J, Philadelphia Electric Co. 84/04/03. SALTZMAN, J. 
Assistant Director for State it Licensee Relations. 3pp. 22985:179. 
24X Fiche; 50-277, 84/04/03. 8404110237. 


P. Operating license stage documents it, correspondence 


B404040274 Forwards Amends 93 h. 95 to Licenses DPR-44 U DPR-56, 
respectively it safety eval uation. Amends reflect required 
mods to suppression pool temp monitoring sys as part of 
Mark I containment long-term program. 

GEARS, G. Operating Reactors Branch 4. 84/03/13. BAUER, E. G. 

Philadelphia Electric Co. 2pp. 22895:338, 24X 

Fiche: 50-277* 84/03/13, 8404040274, 


— 8404040280 Amends 93 S< 95 to Licenses DPR-44 DPR-56, respect ively* 
reflecting required mods to suppression pool temp monitoring 
sys as part of Mark I containment long-term program, 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/13. 17pp, 

22895:340. 24X Fich e: 50-277, 84/03/13* 8404040274 


8404110065 Forwards Amends 95 S< 97 to Licenses DPR-44 it DPR-56, 
respectively it safety eva 1 uat i on, Amends provide 
clarif ication of isolation trip feature on HPCI sys. 

GEARS* 0. E. Operating Reactors Branch 4. 84/03/21. BAUER* E.G. 

Philadelphia Electric Co, 2pp. 24006:299, 24X 

Fiche: 50-277* 84/03/21* 8404110065. 


— 8404110067 Amends 95 Zt 97 to Licenses DPR-44 DPR-56* resp ec tively* 
providing clarification of isolation trip feature on HPCI 
sys. 

STOLZ* J, F. Operating Reactors Branch 4. 84/03/21. 8pp. 

24006:301. 24X Fi c he : 50-277, 84/03/21. 04041 10065. 


— 8404110072 Safety evaluation supporting Amends 95 «< 97 to Licenses 
DPR-44 St DPR-56* r es pect ivel y, 

* Office of Nuclear Reactor Regulation* Director. 84/03/21. 3pp. 
24006:309. 24X Fi che: 50-277* 84/03/21* 84041 10065, 
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8404120029 Forwards Amends 94 S- 96 to Licenses DPR-44 & DPR-56i 
respectively & safety evaluation. Amends permit mods to 
health physics organization per Section 6 of Tech Specs. 

SEARS/ 0. E Operating Reactors Branch 4. 84/03/21. BAUER. E. G. 

Philadelphia Electric Co. 2pp. 24033:044. 24X 

Fiche; 50-277. 84/03/21,8404120029. 


— 8404120032 Amends 94 & 96 to Licenses DPR-44 St DPR-56, resp ec ti vely, 
permitting mods to health physics organization per 
Section 6 of Tech Specs. 

ST0L2/ J. F. Operating Reactors Branch 4. 84/03/21. 10pp. 

24033 : 046, 24X Fiche: 50-277, 84/03/21, 8404120029. 


— 8404120035 Safety evaluation supporting Amends 94 St 96 to Licenses 
DPR-44 5: DPR-56, respective! y. 

# Office of Nuclear Reactor Regulation, Director. 84/03/21. 2pp. 
24033:056. 24X Fich e. 50-277, 84/03/21, 8404120029. 


8404200018 Forwards Amends 96 S« 98 to Licenses DPR-44 St 0PR-56, 
respectively Sr safety evaluation Amends consist of changes 
to Tech Specs to permit rev of definition of "primary 
containment integrity, '* 

GEARS, G.E, Operating Reactors Branch 4. 84/03/28. BAUER. E, 0. 

Philadelphia Electric Co. 2pp, 24156:329. 24X 

Fiche: 50-277. 84/03/28, 8404200018, 


— 8404200023 Amends 96 St 98 to Licenses DPR-44 St DPR-56, respect ively, 
revising Tech Specs to permit rev of definition of "primary 
containment integrity" & rev of requirements for 
administrative control of high radiation area access keys. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/28. 16pp. 

24156: 331. 24X Fiche: 50-277, 84/03/28, 8404200018. 


— B404200026 Safety evaluation supporting Amends 96 St 98 to Licenses 
DPR-44 S; DPR-56. respect ively. 

* Office of Nuclear Reactor Regulation. Director. 84/03/28 3pp. 
24156:347. 24X Fich e. 50-277, 84/03/28. 8404200018. 


8404060100 Confirms commitment to submit NPDES changes St vi olat ions, per 
NRC request an 840224 transmittal Itr issuing Amends 92 St 94 
to Licenses DPR-44 St OPR-56. respectively. 

DALTROFF, S. L. Philadelphia Electric Co. 84/04/02. STOLZ, J. F. 
Operating Reactors Branch 4. Ip, 22920;'298. 24X 

Fiche; 50-277, 84/04/02.8404060100, 


8404060110 Submits addl info to 810806 amend app 1 ication. Only changes 
requested on Pages 51, 128 S 171 should be considered under 
810S06 application. Changes proposed on Pages 13.59.208 St 
208a re operability requirements withdrawn. 

DALTROFF, S. L, Philadelphia Electric Co. 84/04/02. STOLZ, J. F. 
Operating Reactors Branch 4. 3pp. 22927: 103. 24X 

Fiche; 50-277, 84/04/02. 84040601 10, 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applican-ts for OLs S< holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066; 264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404300295 Forwards Amends 97 & 99 bo Licenses DPR-44 St DPR-56, 
respectively St safety evaluation. Amends change Tech Specs re 
operations St surveillance requirements for undervoltage 
protection w/time delay for safety-related loads, 

GEARS, G.E. Operating Reactors Branch 4. 84/04/11. BAUER, E. G. 

Philadelphia Electric Co. 2pp. 24232:250, 24X 

Fiche: 50-277, 84/04/11.8404300295. 


—8404300299 Amends 97 S' 99 to Licenses DPR-44 St DPR-56. respectively, 
changing Tech Specs to provide limiting conditions for 
operation S' surveillance requirements for undervoltage 
protection w/time delay for safety-related loads. 

STOLZ. Jf.F, Operating Reactors Branch 4. 84/04/17. 9pp. 

24232:252, 24X Fiche: 50-277. 84/04/11. 8404300295. 


— 8404300303 Safety evaluation supporting Amends 97 St 99 to Licenses 
DPR-44 & DPR-56. respec tively. 

* Office of Nuclear Reactor Regulation. Director. 84/04/11, 2pp. 
Fiche. 50-277. 84/04/11, S404300295. 


wd to Licenses DPR-44 Se DPR-56. 
tteria for emergency 
jst for performance 

>. 84/04/12. DENTON. H. R. 

Director. Ip. 24053:166, 24X 


censes DPR-44 St DPR-56. changing 
•or emergency battery 
performance test, 
ia Electric Co. 84/04/12. 
14/04/12. 8404170187. 


— 8404170205 Proposed changes to Tech Specs 4. 9 St 4. 9. A re criteria for 
emergency battery testing by substituting svc test for 
performance test. Certif icate of Svc end. 

# Philadelphia Electric Co. 84/04/12. 4pp. 24053; 174. 24X 

Fiche: 50-277. 84/04/12, 8404170187. 


8404230174 Forwards amend to 761118 application to amend Licenses 
I)PR -44 & DPR-56, updating Tech Spec Pages 167.168,169,184, 

170, lS4a, 186. 187, 187a. 188. 185 St 192 re 10CFR50, App J. 

BRADLEY. E. J. Philadelphia Electric Co. 84/04/19. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 24154:318. 24X 

Fiche: 50-277,84/04/19. 8404230174. 


— 8404230176 Amend to 761118 application for amend to Licenses DPR-44 St 
DPR-56, updating proposed Tech Spec Pages 167.168,169,134, 

184a. 185. 186. 187, 170, 188 & 192 re 10CFR50,App J. 

BAUER, E.G.. BRADLEY, E. J. Philadelphia Electric Co. 84/04/13. 

17pp. 24154:319. 24X Fiche; 50-277, 84/04/19. 8404230174. 


— 8404230183 Proposed Tech Spec changes updating Pages 167, 168, 169. 184. 
170, lS4a. 186. 187, 188. 185 St 192 re 10CFR50, App J. 

* Philadelphia Electric Co. 84/04/19. 16pp. 24154:337. 24X 

Fiche: 50-277. 84/04/19, 8404230174. 


8404240313 Forwards application for amend to Licenses DPR— 44 & DPR-56, 
revising Tech Specs re reactor water level Sc main steam line 
isolation valve low water setpoints St audit frequency of 
emergency plan St procedures. 

BRADLEY. E.J. Philadelphia Electric Co. 84/04/19. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24169:001 24X 

Fiche: 50-277. 84/04/19, 8404240313. 


— 8404240323 Application for amend to Licenses DPR-44 Sc DPR— 56, revising 
Tech Specs re reactor water level S main steam line 
isolation valve low water setpoints & audit frequency of 
emergency plan S< procedures, Certif icate of Svc end. 

DALTROFF, S. L. Philadelphia Electric Co, 84/04/19. 16pp. 

24169:002. 24X Fi ch e : 50-277. 84/04/19, 8404240313. 


— 8404240330 Proposed Tech Specs re reactor water level St main steam line 
isolation valve low water setpoints St audit frequency of 
emergency plan St procedures. 

* Philadelphia Electric Co, 84/04/19. 13pp. 24169:018. 24X 

Fiche; 50-277, 84/04/19, 8404240313. 


8404270100 Submits followup to 831104 ltr describing status of program 
addressing positions in Generic Ltr 83-28, "Required Actions 
Based on Generic Implications of Salem ATWS Events. " NUTAC 
final draft rept on Generic Ltr 83-28 end. 

DALTROFF. S. L. Philadelphia Electric Co. 84/04/23. EISENHUT. D. G. 
Division of Licensing, 10pp. 24216:049. 24X Fi che : 50-277, 84/04/23. 

8404270100. 


8404300037 Requests relief from operating restrictions on purge ^E< vent 
valves. Approval necessary to increase max allowable open 
position. Justification submitted. 

DALTROFF, S. L. Philadelphia Electric Co. 84/04/24. STOLZ, J. F. 
□ae-atirg Reactors Branch 4. 3pp. 24225:126. 24X 

F: : - e 50-277, 84/04/24. 8404300037, 


Q. Inspection reports, IE Bulletins It correspondence 


8404060295 Forwards IE Insp Repts 50-277/84-03 & 50-278/84-03 on 
840113-0229 it notice of violation. 

STARDSTECKI, R. Division of Project S< Resident Programs. 84/03/19. 
DALTROFF, S. L. Philadelphia Electric Co. 2pp. 22924:024. 24X 

Fiche: 50-277, 84/03/19, 8404060295. 


— 8404060301 Notice of violation from insp on 840113-0229. 

«■ Region 1. Office of Director. 84/03/19. 2pp. 22924:026. 24X 

Fiche : 50-277, 84/03/19. 8404060295. 


— 8404060310 IE Insp Repts 50-277/84-03 & 50-278/84-03 on 840113-0229. 
Violation noted : adequate hydrant maint program rot 
implemented it through— wall damage to torus vent header shell 
not reported. 

BLOUGH. A, R. . WILL IANS, J. H. , TRIPP. L.E. Region 1, Office of 
Director. 84/03/13. i9pp, 22924:023. 24X Fi che: 50-277. 04/03/ 19. 

8404060295. 


8404100035 Responds to IE Bulletin B3-07 re apparently fraudulent matls 
sold by Ray Mil ler, Inc. No sobj matls purchased from vendor. 

Action complete. 

DALTROFF. s. L. Philadelphia Electric Co. 84/03/21. MURLEY, T. E. 

Region 1. Office of Director. 2pp. 22967:305. 24X 

Fiche: 50-277. 84/03/21 , 8404100035. 


8402090047 IE Info Notice 84— 05, Rev 1. "Exercise Frequency. " Svc list 
end , 

JORDAN. E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000. 84/03/28, 8402090047 
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S403140241 IE In-fo Notice 84-21< "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness S* Engineering 
Response <Post 830103). 84/03/28. Consolidated Edison Co. of Neui 

York. Inc. B5pp. 22892:145. 24X Fich e: 50-000, 84/03/28. 8403140241 . 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fic he: 50-000. 84/03/29, 8403140247. 


8404170321 Submits info on IE Bulletin 84-01, "Entitled Cracks in BWR 
Mark I Containment Vent Headers. " Primary containment 
dryujeil to torus bypass tests performed. Status of GE SIL 402 
recommended actions listed. 

DALTROFF, S. L. Philadelphia Electric Co. 84/03/30. MURLEY, T. E. 
Region 1, Office of Director. 7pp. 24060:070. 24X 

Fiche : 50-277, 84/03/30, 8404170321. 


8404090391 Ac k receipt of 840315 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/83-37 S' 
50-278/83-35. 

STARDSTECKI , R. Division of Project 8< Resident Programs. 84/04/04. 
DALTROFF, S, L. Philadelphia Electric Co. Ip, 22940:334. 24,X 

Fiche: 50-277, 84/04/04, 8404090391. 


— 8404090394 Responds to NRC 840216 Itr re violations noted in IE Insp 
Repts 50-277/83-37 50— 278/83-35. Correc t ive ac ti ons: nuclear 

training section modified to provide administrative support 
group to improve followup of requalification. 

DALTROFF, S. L. Philadelphia Electric Co. 84/03/15. STARDSTECKI , R. 

Division of Project & Resident Programs. 3pp. 22940:335. 24X 

Fiche: 50-277, 84/04/04, 8404090391. 


8404200144 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/und er voltage trip feature in use in safety-related 
applications other than reactor trip st;-. We •■■t i" .gh r-;s« Type 
DB or DS circuit breakers not used in s.-i-L* : y -- 1 i a r {*:: sys. 

COONEY, M. J. Philadelphia Electric Co. 84/04/04. MURLEY, T. E. 

Region 1, Office of Director. 5pp. 24117:275. 24X 

Fiche: 50-277, 84/04/04, 8404200144. 


B40314O259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche ; 50-000, 84/04/ 05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qual if icat ion Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of Neui 

York, Inc, 103pp. 24066:164. 24X Fiche : 50-000, 84/04/05, 8403140263. 


B40417O155 Forwards response to NRC 840130 Itr re concerns identified 
in IE Safeguards Insp Repts 50-277/83-04 8( 50-278/83-04, 

Affidavit end. Response withheld <ref 10CFR2, 790 8t 73.21). 

DALTROFF, S. L. Philadelphia Electric Co. 84/04/09. STOLZ, J. F. 
Operating Reactors Branch 4. 3pp, 24050:032. 24X 

Fiche: 50-277, 84/04/09,8404170155. 


8404170216 Ack receipt of 840223 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/83-31 & 
50-278/83-29, 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/10. 

DALTROFF, s. L. Philadelphia Electric Co. 2pp, 24059:330. 24X 

Fiche: 50-277, 84/04/10, 8404170216. 


— 3404170230 Responds to NRC 840127 Itr re violations noted in IE Insp 
Repts 50-277/83-31 8< 50-278/83-29. Correc t ive actions: fire 
brigade members have met requirements of Surveillance Test 
ST 16. 19 operator shifts revised per App R to 10CFR50. 

DALTROFF, S. L. Ph i lade Iphia Electri c Co, 84/02/23. STARDSTECKI, R. 

Division of Project Resident Programs. 3pp. 24059:332. 24X 

Fiche : 50-277, 84/04/10, 8404170216. 


8404170401 Ack receipt of 840308 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/83-32 & 
50-278/83-30. 

MARTIN, T. T, Division of Engineering it Technical Programs. 84/04/10. 

DALTROFF. S. L. Philadelphia Electric Co. Ip. 24063:295. 24X 

Fic he: 50-277, 84/04/10, 8404170401. 


’8404170406 Responds to NRC 840209 Itr re violations noted in IE Insp 
Repts 50-277/83-32 it 50-278/83-30. Correc t i ve actions: all 
backlog maint request forms submitted to document 
admin istrat ion ctr for processing. 

DALTROFF, s. L. Philadelphia Electric Co. 84/03/08. MARTIN, T. T. 
Division of Engineering & Technical Programs. 3pp. 24063:296. 

24X Fiche: 50-277, 84/04/10, 8404170401. 


8404240324 Forwards IE Insp Repts 50-277/84-06 50-278/84-06 on 

840305-09. No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/10. 

DALTROFF, S. L. Philadelphia Electric Co. 2pp. 24183:155. 24X 

Fiche: 50-277, 84/04/10, 8404240324. 


—8404240334 IE Insp Repts 50-277/84-06 & 50-278/84-06 on 840305-09. No 
noncompliance noted. Major areas inspected : security program 
audit, test ing it maint. p ‘■i;s i:al ba-'riers it detection aids. 
Safeguards info deleted ;0':-R2 790). 

BAILEY, R.J., JOYNER, J.H. Region 1, Office of Director. 84/04/04. 
6pp. 24183:157. 24X Fiche: 50-277, 84/04/10, 8404240324. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1. 

GRACE, J.N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche : 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J.N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of Mew York, Inc, 

114pp. 24X Fiche; 50-000, 84/04/16, B40314027S. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

86pp 24163:205. 24X Fiche : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness t/. Engineering 
Response (Post B30103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140234 IE Info Notice 84-30, "Discrepancies in Recordkeeping 8s Matl 
Defects in Bahnson HVAC Units." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness !< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger 8< Pipe 
Hanger Damage." Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343, 24X Pi che: 50-000, 84/04/ 18, 8404130404. 


B404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20, Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports 8c related correspondence 


8404190165 Monthly operating repts for Mar 1984, W/B40413 Itr. 

ALDEN,W.M., ULLRICH.W.T, Philadelphia Electric Co. 84/03/31. 10pp. 

24103:321. 24X Fi c he ; 50-277. 84/03/31 , 8404 190165. 


8404090339 "1983 Annual Rept on Safety-Relief Valve Challenges. " 
DALTROFF, S. L. Philadelphia Electric Co. 84/04/02. EISENHUT, D. 0. 
Division of Licensing. Ip. 22941:315. 24 X Fi ch e; 50-277, 84/04/02, 

8404090339, 


S, Reportable occurrences, LERs fk related correspondence 


8404100228 Updated LER 83-018/03X-1 : on 8311 17, control rods 34-35 it 34-7 
34-27 exceeded allowable scram insertion time of 7 s. Caused 
by failure of scram solenoid valve in both hydraulic control 
units. Solenoids rep laced. W/840210 Itr. 

ULLRICH.W.T. Philadelphia Electric Co. 84/02/10. MURLEY, T. E. 

Region 1, Office of Director. 6pp. 22960: 232. 24X 

Fiche: 50-270, 04/02/10, 8404100228. 
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0404200281 RO: 0 n 84020?! C02 fire protection sySi serving cable spreading 
room & computer room! dec lared inoperable. Caused by ground in 
one of ttuo cables from smoke detector control panel. Cables 
replaced & sys available for svc. 

ULLRICH, W.T. Philadelphia Electric Co. 84/03/12. HURLEY, T. E. 

Region 1, Office of Director. 2pp. 24115:316, 24X 

Fiche; 50-277. 84/03/12. S4042002S1. 


8404050471 Notification of Significant Licensee Meeting 84-30 on B40412 
w/util in King of Prussia, PA to discuss enforcement issues 
re events involving individual rod scramming, pr imar y sys 
heatup rates, rod scram times & unplanned reactor cooldown, 

TRIPP, L.E. Region 1, Office of Director. 84/03/21. DIRCKS, W, J. 
Office of the Executive Director for Operations. STELLD, V. Regional 
Operations & Generic Requirements. DEYOUNG, R.C. Director's Office, 
Office of Inspection and Enforcement. Ip. 22927.353. 24X 

Fiche: 50-277, 84/03/21, 8404050471. 


8404050090 LER 84-001-01: on 840106, HPCI turbine exhaust rupture 
diaphragm alarm annunciated following startup. Caused by 
inner rupture disk PSD3-23-6 ruptured. Inner rupture disc 
replaced. W/a4O330 Itr. 

CLARK, B.L., ULLRICH, W.T. Philadelphia Electric Co. 84/03/30. 4pp. 
22901:120. 24X Fiche; 50-278, 84/03/30, 8404050090. 


8404240302 Forwards preliminary rept of fracture mechanics analyses 
for weld acceptability on weld imperfections identified in 
LER 2-83-24/T. Final rept on fracture analyses of all 23 
welds by S&W Engineering expected by 840501. 

ULLRICH, W.T. Philadelphia Electric Co. 84/03/30. HURLEY, T. E. 
Region 1, Office of Director. 16pp. 24165; 126. 24X 

Fiche: 50-27 7, 84/03/30, 840 4240302. 


8404260414 Part 21 rept re presence of thread-locking matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
inves ti gation. 

SHERWOOD, G, G. General Electric Co. 84/04/13. DEYOUNG, R, C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche; 50-000, 84/04/13, 8404260414 


8404260342 PNO-I-84-035: on 840422, earthquake felt at site. Ground 
accelerations less than seismic recorder setpoint of 0.01 g. 

No damage found. 

SLOUGH, A. R., TRIPP, L.E. Region 1, Office of Director. 84/04/23. 
ip, 24204:152. 24X Fi ch e : 50-277, 84/04/23, 8404260342. 


U. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG— 1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019, 


X. Onsite Storage of Lou Level Waste 


8404040297 Advises that util constructing storage facility for law 
level waste w/o prior NRC approval per end Generic 
Ltr 81-38. 

DIRCKS, W.J, Office of the Executive Director for Operations. 
84/03/13. GILINSKY Commissioners. 4pp. 22911:082. 24X 

Fiche: 50-277, 84/03/13, 8404040297. 


— 8404040303 Requests util proposal re waste storage facility. 

GOLDSMITH. R. NRC - No Detailed Affiliation Given. 84/02/23. 

REHM, T. NRC - No Detailed Affiliation Given. Ip. 22911:099. 24X 

Fiche: 50-277, 84/03/13, 8404040297, 


— 8404040310 Requests util proposal re radwaste storage facility. 
LEE, J. Affiliation Not Assigned. 84/02/09. GILINSKY, V. 
Commissioners, Ip. 22911:101. 24X Fiche: 50-277, 84/03/13, 

8404040297. 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8404060296 Rev 7 to Emergency Implementing Procedure EP IP-2. 01 re 
notification of state & local govts. W/840330 ltr. 

WILSON, J. , STEWART, W, L. Uirginia Electric tt Power Co, 84/03/30. 
O'REILLY, J. P. Region 2, Office of Director. 4pp. 22922:297. 24X 

Fiche: 50-280, 84/03/30, S404060296. 


P. Operating license stage documents S< correspondence 


8404020115 Requests relief from hydrostatic test which would include 
main steam generator A significant portion of attached 
main steam pip ing. A1 ternative insp & testing provided. 

Surface exam conducted. 

STEWART, W. L. Virginia Electric ?< Power Co. 84/03/26. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 
Operating Reactors Branch 1. 3pp. 22836:253. 24X 

Fiche: 50-280. 84/03/26, 84040201 15. 


8404060036 Responds to 840221 S, 28 telcons requesting addl info 
required to complete Franklin Research Ctr review of util 
submittal for conformance to NUREG-0612, "Control of Heavy 
Loads Phase I. " 

STEWART, W. L. Virginia Electric Sf Power Co. 84/03/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 
Operating Reactors Branch 1. 3pp. 22920:246. 24X 

Fiche: 50-280, 84/03/30, 8404060036. 


8404060254 Endorses AIF partic ipation in discussions & ultimate 
resolution of interpretations re equipment safety 
classification issues. Addl d iscussions warranted for 
consistent approach to interpretat ion of regulations. 

STEWART, W.L. Virginia Electric & Power Co. 84/04/02 TAYLOR, -J. M. 
Director's Office, Office of Inspection and Enforcement. Ip. 

22925: 154. 24X Fiche; 50-000, 84/04/02, 8404060254. 


8404100183 Application for amend to Licenses DPR-32 &! DPR-37, r evis ing 
Tech Specs re status of charging pump during one unit 
operation from operable to available due to strict 
definition of operable in Tech Specs. 

STEWART, W.L. Virginia Electric Power Co. 84/04/03, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 

Operating Reactors Branch 1, 4pp. 22967: 034. 24X 

Fiche; 50-280, 94/04/03, 8404100183. 


— 8404100185 Proposed Tech Specs revising status of charging pump from 
nonoperating unit during one unit operation from operable 
to available. 

* Virginia Electric Power Co. 84/04/03. Spp. 22967:038. 24X 

Fiche: 50-280, 84/04/03, 8404100183. 


8404100218 Requests reissuance of license amends issued in response to 
830913 Tech Spec change request re min boron injection tank 
concentration, reflect ing corrections to Tech Spec Page 

STEWART, W.L. Virginia Electric St Power Co. 84/04/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, VARGA, S. A. 

Operating Reactors Branch 1. Ip. 22963:087. 24X 

Fiche: 50-280, 84/04/03. 8404100218. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tt ing. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264, 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404130217 Application for amends to Licenses DPR-32 & DPR— 37, revi sing 
Tech Specs re status of opposite unit auxiliary feedwater 
pump from operable to available S< adding spec to provide 
opposite unit auxiliary feedwater pump down time. 

STEWART, W.L. Virginia Electric & Power Co. 84/04/05. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 

Operating Reactors Branch 1. 3pp. 24029: 153. 24X 

Fiche: 50-280, 84/04/05, 8404130217. 


— 8404130218 Proposed Tech Specs changing status of opposite unit 
auxiliary feedwater pump from operable to available & adding 
spec to provide opposite unit auxiliary feedwater pump down 
time. 

■» Virginia Electr:c fy. Power Co. 84/04/05. 9pp. 24029; 157. 24X 

Fiche; 50-280, 84/04/05, 8404130217. 


8404260439 Forwards safety evaluation re Amends 73,74,36 & 16, 
Restriction may be raised to 45,000 MWD/MTU but not removed 
entirely. Fuel mgt scheme provides limiting location in fuel 
at beginning of second cycle. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/09. STEWART, W. L. 

Virginia Electric «< Power Co. 4pp. 24220:315. 24X 

Fiche: 50-000.84/04/09, 8404260439. 


— 8404260444 Safety evaluation re extended fuel burnup. Op erat ion to 
45,000 MWD/HTU batch average at discharge using 4,1 w/o 
enriched fuel acceptable. 

# NRC - No Detailed Affiliation Given. 84/04/09, 

24220:319. 24X Fiche: 50-000, 84/04/09, 8404260439. 


4pp. 
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Q. Inspection reports# IE Bulletins & correspondence 


8404060290 Forwards IE Insp Repts 50-280/84-02 & 50-281/84-02 on 
840110-13. No violations or deviations identified. 

DANCE# H. C, Division of Project & Resident Programs. 84/03/13 
STEWART, W.L. Virginia Electric & Power Co. 2pp. 22925:160. 24X 

Fiche. 50-280, 84/03/13, 8404060290. 


—8404060293 IE Insp Repts 50-280/84-02 & 50-281/84-02 on 840110-13. No 
violations or deviations i dent i f i ed. Ma j or areas inspected: 
review of TMI action items. internal exposure control, 
radiological survey s, posting, label ing control. 

HOSEY, C. M. Region 2, Office of Director. BARR, K. P. Division of 
Engineering 8< Operational Programs. 84/02/23. 11pp. 22925:162. 

24X Fiche: 50-280, 84/03/13, 8404060290. 


8404170185 Forwards IE Insp Repts 50-280/84-08 fy. 50-281/84-08 on 
840305-08. No violations or deviations identified. 

DANCE, H. Division of Project & Resident Programs. 84/03/26, 
STEWART. W L Virgi-ia Electric S< Power Co, 4pp. 24054:073. 24X 

Fiche: 50-283, S*’. 8^,04:70185. 


— 8404170193 IE Insp Repts 50-280/84-08 & 50-281/84-08 on 840305-08. No 
violations or deviations identified. Major areas inspected; 
insp & testing of snubber S< followup on licensee identified 
items. 

LENAHAN, J, J. Region 2, Office of Director. JAPE, F. Division of 
Engineering 8< Operational Programs. 84/03/22. 4pp. 24054:075. 
24X Fiche: 50-200, 84/03/26, 8404170185. 


8402090047 IE Info Notice 84-05. Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. l3Spp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892,145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231, 24X Fiche' 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qual i f i cati on of Individuals 
to Use Respiratory Protective Devices. " Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fi ch e , 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsor ed 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 04/04/05, Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche; 50-000. 84/04/05. 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density (5auge Licensees," Svc list 
end. 

ORACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000, 84/04/ 1 6, 8403140271. 


0403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

(JRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

a6pp. 24163:205. 24X Fi che : 50-000, 84/04/1 7, 0403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 04/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c h e : 50-000, 84/04/1 7. 8403140277, 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end, 

JORDAN. E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/17, Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17. 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping it Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/ 18. 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness !k Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp, 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage, " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343, 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20. 8404160130. 


S. Reportable occurrences, LERs 8< related correspondence 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Viton seal issue not 
reportable per Part 21, Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY.D.C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059:109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Initial ly reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C. V, Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI, R. 
Division of Project it Resident Programs. 0pp. 22940:241. 24X 

Fiche: 50-000, 84/03/08, 8404090375. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
it furnished to power generating facilities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure, 

DODSON, J. P, Pacific Air Products Co. 84/03/28. Director's 
Office, Office of Inspection and Enforcement. 15pp. 24022:164, 24X 

Fiche; 50-000, 84/03/28,0404120307. 


8404090212 LER 84-005-00: on 840301, while performing MOP 26. 9, vital bus 
SOLA transformer I-I, vital buses I it III mistakenly cross 
connected out of phase, causing spurious containment high 
pressure i>. high steam flow s ignals. W/040330 Itr. 

WILSON, J. L Virginia Electric it Power Co. 84/03/29. 5pp. 
22940:140. 24X Fi c h e: 50-280, 84/03/29, 8404090212. 


8404200001 LER 84-006-00: on 840301, as result of snubber functional 
tests, 69 of 226 snubbers failed to meet acceptance criteria. 
Cause not stated. Snubber program revised & associated 
procedures reviewed. W/840416 Itr. 

WILSON, J. L. Virginia Electric «t Power Co. 04/04/16. 11pp. 

24119:266. 24X Fiche: 50-200, 84/04/16, 8404200001. 


V. Operator Examinations 


8404180249 Forwards safety evaluation re util 840118 request for 
approval of mods to licensed operator requalification 
program for faci 1 iti ei. Proposed mods acceptable. 

MILLER, J.R. Operating Reactors Branch 3, 04/03/30. STEWART, W. L. 

Virginia Electric it Power Co. 3pp. 24109: 117, 24X 

Fiche; 50-000, 84/03/30. 8404180249. 


— 0404180255 Safety evaluation re util 04O11B request for approval of 
mods to licensed operator requalification program for 
fac i 1 ities. Proposed mods acceptable. 

* NRC - No Detailed Affiliation Given. 84/03/30. 2pp. 

24109-120. 24X Fiche: 50-000, 04/03/30. 8404180249. 


8404020019 Generic Ltr 84-05 to all power reactor licensees Sc 
applicants for QLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co of New York. Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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Y, Dry Cask Independent Spent Fuel Storage Installations 


8404120349 Foruiards addl irtio re dry cask ISFSI license appl ication* in 
response to NRC 830909 request- 

ST£*4ARTj W. L- Virginia Electric ^ Power Co. 84/03/02. 

CUMN'I«SHA«,R. E. Office of Nuclear Material Safety & 

Safeguards* Director. 37pp. 24025:297. 24X Fic he; 50-280, 84/03/02* 

8404120349'. 


84041.30368 Informs that Gesellschaft fur Nuklear — Svc mbH selected as 
first ISFSI cask vendor for cons ideratian. Util ISFSI 
application will be amended to show selection. 

ST£WART,W, L. Virginia Electric & Power Co. 84/03/15. 

CU»4IN5HAM,R E. Office of Nuclear Material Safety & 
Safegaards,Dir«ctor. 2pp. 24048:348. 24X Fi ch e: 50-280. 84/03/15. 

S404 130068. 


8404180064 Confirms discussions re physical protection requirements for 
dry cask storage of spent fuel conducted at facility on 

840210 

BRCWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/03/30. 
STEWART, H L Vir.giria Electric 1* Power Co. 2pp. 24107:012. 24X 

Fiche: 50-^.“0 E-t.-'CB.' 840-1180364 


DOCKET 50-231 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


— 8404130218 Proposed Tech Specs changing status of opposite unit 
auxiliary feedwater pump from operable to available Sc adding 
spec to provide opposite unit auxiliary feedwater pump down 
time. 

* Virgi-ia Ele-trir ^ Cr: 84/04/05. 9pp. 24029: 157. 24X 

Fichi- t3-2f0, 


8404260439 Forwards safety evaluation re Amends 73,74,36 16. 

Restriction nay be raised to 45,000 MWD/MTU but not removed 
entirel y . Fuel mgt scheme provides limiting location in fuel 
at beginning of second cycle. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/09. STEWART, W. L. 

Virginia Electric 8< Power Co. 4pp. 24220: 315. 24X 

Fiche; 50-000, 84/04/09, 8404260439, 


— 8404260444 Safety evaluation re extended fuel burnup. Operat ion to 
45,000 MWD/MTU batch average at discharge using 4. 1 ui/o 
enriched fuel acceptable. 

* NRC - No Detailed Affiliation Given. 84/04/09. 4pp. 
24220:319. 24X Fiche: 50-000, 84/04/09, S404260439. 


8404200197 Requests relief from certain post— repair/replacement test 
requirements of ASME Section Xliper 840316 ^ 19 telcons. 
Justification provided. Drawings end. 

STEWART, W.L. Virginia Electric & Power Co. 84/04/12. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S, A. 

Operating Reactors Branch 1. 4pp. 24117:060. 24X 

Fiche: 50-281,84/04/12, 8404200197. 


8404060296 Rev 7 to Emergency Implementing Procedure EPIP-2. 01 re 
notification of state & local govts. W/S40330 Itr. 

WILSON, J., STEWART, W, L. Virginia Electric Zt Power Co. 84/03/30. 
O^REILLY, J P Region 3- Office of Director. 4pp, 22922' 297 24X 

Fiche: 50-2SC. 34/03/30, 3404C6C296 


P. Operating license stage documents & correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


8404060290 Forwards IE Insp Repts 50-280/84-02 «< 50-281/84-02 on 
840110-13. No violations or deviations identified. 

DANCE, H.C. Division of Project & Resident Programs. 84/03/13. 
STEWART, W. L Virginia Electric St Power Co. 2pp. 22925:160 
Fiche: 50-280, B4/C3/ i 3, 8404060290. 


24 X 


8404060036 Responds to 840221 & 28 telcons requesting addl info 
required to complete Franklin Research Ctr review of util 
submittal for conformance to NUREG-0612, "Control of Heavy 
Loads Phase I. " 

STEWART, W.L. Virginia Electric & Power Co. 84/03/30. DENTON. H R 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 

Operating Reactors Branch 1. 3pp. 22920' 246 24X 

Fiche; 50-280. 84/03/30. 8404060036. 

9404060254 Endorses AIF partic ipation in discussions & ultimate 
resolution of interpretati ons re equipment safety 
c lass i f icat i on issues, Addl discussions warranted for 
consistent approach to interpretation of regulations. 

STEWART, W.L. Virginia Electric & Power Co. 84/04/02. TAYLOR.JM 

Office, Office of Inspection and Enforcement. Ip 
22925:154. 24X Fiche; 50-000, 84/04/02. 8404060254. 

84041OT183 Application for amend to Licenses DPR-32 Zt DPR-37, revisino 
Tech Specs re status of charging pump during one unit 
operation from operable to available due to strict 
definition of operable in Tech Specs. 

STEWARt,W. L. Virginia Electric St Power Co. 84/04/03. DENTON.HR 

Office of Nuclear Reactor Regulation, Director. VARGA, S A 
Operating Reactors Branch 1, 4pp , 22967-034 24X 

Ftche; 50-280, 84/04/03, 8404100183. 

revising status of charging pump from 
availa^’e *lo'»'ing one unit operation from operable 

* Vif-ginia Electric Z Fowsr Cc. 84/04/03. 8pp. 22967 038 24X 

- :c".e- 5C-23C, S4.'’04 ,02, E4041001B3 

rexssuance of license amends issued in response to 
830913 Tech Spec change request re atin boron injection tank ^ 
concentration, reflecting corrections to Tech Spec Page 

STEWART, W.L. Virginia Electric It Power Co. 84/04/03 DENTON, H R 
Office of Nuclear Reactor Regulation. Director VAmA 
Operating Reactors Branch 2, tp. 22963 087 24 X 

Fiche; 50-280,84/04/03,8404200218. 24X 

84040402'56 Generic Ltr 84-08 to all 2icens»*c na «««« 4.- 
IiseJwuiTo Hckfittinj. Svc ll,t ,ncl. 

Fiche: 50-000,84/04/04,8404040256. 

84«1^'17 Application for amends to Licenses DPR- 3 i 7 nno n-r 

T.ch S,.c. r, 0, uni 

Fic'le: 50-2W, 84/04/05, e404i:»2^ ' 




violations or deviations identified. Major areas insp* 
review of TMI action i terns, interna I exposure control, 
radiological surveys, posting, label ing Z. control, 

HOSEY, C. M. Region 2, Office of Director. BARR, K. P. Division of 
Engineering & Operational Programs, 84/02/23. llpp 22925“ 162 

24X Fiche; 50-280, 84/03/13, 8404060290. 

Repts 50-280/84-08 & 50-281/84-08 on 
840305— 08. No violations or deviations identified. 

SirnfoT M Project St Resident Programs. 84/03/26. 

STEWART, W L. Virginia Electric & Power Co. 4pp. 24054“ 073 24X 

Fiche: 50-200, 84/03/26, 8404170185, 

—8404170193 IE Insp Repts 50-280/84-08 & 50-281/84-08 on 840305-08 No 
violations or deviations i dent if i e d. Major areas inspected; 
items*" snubber St followup on licensee identified 

LENAHAN,J.J. Region 2, Office of Director. JAPE, F. Division of 
P’T'ograms. 84/03/22. 4pp. 24054“ 075 

24X Fiche: 50-280, 84/03/26, 8404170185. -w/o. 

B40MTO047 IE In,o Ncticu 34-05, Rev 1, "Ecerctse Frequencu.” Svc list 

^RDAN, E. L Division of Emerjencs Prepareiiness t, Engineerinc 

Ccnsolidate, Edison Co’ of N.u, 

• c. 13Bpp, 2 c 933 : 122 . 34 X Fiche: 50-000. 34/03/23, 84.02090047. 

8403140241 IE Info Notice 34-21, "Inad.,uate Shutdcun Margin. " Svc list 

£ri'c"”ar‘i£ SFF " -:siJid-tL"E3‘::r^- m.. 

05pp. c.2a92. 145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 

COMSIF.Inc 8td Bad 

R°sZ;f <p=st wmoS,°' M;si/a9“ 

v=r,. Inc. 12 dpp. 22892:231. 24X Ficha: S^bsuoaSr. 

“f-<p„st‘33oioS,.°^ 

York, Inc. 14?pp, 24X Fiche: 50-000, 84/04/05, 340314025?" 

8403140263 IE Info Notice 84-23, “Results of NRr-cs 

C^silenoi^5a^ves.°"°Sv?^is^enc^ ^‘^tomatic Switch 

York. Inc. i03pp. 240^5: IM. 24X Fich.“o-???r?4%?;?S, 
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8403140271 IE Info Notice 84-26i "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

ORACEi V. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York* Inc. 

86pp. 24189:001. 24X Fi che: 50-000, 84/04/1 6, 8403140271. 


S403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

©RACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

©RACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205, 24X Fi che: 50-000, 84/04/1 7, 8403140273. 


0403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end 
©RACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

B9pp. 24163:292. 24X Fi che; 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. I29pp, 24188:237. 24X Fiche : 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping S< Matl 
Defects in Bahnson HVAC Units. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. ,24188:001. 24X Fiche : 50-000. 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. H7pp. 24188:119. 24X Fiche : 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger 2< Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 330103). 84/04/20 Consolidated Edison Co, of New 

York, Inc. 119pp. 24285:015, 24X Fi c he : 50-000. 84/04/20, 8404160130. 


S. Reportable occurrences, LERs S< related correspondence 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner appl ication. Viton seal issue not 
reportable per Part 21 Insufficient data exists to 
demonstrate full confidence in seals, 

EMPEY, D.C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059; 109, 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products, Ini t ial ly reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21, Next rept by 840730. 

MANGAN,C,V. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI, R. 
Division of Project Resident Programs, 8pp, 22940:241, 24X 

Fiche; 50-000. 84/03/08, 8404090375. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
furnished to power generating facilities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J. P. Pacific Air Products Co, 84/03/28. Director's 
Office, Office of Inspection and Enforcement 15pp. 24022: 164. 24X 

Fiche: 50-000, 84/03/23, 8404120307. 


8404120102 Updated LER 83-052/03X-1 : on 831 1 12 , d ur ing performance of 
monthly surveillance test, pump 2-CS”P~lD tripped while 
attempting to start. Caused by loose armature stop screw on 
breaker overload device. Screw tigh tened, W/840405 Itr. 

WILSON, J. L. Virginia Electric Power Co. 84/04/05. 3pp 
24012:003. 24X Fic he : 50-281 , 84/04/05, 84041 20102. 


8404120167 Forwards LERs 84-006-00 ii 84-007-00. 

WILSON, J.L. Virginia Electric & Power Co. 84/04/05. Record 
Services Branch (Document Control Desk). Ip. 24012:355. 24X 

Fiche; 50-281, 84/04/05, 8404120167. 


— 8404120172 LER 84-006-00: on 840316, c oo Idown rate exceeded 50 F/hr. 
Caused by control room operators failure to recognize 
increasing cooldown rate. Personnel reinstructed 8< operators 
required to read LER. 

WILSON, J. L, Virginia Electric S< Power Co. 84/04/05. 3pp. 
24012:356. 24X Fi c he; 50-281, 84/04/05, 8404120167. 


— 8404120178 LER 84-007-00; on 840320, motor operated valve breakers found 
open & unloc ked. Caused by inadequate review of Tech Specs. 

Locks placed on valve breakers. 

WILSON, J. L, Virginia Electric Sf Power Co. 84/04/05. 2pp. 

24012:359. 24X Fi c he. 50-281, 84/04/05, 8404120167, 


8404270043 LER 84-005-00’ on 840316, reactor trip occurred as result 
of reactor coolant pump trip. Caused by water in electrical 
penetration for motor leads. Penetration replaced w/spare & 
meggered it Type B tested sat i sf ac tor i 1 y . W/840413 Itr. 

WILSON, J. L. Virginia Electric & Power Co. 84/04/13. 4pp. 
24217:335. 24X Fi c h e : 50-281 , 84/04/13. 8404270043, 


8404270031 Forwards LERs 84-004-00 it 84-008-00, 

WILSON, J. L. Virginia Electric & Power Co. 84/04/23. Record 
Services Branch (Document Control Desk). Ip. 24218:068. 24X 

Fiche; 50-281 , 84/04/23, 8404270031. 


— 8404270035 LER 84-004-00: on 840315,67 of 267 snubbers failed to meet 
acceptance criteria stipulated in snubber administrative 
procedures. Snubber program being revised to provide better 
controls on maint tracking of snubbers. 

WILSON, J, L, Virginia Electric & Power Co. 84/04/23. 11pp. 

24218:069. 24X Fi c he : 50-281 , 84/04/23. 8404270031. 


— B404270038 LER 84-008-00: on 840323,4160-volt motor leads for RHR pump 
motors improperly electrically insulated w/heat shrinkable 
matl rated for 1,000 volts. Caused by inadequate maint 
procedures. Insulation replaced. 

WILSON, J. L Virginia Electric 8< Power Co. 84/04/23. 2pp. 
24218:080. 24X Fi c he: 50-281 , 84/04/23, 8404270031 . 


8404270061 LER 83-060/03L-0: on 831220, feeder breaker for heat tracing 
panel 2131 tripped. Caused by ground fault that occurred 
when ac power supply fuse blew. Fuse replaced & ground 
fault circuit for feeder breaker removed. W/S40423 Itr. 

WILSON, J. L, Virginia Electric it Power Co. 84/04/23. 3pp. 
24217:359. 24X Fi c h e : 50-281 , 84/04/23, 8404270061 . 


V. Operator Examinations 


8404180249 Forwards safety evaluation re util 840118 request for 
approval of mods to licensed operator requa 1 if ication 
program for facilities. Proposed mods acceptable. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/30. STEWART, W,L. 

Virginia Electric St Power Co. 3pp. 24109.117. 24X 

Fiche: 50-000, 84/03/30,8404180249. 


— 8404180255 Safety evaluation re util 840118 request for approval of 
mods to licensed operator requal if ication program for 
fac i 1 ities, Proposed mods acceptable. 

# NRC - No Detailed Affiliation Given. 84/03/30. 2pp. 

24109:120. 24X Fi che: 50-000, 84/03/30, 8404180249. 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Btds, " Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp, 24066:297. 24X 

Fiche; 50-000, 84/04/02,8404020019. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8404120349 Forwards add! info re dry cask ISFSI license application, in 
response to NRC 830909 request. 

STEWART, W.L. Virginia Electric 8< Power Co. 84/03/02. 

CUNNINGHAM, R, E. Office of Nuclear Material Safety St 

Safeguards, Director, 37pp. 24025:297. 24X Fiche: 50-280, 84/03/02, 

0404120349. 


8404130068 Informs that Gesellschaft fur Nuklear-Svc mbH selected as 
first ISFSI cask vendor for consideration. Util ISFSI 
application will be amended to show selection. 

STEWART, W.L. Virginia Electric & Power Co. 84/03/15. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety «t 

Saf eguards, Director. 2pp. 24048; 348, 24X Fiche: 50-280, 84/03/15, 

8404130068 . 
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8404180064 Confirms discussions re physical protection requirements for 
dry cask storage of spent fuel conducted at facility on 
840210. 

BRGWNj W. B. Fuel Facility Safeguards Licensing Branch. 84/03/30. 
STEWART. W L. Virginia Electric Power Co. 2pp. 24107:012. 24X 

Fiche: 50-280. 84/03/30, 84041S0064. 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency ?< fire protection plans 


8404020218 Public version of Rev 5 to Emergency Plan Implementing 
Procedure F3-13, "Offsite Dose Calculation. '* W/840119 Itr, 
Temporary Memo 83-48, Rev 23 to table of contents & JM Felton 
840322 release memo. 

MENDELE, D. U. , KLEE.S. N. , FEY.F, L. Northern States Power Co. 
84/01/19. 36pp. 22873:097. 24X Fiche: 50-282, 84/01/19, 8404020218. 


8404120352 Advises of plan for resolving issue of upper plenum 
injection re ECCS models by Westinghoue & Exxon for 
calculating performance of Westinghouse two-loop plants. 

MILLER, U. R. Operating Reactors Branch 3. 84/03/26. MUSOLF, D. M. 

Northern States Power Co. 2pp. 24025: 338. 24X 

Fiche: 50-282, 84/03/26. 8404120352. 


S4041I0073 Ac ft receipt of FEMA 840305 Itr & associated final exercise 
evaluations on offsite portion of emergency preparedness 
exercise conducted on 831014. FEMA determined that corrective 
actions described in State of MN response adequate. 

PAPER lELLD, C, J. Regions. Office of Director. 84/04/05. 

LARSON, C. E. Northern States Power Co. 2pp. 22986:072. 24X 

Fiche: 50-282. 84/04/05, 8404110073. 


0404130227 Forwards request for exemption from Section III.O of App R 
to 10CFR50 re reactor coolant pump lube oil collection sys 
supplemental info in support of exemption, per util 
840123 request. 

MUSOLF, D, M. Northern States Power Co. 84/04/05. Office of 
Nuclear Reactor Regulation, Director, 6pp, 24029:208. 24X 

Fiche: 50-282, 84/04/05, 8404130227, 


8404190169 Forwards IE Insp Repts 50-2B2/S4-05 S- 50-306/84-05 on 
840312-15 notice of violation. 

PAPER lELLO, C. J. Regions, Office of Director. 84/04/05. 
LARSON. C. E, Northern States Power Co. 2pp. 24100:214. 24X 

Fiche: 50-282, 84/04/05,8404190169. 


— 8404190175 Notice of violation from insp on 840312-15. 

PAPER lELLQ, C. J. Region 3, Office of Director. 84/04/05. 2pp. 
24100:216. 24X Fiche: 50-282, 84/04/05, 8404190169, 


— 8404190182 IE Insp Repts 50-282/84-05 & 50-306/84-05 on 840312-15, 
Noncomp 1 iance noted : fai lure to have alarm procedure St 
exercise weakness re untimely evacuation of nonessential 
onsite personnel. 

GLDERSEN, W. B. . PATTERSON, U. P. , CHRISTOFFER, O. Region 3, Office of 
Director. 84/04/04. I3pp. 24100:218. 24X Fi c he : 50-282, 84/04/05, 

8404190169. 


8404160056 Forwards "Safety Parameter Display Sys for Emergency 
Response Facility Program," in response to Generic Ltr 82-33 
•fSuppl 1 to NUREO-0737). Schedule for implementing sys not 
impacted by schedule for control room design revieu*. 

MUSOLF, D. Northern States Power Co. 84/04/10. Office of Nuclear 
Reactor Regulation, Director, Ip, 24041:084, 24X 

Fiche: 50-282, 84/04/10. 8404160056 


— 8404160071 "Safety Parameter Display Sys for Emergency Response 
Facility Program. " 

» Northern States Power Co. 84/04/30. 51pp. 24041:085. 24X 

Fiche: 50-282, 84/04/ 1 0, 8404 1 60056. 


I, Financial information 


8403230035 Annual Financial Rep t, 1983. W/ 840220 ltr- 

BRUSVEN, A D. Northern States Power Co. 83/12/31. 45pp. 22728: 043. 

24X Fiche: 50-000,83/12/31, 8403230035. 


P. Operating license stage documents correspondence 


8404110100 Provides clarification of 831123 SER re post-accident 
sampling sys (NUREG-0737, Item II.B. 3) training at facility. 
Training for post-accident sampling conducted annually meets 
criterion of item, 

HILLER, J.R. Operating Reactors Branch 3. 84/03/13. MUSOLF. D. M. 

Northern States Power Co, 4pp. 24004:357. 24X 

Fiche: 60-282* 84/03/13* 8404110100. 


8404040299 Forwards ANL preliminary questions developed during review 
of Exxon repts supporting request for reload revi ew. Meeting 
scheduled for 840329. 

VARGA, S, A. Operating Reactors Branch 1. 84/03/16. DOLAN, J. 

Indiana & Michigan Electric Co. DOLAN, J. American Electric Power 
Service Corp. 3pp. 22910:295. 24X Fiche : 50-000, 84/03/16, 

S404040299. 


— 8404040304 Forwards first round questions following evaluation of Exxon 
rept, "Steam Tube Rupture Incident at Prairie Island Unit 1, 

PTSPWR2 vs Data, Preliminary Benchmark Analysis. " 

WEI.T. Y. , ABRAMSON, P. B. Argonne National Laboratory. FIN A-2311. 
84/03/06. GUTTMANN, J. Reactor Systems Branch. 4pp. 22910:298. 

24X Fiche: 50-000, 84/03/16. 8404040299. 


8404110271 Forwards Amends 69 & 63 to Licenses DPR-42 8< DPR-60, 
respectively & safety evaluation. Amends respond to Generic 
Ltr 83-37 re RCS vents installed per NUREG-0737, I tem II.B. 1. 
DIIANNI, D.C. Operating Reactors Branch 3. 84/03/27. MUSOLF, D. M. 

Northern States Power Co. 3pp. 24004:342. 24X 

Fiche: 50-282. 84/03/27, 8404110271. 


— 8404110274 Amends 69 & 63 to Licenses DPR-42 & DPR-60, respec tively, 
responding to Generic Ltr 83-37 re RCS vents installed per 
NUREC-0737, Item II. B. 1. 

MILLER, J. J. Operating Reactors Branch 3. 84/03/27. 11pp. 

24004:345. 24X Fiche: 50-282, 84/03/27, 8404110271. 


— 8404110279 Safety evaluation supporting Amends 69 St 63 to Licenses 
DPR-42 & DPR-60, respect ively. 

■» Office of Nuclear Reactor Regulation, Director. 84/03/27. 2pp. 
24004:354. 24X Fi ch e: 50-282, 84/03/27, 84041 10271 . 


8404090296 Forwards tentative schedule of planned major submittals, 
exemption requests S< Tech Spec changes. 

MUSOLF, D. M. Northern States Power Co. 84/03/30. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22942:270. 24X 

Fiche: 50-282, 84/03/30, 8404090296. 


8404110133 Suppls 830314 response to Generic Ltr 82-28 re 
instrumentation for inadequate core cooling per telcon 
request, Conta inment penetration connector issues resolved 
Sc procedures for subcooling monitor will be revised. 

MUSOLF, D. Northern States Power Co. 84/04/02. Office of Nuclear 
Reactor Regulation, Director. 2pp. 22987:179. 24X 

Fiche: 50-282, 84/04/02, 84041 10133, 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp, 24066:264 . 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404130277 Forwards application to amend Licenses DPR— 42 St DPR— 60, 
revising Tech Specs in response to Generic Ltr 83— 37, to 
implement requirements of NUREG-0737, Items II.B. 3,11. F. 1.2 
St III. D. 3. 4. 

MUSOLF, D. Northern States Power Co. 84/04/10. Office of Nuclear 
Reactor Regulation, Director. 2pp. 24163: 292. 24X 

Fiche: 50-282, 84/04/10, 8404130277, 


— 8404130289 Application to amend Licenses DPR-42 *< DPR-60, revi sing Tech 
Specs in response to Generic Ltr 83-37 to implement 
requirements of NUREG~0737, Items 11. B. 3, 1 1. F. 1, 2 & 

III. D. 3. 4, 

MUSaLF,D. Northern States Power Co. 84/04/10, 12pp. 24028:187. 

24X Fiche: 50-282,84/04/10,8404130277. 


— 8404130294 Proposed Tech Specs in response to Generic Ltr 83-37, 
implementing requirements of NUREG-0737, I terns II.B. 3, 

II. F. 1.2 St III. D. 3. 4. 

* Northern States Power Co. 84/04/10. 13pp. 24028:199. 24.X 

Fiche: 50-282, 84/04/10, 8404130277. 


Q. Inspection reports, IE Bulletins St correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 13Bpp. 22933:122. 24X Fiche: 50-000, 84/03/28, B402Q90047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 04/03/28. ■ Consolidated Edison Co. of New 

York, Inc. aSpp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 
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840314.0247 IE Info Notice 84-22, "Deficiency in CONSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fic he: 50-000, 84/03/29, 8403140247. 


8404060139 Discusses IE insp on 831118-1207 it forwards notice of 
violation. Response addressing corrective actions taken or 
planned to improve mgt effectiveness to ensure Tech Spec 
requirements are met also requested. 

KEPPLER,J. 0. Region 3, Office of Director. 84/03/30. LARSON, C. E. 
Northern States Power Co. 3pp. 22920: 132. 24X 

Fic he: 50-282, 84/03/30, 8404060139. 


— 8404060143 Notice of violation from insp on 831 1 18-1207. Violation 
noted: on 831117, while reactor critical it above 200 F, 
licensee racked out Bus Tie Breaker 8 between ESF Auxiliary 
Supply Bus 15 it 26 reducing paths from grid to 4.16 kV. 

KEPPLER, J. 0. Region 3, Office of Director. 84/03/30. 3pp. 
22920:135. 24X Fic he: 50-282, 84/03/30, 8404060139. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc, 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404190169 Forwards IE Insp Repts 50-282/84-05 it 50-306/84-05 on 
840312-15 it notice of violation. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/05. 
LARSON, C.E. Northern States Power Co. 2pp. 24100:214. 24X 

Fiche: 50-282. 84/04/05, 8404190169. 


— 8404190175 Notice of violation from insp on 840312-15. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/05. 2pp. 
24100:216. 24X Fiche: 50-282, 84/04/05. 8404190169. 


—8404190182 IE Insp Repts 50-282/84-05 it 50-306/84-05 on 840312-15. 
Noncompliance noted: failure to have alarm procedure 8^ 
exercise weakness re untimely evacuation of nonessential 
onsite personnel. 

GLOERSEN, W, B. , PATTERSON, J. P. , CHRISTOFFER, 0. Region 3, Office of 
Director. 84/04/04. 13pp. 24100:218. 24X Fiche: 50-282, 84/04/05, 

8404190169. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1. 

GRACE, J. N, Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche; 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Req:uirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


0403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
RecLuirements by Medical Licensees. " Svc list end, 

GRACE, J. N. Division of QA, Safeguards «< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi ch e: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Nell Logging Licensees. " Svc list end. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Rost 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi che ; 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24180:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140234 IE Info Notice 84-30, "Discrepancies in Recordkeeping it Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fi che: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche; 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20, Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R, Periodic operating reports it related correspondence 


8404060190 Forwards "Radiation Environ Monitoring Annual Rept for 
1983. " 

FEY, F. L. Northern States Power Co. 84/03/30. Region 3, Office of 
Director. 2pp. 22925:313. 24X Fiche: 50-282, 84/03/30, 8404060190. 


— 8404060197 "Radiation Environ Monitoring Annual Rept for 1983," 

HUEBNER.L. 0. Teledyne Isotopes. 83/12/31. 47pp. 22925:315. 24X 

Fiche: 50-282, 84/03/30, 8404060190. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066: 297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-284 IDAHO STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator it senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16, 

8404160165. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency it fire protection plans 


8404100271 Forwards public version of changes to emergency plan 
implementing proc ed ur es. W/a end. W/JM Felton 840323 release 
memo. 

JONES, W.C. Omaha Public Power District. 83/09/30. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 22983:360. 24X 

Fiche: 50-285, 83/09/30, 8404100271. 


8404030216 Notifies of 840426 workshop in Arlington, TX to discuss 
lessons learned from App R fire protection safe shutdown 
insps. Workshop agenda end. 

COLLINS, J.T. Region 4, Office of Director. 84/03/26. JONES, W. C. 
Omaha Public Power District. 4pp. 22869:247. 24X 

Fiche: 50-285, 84/03/26, 8404030216. 


8404130099 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 810709 Generic Ltr 81-27. W/o request, entire 
plan will be placed in PDR. 

MILLER, J, R. Operating Reactors Branch 3. 84/03/26. JONES, W. C. 

Omaha Public Power District. Ip. 24045:362. 24X 

Fiche: 50-285, 84/03/26,8404130098. 


8404180173 Provides comments from review of 840110,0305 0306 

emergency plan & emergency plan implementing procedure 
changes . Changes do not decrease effectiveness of emergency 
preparedness it comply w/requirements of 10CFR50. S4( q) . 

JOHNSON, E.H. Region 4, Office of Director. 84/04/13. JONES, W.C. 
Omaha Public Power District. 2pp. 24077:129. 24X 

Fiche: 50-285, 84/04/13, 8404180173. 
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J, Insurance indemnity information 


8404130326 Certifies that American Nuclear Insurers Policies 
1740 li X 8425 & MAELU Policies TA 1468 & XTA 1511, for listed 
amount of coverage, in force as of 840401. 

JONES, W.C. Omaha Public Power District. 84/04/05, EISEN.HUT, D. G. 
Division cf Licensing. Ip, 24029:081. 24X Fic he: 50-285, 84/04/05, 

8404130326, 


P. Operating license stage documents St correspondence 


840410028S Forwards NPDES Permit NE 0000418, per Commission 830311 
request, 

JONES, W. C. Omaha Public Power District. 83/09/30. COLLINS, J. T. 
Region 4, Office of Director. ip. 22960:054, 24X 

Fiche: 50-285,83/09/30, S4041002S8. 


— 8404100294 NPDES Permit NE 0000418, i ssued to Omaha Public Power 
District. 

* Environmental Protection Agency. 83/09/16. 11pp. 22960:055. 

24X Fiche: 50-2B5, 83/09/30, 8404100288. 


8404100274 Forwards request for addl info from review of 840214 request 
re Cycle 9 op erat ion. Response requested within 30 days of 
Itr receipt. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/22. JONES, W. C. 

Omaha Public Power District. 2pp. 22983:317. 24X 

Fiche: 50-285,84/03/22, 8404100274. 


8404030447 Submits status of NUREG-0737, I terns II. B 3, 1 1. E. 1. 1, II. F. 2 
& III. D. 3, 4, listed in response to Generic Ltr 83-37, but not 
addressed in application for amend to License DPR-40. 

W/discussion supporting long-term auxiliary feedwater sys. 

JONES, W.C. Omaha Public Power District. 84/03/27, EISENHUT, D. G. 
Division cf Licensing. 5pp. 22S69' 035, 24X Fi c he : 50-285, 84/03/27, 

8404030447. 


B404030287 Forwards response to request for addl info re Cycle 9 
reload, per 840312 ltr telcon. Best estimate RCS flow rate 
used as input to safety analysis per CEN-257(0)-P. 

JONES, W. C. Omaha Public Power District. 84/03/28. MILLER, J. R. 
Operating Reactors Branch 3- 8pp. 22872:087. 24X 

Fiche; 50-285,84/03/28, 8404030287, 


8404200013 Notification of 840417 meeting w/util in Bethesda,MD to 
discuss proposed radiological effluent Tech Specs & to 
resolve open items. 

rOURIGNV, E. G. Operating Reactors Branch 3. 84/04/02. MILLER, J. R. 

Operating Reactors Branch 3.. 2pp. 24156:3 50. 24X 

Fiche: 50-285, 84/04/02. 8404200013. 


8404060161 Requests 5-month extension for completing final environ 
qual if i cat ion of sa fety-related electrical equipment, beyond 
scheduled S40502 date to 840930. Reasons for request; 
justified in ends, 

JONES, W. C. Omaha Public Power District. 84/04/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 9pp. 22926:323. 
24X Fiche; 50-285, 84/04/03, 8404060161. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs R. holders of CPs re interim procedures 
for NRC mgt of plant-specific faackf itting. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066; 264. 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


8404120197 Forwards response to 840322 request for addl info re Cycle 9 
core reload submittal, Info needed for review of Cycle 9 
reload license change application. 

JONES, W.C. Omaha Public Power District. 84/04/04. MILLER, J. R. 
Operating Reactors Branch 3. 5pp. 24012:346, 24X 

Fiche: 50-285, 84/04/04, 8404120197. 


8404130019 Notifies that use of proposed alternate flow path for 
shutdown coding water in event of load drop not best 
alternative for meeting requirements of NUR £0-0612. Re vi sed 
options listed. 

J0r4ES, W. C, Omaha Public Power District, 84/04/06. MILLER, J. R. 
Operating Reactors Branch 3. 7pp. 24030:275. 24X 

Fiche: 50-285. 84/04/06, 8404130019. 


8404130167 Supplemental application for amend to License DPR-40, 
revising Tech Specs re reactor protective sys/ESF & 
auxiliary feedwater initiation channel bypass conditions, 

J0^4ES/ W, C. Omaha Public Power District. 84/04/06, MILLER, J.R. 
Operating Reactors Branch 3. Ip. 24030:326. 24X 

Fiche: 50-285, 84/04/06, 8404130167. 


'8404130170 Proposed Tech Specs re reactor protective sys/ESF & 
auxiliary feedwater initiation channel bypass conditions. 

# Omaha Public Power District. 84/04/06, IBpp, 24030- 327 24X 

Fiche; 50-285, 84/04/06, 8404130167. 


8404250203 Grants relief from ASME Boiler 8< Pressure Vessel Code, 
Section XI inservice insp & testing requirements per 830707 
request. Safety evaluation end. 

MILLER, J.R. Operating Reactors Branch 3. 84/04/06. JONES, W.C. 

Omaha Public Power District. 3pp. 24214:012. 24X 

Fiche: 50-285, 84/04/06, 8404250203. 


— 8404250207 Safety evaluation granting relief from ASME Bailer & 
Pressure Vessel Code/Section XI inservice insp testing 
requirements. 

Office of Nuclear Reactor Regulation, Director. 84/04/06. 
13pp. 24214:015. 24X Fiche: 50-285, 84/04/06, 8404250203. 


Q. Inspection reports, IE Bulletins & correspondence 


8404190263 Forwards evaluation results of waste gas decay tank 
sampling capabil ity, in response to NRC request during insp 
of health physics program during wk of 830822. 

JONES, W.C. Omaha Public Power District. 83/11/07. GAGLIARDO, J. E. 
Division of Resident, Reactor Project & Engineering Programs. 37pp. 
24098:095. 24X Fic he; 50-285, 83/1 1/07, 84041 90263. 


8404130107 Responds to IE Bulletin 83-06, No ASME Code matls furnished 
by Tube-Line Corp. Similar problems w/nonconf orming matls in 
safety-related sys could exist w/four ASTM Codle specified 
reducers installed in raw water sys. Affidavit end. 

JONES, W C. Omaha Public Power District, 83/12/16. COLLINS, J. T. 
Region 4, Office of Director. 3pp, 24031:355. 24X 

Fiche: 50-285, 83/12/16, 8404130107. 


8404090238 Forwards response to r ec ommendati ons for upgrading 
performance, discussed in 831220 meeting w/SALP Board re 
results of SALP program detailed in 831214 Insp Rept 
50-285/83-28. 

JOrJES, W.C. Omaha Public Power District. 84/01/10. GAGLIARDO, J. E. 
Region 4. Office of Director. 11pp. 22940:073. 24X 

Fiche: 50-285, 84/01/ 10, 8404090238, 


8404030065 Forwards IE Insp Rept 50-285/84-01 on 840101-31, No 
violations or deviations identified. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/02/17. JONES, W.C. 
Omaha Public Power District. 2pp. 22849:281. 24X 

Fiche: 50-285, 84/02/17, 8404030065. 


—8404030070 IE Insp Rept 50-285/04—01 on 840101-31. No violations or 
deviations identified. Major areas inspect ed : op erat ional 
safety vsrif ication, ESF sys wal kdown, surveil lance testing, 
maint activities spent fuel storage rack mods. 

YANDELL, L. A. , JOHNSON, W. D. Region 4, Office of Director. 

84/02/17. 14pp, 22849.283. 24X Fiche: 50-285. 84/02/17, 840403006>5 


8404100196 Responds to IE Bulletin 83-08 re electrical circuit 
breakers w/und er vo 1 tag e trip feature in use in safety- 
related app 1 ications. Tri p feature not used at facility. 

JONES, W.C. Omaha Public Power District. 84/02/28. COLLINS, J. T. 
Region 4, Office of Director. 2pp, 22966:309. 24X 

Fiche; 50-285, 84/02/28, 8404100196. 


8404030149 Forwards IE Insp Rept 50-285/84-02 on 840213-17. No 
violations or deviations identified. 

GAGLIARDO, J. E. Region 4. Office of Director. 84/03/14. JONES, W. C . 
Omaha Public Power District. 2pp. 22853:038. 24X 

Fiche: 50-285, 84/03/14, 8404030149. 


— 8404030153 IE Insp Rept 50-205/84-02 on 840213-17. No violations or 
deviations identi fi ed . Major areas inspect ed ; non 1 i censed 
training V. requal if ication training, 

MURPHY, M. E, , BAER.R., MURRAY, B, Region 4, Office of Director. 
84/03/14. llpp. 22853:040. 24X Fi che: 50-285, 84/03/14, 840403014'?. 


8404100213 Forwards IE Insp Rept 50-285/84-03 on 840213-17. No 
violations or deviations identified. 

GAGLIARDO, J, E. Region 4, Office of Director. 84/03/16. JONES, W.C. 
Omaha Public Power District. 2pp. 22963:047. 24X 

Fiche: 50-285, 84/03/ 16, 8404100213. 


— 0404100217 IE Insp Rept 50-285/84-03 on 840213-17. No violations or 
dev'iations identi fied. Major areas inspected; radwaste mgt 
program, including radwaste sys, effluent releases, effluent 
control instrumentation ?< solid radwaste, 

HOLLEY, W.L., MURRAY, B. , JOHNSON, W. D. Region 4, Office of Director. 

84/03/16. 15pp. 22963:049. 24X Fiche; 50-285, 84/03/16, 

8404100213. 


8404100350 Forwards IE Insp Rept 50-285/84-04 on 840201-29, No 
violations or deviations noted. 

GAGLIARDO, J. E- Region 4, Office of Director. 84/03/16. JONES, W. C, 
Omaha Public Power District. 2pp. 22971:090. 24X 

Fiche: 50-285,84/03/16, 8404100350. 
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— 8404100351 IE Insp Rept 50-285/84—04 on 840201-29. No violations or 
deviations noted. Major areas inspected: op erational safety 
verification! survei llance test ing^ maint activities 
preparation for refueling. 

YANDELL. L. A. » JOHNSON* W. D. Region 4, Office of Director. 

84/03/14. 10pp. 22971:092 24X Fiche ; 50--285! 84/03/16* 8404100350. 


8404130043 Responds to IE Bulletin 83-07 re fraudulent products sold 
by Ray Mi 1 ler* Inc . C-E & util did not receive subj products. 

Written confirmation from C-E uill close investigation. 

JONES, W, C. Omaha Public Power District. 84/03/22. DENISE, R. P. 
Division of Resident* Reactor Project & Engineering Programs, 3pp, 
24035:264. 24X Fic he : 50-285, 84/03/22, 84041 30043. 


8402090047 IE Info Notice 84-05* Rev 1* "Exercise Frequency." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 138pp. 22933:122. 24X Fic he : 50-000, 84/03/28* 8402090047. 

8403140241 IE Info Notice 84-21* "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co, of New 

York* Inc. 85pp, 22892:145. 24X Fi c h e; 50-000. 84/03/28* 8403140241 . 


8403140247 IE Info Notice 84-22* "Deficiency in CQMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fi c he : 50-000, 84/03/29* 8403140247. 


8404090310 Forwards vendor insp repts identifying concerns noted 
during insp of vendor ac t i vi t i es. Sign i f ic an ce of findings 
should be evaluated re quality St acceptability of product 
& svc.Ack of rept receipt reques ted. W/o enc 1. 

JOHNSON, E. H. Region 4, Office of Director, 84/04/03. JONES, W. C. 
Omaha Public Power District. 3pp, 22939:321, 24X 

Fiche: 50-285* 84/04/03* 8404090310. 


8404110017 Notifies that next insp of thermal shield will be performed 
no later than 1987 refueling outag e. Resul ts of insp will be 
submitted upon completion, 

JONES, W. C. Omaha Public Power District. 84/04/04. MILLER, J. R. 
Operating Reactors Branch 3, Ip. 22986; 197. 24X 

Fiche; 50-285*84/04/04* 8404110017. 


8403140259 IE Info Notice 84-24* "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN* £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York* Inc. 149pp. 24X Fi ch e: 50-000* 84/04/05* 8403140259. 


8403140263 IE Info Notice 84-23* "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/05 Consolidated Edison Co. of New 

York, Inc. i03pp. 24066:164. 24X Fiche : 50-000* 84/04/05. 8403140263. 


8404130243 Forwards revised response to "Control of Heavy Loads, 
technical evaluation rept re Rec ommendati on /Open Item 2 on 
insp program for reactor vessel head lift rig i>. upper guide 
structure lift rig, 

JONES, W. C. Omaha Public Power District. 84/04/05. MILLER, J. R. 
Operating Reactors Branch 3. 3pp. 24029:130, 24X 

Fiche: 50-285*84/04/05* 8404130243. 


8404250203 <3rants relief from ASME Boiler Pressure Vessel Code, 
Section XI inservice insp testing requirements per B30707 
request. Safety evaluation end. 

MILLER* J. R. Operating Reactors Branch 3. 84/04/06. JONES* W, C, 

Omaha Public Power District. 3pp, 24214:012, 24X 

Fiche: 50-285* 84/04/06* 8404250203, 


— 8404250207 Safety evaluation granting relief from ASME Boiler & 
Pressure Vessel Code* Section XI inservice insp 8, testing 
requirements. 

•s Office of Nuclear Reactor Regulation, Director. 84/04/06. 
13pp, 24214:015, 24X Fic he : 50-285, 84/04/06* 84042S0203. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density (?aug# Licensees. " Svc list 
enc 1 . 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
B30103), 84/04/16, Consolidated Edison Co. of New York* Inc. 

e6pp. 24189:001. 24X Fi che : 50-000, B4/04/1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

©RACE* J, N. Division of QA, Safeguards St Inspection Programs (Post 
Q30103). 84/04/16. Consolidated Edison Co. of New York* Inc. 

114pp. 24X Fiche: 50-000, 84/04/16* 8403140278. 


8403140273 IE Info Notice 84-27* "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end, 

GRACE* J. N. Division of QA* Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York* Inc. 

86pp. 24163:205, 24X Fi ch e : 50-000* 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28* "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA* Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York* Inc. 

89pp. 24163:292, 24X Fi ch e : 50-000, 84/04/ 1 7, 8403140277. 


8403140200 IE Info Notice 84-29* "OE Magne-Blast Circuit Breaker 
Problems. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness S*. Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. I29pp. 24188:237. 24X Fi che: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping St Matl 
Defects in Bahnson HVAC Units," Svc list end, 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. 117pp. 24188:001. 24X Fi che: 50-000* 84/04/18* 8403140284. 


8403140286 IE Info Notice B4-31* "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. 117pp. 24188:119. 24X Fi che: 50-000* 84/04/18* 8403140286. 


8404130404 IE Info Notice 84-32* "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage. " Svc list end. 

JORDA.N* E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000* 84/04/18* 8404130404. 


8404160130 IE Info Notice 84-33* "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). '84/04/20. Consolidated Edison Co. of New 

York* Inc. 119pp. 24285:015, 24X Fi ch e; 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports Sc related correspondence 


8404190163 Monthly operating rept for Mar 1984. M/840413 Itr. 

MAT! HEWS* T. P, , JONES, W, C, Omaha Public Power District. 84/03/31. 
DEYOUNG, R. C. Director's Office* Office of Inspection and 
Enforcement. 100pp. 24103:331, 24X Fich e : 50-285* 84/03/31, 

8404190163. 


S. Reportable occurrences* LERs & related correspondence 


8404060328 Revised LER 82-017/03L-1: on 820830, inboard containment 
isolation valves HCV-820B &c HCV-821B failed open. Caused by 
failure of Conax environ seals, One seal shorted internally & 
other shorted to ground. Valves capped off. W/830429 Itr. 

CORE, M R. , JDNES* W, C, Omaha Public Power District, 82/09/29. e 
SEIDLE, W. C. Region 4* Office of Director. 6pp. 22932:158, 24X 

Fiche: 50-285, 82/09/29* 8404060328. 


8404100170 NPDES noncompliance not if icat ion; on 830922, effluent pH 
balance found to be 3.05 std units. Caused by incomplete 
mixing of basin contents during neutralization prior to 
release. Release terminated. 

JCNES, W. C. Omaha Public Power District. 83/09/30. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 22967: 050. 24X 

Fiche: 50-285, 83/09/30,8404100170. 


8404100227 NPDES noncompliance not if ication; on 831012, 17,19,20.21,23 it 
25, several pH discharge violations occurred. Caused by 
repairs & mods to chemical equalization ti decantation 
holding basins. Prob lem will continue until mods completed. 

THURTELL, F. A. Omaha Public Power District. 83/11/07. 

GAGLIARDO, J. E. Region 4, Office of Director. RINGENBERG, J. D. 
Nebraska, State of. lOpp, 22960:240. 24X Fiche: 50-285, 83/1 1/07, 

8404100227. 


8404190383 NPDES noncompliance notification; on 831022* bypass condition 
occurred. Caused by failure of two sump pumps which pump 
water treatment plant wastes from svc bldg sump to chemical 
equalization basins. Pumps repaired. 

JONES, W.C. Omaha Public Power District. 83/11/15. GAGLIARDO, J. E. 
Division of Resident, Reactor Project it Engineering Programs. 2pp. 
24095:358. 24X Fic he: 50-285, 83/11/15, 8404190383. 
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840419023B NPDES none omp 1 ianc e noti f ication: on B31205< water treatment 
plant basin content sample collected for oil grease 
analysis during release lost. Oil $c grease analysis not 
performed. Total suspended solids. pH & flow info obtained. 

JONES. W C. Omaha Public Power District. 83/12/22. GAGLIARDO. J. E. 
Division of Resident. Reactor Project & Engineering Programs. 3pp. 
24100:247. 24X Fic he: 50-285, 83/12/22. 8404190238. 


8404060323 PNO-IV~84-002: on 840126. inadvertent gaseous release 
occurred. lasting I or 2 minutes. Caused by inadvertent 
pumping of reactor coolant to safety injection & refueling 
H20 tank. Evaluation initiated. 

JOHNSON, W. D. , YANDELL.L-A. Region 4. Office of Director. 84/01/27. 
Ip. 22930:346. 24X Fi ch e; 50-285. 84/01/27. 8404060323. 


8404100240 LER 84-004-00: on 840303. reactor coolant radioactivity 
exceeded Tech Spec limi ts. Caused by iodine spike following 
reactor power change. No corrective actions p lanned. W/840405 
Itr. 

RICHARD, A. W. . vONES.W. C. Omaha Public Power District. 84/03/03. 
4pp. 22962:244. 24X Fiche: 50-285. 84/03/03. 8404100240. 


8404050207 LER S4-002'00; on 840303, during scheduled refueling shutdown, 
five main steam safety valves failed to lift within 
+/- 1% of Tech Specs. Caused by normal drift of valve 
setting. Test revised. W/a404O2 Itr. 

CORE, HR., JONES, W.C, Omaha Public Power District. 84/04/02. 3pp. 
22900: 229. 24X Fic he ; 50-285, 84/04/02. 8404050207. 


8404170130 LER 84-003-00: on S40314, while tagging out instrument 
inverter B for main t, switching error made, causing partial 
loss of dc power. Breaker reclosed to restore dc power in 
control room. W/840413 Itr, 

RICHARD, A. W. , JONES, W C. Omaha Public Power District. 84/04/13. 
4pp, 24051:191. 24X Fiche; 50-285. 84/04/13, 84041 70130. 


V. Operator Examinations 


8404030149 Forwards IE Insp Rept 50-285/84-02 on 840213-17. No 
violations or deviations identified. 

©AGLIARDQ, J. E. Region 4, Office of Director. 84/03/14. JONES. W. C. 
Omaha Public Power District. 2pp. 22853:038. 24X 

Fiche: 50-285, 84/03/14, 8404030149. 


—8404030153 IE Insp Rept 50-285/84-02 on 840213-17. No violations or 
deviations identified. Major areas inspected: nonlicensed 
training it req.ualification training. 

MURPHY, H.E. BAER-R. . MURRAY. D. Region 4. Office of Director. 
84/03/14. 11pp. 22853:040. 24X Fiche; 50-285, 84/03/14. 8404030149. 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREQ-1021, "Operator 
Licensing Examiner Strfs, " Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York. Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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F, Security, medical, emergency St fire protection plans 


8404020221 Ack receipt of 830203 ltr inviting Commissioners to observe 
emergency preparedness exercise at facilities. Suggestion 
will be condidered once exercise date set. 

PALLADINQ. N. J. Commissioners. 84/02/29, DELBELLO. A. B. New York. 
State of. Ip. 22848:330. 24X Fiche: 50-247, 84/02/29. 8404020221. 


— 0404020229 Forwards response to ASLB hearings re emergency planning at 
facilities. Invitiation to observe emergency response drill 
extended. 

DELBELLO, A. 0. New York. State of. 04/02/03. PALLADINQ. N. 
Commissioners. Ip. 22848:331. 24X Fich e: 50-247/ 84/02/29. 

8404020221. 


—8404020237 Comments in response to ASLB 831024 rept. ’‘Recommendations 
to Commission. " ASLJB should include in recommendations 
to NRC. greater regoirement for ongoing public involvement & 
public participation in emergency planning. 

DELBELLO. A. fl. New York. State of. 84/02/02. 13pp. 22848:332. 

24X Fiche: 50-247, 84/02/29. B40402022I. 


8404120217 Reguests one-time extension until 841130 to conduct another 
full-scale emergency preparedness exercise. Request made per 
10CFR50. 12 Sc IE Info Notice 84-05. 

BAYNE. J.P, Power Authority of the State of New York. O'TOOLE, J.D. 
Consolidated Edison Co. of New York. Inc. 84/04/09. Office of 
Nuclear Reactor Regulation. Director, 2pp. 24012:317. 24X 

Fiche: 50-247. 84/04/09, 8404120217. 


G. Adjudicatory correspondence 


8404090445 Addl attachment to 840204 comments on ASLB recommendations 
to Commission. Testimony on end Attachment G reveals 
emergency planning transportat ion woefully lacking St grossly 
inadequate. 

HQLTiJ. Public Interest Research Group, New York, DSB 385. 
84/04/01. 25pp. 22954:315. 24X Fiche : 50-247. 84/04/01 , 8404090445. 


8404120075 Petition for suspension of operation to relieve unacceptable 
risk to area school ch i 1 dren, Issue of emergency planning for 
schools must be res o 1 ved . Cer t if icate of Sve end. 

HOLT, J. Public Interest Research Group. New York. DSB 467. 

84/04/06. Commissioners. 43pp. 24023:089. 24X 

Fiche: 50-247,84/04/06, 8404120075. 


H. General correspondence 


9404050067 Forwards Town Councilman FX Lynett statement re emergency 
communications. All ocation of funds to Westchester MRD 
District 3 for c oor d inat i on of proposed evacuation plan 
requested. 

FRATIANNI, B. C. Ossining. NY. DSB 317. 84/03/29. Office of the 

Secretary of the Commission. 4pp. 22904:071. 24X 

Fiche: 50-247, 84/03/29, 8404050067. 


I. Financial information 


8404170021 Annual Financial Rept 1983. W/84041 2 ltr. 

DYSQN. J. S. , BAYNE, J.P. Power Authority of the State of New York. 
83/12/31. 44pp. 24055:150. 24X Fiche: 50-000, 83/12/31. 8404170021. 


8404250094 ‘‘1983 Annual Rept. Con Ed. " W/a40418 ltr. 

HAUSPURG. A. . O'TOOLE. J.D. Consolidated Edison Co. of New York. Inc. 
83/12/31. 50pp. 24192:088. 24X Fiche: 50-003, 83/12/31. 8404250094. 


P. Operating license stage documents & correspondence 


8404180023 FOIA request for three categories of documents re inherent 
weaknesses in metal alloys used in cooling tubes in nuclear 
power plants, Indian Point 2 8< 3 in particular. 

HARTZMAN. R. M. Hartzman, R. M. 84/02/17. Office of Administration. 
Ip. 24106:225. 24X Fic he: 50-247. 84/02/17. 84041 80023. 


8404180027 Responds to FOIA request for three categories of records 
re inherent weaknesses in steam generator tubes in nuclear 
power p lants, Ind ian Point 2 & 3 in particular. Forwards 
PNO-I-84-13. Listed documents available at PDR. 

FELTON, J. M, Division of Rules and Records. 84/03/05. HARTZMAN. R. M. 

Hartzman. RM. 2pp. 24106:226. 24X Fich e: 50-247. 84/03/05. 

8404180027. 


8404180221 Further response to FOIA request for BECYs Sc NUREGs. For war d s 
SECY-82-3 re LER sys St SECY-Sl-651 concerning Vol 1 of 
NUREG-0850, "Preliminary Assessment of Core-Melt Accidents 
at Zion St Indian Point. ..." NUREG-0850 available at PDR. 

FELTON. J. M. Division of Rules and Records. 84/03/14. SHOLLY. S. 

Union of Concerned Scientists. Ip. 24108:013. 24X 

Fiche: 50-000, 84/03/14. 8404180221. 


— 8112020115 Draft Commission paper, forwarding Vol 1 of NUREG-0850, 
’•Prel iminary Assessment of Core-Melt Accidents at Zion 
St Indian Point Nuclear Power Plants St Strategies for 
Mitigating Effects, " W/o end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
81/11/13. Ip. 24X08:014. 24X Fiche: 50-000, 84/03/14, B404180221. 


8404190422 Further response to FOIA request for 1982 SECY papers to be 
placed in PDR. Forwards SECYs 62-2708.82-283.82-289 St 82-317, 

Info partially withheld (ref FOIA Exemption 5). Documents 
also available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/03/23. WEISS, E. R. 
Union of Concerned Scientists. 3pp. 24150:214. 24X 

Fiche: 50-000, 84/03/23, 8404190422 


— 8404190426 Advises Commission of receipt of two submissions from PASNY 
St UCS/New York PIRO commenting on draft order re Indian 
Point special proceeding. Info deleted. 

BICKWIT, L. Office of the General Counsel. SECY-e2-270B. 

82/07/21. Ip. 24150:2X7. 24X Fiche: 50-000, 84/03/23, 8404190422. 


8404130139 Forwards safety evaluation concluding that reasonable 
assurance exists that RCS could withstand effects of 
asymmetric LOCA loads. Licensee must verify shield plug 
assumptions St determine effects of plugs as missiles. 

VARGA. S. A. Operating Reactors Branch 1. 84/03/28. O'TOOLE. J.D. 

Consolidated Edison Co. of New York, Inc, 2pp. 24049; 157. 24X 

Fiche; 50-247. 84/03/28. 8404130139. 
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— 8404130145 SER concluding that w/mods described in 770615 submittal 
( UCAP-91 1 7 ) < r easonab 1 e assurance exists that RCS could 
luithstand effects of asymmetric LOCA loads, 

* NRC - No Detailed Affiliation Given. 84/03/28. 25pp. 

24049:159. 24X F i c h e : 50-247, 84/03/28, 8404130139. 


8404170077 Forwards safety evaluation concluding that reasonable 
assurance exists that RCS could withstand effects of 
asymmetric LOCA loads. Licensee must verify shield plug 
assumptions S< determine effects of plug as missiles. 

VARGA, 5. A. Operating Reactors Branch 1. 84/03/28, BAYNE, J, P. 

Power Authority of the State of New York. 3pp, 24093: 135. 24X 

Fiche: 50-286, 84/03/28, 8404170077. 


8404090416 Forwards application for amend to License DPR-64, r evi sing 
Tech Spec re definitions & administrative controls 
concerning LER, emer g enc y notification rules & plant 
organi ration, per Generic Ltr 83-43. 

BAYNE, J. P. Power Authority of the State of New York. 84/04/03. 
VARGA, S. A. Operating Reactors Branch 1. 2pp. 22941:070. 24.X 
Fiche: 50-286, 84/04/03, 8404090416. 


— 8404090420 Application for amend to License DPR-64, revising Tech Spec 
re definitions ■*!< administrative controls concerning LER, 
emergency notification rules & plant organ i rat i on, p er 
Generic Ltr 83-43. 

BAYNE, J.P. Power Authority of the State of New York. 84/04/03. 

Ip, 22941:072. 24X Fi ch e : 50-286, 84/04/03, 8404090416, 


— 8404090422 Proposed Tech Specs re definitions admin i strative controls 
concerning LER, emergenc y notification rules & plant 
organization, per Generic Ltr 83-43, 

•a- Power Authority of the State of New York. 84/04/03. 15pp. 

22941:073. 24X Fi c h e : 50-286, 84/04/03, 840409041 6. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting, Svc list end. 

EISENHUT, D, G, Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp, 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404200338 Advises that revised QA program submitted on 831019 
acceptable, w/excepti on of interpretation of terms 
important to safety •?< saf ety-related. Issue will be handled 
by Generic Ltr 84-01. Issues raised in 1980 closed. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/09, BAYNE, J.P. 

power Authority of the State of New York, 3pp, 24159:324. 24X 

Fiche: 50-286, 84/04/09, 8404200338. 


8404250010 Forwards Amend 2 to probabilistic safety study, Amend 
includes rev to steam generator tube rupture model St 
verification that ATWS pressure transients will not cause 
correlated failure of safety injection sys check valves. 

O'TOOLE, J.D. Consolidated Edison Co of New York, Inc. BAYNE, J.P, 
Power Authority of the State of New York. 84/04/10, DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp, 24192:212. 
24X Fiche: 50-247, 84/04/10, 8404250010 


— 8404250012 Amend 2 to probabilistic safety study, Four oversize 
drawings enc 1 . Ap er ture cards available in PDR. 

Consolidated Edison Co. of New York, Inc. Power Authority of 

the State of New York, 83/12/31. 550pp, 24192:215, 24X 

Fiche : 50-247, 84/04/10, 8404250010. 


8404170483 Annual rept of safety Sk relief valve failures challenges 
for 1983, per N'JREO-0737, I tem 11, K. 3. 3, 

BAYNE, J. P. Power Authority of the State of New York. 84/04/12. 

VARGA, S, A. Operating Reactors Branch 1. Ip. 24059:093. 24X 

Fxche: 50-286, 84/04/12, 8404170483, 


Q. Inspection reports, IE Bulletins St correspondence 


B404100024 Informs that facility does not employ undervoltage trip 
feature discussed in IE Bulletins 83-01 or 83-04. No further 
action required, 

BRONS, J. C. Power Authority of the State of New York. 84/03/19, 
MURLEY, T. E, Region 1, Office of Director, Ip, 22967:144, 24X 

Fiche: 50-286, 84/03/19, 8404100024 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN. E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc, 138pp. 22933:122. 24X Fiche' 50-000. 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1, 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc, 85pp. 22892:145, 24X Fiche: 50-000, 84/03/28, 8403140241. 


8404160094 Forwards IE Insp Rept 50-286/84-06 on 840216-031 5. No 
violations observed. 

STAROSTECKI, R. Division of Project Resident Programs. 84/03/28. 
BRONS, J. C. Power Authority of the State of New York. 2pp. 

24042: 185. 24X Fiche: 50-286, 84/03/28, 8404160094. 


— 8404160106 IE Insp Rept 50-286/84-06 on 840216-0315. No violations 
identified. Major areas insp ec ted : p iant op er a t i ons, inc 1 ud ing 
shift logs S: r ec ord s, 1 i censee actions on previous insp 
findings operational safety verification. 

KENNY, T. J. RDSSBACH, L. W. Region 1, Office of Director. 
NORRHOLM, L. Division of Project 8< Resident Programs. 84/03/26- 
llpp 24042:187. 24X' Fi c h e: 50-286, 84/03/28, 8404160094, 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cat i on of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post S30103) 84/04/05. Consolidated Edison Co. of New 

York. Inc. I49pp, 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp ons or ed 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness if Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164, 24X Fiche: 50-000. 84/04/05. 8403140263. 


8404120217 Requests one-time extension until 841130 to conduct another 
full-scale emergency preparedness exercise. Request made per 
10CFR50. 12 IE Info Notice 84-05. 

BAYNE, J, P. Power Authority of the State of New York. 84/04/09. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24012:317. 

24X Fiche: 50-247,84/04/09,8404120217. 


8404260231 Forwards IE Insp Rept 50-286/84-03 on 840228-0302, No 
violations noted. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/04/11. 

BRONS, J. C. Power Authority of the State of New York. 2pp. 
24207:205. 24X Fic h e : 50-286, 84/04/1 1 , 8404260231 . 


—8404260234 IE Insp Rept 50-286/84-03 on 840228-0302. No violations 
noted. Major areas inspected : imp lementation programs re 
radiation protect ion, includ ing audits ?< a p p rai sa Is , e xposur e 
•’< A'.,ARA program effectiveness. 

l-:CFr3».=r - . St-Ar/"'','. ' M, Region 1, Office of Director. 84/04/06. 
3pp. 24207:207, 24X Fiche: 50-286. 84/04/1 1, 8404260231. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
encl. 

GRACE, J. N. Division of (3A, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi che: 50-000, 64/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 
grace, J. N, Division of QA, Safeguards 8( Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc, 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


84031'i0273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end, 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205, 24X Fi ch e : 50-000, 84/04/ 1 7, B403140273, 


0403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292, 24X Fi ch e : 50-000. 84/04/1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "(?E Magne-Blast Circuit Breaker 

Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp, 24188:237. 24X Fiche: 50-000, 84/04/17. 8403140280, 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping St Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc 117pp. 24188:001, 24X Fiche: 50-000, 84/04/18, 8403140284. 
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8403140286 IE Info Notice 84-31. "Increased Stroking Time of Bettis 
Actuators Because of Swollen Eth y lene— Prop y 1 ene Rubber Seals 
8t Seal Set." Svc list encl. 

JQRDAM. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. il7pp. 24188.119. 24X Fi che : 50-000. 84/04/18. B4031402B6. 


8404130138 Forwards IE Insp Repts 50-269/84-02.50-270/84-02 & 
50-287/84-02 on 840206-10 S', notice fo violation. Notice of 
violation withheld (ref 10CFR2. 790 St 10CFR73. 21). 

LEWIS. R. C. Division of Project St Resident Programs. 84/02/24. 
TUCKER. H.B. Duke Power Co. 2pp. 24031.155. 24X 

Fiche: 50-269.84/02/24. 8404130138. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger 8s Pipe 
Hanger Damage. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fiche: 50-000. 84/04/18. 3404130404. 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000. 84/04/20. 8404160130. 


R. Periodic operating reports 8t related correspondence 


8404170138 Monthly operating rept for Mar 1984. W/840413 Itr. 

KELLY. L. . BRONS. J. C. Power Authority of the State of New York. 
84/03/31. 7pp. 24053:114. 24X Fiche: 50-286. 84/03/31. 8404170138. 


S. Reportable occurrences. LERs St related correspondence 


—8404130154 IE Insp Repts 50-269/84-02.50-270/84-02 S< 50-287/84-02 on 
840206-10. Noncomp I ianc e noted: fai 1 ure to meet specific 
requirements of T 8; Q plan. Details withheld (ref 10CFR2. 790 
St 10CFR73. 21). 

MOORE. D. E. Region 2. Office of Director. 84/02/23. Ip. 

24031:157. 24X Fich e: 50-269. 84/02/24. 8404130138. 


8404240480 Public version of revised crisis mgt plan implementing 
proc edures. including Rev 7 to 5.3.1 re recovery manager St 
immediate staff group plan St Rev 6 to 5.3.2 re crisis news 
group plan. W/S40224 Itr. 

TUCKER. H. B. Duke Power Co. 84/02/24. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 474pp. 24197:323. 24X 

Fiche: 50-000. 84/02/24, S4042404SO. 


8404020092 Notification of 840329 meeting w/util in Bethesda.MD to 
obtain info re barriers St cables, per request for exemption 
from certain App R requ irements. 

NICOLARAS. H. Operating Reactors Branch 4. 84/03/16. STOLZ. J. F. 

Operating Reactors Branch 4. 2pp. 22878: 173. 24X 

Fiche: 50-269, 84/03/ 1 6, 8404020092. 


8404160150 Board Notif ication 84-076: provides info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of cooling condi tions. Inf o updates Board Notification 83-139 
Se AECL test results. 

EISENHUT. D. (5. Division of Licensing. 84/04/19. PALLADIMO. 
BILINSKY. ROBERTS Commissioners. 2pp. 24215:100. 24X 

Fiche; 50-000. 84/04/19. 8404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling conditions. Info updates Board 
Notification 83-139 St AECL test results. Svc list encl. 

VDLLMER. R. H. Division of Engineering. 84/04/06. EISENHUT. D. G. 
Division of Licensing. 6pp. 24215:102. 24X Fi ch e: 50-000. 

84/04/19.8404160150. 


U. Congressional/Executive Correspondence 


8404020221 Ack receipt of 830203 Itr inviting Commissioners to observe 
emergency preparedness exercise at f ac i 1 it i es. Suggestion 
will be condidered once exercise date set. 

PALLADINO. N, J. Commissioners. 84/02/29. DELBELLO. A. B. New York. 
State of. Ip. 22848:330. 24X Fiche; 50-247. 84/02/29. 8404020221. 


— S404020229 Forwards response to ASLB hearings re emergency planning at 
facilities. Invitiation to observe emergency response drill 
extended, 

DELBELLO. A B. New York. State of. 84/02/03. PALLADIND. N. 
Commissioners. Ip. 22848:331. 24X Fi ch e: 50-247. 84/02/29. 

8404020221. 


—8404020237 Comments in response to ASLB 831024 rept. "Recommendations 
to Commission. " ASLB should include in recommendations 
to NRC. greater requirement for ongoing public involvement & 
public participation in emergency planning. 

DELBELLO. A. B. New York, State of. 84/02/02. 13pp. 22849-332 

24X Fiche: 50-247, 34/02/29. 8404020221 . 


V. Operator Examinations 


S404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT. D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York. Inc, 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04 /02, 84040200 1 9. 


8404060337 Advises that 831118 Rev 83-2 to radiological emergency plan 
consistent w/provisions of 10CFR50. 54( b ) St acceptable. 

DANCE. H.C. Division of Project & Resident Programs. 84/03/23. 
TUCKER. H.B. Duke Power Co. Ip. 22929:362. 24X 

Fiche: 50-269, 84/03/23. 8404060337. 


B404160042 Ack receipt of 840229 ltr transmitting Rev 3 to guard 
training S< qualification plan. Portions of plan inconsistent 
w/lOCFRSO. 54(p ). Commitments should revert to previously 
approved plan or corrected pages resubmitted. 

LEWIS. R. C. Division of Project Resident Programs. 84/04/09. 
TUCKER, H.B. Duke Power Co. 3pp. 24043:260. 24X 

Fiche: 50-269. 84/04/09. 8404160042. 


8404230191 Advises that portion of upgraded meteorological sys 
unavailable by commitment schedule of May 1 984. provi ded in 
util response to Suppl 1 to NUREO— 0737. Operator aid computer 
enhancement in progress. 

TUCKER. H.B. Duke Power Co. 84/04/18. DENTON. H. R. Office of 
Nuclear Reactor Reculrtirp.' Director. STOLZ, J. F. Operating Reactors 
Branch 4. 2pp. 2^ 1 Hr,- 1 CD 24X Fi ch e; 50-269, 84/04/ IS, 8404230191 . 


I. Financial information 


8404110330 Annual Financial Rept 1983. W/ 84040 2 ltr. 

LEE, W. S. . BOOTH. D.W.. TUCKER. H.B. Duke Power Co. 83/12/31. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
ADENSAH. E. G. Licensing Branch 4. 50pp. 22989:199. 24X 

Fiche: 50-000, 83/12/3 1 , 8404 1 1 0330. 


P. Operating license stage documents correspondence 


8404200025 Further response to FOIA request for eight categories of 
documents re OL amends. Forwards App B documents. App C 
documents withheld (ref FOIA Exemption 5). Documents also 
available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/01/26. BELL. N. 
Nuclear Information Sr Resource Service. 4pp. 24156:044. 24X 

Fiche: 50-000. 84/01/26. 8404200025. 


8404030578 Advises that changes to requal if ication program for NRC 
licensed personnel acceptab le, per util 800730 submittal St 
830830 St 840112 revs, in- response to NUREG-0737. 

Item I. A. 2. 1. 4 

STOLZ. J.F. Operating Reactors Branch 4. 84/03/15. TUCKER, H.B. 

Duke Power Co. 7pp. 22888:098, 24X Fiche: 50-269. 84/03/15, 

8404030578. 


DOCKET 50-287 OCONEE NUCLEAR STATION, UNIT 3 
F. Security, medical, emergency St fire protection plans 


0404100098 Public version of Rev 10 to crisis mgt plan. W/831201 ltr Sc 
JM Felton 840323 memo. 

TUCKER. H.B. Duke Power Co. S3/I2/0T. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 52p0. 22995-066 24X 

Fiche: 50-000.83/12/01,8404100098. 


8404060005 Notifies that H Nicolaras became project manager for 
facilities, effective 840312 St assumed JF Suermann 
responsibilities. 

STOLZ. J. F. Operating Reactors Branch 4. 84/03/16. TUCKER, H.B. 

Duke Power Co. 3pp. 22944:092. 24X Fiche: 50-269, 84/03/16. 

8404060005. 


8404040221 Forwards request for addl info re NUREG-0737. Item III D. 3. 4. 
"Control Room Habitabil ity. " Response req,uested within 
30 days of ltr receipt. 

STOLZ. J. F. Operating Reactors Branch 4. 84/03/20. TUCKER. H.B. 

Duke Power Co. 3pp. 22911:006. 24X Fiche; 50-269. 84/03/20. 

8404040221. 
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8404100559 Responds to 840120 Itr re shift technical advisor (STA) 
program. Expects submittal of program for review by 840601. 

In interim, current STA program may remain in effect. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/21. TUCKER, H.B. 

Duke Power Co. 2pp. 22977:317. 24X Fic h e : 50-269, 84/03/21 , 

8404100559. 


8404110252 Forwards latest regulatory effectiveness review schedule 
for FYa4. W/o end. 

THOMAS, C. 0. Standard i zat i on S< Special Projects Branch. 84/03/21. 
MIRAGLIA,F. NRC - No Detailed Affiliation Given. 4pp. 24002:360. 

24X Fiche: 50-000, 84/03/21 , 84041 10252. 


8404050168 Forwards description of reactor coolant pump <RCP) trip 
criterion per TMI Action Item II.K. 3. 5, "Study Need for Auto 
Trip of RCPs. " Criterion in agreement w/g ui dance. Detai Is of 
analysis encl. 

TUCKER, H.B. Duke Power Co. 84/03/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, U. F. NRC - No Detailed 
Affiliation Given. 82pp. 22899:330. 24X Fi c he; 50-269, 84/03/30, 

8404050168. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting . Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co, of New York, Inc. 20pp, 24066:264, 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404170034 Notifies that despite protestations expressed in 831202 ltr, 
Class III S: Class I fees appropriate for review of 830317 
Tech Spec changes re startup transformers St allowable 
degraded conditions. 

MILLER, W, 0. License Fee Management Branch. 84/04/05. TUCKER, H. B. 
Duke Power Co. Ip. 24091:308. 24X Fi ch e : 50-269, 84/04/05, 

8404170034. 


Q. Inspection reports, IE Bulletins & correspondence 


8404130138 Forwards IE Insp Repts 50-269/84-02,50-270/84-02 
50-287/84-02 on 840206-10 8< notice fo vi o la t i on. No t i ce of 
violation withheld (ref 10CFR2. 790 & 10CFR73. 21). 

LEWIS, R.C. Division of Project & Resident Programs. 84/02/24. 
TUCKER, H.B. Duke Power Co, 2pp. 24031:155. 24X 

Fiche; 50-269, 84/02/24, 8404130138. 


—8404130154 IE Insp Repts 50-269/84-02,50-270/84-02 50-287/84-02 on 

840206-10, None omp 1 ianc e noted; failure to meet specific 
requirements of T Q plan. Details withheld (ref 10CFR2 790 
10CFR73, 21). 

MOORE, D. E. Region 2, Office of Director. MCGUIRE, D. R, Division 
of Emergency Preparedness Materials Safety. 84/02/23, Ip, 
24031:157, 24X F i c he : 50-269, 84/02/24, 8404130138, 


8403290105 Forwards IE Insp Repts 50-269/84-03, 50-270/84-03 V. 
50-287/84-03 on 840 1 1 1-0210, No violations or deviations 
noted. 

DANCE, H, C. Division of Project & Resident Programs. 84/03/06. 
TUCKER, H.B. Duke Power Co. 2pp. 22807:085, 24X 

Fiche: 50-269, 84/03/06, 8403290105. 


—8403290111 IE Insp Repts 50-269/84-03,50-270/84-03 i'. 50-237/84-03 on 
8401 1 1-0210. No violations or deviations noted. Major areas 
inspected: operations, maint, surveillance, organization 8< 
cal ibr. 

BRYANT, U., FALCONER, D., BROWNLEE, V. L. Region 2, Office of 
Director, 84/03/05. 11pp. 22807:087, 24X Fi che : 50-269, 84/03/06, 

8403290105, 


8404170032 Forwards IE Insp Repts 50-269/84-05,50-270/84-05 «< 
50-287/84-05 on 840305. No violations or deviations noted, 

DANCE, H.C. Division of Project Resident Programs, 84/03/20. 
TUCKER, H.B, Duke Power Co, 2pp. 24051:046. 24X 

Fiche: 50-269, 84/03/20, 8404170032. 


—8404170039 IE Insp Repts 50-269/84-05,50-270/84-05 50-287/04-05 on 

840305. No violations or deviations noted. Major areas 
inspected; HUAC, 

KLEINSORGE, W. P, Region 2, Office of Director. BLAKE, U. J. 

Division of Emergency Preparedness & Materials Safety, 84/03/16. 
4pp. 24051:048. 24X Fiche; 50-269/ 84/03/20, 8404170032. 


8404060011 Forwards response to IE Bulletin 83-07 re apparently 
fraudulent products sold by Ray Miller, Inc. Matl supplied 
by Ray Miller not used in saf ety-r elated applications at 
facilities. 

TUCKER, H. B. Duke Power Co, 84/03/22, 0 "REILLY, J. P. Region 2, 

Office of Director, 4pp. 22920:345. 24X Fiche: 50-269, 84/03/22, ^ 

B404060011. 


8404170052 Forwards IE Insp Repts 50-269/84-06,50-270/84-06 & 
50-287/84-06 on 84021 1-0310. No violations or deviations 
identified. 

DANCE, H.C. Division of Project 8/ Resident Programs. 84/03/26. 
TUCKER, H. B. Duke Power Co. 2pp. 24051:076. 24X 

Fiche; 50-269, 84/03/26, 8404170052 


—8404170056 IE Insp Repts 50-269/84-06,50-270/84-06 50-287/84-06 on 

84021 1-0310. No violations or deviations i dent i f i ed. Major 
areas inspec ted : op erat i ons, survei 1 lance, ma int, unusual event 
followup & licensee action on previous insp findings. 

BRYANT, J. , FALCONER, D. Region 2, Office of Director. 

BROWNLEE, V. L. Division of Project & Resident Programs. 84/03/26. 
6pp. 24051:078. 24X Fi ch e : 50-269, 84/03/26, 8404170052. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche ; 50-000, 84/03/28, 8402090047. 

8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. S5pp. 22892 145, 24X Fiche: 50-000, 84/03/28. 8403140241. 


8404170374 Forwards response, per Action Item 3, to IE Bulletin 83-08 re 
use of circuit breakers w/undervoltage trip feature in 
saf ety-related applications other than reactor trip sys.Subj 
circuit breakers used only in reactor trip sys, 

TUCKER, H.B, Duke Power Co. 84/03/28. D "REILLY, J, P. Region 2, 
Office of Director. 3pp. 24062:208. 24X Fiche: 50-269, 84/03/28, 

8404170374. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp, 22892:231, 24X Fiche; 50-000, 84/03/29, 84031 40247. 


8403140259 IE Info Notice 84-24, "Physical Qual i f i cat i on of Individuals 
to Use Respiratory Protective Devices." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co, of New 

York, Inc. 149pp. 24X Fi ch e ; 50-000, 84/04/05, 8403140259, 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves." Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404130120 Ack receipt of 840316 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/84-02, 
50-270/84-02 50-287/84-02 

LEWIS, R.C. Division of Project Resident Programs. 84/04/09. 
TUCKER, H. B. Duke Power Co. Ip, 24031:353. 24X 

Fiche: 50-269, 84/04/09, 8404130120. 


— 8404130125 Responds to NRC B40224 itr re violations noted in IE Insp 
Repts 50-269/84-02,50-270/84-02 «< 50-287/84-02. Corrective 
actions withheld (ref 10 C,pR73. 80). 

TUCKER, H.B. Duke Power Co. 84/03/16. 0 "REILLY, J. P. Region 2, 

Office of Director. Ip. 24031:354. 24X Fiche; 50-269. 84/04/09, 

8404130120. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRG 
Requirements by Moisture Density Gauge Licensees, " Svc list 
enc 1 . 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000, 84/04/ 1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc, 

114pp. 24X Fiche: 50-000, 84/04/16. 8403140270, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 04/04/17. Consolidated Edison Co. of New York, Inc, 

86pp. 24163:205. 24X Fi che : 50-000, 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements fay Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
030103). 84/04/17. Consolidated Edison Co. of New York, Inc 

89pp, 24163:292, 24X Fiche: 50-000, 84/04/17, 8403140277, 
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8403I402SO IE In-Po Notice 84-29, "OE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co, of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17. 8403140280. 


8403140234 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S( Engineering 
Response (Post 830103). 84/04/10. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188; 001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


V, Operator Examinations 


8404160165 Generic Ltr 84-06 
operator & senior operator 
grade. Svc list end. 
EISENHUT, D. G, Division of 
of, Ann Arbor, MI. 37pp. 
8404160165. 


to all nonpower reactor licensees re 
license exam criteria for pass ing 

Licensing. 84/04/16, Michigan, Univ. 
24285:135. 24X Fic he ; 50-000, 84/04/16, 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene .Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fi ch e: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. I19pp. 24195:343. 24X Fi c he: 50-000, 84/04/18, 8404130404. 


S404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Ss Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015, 24X Fiche; 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports & related c orre sp ondenc e 


F. Security, medical, emergency !< fire protection plans 


8404100491 Public version of Rev 10 to Emergency Plan Implementing 
Procedure 1004.8, "Callout of Onsite & Offsite Duty Roster 
Personnel. " W/JM Felton 840322 release memo. 

GRANGE, G. J. General Public Utilities - GPU Service Corp. 83/11/21. 
15pp. 22977:341. 24X Fiche: 50-289, 83/11/21 , 8404100491. 


8404100522 Forwards comments on fire proof cable development 8^ test 
program in response to 831130 request. Test program does not 
demonstrate compliance w/App R requirements. 

STOLZ, J. F, Operating Reactors Branch 4. 84/03/15. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. Spp. 22980:344 . 24X 

Fiche: 50-289,34/03/15, 8404100522. 


8404060130 Rev 4 to Emergency Plan Administrative Procedure 1055, 
"Maintaining Emergency Preparedness. " 

NELSON, M. A. . TOOLE, R. , HUKILL, H. General Public Utilities - GPU 
Service Corp. 84/03/21. 25pp. 22927:229. 24X 

Fiche: 50-289,84/03/21, 8404060130. 


8404180017 Monthly operating repts for Mar 1984. W/S40413 ltr. 
REQUIS, J. A. , TUCKER, H.B. Duke Power Co. 84/03/31. 17pp. 

24077:069. 24X Fiche: 50-269, 84/03/31, 8404180017. 


S. Reportable occurrences, LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner component. Time 
delay relays & jumper will be removed from relay contacts. 

EMPEV, D.C. Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. Spp. 24054: 336. 24X 

Fiche; 50-000, 83/05/05, 8404170419. 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qualification of ESG hydrogen 
recombiners. Specif ic magnetic-only breakers identified to 
replace thermo-magnetic breakers, 

EMPEY, D.C. Rockwell International Corp. 83/05/27. COLLINS, J. 
Region 4, Office of Director. Spp. 24054; 314. 24X 

Fiche; 50-000,83/05/27, 8404170440. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner appl ication. Viton seal issue not 
reportable per Part 21. Insufficient data exists to 
de.monstrate full confidence in seals. 

EMPEY, D.C. Rockwell International Corp. 83/12/19, COLLINS, J. 

Region 4, Office of Director. 3pp. 24059; 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


0404020261 LER 84-002-00: on 840216, reactor trip initiated by reactor 
protection sys when high RCS pressure setpoint reached. 

Caused by failure of RC Loop A flow transmitter due to 
malfunctioning amplifier assemb ly . W/B40319 ltr. 

PET1Y, J. C., TUCKER, H.B. Duke Power Co, 84/03/19. 4pp. 22836:235. 
24X Fiche; 50-287, 84/03/19, 8404020261. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISEcNHUT; D. O. Division of Licensing. 84/04/02. Consol idatedf 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-2S8 REED COLLEGE RESEARCH REACTOR 


F. SecuT-ity, medical, emergency St fire protection plans 


B404270180 Forwards revised security plan. Plan withheld. 

KAY,M. Reed College, Portland, OR. 84/04/18. DENTON, H. NRC - No 
Detailed Affiliation Given. 2pp. 24215:288. 24X 

Fiche: 50-288,84/04/18,8404270180. 


8404120126 Forwards IE Safeguards Insp Rept 50-289/84-04 on 840213-17. 
No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/03/26. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 2pp. 

24013:001. 24X Fi c he; 50-289, 84/03/26, 84041 20126. 


—8404120133 IE Safeguards Insp Rept 50-289/84-04 on 840213-17. No 
violations noted. Major areas inspected; security organization 
Si program audi t, testing & maint, physical barriers, securi ty 
sys power supp ly, assessment aids & access control. 

DUNLAP, J.M., JOYNER, J.H, Region 1, Office of Director. 84/03/21, 
4pp. 24013:003. 24X Fiche: 50-289,84/03/26, 8404120126. 


8404190060 Forwards safety evaluation re emergency operating 
procedures upgrade program per Suppl 1 to NUREG-0737 
CGeneric Ltr 82-33) . Confirmatory documentation required re 
writers guide St plant-specific technical guidelines. 

STOLZ, J.F. Operating Reactors Branch 4. 84/03/28. HUKILL, H. D- 

General Public Utilities - GPU Service Corp. 21pp. 24111:152. 24X 

Fiche; 50-289, 84/03/28, 8404190060. 


8404160047 Temporary change notice for Emergency Procedure 1004. 31, 
Rev 8, "Airborne Rad ioac ti vi ty Sampling St Analysis. " 

W/HF Hansen 840402 interofc memo. 

BRADY, J. A., STRANGE, G.J. General Public Utilities - GPU Service 
Corp. 84/04/02. 22pp. 24043:282. 24X Fi ch e : 50-289, 84/04/02, 

8404160047. 


8404240330 Temporary Change Notice 1-04-0086 to Rev 4 to Emergency Plan 
Implementing Procedure 1004,20, "Personnel/Vehicle 
Monitoring Decontamination." W/84041S transmittal form. 

DAVIS, O. General Public Utilities - GPU Service Corp. 84/04/04. 

6pp. 24168:329. 24X Fic he: 50-289, 84/04/04, 8404240380. 


8404190133 Notification of 840418 meeting w/util in Midd letown, PA to 
discuss safeguards info, 

VAN VLIET,J. Operating Reactors Branch 4. 84/04/09. STOLZ, J. F. 

Operating Reactors Branch 4. 3pp. 24111:074. 24X 

Fiche; 50-289, 84/04/09,8404190133. 


8404170379 Confirms telcon understanding that final rept for control 
room design review, per Suppl 1 to NUREG-0737, wi 11 be 
submitted by 840630. Addl info re emergency operating 
procedure will be provided, per request. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 34/04/10- 
STOLZ, J.F. Operating Reactors Branch 4. Ip. 24062:313. 24X 
Fiche: 50-289, 84/04/10,8404170379. 


G. Adjudicatory correspondence 


8404060417 Expresses concern of constituents re safety loss of 
credtibi lity. Resolution of all safety fc mgt questions urged 
prior to startup. 

HOVIS,L.B. York County, PA. DSB 362. 84/03/27, BERNTHAL, J. NRC ~ 

No Detailed Affiliation Given, Ip, 22935:077. 24X 

Fiche: 50-289, 84/03/27. 8404060417. 
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8404040064 Memorandum order dismissing N Aamadt St M Aamodt motion to 
reconsider ALAB-697 re emergency planning for farmers. 

Served on 840403. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. DSB 284. 
84/04/02 Aamodts. 4pp. 22884:294. 24X Fic he: 50-289, 84/04/02. 

B404040064. 


8404040150 Protests changes in evacuation plan for Harrisburg which 
leaves 90/i of residents unprotec ted. Hel p requested to 
prevent restart. 

■» Harrisburg, PA. DSB 285. 84/04/02. Office of the Executive 

Legal Director. Ip. 22886:340. 24X Fic h e : 50-289, 84/04/02, 

8404040150. 


8404040161 Motion for extension of time until 840403 to file response 
to licensee Z< staff motion for summary disposition Related 
correspondence. 

DOROSHOW. J. Three Mile Island Alert. DSB 271. 84/04/03. 

Commissioners. 2pp. 22883:263. 24X Fic h e : 50-289, 84/04/03, 

8404040161. 


— 8404040164 Response opposing licensee staff motions for summary 
disposition of TMI Alert Contentions 1 . a, 1 . b , 1 . c , 1 . d, 2. a, 

2. b. 1 & 2. b . 2. Related correspondence 

DOROSHOW, J Three Mile Island Alert. 84/04/03. Commissioners. 
86pp, 22883:265. 24X Fiche: 50-289, 84/04/03. 8404040161. 


— 8404040168 Motion for reconsideration of protective ord er . Lie ensee 
claim of proprietary info not 1 eg i t imate, Cer t i f i ca te of 
Sve end. Related correspondence. 

DOROSHOW, J. Three Mile Island Alert. 84/04/03. 6pp. 22883-357. 
24X Fiche; 50-289, 84/04/03, 8404040161. 


8404040165 Motion for appointment of expert or, in a Iternative, f or 
intervener funding. Related correspondence, 

DOROSHOW, J. Three Mile Island Alert. 84/04/03. 4pp. 22883:353. 
24X Fiche: 50-289, 84/04/03, 8404040165. 


8404050091 Reply brief to UCS 840319 brief on Commission review of 
specific design issues in ALAB-729. Certificate of Sve end. 
GOLDBERG, J. R. Hearing Branch 2. DSB 308. 84/04/03, 14pp. 

22901:124. 24X Fi c h e ; 50-289, 84/04/03. 8404050091 , 


8404060031 Reply brief in support of Commission review of ALAB-729 & 
ALAB-744. Certificate of Sve end. 

BAXTER, T. A. Metropolitan Edison Co. BAXTER, T. A, Shaw, Pittman, 
Potts 8( Trowbridge. DSB 330. 84/04/03. Commissioners, 45pp. 
22920:137. 24X Fiche. 50-289, 84/04/03, 8404060031, 


8404060034 Reply brief on Commission review of ALAB-'729 & ALAD-744. 
Plant operation should not be approved until safety issue 
resolved, Certificate of Sve end. 

WEISS, E, R. Union of Concerned Scientists. WEISS, E.R. Harmon U 
Weiss, DSB 331, 84/04/03. 32pp. 22920:214. 24X 

Fiche: 50-289, 84/04/03, 8404060034. 


8404060043 Notice of appearance in proceeding . Certificate of Sve end. 
LEWIS, D R. Metropolitan Edison Co, LEWIS, D. R. Shaw, Pittman, Potts 
& Trowbridge, DSB 329, 84/04/03. 4pp, 22920:251, 24X 

Fiche: 50-289, 84/04/03, 8404060043. 


8404230003 Declines invitation to accompany Bernthal on 840406 site 
visit. Info re restart decision purpose of visit requested. 
Related correspondenc e. 

AAMODT, M.M. Aamodts. DSB 713. 84/04/03. SOHINKI, S. 

Commissioners. Ip. 24153:331. 24X Fiche: 50-289, 84/04/03, 

8404230003. 


8404230068 Requests info on R Eng charges re cleanup. Related 
correspondence. 

AAMODT, M. M. Aamodts. DSB 712. 84/04/03. TROWBR IDGE, G, F. Shaw, 

Pittman, Potts Trowbridge. Ip. 24153:287. 24X 

Fiche: 50-289, 84/04/03. 8404230068, 


8404050066 Order granting 840403 motion for extension of time until 
840403 to respond to licensee Sk staff motions for summary 
disposition. Served on 840404. 

WOLFE, S. U. Atomic Safety and Licensing Board Panel. DSB 315. 
84/04/04. Three Mile Island Alert. Ip. 22901:048 24X 

Fiche: 50-289, 84/04/04, 8404050066. 


8404060018 Forwards HD Hukill 840330 Itr, 840229 notice of violation, 
licensee 840402 revised response GPU 840328 Itr S< status 
rept re licensed operator exper ience. Related correspondence. 

BAUSER, D. B. Shaw, Pittman, Potts 8« Trowbridge. BAUSER,D, B. 
Metropolitan Edison Co. DSB 336. 84/04/04, EDLES, G. U. , BUCK, J. H. . 

KOHL.C. N. Atomic Safety and Licensing Appeal Panel. lOlpp, 
22921:006. 24X Fiche: 50-289, 84/04/04, 8404060018. 


8404060399 Forwards motion for leave to file reply to Joint Intervenors 
response to licensee motion for summary d i s posi t i on, rep ly 
to Joint Intervenors response answer to motion to stay 
hearing. W/o ends. W/svc list Related correspondence. 

CHURCHILL, B. W. Shaw, Pittman, Potts & Trowbridge. CHURCHILL, B. W. 
Metropolitan Edison Co. DSB 359. 84/04/04. WOLFE. S. J. , 

HETRICK, D. L. / LAMB, J. C. Atomic Safety and Licensing Board Panel. 

3pp. 22934:141. 24X Fi che: 50-289, 84/04/04. 8404060399. 


8404060402 Motion for leave to file reply to Joint Intervenors 840320 
response to licensee motion for summary disposition. 

Certificate of Sve end. Related correspondence. 

CHURCHILL, B. W. Metropolitan Edison Co. CHURCHILL. B. W. Shaw, 
Pittman, Potts Sc Trowbridge. DSB 357. 84/04/04, Atomic Safety 

and Licensing Board Panel. 7pp. 22934:144. 24X 

Fiche: 50-289, 84/04/04, 8404060402. 


8404060415 Combined reply to Joint Intervener response to licensee 
840224 motion for summary disposition 8< answer to Joint 
Intervenor motion to stay hearing . Certificate of Sve end. 

Related correspondence, 

CHURCHILL, B. W, Metropolitan Edison Co. CHURCHILL, B. W. Shaw, 
Pittman, Potts S< Trowbridge. DSB 358. 84/04/04. Atomic Safety 

and Licensing Board Panel. 30pp. 22934:292. 24X 

Fiche: 50-289, 84/04/04, 8404060415. 


8404090446 Forwards amended response to UCS 840120 petition for show 
cause re emergency feedwater sys, Sve list end. 

BAXTER, T. A. Shaw, Pittman, Potts & Trowbridge. BAXTER, T. A, 
Metropolitan Edison Co. DSB 389. 84/04/06. CHILK, S. J, Office of 

the Secretary of the Commission. 4pp. 22956:139. 24X 

Fiche: 50-289, 84/04/06, 8404090446. 


— 8404090449 Amended response to UCS 840120 petition for show cause re 
emergency feedwater sys Amend reflects replacement of E/P 
converters w/qualified I/P converters. 

BAXTER, T. A. General Public Utilities - GPU Service Corp. 

BAXTER, T, A. Shaw, Pittman, Potts S: Trowbridge. 84/03/26. 

Office of Nuclear “c-ct-r- Rr 1 1 c t : ;-n , Director. 2pp. 22956:143. 
24 X F i c h e : 50- 289 , f -j i.; C 9 L ; 


— 8403010509 Response opposing UCS 2,206 petition for show cause dtd 
840120 re emergency feedwater sys. Certificate of Sve end. 

BAXTER, T, A. General Public Utilities - GPU Service Corp. 

84/02/24. Office of Nuclear Reactor Regulation, Director. 45pp. 
22956:145. 24X Fiche : 50-289, 84/04/06, 8404090446. 


8404110556 Response opposing Joint Intervenors 840319 motion to stay 
hearing re steam generator repair. Motion fails to show 
cause. Certificate of Sve end. 

WAGNER, M. E. Hearing Branch 4. DSB 449. 84/04/09. 9pp. 22999:298. 

24X Fiche: 50-289, 84/04/09, 84041 10556. 


8404160212 Motion for leave to file reply to TMI Alert 840403 response 
to licensee motion for summary d isposition, Leave necessary 
for opportunity to demonstrate response as insufficient ?< 
failing to support allegations, 

CHURCHILL, B. W. Metropolitan Edison Co. CHURCHILL, B. W. Shaw, 
Pittman, Potts 8< Trowbridge. DSB 532. 84/04/13. Atomic Safety 

and Licensing Board Panel. 64pp. 24046:229. 24X 

Fiche: 50-289, 84/04/13, 8404160212. 


--8404160216 Answer opposing TMI Alert 840403 motion for reconsideration 
of protective order, Motion untimely & w/o merit. 

CHURCHILL, B, W. Metropolitan Edison Co, CHURCHILL, B. W, Shaw, 

Pittman, Potts Zt Trowbridge, 84/04/13, Atomic Safety and 
Licensing Board Panel. 6pp. 24046:297. 24X Fiche: 50-289, 

84/04/13, 8404160212. 


— 8404160220 Answer opposing TMI Alert 840403 motion for appointment of 
expert or, in alternative, for intervenor fund ing. Commission 
does not have authority to provide relief 8< funding 
proscribed by statute. Certificate of Sve end, 

CHURCHILL, B. W. Metropolitan Edison Co. CHURCHILL, B. W. Shaw, 

Pittman, Potts Trowbridge. 84/04/13. Atomic Safety and 
Licensing Board Panel. 3pp. 24046:303. 24X Fiche: 50-289, 

84/04/13,8404160212. 


8404260497 Forwards two investigation repts re possible falsification 
of RCS inventory leak rate tests, No systematic pattern of 
falsif ication of leak rate surveillance tests determined. 

Served on 840426, 

HAYES, B. B, Office of Investigation. DSB 840. 84/04/16. 

MURLEY, T. E. Region 1, Office of Director. 84pp, 24214:313. 24X 

Fiche: 50-289, 84/04/16, 8404260497. 


8404190037 Notice of Federal District Court of Middle District of State 
of PA 840410 denial of util request that grand jury matls 
be released to NRC & util. Sve list & order end. 

BAUSER, D.B. Metropolitan Edison Co. 84/04/17. 10pp. 24104:280. 

24X Fiche: 50-289, 84/04/17, 8404190037. 
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8404190174 Responds to 840403 Itr on Commissioner Bernthal 840406 
invitation to visit facility. inquiry into purpose of visit 
5f info presented or observed re restart dec isi on. Purpose of 
visit was to examine status of plant hardware. 

SQHINKI. S. Commissioners. DSB 659. 84/04/17. AAMODT.M. M. 

Aamodts. Ip. 24100:317. 24X Fiche: 50-289. 84/04/17. 8404190174. 


— 8404190177 Declines invitation to accompany Commissioner Bernthal on 
840406 visit to facility Si requests memo re purpose of 
visit S< info re restart issues discussed. 

AAMODT.M. M. Aamodts. 84/04/03. SOHINKI.S. Commissioners. Ip. 
24100:318. 24X Fiche: 50-289, 84/04/17. 8404190174 


8404200030 Memorandum order denying Joint Interveners 340319 motion 
to stay steam generator tube repair hearing . Motion fails 
to rely on 10CFR2. 788. Served on 840419. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. DSB 674. 
84/04/18. Joint Petitioners - TMI. 4pp. 24119: 135. 24X 

Fiche: 50-289. 84/04/18. 8404200030. 


8404200057 Discusses util 840406 response to UCS reply brief on review 
of ALAB-729 & ALAB-744. Staff failure to know basic info re 
DHR reliability leaves question concerning basis of 
recommendations to Commission. 

WEISS. E. R. Union of Concerned Scientists. DSB 689. 84/04/18. 

PALLADINO, N. J. . ASSELSTINE, J. . BERNTHAL. F. Commissioners, 2pp. 
24110: 173. 24X Fiche; 50-289. 84/04/18. 8404200057. 


8404230115 Motion opposing all aspects of TMI Alert 840403 motion for 
appointment of expert or for ASLB funding for intervener 
expert. Direct funding of intervenors prohibited by 
Commission appropriations act. Certificate of Sve end. 

WAGNER. M. A. Hearing Branch 4. DSB 740, 84/04/18. Atomic Safety 

and Licensing Board Panel. 6pp. 24154: 154, 24X 

Fiche: 50-289. 84/04/18. 9404230115. 


8404230143 Response opposing TMI Alert 840403 motion for 
reconsideration of protective order. Sunshine Act never 
intendad to apply to actions of ASLB.therefore.no violation 
of intent or spirit exists. Certificate of Sve end. 

WAGNER. M. E. Hearing Branch 4. DSB 739. 84/04/18, Atomic Safety 

and Licensing Board Panel. 6pp. 24155:238. 24X 

Fiche: 50-289, 84/04/18. 8404230143. 


8404230011 Responds to 840214 Itr re criminal trial findings. Commission 
will elaborate on 840127 decision at time of restart 
decision. Significance of FEMA findings being evaluated 
Served on 840420. 

PALLADINO, W, J. Commissioners. DSB 698. 84/04/19. HEINZ. J. 

Senate. Ip. 24154:257. 24X Fiche; 50-289, 84/04/19. 840423001 1. 


8404230335 Response opposing licensee 840413 motion to file reply to 
TMI Alert 940403 response to licensee motion for summary 
disposition. Licensee cited insufficient it erroneous grounds 
for rep ly. Certificate of Sve end. Related correspondence. 

DOROSHOW, J. . BRADFORD. L. Three Mile Island Alert. DSB 748, 
84/04/20. Atomic Safety and Licensing Board Panel. 11pp. 

24161: 195. 24X Fiche: 50-289, 84/04/20. 8404230385. 


8404240285 Notice to Commission Zt Board forwarding "Followup Rept of 
Assessment of GPU Nuclear Corp Organization it Senior Mgt & 

Competence to Operate Facility." prepared by HG Rickover. 

BLAKE. E, L. Metropolitan Edison Co. BLAKE. E, L. Shaw, Pittman. Potts 
it Trowbridge. DSB 782. 84/04/23. 11pp. 24165:322. 24X 

Fiche; 50-289. 84/04/23. 8404240285. 


8404240469 Notice that end 840430 notice to NRC it Boards forwarding 
840419 followup rept. "Assessment of GPU Nuclear Corp 
Organization Si Senior Mgt it Competence to Operate TMI-1." 
bears incorrect date. Related correspodence. 

BLAKE. E. L. Metropolitan Edison Co. BLAKE. E. J. Shaw. Pittman. Potts 
Trowbridge. DSB 799. 84/04/23, Ip. 24191:094. 24X 

Fiche: 50-289. 84/04/23. 8404240469. 


—8404240472 Notice to NRC. ASLAB it ASLB forwarding 840419 followup 
rept. "Assessment of GPU Nuclear Corp Organization & Senior 
Mgt it Competence to Operate TMI-1. " W/svc list. 

BLAKE. E.L. Metropolitan Edison Co. BLAKE. E. L, Shaw, Pittman. 
Potts Trowbridge. 84/04/30. 11pp. 24191:095. 24X 

Fiche: 50-289, 84/04/23. 8404240469. 


8404260085 Reply supporting util motions for leave to file replies to 
Joint Intervener & TMI Alert responses to licensee motion 
for summary disposition. Certificate of Sve end. Related 
correspondence. 

WAGNER, M, E. Hearing Branch 4. DSB 821. 84/04/24, Atomic Safety 

and Licensing Board Panel. Spp. 24210:116. 24X 

Fiche: 50-289. 84/04/24, 8404260085. 


8404260093 Forwards comments of H Meyers & J Simpson on list of 
integrity issues. Served on 840425. 

KAMMERER.C. Office of Congressional Affairs. DSD 830, 84/04/24. 

PALLADINO. OILINSKY. ROBERTS Commissioners. 3pp. 24210:110. 24X 

Fiche: 50-289. 84/04/24. 8404260093. 


8404260472 Order denying TMI Alert 840403 motion for appo intment of 
expert or for intervenor funding. ASLB not empowered to 
expend appropriated funds for intervenors. 

WOLFE. S. J. Atomic Safety and Licensing Board Panel. DSB 842. 
84/04/25. Three Mile Island Alert. 2pp. 24214.242. 24X 

Fiche: 50-289. 84/04/25. 8404260472. 


8404260479 Memorandum order granting licensee 840413 motion for 
leave ?t permitting TMI Alert to file affidavit of Sih. 

Licensee may respond to TMI Alert reply to motion for 
summary disposition. Served on 340426. 

WOLFE. S. J. Atomic Safety and Licensing Board Panel. DSB 643. 
84/04/25. Metropolitan Edison Co. 4pp. 24214:244, 24X 

Fiche: 50-289.84/04/25. 8404260479. 


8404260493 Order granting licensee 840404 motion for leave to file 
reply to Joint Intervenors response to motion for summary 
disposition. Served on 840426. 

WOLFE. S. J. Atomic Safety and Licensing Board Panel. DSB 841. 
84/04/25. General Public Utilities - GPU Service Corp. 2pp. 
24214:278. 24X Fi c h e : 50-289, 84/04/25, 8404260493. 


8404260496 Notice to Commission. ASLAB & ASLB that NUS Corp has been 
awarded contract to provide staffing support to Nuclear 
Safety it Compliance Commi ttee. Press release it sve list end. 
Related correspondence. 

BAUSER. D, B. Metropolitan Edison Co. BAUSER. D. B. Shaw. Pittman. 
Potts Zt Trowbridge. DSB 849. 84/04/25. 21pp 24214:293. 24X 

Fiche; 50-289.84/04/25. 8404260496. 


8404270249 Amended response to UCS S40120 petition to show cause re 
seismic qualification of emergency feedwater sys. Rev 2 to 
util technical response to petition it Certificate of Sve 
end. 

BAXTER, T. A. General Public Utilities - GPU Service Corp. 

BAXTER, T. A. Shaw, Pittman. Potts & Trowbridge. DSB 855. 84/04/26. 

Office of Nuclear Reactor Regulation, Director. 24pp. 24223:010. 

24X Fiche: 50-289. 84/04/26. 8404270249. 


8404270279 Forwards draft schedule for Commission activities to be 
completed prior to decision on restart. Served on 840426. 

CHILK, S. J. Office of the Secretary of the Commission, DSB 871, 
84/04/26. Office of the Executive Legal Director. 3pp. 

24223: 054, 24X Fiche: 50-289. 84/04/26. 8404270279. 


H. General correspondence 


8307260467 Comments on H Dieckamp 830713 Itr re steam generator repairs 
it NRC responsibility to public. NRC should publish SER re 
steam tube amend. 

HOSSLER.D.E. Affiliation Not Assigned. 83/07/19. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director, 3pp. 24032: 173. 

24X Fiche; 50-289. 83/07/19. 8307260467. 


8404060276 Questions plans to decontaminate it defuel Unit 2 prior to 
availability of robotics technol ogy. Decontamination it 
defueling of Unit 2 prior to operation of Unit 1 advocated. 
HOSSLER.D.E. Affiliation Not Assigned, 84/04/01. SNYDER. B TMI 
Program Office. Ip. 22925:184. 24X Fiche : 50-289, 84/04/01 . 

840d060276. 


8404170541 Forwards State of PA 831214 resolution indicating obvious 
opposition to re s tar t, Rec en t survey of residents revealed 
overwhelming two to one negative response. 

SHUMAKER, J. J, Pennsylvania. Commonwealth of.. DSB 609. 84/04/10. 

PALLADINO, N. Commissioners. 4pp. 24068:124. 24X 

Fiche: 50-289.84/04/10, 8404170541. 


8404200304 Agrees w/encl editorial comment accusing NRC of 
irresponsibility re approval of TMI Unit 1. 

SEGNERE, E. Affiliation Not Assigned. 84/04/17, NRC - No Detailed 
Affiliation Given. 2pp. 24116:168. 24X Fiche: 50-289. 84/04/17, 

8404200304. 


0. Advisory Committee on Reactor Safeguards reports it correspondence 


8404050367 Forwards comments on util cleanup plan for TMI-2 it NRC 
draft suppl to cleanup programmatic EIS discussed at ACRS 
287th meeting on 840315-17. 

EBERSOLE# J. C. ACRS - Advisory Committee on Reactor Safeguards. 
84/03/21. DIRCKS. W. J. Office of the Execu tive^ Director for 
Operations. 3pp. 22919:325. 24X Fiche; 50-289, 84/03/21 . 8404050367, 


P. Operating license stage documents it correspondence 


8306160627 Forwards Core Performance Branch evaluation accepting 
thermal-hydraulic consequences of plugging 1.500 steam 
generator tubes, 

RUBENSTEIN. L. S. Assistant Director for Core it Plant Systems. 
03/06/08. LAINAS. G, C. Assistant Director for Operating Reactors. 
2pp. 24032:128. 24X Fi c h e: 50-289, 83/06/08. 8306160627. 
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8307200048 Foruards SER of GPU 830513 rept< "Steam Generator Tube 
Rupture Procedure Guidelines" re implementation of 
emergency operating procedure per NUREG-0737, Item I. C. 1* 
"Evaluation of Tube Rupture Events." Guidelines acceptable. 
ZIEMAN^4» D. L. Division of Human Factors Safety. 83/06/16. 
LAINAS/ 0. C. Assistant Director for Operating Reactors. 9pp. 
24032:119. 24X Fi c he : 50-289, 83/06/16, 8307200048. 


8307140101 Forwards Radiological Assessment Branch EIA input for once- 
through steam generator tube repair project. Dose estimate of 
1280 person-rems does not include potential doses that may 
result from post-operation insp. 

MULLER, D.R. Assistant Director for Radiation Protection, 83/06/29. 

LAINAS, G. C. Assistant Director for Operating Reactors, 17pp. 

24032:101. 24X Fi c h e : 50-289, 83/06/29, 83071 40101 . 


8308030196 Board Notification 83-095: d i sc usse s restart schedule 
slippage due to delay encountered during preparation for RCS 
cleanup phase of steam generator recovery program. 

EISENHUT, D. G. Division of Licensing. 83/07/08. PALLADINO, N. J. 
Commissioners, 4pp. 24032:097. 24X Fic h e : 50-289, 83/07/08, 

8308030196. 


8308180665 Forwards safety evaluation of Rev 18 to Procedure 1202-5, 
"Once-Through Steam Generator Tube Leak/Rupture. " Some open 
items but no outstanding safety concerns e x i st , Procedure 
adequately implements guidelines, 

ZIEriAN^4, D. L. Division of Human Factors Safety. 83/07/08, 

LAINAS, G. C. Assistant Director for Operating Reactors. 13pp. 
24032:151. 24X F i c h e : 50-289, 83/07/08, 03081 80665. 


8307250061 Forwards SER input for hot functional tests of repaired 
steam generator. If core cooling ma intained , p ot ent ia 1 
radiological consequences after tube rupture accident during 
testing would be less than exposure guidelines. 

MULLER, D. R. Assistant Director for Radiation Protection. 83/07/14. 
LAINAS, G, Assistant Director for Operating Reactors. 3pp. 
24032:168. 24X Fi c h e : 50-289, 83/07/14, 83072 50061 . 


8308180524 Forwards evaluation of possibility for inadvertent 
criticality during steam generator leakage tests. Inadvertent 
criticality will not occur during test. 

RUBENSTEIN, L. S. Assistant Director for Core Plant Systems. 
83/08/11. LAINAS, G. C Assistant Director for Operating Reactors. 
2pp 24032:166, 24X Fi c h e : 50-289, 83/03/ 1 1 , 8308180524. 


8308170116 Forwards safety evaluation re hot functional test ing . Reac bor 
sys will be brought up to operating temp Zf pressure 
utilizing heat from reactor coolant pumps during tests. 

HOUSTON, R. W, Assistant Director for Reactor Safety, 83/08/12. 

LAINAS, G, Assistant Director for Operating Reactors. 3pp. 

24069:344, 24X Fi c h e : 50-289, 83/08/ 1 2, 83081 70 1 16 


— 8404170339 Safety evaluation re hot functional testing in reactor sys 
?y. core protect 1 on. Cor e will be adequately protected during 
testing operations t>. core damage consequences will be 
bounded by FSAR analyzed events. 

# Assistant Director for Reactor Safety. 83/08/12. 2pp. 

24069:347. 24X F i C h e : 50-289, 83/08/12, 83081 70116. 


8309260153 Forwards anticipated schedule for plant once-through steam 
generator supplemental SER for r estart, Ma j o r i ty of writing 
will be done after 831021 so substantive contentions can be 
addressed, 

MCCRACKEN, C, Chemical Engineering Branch. 83/09/13. JOHNSTON, W. V. 
Assistant Director for Matls, Chem. Environ Technology (Post 
830201). 2pp, 24032:164, 24X Fiche: 50-289, 83/09/13. 8309260153. 


8309210506 Requests FR publication of notice of consideration of 
issuance of amend to License DPR-SO proposed NSHC 
determination opportunity for hearing on 830509 request re 
steam generator tube Kinetic expansion repair technique. 

STOLZ, J. F. Operating Reactors Branch 4. 83/09/14. MILLER, J. R, 

Operating Reactors Branch 4, Ip, 24032: 130. 24X 

Fiche: 50-289, 83/09/14, 8309210506. 


8309300101 Forwards SER suppl for restart subsequent to once-through 
steam generator repairs, based on review of GPU Topical Rept 
8, Rev 3, "Assessment of TliI-1 Plant Safety for Return to Svc 
After Steam Generator Repair, " 

LIAW,B. D. Materials Engineering Branch. 83/09/20. BENARQYA, V. 
Chemical Engineering Branch. 4pp. 24044:152. 24X 

Fiche: 50-289, 83/09/20, 8309300101. 


—8404130527 Safety evaluation re eddy current exams performed 
subsequent to steam generator repair, Adequate basis now 
exists to evaluate new or changed eddy current test 
indications found in subsequent insps. 

Materials Engineering Branch. 83/09/20. 2pp. 24199:229. 24X 

Fiche: 50-289, 83/09/20, 8309300101. 


8310110633 Discusses schedule for SSER for restart subsequent to hot 
functional test of repaired once-through steam generator. 

Input due by B31003. Draft SSER will be issued on 831006, 

SER on 831014. 

MCCRACKEN, C. Chemical Engineering Branch. 83/09/28. FRANK, L. 
Materials Engineering Branch. 2pp. 24032:171. 24X 

Fiche: 50-289, 83/09/28, 8310110633. 


8310240277 Draft Commission paper providing evaluation re thiosulfate 
contamination 8,. PORV corrosion problem at TMI-l,as requested 
in 8 Chilk 830810 memo stemming from ALAB-724. 

DIRCKS.W. J. Office of the Executive Director for Operations. 
83/09/30, 3pp. 24044:144. 24X Fi c h e: 50-289, 83/09/30, 8310240277, 


8310190001 Forwards draft SSER on Rev 3 to licensee Topical Rept 008 
re RCS return to svc after once-through steam generator 
corrosion repa ir. Previous conclusions unchanged. 

JO.'-'NSTON, W. V. Assistant Director for Matls, Chem. & Environ 
Technology (Post 830201). 83/10/11. LAINAS, G. C. Assistant Director 

fo- Cpvrati-iT Re,?.:‘:ors, 25pp. 24066:106. 24X Fiche: 50-289, 

35.' 10/ : 1 . B:ric:‘-Dc:: 


8310210368 Forwards input to SSER for return to svc of steam 
generators. Exposure 8( tube number data updated. 

MULLER, D. R. Assistant Director for Radiation Protection. 83/10/13. 
LAINAS, G. C. Assistant Director for Operating Reactors. 2pp. 
24032:145. 24X Fic he : 50-289, 83/10/13, 8310210368, 


8404130438 Forwards draft response to State of PA comment on steam 
generator tube rupture procedure guidelines that will be 
incorporated into final NSHC determination. Meeting on 831102 
re response requested. 

LAINAS, G. C. Assistant Director for Operating Reactors. 83/11/01, 
RUSSELL, W. Division of Human Factors Safety. ZIEMANN.D. Procedures 
& Systems Review Branch. HOUSTON, R, Assistant Director for Reactor 
Safety. 8pp. 24044:324. 24X Fiche: 50-289, 83/1 1/01, S4041304SS. 


8312140378 Forwards SSER input re items identified in Section 4. 3, 2 of 
NUREO-1019, "Steam Generator Tube Repair ?< Return to 
Operation, " Licensee 830930 response acceptable. 

RUSSELL, W. T. Division of Human Factors Safety. 83/11/02. 

LAINAS, G. C. Assistant Director for Operating Reactors. 4pp. 
24032:147. 24X Fi c h e : 50-289, 83/ 1 1 /02, 03121 40378. 


8311140077 Forwards supplemental SER of once-through steam generator & 
RCS for return to svc, based on Rev 3 to Topical Rept 008 
TDR-483 re once-through steam generator precritical 
non-nuclear hot functional test results. Reword ing suggested. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. & Environ 
Technology (Post 830201). 83/11/03. LAINAS, 0, C. Assistant Director 

fc--' Coe-.Ttir.T Reactors. 2pp. 24066:131. 24X Fi che : 50-209, 83/1 1 /03, 

03 ' . 


— 8404160233 Supplemental safety evaluation on return to svc after 
repair of onr o-t'- rn.g h steam generator corrosion. 

* NRC - No Dp :. o 1 '. t-c Af-iliation Given. 83/11/03. 24pp. 

24066:133. 24X Fiche : 50-289, 83/ 1 1 /03, 831 1 140077. 


— 8311140080 Forwards *'TMI-1 Steam Generator Elastic Fracture Mechanics 
Jik Load Character i zation, " technical evaluation rept. 

BEZLER, P. flattelle Memorial Institute, Pacific Northwest 
Laboratories. 83/09/28. TUROVLIN,B. NRC - No Detailed 
Affiliation Given. Ip. 24066:157. 24X Fiche: 50-289, 83/11/03, 

8311140077. 


— 8311140084 "TMI-1 Steam Generator Linear Elastic Fracture Mechanics 
4. Load Characteri zation, " technical evaluation rept. 

SUBUDHI,M. Battelle Memorial Institute, Pacific Northwest 
Laboratories, 83/09/28. NRC - No Detailed Affiliation Given. 
6pp. 24066:158. 24X Fi c h e; 50-289, 83/1 1 /03, 831 1 140077, 


8311210488 Advises of concurrence w/proposed SSER re need to assure 
that licensee provides addl analytical sys analyses 
necessary to conclude emergency procedure guidelines for 
SGTR events. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
03/11/10. THOMPSON, H, L. Division of Human Factors Safety, Ip. 
24032:118. 24X Fic h e : 50-289, 83/ 1 1 / 10, 831 12 10488. 


8311210490 Forwards 831110 memo transmitted to H Thompson concurring w/ 
author comments re proposed steam generator repair license 
amend package. 

MATTSON, R. J. Division of Systems Integration (post 811005). 

83/11/15. EISENHUT, D. G, Division of Licensing. Ip. 24032:096. 

24X Fiche: 50-289, 83/11/15, 8311210490. 


8401060057 Discusses TMI-1 Technical Data Rept 406, "Steam Generator 
Tube Rupture Procedure Guidelines." Matter should be pursued 
to obtain satisfactory explanation for differences between 
TRAC data & test results, 

marsh, L.B. Reactor Systems Branch. FIN A-7276. 83/12/15. 

BOLSTAD, J, Los Alamos Scientific Laboratory. 2pp. 24032:176. 24X 

Fiche: 50-289. 83/12/15, 8401060057. 
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8402020100 Draft Commission paper re PORV corrosion & corrective 
actions- PORV refurbished uj/fully qualified noncorroded 
parts acceptable. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/01/09. Commissioners. 4pp, 67142:315. 24X 

Fiche: 50-289. 84/01/09. 8402020100. 


8401190013 Responds to 831205 request for list of plants for which 
license amends issued in past 5 yrs re steam generator mods 
or repa ir. Requests on possible length of hearing discussed 
at 831207 Commission br i e f ing. Li st of amends end. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/01/10. ASSELSTINE Commissioners. I4pp. 24032-131. 24X 

Fiche- 50-289. 84/01/10, 8401190013. 


— 8401190034 Requests list of plants for which license amends issued in 
past 5 yrs re stea.m generator mod or repa ir. Judgement on 
length of time for hearing on TMI amend requested. 

ASSELSTINE, J. K, Commissioners. 83/12/05. DIRCKS. W. J. Office of 
the Executive Director for Operations. Ip. 24032:178. 24X 

Fiche: 50-289, 84/01/10, 8401190013. 


8402060629 Forwards request for addl info re steam generator tube 
rupture (SGTR) g u i d e 1 i nes . Resp on se requested by June 1984 
along u/c larif ication of relationship of TDR-406 to SGTR 
abnormal transient operational guidelines program. 

MATTSO.N, R, J. Division of Systems Integration (post S11005). 
84/02/01. THOMPSON, H. L. Division of Human Factors Safety, 8pp. 
24032: 179. 24X Fiche: 50-289, 84/02/01, 8402060629. 


8404230017 FOIA request for transcript of closed Commission 840124 
meeting re future steps to TMI-1 restart. 

RYAN.M. L. McGraw-Hill Publications Co. 84/02/23. Office of 
Administration. Ip. 24187:182. 24X Fic he : 50-289, 84/02/23, 

8404230017. 


8404050135 Forwards SER ?< technical evaluation rept on response to 
NUREG-0737, Items II. K. 3.1 re automatic PORV isolation «c 
ir.K. 3. 2 re rept on PORVs . Requirements met w/existing PORV 
safety valve trip setpoints. 

ST0L2, J. F. Operating Reactors Branch 4. 84/03/05. HUKILL, H. D. 

General Public Utilities - GPU Service Corp . 17pp. 22912:235. 24X 

Fiche: 50-289, 84/03/05, 8404050135. 


8404190454 Final response to FOIA request for listing of members !« 
charter of TMI-1 Restart Issues Task Force. Forwards App A 
documents, Documents also available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/03/07, SHOLLY, S. C. 
Union of Concerned Scientists. 2pp. 24151:253. 24X 

Fiche: 50-289, 84/03/07, 8404190454, 


— 8404190461 Forwards updated listing of certification items for TMI-1 
restart, per 830201 Si 03 discussions ?< NUREO-0680. 

CONTE, R. Region 1, Office of Director. 83/02/08. VAN VLEIT,J. 
TMI Program Office, 68pp. 24151.255. 24X Fi c h e: 50-289, 84/03/07, 

540^1 


Q4032800-D4 Authorizes placement of documents listed in end in PDR/ per 
HD Hukill S40210 request re TMI-1 restart. Documents end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement, 84/03/16. BLAHA, J. L. Program Support 8t Analysis 
Staff. Ip 22808:318. 24X Fiche: 50-000, 84/03/16, 8403280004, 


—8403280008 Rev 8 to Procedure SP 207, 04B, "Weekly RCS Leakage Test. “ 
» NRC - No Detailed Affiliation Given. 82/11/19. 60pp. 

22803:321. 24X Fiche: 50-000, 84/03/16, 8403280004. 


— 8403280013 Procedure SP 207. 04A, "Daily RCS Leakage Check, “ 
NRC - No Detailed Affiliation Given. 84/03/27. 8pp. 
22809:019. 24X Fiche; 50-000, 84/03/16, 8403280004. 


— 8403230019 Rev 15 to Procedure SP 200.02, "Instrumentation 
Surveillance Performed Each Day. " Daily surveillance log 
sheet for Aug 1978 Si independent measurements program RCS 
leak rates end, 

# NRC - hJo Detailed Affiliation Given. 83/01/14. 46pp. 

22809:027. 24X Fiche: 50-000, 84/03/16, 8403280004. 


— 840328-0026 Rev 7 to Surveillance Test ST 5042.02, "RCS Water Inventory 
Balance. “ RCS leakage evaluation end. 

LINGENFELTER, J. Toledo Edison Go. 82/11/05. 225pp. 22809:072. 

24X Fiche; 50-000. 84/03/16, 8403280004. 


8404110329 Forwards SER on NUREG— 0737, Item II. B. 3 re post-accident 
sampling sys. Submi ttal will be reviewed as plant-specific 
action. Item considered complete. 

ST0L2, J. F- Operating Reactors Branch 4. 84/03/22. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 13pp. 24006:346, 24X 

Fiche: 50-289, 84/03/22, 8404110329. 


8404110465 Advises that based on info provided by NRR re 830711 
application to amend License DPR— 50, Class III amend fee 
appropriate since review will involve single safety issue. 

Addl remittance requested. 

DIGGS, R. M. License Fee Management Branch. 84/03/26. HUKILL, H. D. 
General Public Utilities - GPU Service Corp. Ip. 24004:321. 24X 

Fiche; 50-289, 84/03/26, 8404110465. 


8404100171 Forwards application for Tech Spec Change Request 139 to 
License DPR-50, replac ing Page 1-2 re equipment operability. 

HUKILL, H.D. General Publ?lc Utilities - GPU Service Corp. 84/03/28. 

ST0L2, J. F. Operating Reactors Branch 4. Ip. 22967:055. 24.X 

Fiche: 50-289, 84/03/28, 8404100171, 


— 8404100174 Application for Tech Spec Change Request 139 to License 
DPR-50, replac ing Page 1-2 re equipment operability. 

Certificate of Svs end. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 

84/03/28. 2pp. 22967:056. 24X Fiche: 50-289, 84/03/28, B4041 00171 . 


— 0404100178 Proposed Tech Spec Change Request 139, rep lac ing Pages 1-2 
equipment operability. 

* General Public Utilities - GPU Service Corp. 84/03/28. 2pp. 
22967:058. 24X Fi ch e : 50-289, 84/03/28, 8404100171 . 


8404060220 Forwards addl info re environ qual if i cation of electrical 
equipment in emergency feedwater sys, supplementing info 
discussed at 840320 S< 21 visits to GPU corporate ofc. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/03/29. 
STOLZ,J. F. Operating Reactors Branch 4. 4pp. 22925:204. 24X 

Fiche: 50-289, 84/03/29, 8404060220. 


8404130005 Staff requirements memo re 840323 aff irmati on/d i scus s ion & 
vote on request to deny renewal of CP for Seabrook Unit 2 
Si review of ALAB-724. 

CHILK,S. J. Office of the Secretary of the Commission. 84/03/29. 
PLAINS, H.H. Office of the General Counsel. 2pp. 24050:001, 24X 

Fiche; 50-000, 84/03/29, 8404130005. 


8404060201 Forwards info re NUREO-0737, I t em II.F. 1 re post-accident 
monitor ing. Containment pressure monitor sys (CPMS) data 
scanned by plant process computer S< CPMS data stored in 
addressable point. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/03/30. 
ST0L2,J.F. Operating Reactors Branch 4. 2pp. 22925:269. 24X 

Fiche: 50-289, 84/03/30, 840406020 1 , 


8404230016 Responds to FOIA request for closed Commission 840124 
meeting transcript, "Future Steps to TMI — 1 Restart. " 

Response deferred pending DC Circuit Court ruling on NRC 
motion re decision in Philadelphia Newspapers vs NRC. 

FELTON, J. M. Division of Rules and Records. 84/04/03. RYAN, M. L. 
McGraw-Hill Publications Co. Ip. 24187: 181. 24X 

Fiche; 50-289, 84/04/03, 0404230016. 


8404040256 Generic Ltr B4-0B to all licensees of operating reactors, 
applicants for OLs St holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404090350 Responds to 830720 ltr re natural circulation cooldown 
(Generic Ltr 81-21 >. Ana 1 y si s supporting operating 
instruction to prevent void formation in upper head end. 

Final procedures will be available for review in June 1984. 

HUKILL, H. D, General Public Utilities - GPU Service Corp, 84/04/04, 
STOLZ.J. F. Operating Reactors Branch 4. 38pp. 22940:195, 24X 

Fiche: 50-289, 84/04/04, 8404090350. 


8404200126 Notice of issuance of Amend 91 to License DPR-50 & final 
NSHC determination (partial >. Amend permits steam generators 
to be operable for precritical hot functional testing using 
pump heat. Related correspondence. 

STOLZjJ. F. Operating Reactors Branch 4. DSB 680. 84/04/09. 4pp. 

24117:213. 24X Fi c he; 50-289, 84/04/09, 8404200126. 


8404300257 Forwards Amend 91 to License DPR-50, initial NSHC, safety 
evaluation & notice of issuance & avai lab i 1 ity. Amend permits 
steam generators be declared operable for hot functional 
testing using pump heat. Initial NSHC not publicly available. 

STOLZ, J. F, Operating Reactors Branch 4. 84/04/09. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 2pp. 24254:042. 24X 

Fiche: 50-289, 84/04/09, 8404300257. 


— 8404300261 Forwards Amend 91 to License DPR-50, safety evaluation ii 
notice of issuance & availability for transmittal to Ofc of 
FR for publication. 

* Operating Reactors Branch 4. 84/04/09. Docketing & Services 

Branch. 4pp. 34254:044. 24X Fi c he: 50-289, 84/04/09, 8404300257. 
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— 8404300266 Amend 91 to License DPR~50i permi tting steam generators be 
declared operable for hot functional testing using pump 
heat, 

STOLZ.J, F. Operating Reactors Branch 4. 84/04/09. 4pp. 

24254; 048. 24X Fiche: 50-289, 84/04/09, 8404300257. 


— 8404300269 Safety evaluation supporting Amend 91 to License DPR-SO. 

* Office of Nuclear Reactor Regulation, Director. 84/04/09. 4pp. 
24254:052. 24X Fiche; 50-289, 84/04/09, 8404300257. 


8404190093 Notification of 840418 meeting w/util in Hi dd 1 etown, PA to 
discuss control room associated plant features as part of 
review of control room habitability. 

THOMPSON, J. F. Operating Reactors Branch 4. 84/04/10. STOLZ,J. F. 

Operating Reactors Branch 4. 3pp 24111:361. 24X 

Fiche; 50-289, 84/04/10, 8404190093. 


8404230415 Notification of 840418 meeting u/util & Science 
Applications, Inc in Wash ington, DC to discuss methods & 
processes used to conduct detailed control room design 
review. 

SILVER, H. Operating Reactors Assessment Branch, 84/04/10. 
STOLZ,J. F. Operating Reactors Branch 4. 2pp. 24187:219. 24X 

Fiche: 50-289, 84/04/10,8404230415. 


8404190254 Forwards corrections to 831128 info re containment pressure 
& hydrogen monitors per NUREO-0737, Item II. F, 1. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/04/13. 
STOLZ.J. F, Operating Reactors Branch 4. 3pp. 24096:045. 24X 

Fiche: 50-289. 84/04/13, 8404190254. 


8404190359 Forwards evaluation of flooding in intermediate bldg 
following main feedwater line break, in response to 840329 
Itr. Further environ qualification for emergency feedwater 
components for submergence not required. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/04/13, 
STQLZ, J. F. Operating Reactors Branch 4. 4pp. 24096:029. 24X 

Fiche: 50-289, 84/04/13, 8404190359. 


8404240050 Informs of commitment to install continuous sampling sys for 
radioiodine on condenser vacuum pump exhaust, Util will 
provide firm installation schedule by 840701. In interim, 
grab sample program will be continued. 

HUKILL, H.D, General Public Utilities - GPU Service Corp. 84/04/18. 
STOLZ,J. F. Operating Reactors Branch 4. Ip. 24164:188. 24X 
Fxche: 50-289. 84/04/18, 8404240050. 


Q, Inspection reports, IE Bulletins it correspondence 


8404090362 Forwards IE Mgt Meeting Rept 50-289/84-78 on 840223. Meeting 
generated mutual understanding of preventative ?« corrective 
actions to ensure adequate post-accident moni tor ing, samp 1 ing 
& analysis capabilities. 

MARTIN, T, T, Division of Engineering it Technical Programs. 84/03/23. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 2pp. 

22942:164, 24X Fic he; 50-289, 84/03/23, 8404090362. 


—8404090368 IE Mgt Meeting Rept 50-289/84-78 on 840223. No violations 
noted, Major areas d iscussed : def ic ienc ies in facility 
provisions for post-accident sampling it analysis identified 
in IE Insp Rept 50-289/04-03. 

MILLER, M.T., WHITE, J, R. , SHANBAKY, M. M, Region 1, Office of 
Director 84/03/13. 3pp, 22942:166. 24X Fiche : 50-209, 84/03/23, 

8404090362. 


8404120126 Forwards IE Safeguards Insp Rept 50-289/84-04 on 840213-17. 
No violations noted. 

MARTIN. T.T. Division nf Engineering it Technical Programs. 84/03/26. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 2pp, 

24013:001. 24X Fi c he . 50-289, 84/03/26, 84041 20126. 


—8404120133 IE Safeguards Insp Rept 50-289/84-04 on 840213-17. No 
violations noted. Major areas inspected: security organization 
it program aud it, testing it maint, physica I barriers, security 
sys power sup p 1 y, assessment aids access control. 

DUNLAP. J. M, , JOYNER, J.H. Region 1, Office of Director. 84/03/21. 
4pp. 24013:003. 24X Fiche: 50-209, 84/03/26, 8404120126. 


8402090047 IE Info Notice 04-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDA.N. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 04/03/20 Consolidated Edison Co. of New 

York, Inc. 138pp 22933:122 24X Fiche : 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness Sc Engineering 
Response (Post 030103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. 05pp. 22892:145 24X Fi che: 50-000, 04/03/20, 8403140241 . 


8404170096 Forwards response to IE Bulletin 83-07 re fraudulent 
products sold by Ray Mi 1 1 er, Inc , Descrip t ion of matl 
purchased list of companies listed in bulletin which 
provided products or svcs to util end. 

HUKILL. H. D. General Public Utilities - GPU Service Corp. 84/03/28. 
HAYNES, R.C. Region 1, Office of Director. 8pp. 24059:314. 24X 

Fiche; 50-289, 84/03/28, 8404170096. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. I26pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247. 


8404050191 Responds to notice of violation it proposed imposition of 
civil penalty identified in IE Insp Repts 50-289/83-25 it 
50-289/83-26 & IE Enforcement Conference Rept 50-289/83-33. 

Civil penalty unwarranted or required. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/03/30. 
DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 14pp, 22900:237. 24X Fiche; 50-289, 84/03/30, 

8404050191, 


8404060211 Forwards revised Page 2 to 840330 response to notice of 
violation proposed civil penalty re IE Insp Repts 
50-289/83-25 ?< 50-289/83-26 it IE Enforcement Conference Rept 
50-289/83-33, due to clerical errors. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/04/02. 
DEy0UNG,R.C, Director's Office, Office of Inspection and 
Enforcement, 2pp. 22921:321. 24X Fiche: 50-289, 84/04/02, 040406021 1. 


8404060018 Forwards HD Hukill 840330 ltr> 840229 notice of violation, 
licensee 840402 revised response it GPU 840328 Itr it status 
rept re licensed operator experience. Related correspondence. 

BAUSER, D. B. Shaw, Pittman, Potts «t Trowbridge. BAUSER, D, B. 
Metropolitan Edison Co. DSB 336. 84/04/04, EDLES, 0. J. , BUCK, J. H. , 

KOHL, C. N. Atomic Safety and Licensing Appeal Panel. lOlpp, 
22921:006, 24X Fi c he : 50-289, 84/04/04, 8404060018. 


8403140259 IE Info Notice 84-24, "Physical Qua! i f ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co, of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404240081 Forwards IE Insp Rept 50-289/84-01 on 840103-0203. No 
violations observed. 

MARTIN, T. T. Division of Engineering 8c Technical Programs, 84/04/09. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 4pp, 

24164:300, 24X Fic he: 50-289, 04/04/09, 8404240081. 


—8404240089 IE Insp Rept 50-289/84-01 on 840103-0203 No violations 
i dent if ied. Major areas inspected: licensee actions on 
previous finding s , restart startup test procedures & restart 
properatiqnal testing. 

BLUMBERO, N. J. , VITO, D. , WEN, P. Region 1, Office of Director. 
84/03/17. 17pp. 24164:304. 24X Fiche; 50-289, 04/04/09, 0404240001. 


8404170457 Provides operating data, results of 840210 insp analysis of 
reactor coolant pump B high vibration prob 1 em. Vibration 
caused by fatigue crack of pump shaft. Crack samples 
analyzed. Shafts examined ultrasonically. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 94/04/10. 
STOLZ,J. F. Operating Reactors Branch 4. 4pp. 24055:007. 24X 

Fiche: 50-289, 84/04/10, 8404170457. 


8404260287 Forwards IE Operational Readiness Evaluation Rept 
50-289/84-05 on 840208-09. Add 1 operator training 
recommended. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/04/13. 
HUKILL, H. D. General Public Utilities - GPU Service Corp. 5pp. 
24203:335. 24X Fiche: 50-289, 84/04/13, 8404260287. 


— 8404260291 IE Operational Readiness Evaluation Rept 50-209/84-05 on 
840208-09. Areas evaluated : operational knowledge & 
understanding of reactor theory it thermod ynamic s plant sys 
operating it abnormal transient procedures. 

HAVERKAMP, D, , JOHNSON, D. , 0 'BRIEN, J. Region 1, Office of Director, 
04/04/13, 12pp. 24203:340. 24X Fiche: 50-289, 84/04/13, 

8404260287. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end, 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 04/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche; 50-000, 84/04/16, 8403140271. 
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8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE. 0. N. Division of QA, Safeguards & Inspection Programs <Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE. V. N, Division of QA, Safeguards 8e Inspection Programs (Post 
830103). 84/04/17- Consolidated Edison Co. of Neui York, Inc. 

86pp. 24163:205. 24X Fi c he : 50-000, 84/04/ 1 7. 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees, " Svc list end. 
grace, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp, 24163:292. 24X Fiche: 50-000, 84/04/17. 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 127pp. 24188:237. 24X Fiche: 50-000. 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Sahnson HVAC Units. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:001. 24X Fiche: 50-000. 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31. "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Sc Seal Set." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/13. Consolidated Edison Co. of New 

York, Inc. U7pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger Sc Pipe 
Hanger Damage. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. il9pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404260299 Ack receipt of 840308 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-289/84-03. 

MARTIN, T. T. Division of Engineering Sc Technical Programs. 84/04/19. 

HUKILL.H.D. General Public Utilities - GPU Service Corp. ip. 
24204:180. 24X Fiche: 50-289. 84/04/19. 8404260299. 


— 8404260316 Responds to NRC 840214 request to provide commitment dates 
for violations noted in IE Insp Rept 50-289/84-03. Corrective 
actions: post-accident sampling procedure revised to include 
pressurizer sampling as option. 

HUKILL.H.D. General Public Utilities - GPU Service Corp. 

84/03/08. STAROSTECKI, R. Division of Project it Resident Programs. 
12pp. 24204:181. 24X Fiche: 50-289, 84/04/19, 8404260299. 


B404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc, 119pp. 24285:015. 24X Fi che : 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports & related correspondence 


8404030264 "Annual Environ Rept for 1983. " consisting of personnel 
exposure data. aircraft movement data from Harrisburg Inti 
Airport, leak reduction program test info 8t relief valve 8. 
pressurizer safety valve challenges. W/840301 Itr. 

HUKILL.H.D, General Public Utilities - GPU Service Corp. 83/12/31. 
MURLEY, T. E. Region 1. Office of Director. 9pp. 22869:221. 24X 

Fiche: 50-289. 83/12/31. 8404030264. 


8404170398 Advises that semiannual radioactive effluent it release rept 
will be delayed, due to contract vendor experiencing 
continued computer downtime. Fourth quarter individual dose 
accumulation data still unavailable. 

HUKILL.H.D. General Public Utilities - GPU Service Corp. 84/03/26. 
MURLEY. T. E. Region 1. Office of Director. Ip. 24060:337. 24.X 

Fiche: 50-289. 84/03/26. 8404170398. 


8404170360 Forwards semiannual radioactive effluent it release rept for 
Jul-Dec 1983. Rept includes disposal it release data, joint 
frequency tables it summary of individual dose accumulation. 
HUKILL.H.D. General Public Utilities - GPU Service Corp. 84/03/28. 
MURLEY. T, E. Region 1. Office of Director. Ip. 24062:330. 24X 

Fiche: 50-289, 84/03/28, 8404170360. 


— 8404170366 Semiannual radioactive effluent S« release rept for Jul-Dec 
1983. 

» General Public Utilities - GPU Service Corp. 83/12/31, 14pp. 

24062:331. 24X Fiche: 50-289, 84/03/28, 8404170360. 


8404230065 Monthly operating rept for Mar 1984. W/840416 Itr. 

SMYTH, C.W., HUKILL, H. D. General Public Utilities - GPU Service Corp. 

84/03/31. MCDONALD, W. C, Division of Data Automation it Management 
Information. 13pp. 24153:288. 24X Fiche : 50-289, 84/03/31, 

8404230065. 


8404200249 Forwards steam generator long-term corrosion test rept for 
First Quarter 1984. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/04/16. 
STOLZ, J. F. Operating Reactors Branch 4. 7pp. 24116:042. 24X 

Fiche: 50-239, 84/04/16, 8404200249. 


S. Reportable occurrences, LERs & related correspondence 


9404170471 Part 21 rept re ap pr opr lateness of use of Viton elastomer as 
seal matl in recombiner a p p 1 i cation. Vi ton seal issue not 
reportable per Part 21. Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D. C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059:109. 24X 

Fiche: 50-000. 83/12/19. 8404170471. 


T. Hearing transcripts on n on-ant i trust matters 


8404100040 Summary of 840308 meeting w/util in Bethesda.MD re facility 
environ qualificati on. Discussion focused on review of util 
840210-22 submittals i>. environ qualification aspects of util 
response to UCS 10CFR2. 206 petition. 

VAN VLIET. J. Operating Reactors Branch 4. 84/03/19. Operating 

Reactors Branch 4, 6pp. 22994:001. 24X F i c h e : 50-289. 84/03/ 19, 

8404100040. 


— 8404100043 Transcript of 840308 conference in Bethesda.MD re environ 
qual if ications. Pp 1-181. 

Commissioners. 84/03/08. 181pp. 22994:007. 24X 

Fiche: 50-289, 84/03/19, 8404100040. 


U. Congressional/Executive Correspondence 


8404090173 Forwards 831215 Itr to A Specter reiterating Governor 
Thornburgh position re proposals for restart. 

WRIGHT, F. Pennsylvania. Commonwealth of,. 83/12/16. PALLADINO, N. J. 

Commissioners. 3pp. 22971:212. 24X Fich e: 50-289, 83/12/16. 

8404090173. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds, " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02. 8404020019. 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency it fire protection plans 


8404030302 Forwards safeguards info protection program. Program withheld 
(ref 10CFR73. 21). 

HARRINGTON. W, D. Boston Edison Co, 84/03/27. Office of Nuclear 
Reactor Regulation, Director, Ip. 22871:265. 24X 

Fiche: 50-293, 84/03/27. 8404030302. 


8404060334 Application for amend to License DPR~3S. consi st ing of 
Proposed Change 84-03. revising Tech Specs re fire 
protection. 

HARRINGTON, W. D. Boston Edison Co. 84/03/27. VASSALLO. D, B. 
Operating Reactors Branch 2. 2pp. 22932: 127. 24X 

Fiche: 50-293, 84/03/27, 8404060334. 


— 8404060338 Proposed Tech Sepcs re fire protection. 

* Boston Edison Co, 84/03/27. 29pp. 22932: 129. 24X 

Fiche; 50-293, 84/03/27, 8404060334. 


8404040102 Forwards design description of water curtains to be 
installed in reactor bldg, in response to NRC 840306 request 
for addl info in support of App R Exemption Requests 5, 7 St 
8. W/three oversize d rawing s. Ap erture cards in PDR. 

HARRINGTON. W. D. Boston Edison Co. 84/04/02. VASSALLO, D, B. 
Operating Reactors Branch 2. 4ipp. 22880:344. 24X 

Fiche: 50-293. 84/04/02. 8404040102. 


8404190367 Forwards IE Insp Rept 50-293/84-05 on 840229-0302. No 
violations noted. Response to noted deficiencies requested 
within 60 days. 

MARTIN. T.T. Division of Engineering & Technical Programs. 04 / 04/02 
HARRINGTON. W. D. Boston Edison Co. 2pp. 24096:039 24X 

Fiche: 50-293, 84/04/02, 8404190367. 
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— 8404190370 IE Insp Rept 50-293/84-05 on 840229-0302. No violations 
noted. Major areas insp ec ted : emergency preparedness items 
from App C of 810713-14 emergency response appraisal. 

GORDON. C.Z, Region 1. Office of Director. CROCKER. H. W. Division 
of Engineering R.. Technical Programs. 84/03/21. 4pp. 24096:041. 
24X r:che 50-293,84/04/02.8404190367. 


6404100452 Responds to 831103 request for plans for establishing 
emergency operations fac i 1 it^ concept consistent w/Suppl 1 
to NUREG-0737, Util will construct neu police station to 
house emergency operations functions. 

HARRINGTON, W. D. Boston Edison Co. 84/04/05. EISENHUT. D. G. 

Division of Licensing. 2pp. 22969:022. 24X Fiche; 50-293, 84/04/05. 

8404100452. 


6404180161 Forwards proposal describing FEMA intended response to 
NRC 840120 request for further evaluation of evacuation time 
estimate re traffic mgt prob 1 ems. Rep t expected to be sent 
on 840502. 

KRIMM, R. W. Federal Emergency Management Agency. 84/04/12, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 3pp. 24078:032. 24X Fiche: 50-293, 84/04/12. 

S404180161. 


G. Adjudicatory correspondence 


8404060154 Order extending time until 840412 for Commission to act to 
review Director's Decision DD-84-5. Served on 040405. 

CHILK-S J. Office of the Secretary of the Commission. DSB 342. 
84/04/05. Commissioners. Ip. 22926:319. 24X 

Fiche: 50-293, 84/04/05, 8404060154. 


8404160015 Order extending time until 840419 for Commission to act to 
review Director's Decision DD-84-5. Served on 840413. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 507. 
84/04/12 Commissioners, Ip. 24043:107. 24X 

Fiche: 50-293, 84/04/12, 8404160015. 


B404240074 Order extending time until 840427 for Commission to act to 
review Director's Decision DD-B4-5. Served on 840423. 

CHILK, S, J. Office of the Secretary of the Commission. DSB 786. 
84/04/19. Commissioners, Ip. 24164:297. 24X 

Fiche 50-293. 84/04/19. 8404240074. 


J, Insurance indemnity information 


8404030218 Forwards Endorsements 87 & 88 to NELIA Policy NF-188 & 
Endorsements 70 it 71 to MAELU Policy MF-50, 

SINISI.J, M. Marsh fj. McLennan. Inc. 84/03/28. SALT2MAN, J. 

Assistant Director for State S- Licensee Relations. 5pp. 22851:091. 
24X Fiche; 50-293, 84/03/28. 8404050218. 


P. Operating license stage documents !< correspondence 


8404180253 FOIA request for four categories of documents re worker 
exposure to radiation at facility. 

TENNYSON, C. L Tennyson- C. L, 83/12/08. Region 1. Office of 
Director 3pp. 24109:085. 24X Fiche: 50-293. 83/12/08, 8404180253. 


8404190491 FOIA request for documents re order to shut down facility. 
TIERNEY. J.M. Boston, MA, 84/02/22. NRC - No Detailed Affiliation 
Given, Ip. 24125:332, 24X Fiche ; 50-293. 84/02/22. 0404190491 . 


8404190494 Responds to FOIA request for documents re order to shut down 
fac i 1 ity. Forwards documents listed in app. Addl matl may be 
available at FERC, W/o app. 

FELTON, J. M. Division of Rules and Records. 84/03/09. TIERNEY. J. M. 
Boston. MA. Ip. 24125:333. 24X Fiche; 50-293. 84/03/09, 8404190494. 


--8404190496 Submits addl info re insp of BWR stainless steel piping. per 
830308 meeting. Issue will be resolved as expeditiously as is 
consistent w/public safety. Related info end. 

HARRINGTON. W. D, Boston Edison Co. 83/08/10. EISENHUT. D. 0. 

Division of Licensing. 4pp. 24125:334. 24X Fic he; 50-293. 

84/03/09, 8404190494. 


B4041S0259 Responds to FOIA request for four categories of documents re 
worker exposure to radiation at fac i 1 ity . Forwards documents 
listed on app. Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/14. TENNYSON. C. L. 

Tennyson, C. L. 2pp. 24109:088. 24X Fi ch e; 50-293. 84/03/14, 

8404180259. 


— 8404180263 Summarizes 800226 telcon w/M Hensch re possible radiation 
overexposure of worker at facility. Supp lementary calculation 
requested. Info deleted. 

KNAPP. P.J. Region 1, Philadelphia, Office of the Director. 
80/03/05. Region 1, Philadelphia. Office of the Director. 2pp. 
24109:091. 24X Fiche: 50-293. 84/03/14. 8404180259. 


— 8404180272 Advises that review of end notification of claim indicates 
worker overexposure to radiation at fac i 1 ity . Exposure 
attributed to coworker deliberately exposing badge to 
radiation source. Basis for conclusion listed. 

BELLAMY, R. R, Division of Engineering Jk Technical Programs. 

83/02/14. HAYNES. R.C. Region 1, Office of Director. 2pp. 

24109; 093. 24X F i c h e : 50-293. 84/03/ 14. 8404180259. 


— 8404180278 "Exposure Evaluation Rept for 800208-25." Info deleted. 
Boston Edison Co. 80/02/25. 7pp. 24109: 110. 24X 

Fiche; 50-293, 84/03/14, 8404180259. 


8404130015 Forwards safety evaluation re containment pressure, water 
level t/. hydrogen monitors for f aci 1 i ty . Requ ir ements of 
NUREG-0737, Items 1 1 , F. 1 . 4, 1 1 . F. 1 . 5 II. F. 1 . 6 met, 

VASSALLO, D. B, Operating Reactors Branch 2. 84/03/23. 

HARRINGTON, W. D. Boston Edison Co. 8pp. 24050:009. 24X 

Fiche: 50-293, 84/03/23. 8404130015. 


8404060334 Application for amend to License DPR-35. consisting of 
Proposed Change 84-03. revising Tech Specs re fire 
protection, 

HARRINGTON, W. D. Boston Edison Co. 84/03/27. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 22932:127. 24X 

Fiche; 50-293, 84/03/27, 8404060334. 


— 8404060338 Proposed Tech Sepcs re fire protection. 

# Boston Edison Co. 84/03/27, 29pp, 22932: 129. 24X 

Fiche ; 50-293, 84/03/27, 8404060334. 


8404180435 Provides status rept on development of plant mod integrated 
schedules for listed plants, per 840306. 

VASSALLO. D, B. Operating Reactors Branch 2. 84/03/30. EISENHUT. D. G. 

Division of Licensing. 3pp. 24109:031. 24X Fiche : 50-000, 84/03/30, 

8404180435, 


0404230278 Forwards SER re BWR Owners Group 810331 response to NUREG- 
0737. Item II.K. 3, 16- "Reduction of Challenges it Failures of 
Relief Valves - Feasibility Study & Sys Mod. " Update to 
previous response requested within 60 days of Itr receipt. 

VASSALLQ. D. B. Operating Reactors Branch 2. 84/04/03. 

HARRINGTON, W. D. Boston Edison Co, 13pp. 24186:339. 24X 

Fiche: 50-293. 84/04/03. 8404230278. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs ?< holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT. D. Q. Division of Licensing. 84/04/04. Consolidated 
Edison Co, of New York. Inc. 20pp. 24066:264. 24X 

Fiche; 50-000. 84/04/04, 8404040256. 


8404120314 Forwards addl info re purge it vent valve upgrade, per 
NUREG-0737. Item 1 1. E. 4. 2. Inf o provided covers installation 
of 8-inch Clow valves, proposed configuration i>. design 
qual if ication questions. 

HARRINGTON, W. D. Boston Edison Co, 84/04/06, VASSALLQ, D. B. 
Operating Reactors Branch 2. 5pp. 24022:267, 24X 

Fiche: 50-293. 84/04/06, 8404120314. 


— 8404120315 "Purge & Vent Valve Operability Qua 1 i f i cat i on Analysis." 
MONDAHL. S. M. , KRUEGER, J.E. CLDWCorp. 83/11/15. 156pp. 

24022:272. 24X Fi c h e : 50-293. 84/04/06, 8404120314. 


Q. Inspection reports. IE Bulletins it correspondence 


9404050060 Partial response to FOIA request for three separate 
categories of documents re pipe crack prob 1 ems. Forwards App 
A documents. Search for addl documents continuing. 

FELTON. J. M. Division of Rules and Records 84./02/28. BELL, M, 
Nuclear Information it Resource Service. 3pp. 22916:003. 24X 

Fiche: 50-000. 84/02/28, 8404050060. 


— 8404050119 Forwards comments on draft order for intergranular stress 
corrosion cracking insps. 

WEEKS. J. R. Brookhaven National Laboratory. 83/0S/15, LIAW. B. D. 
NRC - No Detailed Affiliation Given. 10pp. 22916:279, 24X 

Fiche : 50-000. 84/02/28. 8404050060. 


8404190494 Responds to FOIA request for documents re order to shut down 
fac i 1 ity . Forwards documents listed in app. Addl matl may be 
available at FERC. W/o app. 

FELTON. J. M. Division of Rules and Records. 84/03/09, TIERNEY, J. M. 
Boston. MA. Ip. 24125:333, 24X Fi ch e ; 50-293. 84/03/09. 84041 90494. 


— 8404190496 Submits addl info re insp of BWR stainless steel piping. per 
830808 meeting. Issue will be resolved as expeditiously as is 
consistent w/public safety . Related info end. 

HARRINGTON, W. D. Boston Edison Co. 83/08/10. EISENHUT, D. G, 

Division of Licensing. 4pp, 24125:334. 24X Fiche: 50-293. 

84/03/09. 8404190494. 
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8404190422 Further response to FOIA request for 19B2 SECV Papers to be 
placed in PDR. Forwards SECYs 82-2700,82-283,82-239 8< 82-317. 

Info partially withheld <ref FOIA Exemption 5) . Documents 

FELTOmTj. M. Division of Rules and Records. 84/03/23. WEISS# E. R. 
Union of Concerned Scientists, 3pp. 24150:214. 24X 

Fiche: 50-000, 84/03/23, 8404190422. 

— 8404190434 Recommends Commission review denial of 10CFR2. 206 petition 
filed w/IE by Commonwealth of MA Executive Qfc of Energy 
Resources for alternative disposition of civil penalty 
levied against util. Info deleted. n^,^-Tjnc 3 

BICKWIT. L. Office of the General Counsel. SECY“8#=.-289. 82/07/09. 

39pp. 24150:223. 24X Fi che: 50-000# 84/03/23, 8404190422. 


8404090408 Forwards IE Enforcement Conference Rept 50-293/84-03 on 

STAROSTECKI, R. Division of Project & Resident Programs. 84/03/26. 
HARRINOTON# W. D. Boston Edison Co. 2pp. 22941:113. 24X 

Fiche: 50-293,84/03/26, 8404090408, 


8403140259 IE Info Notice 84-24# ••Physic.sl Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Resoonse’ (Post 830103). 84/04/05. Consolidated Edison Co. 

York° I'c. " 47 pp. 24X Fiche: 50-000, 84/04/05. 8403140259. 


New 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. „ r- ■ 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). B4/04/05. Consolidated Edison Co. 

York, Inc. 103pp. 24066: 164. 


of New 

24)( Fiche: 50-000,84/04/05,8403140263. 


S4O4240420 Ack receipt of 830222 Itr informing NRC of steps taken to 
coPrecrviolations'noted in IE Insp Repts 50"2‘^3/82-02 ^ 
50 - 293 / 82 - 03 . Disagrees w/request that Memorandum n-8l-3/0 
be withdrawn as unapproved maint procedure. /i 

martin, T, T. Division of Engineering & Technical Programs. 84/04/1 
HARR INOTON, W. D. Boston Edison Co. 4pp. 24180:216. 24X 

Fiche; 50-293, 84/04/10# 8404240420. 


-8404090413 IE Enforcement Conference Rept 50-293/84-03 on 840221. Major 
areas di sc ussed : rad i ol og ical event w/potential for 
overexposure to individual possible other unplanned 

GALLO, R.M.# KISTER#H. B. Region 1# Office of Director. 84/03/19. 

3pp. 22941:115, 24X Fiche: 50-293# 84/03/26, 8404090403, 


-8404240425 Responds to NRC 820429 & 830127 Itrs re violations noted 
IE Insp Repts 50-293/82-03. C orrective ac t i on s: ma int engineer 
Z-, staff engineer given counselling to clarify criteria 
involved & responsibilities re ^'eview. t t 

HARRINGTON, W. D. Boston Edison Co. 84/02/22. 

Division of Engineering & Technical Programs. 4pp. 24180:220. 




8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 


encA. . * 

JORDAN, E.L. Division of Emergency Preparedness Ss 
Response (Post 830103). 84/03/28, Consolidate 

York, Inc. 13Spp. 22933:122. 24 X Fi che: 50-000. 


Engineering 
d Edison Co. of New 
84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin." Svc list 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of 

York, Inc. SSpp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. .r-- 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50 - 000 , 84/03/29, S403140247. 


8404170431 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervol tage Trip Feature in Use in Saf ety-Related 
Applications Other Than Reactor Trip Sys. " Six molded case 

G£ Type TFJ circuit breakers identified. 

HARRINGTON, W. D. Boston Edison Co. 84/03/30. MURLEY, T. E. Region 1# 
Office of Director, 4pp. 24063:010. 24X Fic he : 50-293, 84/03/30# 

8404170431. 


8404090332 Forwards summary of 840314 meeting in King of Prussia# PA 
re implementation of util performance improvement 

STAROSTECKI, R. Division of Project St Resident Programs. 84/04/02. 
HARRINOTON, W, D. Boston Edison Co. 5pp. 22942:054. 24X 

Fiche: 50-293,84/04/02, 8404090332. 


B404190367 Forwards IE Insp Rept 50-293/84-05 on 840229-0302. No 
violations noted. Resp onse to noted deficiencies requested 
within 60 days. 

MARTIN, T. T, Division of Engineering & Technical Programs. 84 
HARR INGTON, W. D. Boston Edison Co, 2pp. 24096:039. 24X 
Fiche: 50-293, 84/04/02, 8404190367. 


9404170370 Provides addl info re status of masonry walls, per P Leech 
840308,21 & 0404 di sc ussi ons, supp lementing util 801105 
response to IE Bulletin 80-1 1. Reviews identified addl 
safety-related walls. 

HARRINGTON, W, D. Boston Edison Co. 

Operating Reactors Branch 2. Ip. 

Fiche: 50-293, 84/04/13, 8404170370. 


84/04/13. 
24062: 207. 


VASSALLO, D, B. 
24X 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees, " Svc list 

grace. J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103) 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001, 24X Fi c h e : 50-000, 84/04/ 16, 8403140271 . 


840314027S IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J.N. Division of QA, Safeguards 8t Inspection Programs (Post 
S30103) 84/04/16. Consolidated Edison Co. of New York# Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


0403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list encl. 

grace, J.N. Division of QA# Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi che : 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC • 
Requirements by Well Logging Licensees." Svc list encl. 
grace, J.N. Division of QA# Safeguards & Inspection Programs (Post 
830103) 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi che : 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

.JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co, of hJew 

York# Inc 129pp 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


--8404190370 IE Insp Rept 50-293/84-05 on 840229-0302. No violations 
noted. Major areas inspected: emergency preparedness items 
from App C of 810713-14 emergency response appraisal. 

GORDON, C. Z, Regfc” 1, C'®-®ice of Director. CROCKER, H. W. Division 
of Engineering Te ci-;! ■. ca 1 Programs. 84/03/21, 4pp. 24096 : 041. 
24X Fiche: 50-293, 84/04/02, 8404190367, 


8404240321 Discusses IE insp on 840120—27 & forwards notice of 
violation proposed imposition of civil penalty. 

MURLEY, T. E. Region 1, Office of Director. 84/04/17. 
HARRINOTON, W. D. Boston Edison Co. 3pp. 24183:130, 24X 

Fiche: 50-293# 84/04/17# 8404240321. 


8404190229 Forwards lE Insp Rept 50-293/84-04 on 840207-0312 8c notice 
of violation. 

STAROSTECKI, R. Division of Project 8c Resident Programs. 84/04/03. 
HARRINGTON, W, D. Boston Edison Co. 2pp. 24101:039. 24X 

Fiche: 50-293, 84/04/03, 8404190229. 


— 8404240331 Notice of violation 8< proposed imposition of civil penalty 
in amount of $ 40 , 000. Vio lation noted • fai 1 ure to label 
container of licensed matl w/quantities greater than 
applicable quantities. 

MURLEY# T, E. Region 1, Office of Director. 84/04/17. 3pp. 

24183- 133 24X Fi che: SO-293, 84/04/17# 8404240321 . 


— 8404190230 Notice of violation from insp on 840207-0312, 

Region 1, Office of Director. 84/04/03. Ip. 24101:041. 24X 

Fiche: 50-293, 04/04/03, 8404190229. 


— 8404190234 IE Insp Rept 50-293/84-04 on 840207-0312. Violation noted: 
failure to properly establish procedure specifying normal 
containment isolation valve positions, 

JOHNSON, J., MCBRIDE, M., BORCHARDT# R. Region 1, Office of Director, 
84/03/30. 23pp, 24101:042. 24X Fi ch e: 50-293, 84/04/03, 

8404190229. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list encl. 

JORDAN, E.L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York# Inc 117pp, 24188:001. 24X Fiche : 50-000, 84/04/18, 8403140284, 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8, Seal Set." Svc list end. 

J0RDAN#E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 
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8404130404 IE Info Notice 84“-32 j "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343, 24X Fiche; 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84”33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc, 119pp. 24285:015. 24X Fi c he : 50-000. 84/04/20, 8404160130 


R. Periodic operating reports related correspondence 


8404170283 Monthly operating rept for Mar 1984. W/8404i3 Itr. 

HAMILTON, P., HARRINGTON, W. D. Boston Edison Co. 84/03/31. 7pp 
24060:256. 24X Fiche: 50-293, 84/03/31. 6404170283. 


S. Reportable occurrences, LERs %>. related correspondence 


8404030507 Updated LER 80-041/03X-1 : on 800724, isolation valves 5065-17 
& 5065-22 declared inoperab le. Caused by valve limits being 
out of ad justment, Valve items adjusted & exercised to 
provide correct operation. W/S40308 Itr. 

HAMILTON, P. J. , HARRINGTON, W. D. Boston Edison Co. 84/03/08. 2pp. 
22870: 197. 24X Fiche: 50-293, 84/03/08, 8404030507. 


8404030276 Updated LER 81-015/03X-1 : on 810417, during surveillance 
testing, nozzle on 23-ft level Cardox sys hose reel failed 
to deliver adequate stream. Caused by operator error. Fire 
brigade t-ai-.:nc "oviscd W/340319 Itr. 

HAMILTON,” j . HA=R L D. Boston Edison Co, 84/03/19. 3?p. 

22872: 252, 24X Fiche: 50-293, 84/03/19. 8404030276. 


8404180166 EN-84-023: on 840417. noti ce of violation S< proposed 
imposition of civil penalties in amount of *40,000 to be 
issued to I icensee. Ac tion based on incident of occupational 
radiation exposure of approx 4.5 rems to worker hand. 

FLACK, E. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/04/12. Ip. 24077:193. 24X Fiche: 50-293, 84/04/12, 

8404180166. 


8404260414 Part 21 rept re presence of thread -1 oc k ing mat! Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. 0, General Electric Co. 84/04/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013, 24X Fic he : 50-000. 84/04/ 13, 8404260414. 


8404270211 Updated LER 80-004/01X-1 : on 800126 , resu 1 ts of core spray 
sparger cracks in conjunction w/inservice insp program 
revealed several linear indications on each sparger. Visual 
insps conclude indications within criteria. W/840417 Itr. 

HAMILTON, P. J, , HARRINGTON, W, D, Boston Edison Co. 84/04/17, 
HURLEY, T, E, Region 1, Office of Director. 2pp. 24215:271. 24X 

Fiche: 50-293, 84/04/17, 8404270211. 


8404240427 PNS-I-84~006: on 840418, newly hired guard accidently 
discharged bolstered .38 calibre revolver into right leg. 

Guard treated at local hosp S< released, Commonwealth of MA 
informed. 

BAILEY, B., JOYNER, J. Region 1, Office of Director. 84/04/19. Ip. 
24180:215, 24X Fi c h e: 50-293, 84/04/ 19, 0404240427 


V. Operator Examinations 


0404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000, 84/04/02, 8404020019. 
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P. Operating license stage documents & correspondence 


8404100249 Forwards preliminary questions re addl info required during 
840424 site visit for review of application for renewal of 
OL. 

THOMAS, C. 0. Standard i zation & Special Projects Branch. 84/03/23, 
WILKINSON, R. E. Michigan State Univ. , East Lansing, MI. 8pp. 
22993:340. 24X Fic he ; 50-294, 84/03/23, 84041 00249. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nanpower reactor licensees re 
operator fj. senior operator license exam criteria for passing 
grade. Svc list encl. 

EISENHUT, D. 0. Division of Licensing. 84/04/16. Mi c h i q .sn. Univ 
of, Ann Arbor, MI 37pp. 24285:135. 24X Fiche; 50-000. 34/C.4 ■' 16, 

8404160165. 


DOCKET 50-295 ZION NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency &! fire protection plans 


8404020215 Public version of Rev 16 to Emergency Plan Implementing 
Procedure EPIP 320-1, "Activation of Generating Station 
Emergency Procedure Station Group. " W/840103 change request 
form JM Felton 840322 release memo. 

NYKIRK. A. W. , PLIML, 0. Commonwealth Edison Co 84/01/03. 12pp. 

22848:345. 24X F i che : 50-295, 84/0 1 /03, 840402021 5. 


8404230018 Further response to FOIA request for documents re security 
violations safeguards events at nuclear facilities. 

Forwards App A & B documents. Info withheld (ref FOIA 
Exemption 3). Zion plant meeting summary rept nonexistent. 

FELTON, J. M. Division of Rules and Records. 84/01/17. GOLDENBERG. G. 

Scripps-Howard Newspapers. 4pp. 24183:238, 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230081 Confirms 771109 meeting re Burns Inti Security Svcs, Inc 
furnishing security svcs. Close liaison intended between mg t 
fy. assigned guards for open communications re retention of 
personnel. 

GRABOVAC.E A. Burns International Security Services, Inc. 
77/11/09. MANDNE.J.V, Commonwealth Edison Co. lOpp, 24184:308. 
24X Fiche- 50-000, 84/01/17, 8404230018, 


8404050086 Public version of revised Emergency Plan Implementing 
Procedure EPIP 350-2, "Calculation of Post-Accident Noble 
Gas Release Rates via Vent Stacks Using BRING Monitor 
RrA-PR49 Readings, " W/S40126 transmittal form St 840322 memo. 

PLIML, G. Commonwealth Edison Co. 84/01/23. DENTON, H Office of 

Nuclear Reactor Regulation, Director. 12pp. 22927:340. 24X 

Fiche: 50-295, 84/01/23, 84040S0086. 


9403230026 Forwards rev to security plan. Rev addresses NRC comments on 
Rev 10 to plan, Rev withheld (ref 10CFR73, 21), 

FARRAR, D, L. Commonwealth Edison Co. 84/02/16. KEPPLER, J, Region 
3. Office of Director. Ip. 22724:338, 24X Fiche; 50-295, 84/02/16, 
8403230026. 


8404270286 Public version of ltr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
h withheld from PDF as well as LPDR, W/JM Felton 840419 
release memo. 

GOLDEN, J. C. Commonwealth Edison Co. 84/03/06. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24229:331. 24X 

Fiche; 50-000. 84/03/06, 8404270286, 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE, D. D. Commonwealth Edison Co. 84/02/29. 73pp, 24229:332, 

24X Fiche; 50-000, 84/03/06, 8404270286. 


8404240279 Rev 0 to Emergency Plan Implementing Procedure EaF-20, "Zion 
Emergency Operations Facility (EOF) Evacuation Procedure. " 

* Commonwealth Edison Co. 84/03/30. 7pp. 24165:342. 24X 

Fiche: 50-295, 84/03/30, 8404240279. 


8404130034 Draft Commission paper recommending review S< approval of 
exemption to permit 840417 exercise at facility to be held 
w/o state local govt part i c ipat ion. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/04/02. 23pp. 24049:317. 24X Fiche: 50-295, 84/04/02, 8404130034. 


8404090353 Informs of receipt of FEMA approval of State of IL emergency 
response plan 8< associated local p Ians. Approval conditional 
based on adequacy of public alerting ?k notification sys. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/04, REED, C. 
Commonwealth Edison Co, 2pp. 22942:185. 24X Fi c h e : 50-295, 84/04/04, 

8404090353. 


— 8404090357 Forwards SW Speck 840302 ltr providing FEMA 44CFR350 
findings ?k determination on adequacy of offsite emergency 
response plans & preparedness. State local plans adequate 
to protect health It safety of public. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/16, HIND, J. A. Division of 

Engineering. 2pp. 22942:187. 24X Fiche : 50-295. 84/04/04, 

8404090353, 
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8404120140 Foru/ards interim compensatory measures for four listed areas 
of fire protection. per NRC 831221 request far addl info 
concerning App R none onformances. Boron sampling procedures 
will be provided by 840501. 

LENTINE. F. G. Commonujea 1 1 h Edison Co. 84/04/06 DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 33pp, 24014:286, 24X 

Fiche; 50-295, 84/04/06, 8404120140. 


P, Operating license stage documents Z>. corres pondence 


8403050240 "Radionuclide Release Under Specific LWR Accident 
Conditions," Vol VI, "PWR-Lar ge, Dry Containment (Zion)," 

GIESEKE, J. A. , CYBULSKIS, P. , DENNING, R. S. Battelle Memorial 
Institute, Columbus Laboratories. 8403050240. 84/01/04. Office 

of Nuclear Regulatory Research, Director. 100pp. 22502:346. 24X 

Fiche; 50-295, 84/01/04, 8403050240, 


8404180221 Further response to FOIA request for SECYs & NUREGs. Forujards 
SECY-82-3 re LER sys S- SECY-81-651 concerning Vol 1 of 
NUREG-0850, “Preliminary Assessment of Core-Melt Accidents 
at Zion ^ Indian Point..,." NUREG-0850 available at PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/14. SHOLLY, S. 

Union of Concerned Scientists. Ip, 24108:013. 24X 

Fiche: 50-000, 84/03/14. 8404180221. 


8404120136 Forwards updated schedule for ongoing environ qualification 
testing programs.per 810523 commitment. 

BARNES. P. L. Commonwealth Edison Co. 64/04/04. KEPPLER.J. G. Region 
3, Office of Director, 11pp. 24011:354. 24X Fiche; 50-000, 84/04/04, 
8404120136. 


8404200009 Forwards listed draft radiological & ETS sections to 
facilitate review. Ent ire package will be reviewed & approved 
by onsite & offsite review groups in 30-45 days. Addl draft 
sections will be provided. 

LENTINE.F. G. Commonwealth Edison Co. 84/04/06. NORRIS, J. A. 
Operating Reactors Branch 1. Ip. 24119:251. 24X 

Fiche: 50-295, 84/04/06, 8404200009. 


8404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated matls. Request 
denied since provisions for generic release of small 
quantities of radioactive matls not developed. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 84/04/13. FARRAR, D. L. 

Commonwealth Edison Co. Bpp. 24077:216. 24X Fiche: 50-000, 84/04/13, 

8404180203. 


Q. Inspection reports, IE Bulletins & correspondence 


— 8112020115 Draft Commission pap f c-werr! i--: Vrl 1 of NUREG-0850, 
“Pr el iminary Assessment of ” 1 1 & at Zion 

5! Indian Point Nuclear Power Plants St Strategies for 
Mitigating Effects, " W/o end. 

DIRCKS, W, J, Office of the Executive Director for Operations. 
81/11/13. Ip. 24108:014. 24X Fiche; 50-000, 84/03/14, 8404180221, 


8404130108 Forwards safety evaluation supporting conclusion that 
guidelines in NUREG-0612, Sect i ons 5.1.1 S< 5.3 satisfied St 
Phase I of control of heavy loads acceptafa 1 e. Frank 1 in 
Research Ctr technical evaluation rept also end. 

VARGA, S. A. Operating Reactors Branch 1. 84/03/22. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 24044:168. 24X Fi c h e: 50-295, 84/03/22, 

8404130108, 


— 8404130116 Safety evaluation supporting conclusion that guidelines in 
NURE6-0612, Secti ons 5. 1 . 1 St 5 3 sati sfi ed . Phase I for 
control of heavy loads acceptable. 

* Office of Nuclear Reactor Regulation, Director, 84/03/22. 2pp 
24044:170. 24X Fiche: 50-295, 84/03/22, S40413010S. 


•8403160250 "Control of Heavy Loads (C-10),Zion Stations Units 1 St 2, " 
technical evaluation rept. 

SARGENT, I. H. , BOMPERGER, C, Franklin Institute/Franklin Research 
Center. NRC-03-S1-130, TER-C 5506-403/404. 84/03/14. NRC - No 

Detailed Affiliation Given, 27pp. 24044:172, 24X 

Fiche: 50-295, 84/03/22, 8404130108. 


8404030438 Suppls response to Generic Ltrs B3-10C S< D, "Automatic 
Trip of Reactor Coolant Pumps. " Rev 1 to emergency response 
guidelines resolves issues associated w/automatic tripping 
of reactor coolant pumps. 

BARNES, P. L. Commonwealth Edison Co, 84/03/26. DENTON. H. R, Office 
of Nuclear Reactor Regulation, Director. 3pp. 22869:043 24X 

Fiche: 50-000,84/03/26, 8404030438. 


8404130406 Advises that, based on Div of Licensing final review of 
831014 application for amend to Licenses DPR-39 ?! DPR-4S, 
changing Tech Specs re preventive maint on 0 diesel 
generator, addl remittance requested, 

DIGGS, R.M. License Fee Management Branch. 84/03/29. FARRAR, D.L. 
Commonwealth Edison Co. Ip, 24045:267. 24X Fiche; 50-295, 84/03/29, 

8404130406. 


8404240478 Forwards safety evaluation re demonstration of containment 
purge vent valve operab i 1 ity. Valves 1/2 AOV-RVOO 1,2,3 Sc 4 
able to dose from open position of 50 degrees or less 
against containment pressure rise in event of DBA/LOCA. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/03. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 24197:290. 24X Fich e; 50-295, 84/04/03, 

8404240478. 


8404240484 Safety evaluation concluding containment purge Sc vent 
will operate against buildup of containment pressure in 
event of DBA/LOCA. 

* Office of Nuclear Reactor Regulation, Director. 84/04/03. 
24197:292. 24X Fiche: 50-295, 84/04/03, 8404240478. 


valves 


5pp. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs Sc holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264, 24X 

Fiche: 50-000, 84/04/04,8404040256. 


8402090047 IE Info Notice 84~05, Rev 1, "Exercise Frequency." Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 83010.3). 84/03/28. Consolidated Edison Co. of New 

York, Inc 138pp, 22933:122. 24X Fiche : 50-000, 84/03/28, 8402090047. 


6403140241 IE Info Notice 84—21, "Inadequate Shutdown Margin. " Sve list 
end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche; 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc, 126pp. 22892:231. 24X Fi c he : 50-000, 84/03/29, 8403140247. 


8404100239 Forwards response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Undervol tage Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Subj 
breakers not used at facilities. 

BARNES, P. L. Commonwealth Edison Co. 84/04/04. KEPPLER, J. G. Region 
3, Office of Director. 3pp. 22960:189. 24X Fi c he : 50-000, 84/04/04, 

8404100239. 


8404110228 Ac k receipt of 840329 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-295/83-27 Jk 
50-304/83-28. 

HIND, J. A. Region 3, Office of Director. 84/04/04. REED, C. 
Commonwealth Edison Co. Ip. 22985:182. 24X Fiche: 50-295, 84/04/04, 

8404110228. 


—8404110232 Responds to NRC 840301 ltr re violations noted in IE Insp 
Repts 50-295/83-27 ?< 50— 304/83— 28. Correc t ive actions; one 
addl health physicist added to staff 5t training/ 
qualification program S< daily checklist implemented. 

FARRAR, D.L. CommonueaXth Edison Co. 84/03/29. KEPPLER, J. G, 
Region 3, Office of Director. 8pp. 22985:183. 24X 

Fiche: 50-275, 84/04/04, 8404110228. 


8403140259 IE Info Notice 84-24, "Physical (Suali f ication of Individuals 
to Use Respiratory Protective Devices." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: SO-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche; 50-000, 84/04/05, 8403140263. 


8404190231 Forwards IE Insp Repts 50-295/84-02 8t 50-304/84-02 on 
840210-0320. No noncompliance identified. 

SHAFER, W. D. Region 3, Office of Director. 84/04/05. REED, C. 

Commonwealth Edison Co. 2pp. 24100:080. 24X Fiche: 50-295, 84/04/05, 

8404190231, 


— 8404190239 IE Insp Repts 50-295/84-02 & 50-304/84-02 on 840210-0320. No 
noncompliance or deviations identified. Major areas 
inspected; licensee action on previous insp findings & plant 
operation w/one wide-range RCS pressure indication out. 

DUNAWAY. F. R. , HOLZMER, M. M. , BOYD, D. C. Region 3, Office of 
Director, 84/04/03. 12pp. 24100:082. 24X Fiche: 50-295, 84/04/05, 

8404190231. 
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8404170119 Responds to Action Item 4 in IE Bulletin 82-02i "Degradation 
of Threaded Fasteners in RCPB of PWR Plants. " No severe 
corrosion/ wastage or cracking noted. List of bolted/stud 
connections disassembled for maint end. 

BARNES/ P. L. Commomuealth Edison Co. 84/04/09. KEPPLER/ J. O. Region 
3/ Office of Director, 4pp. 24051:200. 24X Fi c he: 50-295/ 84/04/09, 

8404170119. 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
uj/util in Region III ofc re util regulatory improvement 
prrc'^a-. Meeting notice end. 

NC.=5ELr-JS, C E. Region 3/ Office of Director. 84/04/13. REED. C. 
Commonwealth Edison Co. 3pp. 24095:320. 24X Fiche: 50-000/ 84/04/13, 

8404190397. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE/ J. N, Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c he : 50-000, 84/04/1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE/ J. N. Division of QA/ Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York/ Inc. 

114pp. 24X Fiche: 50-000/ 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

86pp, 24163:205. 24X Fi c h e ; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE/ J. N. Division of QA, Safeguards 8{ Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c h e : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche : 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping it Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN/ E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York/ Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set. " Svc list end. 

JORDAN/ E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage.” Svc list end. 

JORDAN/ E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York/ Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20, Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000. 84/04/20, 8404160130. 


8404270230 Ac k receipt of 840406 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-295/83-26 it 
50-304/83-27. 

SHAFER, W. D. Region 3, Office of Director. 84/04/24. REED, C. 
Commonwealth Edison Co, Ip. 24215:131. 24X Fiche: 50-295, 84/04/24, 

8404270230. 


— 8404270233 Responds to NRC 840307 Itr re violations noted in IE Insp 
Repts 50-295/83-26 it 50-304/83-27. Correct ive actions- 
operator reinstructed to adhere to procedural details when 
testing plant equipment. 

FARRAR, D. L. Commonwealth Edison Co. 84/04/06. KEPPLER, J. 0. 
Region 3, Office of Director. 3pp. 24215: 132. 24X 

Fiche: 50-295, 84/04/24, 8404270230, 


R. Periodic operating reports & related correspondence 


8404060213 Forwards "Radwaste & Environ Monitoring Annual Rept 1983. " 
STEPHENSON, D. D. Commonwealth Edison Co. 84/03/28. KEPPLER, J. G. 
Region 3, Office of Director, Ip. 22931:001. 24X 

Fiche: 50-295, 84/03/28, 8404060213. 


— 8404060221 "Radwaste St Environ Monitoring Annual Rept 1983. " 
* Teledyne Isotopes. 84/03/31. 132pp. 22931:002. 24X 

Fiche: 50-295, 84/03/28, 8404060213. 


8404160133 Monthly operating repts for Mar 1984. W/840406 Itr. 

AUSTIN, G. , GRAESSER, K. L. Commonwealth Edison Co. 84/03/31. 12pp. 

24038:044. 24X Fiche: 50-295, 84/03/31, 8404160133. 


S. Reportable occurrences, LERs it related correspondence 


8404170471 Part 21 rept re appropr lateness of use of Viton elastomer as 
seal matl in recombiner ap p 1 ication. Viton seal issue not 
reportable per Part 21. Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D. C. Rockwell Internati onal Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turb ine. Bush ing will be staked to lock in place if installed 
?< replacement guides will be sent to customers. 

THEROUX, R.R. Terry Corp. 84/04/09. EBMETER, S. Region 1, Office of 
Director. 6pp. 24060:247. 24X Fiche: 50-000, 84/04/09, 8404170296. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000, 84/04/02, 8404020019. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency i. fire protection plans 


8404060275 Confirms 840328 meeting in Atlanta, GA to discuss security 
guard response & training issues, per 840322 telcon. 

LEWIS, R. C. Division of Project & Resident Programs. 84/03/23 
PARRIS, H.G. Tennessee Valley Authority. Ip. 22922:304. 24X 
Fiche: 50-259, 84/03/23, 8404060275. 


8404030116 App R fire protection amend, Vols I it 11. W/840327 ltr. 
MILLS,L.M. Tennessee Valley Authority. 84/03/27. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 896pp. 22913:001. 

24X Fiche: 50-259, 84/03/27, 8404030116. 


8404030321 Forwards revs to radiological emergency plan implementing 
procedures 8t radiological emergency plan, 

MILLS, L. M. Tennessee Valley Authority. 84/03/28. 0 ''REILLY, J. P. 

Region 2, Office of Director. Ip. 22856:352. 24X 

Fiche: 50-259,84/03/28, 8404030321. 


— 8404030325 Revised radiological emergency plan implementing procedures, 
including Procedures BFN IP-7 re activation of operational 
support ctr it IP-6 re activation of technical support ctr. 

JACKSON, J. M. , CHINN, G. Tennessee Valley Authority. 84/03/26. 

36pp. 22856:353. 24X Fi ch e: 50-259, 84/03/28, 8404030321. 


— 8404030327 Rev 9 to radiological emergency plan. 

♦ Tennessee Valley Authority. 84/03/07. 4pp. 22857:028. 24X 

Fiche: 50-259, 84/03/28, 8404030321. 


8404030212 Revised central emergency control ctr implementing 
procedures, d iv of nuclear power emergency ctr implementing 
procedures it Muscle Shoals emergency control ctr 
implementing procedures. W/840329 ltr. 

WEBB,W. E. , MILLS. L.M. Tennessee Valley Authority, 84/03/29. 
O'REILLY, J. P. Region 2, Office of Director. 75pp. 22857:259. 24X 

Fiche: 50-000, 84/03/29, 8404030212. 


8404090319 Application for amend to Licenses DPR-33, DPR-52 DPR-68, 
changing Tech Spec description of physical security plan. 
Requirements will be implemented within 120 days after 
appr oval. 

MILLS, L.M. Tennessee Valley Authority, 84/04/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22942:087. 
24X Fiche: 50-259, 84/04/03, 8404090319. 


— 8404090325 Proposed amend to Tech Sp ecs, chang ing physical security plan 
description. 

* Tennessee Valley Authority. 84/04/03. Ip. 22942:009. 24X 

Fiche: 50-259, 84/04/03,8404090319. 
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S404170174 Summarizes 84032S meeting lo/util in Atlanta^ OA re proposed 
mods to physical security program. Meeting beneficial & 
provided better understanding of proposed changes. 

LEWIS. R.C. Division of Project & Resident Programs. 84/04/04. 
PARRIS.H.G. Tennessee Valley Authority. Ip. 24050:064. 24X 

Fiche: 50-259, 84/04/04. 8404170174. 


8404170148 Revised emergency plan implementing procedures. inc luding 
Prodedures IP-5 re general emergency. IP-3 re alert & IP-20 
re technical support ctr operation. W/84041 1 Itr. 

MILLS.L.M. Tennessee Valley Authority. 84/04/11. 0 'REILLY. J. P. 

Region 2. Office of Director. 28pp. 24051:096. 24X 

Fiche: 50-259. 84/04/11. 8404170148. 


P. Operating license stage documents & correspondence 


8404020172 Foruards Amends 88 & 61 to Licenses DPR-52 & DPR 68. 
respectively 8s safety evaluation Amends allow operation 
le/increased core flow during remainder of Cycle 5. 

CLARK. R.J. Operating Reactors Branch 2. 84/03/06, PARRIS.H.G. 

Tennessee Valley Authority. 2pp. 22878:063. 24X 

Fiche: 50-260, 84/03/06. 8404020172. 


—8404020179 Amends 88 Ss 61 to Licenses DPR-52 8s DPR 68. respectively, 
allowing operation ui/increased core flow during remainder of 
Cycle 5. 

VASSALLD, D. B. Operating Reactors Branch 2. 84/03/06. 14pp. 

22878:065. 24X Fiche: 50-260. 84/03/06. 8404020172. 


— 8404020184 Safety evaluation supporting Amends 88 it 61 to Licenses 
DPR-52 8s DPR-68, respectively. 

^ Office of Nuclear Reactor Regulation. Director. 84/03/06. 6pp. 
22878: 079. 24X Fiche; 50-260. 84/03/06, 8404020172. 


8404020030 Supplemental application for amend to Licenses DPR-33, DPR-52 
8s DPR-68. changing Tech Specs to incorporate 10CFR50. 73 
reporting req.uirements. Specs based on 831219 Generic Ltr 
83-43 model Tech Specs. 

MILLS.L.M. Tennessee Valley Authority. 84/03/22. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. 2pp. 22835:194, 

24X Fiche; 50-259. 84/03/22.8404020030. 


— 8404020034 Proposed Tech Specs. incorporating 10CFR50. 73 reporting 
req,uirements. Info deleted. NSHC determination end. 

* Tennessee Valley Authority. 84/03/22 32pp. 22935:196. 24X 

Fiche: 50-259. 84/03/22. 8404020030. 


8404060428 Notification of 840329 meeting w/util in Bethesda.MD to 
discuss proposed changes to util Nuclear Safety Review 
Board. 

KENYON, T, J. Licensing Branch 4. 84/03/23. ADENSA.M. E. Licensing 

Branch 4. 6pp. 22944:299. 24X Fi che; 50-000. 34/03/23, 8404060428. 


8404100034 Requests remittance of addl fee re 840123 application 
proposing Tech Spec changes to accomodate Reload 5. Cycle 6 
operations. 

DIGGS. R.M. License Fee Management Branch. 84/03/23. PARRIS, H. G. 
Tennessee Valley Authority. Ip. 22981:348. 24X 

Fiche: 50-296. 84/03/23, 8404100034. 


8404060068 Summarizes 840327 meeting w/util in Knoxville, TN re QA 
program description. Attendance list end. 

LEWIS. R. C, Division of Project 8i Resident Programs. 84/03/30. 
PARRIS.H.G. Tennessee Valley Authority. 3pp. 22927:078, 24X 
Fiche; 50-000. 84/03/30. 8404060068. 


8404090319 Application for amend to Licenses DPR-33. DPR-52 & DPR-6S. 
changing Tech Spec description of physical security plan. 
Requirements will be implemented within 120 days after 
approval. 

MILLS.L.M. Tennessee Valley Authority. 84/04/03. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22942:087. 
24X Fiche: 50-259. 84/04/03, 8404090319. 


8404090325 Proposed amend to Tech Specs, changing physical security plan 
description. 

* Tennessee Valley Authority, 84/04/03, ip. 22942:089 24X 

Fiche: 50-259, 84/04/03, 0404090319. 


8404230294 Forwards SER re BWR Owners Group 810331 response to 
NUREG— 0737. Item II, K. 3. 16, "Reduction of Challenges 
Failures of Relief Valves - Feasibility Study & Sys Mod. " 

Mods acceptable to reduce safety relief valve failures. 

VASSALLQ, D. B. Operating Reactors Branch 2, 84/04/03. PARRIS, H G 

Tennessee Valley Authority. 14pp. 24185:334. 24X 

Fiche: 50-259. 84/04/03, 8404230294. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs Sj holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04. 8404040256. 


8404100237 Submits info re LM Mills 840106 ltr to DB Vassal lo re 
NUREG— 0612, "Control of Heavy Loads. " Periodic insps 8< 
testing of NUREG-0612-related special lifting devices will 
be performed every 5 yrs. 

KAMMER, D. S. Tennessee Valley Authority. 84/04/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22960: 183. 
24X Fiche: 50-259,84/04/04,8404100237. 


8404180185 Application to amend Licenses DPR-33. DPR-52 & DPR-6B. 
revising Tech Specs for administrative purposes. 

MILLS.L.M. Tennessee Valley Authority. 84/04/09. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 24077:239. 
24X Fiche: 50-259, 84/04/09, 8404180185. 


— 8404180193 Proposed Tech Specs reflecting administrative changes. 

* Tennessee Valley Authority. 84/04/09. 49pp, 24077:241. 24X 

Fiche: 50-259. 84/04/09, 8404180185. 


8404200110 Informs that due to extensive facility activities, 
participation in BNL "Dose Reduction Study" will be limited, 
in response to NRC 840228 request. A Sorrell assigned site 
project coordinator for study. 

KAMMER, D.S. Tennessee Valley Authority. 84/04/17. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 24119:286. 24X 

Fiche: 50-259, 84/04/17, 8404200110. 


8404240334 Requests exemption from 2-yr test interval requirements of 
10CFR50, App J. W/o exemption, 50 containment isolation valves 
& electrical penetrations tested between 830906-1206 will be 
retested in next operating cycle, projected to end 851206. 

MILLS.L.M, Tennessee Valley Authority. 84/04/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24183:081. 

24 X Fiche: 50-296, 84/04/19, 8404240384. 


8404300075 Advises that revs to proposed radiological effluent Tech 
Specs will be submitted by 840801, per 840322 telcon. 

MILLS.L.M. Tennessee Valley Authority. 84/04/25. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 24225:133. 24X 

Fiche: 50-259. 84/04/25, 8404300075. 


Q, Inspection reports, IE Bulletins corresp ondence 


8404050060 Partial response to FOIA request for three separate 
categories of documents re pipe crack prob 1 ems. Forward s App 
A documents. Search for addl documents continuing. 

FELTON, J- M. Division of Rules and Records. 84/02/28. BELL. N, 
Nuclear Information Resource Service. 3pp. 22916:003. 24X 

Fiche: 50-000, 84/02/28, 8404050060. 


■8404050119 Forwards comments on draft order for intergranular stress 
corrosion cracking insps. 

WEEKS, V. R, Brookhaven National Laboratory. 83/08/15. LIAW, B. D. 

NRC - No Detailed Affiliation Given. 10pp. 22916:279. 24X 

Fiche: 50-000. 84/02/28. 8404050060. 


8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Miller. Inc found installed in 
Be 1 1 e f on t e. Sequo y a h 5k Yellow Creek safety— related sys. No 
safety concerns created, 

MILLS.L.M. Tennessee Valley Authority. 84/03/22. 0 'REILLY, J. P. 

Region 2. Office of Director. 3pp. 22920:109. 24X 

Fiche: 50-000, 84/03/22. 8404060136. 


8404030316 Requests exemption from 10CFR50. 49 to delay mods to 
regulatory performance improvement plan (RPIP) installation 
items until next refueling outag e. Requests 830325 
confirmatory order re NUREG-0737. Item II. F. 1.3 be revised. 
MILLS.L.M. Tennessee Valley Authority, 84/03/27, DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director. 21pp. 22872*034 

24X Fiche: 50-296, 84/03/27, 84040303 16, 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency, " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post B30103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. 13Spp. 22933:122. 24X Fiche: 50-000. 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co of New 

York. Inc. SSpp, 22392:145. 24X Fiche; 50-000. 84/03/28, 8403140241 
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8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24 X Fiche: 50-000. 84/03/29, 0403140247. 


8404060329 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature used in saf ety-related 
applications other than reactor trip sys. Breakers replaced 
w/breakers that do not have undervoltage trip attachment. 

KAMMER, D. S. Tennessee Valley Authority. 84/03/29. 0 "REILLY. J. P. 

Region 2. Office of Director. 3pp. 22932:203. 24X 

Fiche: 50-000, 84/03/29, 8404060329. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/05 Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404170475 Summarizes 840329 meeting w/util at Region II ofc re 
development of planned organ i zational changes St regulatory 
performance program for plants. 

0 'REILLY. J. P. Region 2, Office of Director. 84/04/05. PARRIS, H 0. 
Tennessee Valley Authority. Ip. 24059:335. 24X 

Fiche; 50-25R, 84/04/05, 8404170475. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp, 24189:001, 24X Fi ch e : 50-000, 84/04/1 6. 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA. Safeguards 8< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000. 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/37, Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche : 50-000. 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees,” Svc list end. 

GRACE, J. N. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi ch e : 50-000, 84/04/1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188.237 24X Fiche: 50-000, 04/04/17, 8403140280. 


0403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping St Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:001. 24X Fiche; 50 - 000 , 84/04/10, 0403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethy lene— Propy lene Rubber Seals 
St Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119, 24 X Fi c he : 50-0(X), 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50 - 000 , 84/04/18, 8404130404. 


8404160.130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc, 119pp. 24285:015. 24 X Fiche: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs Si related correspondence 


8404260414 Part 21 rept re presence of thread-locking matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New th r ead-1 oc k ing devices under 
investi gation. 

SHERWOOD, G. G. General Electric Co. 84/04/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fic he: 50-000, 84/04/13, 8404260414. 


8404270109 LER 84-005-00: on 840402, d ur ing induction heat stress 
improvement p rog ram, 1 inear root indication in heat affected 
zone found on 6-inch pipe weld in reactor water cleanup sys. 

Cause undetermined. Weld will be left as is. W/S40420 Itr, 

ROZEAR, C. J, , JONES, 0. T. Tennessee Valley Authority, 84/04/20. 3pp. 
24215:321. 24X Fi c h e : 50-296, 84/04/20, 8404270109. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8< 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR 


F. Security, medical, emergency St fire protection plans 


8403290233 Forwards IE Insp Rept 50-297/84-01 on 840227-28. No 
violations or deviations i d en t if i ed. Detai 1 s withheld (ref 
10CFR2. 790), 

VERRELLI, D. M. Division of Project St Resident Programs. 84/03/13. 
MILLER, 0, D. North Carolina State Univ. , Raleigh, NC. Ip. 
22932:344. 24X Fic h e : 50-297, 84/03/1 3, 8403290233. 


— 8403290235 IE Insp Rept 50-297/84-01 on 840227-28. No noncompliance 
noted. Major areas inspected; physical protection plan 8< 
protection of SNM, security organi ration, access control, alarm 
sys, locks c omb i nation. De ta i 1 s withheld (ref 10CFR2, 790). 

HALL, D. L. Region 2, Office of Director. MCGUIRE, D. R. Division of 
Emergency Preparedness St Materials Safety. 84/03/12. Ip. 

22932:346. 24X Fi c he: 50-297, 84/03/13, 8403290233. 


Q Inspection reports, IE Bulletins I5< correspondence 


8403290233 Forwards IE Insp Rept 50-297/84-01 on 840227-28. No 
violations or deviations identified. Details withheld (ref 
10CFR2. 790). 

VERRELLI, D. M. Division of Project St Resident Programs. 84/03/13. 
MILLER, G. D. North Carolina State Univ., Raleigh, NC. Ip. 
22932:344. 24X Fic h e : 50-297, 84/03/1 3, 8403290233. 


— 8403290235 IE Insp Rept 50-297/84-01 on 840227-28. No noncompliance 
noted. Major areas insp ec te d ; p h y s i c al protection plan St 
protection of SNM, security or gani z at ion, a c c ess control , alarm 
sys, locks St c omb i nation, Deta i 1 s withheld (ref 10CFR2. 790). 

HALL, B, L. Region 2, Office of Director. MCGUIRE, D. R. Division of 
Emergency Preparedness 8< Materials Safety. 84/03/12. Ip. 

22932:346. 24X Fi che: 50-297, 84/03/13, 8403290233. 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI, 37pp. 24285:135, 24X Fiche: 50-000, 84/04/16. 

8404160165. 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency St fire protection plans 


8404030249 Notifies of 840426 workshop in Arlington TX to discuss 
lessons learned from recent App R fire protection safe 
shutdown insps. Agenda end. 

COLLINS, J. T. Region 4, Office of Director. 84/03/26. PILANT, J. M. 
Nebraska Public Power District. 4pp. 22869: 165. 24X 

Fiche: 50-298, 84/03/26, 8404030249. 


8404160155 Forwards Rev 2 to emergency plan 8< Rev 3 to Emergency Plan 
Implementing Procedure EPIP 5.7.21, "Emergency Equipment 
Inventory. " 

PILANT, J. M. Nebraska Public Power District. 84/03/30, COLLINS, J. T. 

Region 4, Office of Director, 2pp. 24037:001, 24X 

Fiche: 50-298, 84/03/30, 8404160155. 
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— 8404160160 Rev 2 to emergency plan. 

» Nebraska Public Power District. 84/03/15. 367pp. 24037:003. 

24X Fiche: 50-29B, 84/03/30, 8404160155. 


— 8404160168 Rev 3 to Emergency Plan Implementing Procedure EPIP 5.7.21, 
"Emergency Equipment Inventory. " 

* Nebraska Public Power District. 84/03/15. 30pp. 24038:010. 

24X Fiche: 50-298, 84/03/30, 8404160155. 


8404190214 Ac k receipt of 840314 Itr transmitting change to guard 
training & qual i f i cat i on plan. Addl info awaited before 
taking further action. Change incomplete & not cross- 
referenced to appropriate sections of plan. 

JOHNSON, E. H. Region 4, Office of Director. 84/03/30. PILANT, J. M. 
Nebraska Public Power District. Ip, 24100:150. 24X 

Fiche: 50-298, 84/03/30, 8404190214. 


84040903S9 Ack receipt of 840314 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/83-28. Add 1 
info re psychological exam of guards prior to assignment to 
security guard farce requested. 

JOHNSON, E. H. Region 5, Office of Director. 84/04/04. PILANT, J.H. 
Nebraska Public Power District. Ip. 22940:333. 24X 

Fiche: 50-298. 84/04/04, 8404090389. 


8404170357 Revised emergency plan implementing procedures, inc luding 
Rev 3 to 5. 7. 1, "Emergency Plan Implementation, " Rev 3 to 
5.7.2, "Notification of Unusual Event" & Rev 4 to 5.7.3, 

"Alert Implementing Procedure." W/S40410 Itr. 

WINDHAH, R. , PILANT, J.H. Nebraska Public Power District. 84/04/10. 
COLLINS, J. T. Region 4, Office of Director. 61pp. 24060:185. 24X 

Fiche: 50-298, 84/04/10, 8404170357. 


8404200075 Revised emergency plan implementing procedures, inc luding 
Procedures 5. 7. 7 re activation of technical support ctr, 

5.7.10 re personnel assembly & accountability Sc 5.7.23 re 
media. W/S40416 Itr. 

PILANT, J. M. Nebraska Public Power District. 84/04/16. COLLINS, J. T. 

Region 4, Office of Director. 47pp. 24115:256. 24X 

Fiche: 50-298, 84/04/16, 8404200075. 


8404240211 Forwards revised Pages 4-19 & 4-23 of Rev 2 to emergency 
plan dtd 840418. 

PILANT, J.H, Nebraska Public Power District. 84/04/18. COLLINS, J. T. 

Region 4, Office of Director. Ip. 24165:221. 24X 

Fiche: 50-298, 84/04/13, 8404240211, 


— 8404240217 Revised Pages 4-19 & 4-23 to Rev 2 to emergency plan re 
emergency action levels & corresponding actions. 

* Nebraska Public Power District. 84/04/18. 2pp. 24165:222. 
24X Fiche: 50-298, 84/04/ 18, 840424021 1 . 


8404300153 Forwards list of ref matl requirements for requalification 
program evaluation required by 840420 to assist NRC in visit 
scheduled for wk of 840430. 

JOHNSON, E. H. NRC - No Detailed Affiliation Given. 84/04/23. 
KUNCL,L,G. Nebraska Public Power District. 2pp. 24225:108. 24X 

Fiche: 50-298, 84/04/23, 8404300153. 


J. Insurance indemnity information 


8404200251 Forwards Endorsement 64 to NELIA Policy NF-200. 

PILANT, J.M. Nebraska Public Power District. 84/04/17. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24116' 049. 24X 

Fiche: 50-298, 84/04/17, 8404200251. 


P. Operating license stage documents Sc correspondence 


8404100146 Forwards revised Page 6 of NPDES Permit NE0001244 for 
facility, per Amend 81 to OL. 

COOPER, L. J. Nebraska Public Power District. 83/11/07, COLLINS, J.T. 

Region 4, Office of Director. 2pp, 22967: 166. 24X 

Fiche: 50-298, 83/11/07, 8404100146. 


— 8404100148 Revised Page 6, to NPDES Permit NE0001244 for Nebraska 
Public Power District. 

* Environmental Protection Agency. 83/11/07. Ip 22967-168 
24X Fiche: 50-298, 83/11/07, 8404100146. 


8404020114 Notification of 840329 meeting w/util 8c Impell in Bethesda, 
HD to discuss environ qual if ication of equipment. 

SIEGEL, B.L. Operating Reactors Branch 2, 84/03/12. VASSALLQ, D B. 

Operating Reactors Branch 2, Ip. 22074:360 24X 

Fiche: 50-298, 84/03/12, 8404020114 


8404130411 Forwards Amend 85 to License DPR-46 Sc safety evaluation. 
Amend revises Tech Specs to reflect recent reorganizat ion 
of nuclear operations ?< corrects various ty pograp h ical 
errors. 

SIEGEL. B.L. Operating Reactors Branch 2. 84/03/20. PILANT, J. H. 

Nebraska Public Power District. 2pp. 24045:247. 24X 

Fiche: 50-298, 84/03/20, 8404130411. 


— 8404130426 Amend B5 to License DPR-46, ref lecting recent reorganization 
of nuclear operations 8t correcting typographical errors. 

JASSALLQ, D, B. Operating Reactors Branch 2. 84/03/20. 16pp. 

24045:249. 24X Fiche: 50-298, 84/03/20, 840413041 1. 


— 8404130434 Safety evaluation supporting Amend 85 to License DPR-46. 

* Office of Nuclear Reactor Regulation, Director. 84/03/20. 2pp. 
24045:265. 24X Fiche: 50-298, 84/03/20, 8404130411. 


8404170299 Provides plans for unresolved issues re containment purge Sc 
vent sys. Util will submit safety justif icat ion or commit to 
install debris strainers & present plant-specific data for 
leak rate testing by 840701. 

PILANT. J.M. Nebraska Public Power District. 84/03/28. 

VASSALLQ. D. B. Operating Reactors Branch 2. 2pp. 24062:352. 24X 

Fiche: 50-298, 84/03/28, 8404170299. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs S< holders of CPs re interim procedures 
for NRC mgt of p lant-sp ec i f i c bac k fitting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404160082 Application for amend to License DPR-46, consisting of 
revised pages to proposed radiological effluent Tech Specs, 

Change 7 S' process control program. 

PILANT, J. M. Nebraska Public Power District. 84/04/10. 

VASSALLQ. D. B. Operating Reactors Branch 2. 2pp. 24039:283. 24X 

Fiche: 50-298, 84/04/10, 8404160082. 


— 8404160089 Revised pages to proposed radiological effluent Tech Specs, 
Change 7 re automatic containment isolation valves. 

# Nebraska Public Power District. 84/04/10. 4pp. 24039:285. 

24X Fiche: 50-298, 84/04/10. 84041600B2. 


Q. Inspection reports, IE Bulletins & correspondence 


8404030362 Forwards IE Insp Rept 50-29B/S4-01 on 840101-0229. No 
violations or deviations identified. 

JOHNSON, E.H. Region 4, Office of Director. 84/03/13. PILANT, J.M. 
Nebraska Public Power District. 2pp. 22863:056. 24X 

Fiche: 50-298, 84/03/13, 8404030362. 


— 8404030410 IE Insp Rept 50-298/84-01 on 840101-0229. No violations or 
deviations i dent i f ied. Ma j or areas inspected: operational 
safety ver i f i cat i ons, month 1 y surveil lance, ma int observations 
S', plant trip safety sys challenges. 

DUBOIS, D.L., HUNNICUTT, D. M. Region 4, Office of Director. 

84/03/09. 11pp. 22863:058. 24X Fiche: 50-298, 84/03/13, 8404030362, 


8402090047 IE Info Notice 84— 05, Rev 1, "Exercise Frequency. " Svc list 
end . 

JORDAN, E. L. Division of Emergency Preparedness 4c Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche; 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, E. L, Division of Emergency Preparedness 4c Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 4< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 0403140247. 


8404090370 Forwards second iO-yr inservice insp plan 

PILANT, J, M. Nebraska Public Power District. 84/04/03. 

VASSALLO, D. B. Operating Reactors Branch 2. Ip. 22942:144. 24X 

Fiche; 50-298, 84/04/03,8404090370. 


— 8404090373 "Inservice Testing Plan for ASME Class 1,2 3 Pumps Sc 

Valves. " 

* Nebraska Public Power District. 84/04/03. 19pp. 22942:145 

24X Fiche; 50-298, 84/04/03, 8404090370. 
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8404090332 Forujards listed vendor insp repts. Evaluation re s ign if icance 
of findings uj/regard to quality & ac cep tab i 1 i ty of product 
or SVC requested, W/o end. 

JO! WSON, E. H, Region 4, Office of Director. 84/04/03, PILANT^J. M. 
Nebraska Public Power District, 3pp. 22940:238. 24X 

Fiche: 50-298, 84/04/03, 8404090382. 


8404090339 Ack receipt of 840314 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/83-28, Addl 
info re psychological exam of guards prior to assignment to 
security guard force requested. 

JOHNSON, E. H. Region 5, Office of Director. 84/04/04. PILAh4T, J. M. 
Nebraska Public Power District. Ip. 22940:333. 24X 

Fiche: 50-298, 84/04/04, 8404090389. 


8403140259 IE Info Notice 84-24, "Physical Qu a 1 i f i cat i on of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X' Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qual if i c at i on Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp, 24066:164. 24X Fi c he : 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees, " Svc list 
enc 1 . 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
S30103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp. 24189:001. 24X Fi ch e : 50-000, 84/04/1 6, 8403140271. 


8403140278 IE Info Notice 04-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103) 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp, 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE, J. N, Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163.205. 24X Fi che; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees,” Svc list encl. 

GRACE, J N. Division of QA, Safeguards Sk Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co, of New York, Inc. 

e9pp. 24163:292, 24X Fi che; 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "OE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fi che ; 50-000, 84/04/1 7, B403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. ” Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Sk Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York. Inc. n7pp. 24188:001. 24X Fi che : 50-000, 84/04/18, 8403140284, 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8< Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc, 117pp. 24188:119, 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger ?? Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. n9pp. 24195:343. 24X Fi che; 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. ” Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 5< Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc, U9pp, 24285:015. 24X Fi che; 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs & related correspondence 


8404260414 Part 21 rept re presence of thread -1 oc k ing matl Loctite— 242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
invest i g at ion. 

SHERWOOD, G, (?. General Electric Co. 84/04/13 DEYOUNG, R, C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203.013 24X Fi c h e . 50-000, 84/04/ 13, 8404260414. 


8404260357 PN0~IV-84“O06 an B40419, both standby gas treatment sys lost. 
Caused by spraying charcoal filter beds of both fire 
suppression sys Cold shutdown c ommenc ed. Sen i or resident 
inspector monitoring activities. 

JAUDON. J, P., JOHNSON, E H. Region 4, Office of Director. 84/04/19. 
2pp. 24203:304. 24X Fiche 50-298,84^04/19,8404260357. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to N'JREG-1021, "Operator 
Licensing Examiner Stds," Svc list encl. 

EISENHUT, D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


8404300153 Forwards list or ref matl requirements for requal i f ication 
program evaluation required by S40420 to assist NRC in visit 
scheduled for wk of 840430, 

JOHNSON, E. H. NRC - No Detailed Affiliation Given. 84/04/23. 
KUNCL,L.G. Nebraska Public Power District. 2pp. 24225:108. 24X 

Fiche: 50-298, 84/04/23, 8404300153 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency fire protection plans 


8404090444 Revised emergency planning pr oce d ures, inc 1 ud ing EP 4.0 re 
emergency condition- EP 5.0 re or gan i zationa 1 control of 
emergenc ies, EP 6.0 re emergency measures <%f EP 7.0 re 
emergency facilities !•; equipment, W/840403 ltr. 

#, FAY, C.W. Wisconsin Electric Power Co, 84/03/30, DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 145pp. 22936; 053. 

24X Fiche: 50-266, 84/03/30, 8404090444, 


8404100199 Discusses upgradef emergency operating procedures (EDP).Rbv 
1 of Westinghouse Owners Group emergency response guidelines 
being used to upgrade EOPs, Di str i buti on of background matl 
needed for ref delayed 3 months to 840330. 

FAY,C W. Wisconsin Electric Power Co. 84/03, '30, DENTON, H. R, 

Office of Nuclear Reactor Regulation, Director. 2pp. 22967:064. 

24X' Fiche: 50-266, 84/03/30, 8404100199. 


8404110354 Responds to 840326 request for clarification of 831026 
submittal describing alternate shutdown capability 
<10CFR50,App R).Fire repairs not proposed for sys required 
for hot shutdown. 

FAY,C,W, Wisconsin Electric Power Co. 84/04/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 5pp. 22989:357. 24X 

Fiche: 50-266, 84/04/0^, 8404110354, 


8404200097 Amended application for amend to Licenses DPR-24 DPR-27, 
consisting of mod to 830419 Tech Spec Change Request 79 re 
fire protection & detection sys. 

FAY, C.W, Wisconsin Electric Power Co. 84/04/13, DENTON, H,R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24119:004. 
24X Fiche: 50-266, 84/04/13, 8404200097. 


— 8404200100 Proposed Tech Specs 15.3.14 & 15.3.15 re fire protection 
sys i>. 15.6.9 3 re unique reporting requirements. 

# Tennessee Valley Authority. 84/04/13. lOpp, 24119:007, 24X 

Fiche: 50-266,84/04/13, 8404200097. 


J. Insurance indemnity information 


8404030353 Forwards Endorsement 76 to NELIA Policy NF-178. 

DUNDAS, W. J. Wisconsin Electric Power Co. 84/03/30, NRC - No 
Detailed Affiliation Given, 2pp, 22871:204. 24X 

Fiche: 50-266, 84/03/30, 8404030353, 


P, Operating license stage documents correspondence 


0404040235 Informs of NRC plan for resolving issue of upper plenum 
injection by use of Westinghouse 8< Exxon models for 
calculating ECCS performance of Westinghouse two-loop 
plants. Util plans for resolution of issue requested, 

MILLER, J. R. Operating Reactors Branch 3. 84/03/15. FAY, C. W. 

Wisconsin Electric Power Co. 2pp. 22910:353, 24X 

Fiche: 50-266, 84/03/15, 8404040235. 
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8404180444 Advises that 830930 request for extension until 850301 to 
implement lOCFRSO. 54( m> ( 2 ) ( i ) - requ ir ing three reactor 
operators on sh iftj approvedi sub j to listed conditions. 

Safety evaluation end. 

DENTDN. H R. Office of Nuclear Reactor Regulation. Director. 
84/03/26. FAY) C. W. Wisconsin Electric Power Co. 4pp. 24109; 018. 
24V' Fiche- 50-266.84/03/26.8404180444. 


— B404180451 Safety evaluation supporting 830930 request for extension 
until 850301 to implement 10CFR50. 54(m> (2 )( i ). requiring 
three reactor operators on shift. 

* Office of Nuclear Reactor Regulation, Director. 84/03/26. 7pp. 
24109:022. 24X Fi che: 50-266. 84/03/26. 8404180444. 


8404300043 Forwards schedule for series of 109 shipments of irradiated 
PWR nuclear fuel. End withheld <ref 10CFR73,21). 

* General Electric Co. 84/03/26. HILLMAN, C.R. Office of Nuclear 
Material Safety h. Saf eguards, Director. Ip. 24253:244. 24X 

Fiche: 50-266, 84/03/26. 8404300043. 


8404130050 Forwards safety evaluation Zi Franklin Research Ctr technical 
evaluation rept re NUREG-0612, "Control of Heavy Loads at 
Nuclear Power Plants." Tech Specs described requested 
within 45 days of Itr receipt. 

miller. J. I Operating Reactors Branch 3. 84/03/27. FAY,C.W. 

Wisconsin Electric Power Co. 2pp. 24049:242. 24X 

Fiche: 50--266, 84/03/27, 8404130050. 


— 8404130055 Safety evaluation re util responses to NUREO-0612, "Control 
of Heavy Loads at Nuclear Power Plants, " Guidelines in 
NURE0-0612, Sections 5. 1. 1 & 5. 3 satisfied , Phase 1 
accep table. 

■» Office of Nuclear Reactor Regulation, Director. 84/03/27. 2pp. 
24049:244, 24X Fiche: 50-266, 84/03/27, 8404130050, 


— 8403070077 "Control of Heavy Loads (C-IO) Wisconsin Electric Power Co 
Point Beach Nuclear Plant Units 1 S< 2 " 

BOMSERGER, C. , SARGENT, I. H. Franklin Institute/Franklin Research 
Center. NRC-03~S1-130. TER-C5506-3S2/383. 84/03/02. SINGH, A. 

NRC - No Detailed Affiliation Given. 41pp. 24049:246. 24X 

Fiche; 50-266,84/03/27, 8404130050. 


3404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs 3' holders of CPs re interim procedures 
for NRC mgt of p lant-spec if ic backf i tting, Svc list end. 

EISENHUT, 0. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404110197 Responds to Generic Ltr 83-28 re generic implications of 
Salem ATWS events. Recommendati ons of Nuclear Util Task 
Action Committee rept dtd Mar 1984 will be implemented. 

FAY, C.W. Wisconsin Electric Power Co, 84/04/05, DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. 3pp. 22986:018. 24X Fiche: 50-266, 84/04/05, 

8404110197. 


8404170287 Forwards Amends 83 tt 87 to Licenses DPR-24 5S< DPR-27, 
respectively Zr- safety eva luati on. Amends revise surveillance 
interval for post-accident recovery sys from yearly to each 
refueling cycle, Related correspondence. 

COLBURN, T.G. Operating Reactors Branch 3. DSB 571, 84/04/06. 

FAY, C W, Wisconsin Electric Power Co. 10pp. 24058:283. 24X 

Fiche; 50-266, 84/04/06, 84041702B7. 


8404250120 Forwards Amends S3 87 to Licenses DPR-24 & DPR-27, 
respectively & safety evaluation. Amends revise surveillance 
interval for evaluating integrity of post-accident recovery 
sys outside containment to each refueling outage. 

COLBURN, T. 0, Operating Reactors Branch 3. 84/04/06, FAY, C. W. 

Wisconsin Electric Power Co. 2pp, 24212; 174. 24X 

Fiche. 50-264>, 84/04/06, 8404250120, 


— 8404250126 Amends 83 87 to Licenses DPR~24 & DPR-27, respectively, 

revising surveillance interval for evaluating integrity of 
post-accident recovery sys outside containment from yearly 
to each refueling outage, 

MILLER, U. R. Operating Reactors Branch 3- 84/04/06. 6pp, 

24212:176. 24X Fiche: 50-266, 04/04/06, 8404250120. 


— 8404250130 Safety evaluation supporting Amends 83 8t 87 to Licenses 
DPR-24 & DPR-27, respectively , 

# Office of Nuclear Reactor Regulation, Director. 84/04/06. 2pp. 
24212; 182. 24X Fiche: 50-266, 04/04/06, 8404250120. 


8404190312 Requests permission to restore reactor cavity seal rings to 
stowage location sufficiently above floor to permit cooling 
a’r flow through annulus. 

FAY. C.W. Wisconsin Electric Power Co. 84/04/10. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. MILLER, J,R. 
Operating Reactors Branch 3. 2pp. 24098:034, 24X 

Fiche: 50-266, 84/04/10, 8404190312. 


8404200097 Amended application for amend to Licenses DPR-24 8< DPR-27, 
consisting of mod to 830419 Tech Spec Change Request 79 re 
fire protection St detection sys. 

FAY, C. W. Wisconsin Electric Power Co. 84/04/13. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Crr-r: 2 t":ng Reactors Branch 3 3pp. 24119:004. 24X 

- t- :;-C -Z£6. 64 -'C--. /13, 8404200097. 


— 8404200100 Proposed Tech Specs 15.3.14 & 15.3.15 re fire protection 
sys 15.6.9.3 re unique reporting requirements. 

* Tennessee Valley Authority. 84/04/13. 10pp. 24119:007. 24X 

Fiche: 50-266, 84/04/13, 8404200097. 


8404260039 Revised application for amend to Licenses DPR-52 & DPR-27, 
changing Tech Specs re criteria for Type A intergrated leak 
rate testing , supersed ing 831025 & 340207 ap plications. 

FAY, C. W. Wisconsin Electric Power Co. 84/04/18. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. MILLER, U. R. 
Operating Reactors Branch 3. 2pp. 24210:078. 24X 

Fiche: 50-266.84/04/18, 840426003B. 


— 8404260042 Proposed Tech Spec changes re criteria for Type A 
integrated leak rate testing. 

* Wisconsin Electric Power Co. 84/04/18. 13pp. 24210:080. 24X 

Fiche: 50-266,84/04/18, 8404260038. 


Q. Inspection reports, IE Bulletins S« correspondence 


8404090355 Forwards IE Insp Repts 50-266/84-02 ?■' 50-301/84-01 on 
840227-0302 it notice of violation. 

PAPERIELLO, C. J. Region 3. Office of Director, 84/03/26. 
BURSTEIN, S. Wisconsin Electric Power Co. 2pp. 22942:173. 24X 

Fiche: 50-266, 84/03/26, 8404090355. 


— 8404090360 Notice of violation from insp on 840227-0302. 

PAPERIELLO, C. U. Region 3, Office of Director. 84/03/26. Ip. 
22942:175. 24X Fiche; 50-266, 84/03/26, 8404090355. 


— 8404090367 IE Insp Repts 50-266/84-02 8c 50-301/84-01 on 840227-0302. 
Violations noted : fai lure to retain records of high radiation 
monitor calibr failure to comply u/NRC order confirming 
post-TMI actions. 

PAUL, R. A. , LOVENDALE, P. C. , GREGER, L. R. Region 3, Office of 
Director. 84/03/26. 9pp. 22942:176. 24X Fi che; 50-266. 84/03/26, 
8404090355. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122, 24X Fiche : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end . 

JORDAN, E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. 85pp, 22892:145, 24X Fiche; 50-000, 84/03/28, 840314024 1 . 


8403140247 IE Info Notice 84-22, "Deficiency in C0M3IP, Inc Std Bed 
Catalyst. *' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co. of New 

York, Inc, 126pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247. 


8404130350 Forwards safety evaluation re util 820820 ?< 830119 requests 
for relief from ASME Code, Section XI requirements for 
second 10-yr inservice insp interval. Requested relief 
granted. 

MILLER, J. R. Operating Reactors Branch 3, 84/03/29. FAY, C.W, 

Wisconsin Electric Power Co. 3pp. 24036:023. 24X 

Fiche; 50-266, 84/03/29, 8404130350. 


— 8404130356 Safety evaluation re util 820820 Zt 830119 requests for 
relief from ASME Code, Section XI inservice insp 
requirements. Request granted. 

■» Office of Nuclear Reactor Regulation, Director. 84/03/29. 
25pp. 24036:026, 24X Fiche: 50-266, 84/03/29. 8404130350. 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23. "Results of NRC-Sp onsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S« Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 
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8404110202 Responds to IE Bulletin 82-02 re severe degradation of 
threaded fasteners in closures of RCPB of various PWR 
plants. Summary of bolting exam info end. 

FAYi C. W. Wisconsin Electric Power Co. 84/04/05, KEPPLER* J. G. 
Region 3. Office of Director. 4pp. 22986:014. 24X 

Fi c h e ; 50-266, 84/04/05, 84041 1 0202. 


8404190261 Forwards IE Insp Repts 50-266/84-03 50-301/84-02 on 

840312-13. No noncompliance identified. 

little, W.S. Region 3. Office of Director. 84/04/05. BURSTEIN, S. 
Wisconsin Electric Power Co. 2pp. 24098:073, 24X 

Fiche: 50-266, 84/04/05, 8404190261. 


—0404190269 IE Insp Repts 50-266/84-03 it 50-301/84-02 on 840312-13. No 
noncompliance or deviations i dent i f ied. Ma jor areas 
i nsp ec ted : inf 0 on crack indications ?< failure of control rod 
drive support pins Zi UT indications in nozzle to welds. 

CILIMBERG, R. L, , DANIELSON, D. H. Region 3, Office of Director. 
84/04/05, 7pp. 24098:075. 24X Fiche: 50-266, 84/04/05, 8404190261. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1. 

GRACE, V. N. Division of QA, Safeguards i> Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co, of New York, Inc. 

86pp. 24189:001, 24X Fi c h e ; 50-000, 84/04/ 1 6. 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end, 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc, 

86pp. 24163:205. 24X Fi ch e : 50-000, 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 5< Inspection Programs (Post 
850103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp, 24163:292. 24X Fi ch e : 50-000, 84/04/ 1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Z. Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc, 129pp, 24188:237. 24X Fic he: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Z Matl 
Defects in Bahnson HVAC Units," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Z. Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18. 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
S< Seal Set." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z. Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119, 24X Fiche: 50-000, 84/04/18, 8403140206. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Z Pipe 
Hanger Damage. " Svc list end 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404, 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc 119pp, 24285: 015. 24 X Fi r he : 50-000, 84/04/20, 8404160130. 


R, Periodic operating reports related correspondence 


8404170194 Monthly operating repts for Mar 1984. W/840410 Itr. 

FAY,C.W. Wisconsin Electric Power Co. 84/03/31, lOpp. 24053:133. 
24 X Fiche: 50-266, 84/03/31 , 8404170194. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02, Consolidated 
Edison Co. of New York, Inc. 21pp. 24066: 297. 24X 

Fiche: 50-000. 84/04/02. 8404020019. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency Z fire protection plans 


8404030557 Ack revised completion date of 840702 for installation, 
testing .?< training at emergency response facilities. 

Correction to 840302 order confirming TMI commitments encl. 
STOLZ.J. F, Operating Reactors Branch 4 84/03/15. WILGUS, W. S. 

Florida Power Corp, 3pp. 22886:350. 24X Fiche: 50-302, 84/03/15, 

8404030557. 


— 8404030559 Corrected Page 2 to 840302 order re licensee commitments on 
Suppl 1 to NUREG-0737 

* Commissioners. 84/03/02. Florida Power Corp. Ip. 

22886:353. 24X Fiche- 50-302. 84/03/15, 8404030557. 


— 8404030561 Notice of issuance of corrected Page 2 to 840302 order 
confirming TMI commitments. Comp letion date of 840331 for 
emergency response facilities changed to 840702. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/15, Ip. 

22886:354. 24X Fi c he 50-302, 84/03/1 5, 8404030557, 


8404170435 Forwards revised schedule for implementation of NUREG-0737, 
Suppl 1 requirements for emergency response capab i 1 ity, per 
util 830531 ltr. Schedule for completion of emergency dose 
assessment sys will be provided by 840702, 

WESTAFER, G. R, Florida Power Corp. 84/04/13. STOLZ, J. F, Operating 
Reactors Branch 4. 8pp. 24054:322. 24X Fiche: 50-302, 84/04/13, 

8404170435. 


I. Financial information 


8404240404 Forwards Annual Financial Repts 1983 for Florida Power Corp 
& parti c i pants, e X c 1 ud ing Cities of Kissimmee Z Tallahassee, 
Comprehensive financial statements Z. auditors rept also 
enc 1 . 

WESTAFER, 0, R. Florida Power Corp, 84/04/16. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. 400pp. 24180:299. 24X 

Fiche: 50-302, 84/04/16, 8404240404. 


— 8404240410 "Florida Progress Corp Annual Rept 1983, " 

HIh»ES,A.H, Florida Power Corp. 83/12/31. 36pp. 24182:154. 24X 

Fiche: 50-302, 84/04/16, 8404240404. 


— 8404240413 "Annual Rept 1983, Oainesvi 1 le Regional Utils," 

HESTER, R.L., MORGAN, G, E, Gainsville, FL 83/12/31 3S0pp. 
24182:190, 24X Fiche: 50-302, 84/04/16, 8404240404. 


P. Operating license stage documents Z. correspondence 


8404050279 Requests remittance of fee for 830414 application to amend 
Tech Specs to update clarify organizational charts Z 
responsibilities within 15 days of ltr receipt, 

MILLER, W. 0. License Fee Management Branch. 84/03/16. WILGUS, W. S. 
Florida Power Corp, Ip. 22918:330. 24X F i ch e : 50-302, 84/03/ 16, 

8404050279. 


8404040348 Requests remittance of Class III fee for review of 840216 
application proposing changes to Tech Specs re decay heat 
requirements. 

DIGGS, R.M, License Fee Managernent Branch. 84/03/21. WILGUS, W. S. 
Florida Power Corp. Ip. 22911 0.31 24X Fiche; 50— 302, 84/03/21, 

8404040348, 


8404020052 Forwards fee for review of Tech Spec Change Request 103, per 
830414 submittal, in response to 840316 request. 

WESTAFER, 0, R, Florida Power Corp. 84/03/27, MILLER, W.O. License 
Fee Management Branch. Ip. 22835:119. 24X Fi ch e : 50-302, 84/03/27, 
8404020052 


8404030492 Requests permanent withdrawal from consideration of 790321 
Tech Spec Change Request 37 re HPI cycles Z. credit for 
unused portion of licensing fee. 

WESTAFER. 0 R. Florida Power Corp. 84/03/29. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. Ip, 22870:235. 24X 

Fiche: 50-302, 84/03/29, 8404030492. 


0404030233 Forwards responses to NUREO-0737, I tern II. B. 3, "Post-Accident 
Sampling Sys." W/four oversize drawings. Aperture cards are 
available in PDR. 

WESTAFER, 0. R. Florida Power Corp. 84/03/30. STOLZ, J, F. Operating 
Reactors Branch 4, 13pp. 22872:261. 24X Fi c h e : 50-302, 84/03/30, 

0404030233. 


8404030279 Updates 831007 schedule for completion of NUREG-0737, Item 
II. E, 1.1 re emergency feedwater sys. All mods will be 
completed during Refueling Outage V. 

WESTAFER, 0. R. Florida Power Corp. 84/03/30. STOLZ, J. F. Operating 
Reactors Branch 4, 2pp. 22872:255. 24X Fiche: 50-302, 84/03/30, 

8404030279. 
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8404040256 Generic Ltr 84-08 to all licensees of operating reactorsj 
applicants for OLs tt holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT* D. G. Division of Licensing, 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264, 24X 

Pi Che: 50-000, 84/04/04, 0404040256. 


8404230465 Requests fee for review of 840116 application for Tech Spec 
changes re silicon recifiers associated ui/control rod 
breaker within 15 days. 

MILLER, W. 0. License Fee Management Branch, 84/04/11 WILGUS. W. S. 
Florida Power Corp. Ip. 24187:195. 24X Fiche: 50-302, 84/04/1 1, 

8404230465, 


8404170184 Requests change to inservice testing requirements allowing 
pump operational tests to be performed quarterly as 
specified in ASME Code, Section IWP-3400 1980 edition. 

WESTAFER, G, R. Florida Power Corp. 84/04/12. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. Ip. 24053:112. 24X 

Fiche: 50-302, 84/04/12, S404I701S4. 


8404170448 Withdraws Tech Spec Change Request 102 re station battery 
- electrolyte specific gravity. 

WESTAFER, G. R. Florida Power Corp. 84/04/13. DENTON, H. R. Of-fice of 
Nuclear Reactor Regulation, Director. Ip, 24054:253. 24X 

Fiche: 50-302. 84/04/13, 8404170448, 


8404200139 Forwards fee for amend to License DPR-72, per 840215 4t 0321 
requests. 

WESTAFER, G. R. Florida Power Corp, 84/04/13. DIGGS, R. M. License 
Fee Management Branch. 2pp. 24117:267. 24X Fiche: 50-302, 84/04/13, 

8404200139. 


8404300238 Forwards request for addi info, prior to running once — 
through integral sys test, in order to determine 
acceptability of transient it accident procedures based on 
NUREG-0737, Item I. C, 1. 

STOLZ, J. F. Operating Reactors Branch 4. 84/04/16. WXLGUS, W. S. 

Florida Power Corp. 9pp. 24253:259. 24X Fiche: 50-302, 84/04/16, 

8404300288. 


8404270106 Responds to 840416 request for addl info re reactor vessel 
head vent. Individual assigned to review one e-through- 
integral-sys COTISy facility test procedure it to attend 
840424 test. OTIS test results expected by 840622. 

WESTAFER, G. R. Florida Power Corp. 84/04/23. STOLZ, J F. Operating 
Reactors Branch 4. 2pp. 24215:316. 24X Fiche: 50-302. 94/04/23, 

8404270106, 


8404300079 Application for amend to License DPR-72, consisting of Tech 
Spec Change Request 110 to allow operation of specific 
contamination sys isolation valves. 

WESTAFER, 0. R. Florida Power Corp. 84/04/23. DENTON, H.R. D-ffice of 
Nuclear Reactor Regulation, Director. 4pp. 24225: 138. 24X 

Fiche: 50-302,84/04/23, 8404300079. 


— 8404300082 Proposed Tech Spec Change Re:;uer.t 1 10. ol : .rwing eperation of 
certain containment isolation valves prnviceci tf ar f:i'.iicated 
operator posted to isolate valve when necessary. 

♦ Florida Power Corp. 84/04/23. 10pp. 24225; 142. 24X 

Fiche: 50-302, 84/04/23, 8404300079. 


8404060205 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervo Itag e trip feature in use in saf et y-re lated 
applications other than reactor trip sys. GE or Westinghouse 
type breakers used only as reactor trip breakers. 

WESTAFER, 0. R. Florida Power Corp. 84/03/16. O 'REILLY, J. P. Region 
2, Office of Director. Ip. 22925:135. 24X Fi c h e : 50-302, 84/03/ 16. 

8404060205. 


8404060223 Forwards response to IE Bulletin 83-07 re apparently 
fraudulent products sold by Ray Miller, Inc. Several matls 
supplied by Ray Miller reviewed, but none identified as 
fraudulent. 

WESTAFER, G. R. Florida Power Corp. 84/03/22. O 'REILLY, J, P. Region 
2, Office of Director. 11pp. 22925:193. 24X Fi ch e : 50-302, 84/03/22, 

8404060223. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc I . 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84—21. "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp, 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co, of New 

York, Inc. 149pp, 24X Fich e ; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qua lification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404170456 Forwards oath/af f irmation forms for 830531,821125 & 840316 
responses to IE Bulletins 83-03,83-04 & 83-08, respectively, 
as original responses submitted w/o oath/af f i rmation. 

WESTAFER, G. R. Florida Power Corp. 84/04/05. 0 'REILLY, J. P. Region 

2, Office of Director. 4pp, 24055:003. 24X Fiche: 50-302, 84/04/05, 

8404170456, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
enc 1. 

GRACE, J, N. Division of QA, Safeguards 8( Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8404300po Application for amend to License DPR-72, revising existing 
notification it reporting requirements & preempting certain 
reporting requirements in Tech Specs per Generic Ltr 83-43, 

Certificate of Svc end. 

WESTAFER, G. R. Florida Power Corp. 84/04/23. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, 3pp, 24225:037. 24X 

Fiche: 50-302, 84/04/23, 8404300170. 


8404300174 Proposed .Tec h Spec, deleting existing LER requirements per 
Generic Ltr 83-43 & other revs to necessary reporting 
requirements per revised 10CFR50, 73 criteria. 

* Florida Power Corp. 84/04/23. 22pp, 24225:040, 24X 

Fiche: 50-302, 84/04/23, 8404300170. 


Q. Inspection reports, IE Bulletins it correspondence 


8404060126 Forwards IE Insp Rept 50-302/84-03 on 840221-24. No 
violations or deviations identified. 

DANCE, H. C, Division of Project it Resident Programs, 84/03/15 
WILGUS, W. S. Florida Power Corp. 2pp. 22927*216 24X 

Fiche: 50-302, 84/03/15, 8404060126. 


—8404060133 IE Insp Rept 50-302/84-03 on 840221-24. No violations or 
deviations identified. Major areas inspected; RCS leak rate 
measurement. 

■ BURNETT,?. T. Region 2, Office of Director. JAPE, F. Division of 
Engineering Operational Programs. 84/03/13. 6dp 22927-218 
24X Fiche: 50-302, 84/03/15, 8404060126. ^ 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end 
GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end, 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees," Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne— Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche; 50-000. 84/04/17, 8403140280 


0403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). B4/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284 
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8403140286 IE Info Notice 84-31/ "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list encl. 

JORDAN/ E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of Neuj 

York, Inc. 117pp. 24188:119. 24X Fi c he; 50-000, 84/04/18, 8403140236. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc 119pp. 24195:343. 24X Fi c he; 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fi c h e : 50-000, 84/04/20. 8404160130. 


R. Periodic operating reports related correspondence 


8404170177 Monthly operating rept for Mar 1984. W/840410 Itr. 

GRAHAM, D. , CULVER, M. W. , WESTAFER. <5, R. Florida Power Corp. 84/03/31. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 5pp, 24050:123. 24X Fi che: 50-302, 84/03/31, 8404170177. 


8404180384 Forwards "Third Quarterly Progress Rept, Crystal River 
Studies." detailing activities completed through Feb 1984. 

Util 840411 Itr to EPA end, 

WESTAFER, G. R. Florida Power Corp. 84/04/13, DENTON, H. R. Office of 
Nuclear Rr-arto- Rrr t,‘ ! at : cr Director, 2pp. 24070:003. 24X 

Fiche: 50-;"-:2, Ci-r : DODO*: 


— 8404180385 "Third Quarterly Progress Rept, Crystal River Studies," 
detailing activities completed through Feb 1984. 

« Stone Sv, Webster Engineering Corp, B4- 1449S-4SA. 84/02/29. 

175pp. 24070:005. 24X Fi c h e : 50-302, 84/04/ 13, 8404180384. 


S. Reportable occurrences, LERs related correspondence 


8404030191 LER 94-003-00; on 840228, ground fault occurred in 230 kV 
electrical sys external to f ac i 1 i ty . Caused by failure of 
lightening arrestor on Unit 1 step-up transformers. 

Electrical line-up to be ree xamined. W/S40329 Itr. 

BRANDHAUER, W. K. , WESTAFER, G, R, Florida Power Corp, 84/03/29. Spp. 
22849' 248. 24X Fi c h e ; 50-302, 84/03/29, 8404030 191 . 


8404050013 LER 84-004-00: on 840228, dur ing p os t- i nsta 1 lat ion engineering 
review of post-accident sampling sys, six manual isolation 
valves discovered c 1 osed. Caused by personnel error 
inadequacies in mod approval record process . W/840330 Itr. 

WILSON, K.R., WESTAFER, G. R. Florida Power Corp. 84/03/30. 4pp. 
22902:225. 24X Fi c h e : 50-302, 84/03/30, 8404050013. 


8404170069 LER 84-002-01: on 840202, waste disposal flow chart recorder 
found inoperable during offsite liquid release. Caused by 
failure of paper advance mec hani sm. Plant operators retrained 
re proper use of chart recorders. W/840410 Itr. 

BANDHAUER, W. K. , WESTAFER, 0. R. Florida Power Corp, 84/04/10. 3pp. 
24059:325. 24X Fi c h e : 50-302, 84/04/10, 84041 70069. 


S404170135 LER 84-006-00: on 840313, Surve i 1 Ian c e Requirement 
4. 8, 1 . 1. 1. a, 2 not performed within required 1 h when 
emergency diesel generator A taken out of svc for maint. 

Caused by operator error. W/S40410 Itr. 

BANDHAUER, W, K. , WESTAFER, G. R. Florida Power Corp. 84/04/10. 3pp 
24051:172. 24X Fi c h e : 50-302, 84/04/10, 84041 70135, 


8404170390 LER 84-005-00: on 840312, partial engineered safeguards sys 
actuation experienced. Relay actuation combined w/channel 3 
being in "test" resulted in HPI initiation. Caused by noise 
signal in channel 2, train B. 

BANDHAUER, W. K. , WESTAFER, G. R. Florida Power Corp. 84/04/10. Spp. 
24062:112. 24X Fi c h e ; 50-302, 84/04/10, 84041 70390. 


8404270036 Updated LER 83-056/03X-1 : on 831122, d iscovered governor on 
emergency feedwater pump 2 set incorrectly. Caused by setting 
inadvertently chang ed, Proper setting checked on daily basis 
«< locking cover ins ta 1 1 ed. W/840423 Itr. 

THOMPSON, R. H. , WESTAFER, G. R. Florida Power Corp. 84/04/23. 3pp. 
24215:108. 24X Fic he: 50-302, 84/04/23, 8404270086. 


8404270105 Updated LER 82-033/03X-1 : on 820503, reactor bldg pressure 
indicator BS-16-PI discovered inoperab le. Caused by 
instrument drift, Bailey transmitters BS-16-PT BS-17-PT 
replaced w/Rosemount transmitters calibr. W/840423 Itr. 

THOMPSON, R. H. , WESTAFER, G. R. Florida Power Corp. 84/04/23. Spp. 
24215:318. 24X Fic he: 50-302, 84/04/23, 8404270105. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000, 84/04/02, 8404020019. 
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F. Security, medical, emergency 8^ fire protection plans 


8404020215 Public version of Rev 16 to Emergency Plan Implementing 
Procedure EPIP 320-1, "Activation of Generating Station 
Emergency Procedure Station Group. " W/840103 change request 
form & JM Felton 840322 release memo. 

NYKIRK. A. W. , PLIML, 0. Commonwealth Edison Co. 84701/03. 12pp. 

22848:345 24X Fi c h e : 50-295, 84/01 /03, 840402021 5. 


8404230018 Further response to FOIA request for documents re security 
violations it safeguards events at nuclear facilities. 

Forwards App A 8i B documents. Info withheld (ref FOIA 
Exemption 3). Zion plant meeting summary rept nonexistent. 

FELTON, J. M. Division of Rules and Records. 84/01/17, GOLDENBERG, G. 

Scr ipp s-Howard Newspapers. 4pp. 24183:238. 24X 

Fiche; 50-000, 84/01/17, S404230018. 


— 8404230081 Confirms 771109 meeting re Burns Inti Security Svcs, Inc 
furnishing security svcs. Close liaison intended between mgt 
S’, assigned guards -for open communications re retention of 
personnel. 

GRABOVAC, E A. Burns International Security Services, Inc. 
77/11/09. MANONE, J. V, Commonwealth Edison Co. 10pp. 24184:308. 

24X Fiche: 50-000, 94/01/17, 8404230018. 


8404050086 Public version of revised Emergency Plan Implementing 
Procedure EPIP 350-2, "Calculation of Post-Accident Noble 
Gas Release Rates via Vent Stacks Using SPINO Monitor 
RIA-PR49 Readings. " W/840126 transmittal form & 840322 memo. 

PLIML, 0. Commonwealth Edison Co. 84/01/23. DENTON, H. Office of 
Nuclear Reactor Regulation, Director. 12pp. 22927:340. 24X 

Fiche; 50-295, 84/01/23, 8404050086. 


8403230026 Forwards rev to security plan, Rev addresses NRC comments on 
Rev 10 to plan. Rev withheld (ref 10CFR73. 21). 

FARRAR, D. L. Commonwealth Edison Co. 84/02/16. KEPPLER, J. Region 
3, Office of Director. Ip. 22724:338. 24X Fi ch e : 50-295, 84/02/16, 
8403230026. 


8404270286 Public version of ltr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
& withheld from PDR as well as LPDR. W/JM Felton 840419 
release memo. 

GOLDEN, J. C. Commonwealth Edison Co. 84/03/06. VASSALLO- D. B. 
Ocerating Reartr-s R-src'* 2 Ip. 24229:331. 24X 

i-p 5C-:00, f-;*i/C3/06. '.-■::-?70286. 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE, D.D. Commonwealth Edison Co. 84/02/29. 73pp. 24229:332. 

24X Fiche: 50-000, 84/03/06, 8404270286. 


8404240279 Rev 0 to Emergency Plan Implementing Procedure EOF-20, "Zion 
Emergency Operations Facility (EOF) Evacuation Procedure. " 

* Commonwealth Edison Co. 84/03/30, 7pp. 24165:342. 24X 

Fiche: 50-295, 84/03/30, 8404240279. 


8404090353 Informs of receipt of FEMA approval of State of IL emergency 
response plan & associated local p Ians. Ap pr oval conditional 
based on adequacy of public alerting it notification sys. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/04. REED, C. 
Commonwealth Edison Co. 2pp. 22942:185. 24X Fi ch e : 50-295. 84/04/04, 

8404090353. 


— 8404090357 Forwards SW Speck 840302 ltr providing FEMA 44CFR350 
findings it determination on adequacy of offsite emergency 
response plans if. preparedness. State it local plans aaequate 
to protect health it safety of public. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/16. HIND, J. A. Division of 

Engineering. 2pp. 22942:187. 24X Fiche : 50-295, 84/04/04, 

8404090353. 


8404120140 Forwards interim compensatory measures for four listed areas 
of fire protection, per NRC 831221 request for addl info 
concerning App R nonconformances. Boron sampling procedures 
will be provided by 840501. 

LENTINE.F. G. Commonwealth Edison Co. 84/04/06. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 33pp. 24014:286. 24X 

Fiche: 50-295, 84/04/06, 8404120140. 
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8404300128 Advises of 840501-04 site visit to perform in-progress audit 
of detailed control room design review per Soppl 1 to 
NUREG— 0737. Draft audit plan end. 

VARGA, S. A, Operating Reactors Branch 1. 84/04/12. GIESLER.C.W. 

Wisconsin Public Service Corp. 6 pp. 24230:356. 24X 

Fiche: 50-305, 84/04/12, 8404300128. 


I. Financial information 


8404030379 Forwards Annual Financial Repts 1983 for Madison Gas & 
Electric Co, Wisconsin Public Svc Corp 8 < Wisconsin Power 
Light Co. 

GIESLER,C.W. Wisconsin Public Service Corp. 34/03/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 22869:307. 24X 

Fiche; 50-305, 84/03/29, 8404030379. 


— 8404030382 Annual Financial Rept 1983. 

MCNAMARA, W. A. , HELFRECHT, D. J. Madison Gas Electric Co. 

63/12/31. 36pp. 22869:308. 24X Fic he : 50-305. 84/03/29. 8404030379. 


— 8404030388 Annual Financial Rept 1983. 

ZIEMERjP.D. Wisconsin Public Service Corp. 83/12/31. 31pp. 

22869:344. 24X Fi che : 50-305, 84/03/29, 8404030379. 


— 8404030392 Annual Financial Rept 1983. 

UNBERKOFLER, J. Wisconsin Power & Light Co. 83/12/31. 47pp. 

22870:015. 24X Fi c h e : 50-305, 84/03/29, 8404030379. 


J. Insurance & indemnity information 


8404030167 Repts present level of onsite property damage insurance, 
per 10CFR50, 54(W) (4) . 

GIESLER.C.W. Wisconsin Public Service Corp. 84/03/26. DENTON, H. R. 
Office of Nuclea- R’^tctc- Rr .7 u ? ■ on Director. Ip. 22853:128. 24X 

Fiche; 50-305, 84/C:.i '■.? t 't-.C ■■CIM ; 67 


P. Operating license stage documents correspondence 


8404040307 Forwards safety evaluation S( Franklin Research Ctr 
technical evaluation rept re control of heavy loads. Phase I 
acceptab le. 

VARGA, S. A, Operating Reactors Branch 1. 84/03/16. GIESLER.C.W. 

Wisconsin Public Service Corp. 5pp. 22910:079. 24X 

Fiche: 50-305, 84/03/16, 8404040307. 


—8404020204 "Control of Heavy Loads ( C-10) , Kewaunee Nuclear Power 
Plant, " technical evaluation rept. 

VOSBURY, F. W. , BOMBERGER, C. , SARGENT. 1. H. Franklin 
Institute/Franklin Research Center. NRC-03-81-130. TER-C5506-363. 

84/03/06 SINGH, J. NRC - No Detailed Affiliation Given. 40pp. 
22910:084. 24X Fi c h e : 50-305, 84/03/ 16, 8404040307. 


8404110252 Forwards latest regulatory effectiveness review schedule 
for FY84. W/o end. 

THOMAS, C. 0. Standardization & Special Projects Branch. 84/03/21. 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 4pp. 24002:360. 

24X Fiche; 50-000,84/03/21,8404110252, 


8404130101 Requests remittance of Class II Zt Class III fees for 821220 
Sc 840208 applications Fees paid inadequate. 

DIGGS, R.M. License Fee Management Branch. 84/03/26. GIESLER,C. W. 
Wisconsin Public Service Corp. 2pp. 24045:360. 24X 

Fiche: 50-305, 84/03/26, 8404130101. 


8404030450 Forwards application for Amend 59 to License DPR-43, revising 
Tech Specs re limiting conditions for opera t ion, surve i 1 lane e 
requirements Sc administrative controls, in response to 
NUREG-0737 items. 

GIESLER.C.W, Wisconsin Public Service Corp. 84/03/30. DENTON,H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22873:052. 

24X Fiche: 50-305,84/03/30,8404030450. 


— 8404030473 Application for Amend 59 to License DPR-43, revising Tech 
Specs re limiting conditions for operation, surveillance 
requirements & admi n i s trati ve controls, in response to 
NUREG-0737 items & Generic Ltr 83-37. 

Wisconsin Public Service Corp. 84/03/30. 16pp. 22873:054. 

24X Fiche; 50-305, 84/03/30, 8404030450. 


—8404030493 Proposed Tech Sp ec s, revising limiting conditions for 
operation, surveil lance requirements & administrative 
controls, in response to NUREG-0737 items &e Generic Ltr 
83-37. 

•» Wisconsin Public Service Corp. 84/03/30. 26pp. 22873:070. 

24X Fiche: 50-305, 84/03/30, 8404030450. 


8404060233 Forwards updated inservice insp inservice testing plans. 
Plans will become effective on 840616 to coincide w/revised 
Tech Specs. 

GIESLER.C.W. Wisconsin Public Service Corp. 84/03/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 22928:001. 24X 

Fiche: 50-305, 84/03/30, 8404060233. 


— 8404060238 "Inservice Testing Plan— Pumps Valves. " 

* Wisconsin Public Service Corp. 84/03/30. 37pp. 22928:002. 

24X Fiche: 50-305, 84/03/30, 8404060233. 


8404130440 Requests that end ltr gt review of radiological effluent 
Tech Specs be forwarded to util. Tech Specs unacceptable S,. 
do not meet modern stds, 

MULLER, D. R. Assistant Director -for Radiation Protection. 84/03/30. 
LAINAS, G. C, Assistant Director for Operating Reactors. 21pp, 

24044: 332. 24X Fiche: 50-305, 84/03/30, 8404130440. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing . Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04,8404040256. 


8404100243 Supplemental info to proposed Amend 58 to License DPR~43, per 
request. Tertiary auxiliary transformer & station svc 
transformers chosen to optimize acceptable voltages for 
expected conditions. 

GIESLER,C. W. Wisconsin Public Service Corp. 84/04/04. DENTON, H. R. 
Office of Nuclear Reartr^' Director. 8 pp. 22962:354. 

24X Fiche; 50-305, '04 .0 ' b-'- 1 /OM' '.:i 


8404120291 Forwards addl relief request from requirement of Section XI 
of ASME Boiler S'. Pressure Vessel Code re hydrostatic 
pressure tests. Enel provides alternative method of exam. 

GIESLERiC.W. Wisconsin Public Service Corp. 84/04/06. 

EISENHUT, D. G. Division of Licensing. 3pp. 24012:076. 24X 
Fiche: 50-305, 84/04/06, 8404120291. 


8404200030 Advises that response to Item 2.2 of Generic Ltr 83-28, 
"Generic Implications of Salem ATWS Event," will be 
delayed until 840921, due to late issuance of NUTAC guidance. 
GIESLER.C.W. Wisconsin Public Service Corp. 84/04/13. 

EISENHUT, D. G. Division of Licensing. 2pp. 24119:287. 24X 

Fiche; 50-305, 84/04/13, 8404200080. 


8404300287 Approves 830930 request for extension until 840401 for 
implementation of requirements of 10CFR50. 54 (m ) ( 2 ) ( i ) ?k 
<iii>. Amend to Tech Specs, conforming w/new staffing 
requirements, required within 30 days of ltr receipt. 

EISENHUT, D. G. Division of Licensing. 84/04/18. GIESLER.C.W. 
Wisconsin Public Service Corp. 2pp. 24253:268. 24X 

Fiche; 50-305, 84/04/18, 8404300287. 


Q. Inspection reports, IE Bulletins St correspondence 


8404030333 Ac k receipt of 830822 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-305/83-09. Basis 
for Item B. 1 re QC inspectors was Criterion II of App B to 
10CFR50, Reg Guide 1.58 ANSI N45. 2. 6-1973. 

SPESSARD, R. L. Division of Emergency Preparedness ?< Operational 
Support. 84/03/22. GIESLER.C.W. Wisconsin Public Service Corp. 
Ip. 22872:130. 24X Fi c h e : 50-305, 84/03/22, 8404030333. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). B4/03/2S. Consolidated Edison Co. of Neui 

York, Inc. 138pp. 22933:122. 24X Fiche : 50-000, 84/03/28, 8402090047. 


0403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co of New 

York, Inc, 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co, of New 

York, Inc. 126pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247, 


8404060233 Forwards updated inservice insp St inservice testing plans. 
Plana will become effective on 840616 to coincide w/revised 
Tech Specs. 

CIESLERjC.W. Wisconsin Public Service Corp. 84/03/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. Ip, 22928:001. 24X 

Fiche: 50-305, 84/03/30, 8404060233. 
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— 8404060238 "Inservice Testing Plan-Pumps Valves " 

* Wisconsin Public Service Corp. 84/03/30. 37pp. 22928:002. 

24X Fiche; 50-305, 84/03/30, 8404060233. 


— 8404060242 "Inservice Insp Plan Sc hed u 1 e , Sec ond Ten Yr Interval, 1984- 
1994. " 

■» Gilbert Associates, Inc. 84/03/30. 500pp. 22928:035. 24X 

Fichs: 50-305, 84/03/30, 8404060233. 


8404090426 Forwards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc. " No subj matls 
installed or in stock at facility. 

GIESLER, C. W. Wisconsin Public Service Corp. 84/03/30. KEPPLER, J. G. 

Region 3, Office of Director. 5pp. 22936’ 014. 24X 

Fiche: 50-305, 84/03/30, 8404090426. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp 24X Fiche: 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066.164, 24X Fiche: 50-000, 84/04/05. 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of MRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

B6pp. 24189:001. 24X Fi c h e : 50-000, 34/04/ 1 6, 8403 140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co, of New York, Inc. 

114pp 24X Fiche: 50-000, 84/04/16, 8403140278 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N, Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

e6pp 24163:205. 24X Fi c h e : 50-000, 84/04/ 1 7, 8403 140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 
grace, J. N. Division of QA, Safeguards ^ Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

e9pp. 24163,292. 24X Fi ch e : 50-000, 84/04/ 1 7, 8403140277. 


8403140230 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/04/17. Consolidated Edison Co. of New 

York, Inc. I29pp, 24188.237. 24X Fi c he ■ 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Hk Matl 
Defects in Bahnson HVAC Units. " Svc list end, 

JORDAN, E, L, Division of Emergency Preparedness ,S( Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:001, 24X Fi c h e : 50--000, 84/04/ 18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethy 1 ene-F’rop y 1 ene Rubber Seals 
8t Seal Set, " Svc list encl, 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18 Consolidated Edison Co. of New 

York, Inc. H7pp, 24188 119. 24X Fiche: 50-000, 84/04/18, 8403140206. 


8404130404 IE Info Notice S4-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/04/18 Consolidated Edison Co. of New 

York, Inc, 119pp. 24195’343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/20, Consolidated Edison Co. of New 

York, Inc, 119pp 2428.5:015. 24X Fic he : 50-000, 84/04/20, 8404160130. 


R, Period!^ operating reports 8< related correspondence 


8404160151 Monthly operating rept for Mar 1984. W/840410 Itr, 

RUITER, G. H. , GIESLER, C.W. Wise ons in Pub 1 i c Service Corp. 04/03/31. 
4pp. 24041:135. 24,y Fi c h e : 50-305. 84/03/31 , 04041601 51 . 


S. Reportable occurrences, LERs S/ related correspondence 


0404190253 LER 84-001-00 on 840313, p ersonne 1 inadvertently initiated 
surveillance on train A shield bldg vent sys exhaust fan 
while train B exhaust fan tagged out for survei 1 lance. Caused 
by personnel error. Filter housings marked. W/840412 Itr. 

GIESLER, J., THORGERSEN, J, Wi scons in Pub 1 ic Service Corp. 84/04/12. 
4pp. 24099:023, 24X Fi c h e ’ 50-305, 84/04/ 12, 84041 90253. 


8404190248 LER 84-002-00: on 840316, while performing surveillance 
proc edur e , e 1 ec tr oh y drau 1 i c control fluid leak occurred. 

Caused by ruptured d i sc s . Op era tor actions for turbine trip/ 
reactor ini tiated. W/840413 Itr. 

SMOKER, C. S. , THORGERSON, U. G, , GIESLER, C. W, Wisconsin Public Service 
Corp. 84/04/13, 3pp. 24100:238. 24X Fi c he : 50-305, 84/04/ 13, 

8404190248. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees St 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKEl 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8404020218 Public version of Rev 5 to Emergency Plan Implementing 
Procedure F3-13, "Offsite Dose Calculation. " W/S401i9 ltr. 

Temporary Memo 83-48, Rev 23 to table of contents St JM Felton 
840322 release memo 

MENDELE. D. J. , KLEE, S. N, , FEY, F. L. Northern States Power Co. 
84/01/19. 36pp. 22873:097 24X Fiche: 50-282, 84/01/19, 8404020218. 


840<*il20352 Advises of plan for resolving issue of upper plenum 
injection re ECCS models by Westinghoue S Exxon for 
calculating performance of Westinghouse two-loop plants. 

MILLER, J. R Operating Reactors Branch 3. 84/03/26. MUSOLF, D. M. 

Northern States Power Co. 2pp. 24025:338. 24X 

Fiche. 50-282, 84/03/26, 8404120352. 


8404110073 Ack receipt of FEMA 840305 ltr ^ associated final exercise 
evaluations on offsite portion of emergency preparedness 
exercise conducted on 831014. FEMA determined that corrective 
actions described in State of MN response adequate, 

PAPER lELLO, C, J. Region 3, Office of Director. 84/04/05. 

LARSON, C. E, Northern States Power Co. 2pp. 22986:072. 24X 

Fiche: 50-282. 84/04/05, 8404110073. 


8404130227 Forwards request for exemption from Section III.O of App R 
to 10CFR50 re reactor coolant pump lube oil collection sys 
?< supplemental info in support of exemption, per util 
840123 request 

MUSOLF, D. M. Northern States Power Co. 84/04/05, Office of 
Nuclear React:- - - 1" ‘"'i " " ■ 0:-ector. 6pp. 24029:208, 24X 

Fiche: 50-282, ^ 


8404190169 Forwards IE Insp Repts 50-282/84-05 5< 50-306/84-05 on 
840312-15 S< notice of violation. 

PAPER lELLO, C. J. Region 3, Office of Director, 84/04/05. 
LARSON, C. E. Northern States Power Co. 2pp. 24100:214. 24X 

Fiche: 50-282, 84/04/05,. 8404190169, 


—8404190175 Notice of violation from insp on 840312-15. 

PAPER lELLO, C, J. Region 3. Office of Director. 84/04/05, 2pp. 
24100:216. 24X F i c h e : 50-282, 84/64/05, 8404190169. 


—8404190182 IE Insp Repts 50-282/84-05 8< 50-306/84-05 on 840312-15. 
Noncomp 1 iance noted failure to have alarm procedure 8( 
exercise weakness re untimely evacuation of nonessential 
onsite personnel. 

GLDERSEN, W, B, , PH ILLIPS, M. P. Region 3, Office of Director. 
84/04/04. 13pp, 24100:218. 24X Fiche: 50-282, 84/04/05, 8404190169. 


8404160056 Forwards "Safety Parameter Display Sys for Emergency 
Response Facility Program, " in response to Generic Ltr 82-33 
(Suppl 1 to NUREG-0737). Schedule for implementing sys not 
impacted by schedule for control room design review. 

MUSOLF, D, Northern States Power Co. 84/04/10. Office of Nuclear 
Reactor Regulation, Director. Ip. 24041:084. 24X 

Fiche: 50-282, 84/04/10, 8404160056. 


— 8404160071 "Safety Parameter Display Sys for Emergency Response 
Fac i 1 ity Program. " 

Northern States Power Co. 84/04/30. 51pp. 24041:085, 24X 

Fiche: 50-282, 84/04/10, 8404160056. 
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I. Financial information 


8403230035 Annual Financial Rept« 1983. W/B4D220 Itr. 

BRUSVEN.A. D. Worthern States Power Co. 83/12/31. 45pp, 22728:043. 

24X Fiche: 50-000,83/12/31,8403230035. 


P. Operating license stage docu.ments S; correspondence 


9404110100 Provides c lari f i cati on of 831123 SER re post-accident 
sampling sys (NUREG-0737, I tern II.B. 3) training at facility. 
Training for pos t-ac c i den t sampling conducted annually meets 
criterion of item, 

MILLER. J. R. Operating Reactors Branch 3. 84/03/13 MUSOLF. D. M. 

Northern States Power Co. 4pp. 24004:357. 24X 

Fiche: 50-282, 84/03/13, 8404110100 


8404110271 Forwards Amends 69 S. 63 to Licenses DPR-42 & DPR-60, 
respectively & safety eva luation. Amends respond to Generic 
Ltr 83-37 re RCS vents installed per NUREG- 0737, Item II. B, 1. 
DIIANNI.D. C. Operating Reactors Branch 3. 84/03/27. MUSQLF, D. M 

Northern States Power Co. 3pp. 24C04: 342. 24X 

Fiche: 50-282, 84/03/27, 8404110271. 


— 8404110274 Amends 69 Z-. 63 to Licenses DPR-42 St DPR-60, respectively, 
responding to Generic Ltr 83-37 re RCS vents installed per 
NUREG-0737, Item II. B. 1. 

MILLER, J.J. Operatirg Reactcrs Branch 3, S4/03/27. 11pp. 

24004:345. 24X F ; c e ; 50-2E2, a4.’C3/27, 84041 10271 . 


— S404110279 Safety evaluation supporting Amends 69 g< 63 to Licenses 
DPR-42 Si DPR-60, respectively. 

* Office of Nuclear Reactor Regulation, Director. 94/03/27. 2pp. 
24004:354. 24X Fi c h e : 50-282, 84/03/27. 84041 10271. 


8404090276 Forwards tentative schedule of planned major submittals, 
exemption requests St Tech Spec changes. 

MUSOLF, D. M. Northern States Power Co. 84/03/30. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22942:270. 24X 

Fiche: 50-282, 84/03/30, 8404090296. 


8404110133 Supple 830314 response to Generic Ltr 02-28 re 
instrumentation for inadequate core cooling per telcon 
request. Containment penetration connector issues resolved 
St procedures for subcooling monitor will be revised. 

MUSOLF, D. Northern States Power Co. 84/04/02. Office of h4uclear 
Reactor Regulation, Director. 2pp, 22987: 179. 24X 

Fiche: 50-282, 84/04/02, 8404110133. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs S< holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list encl. 

EISEiMHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP* Inc Std Bed 
Catalyst. " Svc list end, 

JORDAN, E. L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fic he : 50 - 000 , 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fi ch e : 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


B404190169 Forwards IE Insp Repts 50-282/84-05 ?< 50-306/84-05 on 
840312-15 St notice of violation. 

PAPER lELLO, C. J. Region 3, Office of Director, 84/04/05. 
LARSON, C. E. Northern States Power Co. 2pp. 24100:214. 24X 

Fiche: 50-282, 84/04/05, 8404190169. 


— 8404190175 Notice of violation from insp on 840312-15. 

PAPER lELLO, C. J, “c-cic- 3 3®-::e of D: re r tor. 84/04/05, 2pp. 

24100:216. 24X UC- L-/C^/05. Fi:o4:90169. 


—8404190182 IE Insp Repts 50-282/84-05 & 50-306/84-05 on 840312-15. 
Noncompliance noted : fa i 1 ur e to have alarm procedure S' 
exercise weakness re untimely evacuation of nonessential 
onsite personnel. 

GLOERSEN, W. B. , PATTERSON, J. P. , CHRISTOFFER, G. Region 3, Office of 
Director. 84/04/04. 13pp. 24100:218. 24X Fi c he : 50-2B2, 84/04/05, 

8404 190 169. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103) 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of hJRC 
Requirements by Radiography Licensees. " Svc list encl, 

G^ACE.J N Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp, 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NfiC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

e6pp. 24163:205. 24X Fiche; 50-000, 84/04/17, 84031402/3. 


8404130277 Forwards application to amend Licenses DPR-42 St DPR-60, 
revising Tech Specs in response to Generic Ltr 83-37, to 
implement requirements of NUREG-0737, Items X I. B. 3, 1 1 . F. 1 . 2 
St III. D. 3. 4. 

MUSOLF, D. Northern States Power Co 84/04/10. Office of Nuclear 
Reactor Regulation, Director. 2pp. 24163:292. 24X 

Fiche; 50-282, 84/04/10, 8404130277. 


— 8404130289 Application to amend Licenses DPR-42 Si DPR-60, revi s ing Tech 
Specs in response to Generic Ltr 83-37 to implement 
requirements of NUREG-0737, Items 1 1. B. 3. 1 1 . F. 1 . 2 8t 
III, D, 3. 4, 

MUSOLF, D. Northern States Power Co. 84/04/10. 12pp. 24023:187 

24X Fiche: 50-282, 84/04/10, 8404130277. 


— 8404130294 Proposed Tech Specs in response to Generic Ltr 83-37, 
implementing requirements of NUREG-0737, I terns 11. B. 3, 

II. F. 1. 2 «< III, D. 3. 4, 

# Northern States Power Co. 84/04/10, 13pp. 24028:199 24X 

Fiche: 50-282. 84/04/10, 8404130277. 


Q. Inspection reports, IE Bulletins & correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp, 22933:122, 24X Fiche: 50-000, 84/03/23, 8402090047. 


0403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. SSpp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

B9pp. 24163:292, 24X Fi che; 50-000, 84/04/1 7, 8403140277, 


8493140230 IE Info Notice 84-29, "OE Magne-Blast Circuit Breaker 
Problems. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S; Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co, of New 

York. Inc. 129pp, 24188:237, 24X Fiche; 50-000, 84/04/17, 8403140280, 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:001. 24X Fi che : 50-000, 84/04/ 18, 8403140234 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineer ina 
Response (Post 830103). 84/04/18. Consolidated Edison Co of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 840413040 4, 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineerino 
Response (Post 830103). 84/04/20. Consolidated Edison Co of New 

York, Inc. 119pp. 24285:015. 24X Fi che; 50-000, 84/04/20, 8404160130. 
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R. Periodic operating reports & related correspondence 


I. Financial inf ormation 


8404060190 Forwards "Radiation Environ Monitoring Annual Rept for 
1983. " 

FEV/F, L. Northern States Power Co. 84/03/30. Region 3* Office of 
Director. 2pp. 22925:313. 24X Fi c he ; 50-282, 84/03/30, 8404060190. 


— 8404060197 "Radiation Environ Monitoring Annual Rept for 1983. " 

HUEBNER.L. G. Teledyne Isotopes. 83/12/31. 47pp. 22925:315. 24X 

Fiche: 50-282, 84/03/30, 8404060190. 


V. Operator Examinations 


8404020019 Generic Ltr 84—05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F, Security, medical, emergency tt fire protection plans 


8404100354 Forwards 1983 Annual Financial Repts for Connecticut Light 8« 
Power Co li Western Massachusetts Electric Co. Annual 
Financial Rept for 1983 for Northeast Nuclear Energy Co 
unavailable until 840415. Ack of receipt requested. 

BISHOP, R. W. Northeast Utilities Service Co. (subs, of Northeast 
Utilities). 84/04/06. Office of Nuclear Reactor Regulation, 
Director. Ip. 22968:233. 24X Fi che: 50-000, 84/04/06, 8404100354. 


— 8404100359 Annual Financial Rept 1983. 

ELLIS, W- B. Western Mas sachusetts Electric Co. (subs, of Northeast 
Utilities). 83/12/31, 31pp. 22968:234. 24X 

Fiche: 50-000, 84/04/06, 8404100354. 


“8404100366 Annual Financial Rept 1983. 

ElLIS, W. B. Connecticut Light fy. Power Co. (subs, of Northeast 

Utilities). 83/12/31. 37pp. 22968:268. 24X 

Fiche: 50-000, 84/04/06, 8404100354. 


8404230185 Forwards Securities Exchange Commission Form lO-K for 
1983. 

WHITTIER, G. D, Maine Yankee Atomic Power Co, 84/04/17. MILLER, U. R. 
Gc----ating Rcartcrs Branch 3, 56pp. 24154:353. 24X 

50-309, £4/ : ,“ / 1 7, 84042301 85. 


8404240257 Notifies that util will await issuances of addl guidance on 
emergency communications at response facilities before 
considering any additions or changes to existing facilities. 

WHI TTIER, G, D. Maine Yankee Atomic Power Co. 84/03/06. MURLEY, T. E. 
Region 1, Office of Director. 2pp. 24166:001. 24X 

Fiche: 50-309, 84/03/06, 8404240257. 


8404090288 Forwards "Joint State S: Local Radiological Emergency 
Response Exercise For Maine Yankee Power Station," exercise 
assessment. 

KRIMM, R.W, Federal Emergency Management Agency. 84/04/04. 

JORDAN, E, L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 2pp. 22942:282. 24X Fich e; 50-309, 84/04/04, 

8404090288, 


-—8404090291 "Joint State Z>. Local Radiological Emergency Response 
Exercise For Maine Yankee Power Station," exercise 
assessment. 

Federal Emergency Maragerert Agenry. 83/10/22. 117pp. 

22942:284, 24X Fiche rC-r-O'V, 84 '04/04. 64C4090288 


8404190249 Forwards IE Insp Rept 50-309/84-04 on 840213-17, No 
violations observed, Practical demonstration of acquired 
skills for persons entering high radiation areas needed to 
complete corrective action on previous item. 

MARTIN,! T. Division of Engineering & Technical Programs. 84/04/06. 

RANDAZZA, J. B. Maine Yankee Atomic Power Co. 2pp. 24098:061. 24X 

Fiche: 50-309. 84/04/06, 8404190249. 


— 8404190259 IE Insp Rept 50-309/84-04 on 840213-17. No violations 
ident if ied, Technical adequacy of tests for reuse of air 
particulate filter cartridges unresolved. Major areas 
inspe c ted : imp 1 ementa t i on of radiation protection programs. 

13 ICEHOUSE, H. J. , SHANBAKY, M. Region 1. Office of Director. 
84/03/27, 7pp. 24098:063. 24X Fiche: 50-309, 84/04/06, 8404190249. 


8404170346 Forwards revised, "Analysis of Postulated Fires in Reactor 
Coolant Pump Bays," Fire protection analysis remodeled 
w/more sophisticated methodologies to better demonstrate 
protection for safe shutdown. 

WHITTIER, G, D. Maine Yankee Atomic Power Co. 84/04/10. MILLER, J.R. 
Operating Reactors Branch 3. Ip. 24056: 187. 24X 

Fiche: 50-309. 84/04/10, 8404170346. 


P. Operating license stage documents & correspondence 


8404110097 Informs of status &! schedule of seismic design review being 
conducted for facility provides list of info required for 
completion of review. Response to listed commitments & 
questions requested by 840401, 

MILLER, J.R, Operating Reactors Branch 3. 84/03/12. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 3pp. 24006: 255. 24X 

Fiche: 50-309, 84/03/12, 8404110097. 


8404110018 Forwards Amend 73 to License DPR-36 & safety evaluation. 
Amend modifies Tech Specs re refueling operations S< 
ventilation filter surveillance Sj testing, 

HEITNER.K. L. Operating Reactors Branch 3. 84/03/14. OARRITY, J. H. 

Maine Yankee Atomic Power Co. 2pp. 24024:334, 24X 

Fiche: 50-309, 84/03/14, 8404110018. 


— 9404110023 Amend 73 to License DPR-36, mod i f y ing Tech Specs re refueling 
operations & ventilation filter surveillance 8c testing. 

MILLER, J.R. Operating Reactors Branch 3. 84/03/14. 12pp. 

24024:336. 24X Fic he : 50-309, 84/03/14, 8404110018. 


— 8404110025 Safety evaluation supporting Amend 73 to License DPR-36. 

* Office of Nuclear Reactor Regulation, Director. 84/03/14. 7pp. 
24024:348. 24X Fi ch e: 50-309, 84/03/14, 84041 10018. 


8404060431 Forwards Amend 74 to License DPR-36 fk safety evaluation. 
Amend changes Tech Specs to allow operation w/YAEC-1 
critical heat flux correlation. 

HEITNER,K. L. Operating Reactors Branch 3. 84/03/21. GARRITY, J. H. 

Maine Yankee Atomic Power Co. 3pp. 22944:281, 24X 

Fiche: 50-309, 84/03/21 , 8404060431 . 


— 8404060432 Amend 74 to License DPR-36, revis ing Tech Specs to allow 
operation u/YAEC-1 critical heat flux correlation. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/21. 11pp. 

22944:284. 24X Fiche : 50-309, 84/03/21, 8404060431. 


— 8404060433 Safety evaluation supporting Amend 74 to License DPR-36. 

* Office of Nuclear Reactor Regulation, Director. 84/03/21. 4pp. 
22944:295. 24X Fich e: 50-309, 84/03/21, 8404060431, 


•“8404170349 "Analysis of Postulated Fires in Reactor Coolant Pump 
Bays, " final rept, 

# Yankee Atomic Electric Co. 84/03/31, 44pp. 24056: 189. 24X 

Fiche; 50-309, 84/04/10, 8404170346. 


8404300012 Revised Emergency Plan Implementing Procedures 2.50,5, 
"Emergency Plan Training" ?< 2.50.23, "Emergency Preparedness 
Exercises Drills. " W/B40424 transmittal form, 

* Maine Yankee Atomic Power Co. 84/04/24, 41pp. 24228:083, 24X 

Fiche: 50-309, 84/04/24, 8404300012. 


H. General correspondence 


8404170523 Responds to 840305 ltr re concerns on radiation haiards 
occurring as result of releases from facility, Sys for 
monitoring •?< measuring effluents in place at fac i 1 i ty. NRC & 

FEMA established min requirements for equipment, 

MURLEY, T. E, Region 1, Office of Director. 84/04/11. KING,E. Safe 
Power for Maine, 2pp. 24058:260. 24X Fiche: 50-309, 84/04/11, 

8404170523. 


8404050159 Notification of 840404 meeting w/util in Bethesda,MD to 
discuss equipment qua 1 i f i cati on, 

HEITNER/K. L. Operating Reactors Branch 3. 84/03/22. MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 22912:343. 24X 

Fiche: 50-309, 84/03/22, 8404050 1 59. 


8404090036 Informs that review of submittal re operability of 8-inch 
containment ventilation sys globe valve continuing. Based on 
fact that submittal complete, valve will be considered 
operable for upcoming shutdown ?< refueling outage. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/23. RANDAZZA, J. B 

Maine Yankee Atomic Power Co. Ip. 22947:355. 24X 

Fiche: 50-309, 84/03/23, 8404090086. 


8404030272 Informs that util plans to submit response to seismic 
design review programs by 840415. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 84/03/27. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 22872:276. 24X 

Fiche: 50-309, 84/03/27, 8404030272 
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8404110345 Forwards updated 5ER Pages Ij 3»4, 5 ■!< 6 re degraded grid 
voltage protection tor Class IE power sys, Multi-Plant Action 

MILLER. J.R, Operating Reactors Branch 2. 84/03/27. RANDAZ2A, J. B. 

Maine Yankee Atomic Power Co 2pp, 24003:352. 24X 

Fiche: 50-309. 84/03/27, 8404110345. 


— 6404110346 Updated rages 1. 3, 4. 5 ?«. 6 for SER re degraded grid voltage 
protection for Class IE power sys, 

* Office of Nuclear Reactor Regulation. Director. 84/03/27. 8pp. 
24003:354, 24X Fi ch e : 50-309, 64/03/27, 84041 10345. 


8404180525 Com.ments on util 330519 Tech Spec change request re testing 
auxiliary feedwater sys automatic initiation i og i c . Prop o sa 1 
unacceptable for logic testing Conmitment to implement TMI 
Item n, E 1,2 requested. 

MILLER. J.R. Operating Reactors Branch 3 84/05/29. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co, Spp. 24110: 197. 24X 

Fiche, 50-309, B4/03/29, S4041S0325. 


8404100108 Advises that analysis 8-. proposed action to resolve question 
of how when reactor coolant pumps should be tripped during 
accident transient conditions will be submitted by 840409, 
per 830510 commitment re TMI Action Item II.K. 3. 5. 

WHITTIER, Q.D Maine Yankee Atomic Power Co. 84/04/02 
EISENHUT.DO r:'.'-'-?- - ' i c r - s : ' r Ip. 22963:310. 24X 

Fiche: 50-:;. :«■ 'Y' j 


8404190044 .Rorwards Amend 75 to License DPR-36 notice of issuance 
negative declaration. Amend authorizes reracking of spent 
fuel pool, storage of std fuel assemblies ?! consolidation of 
fuel pins. 

HEITNEft,K. L, Operating Reactors Branch 3 84/04/02, RANDAZZA, J. B. 

Maine Yankee Atomic Power Co 2pp, 24111; 184. 24X 

Fiche: 50-309, 84/04/02,8404190044. 


—8404190049 Amend 75 to License DPR-36. authorii ing reracking of spent 
fuel pool, storage of std fuel assemblies ■?< consolidation of 
fuel pins, 

MILLER, U, R. Operating Reactors Branch 3. 84/04/02. 9pp. 

24111:186. 24X F ic h e : 50-309. 84/04/02, 8404 190044 


■8404190054 Notice of issuance of Amend 75 to License DPR-36 Ze negative 
declaration. 

MILLER, U. R. Operating Reactors Branch 3. 84/04/02 3pp. 

24111:195. 24X F i c he , 50-309. S4/04/02. 8404 190044, 


8404100200 Forwards responses to S40217 request for addl info re Cycle 
8 reload. Tech Spec limits on short-term insertion 
unnecessary as rod insertion is under close administrative 
control ?« used only to control xenon oscillation. 

WHITTIER. G. D. Maine Yankee Atomic Power Co. 84/04/03. MILLER. J.R. 
Operating Reactors Branch 3. 4pp, 22967-060, 24X 

Fiche: 50-309, 84/04/03, S404100200. 


8404270023 Forwards comments on reactor trip breaker reliability study. 
Comments serve as plant-specific guidance while generic 
guidance being formulated , 

MILLER, J. R. Dceratirg Reactors Branch 3. 04/04/03. RANDAZZA. J. B. 

Maine Yankee ^cwer Co. Spp. 24223: 260 24X 

Fiche: 50-309, 04/04/03, 8404270023, 


8404040256 Generic Ltr 84—08 to all licensees of operating reactors, 
applicants for OLs ?<: holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tt i ng. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04, Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. ’ 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404330022 Forwards "Justification of Reactor Coolant Pump Operation 
During Small Break LOCA Transients - Maine Yankee," in 
response to Generic Ltr 83-105, "Resolution of TMI Action 
Item II, K 3.5, ''Automatic Trip of Reactor Coolant Pumps. 

WHITTIER, G, D. Maine Yankee Atomic Power Co. 84/04/09. 

EISE.NHUT, D. G. Division of Licensing. 2pp. 24030:346. 24X 

Fiche: 50-309, 84/04/09, 8404130022 


—8404130025 "Justification of Reactor Coolant Pump Operation During 
Small Break LOCA Transients - Maine Yankee. " 

SCHOR.L. , HAG. S. , HUSAIN, A. Yankee Atomic Electric Co. YAEC 1423 
84/04/30. lOapp. 24030:348. 24X Fic he : 50-309, 84/04/09. 

8404130022. 


8404160003 Application for amend to License DPR-36. consisting of Suppl 
1 to Proposed Change 81, revising Tech Specs re shock 
suppressor to include requirements for snubber svc life 
monitoring. 

RANDAZZA, J, B. Maine Yankee Atomic Power Co. 84/04/10. MILLER. J. R. 
Operating Reactors Branch 3. Spp, 24043:074. 24X 

Fiche. 50-309. 84/04/10, 8404160003, 


— 8404160008 Proposed Tech Specs re shock suppressor to include 
requirements for snubber svc life monitoring. 

■i*- Maine Yankee Atonic Power Co. 84/04/10. 7pp. 24043:077. 24X 

Fiche: 50-309, 84/04/10, 8404160003. 


8404200160 Summary of 840404 meeting w/util,INEL .?< EcoTech,Inc re 
status of equipment qualification program. List of attendees 
S' agenda end. 

HEITNER.K, L. Operating Reactors Branch 3, 84/04/10. Operating 

Reactors Branch 3. 5pp 24156:237. 24X F i c h e ; 50-309, 04/04/ 10, 

8404200160. 


8404170252 Application for amend to License DPR-36, deleting exception 
to Type C testing of certain containment isolation valves by 
using water as test medium instead of air ?< proposing air 
lock leak rate test pressure acceptance criteria. 

RANDAZZA. J. B Maine Yankee Atomic Power Co. 84/04/11. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 24063:337. 24X 

Fiche: 50-309, 84/04/1 1 , 84041 70252. 


— 8404170273 Suppl 1 to Proposed Change 43 to Tech Specs, deleting 
exception to Type C testing of containment isolation valves 
fay using water as test medium S, proposing air lock leak rate 
test pressure .?y acceptance criteria. 

^ Maine Yankee Atomic Power Co. 84/04/11. 2pp. 24063:339. 24X 

Fiche: 50-309, 84/04/11, 8404170252. 


8404170002 Advises that INPO NUTAC effort re Generic Ltr 83-28. 
"Required Actions Based on Generic Implications of Salem 
ATWS Events" complete, per util 831110 ltr. Enhancements to 
NPRDS it SEE-IN programs should be implemented by 860101. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 84/04/12. MILLER, J, R. 
Operating Reactors Branch 3. Ip, 24050:362. 24X 

Fiche: 50-309, 84/04/12, 8404170002. 


8404200317 Advises that review of NRC 831116 ltr re Tech Specs for 
reactor protective sys channels &. ESF actuation sys sensors 
expected to be completed within 60 days. 

WHITTIER. G. D, Maine Yankee Atomic Power Co. 84/04/12. MILLER, J, R, 
Operating Reactors Branch 3. Ip. 24115:163. 24X 

Fiche; 50-309, 84/04/12, 8404200317. 


8404200328 Application to amend License DPR-36, c ons is t i ng of Proposed 
Change 107, revising Tech Specs in response to NUREG-0737, 

Items II. F. 1, 4, II, F 1. 5 Z>. II. F. 1. 6, per Generic Ltr 83-37 & 
util 831214 ltr, 

RANDAZZA, J. B. Maine Yankee Atomic Power Co. 84/04/13. MILLER, J. R. 
Ir-r-a'-ir; Resztc"*.. Branch 3. 6pp. 24114:167. 24X 

D-I-'-C-. D-'dC-/13, 8404200328. 


— 8404200329 Proposed Tech Specs re accident monitoring instrumentation, 
per implementation of NUREG-0737. 

» Maine Yankee Atomic Power Co. 84/04/13. 8pp. 24114-173 24X 

Fiche: 50-309, 84/04/13, B404200328. 


8404240230 Forwards response to NRC Question 6 re 840127 proposed 
change to Tech Specs for Cycle 8 reload. Of f site power doses 
within small fraction of lOCFRlOO limits of 300 rem thyroid 
dose •?< 25 rem whole body dose. 

WHITTIER, G. D, Maine Yankee Atomic Power Co. 84/04/19. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 24165:315. 24X 

Fiche; 50-309. 84/04/19, 8404240230. 


0. Inspection reports, IE Bulletins St correspondence 


8404160194 "Inservice Insp Program for Second Insp Interval. " 

W/840411 ltr. 

SCHUBERT. B./ MULLINS, L. E, , WHITTIER, G. D. Maine Yankee Atomic Power 
Co. 84/01/23. MILLER, J.P. Or. e-'et i-'-r Re-j-tc-s Branch 3. 337pp, 

24038; 279. 24X Fiche: SO-T-C-', EC-Ci : 6C, : 94. 


8404170430 Responds to IE Bulletin 83-04. "Electrical Circuit Breakers 
W/Underv'oltage Trip Feature in Saf ety-Rela ted Applications 
Other Than Reactor Trip Breaker," No application of 
undervoltage trip attachments other than trip breakers. 

RANDAZZA. J. B. Maine Yankee Atomic Power Co. 84/03/06. MURLEV. T. E 
Region 1. Office of Director. Ip. 24063:286. 24X 

Fiche: 50-309, 84/03/06, 8404170430, 


8404090282 Forwards IE Insp Rept 50-309/84-01 on 840101-0303. No 
violations noted, 

STAROSTECKI. R. Division of Project ?! Resident Programs. 84/03/21. 
RANDAZZA, J. B, Maine Yankee Atomic Power Co. 2pp. 22940-049 24X 
Fiche: 50-309, 84/03/21, 8404090282. 


— 0404090286 IE Insp Rept 50-309/84-01 on 840101'-0303. No violations 
noted. Major areas inspected; control room- turbine bldg, 
primary auxiliary bldg, spray bldg ?! auxiliary feed pump room 
?: protected area. 

HOLDEN# C. , FERLIC, K. , LUPTAK,#A. Region 1, Office of Director. 
84/03/21, 11 pp. 22940:051. 24X Fiche: 50-309, 84/03/21, 8404090282 , 



DOCKETED ITEMS 


143 


8402090047 IE Info Notice 84-05i Rev 1, "Exercise Frequency. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Prepar ed ness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fi c he ; 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fic he; 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 12App. 22892:231. 24X Fi c he ; 50-000, 84/03/29, 8403140247. 


8404110126 Responds to request for addl info re IE Bulletin 80-11 
concerning masonry wall design. Mods performed on svc bldg 
control room St auxiliary bldg waste gas decay drum area St 
charcoal filter area to address bulletin concerns. 

WHIfTTER, 0. D. Maine Yankee Atomic Power Co. 84/04/04. MILLER, J.R. 
Operating Reactors Branch 3. 4pp. 22987: 139. 24X 

Fiche: 50-309, 84/04 /'04, 8404110126. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fi c h e; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp ons ored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc, 103pp. 24066:164. 24X Fi che : 50-000, 84/04/05, 8403140263. 


8404190249 Forwards IE Insp Rept 50-309/84-04 on 840213-17. No 
violations ob s erved . Prac t x c a 1 demonstration of acquired 
skills for persons entering high radiation areas needed to 
complete corrective action on previous item. 

MARTIN, T. T, Division of Engineering & Technical Programs. 84/04/06. 

RANDAZZA, J. B, Maine Yankee Atomic Power Co. 2pp. 24098:061. 24X 

Fiche: 50-309, 84/04/06, 8404190249. 


—8404190259 IE Insp Rept 50-309/84-04 on 840213-17. No violations 
i dent i f i ed . Tec hni ca 1 adequacy of tests for reuse of air 
particulate filter cartridges unresolved. Major areas 
inspected; implementation of radiation protection programs. 

B ICEHOUSE, H. J. , SHAN3AKY, M. Region 1, Office of Director. 
84/03/27. 7pp. 24098:063. 24X Fic h e: 50-309, 84/04/06, 8404190249. 


8404190361 Ack receipt of 840323 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-309/83-21. 

MARTIN, T, T. Division of Engineering Technical Programs 84/04/11. 

RANDAZZA, J. B. Maine Yankee Atomic Power Co. Ip. 24099:042. 24X 

Fiche; 50-309, 84/04/11, 8404190361, 


— 8404190364 Responds to NRC 840214 Itr re violations noted in IE Insp 
Rept 50-309/63-21 . Correc t ive actions: cask owner verified 
drain line it access plugs plugged Ik sealed, 

WHITTIER, (?. D. Maine Yankee Atomic Power Co. 84/03/23. 

MURLEY, T, E Region 1, Office of Director. 2pp. 24099:043. 24X 

Fiche; 50-309, 84/04/1 1, 8404190361. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees, " Svc list 
end, 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp, 24189:001, 24X Fi c h e : 50-000, 84/04/1 6, 8403140271. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards Se Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New Yprk/ Inc. 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end, 

GRACE, J. N. Division of QA, Safeguards 8, Inspection Programs (Post 
830103), 84/04/17, Consolidated Edison Co. of New York, Inc. 

86pp. 24163. 205. 24X Fi ch e ; 50-000, 84/04/1 7, 8403140273, 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards ?< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292, 24X Fiche: 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping 8c Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. H7pp. 24188:001 24X Fiche ; 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8c Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc 117pp. 24188:119. 24X Fiche : 50-000. 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger 8c Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, 119pp. 24195:343. 24X Fiche : 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp, 24285:015. 24X Fi che : 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports Sc related correspondence 


8404060218 Forwards "Annual Radiological Environ Monitoring Rept 
1983. " 

WHITTIER, G, D. Maine Yankee Atomic Power Co. 84/03/30. MURLEY. T. E. 
Region 1, Office of Director. Ip. 22922:142. 24X 

Fiche: 50-309, 84/03/30, 8404060218. 


— 8404060226 "Annual i^adidogical Environ Monitoring Rept 1983, " 

* Yankee Atomic Electric Co 84/03/31. 67pp. 22922:143. 24X 

Fiche: 50-309, 84/03/30, 8404060218. 


S. Reportable occurrences, LERs & related correspondence 


8404030314 PNO-I-84-028; on 840330, leak discovered in refueling water 
storage tank. Caused by failed flange gasket . Flange tightened 
Sc wrapped w/rubber gasket matl. Plans for draining tank Sc 
repairing gasket scheduled for 840401. 

PASCIAK.W. , BELLAMY, R. Region 1, Office of Director. 84/03/30. Ip. 
22871:331. 24X Fi ch e : 50-309, 84/03/30, 8404030314. 


8404090317 PNO- 1-84-030; on 840402, test tank containing slightly 
contaminated water inadvertently drained into discharge 
canal via svc water outlet due to misaligned valve Approx 
620 gallons released. Rel eases within Tech Spec limits. 

FERLIC, K, , PASCIAK, W. , BELLAMY, R. Region 1, Office of Director. 
84/04/03, Ip. 22939:304. 24X Fi che: 50-309, 84/04/03, 8404090317. 


8404240306 PNO-I-84-033: on 840418, 2. 5-inch nail found wedged into 
windings of main g enera tor . Evi dene e suggests that nail 
recently entered wi nd i ng . Sec ur i ty guard will be posted in 
area of main generator during nights Sc weekends. 

FERLIC, K. , ELSASSER,T, Region 1, Office of Director. 84/04/18. Ip. 
24168; 335. 24X Fiche: 50-309, 84/04/18, 8404240306. 


8404300162 Advises that 840326 violation of 49CFR173. 441 caused by 
inadequate final shipment survey Sc failure of personnel to 
follow procedures, per State of SC 840403 Itr, Waste shipment 
procedures will be revised as listed by 840501, 

WHITTIER, 0. D. Maine Yankee Atomic Power Co. 84/04/23. SHEALY, H. G. 
South Carolina, State of. 2pp. 24225:105. 24X 

Fiche: 50-309, 84/04/23, 8404300162 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8< 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds, " Svc list end, 

EISENHUT, D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security# medical, emergency S; fire protection plans 


8404110112 Forwards Rev 9 to physical security plan & security 
evaluation describing chang e, purpose# safety safeguards 
impact. Rev ?#, evaluation withheld (ref 10CFR73. 21). 

LIDEN, E. A, Public Service Electric 5< Gas Co. of New Jersey. 

84/03/27. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. VARGA, S. A, Operating Reactors Branch 1. 2pp. 22983:048. 
24X Fiche: 50-272, 84/03/27, 8404110112, 


8404170345 Forwards SER on detailed control room design review for 
conformance to NUREG-0737, Supp 1 1. Significant findings 
1 isted. 

VARGA, S. A. Operating Reactors Branch 1. 84/03/28. UDERITZ, R. A. 

Public Service Electric St Gas Co. of New Jersey. 23pp. 24069:064. 

24X Fiche: 50-272,84/03/28,8404170345. 


— 8404030553 “Evaluation of Detailed Control Room Design Review Summary 
Rept for Salem Stations 1 & 2, " technical evaluation rept. 

» Science Applications, Inc. NRC-03-82-096. SA I- 186-557-61 ROl. 

84/03/31. NRC ~ No Detailed Affiliation Given, 36pp. 

24069:087. 24X Fiche: 50-272. 84/03/23, 8404170345. 


8404180222 RecLuests exemption from 10CFR50, App R, Section III.G. 2. b for 
area wide suppression or detection for RHR area. Exemp tion 
request for control room end, per Generic Ltr 83-33. Detai led 
technical justification also end, 

LIDEN, E. A. Public Service Electric Ss Gas Co, of New Jersey. 

84/04/05. VARGA, S. A. Operating Reactors Branch 1. 4pp. 24077:185. 
24X Fiche: 50-272, 84/04/05, 8404180222. 


8404200165 Requests extension to 840430 for completion of two emergency 
response capability items listed in util 831219 revised 
schedule for response to Generic Ltr 82-33, per Suppl 1 to 
NUREG-0737. 

LIDEN, E. A. Public Service Electric Gas Co. of New Jersey. 

84/04/05. VARGA, S. A. Operating Reactors Branch 1. 2pp. 24116:295. 
24/ Fiche: 50-272, 84/04/05, 8404200165. 


B404260248 Forwards IE Insp Repts 50-272/84-09 ^ 50-311/84-09 on 
840227-0302. No violations observed. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/11. 
UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
24207:193. 24X Fi che: 50-272. 84/04/11, 8404260248. 


—8404260249 IE Insp Repts 50-272/84-09 & 50-311/84-09 on 840227-0302. No 
violations identified. Major areas inspected ; radiation safety 
program, indud ing organiiation & staff ing , training Se 
qualification programs 8< dosimetry, 

DRAGOUN, T. Region 1, Office of Director. 84/04/10. 8pp. 

24207:195. 24X Fiche: 50-272, 84/04/11, 8404260248. 


I, Financial information 


8404190313 Forwards Annual Financial Repts 1933 for PSE8<G, Atlantic City 
Electric Co, Delmarva Power & Light Co & Philadephia 
Electric Co. 

FRYLING, R. Public Service Electric & Gas Co. of New Jersey. 

84/04/16. Office of Nuclear Reactor Regulation, Director, Ip. 
24097: 149. 24X Fiche: 50-000, 84/04/16. 8404190313. 


— 8404190320 Annual Financial Rept 1983. 

SQNN, H. W. Public Service Electric & Gas Co. of New Jersey. 
83/12/31. 49pp. 24097:150, 24X Fiche: 50-000, 84/04/16, 8404190313. 


— 0404190327 Annual Financial Rept 1983. 

CURTIS, N.M. Delmarva Power & Light Co. 83/12/31. 45pp. 

24097:202. 24X Fiche: 50-000, 84/04/16, 8404190313. 


— B404190338 Annual Financial Rept 1983. 

FEEHAN, J. D. Atlantic City Electric Co, 83/12/31. 39pp. 

24097:293. 24X Fiche; 50-000, 84/04/16, 8404190313. 


P. Operating license stage documents & correspondence 


8404050414 Notification of 840424 meeting w/util in Bethesda, MD to 
discuss outstanding deficiencies in environ qualification 
status of electrical equipment. 

FISCHER, D.C. Operating Reactors Branch 1. 84/03/20. VARGA, S. A. 

Operating Reactors Branch 1, 2pp. 22932:210. 24X 

Fiche: 50-272, 84/03/20,8404050414. 


8404180119 Application to amend Licenses DPR-70 it DPR-75, modify ing 
existing reporting requirements , in response to Generic Ltr 
83-43, "Reporting Requirements of 10CFR50, Sections 50.72 & 

50. 73 S,. STS. " 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey. 
84/03/27. V/.BGA, 8 O.-r.-ati-c ‘’rectors Branch 1. 6pp, 24078:051. 
24X Fiche: 50-2“"- S'- 'C.".':;:. 34C4.' =Cdv. 


— 8404180128 Proposed Tech Sp ecs, mod i f y ing existing reporting 
requirements, in response to Generic Ltr 83-43, "Reporting 
Requirements of 10CFR50, Sections 50.72 50.73 8? STS. " 

* Public Service Electric Gas Co. of New Jersey. 84/03/27. 
49pp. 24078:057. 24X Fiche: 50-272, 84/03/27, 8404180119. 


8404120159 Requesbs extension until 840406 for installation of 
electrical penetration area radiation monitor, remaining item 
in Reg Guide 1,97 commitments. Hardware not received until 
840321. 

LIDEN. E. A, Public Service Electric ?< Gas Co. of New Jersey. 

84/03/30. VARGA, S. A. Operating Reactors Branch 1. 2pp. 24012:353. 
24X Fiche: 50-311, 84/03/30, 8404120159. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs ftt holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404160167 Forwards listed proprietary & nonp r opr i etar y info re 
inadequate core cooling instrumentation, TMI Action Item 
II.F. 2, per 831117 SER request. Proprietary info withheld 
(ref 10CFR2. 790). 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey. 

84/04/04. VARGA, S. A. Operating Reactors Branch 1. 7pp. 24041:264. 
24X Fiche: 50-272, 84/04/04, 8404160167. 


— 8404160174 Requests withholding proprietary info from public disclosure 
under previously submitted end 770406 Application for 
Withholding AW-77-18 St affidavit approved on 771028. 

WIESEMANN, R. A. Wr t i - d-c u r Electric Corp. 84/03/28. VARGA, S. A. 
Operating ReactoTS . 9pp. 24041:271. 24X 

Fiche: 50-272, 84/04/04, 8404160167. 


8404190220 Forwards agenda for 840424 meeting to resolve open items 
identified in Franklin Research Ctr technical evaluation 
rept re environ qualification of saf ety-related electrical 
equi pment, p er R Karsch request. 

LIDEN, E. A. Public Service Electric St Gas Co. of New Jersey. 

84/04/13. VARGA, S. A. Operating Reactors Branch 1. 3pp. 24100:151. 
24X Fiche: 50-272, 84/04/13, 8404190220. 


8404240346 Provides status of NUREG-0737, Items II. D. 1, II, F. 2, II. K. 2, 13, 
II. K. 3. 3, II. K, 3. 30, 1 1. K. 3. 31 8< III.D. 3. 4, in response to 
NRC B40302 ltr. Util interprets NRC goals as meaning items 
listed in recent edition of NUREG-0748. 

LIDEN, E. A. Public Service Electric S< Gas Co. of New Jersey. 

84/04/18. VARGA, S. A. Cocratirg ’’rartors Branch 1. 3pp. 24168:353. 
24X Fiche: 50-272, 84/04 ‘J jArj 


Q. Inspection reports, lE Bulletins 8< correspondence 


8404120287 Forwards IE Insp Repts 50-272/84-08 Zt 50-311/84-08 on 
840207-0306 !< notice of violation. 

STAROSTECKI , R. Division of Project & Resident Programs. 84/03/26. 
UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
24012:013. 24X Fic h e : 50-272, 84/03/26, 8404120287. 


— 8404120293 Notice of violation from insp on 840207-0306. 

♦ Region 1, Office of Director. 84/03/26. Ip. 24012:015. 24X 

Fiche; 50-272, 84/03/26. 8404120287. 


— 0404120301 IE Insp Repts 50-272/84-08 & 50-311/84-08 on 840207-0306. 
Violations noted: failure to perform safety evaluation & 
appropr iately modify procedures & RHR inadvertently isolated 
during surveillance testing, 

LINVILLE, J. C. , SUMMERS, R. J. , NORRHOLM, L. J. Region 1, Office of 
Director. 84/03/22. 13pp. 24012:016. 24X Fich e: 50-272, 84/03/26, 

8404120287. 


8402090047 IE Info Notice 84— 05, Rev 1, "Exercise Frequency. " Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 13Bpp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Sve list 
end . 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/23, Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 
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8403140247 IE Info Notice 84-22, "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fi c he : 50-000, 84/03/29, 8403140247. 


8404050261 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature in use in safety-related 
applications other than reactor trip sys. Breakers not used 
in saf ety-related applications at facilities. 

LIDEN, E.A. Public Service Electric S< Gas Co. of New Jersey. 

84/04/02. HURLEY, T. E. Region 1, Office of Director. 3pp. 

22899:175. 24X Fi c h e : 50-272, 84/04/02. 84040 50261 . 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co, of New 

York, Inc. 149pp, 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qual if i cation Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp, 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404240064 Forwards IE Insp Repts 50-272/84-07 b. 50-311/84-07 on 
840213-17. No violations observed. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/09. 
UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
24164:123. 24X Fi c h e : 50-272, 84/04/09, 8404240064. 


— 8404240067 IE Insp Repts 50-272/84-07 S< 50-311/84-07 on 840213-17. No 
violations id ent i f i ed . Ma j or areas inspected:QA organization 
4: QA/QC program administration. 

BISSETT.P. , OLIVERIA.W. , GODY, A. T. Region 1, Office of Director. 
84/03/14. 6pp. 24164:125. 24X Fiche: 50-272, 84/04/09, 8404240064. 


8404240099 Forwards IE Insp Repts 50-272/84-05 S'. 50-311/84-05 on 
840130-0203 St notice of violation. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/09. 
UDERITZ, R. A. Public Service Electric S' Gas Co, of New Jersey. 2pp. 
24164:352. 24X Fi c h e : 50-272, 84/04/09, 8404240099. 


— 8404240101 Notice of violation from insp on 840130-0203. 

* Region 1, Office of Director. 84/04/09. Ip. 24164:354. 24X 

Fiche: 50-272, 84/04/09, 8404240099. 


— 8404240106 IE Insp Repts 50-272/84-05 8< 50-311/84-05 on 840130-0203. 
Violation noted: eng ineering procedure used for pipe support 
design not reviewed or c on tr o 1 1 ed , per 10CFR50, App B, 

Criterion VI. 

VARELA, A. A. , MANOLY, K. A. , DURR, J. P. Region 1, Office of Director. 
84/04/05. 7pp. 24164:355, 24X Fiche: 50-272, 84/04/09, 8404240099. 


8404260248 Forwards IE Insp Repts 50-272/84-09 S' 50-311/84-09 on 
840227-0302 No violations observed. 

MARTIN, T, T. Division of Engineering & Technical Programs. 84/04/11. 
UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
24207:193, 24X Fi c h e : 50-272, 84/04/1 1 , 8404260248. 


— 8404260249 IE Insp Repts 50-272/84-09 & 50-311/84-09 on 840227-0302. No 
violations i d en t i f i ed . Ka j or areas inspec ted : rad iation safety 
program, ind ud ing organization 8-. staff ing , training S< 
qualif ication programs dosimetry. 

DRAGOUN, T. , SHANBAKY, M. Region 1, Office of Director. 84/04/10. 

8pp. 24207:195, 24X Fiche: 50-272, 84/04/ 1 1, 8404260248, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of j'-'*- S-j- ec .a- c s 4 .'nspection Programs (Post 
830103). 84/04/16, C d Ediuc-. Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000, 84/04/ 1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees," Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, B403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205, 24X Fi ch e; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Lagging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c h e : 50-000, 84/04/ 1 7, 8403140277. 


8403140230 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fi che: 50-000, 84/04/17, 8403140280, 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24X Fi che: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
S'. Seal Set. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 84/04/lS. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fi che: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger S< Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp, 24285:015. 24X Fi c he : 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports 8< related correspondence 


8404260209 Forwards "Annual Radiological Rept for 1983," summarizing 
results of radiological environ surveillance program. W/o 
end . 

LIDEN, E.A. Public Service Electric & Gas Co. of New Jersey, 
84/03/30. MURLEY, T E. Region 1, Office of Director. 2pp. 
24207:256. 24X Fi c he : 50-272, 84/03/30, 8404260209. 


8404170409 Monthly operating rept for Mar 1984, W/S40410 Itr. 

MILLER, L.K., ZUPKO, J. M. Public Service Electric & Gas Co. of New 
Jersey. 84/03/31. 12pp 24063:014. 24X Fiche: 50-31 1, 84/03/31, 

8404170409, 


S. Reportable occurrences, LERs St related correspondence 


8404160141 PNO-I-84-031 : on 840406, main feedwater line check isolation 
valve apparently failed open, causing water hammer in 
feedwater S< condensate sy s, resulting in damage to pipe 
hang er s , in s tr umen ta t i on St insulation. Repair s underway. 

LINVILLE, J, , NORRHOLM, L, , KISTER, H. Region 1, Office of Director. 
84/04/09. Ip. 24041:227. 24X Fi che: 50-31 1, 84/04/09, 8404160141. 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turb ine. Bush ing will be staked to lock in place if installed 
St replacement guides will be sent to customers. 

THEROUX, R.R, Terry Corp. 84/04/09. EBMETER, 8. Region 1, Office of 
Director. 6pp. 24060:247. 24X Fiche: 50-000, 84/04/09, 8404170296. 


8404270264 Staff requirements memo re S40410 briefing on facility 
status St generic actions as result of Feb 1983 failure to 
scram. Mgt Analysis Corp rept prepared under contract to 
PSE?.;G requested. 

CHILK, S. J. Office of the Secretary of the Commission. 84/04/13, 
DIRCKS, W. J, Office of the Executive Director for Operations. Ip. 
24229:293. 24X Fi c he : 50-272, 84/04/13, 8404270264, 


8404240215 LER 84-006-00; on 840318, loss of 2B 4 kV vital bus occurred 
while paralleling emergency diesel generator 2B w/grid, 

Caused by phase mismatch. All 4 kV breakers racked out St 
inspected. W/840417 Itr. 

RUPP,J. L. , ZUPKO, J, M. Public Service Electric St Gas Co. of New 
Jersey. 84/04/17. 7pp. 24166:018. 24X Fi ch e : 50-31 1, 84/04/ 17. 

8404240215. 


8404300217 Notification of Significant Licensee Meeting 84-31 on 
840511 in Hancocks Bridge, NJ to discuss ATWS event S' 
corrective action program, 

NORRHOLM, L. J. Region 1, Office of Director. 84/04/17. Region 1, 
Office of Director. Ip. 24254:060, 24X F i c he : 50-272, 84/04/ 17, 

8404300217. 
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T. Hearing transcripts on non-antitrust matters 


8404170084 Transcript of 840410 public meeting in Wash ington, DC re 
briefing on status of Salem ATWS events. Pp 1-76. Supp ort ing 
documentati on end. 

Commissioners. 84/04/10. 100pp. 24069:123. 24X 

Fiche: 50-272, 84/04/10, 8404170084. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NURE0-I02i, “Operator 
Licensing Examiner Stds. “ Svc list end. 

EISENHUT, 0. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-312 RANCHO SECQ NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 


8404020057 Forwards Amend 12 to security plan, secur ity analysis rept, 
reason for changes & evaluation 8« basis for findings. Ends 
withheld (ref 10CFR73. 21). 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/03/28. 
ST0L2,J. F. Operating Reactors Branch 4. Ip. 22838:219. 24.X 

Fiche: 50-312, 34/03/28, 8404020057. 


8404030523 Forwards State of CA 840309 ltr re corrective action matrix 
addressing deficiencies noted at 1982 & 1983 exercises & 

840315 update rept. Info supports adequacy of offsite 
preparedness 

KRIMM, R.W. Federal Emergency Management Agency. 84/03/29. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 46pp. 22865:103. 24X Fi ch e: 50-312, 

84/03/29, 8404030523. 


8404100352 Advises that no further action required re NRC 830615 ltr 
forwarding FEMA evaluation of onsite & offsite emergency 
preparedness, based on corrective actions described in util 
830715 ltr results of exercise conducted on 830927. 

MARTIN, J. B. Region 5, Office of Director. 84/04/04. RODRIGUEZ, R. J. 

Sacramento Municipal Utility District. Ip, 22971:165. 24X 

Fiche: 50-312, 84/04/04, 8404100352. 


8404240340 Forwards IE Insp Rept 50-312/84-04 on 840109-0224. No 
noncomp 1 iance noted. 

BISHOP, T, W. Division of Resident, Reactor Project Zt Engineering 
Programs. 84/04/05. RODRIGUEZ, R. J. Sacramento Municipal Utility 
District. 2pp. 24183:163. 24X Fiche: 50-312, 84/04/05, 8404240340. 


—8404240351 IE Insp Rept 50-312/84-04 on 840109-0224. No noncompl iance 
or deviation noted, Major areas inspected; operational safety 
verification, spent fuel storage mod, emerg ency planning. 

Part 21 rept followup radiological controls training. 

ECKHARDT, J. H. , PEREZ, 0, P. , YOUNG, T. Region 5, Office of Director. 
84/04/04. 5pp, 24183:165. 24X Fiche: 50-312, 84/04/05, 8404240340. 


G. Adjudicatory correspondence 


8404180340 Forwards initial comments & questions on two TDI Owners 
Group repts re rod bearing shells & rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erericed 
calculations Z( quality of matls. Related correspondence. 

BERLINOER, C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P, Mississippi Power 8( Light Co. 7pp. 24072; 333, 24X 

Fiche; 50-000, 84/04/1 1, 0404180340. 


I, Financial information 


8404190161 “1983 Annual Rept. “ W/840412 ltr. 

RODRIGUEZ, R. J, Sacramento Municipal Utility District. 83/12/31. 
29pp. 24103:178. 24X Fiche; 50-312, 83/12/31, 8404190161. 


P. Operating license stag# documents 8< correspondence 


8403190390 Provides equipment failure data for containment rad 
monitors. 

COLOMBO, R,W. Sacramento Municipal Utility District. 84/03/12. 

MINOR, S. NRC - No Detailed Affiliation Given. 2pp. 67215:309. 24X 

Fiche; 50-312. 84/03/12, 8403190390. 


8403280004 Authorizes placement of documents listed in end in PDR, per 
HD Hukill 840210 request re TMI-1 restart. Documents end. 

DEYOUNG, R. C. Director's Qfficei Office of Inspection and 
Enforcement, 84/03/16, BLAHA, J. L. Program Support ?k Analysis 
Staff, Ip. 22808; 318, 24X Fiche: 50-000, 84/03/16, 8403280004. 


— 8403280008 Rev 8 to Procedure SP 207. 04B, "Weekly RCS Leakage Test. " 
* NRC - No Detailed Affiliation Given. 82/11/19. 60pp. 

22808; 321. 24X Fiche; 50-000, 84/03/16, 8403280004. 


— 8403280013 Procedure SP 207. 04A, "Daily RCS Leakage Check." 
* NRC - No Detailed Affiliation Given. 84/03/27. 8pp. 
22809:019. 24X Fiche: 50-000, 84/03/16, 8403280004. 


— 8403280019 Rev 15 to Procedure SP 200.02, "Instrumentation 
Surveillance Performed Each Day." Daily surveillance log 
sheet for Aug 1978 independent measurements program RCS 
leak rates end. 

* NRC - No Detailed Affiliation Given. 83/01/14. 46pp. 

22809:027. 24X Fiche ; 50-000, 84/03/16, 8403280004. 


8404110141 Notification of 840516 meeting w/util in Bethesda,MD to 
discuss S< resolve outstanding equipment environ 
qualification issues. 

MINER, S. Operating Reactors Branch 4. 84/03/22. STOLZ, J. F. 

Operating Reactors Branch 4. 2pp. 24003:332. 24X 

Fiche; 50-312, 84/03/22, 8404110141. 


8404180435 Provides status rept on development of plant mod integrated 
schedules for listed plants, per 840306, 

VASSALLO, D. B. Operating Reactors Branch 2 84/03/30. EISENHUT, D. G. 

Division of Licensing. 3pp. 24109:031. 24X Fiche; 50-000, 84/03/30, 

8404180435. 


8404120305 Supplemental info to proposed Amend 94 to License DPR-54, per 
10CFR50. 59, Proposed amend eliminates need for calibr of 
nuclear instrumenta t ion at both low power & high power. 

Significant hazards cons i d erat ion evaluation end. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/03. 
EISENHUT, D. G. Division of Licensing. 3pp. 24021:105. 24X 

Fiche; 50-312, 84/04/03, 8404120305. 


8404040256 Generic Ltr 64-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404170209 Confirms commitments made during 840404 meeting u/NRC re 
operating procedures OTIS test procedures to satisfy 
requirements in NRC 830725 ltr granting interim exemption 
from reactor vessel head vent requirements. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/12. 
STOLZ, J. F. Operating Reactors Branch 4. 2pp. 24053:097. 24X 

Fiche; 50-312,84/04/12, 8404170209. 


8404170284 Confirms 840213 commitment to maintain physical separation 
within dc breaker cabinet for new shunt trip scheme, per 
Reg Guide 1. 75, Non-C lass IE circuits cannot be treated as 
associated circuits, per IEEE 384. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District, 84/04/12. 
EISENHUT, D. 0. Division of Licensing. Ip. 24060:263, 24X 
Fiche: 50-312, 84/04/12, 8404170284. 


8404200125 Advises that listed proposed Tech Spec amends supplied to 
State of CA to satisfy required notifications. 

COLOMBO, R. W. Sacramento Municipal Utility District. 84/04/12 

MI, NOR, S. NRC - No Detailed Affiliation Given. Ip. 24117:097. 24X 

Fiche: 50-312, 84/04/12, 8404200125. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8404050236 Forwards IE Insp Rept 50-312/84-03 on 840213-17. No 
noncomp 1 iance noted. 

WEW3LAWSKI, F. Region 5, Office of Director. 84/03/09. 
RODRIGUEZ, R. J. Sacramento Municipal Utility District. 2pp, 
22896: 121. 24X Fiche; 50-312, 84/03/09, 8404050236. 


—8404050240 IE Insp Rept 50-312/84-03 on 840213-17. No noncompliance 
noted. Major areas inspected: confirmatory measurements 
involving Region V mobile van. 

HAMADA, G. H. , WENSLAWSKI , F. Region 5, Office of Director. 

84/03/09. 7pp. 22896:123. 24X Fic he: 50-312, 84/03/09, 8404050236. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fich e: 50-000, 84/03/28, 8403140241 . 
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8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc 126pp. 22892:231. 24X Pi c he : 50-000, 84/03/29, 8403140247. 


8404030512 Ac k receipt of 840210 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-312/83-34. 

BISHOP,!. W. Division of Res i d ent, R eac tor Project & Engineering 
Programs. 84/03/29. RODR IGUEZ, R, J. Sacramento Municipal Utility 
District. Ip. 22869' 241. 24X Fi c h e : 50-31 2, 84/03/29, 8404030512. 


— 8404030517 Responds to NRC 840111 Itr re violations noted in IE Insp 
Rept 50-312/83-34. Corrective actions: memo issued re proper 
use of temporary changes it procedures revised identifying 
limits S: precautions acceptance criteria. 

RODR IGUEZ, R, J. Sacramento Municipal Utility District. 84/02/10. 
MARTIN, J.S Pegio-' 5 O-Pfice of Director. 4pp. 22869:242. 24X 

Fiche: 50-.”:2. 2 


8404240438 Forwards IE performance appraisal on 831107-1201 Si Region V 
followup Insp Rept 50-312/84-02 on 840207-10 & notice of 
violation. 

BISHOP,!. W. Division of Res id ent, Reac tor Project Engineering 
Programs. 84/04/03. RODRIGUEZ, R. Sacramento Municipal Utility 
District. 2pp. 24180:186. 24X Fi c h e : 50-3 12, 84/04/03, 8404240438. 


— 8404240441 Notice of violation from performance appraisal on 
831107-1201 ?< Region V followup insp on 840207-10. 

YOUNG,!. Region 5, Office of Director. 84/04/03. 5pp. 
24180:188. 24X Fiche: 50-312, 84/04/03, 8404240438. 


— 8404240446 IE Insp Rept 50-312/84-02 on 840207-10. Violations noted: 
meetings held w/o quorum present, fai lure to review Tech Spec 
violations reported in NRC insp repts & failure to review 
design changes required by 10CFR50. 59. 

YOUNG,!., JOHNSON, A. D. Region 5, Office of Director. 84/04/02 
7pp. 24180:193, 24X Fi ch e: 50-312, 84/04/03, 8404240438. 


8403140259 IE Info Notice 84-24, "Physical Qua! i f i ca ti on of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/04/05 Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fi ch e: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000. 84/04/05, 8403140263. 


8404100375 Ac k receipt of 840321 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-312/83-36. 

BISHOP,!. W, Region 5, Office of Director. 84/04/05. RODRIGUEZ, R. J. 

Sacramento Municipal Utility District. Ip. 22971:181, 24X 

Fiche: 50-312, 84/04/05, 8404100375. 


— 8404100379 Responds to NRC 840223 Itr re violations noted in IE Insp 
Rept 50-312/83-36 Corrective actions: importance of following 
written procedures for hydrogen monitors reemphasized. 

RODR IGUEZ, R. J. Sacramento Municipal Utility District. 84/03/21. 
•MARTIN, JB. Region 5, Office of Director. 4pp. 22971:182. 24X 

Fiche: 50-312, 84/04/05, 8404100375. 


8404240340 Forwards IE Insp Rept 50-312/84-04 on 840109-0224. No 
noncompliance noted 

BISHOP,!. W Division of Res i d ent, Reac tor Project 8< Engineering 
Programs. 84/04/05. RODR IGUEZ, R. J. Sacramento Municipal Utility 
District. 2pp 24183:163. 24X Fi che; 50-3 12, 84/04/05, 8404240340. 


— 8404240351 IE Insp Rept 50-312/84-04 on 840 109-0224, No noncompliance 
or deviation noted. Major areas inspected; operational safety 
verification, spent fuel storage mod, emerg ency planning. 

Part 21 rept followup radiological controls training. 

ECKHARDT, J. H, , PEREZ, G, P, , YOUNG,!. Region 5, Office of Director. 
84/04/04, 5pp 24183:165. 24X Fiche; 50-312, 84/04/05, 8404240340. 


840314027r IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end, 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24109:001. 24X Fi che: 50-000, 84/04/1 6. 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees, " Svc list end. 

GRACE, J. N, Division of QA, Safeguards S, Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

S6pp. 24163:205. 24X Fi c h e : 50-000, 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
030103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163.292, 24X Fi c h e : 50-000, 84/04/ 1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237, 24X Fic he ' 50-000, 84/04/ 17, 8403140280. 


8403140234 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc, 117pp. 24188:001. 24X Fic he: 50-000, 84/04/ IB. 8403140204, 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp, 24188:119. 24X Fi c he: 50-000, 84/04/ 18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 119pp. 24195:343. 24X Fic he; 50-000, B4/04/1B, 8404130404. 


0404240276 Responds to NRC 840405 Itr re findings in IE Performance 
Appraisal Insp Rept 50-312/83-35 on 831201. Util committed to 
very extensive training program dearly identifying 
responsibilities of plant review committee. 

RODRIGUEZ, R. J, Sacramento Municipal Utility District. 84/04/19. 
PARTLOW, J. 0. Division of QA, Safeguards it Inspection Programs (Post 
830103). 5pp. 24165:235. 24X Fic he: 50-31 2, 84/04/ 19, 8404240276. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list enc 1. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc, 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports it related correspondence 


8404200002 Monthly operating rept for Mar 1984. W/840404 Itr. 

RODRIGUEZ, R J. Sacramento Municipal Utility District, 84/03/31 
6pp. 24119:260, 24X Fiche; 50-312, 84/03/31 , 8404200002. 


8404100389 Ack receipt of 840329 request for extension of due date for 
annual rept to 840413. Request granted. 

WENSLAWSKI, F, A. Region 5, Office of Director. 84/04/04. 

RODRIGUEZ, R, J. Sacramento Municipal Utility District. Ip. 

22968:360. 24X Fi c h e • 50-312, 84/04/04, 84041 00389. 


— 8404100402 Requests extension of due date for annual rept from 840330 
to 840413. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/03/28. 
MARTIN, J. Region 5, Office of Director. Ip. 22968:361. 24X 

Fiche: 50-312, 84/04/04, 8404100309. 


S. Reportable occurrences, LERs it related correspondence 


8404040206 Forwards minutes ofis831130 meeting u/Nudear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design deficiencies, crankshaft, bearings connecting rods & 
pistons it skirts, 

MATHEWS, C.S, Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power Light Co, 70pp. 22880:226. 24X 

Fiche: 50-000, 83/12/ 15, 8404040206, 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Miss i ss i p p i Power & Light it Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H 
Division of Licensing. 2pp, 22838:090. 24X Fiche: 50-000, 84/03/22, 

8404020143, 
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8404030207 LER 84-008-00; on 840229» health physics unable to analyze 
chlorides St boron from post-accident sampling sys due to 
high temps causing ion chromatograph programmer to trip. Unit 
chip in programmer replaced. W/S40329 Itr. 

CQLOMBOt R. W. 1 RODRIGUEZi R. J. Sacramento Municipal Utility District. 
84/03/29. MARTIN/ J.B. Region 5/ Office of Director. 3pp. 

22849: 027. 24X Fiche: 50-312. 84/03/29. 8404030207. 


8404110307 Submits transcript ref from 840322 meeting correlated ut/NRC 
840326 Itr requesting addl info re Types AF AE piston 
skirts. 

MUSELER.W. U. TDI ( Transamer i ca Delaval. Inc, ) Owners Group. 
MUSELER.W.U. Long Island Lighting Co. 84/04/09. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director, 3pp. 22985.144. 

24X Fiche; 50-000, 84/04/09. 8404110307. 


8404030436 LER 84-007-00: on 840229. feedwater transient experienced when 
reactor power reduced from 91X to 65X full power. Caused by 
upset in California grid & slow response of feedwater sys. 

Preliminary rept prepared. W/840329 Itr. 

COLOMBO. R. W. . RODRIGUEZ. R. J. Sacramento Municipal Utility District. 
84/03/29. MARTIN. U. B. Region 5. Office of Director. 3pp. 

22869; 032. 24X Fiche; 50-312, 84/03/29, 8404030436. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC Transamerica Delaval. Inc Diesel 
Generator Owners Group, 

MUSELER. W, J. TDI (Transamerica Delaval. Inc. > Owners Group. 
84/04/12. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. 6pp. 24043:161. 24X Fiche: 50-000, 84/04/12. 8404160030. 


8404030500 LER 84— 009— 00: on 840229. slings used to lift rack during 
spent fuel reracking project fai led. Caused by improperly 
rigged rack & crane set too high. Procedures revised to 
clarify proper rigging load cell useage, W/S40329 Itr. 

COLOMBO. R. W. , RODRIGUEZ. R. J. Sacramento Municipal Utility District. 
84/03/29. MARTIN. J.B. Region 5. Office of Director. 3pp. 

22869: 273. 24X Fiche: 50-312, 84/03/29. 8404030500. 


8404170442 LER 84-014-00: on 840312. discovered Surveillance Procedure 
SP 205. 02. "Local Component Leak Rate Test Surveillance. " 
not revised to include electrical penetration changes. 

Procedure will be corrected by 840601. W/8404 12 Itr. 

COLOMBO. R. W. , RODRIGUEZ. R. J. Sacramento Municipal Utility District. 
84/04/12. MARTIN. J.B. Region 5. Office of Director. 3pp. 

24054:287. 24X Fiche: 50-312, 84/04/12. 8404170442. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines & svc conditions. 

MUSELER.W. J. TDI (Transamerica Delaval, Inc.) Owners Group. 
MUSELER.W. J. Long Island Lighting Co. 84/03/30. DENTON. H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22863:069. 
24X Fiche: 50-000, 84/03/30. 8404030354. 


8404030369 LER 84-010-00; on 840301 , d iscovered that surveillance 
procedures only partially performed prior to coming out of 
last refueling outage. Caused by personnel error, Surveillance 
prcgra.T. revised. W/840330 Itr, 

COLOMBO, R. W. . RODRIGUEZ. R. J. Sacramento Municipal Utility District. 
84/03/30. MARTIN. J.B. Region 5. Office of Director. 3pp. 
22871.255. 24X Fiche: 50-312. 84/03/30, 8404030369. 


8404100231 LER 84-011-00; on 840306, configurat ion tables in Surveillance 
Procedures SP 203.02 A, B & C misleading 8t incorrect re 
crosstie isolation valves. Cause not stated. Survei 1 lance 
procedures revised. W/840330 Itr. 

COLOMBO, R. W. , RODRIGUEZ, R. J. Sacramento Municipal Utility District. 
84/03/30, MARTIN, J. D. Region 5, Office of Director. 3pp. 

22962:087. 24X Fiche: 50-312, 84/03/30, 8404100231. 


8404100320 LER 84-012-00; on 840303, c hem-rad assistant missed sampling 
auxiliary bldg stack. Caused by personnel error, Chem-rad 
assistant counseled sample taken on 840304. W/840402 Itr. 

COLOMBO, R. W. , RODRIGUEZ, R. J. Sacramento Municipal Utility District. 
84/04/02. MARTIN, J.B. Region 5, Office of Director. 3pp. 
22971:154. 24X Fiche; 50-312, 84/04/02, 84041 00320. 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting 8< addl info re diesel generators 
EISENHUT. D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 

8403140267. 


—8403080331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Add 1 staff comments also end. 

BERLINGER, C. Division of Licensing. 84/02/28. MUSELER, W. TDI 
(Transamer ica Delaval, Inc.) Owners Group. 11pp. 24068:015. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404100233 LER 84— 013-00: on 840306, rad waste crud filter room door 
decay heat cooler rooms found open. Caused by oversight 
during routine activities in areas. Doors locked closed 8c 
signs posted stating doors to be locked closed. W/840405 Itr. 

COLOMBO, R. W. , RODRIGUEZ, R. U. Sacramento Municipal Utility District. 
84/04/05. MARTIN, J.B, Region 5, Office of Director. 3pp 
22960:250. 24X Fiche: 50-312, 84/04/05, 84041 00233. 

e 


8404200087 Forwards final rept re 840319 reactor trip. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District, 84/04/12. 
MINER, S. NRC - No Detailed Affiliation Given. 8pp. 24119:042, 24X 

Fiche: 50-312, 84/04/12, 8404200087. 


— 8404200088 Rev 1, to "Trip Rept 69-Reactor Trip of 840319. " 
SIMMONS, G. R. , PRITCHETT, L. B. Sacramento Municipal Utility 
District. BOJDUJ, W. Babcock & Wilcox Co. 84/04/10. 60pp. 

24119:050. 24X Fiche: 50-312, 84/04/12, 8404200087. 


8404170180 Forwards justif ication for not considering low temp 
overpressure event as anticipated operational occurrence, 
per 831021 request. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District, 84/04/13. 
STOLZ, J. F. Operating Reactors Branch *4. 9pp. 24050:069. 24X 

Fiche; 50-312, 84/04/13, 8404170180. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis & cylinder head stud evaluation. 

MUSELER, W. J. TDI ( Transamer i ca Delaval, Inc.) Owners Group. 
MUSELER, W.J. Long Island Lighting Co. 84/04/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. S8pp. 24053:184. 
24X Fiche: 50-000, 84/04/13, 8404170203. 


8404200084 PNO-V-84-020: on 840413, ind ividua 1 may hav'e received up to 
106 millirem via liquid effluent (fish) pathway. Caused by 
steam generator tube leakage & reliance on default factors 
in calculations. Insp will be conducted 

YUHAS, G. P. , WENSLAWSKI, F. A. Region 5, Office of Director. 84/04/13. 
Ip. 24120.135, 24X Fi che; 50-312, 84/04/13, 8404200084, 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review." Rept forwarded to BNWL, per NRC 
request. 

MUSELER, W. J. TDI (Transamer ica Delaval, Inc.) Owners Group. 
84/04/16. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071:225. 24X Fiche: 50-000, 84/04/16, 8404100323. 


— 8404180349 "Emergency Diesel Generator Engine Driven Jacket Water Pump 
Design Review. " 

■» Stone tt Webster Engineering Corp. 84/04/30. 19pp. 24071-227 

24X Fiche; 50-000, 84/04/16, 8404180323. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W.J. TDI (Transamerica Delaval, Inc.) Owners Group. 
MUSELER, W. J, Long Island Lighting Co. 84/04/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24154-259 
24X Fiche: 50-000, 84/04/19, 8404230057. 


8404240340 Forwards IE Insp Rept 50-312/84-04 on 840109-0224. No 
noncompliance noted. 

BISHOP, T.W. Division of Resident, Reactor Project & Engineering 
Programs. 84/04/05. RODRIGUEZ, R. U. Sacramento Municipal Utility 
District. 2pp. 24183:163. 24X Fiche; 50-312, 84/04/05, 8404240340. 


— 8404240351 IE Insp Rept 50-312/84-04 on 840109-0224. No noncompliance 
or deviation noted. M^ijor areas inspected; operational safety 
verification, spent fuel storage mod, emerg ency planning. 

Part 21 rept followup »i radiological controls training. 

ECKHARDT, J. H. , PEREZ, G.P., YOUNG, T. Region 5, Office of Director. 
84/04/04. 5pp. 24183:165. 24X Fich e: 50-312, 84/04/05, 840424034o[ 


8404240292 LER 84-015-00: on 840319, inadequate manual level control 
caused hydrogen seal oil pressure to decrease, allowing 
hydrogen to escape from generator *e resulting in explosion & 
f ire. W/840418 Itr. 

COLOMBO, R. W. , RODRIGUEZ, R. J. Sacramento Municipal Utility District. 
84/04/19. MARTIN, J.B. Region 5, Office of Director. 6pp. 

24X Fiche: 50-312, 84/04/19, 8404240292. 


24165:335. 


840430D097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974, 

RODRIGUEZ, R. J, Sacramento Municipal Utility District. 04/04/20. 
STOLZ, J.F, Operating Reactors Branch 4. 28pp. 24225-166 24X 

Fiche; 50-000, 84/04/20, 8404300097. 
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8404300033 Forwards proposed agenda for TDI Owners Group 840502 me&ting 
at NRC, 

RAVi C. L. TDI ( Tran samer i ca Delaval. Inc, ) Owners Group. RAY. C. L. 
Duke Power Co. 84/04/24 DENTON, H, R. Office of Nuclear Reactor 
Regulation, Director, 3pp. 24227 ; 1 04. 24 X F i c h e : 50—000, 84/04/24, 

8404300083. 


T. Hearing transcripts on non-anti trust matters 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp 24067:106. 24X Fic h e : 50-000, 84/04/04, 
8403140267 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator r e 1 iab i 1 i ty . P p 1-197. 

^ Commissioners, 84/03/22 198pp. 24067:132. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees Zc 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche 50-000, 84/04/02, 8404020019. 


8404240340 Forwards IE Insp Rept 50-312/84-04 on 840109-0224. No 
noncompliance noted. 

BISHOP, T, W. Division of Res i d ent, Reac tor Project Zt Engineering 
Programs. 84/04/05. RODRIGUEZ. R, J. Sacramento Municipal Utility 
District, 2pp. 24183:163. 24X Fi c he ; 50-3 12, 84/04/05, 8404240340. 


--8404240351 IE Insp Rept 50-312/84-04 on 840109-0224, No noncompliance 
or deviation noted Major areas inspected ; operat ional safety 
v'er i f i ca t i on , sp en t fuel storage mod, emerg enc y planning, 

Part 21 rept followup S-, radiological controls training. 

ECKHARDT, J, H. Region 5, Office of Director, 84/04/04, 5pp. 
24183:165, 24X F i c h e , 50-3 12, 84/04/05, 8404240340, 


8404130328 Discusses procedure for r equa 1 if i c a t i on program evaluation 
scheduled for 840625-0708. Lesson plans 8< reading matl 
provided to operators for design changes during last 2 yrs 
must be provided prior to 840521 exam. 

KIPSCH, D. F, Region 5, Office of Director. 84/04/09. RODRIGUEZ, R. J. 

Sacramento Municipal Utility District. 2pp. 24029:082. 24X 

Fxche: 50-312, 84/04/09, 8404130328. 
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F. Security, medical, emergency Zi fire protection plans 


8404050407 Forwards public version of Amend 9 to emergency plan.W/o 
encl.W/JM Felton 840323 release memo. 

MARSHALL, J. R, Arkansas Power S/ Light Co. 83/12/12. COLLINS, J.T. 
Region 4, Office of Director. 2pp. 22932:220. 24X 

Fiche: 50-313, 83/12/12, 8404050407, 


8404050428 Public version of Amend 10 to emergency plan re min staffing 
requirements. W/840120 ltr JM Felton 840326 release memo. 

MARSHALL, J, R Arkansas Power Light Co. 84/01/20, EISENHUT, D. G. 
Office of Nudoa- Req u ^ a t i o" , Director. 3pp. 22932:337. 

24 X F i c h e : 50" 3 1 3 F - i. J'. C 2L 


0404050337 Public version of revised emergency plan implementing 
pr oc ed ur es , inc 1 ud ing Procedure 1904,06 re radiological 
plu.me trac k ing. W/84022S transmittal form Zt 840323 memo. 

LEVINE, J. M. Arkansas Powef .<•, Light Co, 84/02/28. 151pp, 

22917:086. 24X Fi c h e : 50-3 1 3, 04 /02/2S, 8404050387. 


S40405047S Public version of Rev 12 to Emergency Plan Implementing 
Procedures 1904.04, "Estimating Airborne Release Rate" & 

1903.60, "Emergency Supplies Equipment. " W/840306 
transmittal form JM Felton 840323 release memo. 

LEVINE, U. M. Arkansas Power Light Co. 84/03/06, 92pp. 22919:094. 

24X Fiche: 50-313, 84/03/06, 8404050478. 


8404050413 Public version of Rev 7 to Emergency Plan Implementing 
Procedure 1093.30, "Plant Evacuation." W/840309 transmittal 
form Z> JM Felton 840323 release memo. 

LEVINE, J. M. Arkansas Power Light Co. 84/03/09, 4pp. 22932:212. 
24X Fiche: 50-313, 84/03/09, 8404050413, 


8404130140 Public version of Rev 12 to Emergency Plan Implementing 
Procedure 1617. 098, "Orion Model 1610 Boron/PH Analyzer Site 
Acceptance Test, " W/840314 transmittal form Z>. JM Felton 
840404 release memo. 

LEVINE, J. M, Arkansas Power Light Co. 84/03/14, 13pp. 24049:144. 

24X Fiche: 50-313, 84/03/14, 8404130140. 


8404130129 Public version of Rev 3 to Emergency Plan Implementing 
Procedure 1605.051, "Biochemical Oxygen Demand." W/S40320 
transmittal form Z< JM Felton 840403 release memo, 

LEVINE, J. M. Arkansas Power Zc Light Co. 84/03/19. 4pp. 24045:348. 
24X Fiche. 50-313, 84/03/19, 8404130129. 


8404130008 Forwards exemption which permits nonparticipation by state 
Zt local govts within 10-mile emergency planning zone of 
facility during Mar 1984 annual emergency exercise. 

MILLER, J. R. Operating Reactors Branch 3, STOLZ, J. F. Operating 
Reactors Branch 4. 84/03/22. GRIFFIN, J.M. Arkansas Power & Light 

Co 3pp. 24050:003. 24X Fiche : 50-313, 84/03/22, 8404130008. 


— 8404130011 Exemption from exercise requirement of 10CFR50, App E, 
allowing nonpart i c ipat i on of state 8< local govts in 10-mile 
zone during Mar 1984 exercise. 

EISENHUT, D. G. Division of Licensing. 84/03/22. Arkansas Power 
Light Co. 3pp. 24050:006, 24X Fich e : 50-313, 84/03/22, 

8404130009. 


8404030431 Extends invitation to participate in NRC 840426 App R 
lessons learned workshop in Arlington, TX to review topics 
described in IE Info Notice 84-09 Zt responses to questions 
from industry-sponsored Fire Protection Seminar. 

COLLINS, J T. Region 4, Office of Director. 84/03/26. GRIFFIN, U.M. 
Arkansas Power & Light Co. 4pp. 22869:023. 24X 

Fiche: 50-313, 84/03/26, 8404030431, 


8404130387 Forwards comments on detailed control room design review 
per Suppl 1 to NUREG-0737, previous ly forwarded by NRC 
840306 ltr but inadvertently omitted from end, 

MILLER, J. R. Operating Reactors Branch 3, STOLZ, J. F. Operating 
Reactors Branch 4, 84/03/26. GRIFFIN, J.M. Arkansas Power Z< Light 

Co. 14pp. 24036:003 24X Fiche: 50-313, 84/03/26, 8404130387. 


8404260266 Forwards IE Insp Repts 50-313/84-14 S< 50-368/84-14 on 
840330. No violations or deviations identified. 

JO'fNSON,E H, Region 4, Office of Director, 84/04/10. GRIFFIN, J.M. 
Arkansas Power Z. Light Co. 2pp. 24208:135. 24X 

Fiche: 50-313, 84/04/10, 8404260266. 


—8404260269 IE Insp Repts 50-313/84-14 Z< 50-36S/S4-14 on 840330. No 
violations or deviations noted. Major areas inspected: 
allegation re uniformity in application of fitness for duty 
procedures of site security organization. 

KELLY, J. A. , HALL, R. E. , JOHNSON, W. D, Region 4, Office of Director. 
84/04/09, 4pp. 24208:137. 24X Fiche: 50-313, 84/04/10, 8404260266. 


8404200263 Rev 7 to Emergency Plan Implementing Procedure 1903.23, 
"Personnel Emergency." W/840412 transmittal ltr. 

LEVINE, J. M. Arkansas Power ?■; Light Co. 84/04/11. 3pp- 24116:053. 
24X Fiche: 50-313, 84/04/11, 8404200263. 


8404240392 Informs of effects of util general ofc work disruption due 
to 840408 electrical f i re. NUREG-0737, Supp 1 1 Unit 2 safety 
parameter display sys safety analysis Z NUREG-0737, Supp 1 1 
update will be delayed due to word processor breakdown. 

MARSHALL, J, R. Arkansas Power & Light Co. 84/04/13. STOLZ, J.F. 
Operating Reactors Branch 4, MILLER, J.R, Operating Reactors Branch 
3. COLLINS, J.T, Region 4, Office of Director. 2pp. 24183:083. 

24X Fiche; 50-313, 84/04/13, 8404240392. 


8404250083 Rev 7 to E-c-g sr r i, Procedure 1903.50, "Emergency 

Response Crgani lat: .'0- 1 ■' transmittal ltr. 

# Arkansas Power Light Co. 84/04/18. 22pp. 24195:003. 24X 

Fiche: 50-313, 84/04/18, 8404250083. 


H. General correspondence 


8404100330 Responds to J Wood concerns in 840206 ltr re info received 
from facility stating no EIS would be filed for siren sys. 

COLLINS, J. T. Region 4, Office of Director. 84/03/27. BUMPERS, D. 
Senate, 2pp. 22968:083. 24X Fiche; 50-313, 84/03/27, 8404100300. 


8404270044 Advises of two changes in mgt per s onne 1, effect ive 840402. 

J Griffin promoted to senior vice president of energy 
supp ly. Position of vice president of nuclear operations 
still open. 

MARSHALL, J. R. Arkansas Power St Light Co, 84/04/18. STOLZ, J. F. 

Operating Reactors Branch 4. HILLER, J.R. Operating Reactors Branch 

3. Ip. 24217:047, 24X Fi c h e : 50-313, 84/04 /18, 8404270044. 
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I. Financial information 


B404100248 Annual Financial Rept 1983. W/840405 Itr. 

MAULDEN, J. L. . HARSHALL, J. R. Arkansas Power & Light Co. B3/12/31. 
DENTON. H. R, Office of Nuclear Reactor Regulation* Director. 39pp. 
22963:168. 24X Fi che; 50-313* 83/12/31* 84041 00248. 


J. Insurance Zt indemnity information 


B404130100 Forwards certificate of insurance from NELIA Policy X8427 & 
MAELU Policy XTA1514 as proof of financial protection for 
1984, 

MARSHALL. J. R. Arkansas Power l< Light Co, 84/04/03. DINITZ* I. NRC 
- No Detailed Affiliation Given. 2pp. 24031:360. 24X 

Fiche; 50-313, 84/04/03, 8404130100. 


P. Operating license stage documents 8t correspondence 


8404030111 Forwards response to 831223 request re status of activity re 
Interim Reliability Evaluation Program Analysis 
(NUREG/CR-27S7). No addl mods to design action re main 
contributors to core melt frequencies necessary. 

MARSHALL, J. R. Arkansas Power Light Co. 84/03/26. STOLZ, J. F, 
Operating Reactors Branch 4. 4pp, 22853:185. 24X 

Fiche: 50-313, 84/03/26. 8404030111. 


8404030401 Ack receipt of 840201 Itr re revised proposed Tech Specs on 
waste gas sys. Tech Specs unsatisfactory to util NRC, 

Discussions continuing. Schedule for submittal to be 
provided, 

MARSHALL, J. R. Arkansas Power & Light Co. 84/03/28, STOLZ, J. F. 
Operating Reactors Branch 4. HILLER.J. R. Operating Reactors Branch 
3. 2pp. 22868:300. 24X Fiche: 50-313, 84/03/28* 8404030401 . 

8404130006 Notificati on of 840426 .meeting w/util NUS in Bethesda.MD 
to discuss resolve outstanding equipment qua lif ication 
i ssues. 

LEE* R. S. Operating Reactors Branch 3. 84/03/29. MILLER, J.R. 

Operating Reactors Branch 3. 2pp. 24049: 359, 24X 

Fiche: 50-313* 84/03/29,8404130006. 


8404170349 Provides complete response to Generic Ltr 83-lOF, NUREO-0737* 
Item II.K. 3, 5 re reactor coolant trip. BlkW rept, "Analytical 
Justif ication for Treatment of Reactor Coolant Pumps During 
Accident Conditions" end. 

MARSHALL, J. R, Arkansas Power 8*. Light Co. 84/03/30. STOLZ, J. F. 
Operating Reactors Branch 4. 4pp. 24055:298. 24X 

Fiche: 50-313, 84/03/30, 8404170348. 


— 8404170352 "Analytical Justification for Treatment of Reactor Coolant 
Pumps During Accident Conditions." 

# Babcock & Wilcox Co. 77-1149091-00. 84/03/30. 67pp. 

24055:302. 24X Fiche : 50-313, 84/03/30, 8404170348, 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors* 
applicants for OLs ii holders of CPs re interim procedures 
for NRC mgt of p Ian t-sp ec if ic backfitting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04, Consolidated 
Edison Co. of New York, Inc, 20pp, 24066: 264. 24X 

Fiche: 50-000* 84/04/04, 8404040256. 


8404230283 Notification of 840418 meeting u/util in Bethesda.MD to 
discuss detailed control room design review program plan. 
VISSING*G. S. Operating Reactors Branch 4, 84/04/06. STOLZ* J. F, 

Operating Reactors Branch 4, 4pp. 24185:354, 24X 

Fiche; 50-313, 84/04/06, 8404230283, 


8404240392 Informs of effects of util general ofc work disruption due 
to 840408 electrical f ire. NUREG“0737, Supp 1 1 Unit 2 safety 
parameter display sys safety analysis & NUREG-0737, Sup p 1 1 
update will be delayed due to word processor breakdown. 

MARSHALL* J. R. Arkansas Power «c Light Co. 84/04/13. STOLZ* J. F. 

Operating Reactors Branch 4. MILLER, J. R, Operating Reactors Branch 

3. COLLINS, J.T. Region 4* Office of Director. 2pp. 24183:083. 

24X Fiche: 50-313, 84/04/13, 8404240392. 


8404300073 Notifies that parallel effort underway for design it const 
of condensate storage tank for tornado protection per TMI 
Item 2. E, 1. 1. Written concurrence requested to ensure vol of 
protected water sufficient to resolve Concern GL-4. 

MARSHALL, J. R. Arkansas Power & Light Co. 84/04/18. STOLZ* J. F. 
Operating Reactors Branch 4. tp, 24225; 132. 24X 

Fiche; 50-313, 84/04/18, 8404300073. 


8404300180 Summarizes 840406 conference call re SER concerning degraded 
grid voltage it NRC concerns w/load shedding process. No 
changes or additions to Tech Specs necessary to support SER 
it no further response required. 

MARSHALL. J.R. Arkansas Power it Light Co. 84/04/20 STOLZ* J, F, 
Operating Reactors Branch 4. Ip. 24225:062. 24X 

Fiche; 50-313, 04/04/20, 8404300180, 


Q. Inspection reports, IE Bulletins & correspondence 


8404130012 Responds to IE Bulletin 83-06 re use of matls supplied by 
Tube-Line Corp. No Tube-Line matl for safety-related sys 
received, 

MARSHALL, J. R. Arkansas Power it Light Co, 83/12/12. COLLI.NS, J. T. 
Region 4* Office of Director. 2pp, 24030: 283. 24X 

Fiche: 50-313, 83/12/12, 8404130012. 


8404030313 Forwards IE Insp Repts 50-313/84-01 it 50-368/84-01 on 
840101-31 8« notice of violation. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/02/17. 

GRIFFIN. J,M. Arkansas Power S< Light Co. 2pp. 22871:317. 24X 

Fiche: 50-313* 84/02/17, 8404030313. 


— 8404030317 Notice of violation from insp on 840101-31. 

•» Region 4* Office of Director. 84/02/17. 2pp. 22871:319. 24X 

Fiche: 50-313, 84/02/17* 8404030313. 


— 8404030323 IE Insp Repts 50-313/84-01 50-368/84-01 on 840101-31. 

Violation no ted : f a 1 1 ur e to follow procedural requirements 
for completing Unit 2 job order forms. 

CALLAN. L. J. * JOHNSON, W.D, Region 4* Office of Director. 84/02/14. 
lOpp 22871:321 24X Fi c h e : 50-313* 84/02/ 1 7, 8404030313 


8404100419 Responds to IE Bulletin 83-08 re saf ety-related circuit 
breakers. No subj breakers used at facilities, 

MARSHALL, J. R. Arkansas Power it Light Co. 84/02/23. COLLINS* J. T. 
Region 4, Office of Director. 2pp, 22969: 042, 24X 

Fiche: 50-313, 84/02/23, 8404100419. 


8404100362 Forwards IE Insp Repts 50-313/84-07 it 50-368/84-07 on 
840201-29 it notice of violation. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/03/15. 

GRIFFIN, J.M. Arkansas Power St Light Co. 2pp. 22971:024. 24X 

Fiche: 50-313* 84/03/15, 8404100362. 


— 8404100367 Notice of violation from insp on 840201-29, 

# Region 4, Office of Director. 84/03/15. Ip. 22971:026. 24X 

Fiche; 50-313, 84/03/15, 8404100362. 


— 8404100377 IE Insp Repts 50-313/84-07 it 50-368/84-07 on 840201-29. 
Violation noted; fa i 1 ure to follow QA administrative 
procedure for four audit modules. 

CALLAN. L. J. , HARRELL, P. H. , JOHNSON, W. D. Region 4, Office of 
Director. 84/03/10. 8pp. 22971:027, 24X Fi c h e : 50-313, 84/03/1 5, 

8404100362, 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 8301031. 84/03/28. Consolidated Edison Co. of New 

York. Inc. 138pp, 22933:122. 24X Fiche; 50-000, 84/03/28, 8402090047. 

8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403 140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892.231, 24X Fiche : 50-000, 84/03/29, 8403140247. 


8404060107 Ack receipt of 840320 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/84-01 & 
50-368/84-01. 

JOHNSON, E.H. Region 4. Office of Director. 84/04/02. GRIFFIN. J.M. 
Arkansas Power it Light Co. Ip. 22927:096. 24X 

Fiche: 50-313, 84/04/02, 8404060107. 


— 8404060117 Responds to NRC 040217 ltr re violations noted in IE Insp 
Repts 50-313/84-01 it 50-368/84-01. Correct ive actions; current 
work planning staff being augmented to strengthen maint 
planning function. 

MARSHALL, J, R. Arkansas Power 8t Light Co. 84/03/20, DENISE, R. P. 
Division of Resident, Reactor Project it Engineering Programs. 4pp. 
22927: 097, 24X Fiche : 50-313. 84/04/02* 8404060107. 


0404060131 Ack receipt of 840320 ltr informing NRC of steps taken to 
correct violations it deviation noted in IE Insp Repts 
50-313/83-34 it 50-36S/S3-34. 

JOHNSON. E.H. Region 4* Office of Director. 84/04/02. GRIFFIN* J.M. 
Arkansas Power it Light Co. Ip. 22927:254. 24X 

Fiche: 50-313, 84/04/02* 8404060131. 
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— 8404060134 Responds to NRC 840120 Itr re violation deviation noted in 
IE Insp Repts 50-313/83-34 S' 50-368/83-34, Corrective 
ac t i o ns : in s tr umen t removed from controlled access* tagged out 
of SVC S( recalibr u/o adjustment, 

MARSHALL* J, R, Arkansas Power St Light Co, 84/03/22. DENISE* R.P. 
Division of Resident, Reactor Project S< Engineering Programs 7pp. 
22927:255 24, X Fi c h e : 50-3 1 3* 84/04/02, 8404060 1 31 . 


8404090337 Forwards vendor insp repts for ac t i on, Eval uation of 
significance of reported findings re quality 8t acceptability 
of product or svc provided by vendors reque sted. Requests 
ack of receipt of repts, W/o repts, 

JOHNSON, E. H. Region 4, Office of Director, 84/04/03. GRIFFIN* J. M. 
Arkansas Power St Light Co. 3pp 22940:251 24X 

Fiche: 50-313, 84/04/03, 8404090387. 


8403140259 IE Info Notice 84-24* "Physical Qual if i cat ion of Individuals 
to Use Respiratory Protective Devices." Svc list end, 

JORDAN- E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York, Inc. 149pp. 24X F i c h e . 50-000, 84/04/05, 84031 40259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qua 1 i f i cat 1 on Methodology Research Test on Automatic Switch 
Co Solenoid Jalves. “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/04/05. Consolidated Edison Co. of New 

York, Inc 103pp, 24066:164. 24X Fi c h e : 50-000, 84/04/05, 8403140263. 


8404260266 Forwards IE Insp Repts 50-313/84-14 2t 50-368/84-14 on 
840330 No violations or deviations identified. 

JOHNSON, E, H. Region 4, Office of Director. 84/04/10. GRIFFIN, J.M. 
Arkansas Power ?!< Light Co. 2pp 24208: 135. 24X 

Fiche: 50-313, 84/04/10- 8404260266, 


— 8404260269 IE Insp Repts 50-313/84-14 50-368/84-14 on 840330. No 

violations or deviations noted Major areas inspected; 
allegation re uniformity in application of fitness for duty 
procedures of site security c i 

KELLY, J, A, , HALL, R. E. , ..r- : ‘’\jion 4, Office of Director, 

84/04/09. 4pp. 24208 137, 24X Fi c h e : 50-31 3, 84/04/10, 8404260266. 


9403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103) 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001, 24X Fi c h e , 50-000, 84/04/ 1 6, 8403 140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of N-RC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE- J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York* Inc. 

114pp, 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27* "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J.N, Division of QA* Safeguards Se Inspection Programs (Past 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

B6pp, 24163 205, 24X Fi c h e : 50-000* 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list encl. 

GRACE, J, N, Division of QA, Safeguards S' Inspection Programs (Post 
830103). 8^'^04/17. Consolidated Edison Co. of New York* Inc. 

89pp. 24163:292 24X Fi che; 50-000* 84/04/1 7, 8403140277, 


8403140280 IE Info' Notice 84-29* "GE Magne-Blast Circuit Breaker 
Problems, " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc, 129pp, 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC (dnits." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc, 117pp. 24188:001. 24X Fi c h e : 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Seal Set, " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fi c h e : 50-000, 84/04/18, 84031402B6. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDA-N, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 119pp, 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404260305 Ack receipt of 840120 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/83-23 8*. 
50-368/83-23, 

JOHNSON* E.H. Region 4, Office of Director. 84/04/19. GRIFFIN* J. M. 
Arkansas Power -S* Light Co. 2pp. 24205:046. 24X 

Fiche. 50-313* 84/04/19, 8404260305, 


— 8404260315 Responds to NRC 831220 Itr re violations noted in IE Insp 
Repts 50-313/83-23 50-368/83-23. Correc t i ve actions;no 

response to Violations 1 S-! 2 due to classification as no 
violation. Industr ial security plan made available. 

MARSHALL, J. R. Arkansas Power Light Co. 84/01/20. 

GAGLIARDO, J, E Division of Resident* Reactor Project ?< Engineering 
Programs. 3pp, 24205:048. 24X Fiche: 50-313, 84/04/19, 8404260305. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins, " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc 119pp. 24285:015. 24X Fi ch e ; 50-000. 84/04/20, 8404160130. 


R. Periodic operating reports St related correspondence 


8404100408 "Radioactive Liquid Effluents Semiannual Rept,Jul-Dec 1983." 
W/840319 Itr, 

MARSHALL, J. R. Arkansas Power -St Light Co. 83/12/31, COLLINS* J, T. 
Region 4, Office of Director. 22pp, 22968:012. 24X 

Fiche - 50-313, 83/12/31 , 8404100408. 


S. Reportable occurrences, LERs -St related correspondence 


8404170122 LER 84-002-00: on 840316* reac tor tripped during reactor 
protective sys • r ft - - trip* resulting in loss of both 

main feedwater ^ ^ r' 'i : . y caused by dogged oil filters. 

Filters chang ed . W/S40413 Itr. 

ROGERS- P, * LEVINE* J M. Arkansas Power & Light Co. 84/04/13. 3pp 
24051:204. 24X F i c h e : 50-313* 84/04/1 3, 84041 70122. 


8404250119 LER 94-001-00: on 840321* dur ing scheduled mid-cycle outage* 
pressurirer spray line snubber failed to meet lock up test 
acceptance cr i ter ia. Cause und etermined . Equ i pment 
ref urfa ished* retested -S returned to svc.W/840420 Itr. 

LOMAX, D.B., LEVINE, J. M, Arkansas Power & Light Co. 84/04/20. 3pp. 
24192:173. 24X Fi c h e : 50-313* 84/04/20, 84042501 19. 


8404260160 LER 84-003-00: on 840328* three RCS pressure transmitters 
found out of tolerance in nonconservative d irection, Caused 
by transmitter drift. Instruments calibr within acceptable 
tolerances. W/840420 Itr, 

LOMAX, D. B. , LEVINE* J. M. Arkansas Power Light Co. 84/04/20. 3pp. 
24205:212. 24X Fiche : 50-313* 84/04/20, 8404260160, 


V. Operator Examinations 


8404030501 Advises that action will not be taken on 831212 request for 
addl reactor operator senior reactor operator license 
exam on Sections 4 >!< 7, per 840113 meeting. Low pass rate 
attributable to poor performance on subj sections, 

GAGLIARDO, J. Region 4, Office of Director. 84/02/29. MARSHALL, J. R. 

Arkansas Power Light Co, 2pp, 22870:255. 24X 

Fiche: 50-313, 84/02/29, 8404030501. 


— 8404030506 Advises that based on 840113 mee t ing, p os i t i on reevaluated 
on reactor ?< senior reactor operator exams conducted on 
830920. No action requested on 831212 Itr, Waivers requested 
for candidates affected by Sections 4 St 7 of exam. 

MARSHALL, J. R. Arkansas Power Light Co. 84/01/26. 

GAGLIARDO* J, E. Division of Resident* Reactor Project Si Engineering 
Programs. 2pp, 22870:257. 24X Fi c he : 50-31 3, 84/02/29, 8404030501 , 


— 8404030515 Requests that 20-day appeal period begin from date Itrs of 
denial signed S< mailed Si not from date on denial Itr* per 
831123 telcon re Itrs of denial issued to reactor senior 
reactor operator candidates. 

MARSHALL, J. R. Arkansas Power & Light Co. 83/11/29. 

GAGLIARDO* J. E. Division of Resident, Reactor Project & Engineering 
Programs. 2pp, 22870:259. 24X Fi c he ; 50-313* 84/02/29* 8404030501 . 


9404020019 Generic Ltr 84-05 to all power reactor licensees Si 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT* D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York* Inc. 21pp. 24066:297, 24X 

Fiche: 50-000, 84/04/02. 8404020019. 


8404240112 Forwards request for addl info re ref matl requirements for 
requalif ication program eval uati ons. Response by 840420 
requested. 

JOHNSON, E.H. Region 5, Office of Director, 84/04/18. GRIFFIN, J.M, 
Arkansas Power & Light Co. 3pp, 24164:131. 24X 

Fiche: 50-313* 84/04/18* 8404240112. 
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DOCKETED ITEMS 


DOCKET 50-315 DONALD C, COOK NUCLEAR POWER PLANT. UNIT 1 


F, Security, medical, emergency St fire protection plans 


8404030224 Forwards description of technical support ctr (TSC) & 
revised conceptual design description of TSC plant safety 
status display in response to JO Keppler 820802 Itr 8f S20707 
mgt meeting. 

HUNTER. R. S. Indiana Michigan Electric Co. 82/09/29, DENTON.H. R. 
Office of Nuclear Reactor Regulation. Director. 6pp. 22851:019. 

24X Fic he: 50-315, 82/09/29. 8404030224. 


— 8404030229 "Facility Conceptual Design Description for Technical 
Support Ctr 8( Emergency Operations Facility." 

# Indiana & Michigan Electric Co. 82/09/15. 64pp. 22851:025. 

24X Fiche: 50-315, 82/09/29. 8404030224. 


8404050401 Public version of Rev 10 to emergency plan implementing 
procedure App A. "Telephone Numbers for Key Plant 
Personnel. " W/a40308 transmittal form & JM Felton 840322 
release memo. 

WELCH. S. E. Indiana Michigan Electric Co, 84/03/08. ISpp. 
22932:222. 24X Fi c h e : 50-31 5. 84/03/08. 84040 50401. 


8404050002 Forwards Amends 79 Z>. 61 to Licenses DPR-58 it DPR-74, 
respectively & safety evaluation. Amends revise fire 
protection sys to incorporate updated S< revised warding of 
STS ■for Westinghcuse plants. 

WIC.GIN'"0,N. D. L Cpe-ating Reactors Branch 1. 84/03/16. DOLAN. J. 

Indiana Michigan Electric Co. 3pp. 22919:208, 24X 

Fiche: 50-315. 84/03/16.8404050002. 


— 8404050003 Amends 79 61 to Licenses DPR-5S DPR-74. respectively . 

revising fire protection sys to incorporate updated & 
revised wording of STS for Westinghouse plants. 

UARGA. S. Operating Reactors Branch 1 84/03/16. 39pp. 

22919:211. 24X Fiche: 50-315. 84/03/16. 8404050002. 


—8404050005 Safety evaluation supporting Amends 79 !y 61 to Licenses 
DPR-5S S' DPR-74. respectively. 

# Office of Nuclear Reactor Regulation. Director. 84/03/16. 4pp. 
22919:251. 24X Fi che; 50-315. 84/03/16. 8404050002. 


8404040177 Revs to Emergency Plan Implementing Procedures PMP 2081 
EPP. 004iPMP 2081 EFF. 007, PMP 2081 EPP. 015 & PMP 2081 EPP. 017 
re initial release assessments it sampling S( analysis of 
waterborne releases. 

*■ Indiana S? Michigan Electric Co. 84/04/02. 17pp. 22879:232. 24X 

Fiche: 50-315. 84/04/02.8404040177. 


8404170562 Requests addl info re exemption for 3 h fire hatches from 
requirements of 10CFR50. 48 Zi App R requested in 840308 Itr. 

Drawings or sketches of unprotected hatches Zt description 
of addl insulation requested. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/04. DOLAN. J. D. 

Indiana ?( Michigan Electric Co. DOLAN. J. D. American Electric Power 
Service Corp. 2pp. 24071:174 24X Fiche: 50-31 5, 84/04/04, 

8404170562. 


8404180134 Rev 2 to Emergency Procedure PMP 2081 , EPP. 004, "Protective 
Action Guides (PAGs) St Protective Actions. " 

* Indiana Michigan Electric Co. 84/04/11. 24pp. 24077:103. 24X 

Fiche: 50-315. 84/04/1 1 . 8404IS0134, 


8404200168 Revised emergency plan implementing procedures. including 
Procedures 1,3 re emergency response organi zation, 1. 6 re 
emergency planning exercise corrective action 1.7 re 
organization training program. W/840418 Itr. 

KHALIL. S.R., JURGENSEN, R, W. . ALEXICH.M. P. Indiana ?< Michigan 
Electric Co. 84/04/18. 8Bpp. 24116:191, 24X Fiche: 50-315. 

84/04/18. 8404200168. 


8404240336 Ac k receipt of FEMA 840309 Itr associated final exercise 
evaluations on offsite emergency preparedness exercise 
conducted on 840125. No impediments to protecting public in 
event of emergency identified. 

PAPERIELLO. C. J. Region 3. Office of Director. 84/04/19. DOLAN, J. E. 

American Electric Power Service Corp. DOLAN. J. E. Indiana it 
Michigan Electric Co. 2pp. 24166:341. 24X Fich e: 50-315. 84/04/19. 

8404240336. 


8404270200 Ac k receipt of 840413 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 5C-.315/34-03 it 
50-316/84-05. 

PAPERIELLO, C. J, Region 3. Office of Director. 84/04/24. DOLAN. J, E. 

American Electric Power Service Corp, DOLAN. J. E. Indiana & 
Michigan Electric Co. Ip. 24215:294. 24X Fiche ; 50-315, 84/04/24, 

8404270200, 


— 8404270205 Responds to NRC 840314 Itr re violations noted in IE Insp 
Repts 50-315/84-05 Z'. 50-316/84-05. Correc t ive actions: 
emergency planning procedure telephone number lists 
verified Z: emergency action levels reviewed. 

ALEXICH.M. P. Indiana fy. Michigan Electric Co. 84/04/13. 

KEPPLER. J. G. Region 3. Office of Director. 5pp. 24215:295. 24X 

Fiche; 50-315. 84/04/24, 8404270200. 


J. Insurance S-, indemnity information 


8404030157 Forwards Endorsement 60 to NELIA Policy NF-206. 

BUCKLES. J. A. Marsh McLennan, Inc. 84/03/26. SALTZMAN. J. 
Assistant Director for State Zt Licensee Relations 2pp. 22353:102. 
24X Fiche. 50-315,84/03/26,8404030157. 


P. Operating license stage documents & correspondence 


8404050002 Forwards Amends 79 Z. 61 to Licenses DPR-58 Zt DPR-74, 
respectively Z safety eva luat ion, Amends revise fire 
protection sys to incorporate updated & revised wording of 
STS for Westinghouse plants. 

WIGG INTON, D C: - a t i r ;; =eactors Branch 1. 84/03/16. DOLAN. J. 

Indiana a: -"s;--;- Co. 3pp. 22919:208. 24X 

Fiche: 50-315, 84/03/16, 8404050002. 


— 8404050003 Amends 79 Z' 61 to Licenses DPR-58 Z DPR-74. res p ec t ive ly, 
revising fire protection sys to incorporate updated 8, 
revised wording of STS for Westinghouse plants. 

VARGA, S. Operating Reactors Branch 1. 84/03/16, 39pp. 

22919:211, 24X Fi che: 50-315, 84/03/16. 8404050002. 


— 8404050005 Safety evaluation supporting Amends 79 Z 61 to Licenses 
DPR-58 S' BPR-74, r espec tive ly . 

« Office of Nuclear Reactor "h.-ule'tir-, Zi-eitcr 84/03/16. 4-pp. 

22919:251. 24X Fiche: 50-315 ■■-,'0:j/:6 i C'^'-C^OCCT; 


8404110252 Forwards latest regulatory effectiveness review schedule 
for FY84. W/o end. 

THOMAS, C. 0. Standardi zation Z Special Projects Branch. 84/03/21. 
MIRAGLIA, F. NRC - No Detailed Affiliation Given. 4pp. 24002:360. 
24X Fiche; 50-000, 84/03/21, 8404110252. 


8404050185 Forwards addl responses to 820730. 0916 Z 830810 requests for 
info on hydrogen combustion Z control. Info covers capability 
of air return/h y dr ogen skimmer sys fan Z ice condenser doors 
to survive differential pressure loadings. 

ALEXICH.M. P, Indiana Z Michigan Electric Co, 84/03/30. DENTaN. H. R. 

Office of NurlPc-’’ Reg-.;! atio", Director, 106pp. 22900:304. 

24 X Fiche: 50-3 1 5 . i "r ; co-- : -j C : -■ 


8404060364 Forwards Rev 0 to Procedure 12 PMP 4021. TRP. 001, "Reactor 
Trip Review, " in response to Generic Ltr 83-28 re 
implications of ATWS incident at Salem Design change adding 
annunciator to inform of automatic reactor trip initiated. 
ALEXICH.M, P. Indiana 8.. Michigan Electric Co. 84/03/30. 

EISE.NHUT, D. G. Division of Licensing. 4pp. 22932:001, 24X 

Fiche: 50-315. 84/03/30- 8404060364. 


— 8404060371 Rev 0 to Procedure 12 PMP 4021 . TRP. 001 , "Reactor Trip 
Review. " 

* Indiana Z Michigan Electric Co. 84/03/20. 122pp. 22932:005. 

24X Fiche: 50-315, 84/03/30, 8404060364. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs -8 holders of CPs re interim procedures 
for NRC mgt of plant-specific backf i tting. Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04. 8404040256. 


8404200064 Summary of 840327—28 meetings w/util at site re inservic# 
testing program for pumps Z valves, 

WIGGINTON, D. Operating Reactors Branch 1, 84/04/04. Operating 

Reactors Branch 1. 4pp. 24160:314. 24X Fiche: 50-315. 84/04/04. 

8404200064. 


8404170324 Forwards Figure 6-2. "Human Engineering Discrepancy 
Evaluation Flow Chart." for insertion as Pages 6-7 of 
detailed control room design review plan. 

ALEXICH.M P. Indiana Zt Michigan Electric Co. 84/04/12. DENTO.N. H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 24060:068 
24X Fiche: 50-315, 84/04/12. 84.04170324. 


Q. Inspection reports, IE Bulletins Z correspondence 


8404020007 Ac k receipt of 840302 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/83-21 Z 
50-316/83-22. 

SHAFER. W.D. Region 3. Office of Director. 84/03/26. DOLAN. J. E. 
American Electric Power Service Corp. DOLAN. V. E. Indiana Z Michigan 
Electric Co. Ip. 22835:089. 24X Fiche: 50-315. 84/03/26, 8404020007 


DOCKETED ITEMS 


— 8404020013 Responds to NRC 840203 Itr re violations noted in IE Insp 
Repts 50-315/83-21 &. 50-316/83-22. Correc t ive ac t ions : p ip ing 
Z> nozzles checked for b loc kages. Addl testing conducted 
uj/increased quantity of Halon discharged, 

ALEXICH>M. P. Indiana ?< Michigan Electric Co. 84/03/02. 

KEPPLER, J. 0. Region 3, Office of Director. 22pp. 22835:090. 24X 

Fiche: 50-315, 84/03/26, 8404020007. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. I38pp. 22933:122. 24X Fiche : 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/28, Consolidated Edison Co. of New 

York, Inc. 85pp. 22892 145 24X Fiche: 50-000. 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co. of New 

York, Inc. 126pp, 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404170569 Informs that, based on NRC preliminary review of 840303 
application requesting relief from certain ASME Code insp 
requir ements. Class I i. Ill fees required. 

DIGGS, R.M, License Fee Management Branch. 84/04/04. DOLAN, J. E. 
American Electric Power Service Corp. Ip, 24091:167. 24X 

Fiche: 50-315, 84/04/04. 8404170569, 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i ca t i on of Individuals 
to Use Respiratory Protective Devices. " Svc list end 
JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co, of New 

York, Inc. 103pp. 24066:164, 24X Fi c he : 50-000, 84/04/05, 8403140263. 


8404190185 Forwards IE Insp Repts 50-315/84-02 50-316/84-02 on 

840121-0312 &! notice of violation. 

SHAFER, W.D, Region 3, Office of Director, 04/04/05. DOLAN, J. E. 
American Electric Power Service Corp, DOLAN, J. E Indiana ?< Michigan 
Electric Co. 2pp 24100:177, 24X Fiche; 50-315, 04/04/05, 8404190185. 


— 8404190192 Notice of violation from insp on 840121-0312. 

SHAFER, WD, Region 3, Office of Director, 84/04/05, Ip. 
24100:179. 24X Fi c h e : 50-31 5, 04/04/05, 84041901 85 


—8404190197 IE Insp Repts 50-315/84-02 50-316/84-02 on 840121-0312, 

Violation noted ; fa x 1 ure to implement Procedure 12 THP 4030 
STP 207, "Ice Condenser Lower Inlet Doors, " 

•SWArJSON, E. R, , HELLER, J.K., LEEMAN, R, J. Region 3, Office of 
Director. 84/04/03 llpp, 24100:180, 24X Fi c h e : 50-31 5, 84/04/05, 

8404190185, 


8404170090 Responds to IE Bulletiti 03-08, "Electrical Circuit Breakers 
W/Under vo Itag e Trip -Feature in Use in Saf ety-Related 
Applications Other Than Reactor Trip Sys. " Subj circuit 
breakers not in use other than in reactor trip sys, 

ALEXICH,M,P, Indiana ^ Michigan Electric Co. 84/04/06, 

KEPPLER.U, G. Region 3, O-^fice of Director. 2pp, 24050:306. 24.X 

Fiche: 50-315* 84/04/06, 8404170090, 


8404160110 Ac k receipt of updated regulatory performance improvement 
plan submitted w/S40223 Itr. Plan reviewed ?k contains 
essential elements to improve util regulatory performance 
for plant. 

KEPPLER,U. G. Region 3, Office of Director. 84/04/10. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. Ip, 24039:313 24X Fiche; 50-315, 84/04/10, 8404160110. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees . " Svc list 
enc 1. 

GRACE, U. N. Division of (3A, Safeguards & Inspection Programs (Post 
830103), 84/04/16 Consolidated Edison Co. of New York, Inc. 

86pp, 24189:001. 24X Fi c h e : 50-000, 84/04/ 1 6, 8403140271 . 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17 Consolidated Edison Co. of New York, Inc. 

S6pp. 24163.205, 24X Fi c h e : 50-000, 04/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc, 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fic he : 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping 8< Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 5: Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:001. 24X Fic he : 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set." Svc list encl. 

JORDAN. E, L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fic he : 50-000, 84/04/18, 84031 40286. 


9404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18, Consolidated Edison Co. of New 

York, Inc. 119pp. 24195 343. 24X Fi c he : 50-000, 84/04/18, 8404130404. 


8404260396 Confirms 840508 meeting between JO Keppler & P White to 
discuss regulatory performance improvement program for 
facility, per 840403 telcon. 

NORELIUS, C, E. Division of Project St Resident Programs. 84/04/19. 
DOLAN, J. E. American Electric Power Service Corp, DOLAN, J.E, 
Indiana St Michigan Electric Co, Ip. 24203:310. 24X 

Fiche: 50-315, 84/04/19, 8404260396. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of kJeui 

York, Inc. 119pp 24285:015 24X Fiche; 50-000, 84/04/20, 8404160130. 


8404270200 Ack receipt of 840413 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/84-05 8< 

50-316/84-05, 

PAPER lELLO, C, J Region 3, Office of Director. 84/04/24. DOLAN, J, E. 

American Electric Power Service Corp, DOLAN, J, E, Indiana 2< 
Michigan Electric Co, Ip. 24215:294. 24X Fi c h e: 50-315, 84/04/24, 

8404270200. 


— 8404270205 Responds to NRC 840314 Itr re violations noted in IE Insp 
Repts 50-315/84-05 it 50-316/84-05, Correc t ive actions: 
emergency planning procedure telephone number lists 
verified it emergency action levels reviewed, 

ALEXICH, M. P. Indiana 5: Michigan Electric Co. 84/04/13. 

KEPPLER, J. 0, Region 3, Office of Director, 5pp, 24215:295. 24X 

Fiche: 50-315,84/04/24,8404270200. 


S. Reportable occurrences, LERs it related correspondence 


8404190326 NPDES noncompliance notification: on 840224 it 0313, d iscover ed 
high iron concentration in backup heating boiler blowdown. 

Rept required by 820506 Amend 54 to License DPR-58 it Amend 
40 to License DPR-74. 

SMITH. W. G, Indiana it Michigan Electric Co. 84/04/05. KEPPLER, J. 0, 
Region 3, Office of Director. ZUGGER, P. D, Michigan, State of. 2pp. 
24094:001, 24X Fi c h e : 50-31 5, 84/04/05, 8404 190326. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, 0005 it K~4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fi c he : 50-000, 84/04/16, 8404200323. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE. J, N, Division of QA, Safeguards it Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 04/04/16, 8403140278. 
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DOCKETED ITEMS 


V, Operator Examinati ons 


8404020019 Generic Ltr 84-05 to all pouer reactor licensees it 
applicants for OLs re change to NUREG-1021 j "Operator 
Licensing Examiner Stds. " Svc list end. 

EISEN'HUTj D. G. Division of Licensing, 84/04/02. Consolidated 
Edison Co, of New York, Inc. 21pp. 24066; 297, 24X 

Fiche; 50-000, 84/04/02, 8404020019, 


8404120163 Req.uests that util provide end ref matl by 840423, for 
operator licensing requa 1 i f i ca ti on program evaluation 
scheduled for wk of B4061S Info needed to adequately prepare 
examiner for evaluation process. 

WALKER, R.D Region 3, Office of Director. 84/04/06. DOLAN, J. E. 
American Electric Pouer Service Corp. DOLAN, J. E. Indiana & Hichigan 
Electric Co. 3pp. 24014:350, 24X Fiche; 50-315, 84/04/06, 8404120163. 


S404170S13 Discusses requirements for admini s tration of operator & 
senior operator licensing exams at f ac il i t y . Wr i tten & oral 
exams scheduled for uk of 840618. List of requirements end. 

WALKER, R. D. Region 3, Office of Director, 84/04/11. DOLAN. J. E. 
American Electric Pouer Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. 5pp. 24058,263, 24X Fiche: 50-315, 84/04/11, 8404170513. 


DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency •?« fire protection plans 


8404030224 Foruards description of technical support ctr (TSC) & 
revised conceptual design description of TSC plant safety 
status display in response to JG Keppler 820802 ltr & 820707 
mgt meeting. 

HUNTER, R.S. Indiana ?, Michigan Electric Co. 82/09/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 22851:019. 

24X Fiche; 50-315, 82/09/29, 8404030224. 


— S404030229 "Facility Conceptual Design Description for Technical 
Support Ctr Emergency Operations Facility. " 

# Indiana & Michigan Electric Co. 82/09/15. 64pp. 22851:025. 

24X Fiche: 50-315, 82/09/29, 8404030224. 


8404050401 Public version of Rev 10 to emergency plan implementing 
procedure App A, "Telephone Numbers for Key Plant 
Personnel. " W/840308 transmittal form 8< JM Felton 840322 
release memo. 

WELCH, S. E. Indiana Michigan Electric Co. 84/03/08. ISpp, 
22932:222, 24X Fiche: 50-315, 84/03/08, 8404050401 


8404050002 Foruards Amends 79 61 to Licenses DPR-5S St DPR-74, 

respectively St safety eva 1 uat ion. Amends revise fire 
protection sys to incorporate updated St revised wording of 
STS for Westinghouse plants 

WIGGINTON, D L Crerating Reactors Branch 1. 84/03/16. DOLAN, J. 

Indiana S< NicHgan Electric Co. 3pp. 22919:208. 24X 

Fiche; 50-315,84/03/16, 8404050002. 


— 8404050003 Amends 79 S; 61 to Licenses DPR-58 Z< DPR-74, respectively, 
revising fire protection sys to incorporate updated St 
revised wording of STS for Westinghouse plants. 

VARGA, S. Operating Reactors Branch 1. 84/03/16. 39pp. 

22919:211. 24X Fiche; 50-315. 84/03/16, 8404050002. 


— 8404050005 Safety evaluation supporting Amends 79 S< 61 to Licenses 
DPR-58 & DPR-74, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/03/16. 4pp. 
22919:251. 24X Fiche: 50-315, 84/03/16, S404050002. 


8404040177 Revs to Emergency Plan Inplementing Procedures PMP 2031 
EPP.004,PMP 2081 EPP,007, PMP 2081 EPP, 015 St PMP 2081 EPP. 017 
re initial release assessments S: sampling analysis of 
waterborne releases. 

* Indiana & Michigan Electric Co. 84/04/02. 17pp. 22879:232 . 24X 

Fiche: 50-315. 84/04/02, 8404040177. 


8404170562 Requests addl info re exemption for 3 h fire hatches from 
requirements of 10CFR50. 48 & App R requested in S4030S ltr. 

Drawings or sketches of unprotected hatches & description 
of addl insulation requested. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/04. DOLAN, -J. D. 

Indiana Ss Michigan Electric Co. DOLAN, J. D. American Electric Power 
Service Corp, 2pp. 24091:174. 24X Fiche: 50-315, 84/04/04, 
8404170562. 


8404180134 Rev 2 to Emergency Procedure PMP 2081. EPP. 004, "Protective 
Action Guides <PAGs) Sk Protective Actions." 

* Indiana $c Michigan Electric Co. 84/04/11. 24pp. 24077:103. 24X 

Fiche; 50-315, 84/04/11, 8404180134. 


8404200168 Revised emergency plan implementing pro c edur e s, i nc 1 ud i ng 
Procedures 1.3 re emergency response organi zati on, 1. 6 re 
emergency planning exercise corrective action 1.7 re 
organization training program W/84041S ltr. 

KHALIL. S, R. , JURGENSEN, R. W. , ALEXICH.M.P. Indiana S? Michigan 
Electric Co. 84/04/18. SSpp. 24116:191, 24X Fiche; 50-315, 

84/04/18, 8404200168. 


8404240336 Ac k receipt of FEMA 840309 ltr associated final exercise 
evaluations on offsite emergency preparedness exercise 
conducted on 840125. No impediments to protecting public in 
event of emergency identified. 

PAPERIELLO. C. J. Region 3, Office of Director. 84/04/19. DOLAN, J. E. 

American Electric Pouer Service Corp. DOLAN, J. E. Indiana & 

Michigan Electric Co. 2pp. 24166:341. 24X Fi c h e ; 50-31 5, 84/04/ 19, 

8404240336. 


8404270200 Ack receipt of 840413 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/84-05 St 
50-316/84-05. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/24. DOLAN, J. E. 

American Electric Pouer Service Corp. Ip. 24215:294. 24X 

Fiche: 50-315, 84/04/24, 8404270200, 


— 8404270205 Responds to NRC 840314 ltr re violations noted in IE Insp 
Repts 50-315/84-05 St 50-316/84-05. Correc t i ve actions: 
emergency planning procedure telephone number lists 
verified St emergency action levels reviewed. 

ALEXICH.M.P. Indiana St Michigan Electric Co, 84/04/13. 

KEPPLER. J. G. Region 3, Office of Director. 5pp. 24215:295. 24X 

Fiche; 50-315, 84/04/24, 8404270200. 


J. Insurance indemnity information 


8404030157 Foruards Endorsement 60 to NELIA Policy NF-206. 

BUCKLES, J, A. Marsh ?< McLennan, Inc. 84/03/26. SALTZMAN, J. 
Assistant Director for State St Licensee Relations. 2pp. 22853: 102. 
24X Fiche: 50-315, 84/03/26, 8404030157. 


P. Operating license stage documents correspondence 


8404040343 Notification of 840329 meeting u/util S: Exxon in Bethesda.MD 
to discuss repts .'■< submittals supporting Cycle 5 reload St 
ANL preliminary review of transient codes. 

WIGGINTON, D. Operating Reactors Branch 1. 84/03/15. VARGA, S. A. 

Operating Reactors Branch 1. 2pp, 22910:324. 24X 

Fiche: 50-316, 84/03/15, 8404040343. 


8404040299 Forwards ANL preliminary questions developed during review 
of Exxon repts supporting request for reload revi ew. Meeting 
scheduled for 840329, 

VARGA, S. A. Operating Reactors Branch 1 84/03/16, DOLAN, J. 

Indiana St Michigan Electric Co. DOLAkJ- J. American Electric Power 
Service Corp. 3pp. 22910:295. 24X Fiche; 50-000, 84/03/16, 

8404040299. 


— 8404040304 Forwards first round questions following evaluation of Exxon 
rept, "Steam Tube Rupture Incident at Prairie Island Unit 1, 

PTSPWR2 vs Data, Prel iminary Benchmark Analysis, " 

WEI.T. Y. , ABRAMSON, P, B. Argonne National Laboratory. FIN A~2311. 
84/03/06. GUTTMAN.N, J, Reactor Systems Branch. 4pp. 22910:293. 

24X Fiche; 50-000, 84/03/16, 8404040299. 


— 8404040309 Forwards first round questions on Exxon plant transient 
code, based on review of proprietary rept, "Description of 
Exxon Nuclear Plant Transient Simulation Model for PWRs, " 

ABRAMSON, P. B. , WEI. T. Y, Argonne National Laboratory. FIN A-2311. 
83/09/30. GUTTMANN, J. Reactor Systems Branch. 8pp. 22910:302. 
24X Fiche: 50-000, 84/03/16, 8404040299. 


— 8404040323 Forwards first round questions on mods to Exxon draft repts, 
"PTSPWR2 Mods for St Lucie Unit 1" St "Description of Exxon 
Plant Transient Simulation Model for PWRs. " 

WEI, T. Y. , ABRAMSON, P. B. Argonne National Laboratory. FIN A-2311. 
83/11/22. GUTTMANN, J. Reactor Systems Branch. 6pp. 22910:310. 

24X Fiche: 50-000, 84/03/16, 8404040299. 


•8404040326 Forwards first round questions on Exxon methodology rept for 
PTSPWR2 Rept lacks specific details re biases in initial 
conditions St boundary conditions, 

WEI, T, Y. , ABRAMS0r4, P. B Argonne National Laboratory. FIN A-2311. 
84/03/05, 0UTTMAW4, U. Reactor Systems Branch. 8pp, 22910:316. 

24X Fiche; 50-000, 84/03/16, 8404040299. 


8404050002 Foruards Amends 79 St 61 to Licenses DPR-58 St DPR-74, 
respectively Si safety eva luation. Amends revise fire 
protection sys to incorporate updated St revised wording of 
STS for Westinghouse plants. 

WIGGINTON, D. L, Operating Reactors Branch 1. 84/03/16. DOLAN, J. 

Indiana St Michigan Electric Co. 3pp. 22919:208, 24X 

Fiche: 50-315, 84/03/16, 8404050002. 
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--S404050003 Amends 79 61 to Licenses DPR-58 St DPR-74i respect ively. 

revising fire protection sys to incorporate updated S' 
revised woroing of STS for Westinghouse plants. 

VARGA) S. Operating Reactors Branch 1. 84/03/16, 39pp, 

22919,211, 24X F i c h e : 50-31 5, 84/03/ 1 6. 8404050002. 


--8404050005 Safety evaluation supporting Amends 79 & 61 to Licenses 
DPR-58 DPR-74, respectively . 

* Office of Nuclear Reactor Regulation) Director. 84/03/16. 4pp. 
22919:251. 24X F i c h e : 50-31 5. 84/03/ 16, 8404050002, 


8404110252 Foruards latest regulatory effectiveness revieui schedule 
for FY84. W/o end 

THOMAS) C 0, Standard i ?at i on Special Projects Branch, 84/03/21. 

MIRAGLIA, F. NRC - No Detailed Affiliation Given. 4pp. 24002:360. 

24X Fiche: 50-000, 84/03/21, 8404110252. 


8404030385 Foruards responses to BNL questions re Cycle 5 SAR submitted 
in suppport of Cycle 5 reload application. 

ALEXICH,M. P Indiana S.: Michigan Electric Co, 84/03/28. DEh4TaN, H. R. 

Office of Nuclear Reactor Regulation, Director, 5pp. 22862:358. 

24X Fiche: 50-316, 84/03/28, 3404G30385 


8404050185 Foruards addl responses to 820730,0916 S( 830810 requests for 
info on hydrogen combustion control. Info covers capability 
of air return/hydrogen skimmer sys fan 8< ice condenser doors 
to survive differential pressure loadings. 

ALEXICH.M P, Indiana Zi Michigan Electric Co. 84/03/30. DENTON- H. R. 

Office of Nuclear Reactor Regulation, Director, 106pp. 22900:304. 

24X Fiche: 50-315, 84/03/30, 3^04050185 


8404060364 Forwards Rev 0 to Procedure 12 PMP 4021. TRP. 001, "Reactor 
Trip Review," in response to Generic Ltr 83-28 re 
implications of ATWS incident at Salem Design change adding 
annunciator to inform of automatic reactor trip initiated. 
ALEXICH,M P Indiana Michigan Electric Co. 84/03/30. 

EISENHUT. D, G, Division of Licensing 4pp. 22932:001. 24X 

Fiche: 50-315. 84/03/30. 8404060364 


—8404060371 Rev 0 to Procedure 12 PMP 4021 , TRP . 001 . "Reactor Trip 
Review. " 

# Indiana Michigan Electric Co, 84/03/20. 122pp. 22932:005. 

24X Fiche: 50-315, 84/03/30, 8404060364. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tting. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche. 50-000, 84/04/04, 8404040256. 


8404200064 Summary of 840327-28 meetings w/util at site re inservice 
ti". ' c-::. re..- -■.■nps S< valves. 

i " ■ I'.. 3 i.-e- ; Reactors Branch 1. 84/04/04. Operating 

Reactors Branch 1, 4pp, 24160:314. 24X F i c h e : 50-31 5. 84/04/04, 

B404200064, 


8404230443 Requests addl info in order to complete review of facility 
reload for Cycle 5. Response requested within 30 days of ltr 
date. 

VARGA, S A. Operating Reactors Branch 1. 84/04/06, DOLAN# J. 

Indiana Michigan Electric Co. DOLAN. J, American Electric Power 

Service Corp. 3pp. 24187, 209. 24X Fi c he : 50-316, 84/04/06# 

8404230443. 


8404230432 Requests fee for review of 820428 application for approval 
of ECCS pump performance within 15 days. 

miller, W. 0. License Fee Management Branch. 84/04/11. DOLAN# U. F. 
American Electric Power Service Corp, Ip. 24187:212. 24X 

Fiche: 50-316, 84/04/ 1 1 , 8404230432. 


8404170324 Forwards Figure 6-2, "Human Engineering Discrepancy 
Evaluation Flow Chart," for insertion as Pages 6-7 of 
detailed control room design review plan. 

ALEXICH,M. P, Indiana Michigan Electric Co. 84/04/12. DENTON. H. R. 

Office of Nuclear Reactor Regulation# Director. 2pp. 24060:068. 

24X Fiche: 50-315, 84/04/12, 8404170324. 


8404200114 Remits fee associated w/NRC review re ECCS sump performance# 
per 840210 request -t-#. provisions of 10CFR170. 22. 

ALEXICH,M. P. Indiana Z^. Michigan Electric Co. 84/04/16. MILLER. W.O. 

License Fee Management Branch, 2pp. 24120:077, 24X 

Fiche: 50-316, 84/04/16, 8404200114, 


8404240174 Forwards response to second set of questions from BNL re 
Cycle 5 SAR# Exxon Nuclear Repts XN-NF-83-85 8< XN~NF-83-85# 

Supp 1 1 , Rev 1. 

ALEXICH,M. P. Indiana Michigan Electric Co. 84/04/19. DENTON# H. R. 

Office of Nuclear Reactor Regulation# Director. 3pp. 24164:047. 

24X Fiche: 50-316, 84/04/19, 8404240174. 


8404260049 Revised application for amend to License DPR“74i provid ing 
addl info on frequency for torque testing ice condenser 
inlet doors S< capability to isolate containment svc air, Rept 
on test dates & drawing of isolation valves end. 

ALEyiCH,M P. Indiana Jt, Michigan Fle-tric Co 84/04/19, DENTON, H. R. 

Office of Nuclear -r •] ^ I.- i vr Director. 15pp. 24208:237. 

24X Fiche: 50-316, 84/04/19, 8404260049. 


8404300023 Application for amend to License DPR-74, consisting of 
proposed emergency change to Tech Spec 3.9.2 re refueling 
operations. 

HERING. R.F. Indiana ?#. Michigan Electric Co. 84/04/24, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24229:046. 

24X Fiche: 50-316, 84/04/24, 8404300023, 


— 8404300026 Proposed emergency Tech Spec change re refueling operations. 
* Indiana Michigan Electric Co. 84/04/24. 2pp, 24229:048. 

24X Fiche: 50-316, 84/04/24, 8404300023. 


Q, Inspection reports, IE Bulletins correspondence 


8404020007 Ack receipt of 840302 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/83-21 & 

50-316/83-22 

SHAFER, W.D. Region 3, Office of Director. 84/03/26. DOLAN# J. E. 
American Electric Power Service Corp. DOLAN. J. E. Indiana St Michigan 
Electric Co Ip. 22835:089, 24X Fiche; 50-315# 84/03/26# 8404020007. 


— 8404020013 Responds to NRC 840203 ltr re violations noted in IE Insp 
Repts 50-315/83-21 & 50-316/83-22, Correc t ive ac t ions : p i p ing 
fy. nozzles checked for b loc kages. Addl testing conducted 
w/increased quantity of Halon discharged. 

ALEXICH. M. P. Indiana Michigan Electric Co. 84/03/02. 

KEPPLER.J. G. Region 3, Office of Director. 22pp, 22835:090. 24X 

Fiche; 50-315, 84/03/26, 8404020007. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency, " Svc list 
enc 1 . 

JORDAN, E L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122, 24X Fi c he : 50-000, 84/03 X28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin, " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness 5< Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York# Inc, 85pp. 22892:145, 24X Fic h e: 50-000, 84/03/28# 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP. Inc Std Bed 
Catalyst, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co, of New 

York# Inc 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29# 8403140247. 


8404170569 Informs that# based on NRC preliminary review of 840308 
application requesting relief from certain ASME Code insp 
requirements# Class I Zt. Ill fees required. 

DIG0S#R.M. License Fee Management Branch. 84/04/04, DOLAN, J. E. 

American Electric Power Service Corp. Ip, 24091:167. 24X 

Fiche: 50-315, 84/04/04, 8404170569. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «#. Engineering 
Response (Post 830103) 84/04/05 Consolidated Edison Co. of New 

York, Inc 149pp, 24X Fiche: 50-000, 04/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ii Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404190185 Forwards IE Insp Repts 50-315/84-02 Zy 50-316/84-02 on 
840121-0312 notice of violation, 

SHAFER# W.D. Region 3, Office of Director, 84/04/05, DOLAN# J. E, 
American Electric Power Service Corp, DOLAN, J, E. Indiana Jk Michigan 
Electric Co. 2pp. 24100,177. 24X Fiche: 50-31 5# 84/04/05# 8404190105. 


— 8404190192 Notice of violation from insp on 840121-0312. 

SHAFER, W, D. Region 3, Office of Director. 84/04/05, Ip, 
24100:179. 24X Fiche: 50-315# 84/04/05# 8404190185. 


— 8404190197 IE Insp Repts 50-315/84-02 Zt 50-316/84-02 on 840121-0312. 
Violation noted: fai lure to implement Procedure 12 THP 4030 
STP. 207# "Ice Condenser Lower Inlet Doors." 

SWANSON# E. R, , HELLER, J. K. # LEEMAN# R. J. Region 3# Office of 
Director, 84/04/03. 11pp. 24100:180, 24X Fiche: 50-315, 64/04/05, 

8404190185. 



156 


DOCKETED ITEMS 


8404170090 Responds to IE Bulletin 83-08^ "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip Sys. " Subj circuit 
breakers not in use other than in reactor trip sys. 

ALEXICH. M. P, Indiana Michigan Electric Co. 84/04/06. 

KEPPLER.J. G. Region 3, Office of Director. 2pp. 24050:306. 24X 

Fiche: 50-315. 84/04/06, 8404170090. 


8404160110 Ack receipt of updated regulatory perf ormance improvement 
plan submitted U//840223 Itr.Plan reviewed Zt contains 
essential elements to improve util regulatory performance 
for plant. 

KEPPLER.J. G. Region 3, Office of Director. 84/04/10. DOLAN, J. E. 
American Electric Power Service Carp. DOLAN, J. E. Indiana & Michigan 
Electric Co. Ip. 24039:313. 24X Fiche: 50-31 5. 84/04/10. 8404160110. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of h4RC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of Neui York, Inc. 

S6pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements fay Radiography Licensees." Svc list end. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees," Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp, 24163:205. 24X Fi che : 50-000. 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co of New York, Inc. 

89pp. 24163:292. 24X Fi che: 50-000, 84/04/ 1 7. 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fi che: 50-000, 84/04/17, 8403140280. 


8403140234 IE Info Notice 84-30, "Discrepanci es in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/18 Consolidated Edison Co. of New 

York, Inc 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propy lene Rubber Seals 
& Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:119. 24X Fiche: 50-000, 84/04/ IB, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). S4/04/1S. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/ 18, S404J.30404. 


8404260396 Confirms 840508 meeting between JG Keppler & P White to 
discuss regulatory performance improvement program for 
facility, per 040403 telcon. 

NORELIUS, C. E. Division of Project Zk Resident Programs. 84/04/19, 
DOLAN, J.E. American Electric Power Service Corp. DOLAN, J. E, 
Indiana & Michigan Electric Co. Ip. 24203:310. 24X 

Fiche; 50-315, 84/04/19, 8404260396. 


8404160130 IE Info Notice 84—33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc, 119pp. 24285:015. 24X Fiche- 50-000, 84/04/20, 8404160130. 


8404270200 Ack receipt of 840413 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/84-05 S, 

50-316/84-05. 

PAPER lELLQ, C. J. Region 3, Office of Director. 84/04/24. DOLAN, J. E. 

American Electric Power Service Corp. DOLAN, J. E. Indiana & 
Michigan Electric Co. Ip. 24215:294. 24X Fiche : 50-315, 84/04/24, 

8404270200. 


— 8404270205 Responds to NRC 840314 Itr re violations noted in IE Insp 
Repts 50-315/84-05 50-316/84-05, Correct ive actions: 

emergency planning procedure telephone number lists 
verified emergency action levels reviewed. 

ALEXICH.M. P. Indiana it Michigan Electric Co. 84/04/13. 

KEPPLER, J.G. Region 3, Office of Director. 5pp. 24215:295. 24X 

Fiche: 50-315, 84/04/24, 8404270200. 


S. Reportable occurrences. LERs & related correspondence 


8404190326 NPDES noncompliance not i f i cati on : o n 840224 8< 0313, d i sc over ed 
high iron concen tra t i on in backup heating boiler blowdown. 

Rept required by 820506 Amend 54 to License DPR-5S S'. Amend 
40 to License DPR-74. 

SMITH, W. G. Indiana Michigan Electric Co. 84/04/05. KEPPLER, J. G. 
Region 3, Office of Director. ZUGG£R,° D Michigan, State of. 2pp. 
24094:001. 24X Fi c he : 50-31 5, B4/C- .'CS, p-C- 1 vC-jws 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS & K-4, OOOS circuit b rea k ers. Report ed in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D, Brown Boveri Corp (subs, of Brown Boveri St Co., Ltd.). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fi che; 50-000, 84/04/16, 8404200323. 


8404270045 LER 84-004-00; on 840320, ice condenser ice baskets determined 
below Tech Spec value of 1,220 lbs. Baskets will be emptied St 
ref i 1 led. Final rept will be submitted at completion of 
program, W/840419 Itr. 

BLIND, A. A., SMITH, W.G. Indiana & Michigan Electric Co, 84/04/19. 

2pp. 24217:045. 24X Fi c h e: 50-316, 84/04/19, 8404270045. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees S< 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D G, Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000, 84/04/02, 8404020019. 


8404120163 Requests that util provide encl ref matl by 840423, for 
operator licensing requal if i cation program evaluation 
scheduled for wk of 840618. Info needed to adequately prepare 
examiner for evaluation process, 

WALKER, R. D. Region 3, Office of Director. 84/04/06. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana S< Michigan 
Electric Co. 3pp. 24014:350. 24X Fi che : 50-31 5, 84/04/06, 8404120163. 


8404170513 Discusses requirements for admin i s trat i on of operator St 
senior operator licensing exams at f ac i 1 i t y . Wr i tten & oral 
exams scheduled for uk of 840618. List of requirements encl. 

WALKER, R.D, Region 3, Office of Director. 84/04/11. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. 5pp. 24058:263. 24X Fi che : 50-31 5, 84/04/1 1, 84041 70513. 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8404090077 Forwards exemption from 10CFR50. 49 & 10CFR50, App R in 
response to 831121 request re use of 3 h fire rated barriers 
to separate components of redundant sys required for safe 
shutdown. 

MILLER, J.R. Operating Reactors Branch 3. 84/03/15. LUNDVALL, A. E. 

Baltimore Gas S< Electric Co. 2pp. 22971:202. 24X 

Fiche; 50-317, 84/03/15, 8404090077. 


— 8404090081 Exemption from requirements of 10CFR50. 48 St 10CFR50, App R r 
use of 3 h fire rated barriers to separate components of 
redundant sys required for safe shutdown S( automatic fixed 
fire suppression sys for areas containing equipment. 

EISENHUT, D. G. Division of Licensing. 84/03/15, Baltimore Gas & 
Electric Co. 8pp. 22971:204. 24X Fich e ; 50-31 7. 84/03/15, 

8404090077. 


8404060059 Discusses review of 831024 St 840203 amend applications re 
training S< qualif ication plan St physical security plan S< 

NUREG-0737, I tern II. F. 1.1. Based on review, re fund of sp4, 800 
appropr iate. 

MILLER, W,0, License Fee Management Branch. 84/03/20. LUNDVALL, A. E. 

Baltimore Gas St Electric Co. 2pp. 22935:345. 24X 

Fiche: 50-317, 84/03/20, 8404060059. 


8404120311 Forwards IE Insp Repts 50-317/84-03 St 50-318/84-03 on 
840215—0313 St notice of violation. 

STAROSTECKI, R. Division of Project St Resident Programs. 84/03/26. 
LUNDVALL, A. E. Baltimore Gas Electric Co. 2pp, 24021:281 24X 
Fiche: 50-317,84/03/26, 8404120311, 
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—8404120316 IE Insp Repts 50-317/84-03 & 50-318/84-03 on 840215-0313, 
Violations noted ; fa i 1 ur e to properly implement tagout for 
oxygen analyzer & to perform adequate revieu for proper sys 
r ea 1 i gnment. 

ARCHITZEL. R. E. , TR IMBLE, D. C, . WEIMZ INGER, E. C, Region 1. Office of 
Director. 84/03/22 14pp, 24021:285. 24X Fi c h e : 50-317, 84/03/26, 

8404120311, 


8404160010 Forwards safeguards info Info withheld (ref 10CFR73. 21). 
O'CONNOR, B. F. Baltimore Gas Z>. Electric Co. 84/04/11. MILLER, J. R. 
Operating Reactors Branch 3. Ip, 24043:091. 24X 

Fiche: 50-317, 84/04/11, 8404160010. 


8404180123 Forwards State of MD emergency mgt civil defense agency 
schedule of corrective actions for deficiencies noted in 
830914 exercise of offsite radiological emergency plans. 

Region III will review actions. 

KRIMM,R.W. Federal Emergency Management Agency. 84/04/12. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 12pp, 24077:224. 24X Fiche: 50-317, 

84/04/12. 8404180123 


8404300263 Advises that dry, fire supp-ression agent used in areas where 
computers located, per 840330 request-. No computers located in 
vicinity of Corridor 110 reactor coolant makeup Room 216A. 

EISENHUT, D, G. Division of Licensing 84/04/19. SCHIFF, C. J. Keep 
Steering Committee Ip 24255 3^5 24X F iche : 50-317, 84/04/19, 

8404300263, 


0. Adjudicatory correspondence 


8404200105 Forwards Amend 91 to License DPR-53 safety evaluation. 
Amend allows use of alternate remote shutdown instrument 
(wide range neutron f lux ). Related correspondence. 

JAFFE. D. H, Operating Reactors Branch 3. DSB 679. 84/04/16. 

LUNDVALL, A. E. Baltimore Gas Electric Co. 9pp, 24119:277. 24X 

Fiche: 50-317, 84/04/16, 8404200105. 


P. Operating license stage documents correspondence 


8404110038 Forwards Amends 90 fk 71 to Licenses DPR-53 S< DPR-69, 
respectively 8< safety eva 1 uat i on, Amend s revise limiting 
condition for operation surveillance requirements for 
control element assembly position indicator channels. 

JAFFE, D.H, Operating Reactors Branch 3. 84/03/16. LUNDVALL. A. E. 

Baltimore Gas Si Electric Co, 2pp, 24006:165. 24X 

Fiche: 50-317, 84/03/16, 8404110038. 


— 8404110043 Amends 90 71 to Licenses DPR-53 DPR-69, respectively, 

revising limiting condition for operation surveillance 
requirements for control element assembly position 
indicator channels. 

MILLER, J.R. Operating Reactors Branch 3. 84/03/16. 12pp. 

24006:167, 24X F i c h e : 50-317, 84/03/ 16, 84041 10038. 


— 8404110046 Safety evaluation supporting Amends 90 71 to Licenses 

DPR-53 DPR-69, r es p ec t ive 1 y 

Office of Nuclear Reactor Rf o 1 at i . r^-e-t-cr 84/03/16. 8pp. 
24006: 179. 24X Fiche: 50-317- 6-' -'-I':/ I , F- ; iC'.ME 


S404240507 Forwards draft, "Evaluation of Effects of Calvert Cliffs 
Nuclear Power Station Electric Power, Compre ssed Air Si 
Cooling Water Sys Failures on Pressurized Thermal Shock 
Event Sequences. " 

SELBY, D. L. Oak Ridge National Laboratory, 84/03/19. JOHNSON, C. E. 
NRC - No Detailed Affiliation Given. Ip, 24197:092. 24X 

Fiche: 50-317, 84/03/19, 8404240507. 


— 8404240513 Draft, "Evaluation of Effects of Calvert Cliffs Nuclear 
Power Station Electric Power, Compressed Air Coaling Water 
Sys Failures on Pressurized Thermal Shock Event Sequences. " 
MCBRIDE, A. Science Applications, Inc. FIN B-0468. 84/03/17 

NRC - No Detailed Affiliation Given, 72pp. 24197:093, 24X 

Fiche : 50-317, 84/03/19, 8404240507, 


8404060059 Discusses review of 831024 840203 amend applications re 

training & qualification plan 5k physical security plan fy 
NUREG-0737, Item 1 1, F. 1 . 1 . Based on review, re fund of »4. 800 
appropriate. 

MILLER, W, 0. License Fee Management Branch. 84/03/20. LUNDVALL, A. E. 

Baltimore Gas Electric Co, 2pp. 22935: 345, 24X 

Fiche: 50-317, 84/03/20, 8404060059, 


8404110211 Forwards SER on Multi-Plant Action C-14 re seismic 
qualification of auxiliary feedwater sys, Sys meets 
requirements for safe shutdown earthquake level of seismic 
capability per Generic Ltr 81-14. 

MILLER, J. R, Operating Reactors Branch 3. 84/03/21. LUNDVALL, A. E. 

Baltimore Gas 8< Electric Co. 2pp. 24000:352. 24X 

Fiche: 50-317, 84/03/21 , 84041 1021 1 . 


— 8404110214 SER on Multi-.Plant Action C-14 re seismic qualification of 
auxiliary feedwater sys, 

* Office of Nuclear Reactor Regulation, Director, 84/03/21. Spp. 
24000:354. 24X Fi c h e ; 50-31 7, 84/03/21 . 84041 102 1 1 . 


8404110606 Notification of S4032B , meeting w/util in Bethesda, MD to 
discuss radiological ETS. 

JAFFE, D. H. Operating Reactors Branch 3. 84/03/26. MILLER, J. R, 

Operating Reactors Branch 3 2pp. 24025.009. 24X 

Fiche: 50-317, 84/03/26, 8404110606 


8404240487 Forwards viewgraphs entitled," Calvert Cliffs-1 Overcooiing 
Sequence P,T, h Estimation - Current Status. " 

SELBY, D.L. Oak Ridge National Laboratory, 84/03/27. JOHNSON- C, E 
NRC - No Detailed Affiliation Given. Ip. 24197:226. 24X 

Fiche: 50-317, 84/03/27, 8404240487. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs ?< holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing. Svc list end. 

El SENHUT, D. G. Division of Licensing. B4/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404120270 Application for amend to License DPR~53, chang ing Tech Spec 
Table 3.3-9 re remote shutdown monitoring instrumentation. 

LUNDVALL, A. E. Baltimore Gas ?y Electric Co. 84/04/04. MILLER, J, R, 
Operating Reactors Branch 3. 4pp. 24012 034. 24X 

Fiche: 50-317, 84/04/04, 8404120270. 


— 8404120273 Proposed changes to Tech Spec Table 3,3-9 re remote shutdown 
monitoring instrumentation. 

* Baltimore Gas I'. Electric Co 84/04/04. Ip. 24012:038, 24.X 

Fiche : 50-317, 84/04/04, 84C4 120270, 


8404300062 Forwards FR notice of consideration of issuance of amends to 
Licenses DPR-53 ?, DPR-69 opportunity for hearing re util 
830920 application for revised limiting conditions for 
operation for containment air recirculation !< cooling vents. 

MILLER, J.R. Operating Reactors Branch 3. 84/04/06. LUNDVALL, A, E. 

Baltimore Gas Electric Co. 2pp, 24230:259. 24X 

Fiche. 50-317, 84/04/06, 8404300062, 


— 8404300065 Notice of c ons i d era t i on of issuance of amends to Licenses 
DPR-53 -?< DPR-69 5- proposed NSHC determination ik opportunity 
for hearing re operability of air recirculation & cooling 
units. 

MILLER, J. R. Operating Reactors Branch 3 84/04/06. 4pp, 

24230:261. 24X Fiche 50-317, 84/04/06, 8404300062. 


8404160182 Application to amend Licenses DPR-53 ?< DPR-69, Amends revise 
Tech Specs to reflect minor title & responsibility changes St 
incorporate containment high-range radiation monitors, per 
Generic Ltr 83-37. 

LUNDVALL, A, E, Baltimore Gas fy Electric Co. 84/04/09, MILLER, J. R, 
Operating Reactors Branch 3 llpp. 24042: 125. 24.X 

Fiche: 50-317, 84/04/09, 8404160182 


— 8404160193 Proposed Tech Specs reflecting minor title S, responsibility 
changes &: incorp orat ing containment high-range radiation 
monitors ?< main vent wide-range noble gas effluent monitors, 
per Generic Ltr 83-37. 

* Baltimore Gas i- Electric Co. 84/04/09. 26pp. 24042; 137. 24X 

Fiche: 50-317,84/04/09, 8404160182. 


8404170387 Forwards "Reactor Vessel Level Monitoring Sys Licensing 
Rept, " per Generic Ltr 82-28 util 831026 ltr. 

LUNDVALL, A, E. Baltimore Gas ?y Electric Co. 84/04/10. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 24062:089. 24X 

Fiche: 50-317, 84/04/10, 8404170387. 


— 8404170391 "Reactor Vessel Level Monitoring Sys Licensing Rept. " 

» Baltimore Gas 4; Electric Co, 84/04/30. 22pp. 24062:090. 24X 

Fiche: 50-317, 84/04/10, 8404170387. 


8404300130 Summary of 840316 meeting w/util it INEL re status of environ 
qualif xcation of electric equipment. 

JAFFE, D. H. Operating Reactors Branch 3. 84/04/11. Operating 
Reactors Branch 3. 19pp, 24253:170. 24X Fiche: 50-317, 84/04/ L , 
8404300130. 


8404270153 Forwards status of Generic Ltr 83-37 Tech Spec changes 
requested in 840413 te 1 c on, i ncl ud ing list of changes not yet 
requested, schedule of expected submittal dates St list of 
changes submitted, b ut not yet issued by NRC. 

LATHAM, D. W. Baltimore Gas Electric Co, 84/04/24. JAFFE, D. H 
Operating Reactors Branch 3. 3pp. 24215:261. 24X 

Fiche; 50-317, 84/04/24, 8404270153. 
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Q. Inspection reports. IE Bulletins & correspondence 


8404170106 Responds to IE Bulletin 83-08 re electrical circuit breakers 
lu/under voltage trip features in use in saf e ty-re lated 
applications other than reactor trip sys, Breakers not in use 
in saf ety-re lated eciuipment at facilities. 

LUNDVALL. A. E. Baltimore Gas & Electric Co. 84/03/21. MURLEV. T. E. 
Region 1. Office of Director. 2pp. 24051; 222. 24X 

Fiche: 50-317, 84/03/21. 8404170106. 


8404170099 Forwards response to IE Bulletin 83-07. “Apparently 
Fraudulent Products Sold By Ray Miller. Inc. " Companies 
listed in bulletin supplying matls it svcs to facility, 
affected sys & safety-related applications listed, 

LONDVALL, A. E. Baltimore Gas Electric Co. 84/03/22. MLTRLEV, T. E. 

Region 1. Office of Director. 13pp. 24050; 288. 24X 

Fiche: 50-317, 84/03/22. 8404170099. 


8404120311 Forwards IE Insp Repts 50-317/84-03 50-318/84-03 on 
840215-0313 S; notice of violation, 

STAROSTECKI. R. Division of Project -St Resident Programs. 84/03/26, 
LUNDVALL, A, E. Baltimore Gas Electric Co. 2pp. 24021:281, 24X 
Fiche: 50-317. 84/03/26. 8404120311. 


— 8404120313 Notice of violation from insp on 840215-0313. 

Region 1. Office of Director. 84/03/26. 2pp. 24021:283. 24X 

Fiche; 50-317, 84/03/26. 8404120311. 


—8404120316 IE Insp Repts 50-317/84-03 Zt 50-318/84-03 on 840215-0313. 
Violations noted : fa i lure to properly implement tagout for 
oxygen analyzer to perform adequate review for proper sys 
realignment. 

ARCHITZEL. R. E. , TRIMBLE. D. C. , WENZINGER, E. C, Region 1. Office of 
Director. 84/03/22. 14pp. 24021:285. 24X Fi che: 50-317, 84/03/26, 

8404120311. 


8402090047 IE Info Notice 84-05, Rev 1, “Exercise Frequency." Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fic he : 50-000. 84/03/28. B402090047. 


8403140241 IE Info Notice 84-21, “Inadequate Shutdown Margin." Svc list 
enc I. 

JORDAN, E. L, Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. SSpp, 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22. “Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness !< Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231, 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404160200 Responds to IE Bulletin 82-02 re insp of threaded fasteners 
in RCPB of PWR p lants. Procedures reviewed Sc updated & steam 
generator manway studs Sc check valves examined. Action Item 4 
c losed, 

LUND9ALL, A, E. Baltimore Gas & Electric Co, 84/03/30. HURLEY, T. E 
Region 1, Office of Director. 13pp. 24042:163. 24X 

Fiche: 50-317, 84/03/30,8404160200. 


8403140259 IE Info Notice 84-24, "Physical Qual i f ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fiche; 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, “Results of NRC-Sponsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche; 50-000, 84/04/05, 8403140263, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York. Inc. 

S6pp. 24189:001. 24X Fi che; 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8, Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
B30103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

B6pp. 24163:205. 24X Fi che : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, “Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi ch e : 50-000, 84/04/ 1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness ?! Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140230. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping ?! Mat! 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness ?! Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/ 18, 8403140284. 


8403140286 IE Info Notice 84-31, “Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:119. 24X Fiche; 50-000, 84/04/18, 8403140286 


8404130404 IE Info Notice 84-32, "Auxiliary Fesdu/ater Sparger it Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). S4/04/1S. Consolidated Edison Co. of New 

York, Inc. 119pp, 24195:343. 24X Fiche; 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ?! Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp, 24285:015. 24X Fiche : 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports ?< related c orre sp ond enc e 


8404060183 "Radiological Environ Monitoring Program Annual Rept, 1983. " 
W/S40327 Itr. 

FUHRMAN, G. R, , BARTAL, L. J, , RAFI, A, Baltimore Gas St Electric Co 
83/12/31. 54pp. 22925:216. 24X Fiche: 50-317, 83/12/31 , 8404060183. 


8404190371 Monthly operating repts for Mar 1984. W/840413 Itr. 
BEWLEY, E. K. Baltimore Gas ?! Electric Co, 84/03/31. 11pp. 

24094:007. 24X Fi c he : 50-317, 84/03/31 , 84041 90371 . 


S. Reportable occurrences, LERs ?! related correspondence 


8404050070 Updated LER 83-046/0 1 X-1 : on 830816, swing diesel generator 12 
shut down on loss of fuel oil during survei 1 lane e. Caused by 
isolation of day tank level switches, preven ting fuel oil 
transfer pump ?! low level alarm actuation. W/S40330 Itr, 

RAYNOR, J. W. , RUSSELL, L.B. Baltimore Gas ?! Electric Co. 84/03/30. 

2pp. 22901:068. 24X Fi ch e: 50-317, 84/03/30, 8404050070. 


8404050133 Updated LER S1--058/03X-1 : on 810721 , emergency diesel 
generator 12 to 4 kV bus 21 ou t-of-sve. Caus ed by stuck 
auxiliary contact in emergency diesel generator 12 output 
breaker to 4 kV bus 14. Switch rep laced. W/840330 Itr. 

PAVIS, G. S. , RIZZO, D.G., ANDROSIK, R. Baltimore Gas it Electric Co. 
84/03/30. 3pp. 22900:071. 24X Fi c he: 50-3 17, 84/03/30, 84040501 33. 


8404090213 Forwards NPDES noncompliance notif ication: on 840329, vi ol ent 
storm caused grass t-. other debris to be swept by waves it 
high winds into water bo xes, restricting flow of cooling 
water & increasing temp. Debris cleared & temp decreased. 

RUSSELL, L.B. Baltimore Gas it Electric Co. 84/04/02. SCHMIDT, B. 
Environmental Protection Agency. 2pp. 22940: 148, 24X 

Fiche: 50-317, 84/04/02, 8404090213. 


8404130231 Updated LER 83-014/03X-1: on 83031 1 , charg ing pump 13 
developed packing leak it i solated. Caused by overfilling 
crankcase w/oil. Piping modified to assure drainage it oil 
addition procedures r evi s ed. W/840409 Itr. 

REID, K. A., RUSSELL, L. B. Baltimore Gas & Electric Co. 84/04/09. 
3pp. 24028:083. 24X Fic h e: 50-317, 84/04/09, 8404130231 . 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turb ine. Bushing will be staked to lock in place if installed 
Sc replacement guides will be sent to customers. 

THEROUX, R.R, Terry Corp. 84/04/09. EBMETER, S. Region 1, Office of 
Director, 6pp. 24060:247. 24X Fiche; 50-000, 84/04/09, 9404170296. 
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V, Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021. "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT. D. G. Division of Licensing, 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency fire protection plans 


8404090077 Forwards exemption from 10CFR50. 48 8< 10CFR50, App R in 
response to 931121 request re use of 3 h fire rated barriers 
to separate components of redundant sys required for safe 
shutd own. 

MILLER, U. P. Operating Reactors Branch 3. 84/03/15. LUNDVALL, A. E. 

Baltimore Gas & Electric Co. 2pp, 22971:202. 24X 

Fiche: 50-317, 84/03/15, 8404090077. 


— 8404090001 Exemption from requirements of 10CFR50. 48 ?< 10CFR50, App R re 
use of 3 h fire rated barriers to separate components of 
redundant sys required for safe shutdown St automatic fixed 
fire suppression sys for areas containing equipment. 

EISENHUTi D. G, Division of Licensing. 84/03/15, Baltimore Gas & 
Electric Co, 8pp. 22971:204. 24X Fi ch e ; 50-31 7, 84/03/1 5, 

8404090077. 


8404060059 Discusses review of 831024 840203 amend applications re 

training qualification plan physical security plan & 

NUREG-0737, Item 1 1 . F. 1 . 1 , Based on r e vi ew, r e f und of *4,800 
ap propr ia te, 

MILLER, W. 0, License Fee Management Branch. 84/03/20. LUNDVALL. A. E. 

Baltimore Gas St Electric Co. 2pp. 22935:345. 24X 

Fiche; 50-317, 84/03/20, 8404060059. 


8404120311 Forwards IE Insp Repts 50-317/84-03 St 50-318/84-03 on 
840215-0313 & notice of violation. 

STAROSTECKI, R. Division of Project St Resident Programs. 84/03/26. 
LUNDVALL, A. E, Baltimore Gas St Electric Co, 2pp. 24021:281. 24X 
Fiche, 50-317, 84/03/26, 8404120311. 


—8404120316 IE Insp Repts 50-317/84-03 St 50-318/84-03 on 840215-0313. 
Violations noted ; fai lure to properly implement tagout for 
oxygen analyzer St to perform adequate review for proper sys 
real i gnment, 

ARCHI TZEL, R. E. Region 1, Office of Director. 84/03/22 14pp. 

24021:285. 24X Fi c h e ; 50-31 7, 84/03/26, 840412031 1 . 


8404160010 Forwards safeguards info. Info withheld (ref 10CFR73 21). 

0 'CONNOR, B. F. Baltimore Gas St Electric Co. 84/04/11. MILLER, J. R. 
Operating Reactors Branch 3. Ip, 24043:091. 24X 

Fiche: 50-317, 84/04/11, 8404160010. 


8404180123 Forwards State of MD emergency mgt St civil defense agency 
schedule of corrective actions for deficiencies noted in 
830914 exercise of offsite radiological emergency plans. 

Region III will review actions. 

KRIMM, R.W. Federal Emergenr,, Mar>3qp.,T,en+ Acenry. 04/04/12. 

JORDAN, E. L. Division of t-.o-r,erfy :-ei; ijt-p .i nes s St Engineering 
Response (Post 830103). 2‘-C77 rj2‘T 2'iX Fic he; 50-317, 

84/04/12, 8404180123. 


8404300263 Advises that dry, fire suppression agent used in areas where 
computers located, per 840330 request. No computers located in 
vicinity of Corridor 110 & reactor coolant makeup Room 216A. 

EISENHUT, D. G. Division of Licensing. 84/04/19. SCHIFF, C. J. Keep 
Steering Committee. Ip. 24253:345, 24X Fi che : 50-317, 84/04/19, 

8404300263, 


P. Operating license stage documents St correspondence 


8404110038 Forwards Amends 90 St 71 to Licenses DPR-53 St DPR-69, 
respectively St safety evaluation. Amends revise limiting 
condition for operation St surveillance requ irements for 
control element assembly position indicator channels. 

JAFFE, D, H. Operating Reactors Branch 3. 84/03/16. LUNDVALL, A. E. 

Baltimore Gas 8< Electric Co. 2pp. 24006: 165. 24X 

Fiche; 50-317, 84/03/16, 8404110038. 


— 840<!110043 Amends 90 St 71 to Licenses DPR-53 St DPR-69, respectively, 
revising limiting condition for operation St surveillance 
requirements for control element assembly position 
indicator channels. 

MILLER, J. R. Operating Reactors Branch 3, 84/03/16. 12pp. 

24006:167. 24X Fi ch e : 50-31 7, 84/03/16, 84041 10038. 


— 8404110046 Safety evaluation supporting Amends 90 St 71 to Licenses 
DPR-53 St DPR-69, r esp ec t i ve 1 y . 

* Office of Nuclear Reactor Regulation, Director. 84/03/16. 8pp. 
24006:179. 24X Fiche: 50-317, 84/03/16. 84041 10038. 


8404240507 Forwards draft, "Evaluation of Effects of Calvert Cliffs 
Nuclear Power Station Electric Power, Compre ssed Air 8< 

Cooling Water Sys Failures on Pressurized Thermal Shock 
Event Sequences. " 

SELBY.D.L. Oak Ridge National Laboratory. 84/03/19. JOHNSON, C. E 
NRC - No Detailed Affiliation Given, Ip. 24197:092, 24X 

Fiche; 50-317, 84/03/19, 8404240507. 


— 8404240513 Draft, "Evaluation of Effects of Calvert Cliffs Nuclear 
Power Station Electric Power , Compressed Air St Cooling Water 
Sys Failures on Pressurized Thermal Shock Event Sequences." 
MCBRIDE, A. Science Applications, Inc. FIN B-0468, 84/03/19. 

NRC - No Detailed Affiliation Given. 72pp. 24197:093. 24X 

Fiche; 50-317, 84/03/19, 8404240507. 


8404060059 Discusses review of 831024 Sf 840203 amend applications re 
training <5. qual if ication plan physical security plan & 

NUREG-0737, Item II. F, 1. 1 Based on revi ew, re f und of *4,800 
appropriate. 

MILLER, W.O. License Fee Management Branch, 84/03/20. LUNDVALL. A, E. 

Baltimore Gas St Electric Co. 2pp. 22935:345. 24X 

Fiche: 50-317, 84/03/20, 8404060059 


8404110211 Forwards SER on Multi-Plant Action C-14 re seismic 
qualif ication of auxiliary feedwater sys. Sys meets 
requirements for safe shutdown earthquake level of seismic 
capability per Generic Ltr 81-14, 

MILLER, J. R. Operating Reactors Branch 3. 84/03/21. LUNDVALL, A. E. 

Baltimore Gas S' Electric Co. 2pp. 24000:352. 24X 

Fiche: 50-317, 84/03/21,8404110211. 


— 8404110214 SER on Multi-Plant Action C-14 re seismic qua 1 i f i cat i on of 
auxiliary feedwater sys. 

* Office of Nuclear Reactor Regulation, Director. 84/03/21. Spp- 
24000:354. 24X Fi ch e : 50-317, 84/03/21 , 84041 1021 1. 


8404020101 Application to amend License DPR-69, c hang in g Tech Spec 
Pages 3/4 6-23 Ss 3/4 6-25 Sy adding 3/4.6. l.S S< 3/4.9. 14 
to reflect addition of safety injection actuation signal. 

NSHC determinat i on requested. 

LUNDVALL, A. E. Baltimore Gas Electric Co. 84/03/26. MILLER, J. R, 
2'?-atirc T-r-n.-'i 3 22838:174. 24X 


— 8404020106 Proposed Tech Spec replacing Pages 3/4 6-23 & 3/4 6-25 S< 
adding 3/4 6. 1 8 S< 3/4 9. 14 to reflect addition of safety 
injection actuation signal to containment hydrogen purge 
outlet valves. 

# Baltimore Gas Electric Co. 84/03/26. 9pp. 22838:178. 24X 

Fiche: 50-318, 84/03/26, 8404020101. 


0404110606 Notification of 840328 meeting w/util in Bethesda, MD to 
discuss radiological ETS. 

JAFFE, D. H. Operating Reactors Branch 3, 84/03/26. MILLER, J. R. 

Operating Reactors Branch 3. 2pp, 24025:009. 24X 

Fiche: 50-317, 84/03/26,8404110606. 


8404130175 Forwards Amend 72 to License DPR~69 Sy safety evaluation. 
Amend revises limits on shutdown margin moderator temp 
coefficient to accommodate new steam line break analysis. 

JAFFE, D. H. Operating Reactors Branch 3. 84/03/27. LUNDVALL, A. E. 

Baltimore Gas Electric Co. 2pp. 24044; 154, 24X 

Fiche: 50-318, 84/03/27,8404130175, 


— '8404130189 Amend 72 to License DPR-69, revi s i ng limits on shutdown 
margin ?< moderator temp coefficient to accommodate new 
steam line break analysis. 

MILLER, J.R. Operating Reactors Branch 3. 84/03/27. 9pp. 

24044:156, 24X Fiche; 50-318, 84/03/27, 8404130175. 


— 8404130192 Safety evaluation c: =3Trti-r; Amend 72 to License DPR-69. 

* Office of Nuclear Reacto- R c : j a ■: i o n > Director. 84/03/27. 3pp, 
24044:165, 24X Fiche: 50-3:r -R-V' 0:-,',:7. -3404130175. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs S< holders of CPs re interim procedures 
for NRC mgt of plant-specific backf i tting, Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04,8404040256. 


6404300062 Forwards FR notice of consideration of issuance of a.menda to 
Licenses DPR~53 ?y DPR-69 !< opportunity for hearing re util 
830920 application for revised limiting conditions for 
operation for containment air recirculation Z>, cooling vents. 

MILLER, J. R. Operating Reactors Branch 3, 84/04/06, LUNDVALL, A. E 

Baltimore Gas Zi Electric Co. 2pp. 24230:259, 24X 

Fiche. 50-317, 84/04/06, 8404300062. 
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— 8404300065 Notice of cons ideration of issuance of amends to Licenses 
DPR-53 & DPR-69 ?( proposed NSHC determination ?< opportunity 
for hearing re operability of air recirculation St cooling 
units. 

MILLERjJ. R, Operating Reactors Branch 3. 84/04/06, 4pp. 

24230:261. 24X Fiche: 50-317, 84/04/06, 8404300062, 


8404160182 Application to amend Licenses DPR-53 St DPR-69. Amend s revise 
Tech Specs to reflect minor title St responsibility changes St 
incorporate containment high-range radiation monitors. per 
Generic Ltr 83-37. 

LUNDVALL, A. E. Baltimore Gas -St Electric Co. 84/04/09. MILLER, J. R. 
Operating Reactors Branch 3. Hpp- 24042: 125. 24X 

Fiche: 50-317, 84/04/09, 8404160182. 


— ^8404160193 Proposed Tech Specs reflecting minor title 8t responsibility 
changes St incorporating containment high — range radiation 
monitors St main vent uiide-range noble gas effluent monitors, 
per Generic Ltr 83-37. 

* Baltimore Gas -St Electric Co. 84/04/09. 26pp. 24042:137. 24X 

Fiche: 50-317,84/04/09. 8404160182. 


8404170387 Foruards "Reactor Vessel Level Monitoring Sys Licensing 
Rept, " per Generic Ltr 82-28 St util 331026 ltr 

LUNDVALL, A, E, Baltimore Gas .St Electric Co. 84/04/10. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 24062:089. 24X 

Fiche: 50-317. 84/04/10, 8404170387. 


— 8404170391 "Reactor Vessel Level Monitoring Sys Licensing Rept " 

ii- Baltimore Gas i: Electric Co. 84/04/30. 22pp. 24062:090. 24X 

Fiche: 50-317. 84/04/10. 8404170387. 


8404300130 Summary of 840316 meeting u/util -St INEL re status of environ 
qual i f i cati on of electric equipment. 

JAFFE.D.H. Operating Reactors Branch 3. 84/04/11. Operating 
Reactors Branch 3. 19pp, 24253:170. 24X Fiche: 50-317, 84/04/11, 
840^300130. 


8404270153 Foruards status of Generic Ltr 83-37 Tech Spec changes 
requested in 840413 telcon, including list of changes not yet 
requested, schedule of expected submittal dates .?« list of 
changes submitted, but not yet issued by NRC. 

LATHAM. D. W. Baltimore Gas S'. Electric Co, 84/04/24, JAFFE.D.H. 
Operating Reactors Branch 3. 3pp. 24215:261. 24X 

Fiche: 50-317. 84/04/24. 8404270153. 


Q, Inspection reports, IE Bulletins S< correspondence 


8404170106 Responds to IE Bulletin 83-08 re electrical circuit breakers 
u/undervoltage trip features in use in safety-related 
applications other than reactor trip sys. Breakers not in use 
in safety-related equipment at facilities, 

LUNDVALL, A. E. Baltimore Gas Electric Co. 84/03/21, MURLEY, T. E. 
Region 1, Office of Director. 2pp. 24051:222. 24X 

Fiche: 50-317, 84/03/21, 8404170106. 


S404170099 Foruards response to IE Bulletin 83-07. "Apparently 
Fraudulent Products Sold By Ray Miller, Inc. " Companies 
listed in bulleti-. su: = : ■/ : -.g matls 5t svcs to facility, 
affected sys S< n'.A-.t-d applications listed. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/03/22. MURLEY. T. E. 
Region 1, Office of Director, 13pp. 24050:288. 24X 

Fiche: 50-317, 84/03/22. 8404170099. 


8404120311 Foruards IE Insp Repts 50-317/84-03 Si 50-318/84-03 on 
840215-0313 Si notice of violation. 

STAROSTECKI. R. Division of Project Si Resident Programs, 84/03/26. 
LUNDVALL, A, E. Baltimore Gas Si Electric Co 2pp, 24021:281. 24X 
Fiche; 50-317, 84/03/26, 8404120311, 


— 8404120313 Notice of violation from insp on 840215-0313. 

* Region 1, Office of Director. 84/03/26. 2pp. 24021:283. 24X 

Fiche: 50-317, 84/03/26. 8404120311, 


—8404120316 IE Insp Repts 50-317/84-03 & 50-318/84-03 on 840215-0313. 
Violations noted; failure to properly implement tagout for 
oxygen analyzer Si to perform adequate revieu for proper sys 
real i gnment. 

ARCHITZEL.R. E. , TRIMBLE, D. C. , WENZINGER, E. C. Region 1, Office of 
Director. 84/03/22. 14pp. 24021:285. 24X Fi che; 50-317, 84/03/26, 

8404120311. 


8402090047 IE Info Notice 84-05. Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of Neu 

York, Inc. 138pp, 22933:122. 24X Fi che: 50-000, 84/03/23, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1. 

JORDA.N, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of Neu 

York. Inc. 85pp. 22392:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. I26pp. 22892:231, 24X Fiche: 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices, " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S>. Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc, 103pp, 24066:164. 24X Fiche; 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of Neu York, Inc. 

86pp. 24189:001. 24X Fi ch e : 50-000, 84/04/ 1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16 Consolidated Edison Co. of Neu York, Inc. 

114pp. 24X Fiche. 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of (SA, Safeguards S> Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of Neu York. Inc. 

B6pp. 24163:205. 24X Fi c h e ; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J, N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of Neu York. Inc. 

e9pp. 24163:292 24X Fi c he . 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29. "GE Magne-Blast Circuit Breaker 
Problems " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of Neu 

York. Inc. 129pp. 24188:237, 24X Fi c he : 50-000, 84/04/17, 8403140280. 


8403140234 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of Neu 

York. Inc. 117pp, 24188.001, 24X Fi c he ; 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31* "Increased Stroking Time of Bettis 
Actuators Because of Suollen Ethylene-Propylene Rubber Seals 
St Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 04/04/18, Consolidated Edison Co. of Neu 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 04/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feeduater Sparger S>. Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of Neu 

York, Inc. il9pp, 24195:343, 24X Fiche; 50-000. 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Stea.m Safety Valve Failures 
Caused by Failed Cotter Pins," Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/04/20 Consolidated Edison Co. of Neu 

York. Inc. 119pp, 24285:015 24X Fiche; 50-000, 84/04/20, 8404160130, 


R. Periodic operating reports S< related correspondence 


8404060183 "Rad i o 1 og i ca 1 Environ Monitoring Program Annual Rept, 1983, 
W/840327 ltr. 

FUHRMAN, G. R , BARTAL, L J , RAFI.A Baltimore Gas St Electric Co. 
83/12/31 54pp, 22925 216. 24X Fi ch e: 50-31 7, 83/12/31 , 8404060183 


8404190371 Monthly operating repts for Mar 1984. W/840413 ltr. 
BEWLEY, E K. Baltimore Gas S< Electric Co. 84/03/31. 11pp. 

240^4; 007. 24X Fi c he . 50-31 7, 84/03/31, 84041 90371. 
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S. Reportable occurrences, LERs ?< related correspondence 


8404050008 Updated LER S3-046/03X-1 : on 830906 , p ene trat i on room exhaust 
fan 21 would not start on containment isolation sys signal 
while performing Surveillance Test STP— 0—22. Caused by 
intermittently failing module Module remove d , W/840330 Itr. 

BASSO, L. F. , RUSSELLi L. B. Baltimore Gas Electric Co. 84/03/30. 

2pp. 22900:300, 24X Fi c h e ; 50-318, 84/03/30, 8404050008. 


8404050121 Updated LER 83-043/03X-1 : on 830809, fo 1 1 owing reactor trip, 
steam generator safety valve failed to reseat. Caused by 
missing pin. Valves inspected to ensure that blowdown ring 
t/. pin not worn. W/840330 Itr. 

PORTER, R. J, , MAHON, C. R. , LYONS, W, T. Baltimore Gas S< Electric Co. 
84/03/30 4pp. 22900:293. 24X Fi c h e : 50-3 1 8, 84/03/30, 8404050121 . 


8404090213 Forwards NPDES noncompliance not i f i cat i on ; on 840329, violent 
storm caused grass other debris to be swept by waves Sc 
high winds into water boxes, restricting flow of cooling 
water !< increasing temp. Debris cleared & temp decreased. 

RUSSELL, L.B. Baltimore Gas 8< Electric Co. 84/04/02. SCHMIDT, B. 
Environmental Protection Agency. 2pp. 22940: 148. 24X 

Fiche: 50-317, 84/04/02, 8404090213, 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turbine. Bushing will be staked to lock in place if installed 
replacement guides will be sent to customers. 

THEROUX, R.R. Terry Corp. 84/04/09. EBMETER, S. Region 1, Office of 
Director. 6pp. 24060:247, 24X Fiche: 50-000, 84/04/09, 8404170296. 


8404260338 PNO-I-84-036: on 840422, steam generator 21 piping suffered 
water hammer. Caused by leakage resulting in water slug. 

Damage appears limited to main feed isolation valve & two 
other valves. No sys leakage found. 

LUPTAK, A. . FERLIC,IX. Region 1, Office of Director, 84/04/23. Ip. 
24204:163. 24X Fi c h e : 50-318, 84/04/23, 8404260338, 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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F. Security, medical, emergency fire protection plans 


8404250171 Forwards public version of Rev 1 to emergency plan. 

KANGA, B.K. General Public Utilities - GPU Service Corp. 84/01/25. 
HURLEY, T. E. Region 1, Office of Director, 6pp, 24213:001, 2<^X 

Fiche: 50-320, 84/01/25, 8404250171. 


— 8404250173 Public version of Rev 1 to emergency plan. 

General Public Utilities - GPU Service Corp. 83/12/06, 400pp. 

24213 006, 24X Fiche: 50-320, 84/01/25, 8404250171. 


8404160CS6 Rev 5 to Emergency Implementing Procedure 1054.4, "General 
Emergency." W/unit work instruction forms dtd 840404. 

BRADY, U, General Public Utilities - GPU Service Corp. 84/02/27. 
32pp. 24040:018, 24X Fi ch e : 50-320, 84/02/27, 8404160086. 


8404020053 Rev 3 to Emergency Implementing Procedure 1054.29, 
"Activation of Operations Support Ctr, " 

*• General Public Utilities - GPU Service Corp. 84/03/28, 4pp. 
22835: 120. 24X Fiche: 50-320, 84/03/28, 8<I04020053. 


8404160101 Rev 7 to Emergency Preparedness Administrative Procedure 
AP 1057, "Emergency Equipment Readiness." 

* General Public Utilities - GPU Service Corp. 84/03/30, 40pp. 

24042:198, 24X Fiche: 50-320, 84/03/30, 8404160101. 


8404190301 Forwards IE Insp Rept 50-320/84-05 on 840213-0312 it notice 
of violation. 

BARRETT, L H TMI Program Office. 84/04/03. KANOA, B. K, General 
Public Utilities - GPU Service Corp, 2pp, 24096:247, 24X 

Fiche: 50-320, 84/04/03, 8404190301, 


—8404190310 IE Insp Rept 50-320/84-05 on 840213-0312, Vio lat ions noted: 
eight penetrations for reactor bldg normal cooling water 
sys not isolated prior to lifting & transferring 40 ton 
missi le shields 

MQSLAK, T. , DELL, J. , THONUS, L. TMI Program Office, 84/03/15, 7pp. 
24096: 250. 24X Fiche: 50-320, 84/04/03, 8404190301 . 


8404200130 Rev 0 to Emergency Plan Implementing Procedure 
4000-IMP-1300. 34, "Activation of Recovery Technical Support 
Ctr, '■ W/S40416 transmittal it receipt form. 

BRADY, J. A , STANGE, S, U. , KOVACR, P. J. General Public Utilities - GPU 
Service Corp. 84/04/12. 10pp. 24117:230. 24X 

Fiche: 50-320, 84/04/12, 8404200130. 


8404200180 Responds to 840313 ltr re suggestions of NRC fire protection 
consultant following insp. Schedule 8«/or discussion for each 
suggestion end. Work on "status to be provided" items in 
progress. 

KANGA, B. K. General Public Utilities - GPU Service Corp. 84/04/13. 
SNYDER, B.J. TMI Program Office. 7pp. 24116:178. 24X 

Fiche: 50-320, 94/04/13,8404200180. 


H. General correspondence 


8404100412 Responds to request for NRC estimates of quantities of 
radioactive matl released during TMI-2 accident. 

DENTON, H. R Office of Nuclear Reactor Regulation, Director. 

84/03/19. MANIK,A. Affiliation Not Assigned, 2pp. 24045:268. 24X 

Fiche: 50-320, 84/03/19, 8404100412. 


— 8404130064 Requests Commissioner Bernthal response to A Manik undated 
ltr re type amount of radiation that escaped from TMI-2. 

COHEN. K. NRC - No Detailed Affiliation Giver. 84/03/01. REHM* T. 
NRC - No Detailed Affiliation Given. 2pp. 24045:303. 24X 

Fiche: 50-320, 84/03/19, 8404100412. 


— 8404130070 Requests official NRC position re type it amount of radiation 
that escaped from TMI-2, 

MANIK, A. Affiliation Not Assigned. 84/01/31. NRC - No Detailed 
Affiliation Given. 3pp. 24045:305. 24X Fiche: 50-320, 84/03/19, 

8404100412. 


8404100407 Responds to questions raised by constituent A Manik re 
accident at facility. HR Denton 840319 response to 
constituent encl. 

DIRCKS. W. U. Office of the Executive Director for Operations. 
84/03/22. SPECTER, A. Senate. Ip. 22981:275. 24X 

Fiche: 50-320, 84/03/22, 8404100407. 


— 8404100412 Responds to request for NRC estimates of quantities of 
radioactive matl released during TMI-2 accident. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
84/03/19, MANIK, A. Affiliation Not Assigned. Ip. 24045:268. 
24X Fiche. 50-320, 84/03/22, 8404100407. 


— 8402280551 Forwards response to 840209 request for official NRC 
estimates of quantities of radioactive matl released during 
TMI-2 accident on 790328. 

BARRETT, L.H. TMI Program Office. 84/02/17. MANIK, A. Affiliation 
Not Assigned. 35pp. 22981:277. 24X Fi c he: 50-320, 84/03/22. 

8404100407. 


84041P0351 Forwards response to questions raised by constituent 
R Manik re TMI-2 accident. 

DIRCKS, W, J, Office of the Executive Director for Operations. 
84/03/22. SPECTER, A. Senate. 2pp. 24034:088. 24X 

Fiche: 50-320, 84/03/22, 8404120351. 


—8404120355 Requests response to encl questions from constituent 
A Manik re accident at TMI-2. 

BLISS, J. Senate. 84/04/11. NRC - No Detailed Affiliation 
Given. 4pp. 24034:126, 24X Fi ch e : 50-320, 84/03/22, 8404120351. 


8404060276 Questions plans to decontaminate it defuel Unit 2 prior to 
availability of robotics tec hno 1 og y . Decon taminat i on it 
defueling of Unit 2 prior to operation of Unit 1 advocated. 
HOSSLER,D.E. Affiliation Not Assigned. 84/04/01. SNYDER, B. TMI 
Program Office. Ip. 22925:184. 24X Fich e : 50-289, 84/04/01, 

8404060276. 


8404170060 Responds to 840229 ltr forwarding constituent AA Herman 
840224 request for NRC review of draft NUREG-0683, Supp 1 1, 
"Programmatic EIS re Unit 2 Cleanup. " All comments will be 
responded to in final suppl to programmatic EIS. 

DIRCKS, W. J. Office of the Executive Director for Operations, 
84/04/02. GOQDLING, W, F. House of Rep. 4pp. 24091:251. 24X 

Fiche 50-320, 84/04/02, 0404170060. 


— 8404170067 Forwards AA Herman 840224 ltr to BJ Snyder re dose reduction 
in EIS for revi ew, c ons i derat ion & comment, 

GQODLING, B. House of Rep. 84/02/29. NRC - No Detailed 
Affiliation Given. Ip, 24091:254. 24X Fiche: 50-320, 84/04/02, 

8404170060. 


\ 
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8404170438 Responds to 840311 Itr to Commissioners appealing Director's 
Decision DD-S4— 4» per 830913 peti tion. Director 's decision 
review time e xp ired . Iss ue of pyrophoricity re facility 
resolved. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 

84/04/04. LEWIS, M. I. Lewis, M. 4pp. 24091:238. 24X 

Fiche; 50-320, 84/04/04,8404170438. 


P. Operating license stage documents & correspondence 


8404160253 Advises that NRC not planning to review design criteria for 
containment air control envelope unless notified in writing 
of util need for review to support planned recovery 
acti vit ies. 

SNYDER, B. J. THI Program Office. 84/03/30. KANGA, B. K. General 
Public Utilities - GPU Service Corp. 2pp. 24066:061. 24X 

Fiche: 50-320. 84/03/30, 8404160253. 


8404100141 NRC PLAN FOR CLEANUP OPERATIONS AT THREE MILE ISLAND UNIT 
2 , 

MASNIK, M. T. , SNYDER, B.U. TMI Program Office. NUREG-069S R02. 
84/03/31. 40pp. Available at N.RC. i3. 75. 22995:027. 24X 

Fiche: 50-320. 84/03/31, 8404100141. 


8404130056 ANSWERS TO FREQUENTLY ASKED QUESTIONS ABOUT CLEANUP 
ACTIVITIES AT THREE MILE ISLAND, UNIT 2. 

* TMI Program Office. NUREG-0732 ROl. 84/03/31. 55pp. Available 

at NRC. 25. 24049:001. 24X Fiche' 50-320, 84/03/31, 8404130056. 


8404240212 Requests exemption from 10CFR50. 55a re ASME Code 
requirements for safety valves. Request submitted in 
conjunction u/Tech Spec Change Request 39. Addl justification 
for exemption end. 

KINTNER. E. £. General Public Utilities - GPU Service Corp. 84/04/18. 

SNYDER, B.U. TMI Program Office. 2pp. 24165:281. 24X 

Fiche: 50-320, 84/04/18, 8404240212. 


8404240265 Discusses disposition of reactor coolant purification sys 
ion exchange waste resins. Remaining source of concern re 
radionuclide loading of resins, will be alleviated by eluting 
cesium activity during mid 1984 timeframe. 

KINTNER, E. E. General Public Utilities - GPU Service Corp. 84/04/18. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 4pp. 
24165:359. 24X Fich e; 50-320, 84/04/18, 8404240265. 


8404240378 Forwards response to 840113 comments on Tech Spec Change 
Requests 39,41 & 43 recovery operations plan Change 
Requests 19,20 & 22. 

KINTNER, E E. General Public Utilities - GPU Service Corp. 84/04/18. 

SNYDER, B.J. TMI Program Office. 110pp. 24169:081. 24X 

Fiche; 50-320, 84/04/18, 8404240378. 


0404300004 Requests exception from certain design criteria for 
containment p ene tra ti on, p er NRC 831103 & 840113 Itrs. 

Justif i cation end. 

KINTNER, E.E. General Public Utilities - GPU Service Corp. 84/04/24. 

SNYDER, B.J. TMI Program Office. 3pp. 24228:072. 24X 

Fiche: 50-320, 84/04/24, 8404300004. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs 4: holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066; 264. 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


8404200355 Forwards request for addl info re planned head removal 
activit ies, based on review of 840309 Rev 5 to head removal 
SER, 

SNYDER, B. J. TMI Program Office. 84/04/09. KANGA, B. K. General 
Public Utilities - GPU Service Corp. 6pp. 24159:284. 24X 

Fiche; 50-320,84/04/09, 8404200355. 


8404200348 Requests response to end ACRS 840327 comments re TMI-2 
cleanup . 

SNYDER, B. J, TMI Program Office. 84/04/10. KANGA, B. K. General 
Public Utilities - GPU Service Corp. 4pp. 24159:293. 24X 

Fiche: 50-320, 84/04/ 1 0, 8404200348. 


8404200092 Advises of results of review of procedures for recovery 
effort. Procedures exempt from fees since procedures result 
from 800211 order 

MILLER, W. 0. License Fee Management Branch. 84/04/11. CLARK, P. 
General Public Utilities - GPU Service Corp. Ip, 24156:320. 24X 

Fiche; 50-320, 84/04/ 1 1 , 8404200092. 


8404170151 Submits correction to 840309 ltr concurring w/interpretation 
of NRC final rule on operator staff ing, Statement should 
read that Tech Specs do not address staffing for cold 
shutdown, W/svc list. Related correspondence. 

SNYDER. B.J. TMI Program Office. DSB 577. 84/04/12. KANGA, B. K. 

General Public Utilities - GPU Service Corp. 2pp. 24051:276. 24X 

Fiche: 50-320,84/04/12,8404170151. 


Q. Inspection reports, IE Bulletins & correspondence 


8403090295 Ac k receipt of 840222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-320/83-19. 

BARRETT, L.H. TMI Program Office. 84/03/05. KANGA, B. K. General 
Public Utilities - GPU Service Corp. Ip. 22572:207. 24X 

Fiche: 50-320, 84/03/05, 8403090295. 


— 8403090300 Responds to NRC 840123 ltr re noncompliance noted in IE Insp 
Rept 50-320/83-19. Corrective ac t i ons : ma in t procedures 
combined to include addl action to review flushing path to 
establish upper pressure limit. 

KANGA, B.K. General Public Utilities - GPU Service Corp. 84/02/22. 

MURLEY, T. E. Region 1, Office of Director. 3pp. 22572:208. 24X 

Fiche: 50-320, 84/03/05,8403090295. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. 138pp. 22933:122 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche; 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in CDMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231, 24X Fi c he ; 50-000, 84/03/29, 8403140247. 


8404200115 Discusses status of review of NRC Technical Plan TPQ/TMI-035 
for core acc ountab i i i ty , Determining collected weight by 
estimating volumetric quantities unacceptab le, W/svc list. 

Related correspondence, 

SNYDER, B.J. TMI Program Office. DSB 681. 84/04/17. KANGA, B. K. 

General Public Utilities - GPU Service Corp. 3pp, 24120:079. 24X 

Fiche; 50-320, 84/04/17, 8404200115. 


Plan. " Rev incorporates 
Ltments to NRC. 

JPU Service Corp. 84/04/17. 
sgulation. Director. 3pp. 
>4240268, 


(lie Utilities - GPU Service 
24X Fiche: 50-320, 04/04/17, 


monitoring requirements of 
w/Tech Spec 
► tion end, 

GPU Service Corp, 84/04/10. 
24165:230. 24X 


8404190301 Forwards IE Insp Rept 50-320/84-05 on 840213-0312 8* notice 
of violation, 

BARRETT, L.H. TMI Program Office. 84/04/03. KANGA, B. K. General 
Public Utilities - GPU Service Corp. 2pp. 24096:247. 24X 

Fiche; 50-320, B4/04/03, 8404190301, 


-8404190305 Notice of violation from insp on 840213-0312. 

* TMI Program Office, 84/04/03, Ip. 24096:249. 24X 

Fiche: 50-320, 84/04/03, 8404190301. 


—8404190310 IE Insp Rept 50-320/84-05 on 840213-0312. Violations noted; 
eight penetrations for reactor bldg normal cooling water 
sys not isolated prior to lifting it transferring 40 ton 
missile shields. 

MOSLAK, T. , BELL/J. , THONUS, L. TMI Program Office. 84/03/15. 7pp. 
24096:250. 24X Fich e : 50-320, 84/04/03, 8404190301 , 


0403140259 IE Info Notice 84-24. "Physical Qual if ication of Individuals 
to Use Respira'tory Protective Devices. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 
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8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qua 1 i f i ca 1 1 on Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN* E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York, Inc 103pp. 24066:164. 24X Fi c h e : 50-000. 84/04/05. 8403140263. 


84042-30150 Responds to 810427 Itr granting relief from ASME Section XI 
inservice insp r equ i r ements tk requests relief on individual 
valve basis Approval of encl revised inservice insp program 
requested 

KANGA. B.K, General Public Utilities - GPU Service Corp. 84/04/09. 
SNYDER. B.J. TMI Program Office. 15pp. 24155:317. 24X 

Fiche: 50-320, 84/04/09, 8404230150, 


8404200180 Responds to 840313 Itr re suggestions of NRC fire protection 
consultant following i nsp . Sc h ed u 1 e iJ-Zor discussion for each 
suggestion encl Work on "status to be provided" items in 
progres s. 

KANGA. B.K. General Public Utilities - GPU Service Corp. 84/04/13. 
SNYDER. B J. TMI Program Office 7pp. 241 16:178, 24X 

Fiche - 50-320. 84/04 .'13. 8404200180, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Hoisture Density Gauge Licensees " Svc list 
enc 1 

GRACE, J, N, Division of QA. Safeguards & Inspection Programs (Post 
830103) 84/04/16. Consolidated Edison Co. of New York, Inc. 

a6pp, 24189.001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, 'Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE. J, N, Division of QA, Safeguards it Inspection Programs (Post 
830103) 84/04/16 Consolidated Edison Co. of New York. Inc. 

114pp 24X Fiche 50-000, 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees" Svc list encl. 

GRACE. J. N Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York. Inc. 

e6pp, 24163' 205. 24X Fiche: SO-OOO. 84/04/ 1 7, 0403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J, N, Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/17, Consolidated Edison Co. of New York, Inc. 

S9pp 24163:292. 24X F i ch e ; 50-000, 84/04/ 1 7, 8403 140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems " Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness 8( Engineering 
Response (Post 830103), 84/04/17, Consolidated Edison Co. of New 

York, Inc, 129pp, 24188:237, 24X Fi c h e : 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Di screpanc i es in Recordkeeping & Matl 
Defects in Bahnson HVAC Units," Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fi c h e : 50-000, 84/04/ IS, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set, " Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness S*. Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Int.. 117pp, 2^188:119, 24X Fic he; 50-000. 84/04/18, 8403140286. 


8404130404 IE Info Notice 84--32. "Auxiliary Feedwater Sparger Pipe 
Hanger Damage," Svc list encl. 

JORDAN. E. L. Division of EJmergency Preparedness 8< Engineering 
Response (Post 830103). 04/04/18. Consolidated Edison Co. of New 

York. Inc 119pp 24l95 343. 24X Fi c h e: 50-000, 84/04/18, 8404130404. 


B404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins, " Svc list encl. 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/20 Consolidated Edison Co. of New 

York. Inc U9pp. 24285:015 24X Fiche: 50-000, 84/04/20. 0404160130. 


R, Periodic operating reports & related correspondence 


8404090352 Description of changes to proc edur es, summary of test & 
experiments per formed , 1983. W/840313 Itr. 

KANGA. B.K, General Public Utilities - GPU Service Corp. 83/12/31. 
HURLEY. T, E. Region 1. Office of Director. 8pp. 22940:171. 24X 

Fiche: 50-320. 83/12/31,0404090352. 


8404040036 Groundwater monitoring data. includ ing individual computer 
graphs of tritium concentrations water levels through 
840206. 

KANG.A, B K. General Public Utilities - GPU Service Corp. 84/02/06. 
BAPRETF.L. H, TMI Program Office 39pp. 22882:252. 24X 

Fiche- 50-320, 84/02/06. 8404040086, 


8404100549 Submits TMI Program Ofc weekly status rept for wk of 
840304-10, Summary data sheets encl. 

BARRETT, L H. TMI Program Office, 84/03/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. J. TMI Program 
Office. 9pp, 22977 329, 24X Fi che: 50-320, 84/03/12, 8404100549. 


8404100528 Submits TMI Program Ofc weekly status rept for wk of 
840311-17 Summary data sheets encl. 

BARRETT, L. H. TMI Program Office 84/03/19. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director, SNYDER, D. J. TMI Program 
Office 9pp. 22979 347 24X Fi c h e : 50-320 , 84 /03/1 9, 3404100528. 


8404150157 Forwards TMI Program Ofc weekly status rept for uk of 
840318-24. 

BARRETT, L.H. TMI Program Office. 84/03/23. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. J. TMI Program 
Office. 9pp 24035 340 24X F i c he : 50-320 , 84 /03/23, 84041301 57. 


8404060251 Provides First Quarter 1984 status of auxiliary & fuel 
handling bldg d ec on tani na t i on per 831230 1 tr. Decontamination 
complete in B •?< C reactor coolant bleed tank room & 
neutra 1 1 1 ing tank room, Other listed areas incomplete. 

KANGA, B. K. General Public Utilities - GPU Service Corp. 84/03/30 
SNYDER, B. J. TMI Program Office, 2pp. 22922:292. 24X 

Fiche: 50-320, 84/03/30, 8404060251. 


8404130161 Forwards TMI Program Ofr weekly status rept for wk of 
840325-31, 

BARRETT, L H. TMI Program Office. 84/04/02. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. U. TMI Program 
Office. app, 24035-332. g4X Fiche: 50-320, 84/04/02, 8404130161. 


8404180410 Forwards TMI Program Ofc weekly status rept for uk of 
840401-07. 

BARRETT, L H. TMI Program Office. 84/04/09. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. U. TMI Program 
Office, 6pp, 24109:035 24X Fiche: 50-320, 84/04/09, 8404180410. 


8404250289 Forwards TMI Program Ofc weekly status rept for uk of 
840408-14. 

BARRETT, L, H. TMI Program Office, 84/04/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. J. TMI Program 
Office, 8pp. 24.312 339 24X Fiche: 50-320, 84/04/16, 0404250289. 


S. Reportable occurrences, LERs related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 q,ual if ication 
program of post-LQCA hydrogen recombiner component. Time 
delay relays jumper will be removed from relay contacts. 
EMPEY.D.C, Rockwell International Corp, 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche: 50- 000, 83/05/05, 8404170419, 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qua 1 i f i ca t i on of ESQ hydrogen 
recombiners. Specif ic magnetic-only breakers identified to 
replace thermo-magnetic breakers, 

EMPEY, D. C Rockwell International Corp. 83/05/27. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:314, 24X 

Fiche: 50-000, 83/05/27, 8404170440, 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 icat ion. Viton seal issue not 
reportable per Part 21, Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY,D.C. Rockwell International Corp. 83/12/19. COLLINS, J, 

Region 4, Office of Director. 3pp, 24059; 109. 24X 

Fiche: 50-000* 83/12/19, 8404170471. 


8404030261 LER 84-001-00, on 840214, aux il iary bldg exhaust fans 
AH-E-8A/B tripped, caus ing auxiliary bldg supply fans 
AH-E-7A/B to trip. Possibly caused by fluctuation of exhaust 
flowrate. Fans restarted, W/840309 Itr, 

WELt,S, R.D. , KANGA, B.K. General Public Utilities - GPU Service Corp. 
84/03/09. MURLEY,T. E, Bpiicr 1, n^^ice Director, 4pp. 

22869: 232, 24X Fiche: -ug-;:. E:,:/on/C‘?. SflC^C BCgc: 1 


8404030340 LER 84-003-00: on 84021 5, d ur ing containment isolation 
verification Procedure 4301-MS, valve MU-V25 found open 
instead of closed, per procedure requirements. Caused by lack 
of verification of valve position, W/840313 Itr. 

WELLS, R.D. , KANGA, B.K. General Public Utilities - GPU Service Corp. 
84/03/13. MURLEY,T.E. Region 1, Office of Director. 4pp. 

22872: 143. 24X Fiche: 50-320, 84/03/13, 8404030340, 



164 


DOCKETED ITEMS 


8404030214 LER 84-006-00: on 840301 - reac tor bldg (RB) utater level 
indication declared out-of-svc due to high reading on RB 
sump level transmitter RBS-LT-6000. Caused by back pressure 
in sensing line. Bypass valve instal led, W/840328 Itr. 

WELLSi R. D. / NGA) D K. General Public Utilities - GPU Service Corp. 
84/03/28. 4pp. 22S'q9.001. 24X Fi c h e : 50-320, 84/03/28, 8404030214. 


8404040047 LER 84-004-00. on 840302, DHR pump DH-P-IA declared 
inopersb 1 e. Caused by high radiation levels preventing Tech 
Spec surveillance testing. Wipe-doun decontamination oF sys 
vaults will be performed. W/840329 Itr. 

GOULD, I, L. , KANGA, E. K. General Public Utilities - GPU Service Corp. 
84/03/29. 4pp. 22684:105. 24X Fi che: 50-320, 84/03/29, 8404040047. 


T. Hearing transcripts cn non-antitrust matters 


8404260020 Transcript of TMI Advisory Panel on TMI Unit 2 Cleanup 
840412 public meeting in Harr i sfa urg , PA. Pp 1 -138. Supporting 
documentation end 

* Advisory Council for Decontamination of TMI Unit 2. 84/04/12. 

140pp. 24207:318. 24X F ic h e : 50-320, 84/04/ 12. 8404260020. 


V, Operator Examinations 


8404020019 Generic Ltr 84-05 to all pouer reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp, 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


8404200206 Foruards BJ Clack 840123 Si 0319 requests to exercise options 
in 44CFR350 to clarify 840302 ltr re request for exemption 
from 10CFR50, App E. Request based on issuance of FEliA S3102S 
final rept re 831013 emergency exercise. 

GUCWA.L. T, Georgia Power Co. 84/04/13. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 24117:064, 24X 

Fiche: 50-321, 84/04/13, 8404200206, 


8404200224 Revised emergency procedures, including .Rev 2 to Procedure 
HN'P-2-4205 re turbine lube oil reservoir oil fire, Rev 2 to 
Procedure Hr4P-2-4206 re turbine lube oil conditioner & 
storage fire & Rev 4 to Procedure HNP-1-4205. W/840416 ltr. 

SORRELL, E. C. Georgia Power Co 84/04/16. 61pk(. 24114:089. 24X 

Fiche; 50-321, 84/04/16, 8404200224. 


8404270053 Deleted emergency plan implementing pr oc ed ur es, ind ud ing 
Procedures HNP-4325 re radiological event - security force 
& HNP-4812 re emergency exposure g ui de 1 ines . W/S40424 ltr, 

ROGERS, W. H. , GREENE,!., SORRELL, E. C. Georgia Power Co, 84/04/24. 
70pp. 24218:001. 24X Fi che: 50-321, 84/04/24, 8404270053. 


P. Operating license stage documents correspondence 


8404030010 Discusses util request that completion date for NUREO-0737, 
Item II. B. 3 re post-accident sampling sys be extended to 
840801. Util adequately justified delay in meeting 831201 
completion date. Prop osed extension reasonable & acceptable. 

EISENHUT. D, G. Division Liconsir- 84/03/08. BECKHAM, J. T. 

Gi=--g Co. 4pp. DLif-j." 24X Fi c h e : 50-321 , B4/03/08, 

e4:;4::. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT. UNIT 1 
F. Security, medical, emergency S; fire protection plans 


8404050372 Public version of revised emergency plan implementing 
procedures, indud ing Procedures HNP-803e re waste 
classification !k manifest reporting HNP-8042 re 
rodiologica! work practices W/840113 ltr St 840326 memo. 
S-jRRELl_,E C , NIXiH. C. Georgia Power Co. 84/01/13. SOpp. 
22912:156. 24X Fic he 50-321, 84/01/13, 8404050372. 


8404020177 Public version of Rev 7 to Emergency Plan Implementing 
procedure HNP-8101, "Teletector Model 61123/0 Operation & 
Calibr. " W/S40126 ltr St Jtl Felton 840322 release memo. 

SORRELL, E. C. , BARTLETT, D, Georgia Power Co. 84/01/20. ISpp. 
22875 335. 24X Fi c he: 50-321, 84/01/20, 8404020177, 


84040501B6 Public version of transmittal & title page to deleted 
emergency plan implementing procedures, ind ud ing Procedure 
HNP-8031 re determi nat i on of specific activity of spent 
resin S>. curie contents of 1 iner. W/840126 ltr S, 840322 memo. 
SORRELL, E.C. Georgia Power Co. 84/01/26, 6pp. 22927; 328. 24X 

Fiche; 50-321.84/01/26, 8404050186. 


8404110190 SumiTiary of 831130 meeting w/util in Bethesda, MD re proposed 
schedule for implementing App R requirements. Viewgraphs 
enc 1 . 

RIUENBARK, G Operating Reactors Branch 4. 84/03/26. Operating 

Reactors Branch 4. 10pp. 24007:318. 24X Fiche: 50-321, 84/03/26, 

8404110190. 


8404170410 Forwards IE Insp Repts 50-321/84-10 Z< 50-366/84-10 on 
840221-0320. No violations or deviations identified. 

DANCE. H.C. Division of Project St Resident Programs. 84/03/27. 
KELLY, fi.U. Georgia Power Co. 2pp. 24063:026. 24X 

Fiche; 50-321, 84/03/27, 8404170410. 


— 8404170415 IE Insp Repts 50-321/84-10 S< 50-366/84-10 on 840221-0320. No 
violations -S: deviations i dentified. Major areas inspected; 

Tech Spec comp 1 iance, operator performance, overal 1 plant 
operations, QA practices St security procedures. 

CRLENUAK, R. V, , HOLMES-RAY. P, Region 2, Office of Director, 

PANCIERA, V. Division of Project St Resident Programs. 84/03/23 

4pp. 24063:028. 24X Fiche’ 50-321, 84/03/27, 8404170410. 


8404200118 Rev 5 to Emergency Procedure HNP-4527, "Alert - 
Force. " W/840412 ltr, 

NIX.N . SORRELL, E.C. Georgia Power Co. 84/04/04. 7pp. 
24X Fiche: 50-321,84/04/04, 8404200118. 


Security 
24118: 112. 


8404110305 Revised emergency procedures, including Rev 16 to Procedure 
HNP-80Q5 re radiation & contamination control, Rev 0 to 
Procedure HNP-8039 re waste dassif ication St Rev 5 to 
Procedure HNP-8014. W/840406 ltr. 

SORRELL, E.C. Georgia Power Co. 84/04/06. 76pp. 22985’ 044 24X 

Fiche: 50-321, 84/04/06. 8404110305, 


8404040219 Forwards request for addl info re proposed amend to Tech 
Specs on snubber survei 1 lance. Proposed Tech Specs 
unacceptable due to devia t i ons, w/o sufficient justification, 
from STS. Inf 0 requested within 45 days. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/19. BECKHAM, U. T. 

Georgia Power Co. 4pp, 22911:009. 24X Fi che : 50-321, 84/03/19, 

8404040219 


8404050328 Advises of correction to S40125 SER re Mark I containment 
long-term program structural review. SER should indicate 
that mods on torus attached piping in process of being 
comp leted. 

STOLZ, J. F, Operating Reactors Branch 4. 84/03/19. BECKHAM, J. T. 

Georgia Power Co. 2pp, 22918:294, 24X Fi che; 50-321, e4/03/19i 

8404050328. 


8404050160 Notification of 840328 meeting w/util in Bethesda, MD to 
discuss util 840206 submittal re APRM, rod block monitor & 

Tech Spec improvemen t program 

RIVENBARK, G, Operating Reactors Branch 4. 84/03/22. STOLZ, J. F. 

Operating Reactors Branch 4. 2pp. 22912:340, 24X 

Fiche’ 50-321. 84/03/22, 8404050160. 


8404030386 Forwards response to 840223 request for addl info re 
proposed programs for inservice pump & valve testing. 

GUCWA, L. T. Georgia Power Co, 84/03/26. STOLZ, J, F. Operating 
Reactors Branch 4. 6pp. 22863:050. 24X Fiche: 50-321, 84/03/26, 
8404030386. 


8404110240 Summary of 840207 meeting w/util, in Bethesda, MD re 
organization changes !< related Tech Spec changes. 

RIVENBARK, G. Operating Reactors Branch 4. 84/03/26. Operating 

Reactors Branch 4. 3pp. 24025:004. 24X Fiche: 50-321, 84/03/26, 

8404110240. 


8404130436 Summary of 840111 meeting w/util & Bechtel re requested 
schedule extension for NUREG-0737, Item II. B. 3, "Post- 
Accident Sampling Sys " Viewgraphs end. 

RIVENBARKjG. Operatirg Reactors Branch 4. 84/03/26. Operating 

Reactors Branch 4. 39pp 24045:206. 24X Fi ch e : 50-321, 84/03/26, 

8404130436. 


8404170260 Summary of 840214 meeting w/utils, Bechtel St INEL re environ 
qualification of equipment. 

RIVENBARK.G, Operating Reactors Branch 4. 84/03/26. Operating 
Reactors Branch 4. 49pp 24093:205, 24X Fiche: 50-321, 84/03/26, ’ 
8404170260. 


8404060122 Discusses 840214 meeting w/NRC re ongoing program developed 
for qualification of eieccrical equipment Central 
qualif ication documentation file S', master list of all 
eq.uipmBnt estab 1 i sh ed , Rep t on methodology used end. 

GUCWA. L.T, Georgia Power Co. 84/03/30, STOLZ, J, F. Operating 
Reactors Branch 4. 57pp. 22927:155. 24X Fiche; 50-321, 84/03/30, 

8404060122. 
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8404060079 Notifies of potential problem re 10CFR50, 49 equipment 
qua 1 if i cati on d ead 1 i ne. Qua 1 i f i cat i on testing program for 
PYCO resistance temp detectors qualification of valve 
motor operators could require extensions. 

GUCWA< L. T, Georgia Power Co. 84/04/03. STOLZ. J. F. Operating 
Reactors Branch 4. 2pp, 22920:012. 24X Fich e: 50-321. 84/04/03. 

8404060079. 


8404100144 Forwards hardware descriptions Sc drawings submitted in 
support of review of 840206 application for amends to 
Licenses DPR-57 NPF-5 re APRM. Revised Pages 1-4 encl.W/o 
drawing s. 

GUCWA. L. T. Georgia Power Co. 84/04/03. STOLZ. J. F Operating 
Reactors Branch 4. 5pp. 22967:169. 24X Fich e: 50-321 . 84/04/03. 

8404100144. 


0404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs ?< holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing . Svc list end. 

EISENHUT) D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York. Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04. 8404040256. 


8404240539 Notifies that Class III ?< I fees will be refunded, per 840206 
withdrawal of 831228 Tech Spec change request to allow plant 
operation w/o forced recirculation flow. 

MILLER) W. 0. License Fee Management Branch. 84/04/11. BECKHAM. J. T. 
Georgia Power Co. Ip. 24196:356. 24X Fi c h e : 50-321 . 84/04/1 1 . 

8404240539. 


8404250185 Summary of 840328 meeting w/util S'. GE re average power range 
monitor ?k rod-block monitor Tech Spec improvements program. 

Meeting attendees list. agenda viewgraphs encl. 

RIVENBARK. G. Operating Reactors Branch 4. 84/04/12. Operating 

Reactors Branch 4 39pp 24214:060. 24X Fiche; 50-321. 84/04/12. 

8404250185. 


8404300199 Forwards SER re BWR Owners Group 810331 feasibility study 
S' evaluation of various actions S. mods which might reduce 
challenges S-: failures of relief valves to achieve objectives 
of NUREG-0737. Item 1 1. K, 3. 16. Updated response requested. 

STOLZ. J, F. Operating Reactors Branch 4. 84/04/12 BECKHAM. J. T. 

Georgia Power Co, 13pp, 24233:352, 24X F i ch e: 50-321 , 84/04/ 12. 

8404300199 


8404200284 Revised application for amend to Licenses DPR-57 & NPF-5. 
changing Tech Specs re transversing in-core probe sys. 
hydrogen 8< oxygen post-accident monitoring Zt HPCI & RCIC. 

GUCWA. L T. Georgia Power Co, 84/04/16, STOLZ. J. F Creratir-g 
Reactors Branch 4, 2pp. 24115:321. 24X Fiche: 50-321 S4/04/:6. 

8404200284, 


— 8404200286 Revised proposed Tech Spec re transversing in-core probe 
sys. hydrogen & oxygen post-accident monitoring & HPCI 8< 

RCIC. 

« Georgia Power Co. 84/04/16. 5pp, 24115:323. 24X 

Fiche: 50-321. 84/04/16. 8404200284. 


Q, Inspection reports. IE Bulletins correspondence 


8404060145 Responds to IE Bulletin 83-07. No components mfg by Ray 
Miller. Inc installed in saf ety~re lated sys or in stock at 
fac i 1 ity. Li st of component suppliers encl, 

BECKHAM. U. T. Georgia Power Co, 84/03/21. 0 'REILLY. J, P. Region 2. 

Office of Director. 3pp. 22927:064. 24X Fi c h e ; 50-321 . 84/03/21. 

8404060145 


8404170504 Forwards IE Insp Repts 50-321/84-06 ?/. 50-366/84-06 on 
840227-0302. No violations or deviations noted. 

DAfJCE. H, C. Division of Project Resident Programs, 84/03/23 
KELLY. R.U Georgia Power Co. 2pp, 24058:204. 24X 

Fiche- 50-321. 84/03/23- 8404170504. 


—8404170512 IE Insp Repts 50-321/84-06 8< 50-366/84-01 on 840227-0302, No 
violations or deviations noted Major areas i nsp ec ted : p lant 
water chemistry 8« inservice testing of pumps Zt valves. 

ROSS. W. U Region 2. Office of Director. BLAKE. J. U. Division of 
Engineering Operational Programs. 84/03/21. 14pp. 24058:206, 

24X Fiche: 50-321, 84/03/23. 8404170504. 


0404170265 Forwards IE Insp Repts 50-321/84-09 t. 50-366/84-09 on 
840307-09. No violations or deviations noted. 

DANCE. H, C, Division of Project •?< Resident Programs. 94/03/26. 
KELLY, R.U. Georgia Power Co, 2pp. 24056:249. 24X 

Fiche: 50-321. 84/05/26, 34C4 170265. 


—8404170269 IE Insp Repts 50-321/84-09 & 50-366/84-09 on 840307-09. No 
violations or deviations noted. Major areas inspected: 
exposure control Si r ec or ds. rad i o 1 og i cal controls for Unit 2 
outage & radiation worker training. 

WEDDINGTON, R. E. Region 2. Office of Director. BARR. K. P, Division 
of Engineering St Operational Programs, 04/03/23. 5pp. 24056:251. 
24X Fiche; 50-321. . 84/03/26, 8404170265. 


8404170410 Forwards IE Insp Repts 50-321/84-10 S' 50-366/84-10 on 
840221-0320. No violations or deviations identified. 

DANCE. H. C. Division of Project 8< Resident Programs, 84/03/27. 

KELLY, R.U. Georgia Power Co, 2p p , 24063:026. 24X 

Fiche: 50-321 . 84/03/27, 8404170410. 


— 8404170415 IE Insp Repts 50-321/84-10 & 50-366/84-10 on 84022 1-0320. No 
violations S: deviations i d ent i f i ed . Major areas inspected: 

Tech Spec comp 1 i anc e, op erator p er f ormanc e . overa 1 1 plant 
opera t ions. QA practices fy security procedures. 

CRLENUAK, R. V. , HOLMES-RAY. P. Region 2. Office of Director. 
PANCIERA.V. Division of Project S< Resident Programs, 84/03/23. 

4pp. 24063.028, 24X Fiche: 50-321, 84/03/27, 8404170410. 


8404170464 Forwards IE Insp Repts 50-321/84-08 8< 50-366/84-08 on 
840221-24. No violations or deviations noted. 

DANCE, H. C. Division of Project Zt Resident Programs. 84/03/27. 
kelly, R. J. Georgia Power Co. 2pp, 24055:016. 24X 

Fiche: 50-321 , 84/03/27, 8404170464, 


—8404170494 IE Insp Repts 50-321/84-08 & 50-366/84-08 on 840221-24. No 
violations or deviations noted. Major areas inspected: 
radiation protection for recirculation piping project, 
organization & training. 

PEERY. W. W. Region 2, Office of Director. BARR. K. P. Division of 
7- J : *• Ccerational Programs, 84/03/22. 5pp. 24055:018. 
."-X BJ-SC: 84/03/27.8404170464, 


8402090047 IE Info Notice 84-05. Rev 1. "Exercise Frequency." Svc list 
encl. 

JORDAN. E L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 04/03/23. Consolidated Edison Co. of New 

York. Inc. 13Spp. 22933:122, 24X Fi c he ; 50-000. 04/03/28. 8402090047. 


8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN. E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc, 85pp, 22392,145. 24X Fi che; 50-000. 84/03/28. 8403140241 , 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc, I26pp, 22892:231, 24X Fiche : 50-000. 84/03/29. 8403140247. 


8404170369 Forwards response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Und ervo 1 ta g e Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys." Breaker 
design info will be forwarded 90 days from ltr date, 

BECKHAM, J. T. Georgia Power Co. 84/04/02. 0 'REILLY. J. P. Region 2, 

Office of Director, 5pp 24062:202, 24X Fiche; 50-321. 84/04/02. 

8404170369. 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices. " Svc list encl, 

JORDAN. E. L. Division of Emergency Preparedness S', Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York, Inc. 149pp, 24X F i c h e : 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23. "Results of NRC-Sp onsored 
Qual if icatio'- t*- : d o 1 Research Test on Automatic Switch 
Co Solenoid -a voj r.-: list encl, 

JORDAN, E L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche : 50-000. 84/04/05. 8403140263. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
enc 1 . 

GRACE. J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

B6pp. 24189:001, 24X Fiche: 50-000. 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J, N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche: 50-000. 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27. "Recent Serious Violations if NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE, J. N. Division of QA. Safeguards Jk Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York. Inc. 

e6pp, 24163:205, 24X Fiche: 50-000. 84/04/1 7. 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York. Inc. 

e9pp. 24163:292. 24X Fiche: 50-000. 84/04/1 7, 8403140277. 
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8403140280 IE Info Notice 84-29, "OE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17, Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237 24X Fiche: 50-000, 84/04/17, 0403140230. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Di^dsio^ of Emergency Preparedness .!< Engineering 
Response (Post 830103) 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche; 50-000, 84/04/18, 8403140284, 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Seal Set." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188,119, 24X Fiche ; 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger 8e Pipe 
Hanger Damage. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 1 19pp. 24195:343. 24X Fiche; 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused fay Failed Cotter Pins." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/20 Consolidated Edison Co. of New 

York, Inc. 119pp, 24285:015. 24X Fiche; 50-000, 84/04/20, 8404160130. 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


A. Application/construc tion stage documents correspondence 


8403210162 Ltr to all applicants for DLs & full power author! zations 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews ?< development of acceptable experience profile 
HANNON, J Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000, 84/03/01, 8403210162, 


B40404024S Forwards request for addl info re licensed operator 
requali f ication program. Response requested within 30 days of 
ltr receipt. 

SCKWENCER, A. Licensing Branch 2. 84/03/14. POLLOCK, M. S. Long 

Island Lighting Co. 6pp. 22910:344. 24X Fiche: 50-322, 84/03/14, 

8404040249. 


8404110224 Notification of 840329 meeting w/util in Bethesda, MD to 
discuss request for low power license. 

CARUSO. R. Licensing Branch 2. B4/03/26. SCHWENCER, A. Licensing 
Branch 2. 4pp 24007:355. 24X Fi c h e ; 50-322, 84/03/26. 84041 1 0224, 


8404060164 Forwards response to questions raised at NRC 840328 meeting 
in Bethesda, MD re supplemental motion for low power OL Addl 
responses concerning containment isolation, containment 
heatup & LOCAiApp K analysis will be forwarded. 

MCCAFFREY, B. R. Long Island Lighting Co. 84/04/03. DENTDN, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 22927:017. 

24X Fiche: 50-322, 84/04/03, 8404060164. 


R. Periodic operating reports & related correspondence 


8404030258 "Annual Environ Surveillance Rept,CY83. " W/a40330 ltr. 
NIX, H C. Georgia Power Co. 83/12/31, 175pp. 22850.001 24X 

Fiche: 50-321 , 83/ 12/31 , 8404030258. 


8404160138 Monthly operating repts for Mar 1984, W/840410 ltr. 

MCBAY,M.G. , NIX >■' C Ge:-q^a "cje- Co. 84/03/31, 17pp. 24040:153. 

24X Fiche: SO"::),. 3 , P - ^ : 60 1 :.= 


S. Reportable occurrences, LERs S< related correspondence 


8404030419 LER 84-002-00: on 840224, while preparing to close out design 
change request, rec ords for previous local leak rate test on 
loop A core spray min flow valve 1E21-F031A not available. 

Leak test failed. Valve rep laced. W/840323 ltr. 

TIPPS, S B. , NIX,H. C. Georgia Power Co, 84/03/23. 4pp, 22869:056. 
24X Fiche: 50-321 , 84/03/23, 8404030419. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of p lant-sp ec i f i c bac kf i tting. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co, of New York, Inc. 20pp, 24066:264. 24X 

Fiche; 50-000, 84/04/04. 8404040256. 


8404130322 Provides addl response to specific topics raised at 840328 
meeting re util supplemental motion for low power OL. 

MCCAFFREY, B R. Long Island Lighting Co. 84/04/06 DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 5pp. 24029:069. 
24X Fiche: 50-322, 84/04/06, 8404130322. 


8404170233 Provides addl response to NRC questions re supplemental 
motion for low power license. Actual power level !ik time 
history of startup phase of plant difficult to predict due 
to unplanned shutdowns during power ascension test program. 
KUBINAK,R. A. Long Island Lighting Co. 84/04/11. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 9pp. 24054:090. 
24X Fiche: 50-322, 84/04/11, 8404170233. 


0404030283 Special Rept 50-321/1984-02: on 840313, plant received bomb 
threat via two telephone calls Unnecessary personnel 
evacuated. Unit 1 set to start-up/hot-standb y position. Unit 2 
in refuel mode w/no fuel in reactor. Search revealed no bomb, 

NIX, H. C. Georgia Power Co. 84/03/28. Record Services Branch 
(Document Control Desk). 2pp. 22872:229. 24X Fich e. 50-321, 

84/03/28, 8404030283. 


8404130419 Board Notification 84-067: forwards info re BWR main steam 
line interac tion, as followup to B31227 Board Notification 
83-187. 

EISENHUT, D. G. Division of Licensing. 84/04/13, PALLADINQ, 
GILINSKY, ROBERTS Commissioners. 4pp. 24106:151. 24X 

Fiche; 50-000, 84/04/13, 8404130419. 


8404260414 Part 21 rept re presence of thread-locking matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. G. General Electric Co, 84/04/13. DEYOUNG, R, C. 
Director's Office, Office of Inspection and Enforcement, 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13, 84042 60414. 


— 8404110519 Concludes that based on results of study re design aspects 
of Zimmer main steam sys,main steam sys restraints & 
applicable main turbine bldg supporting s tructure, Zimmer 
unique situation. No addl action, per 831206 memo, necessary , 

.MATTSON, R, Division of Systems Integration (post 811005). 

84/03/23. EISENHUT, D. Division of Licensing. 5pp. 24106:155. 

24X Fiche: 50-000, 84/04/13, 8404130417. 


8404300185 Notifies that mat! defects discovered during 820819 initial 
receipt insp of four Crane Co 10-inch gate valve replacement 
discs. Delivery of subj items refused & items returned to 
vendor. Evaluation end. 

GUCWA.L.T. Georgia Power Co. 84/04/13. DEYOUNG, R. C. Director's 
Office, Office of Inspection and Enforcement. 3pp, 24225:086. 24X 

Fiche: 50-321, 84/04/13, 84043001S5, 


8404300093 LER 84-004-00: on 840327, personnel found that scram discharge 
vol high level thermal level sensors 1C1L-N060 A-D not 
functionally tested at required frequency. Caused by lack of 
procedure. Procedure written it implemented. W/840425 ltr. 

TIPPS, S.B., NIX,H.C. Georgia Power Co, 84/04/25. 4pp, 24225:162 
24X Fiche: 50-321, 84/04/25, 8404300093, 


--8312190346 Recommends that board notification be made for listed 
facilities re potential for interaction of nonseismic 
feedwater lines w/seismic Category, I main steam lines. 

MATTSON, R Division of Systems Integration (post 811005), 

83/12/06, EISENHUT, D. G. Division of Licensing. 4pp. 24106:160. 
24X Fiche: 50-000,84/04/13,8404130419. 


8404230119 Forwards revised environ protection plan ( r- “"i-ad i c 1 og i ca 1 ) . 
MCCAFFREY, B. R. Long Island Lighting Co. 84/04/16. .OEN'On. H. 

Office of Nuclear Reactor Regulation, Director. Ip. 24154:160 24X 

Fiche’ 50-322, 84/04/16, 84042301 19, 


— 8404230123 Environ protection plan (nonradi ological ) for facility, App 
B. 

# Long Island Lighting Co. 04/04/16. 17pp. 24154:161, 24X 

Fiche: 50-322, 84/04/16, 8404230119. 
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F. Security, medical, emergency S< fire pratection plans 


8404130522 Requests evaluation of response to 32 inadequac i es & 
legal issues identified in FEMA rept on Rev 3 to LILCO 
transition p Ian. Response by 840501 requested. 

SCMWENCER.A. Licensing Branch 2. 84/04/02. POLLOCK. M. S. Long 

Island Lighting Co. 5pp. 24044:246. 24X Fi c h e; 50-322, 84/04/02, 

8404130522. 


G. Adjudicatory correspondence 


8404100260 Forwards applicant Exhibits 10 & 11 of hearing record on 
840223. Re lated correspondence. 

EYSTER, R. Tayloe Associates. 84/03/06. PLEASANT, E. Administrative 
S< Logistical Support Branch. Ip. 22993:325. 24X 

Fiche: 50-322, 84/03/06, 8404100260. 


8404060019 Preliminary views of M Cuomo, representing State of NY, re 
util supplemental motion for low power QL. Motion facially 
insufficient K/ should be re jected. Certificate of Svc encl. 
PALOMINO, F. G. New 'tork, State of. DSB 333. 84/03/28. 10pp. 

22920:349, 24X F i c h e • 50-322, 84/03/28. 8404060019. 


8404050033 Subpoena directing A Insolia to produce, for insp 8< copying, 
listed documents re two surveys concerning fac i 1 ity. Related 
correspondence. 

LAUREN30N, J. A. Atomic Safety and Licensing Board Panel. DSB 297. 
84./03/29 INSOLIA, A, Newsday, Mineola, NY. 2pp. 22900:298. 24X 

Fiche- 50-322. 84/03/29, 8404050033, 


S404020003 Corrects Rosenthal 840327 statement on filing date for 
responses to staff supplemental memorandum. 

SHOEMAKER, C. J. Atonic Safety and Licensing Appeal Panel, DSB 228. 
84/03/30. REIS,E J. Office of the Executive Legal Director. 
LANPHER.L. C. Kirkpatrick, Lockhart, Hill, Christopher it Phillips. 
ELLIS, T.S. Hunton 5 Williams. Ip. 22835:072. 24X 

Fiche: 50-322, 84/03/30. 8404020003 


8404020259 Suppl to preliminary views on scheduling re util new 
motion for low power OL. Motion should be denied due to util 
relying solely on Transamerica Delaval diesel generators. 
Certificate of Svc encl, Related correspondence. 

SCHEIDT.J Suffolk County, NY. SCHEIDT, J.* Kirkpatrick, Lockhart, 
Hill, Christopher ■?.> Phillips. DSB 244, 84/03/30. Atomic Safety 

and Licensing Board Panel, 5pp. 22846:035. 24X 

Fiche 50-322,' 84/03/30. 8404020259. 


8404030158 Notice that oral arguments will be heard on LILCO 840320 
supplemental motion for low power OL Separate ASLB appointed 
to hear motion Served on 840402. 

miller, M, E. Atomic Safety and Licensing Board Panel. DSB 262, 
84/03/30. 4pp. 22853,104. 24X Fiche: 50-322, 84/03/30, 8404030158. 


8404030163 Notice of ASLB c onsti tution. ME Mi 1 ler, chairman GO Bright 
& EE Johnson, members. Served on 840402. 

COTTER. B P, Atomic Safety and Licensing Board Panel. DSB 261. 
84/03/30, 2pp. 22853 113. 24X Fi c he ; 50-322, 84/03/30, 8404030163. 


8404030186 Response opposing referral of LILCO 840320 supplemental 
motion for low power OL Certificate of Svc encl. 

PERLIS, R. G. Hearing Branch 3. DSB 251. 84/03/30. Atomic Safety 

and Lrce-si-c B-n-d e! Sop 22849:227, 24X 

Fichr- :'C 32' O-'/Or.'/. " 301:“ u 


8404020242 Forwards executed affidavits for 840320 supplemental motion 
for low power GL, 

EARLEY, A. F. Hunton Williams. EARLEY, A. F. Long Island Lighting 
Co DSB 240, 84/03/31. BRENNER, L. , MORRIS. P. A., FERGUSON, G. A. 

Atomic Safety and Licensing Board Panel, Ip. 22846:102. 24X 

Fiche; 50-322, 84/03/31 , 8404020242. 


— 8404020244 Affidavit of WG SchifPmacher in support of 840320 
supplemental motion for low power OL. 

SCHIFFMACHER, W, Long Isla-d Lighting Co 84/03/22. 25pp. 

22846; 103. 24X Fiche: R './O.B/jI ■ 340402C2«2 


— 8404020248 Affidavit of WJ Museler in support of 840320 supplemental 
motion for low power OL. 

MUSELER, W.J. Long Island Lighting Co. 84/03/23, 9pp. 22846:128. 
24X Fiche: 50-322, 84/03/31 , 0404020242. 


— 8404020252 Affidavit of GO Sherwood, AS Rao 8< EC Eckert in support of 
840320 supplemental motion for low power OL. 

SHERWOOD, G. 6. , RAO, A. S. , ECKERT, E. C. General Electric Co. 

84/03/22. 68pp. 22846:137. 24X Fiche : 50-322, 84/03/31 . 8404020242. 


— 8404020255 Affidavit of JA Notaro & WE Gunther in support of 840320 
supplemental motion for low power OL. 

NOTARO, J. A., GUNTHER, W,E. Long Island Lighting Co. 84/03/30. 
17pp, 22846:205. 24X Fi c h e : 50-322. 84/03 /31 , 8404020242. 


84040^0133 NRC staff/FEMA cross-examination plan re Group II. A 
content ions, Cluster 5. Extensive cross-examination on 
prefiled written direct testimony of LILCO Suffolk County 
not p lanned. Re lated correspondence. 

BORDENICK, B. M. , REPKA, D. A, Hearing Branch 3. GLASS, S. M. Federal 
Emergency Management Agency. DSB 274. 84/04/02. 2pp. 22086:346. 

24X Fiche: 50-322, 84/04/02. 8404040133. 


8404060067 Forwards util cross-examination plans for Suffolk County 
testimony on Contentions 24 & 24. S. W/o end. Related 
corresp ondence. 

MCCLESKEY, K, E. Hunton Williams. MCCLESKEY, K, E. Long Island 
Lighting Co. DSB 328. 84/04/02. LAURENSON, U. A. , SHON, F. J. , 

KLINE, J. R. Atomic Safety and Licensing Board Panel. Ip. 22920:293. 
24X Fiche; 50-322, 84/04/02, 8404060067. 


8404060039 Notification of changes to svc 1 is t, deleting J Dun k 1 eb erg er , 
JD Feinberg & C Nol in. Related correspondence. 

LANE, V. M. Atomic Safety and Licensing Board Panel. DSB 335. 

84/04/03. Ip. 22920:249. 24X Fiche: 50-322, 84/04/03, 8404060039. 


8404060069 Comments on ASLB 840330 notice of oral arguments granting 
expedited treatment to util meritless supplemental motion 
for low power OL, Valid reasons for expedited treatment not 
provided. Certificate of Svc encl. 

LANPHER.L. C. Suffolk County, NY, LANPHER, L. C. Kirkpatrick, 
Lockhart, Hill, Christopher & Phillips. DSB 326. 84/04/03. Spp. 

22927:081. 24X Fiche: 50-322, 84/04/03, 8404060069. 


8404100184 Memorandum in response to ASLAB questions re recent Diablo 
Canyon dec ision. Diab lo Canyon compliance w/App A not within 
scope of proceeding under particular circumstances 
presented. Certificate of Svc encl. 

REIS, E. J. Hearing Branch 3. RAWSON, R. J. Hearing Branch 4. DSB 
399. 84/04/03. 75pp. 22966:333, 24X Fi c h e : 50-322, 84/04/03, 

8404100184. 


8404100490 Motion to delete provision in ASLB 840330 order mandating 
expeditious consideration Se determination of issues raised 
in LILCO supplemental motion for low power OL. State of NY 
entitled to due process. Certificate of Svc encl. 

PALOMINO, F. G. New York, State of. DSB 427, 84/04/03. Atomic 

Safety and Licensing Board Panel. Spp. 22976:322. 24X 

Fiche: 50-322, 84/04/03, 8404100490. 


8404060398 Forwards Region I morning repts re emergency diesel 
generators for 840319-0403, Related correspondence. 

GODDARD, R.J. Hearing Branch 3. DSB 355. 84/04/04. BRENNER, L, , 

FERGUSON, G, A. , MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
11pp. 22934:130. 24X Fi ch e: 50-322, 84/04/04. 8404060398. 


8404060414 Response, supporting in part & opposing in part, util 
Suffolk County 840328 motions to strike portions of Group 
II-B testimony. Certificate of Svc encl. Related 
correspondence, 

REPKA, D. A., BORDENICK, B. M, Hearing Branch 3. DSD 351. 84/04/04. 

Atomic Safety and Licensing Board Panel. 20pp. 22934:272, 24X 

Fiche; 50-322, 84/04/04, 8404060414. 


8404060419 Requests FEMA review of various matls used in LILCO training 
program for offsite emergency personnel. Review can be used 
for response to Suffolk Coun-fcy contentions, Related 
corresp ondence. 

REPKA, D. A. Hearing Branch 3, DSD 350. 84/04/04. GLASS, S. M. 

Federal Emergency Management Agency. Ip. 22935:080. 24X 

Fiche: 50-322, 84/04/04, 8404060419. 


8404090406 Statement of Governor Cuomo in support of Suffolk County 
840328 motion to strike portions of util II-B testimony. Uti 1 
plan inadecuate. le St fails to assure public safety. 

W/Cer^i » icate Svc Re'.aced correspondence. 

ZAHNLEUTER, R, J. New York, State of. DSB 387. 84/04/04. Spp. 

22954:355. 24X Fi c h e : 50-322, 84/04/04, 8404090406. 


3404090430 Response opposing LILCO 840324 motion to strike direct 
testimony of CU Failla on behalf of State of NY re 
Contention 24. F. 2. Certificate of Svc encl. Related 
correspondence. 

ZAHNLEUTER, R. J. New York, State of. DSB 388. 84/04/04. Atomic 

Safety and Licensing Board Panel, Spp. 22954; 347. 24X 

Fiche; 50-322, 84/04/04, 8404090430. 


8404100143 Joint motion for deferral of motions to strike testimony on 
Contentions 11 5t 15 until 7 days from date of svc by 
util of amended testimony on Contention 1 1. Certificate of 
Svc encl. Related correspondence. 

IRWIN, D.P. Long Island Lighting Co. LETSCHE, K, J. Suffolk County, 
NY. DSB 411. 84/04/05. Atomic Safety and Licensing Board Panel, 

4pp. 22967:174. 24X Fiche: 50-322, 84/04/05, 8404100143. 
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8404100152 Response opposing LILCO 840327 motion to strike portions of 
Group II-B testimony of Suffolk County. Cert if icate of Svc 
end. Related correspondence. 

LETSCHE, K. Suffolk County, NY. LETSCHE, K. Kirkpatrick, Lockhart, 
Hill, Christopher S: Phillips. DSB 407. 84/04/05, Atomic Safety 

and Licensing Board Panel. 4Spp. 22967:091. 24X 

Fiche: 50-322, 84/04/05, 8404100152. 


8404100158 Motion for expedited decision re admissibility of State of 
NY direct testimony on Contention 24. F. 2. Early decision 
mould prevent unnecessary expenditures of t ime. Certificate 
of Svc end. Related correspondence. 

IRWIN, D.P. Long Island Lighting Co. DSB 412. 84/04/05. Atomic 

Safety and Licensing Board Panel. 4pp. 22963:269. 24X 

Fiche; 50-322, 84/04/05, S40410015S. 


8404100167 Ansuer opposing Suffolk County 840328 motion to strike 
portions of LILCO Group II-B testimony. Cert if icate of Svc 
end. Related correspondence. 

FALZONE. R. R. Long Island Lighting Co. FAL20NE, R.R. Hunton 
Williams. DSB 413. 84/04/05. Atomic Safety and Licensing Board 

Panel. 62pp. 22963:314. 24X Fi che: 50-322,84/04/05,8404100167. 


8404100153 Memorandum order scheduling 840424-0505 hearing on util 
840320 supplemental motion for lorn power OL. Served on 
840409. 

BRIGHT, G.O., MILLER, M.E. Atomic Safety and Licensing Board Panel. 
DSB 398. 84/04/06. 18pp. 22963:244. 24X Fi c h e : 50-322, 84/04/06. 

8404100153. 


8404100159 Notice of hearings on 840424-0505 in Hauppauge/NY re low 
power operation. Served on 840409, 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 595. 
84/04/06. 6pp. 22963:304. 24X Fiche: 50-322, 84/04/06, 8404100159. 


8404100186 Order granting NRC motion for leave to suppl 840403 memo ?< 
respond to suppl. Served on 840409. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 396. 
84/04/06. Commissioners. Ip. 22967:046. 24X 

Fiche; 50-322, 84/04/06, 8404100186. 


8404110587 Motion for leave to suppl NRC 840403 memorandum in response 
to ASLAB q.uesti ons. Response to Appeal Board second q.uestion 
should be clarified. 

REIS, E. J. Hearing Branch 3. RAWSON, R. J. Hearing Branch 4. DSB 
457. 84/04/06. Atomic Safety and Licensing Board Panel. Spp. 

22999:232. 24X Fiche: 50-322, 84/04/06. 84041 10587. 


8404100169 Requests transmittal of end 840406 memo re licensed reactor 
operator exams to all parties to all pending QL proceedings/ 
cases to applicants in uncontested OL cases. Served on 
840409. 

GILINSKY, V. Commissioners. DSB 393. 84/04/09, CHILK, S. J. Office 

of the Secretary of the Commission. Ip. 22967:052. 24X 

Fiche: 50-000, 84/04/09, 8404100169. 


8404100471 Forwards 840409 memo re licensed reactor operator exams. 
Commissioner Gilinsky refused to defer release of 840406 
memo. 

PALLADINO, N. J. Commissioners. DSB 423. 84/04/09, CHILK, S. J. 

Office of the Secretary of the Commission. Ip. 22976:306. 24X 

Fiche: 50-000, 84/04/09, 8404100471. 


— 8404100494 Reptuests deferment on Commissioner Gilinsky request to 
serve Olfc of General Counsel 840406 memo re licensed reactor 
operator exams. Addl time needed to research background of 
inter pretation. 

PALLADINO, N. J. Commissioners. 84/04/09. GILINSKY, ROBERTS, 
ASSELSTINE Commissioners. 3pp. 22976:307. 24X 

Fiche: 50-000, 84/04/09, 8404100471. 


8404110493 Motion to strike portions of direct testifro-y o- behalf of 
Suffolk County re emergency planning Contentions .j9,^."),4«, 

98,99 Z( 100 on training of offsite emergency response 
workers. Certificate of Svc end. Related correspondence. 

MONAGHAN, J. A. Long Island Lighting Co, MONAGHAN, J, A. Hunton & 
Williams. DSB 441. 84/04/09. Atomic Safety and Licensing Board 

Panel. 17pp, 24000:001. 24X Fiche: 50-322, 84/04/09, 0404110493. 


8404110548 Advises that technical inquiries made to data automation 
vendors re possibility of electronically transmitting 
info tt selected documents on diesel generators. Info will be 
forwarded when rece ived. Related correspondence, 

BORDEN! CK, B. M. Hearing Branch 3. DSB 455. 84/04/09. BRENNER, L. , 

FERGUSON, G. A. , MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
Ip. 22999; 334. 24X Fiche: 50-322, 84/04/09, 8404110548. 


8404110569 Forwards Ofc of Investigation 840312 response memo re 
840220 Itr. Response memo from NRR & IE expected within 
several days. Related correspondence. 

BORDENICK, B. M. Hearing Branch 3. DSB 452. 04/04/09. BRENNER, L. , 

MORRIS, P. A. , FERGUSON, G. A. Atomic Safety and Licensing Board Panel. 
3pp. 22999:294. 24X Fiche: 50-322, 84/04/09, 8404110569. 


8404120077 Motion to strike portions of testimony of HN Babb,GJ Berger, 
MC CordarD,CA Daverio,DS Mileti,WF Renz .S< RA Varley on 
listed Phase II emergency planning contenti ons. Certificate 
of Svc end. Related correspondence. 

LETSCHE, K. Suffolk County, NY. LETSCHE, K. Kirkpatrick, Lockhart, 
Hill, Christopher Phillips. DSB 470. 84/04/09. Atomic Safety 

and Licensing Board Panel. llpp- 24022:256. 24X 

Fiche: 50-322, 84/04/09, 8404120077. 


8404120078 Notice of appearance in proc eed in g . Cert i f i cate of Svc end. 
STROUPE, 0. L. Hunton Williams. DSB 468. 84/04/09. 3pp. 

24014.342. 24X Fi c h e : 50-322, 84/04/09, 8404 1 20078. 


8404160210 Forwards Attachment 22. H to LILCO testimony on Contention 24 
8,. submits change to Lines 15-17 on Page 17 of original 
testimony . Attachmen t 22. H is lease for Riverhead transfer 
po int. Related correspondence. 

MCCLESKEY, K. E. Hunton 8-, Williams. MCCLESKEY, K. E. Long Island 
Lighting Co. DSB 537. 84/04/09. LAURENSON, U. A. , SHON, F. J. Atomic 

Safety and Licensing Board Panel. Spp. 24046:007. 24X 

Fiche: 50-322, 84/04/09, S404160210. 


8404120068 Order establishing svc list in proceeding re util S40320 
supplemental motion for low power OL. Svc list end. Served on 
840411. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 473. 
84/04/10. 3pp. 24014:324. 24X Fi che; 50-322, 84/04/10, 8404120068. 


8404120085 Order reconsidering S40309 memorandum order ruling on 
Suffolk County motion for leave to file modified Contentions 
16 8,. 18 re LILCO public educ broc h ure. Serve d on 840411. 

LAURENSON, J. A. Atomic Safety and Licensing Board Panel. DSB 474. 
84/04/10. Spp. 24023: 065. 24X Fi che : 50-322, 84/04/ 10, 8404120035. 


8404170534 Requests answers to listed questions on NRC change of 
position on low power license for facility in light of 
evidence re TDI diesel g enera tor s . Cert i fi ca te of Svc end. 

Related correspondence. 

JONES, F.R. Suffolk County, NY. DSB 603. 84/04/10. DIRCKS, W. J. 

Office of the Executive Director for Operations. llpp- 24068:049. 
24X Fiche; 50-322, 84/04/10, B404170534. 


8404180342 Joint objections to ASLB 840222 oral order on Suffolk County 
contentions re inadequacy of emergency diesel generators. Rev 
to order requested. Certificate of Svc end. 

DYNNER, A. R. Suffolk County, NY. DYNNER, A. R. Kirkpatrick, Lockhart, 
Hill, Christopher 8-. Phillips. PALOMINO, F. 0. New York, State of. 

DSB 613. 84/04/10. 64pp. 24071:026. 24X Fi c h e : 50-322, 84/04/10. 

8404180342. 


8404130066 Voices objection to recent personal intervention in 
licensing proceeding S', requests prompt action to remedy 
procedural irregular it ies intervention prod uced. Prompt 
reply requested. 

COHALAN, P, F. Suffolk County, NY. DSB 499. 84/04/11. 

PALLADINO, N. J. Commissioners. Spp. 24030:298. 24X 

Fiche; 50-322, 84/04/11, 8404130066. 


8404130136 Forwards RL LaBua 840402 Itr to JA Laurenson for svc on 
all parties. 

LAURENSON, J. A, Atomic Safety and Licensing Board Panel. DSB 498. 
84/04/11. Docketing ?y. Services Branch. Ip. 24031:158. 24X 

Fiche: 50-322, 04/04/11, 8404130136. 


— 8404130143 Expresses opposition to operation of facility by 17 out of 
IS County leg islators, based on real concerns S< bipartisan 
position. 

LABUA, R.L. Suffolk County, NY. 84/04/02. LAURENSON, J. A. Atomic 
Safety and Licensing Board Panel. 2pp. 24031:159. 24X 

Fiche: 50-322, 84/04/11, 8404130136. 


8404160027 Suffolk County fy LILCO joint proposal for order of 
litigation of Group II-B issues. Certificate of Svc end. 

CHRISTMAN, J. N. Long Island Lighting Co. CHRISTMAN, J. N. Hunton «< 
Williams. DSB 514. 84/04/11. 7pp. 24043:121, 24X 

Fiche: 50-322, 84/04/11, 8404160027. 


8404160215 Requests production of listed documents, per ASLB 840406 
memorandum 2< order. Related correspondence, 

SCHEIDTiD, J, Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 
SCHEIDT,D. J, Suffolk County, NY. DSB 540. 84/04/11. DIRCKS, W. J. 

Office of Nuclear Material Safety 5< Saf eg uards, Direc tor. 6pp. 
24046:215. 24X Fiche: 50-322, 84/04/11, 8404160215. 


8404160219 Requests production of listed documents, per ASLB 840406 
memorandum 8< order. Related correspondence. 

SCHEIDT, D. J. Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 
SCHEIDT,D, J. Suffolk County, NY. DSB 538. 84/04/11. ELLIS, T. S. , 

EARLEY, A. F. Hunton Williams. 7pp. 24046:221. 24X 

Fiche: 50-322, 84/04/ 1 1 , 8404160219. 
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8404170246 Informs that listed repts issued during U)k of 840404. 
Distribution indicated on encl svc list. Related 
corresp ondence, 

BRITT, L.F. Long Island Lighting Co. DSB 580. 84/04/11. 

BORDENICK, B. M. , REPKA, D. A Hearing Branch 3. 3pp. 24054:112, 24X 

Fiche: 50-322, 84/04/11, 8404170246. 


8404170519 Expresses objection to NJ Palladino personal intervention in 
licensing proceeding S-: requests Commission take prompt 
action to remedy procedural irregularities uthich 
intervention produced, 

COHALAN,P,F, Suffolk County, NY. DSB 60S, 84/04/11. 

PALLADINO, N. J, Commissioners. 6pp. 24068:105. 24X 

Fiche: 50-322, 84/04/11, 8404170519. 


8404180340 Forwards initial comments questions on tuo TDI Owners 
Group repts re rod bearing shells 8< rocker arm capscrew 
stress. Addl info required re failure mec han i sms, r ef erenc ed 
calculations quality of matls. Related correspondence. 

BERLINGER, C, H. Division of Licensing. DSD 611. 84/04/11. 

MCGAUGHY, J, P. Mississippi Power S. Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/11, 8404180340. 


8404170149 Responds to 840402 Itr re 840322 article in "Newsday" 
w/C Berlinger comments on high crankshaft calculations. 

Press rept inac c ur a t e. Re 1 a t ed correspondence. 

BORDENICK, B M. Hearing Branch 3, DSB 556. 84/04/12. DYNNER,A. R. 

Kirkpatrick, Lockhart, Hill, Christopher ?< Phillips. Ip. 24050:284. 
24X Fiche. 50-322, 84/04/12, 8404170149. 


8404170162 Requests all ca 1 c u la t i ons , ana 1 y ses , tes t data & other info re 
various components of TDI diesel generators not previously 
provided Related correspondence, 

BORDENICK, B, M. Hearing Branch 3. DSB 555, 84/04/12. DYNNER, A. R. 

Kirkpatrick, Lockhart, Hill, Christopher Phillips. Ip. 24050:254. 
24X Fiche: 50-322. 84/04/12, 8404170162, 


8404170257 Ack receipt of tardy request for documents re various 
aspects of low power license motion, LILCO cannot feasibly 
copy tens of thousands of documents within breadth of 
request by close of d i scovery . Re lated correspondence, 

ROLFE, R. M. Hunton 2/ Williams, RQLFE, R. M, Long Island Lighting Co. 
DSB 546, 84/04/12 SCHEIDT, D. J. Kirkpatrick, Lockhart, Hill, 

Christopher 2< Phillips, SCHEIDT, D, J. Suffolk County, NY. 2pp. 
24054:115. 24X Fi c h e : 50-322, 84/04/ 1 2, 84041 70257. 


8404170271 Confirms telcon which advised util that Suffolk County has 
not retained any experts will not identify or produce for 
deposition any witnesses before 840416 close of discovery. 

Related correspondence, 

ROLFE- R.M, Hunton -2' Williams. ROLFE, R. M. Long Island Lighting Co. 
DSB 560, 84/04/12 LANPHER, L C, Kirkpatrick, Lockhart, Hill, 

Christopher -2-! Phillips. LANPHER, L.C, Suffolk County, NY, 2pp. 
24059:236, 24X Fi c h e 50-322, 84/04/ 1 2, 84041 7027 1 . 


0404170538 Requests production of documents listed in encl. First four 
items clarify 840411 discovery request, Rela ted 
correspondence, 

SCHEIDT, D,J, Kirkpatrick, Lockhart, Hill, Christopher 8< Phillips. 
SCHEIDT, D,J, Suffolk County, NY. DSB 592. 84/04/12. ELLIS, T. S. , 

EARLEY, A. F. Hunton 2« Williams. ELLIS, T.S, Long Island Lighting Co. 
5pp. 24068:073. 24X Fi ch e : 50-322, 84/04/1 2, 8404170538, 


8404160001 Order directing DJ Scheidt to show cause why disciplinary 
action for prof conduct should not be impos ed, Hearing on 
show cause order will be held on 840418 in Bethesda.MD. 

Served on 84041.3, 

MILLER, M, E. At-nmic Safety and Licensing Board Panel, DSB 506. 
84/04/13. Suffolk County, NY. 4pp. '24043:068. 24X 

Fiche. 50-322, 84/04/13, 8404160001. 


8404160006 Ack receipt of 840410 joint objections of Suffolk County 
S< State of NY to ASLB 840222 oral order S< request for 
rev to order. Document not docketed due to lack of proper 
duplicates, Related correspondence. 

CLEMENTS, W, L, Docketing S< Services Branch. DSB 515. 84/04/13, 

BROWN, H, H. Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 
BROWN, H.H, Long Is!-?'’d L:q''ti-g Co. Ip, 24043:085. 24X 

Fiche. 50-322, 84/04/.::. 3- 0* : 


8404160016 Order scheduling answers to joint objections of Suffolk 
County State of NY. Answers due by 040418. Served on 840416. 
BRENNER,L. Atomic Safety and Licensing Board Panel. DSB 518. 
84/04/13. Long Island Lighting Co, 3pp. 24043: 108. 24X 

Fiche: 50-322, 84/04/13, 8404160016. 


8404160223 Motion to set 840420 as deadline for submission of new 
contentions re Regional Assistance Committee re vi ew. Dead 1 ine 
necessary so that further proceedings will not be delayed. 

Certificate of Svc encl, 

IRWIN, D.P. Long Island Lighting Co. IRWIN, D.P. Hunton & Williams. 
DSB 529. 84/04/13. Atomic Safety and Licensing Board Panel. 7pp. 

24046:208. 24X Fi c h e : 50-322, 84/04/ 13, 8404 160223. 


8404160226 Forwards util 840406 removal petition to Eastern District of 
NY, Suffolk County S< Governor Cuomo 840308 suits, util 840403 
motion to intervene in suit & complaint against Suffolk 
County. W/Certificate of Svc, Related correspondence. 

IRWIN, D.P. Hunton Williams. IRWIN, D. P. Long Island Lighting Co. 

DSB 531. 84/04/13. LAURENBDN, J. A. , KLINE, J. R. , SHDN, F. J. Atomic 

Safety and Licensing Board Panel. 136pp. 24046:070. 24X 

Fiche: 50-322. 84/04/13, 8404160226. 


8404160229 Forwards author 840413 Itr to FEMA in connection u/closure 
of items re Regional Assistance Committee r evi ew. Cert i fi cate 
of Svc end. Related correspondence. 

IRWIN, D.P. Hunton -S Williams. IRWIN, D. P, Long Island Lighting Co. 
DSB 530. 84/04/13, LAURENSON, J. A. , SHON, F. J. , KLINE, J. R. Atomic 

Safety and Licensing Board Panel. 5pp. 24046:065. 24X 

Fiche; 50-322, 84/04/13, 8404160229. 


8404160230 Response to Suffolk County 840409 motion to strike portions 
of testimony of HN Babb,GJ Berger, MC Cordaro,CA Daverio, 

DS Mileti.WF Renz -S- RA Yarley re listed Phase II emergency 
r’a — i-z crntentions. Cert if icate of Svc encl. 

CH" 1 E ■ „ N. Long Island Lighting Co. CHRISTMAN, J, N. Hunton & 

Williams. DSB 528. 84/04/13. Atomic Safety and Licensing Board 

Panel. 9pp. 24046:056. 24X Fi c h e : 50-322, 84/04/ 13, Z-0- ; 6C, 730 


8404170244 Responds to second discovery request received 940413 Sf 
summarizes status of effort to comply w/document requests. 
Considerable overlap exists in two requests. Related 
correspondence. 

ROLFE, R. M. Hunton Williams. ROLFE, R. M. Long Island Lighting Co. 
DSB 545. 84/04/13. LANPHER, L. C, Kirkpatrick, Lockhart, Hill, 

Christopher & Phillips, LANPHER, L. C. Suffolk County, NY. 2pp. 
24053:069. 24X Fi c h e : 50-322, 84/04/1 3, 84041 70244. 


8404170476 Motion to stay hearing on ASLB 840413 order for DJ Scheidt 
to show cause why disciplinary action should not be imposed. 

Board order is unprecedented, unwarranted illegal. 

Certificate of Svc encl. 

FREEMAN, M.Y. Arnold Z'. Porter, DSB 610. 84/04/13, Atomic Safety 

and Licensing Board Panel 5pp. 24059:025. 24X 

Fiche: 50-322, 84/04/13, 8404170476. 


8404170539 Statement of Govenor Cuomo in support of Suffolk County- 
LILCO 840411 proposal for order of litigation of Group II-B 
i s s ues , Cert i f i cat e of Svc encl. 

ZAHNLEUTER, R J. New York, State of. DSB 598, 84/04/13. 4pp. 

24068:078. 24X Fi c h e ; 50-322, 84/04/ 1 3, 84041 70539. 


8404190021 Responds to 840412 Itrs advising that util cannot pro-duce & 
copy all requested documents in time permitted by ASLB for 
d i scovery . Since util cannot produce documents by 840416, 
county cannot review matls by 840420. Related correspondence. 

LANPHER, L, C. Kirkpatrick, Lockhart, Hill, Christopher 8/, Phillips. 
LANPHER, L.C. Suf fo 1 k County , NY. DSB 640, 84/04/13. ROLFE, -R.M. 

Hunton Z>. Williams. ROLFE, R. M. Long Island Lighting Co. 3pp, 
24104:339, 24X Fi c h e : 50-322, 84/04/ 1 3, 84041 90021 . 


8404190172 Motion to set schedule for partial initial decision on Group 
I emergency planning issues. ASLB should adopt listed 
schedule for filing proposed findings & issue partial 
initial decision as soon as pr ac t i ca 1 . W/Cer t i f i ca te of Svc. 

CHRISTMAN, J. N. Long Island Lighting Co. CHR ISTMAN, J. N. Hunton it 
Williams, DSB 634. 84/04/13. Atomic Safety and Licensing Board 

Panel. 6pp. 24100.319. 24X Fi c h e ; 50-322, 84/04/ 13, 8404190172. 


8404200053 Forwards fatigue data for modular cast iron, per 840322 
request. W/o encl. Related correspondence, 

BRITT, L.F, Long Island Lighting Co. DSB 688. 84/04/13, 

BORDENICK, B, H. , REPKA, D. A, Hearing Branch 3. 3pp. 24119:001. 24X 

Fiche: 50-322- 84/04/13, 8404200053, 


8404170548 Joint request for Commission to direct certification of 
matters addressed in joint objections to memorandum St order 
s c*" edul i-.g hearing on util supplemental motion for low 
po-e" 'L if ASLB fails to vacate memorandum S< order. 

BROWN, H.H. Suffolk County, NY. BROWN, H, H. Kirkpatrick, Lockhart, 
Hill, Christopher Phillips, PALOMINO, F. G. New York, State of. 
DSB 604, 84/04/16, 2pp, 24068:155, 24X Fiche: 50-322, 84/04/16, 

8404170548. 


— 8404170550 Joint objections to 840406 memorandum Sk order scheduling 
hearing on util supplemental motion for low power OL. 

Motion violates NRC regulations low power order must be 
vacated, Certificate of Svc encl, 

DYNNER, A, R. Suffolk County, NY, DYNNER, A, R, Kirkpatrick, 
Lockhart, Hill, Christopher Phillips. PALOMINO, F, G. New York, 
State of. 84/04/16. 106pp. 24068:157. 24X Fiche: 50-322, 

84/04/16, 8404170548, 


8404180287 Order scheduling limited appearance statements at 
evidentiary hearing on 040424-28. Served on 840417. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 612. 
84/04/16. 2pp. 24071:216. 24X Fiche: 50-322, 84/04/16, 8404180287. 
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8404180301 Order granting motion to continue hearing on 840413 order 
on atty to show cause why disciplinary action should not be 
imposed . Served on 840417. 

MILLERi M. E. Atomic Safety and Licensing Board Panel. DSB 627, 
84/04/16. Ip. 24070:338. 24X Fiche: 50-322. 84/04/16, 8404180301. 


8404180317 Discusses NRG 840403 Zi 06 filings in response to ASLAS 
quest ions. Correctness of 'loore statement not pertinent in 
proceed ing, s inc e determination clearly caught up in Diablo 
Canyon case. 

LANPHERfL. C. Kirkpatric k, Lockhart, Hill, Christopher & Phillips. 
LANPKER.L. C. Suffolk County, NY. DSB 625. 84/04/16. 

ROSENTHAL, A. S. . EDLES, G. J. , WILBER, H. A. Atomic Safety and Licensing 
Appeal Panel. Ip 24070:337. 24X Fiche: 50-322, 84/04/16, 8404180317. 


8404190043 Response to h4RC supplemental 7B fi 1 ings. Denton definitions 
do not reflect longstanding practice but are response to 
criticisms made as result of TMI investigation. 

Certificate of Svc end. 

EARLEY, A. F. Long Island Lighting Co. EARLEY, A. F, Hunton & 
Williams. DSB 635. 84/04/16. Atomic Safety and Licensing Appeal 

Panel. 21pp. 24104:258, 24X Fiche: 50-322, 84/04/16, 8404190043. 


8404190063 Delineates inaccuracies in 840413 Itr re applicant response 
to Suffolk County discovery requests concerning supplemental 
low power OL motion, Related correspondence. 

ROLFE, R. M. Hunton Zf. Williams, ROLFE, R. M, Long Island Lighting Co. 
DSB 639. 84/04/16. LANPHER, L. C. Kirkpatrick, Lockhart, Hill, 

Christopher ?< Phillips. LANPHER, L. C. Suffolk County, NY. 4pp. 
24104:350. 24X Fi c he : 50-322, 84/04/1 6, 84041 90063. 


8404190116 Notification of participation for attys. Notices of 
appearances for WT Reveley, JE Farnham, RM Rolfe & AF Earley 
end. W/Certif icate of Svc. 

ROLFE, R. M. Long Island Lighting Co. ROLFE, R.M. Hunton & Williams. 
DSB 654. 84/04/16. Spp, 24104:328. 24X Fi c he: 50-322, 84/04/16, 

8404190116. 


8404190342 Notices of appearance of DP Gersch,BL Montgomery & 

MV Freeman. 

GERSCH, D. P. Oersch, D. P, MONTGOMERY, B. L. Montgomery, B. L. 
FREEMAN, M.V, Freeman, M, V. DSB 647. 84/04/16, Spp. 24096:232. 

24X Fiche; 50-322,84/04/16,8404190342. 


8404200015 Response to util 840409 motion to strike portions of direct 
testimony on behalf of Suffolk County on listed emergency 
planning contentions re training of response workers. 

Certificate of Svc end. Related correspondence. 

LETSCHE, K. J. Suffolk County, NY. LETSCHE. K. J. Kirkpatrick, 
Lockhart, Hill, Christopher it Phillips. DSB 672. 84/04/16. 

Atomic Safety and Licensing Board Panel. 50pp. 24119: 196. 24X 

Fiche; 50-322. 84/04 / 1 6, 84042000 1 5. 


8404200022 Response to Suffolk County 840411 document discovery 
requests, List of documents withheld under work product 
privilege or trial preparation privilege en c 1 . Cer ti f i ca te of 
Svc also end. Related correspondence. 

ROLFE, R, II. Long Island Lighting Co. ROLFE. R.M. Hunton & Williams, 
DSB 665. 84/04/16. 17pp. 24119:149, 24X Fiche; 50-322, 84/04/16, 

8404200022, 


8404200024 Response to Suffolk County 840412 document discovery 
requests. Certifi cate of Svc end. Related correspondence. 

ROLFE, R.M. Long Island Lighting Co. ROLFE, R. M. Hunton & Williams. 
DSB 666, 84/04/16. 10pp. 24119:139. 24X Fiche; 50-322, 84/04/16, 

8404200024. 


8404230118 Advises that listed documents distributed to end svc list, 
per commitments. Documents re rocker arm capscrew stress 
analysis it cylinder head stud evaluation encl.W/o listed 
documents. Related correspondence. 

BRITT, L. F. Long Island Lighting Co. DSB 731. 84/04/16. 

BORDENICK, B. M. , REPKA, D. A. Hearing Branch 3. 3pp. 24153:276, 24X 

Fiche: 50-322. 84/04/16. 8404230118. 


8404180303 Forwards 840410 joint objections of Suffolk County ?! State 
of NY to Board 840222 oral order & nequest for rev thereof, 
in response to 840413 Itr to HH Brown re docketing problem. 

W/q ends. Related correspondence. 

DYNNER. A. R. Kirkpatric k, Lockhart, Hill, Christopher it Phillips. 
DYNNeR,A. R. Suffolk County, NY. DSB 615. 84/04/17, CLEMENTS, W. L. 

Docketing ?< Services Branch. 2pp. 24071:222. 24X 

Fiche: 50-322, 84/04/17, 8404180303. 


8404190013 Notices of appearance of EJ Reis, BM Bordenick,DA Repka, 
RJ Rawson, RG Perils Zt RJ Goddard in proceed ing . Certificate 
of Svc end. 

REIS, E. J. , BORDENICK, B, M. , REPKA, D. A. Hearing Branch 3. DSB 642. 
84/04/17. 8pp. 24104:342. 24X Fiche: 50-322. 84/04/17, 8404190013. 


S40419022S Submits preliminary morning rept re emergency diesel 
generator. On 840414, engineers noticed crack on Emergency 
Diesel Generator 103 Licensee evaluation forthc oming. Related 
corresp ondence. 

REIS, E. J. Hearing Branch 3. DSB 641. 84/04/17. BRENNER, L. , 

FERGUSON, G. , JOHNSON, E. B. Atomic Safety and Licensing Board Panel. 
2pp. 24100:337. 24X Fi c h e : 50-322, 84/04/17, 84041 90228. 


8404200017 Response to joint objections of Suffolk County it State of NY 
to ASLB S40222 oral order S; request for r ev. Ob j ec t i on too 
late it no new reasons advanc ed. Cer ti f icate of Svc end. 

EARLEY, A, F. Long Island Lighting Co. EARLEY, A. F. Hunton it 
Williams. DSB 668. 84/04/17. 19pp. 24119:177. 24X 

Fiche: 50-322, 84/04/17, 8404200017. 


8404230147 Discusses staf f, app 1 leant it county responses to ASLB 
proposal to electronical ly transmit info it documents. County 
equipment not compatible w/other parties equipment. Related 
correspondence. 

BORDENICK, S. M. Hearing Branch 3. DSB 746. 84/04/17, BRENNER, L. , 

FERGUSON, G. A. , MORRIS, P A. Atomic Safety and Licensing Board Panel. 
2pp. 24155:338 24X Fi c h e : 50-322, 84/04/ 1 7, 8404230147’ 


8404240230 Advises that draft security p Ian, r espons ive to 840411 
Discovery Request 17, will be telecopied on 840418. Documents 
previously transmitted 1 i s t ed , Re la te d correspondence. 

TARLETZ,D. B. Hunton S' Williams. DSB 768. 84/04/17. SCHEIDT, D. J. 

Kirkpatrick, Lockhart, Hill, Christopher it Phillips. 2pp. 

24165:257. 24X Fic h e . 50-322, 84/04/ 1 7, 8404240280, 


8404240495 Advises that 940416 rept re engine driven jacket water pump 
design review distributed to end svc list. Related 
corresp ondence. 

BRITT, L.F. Long Island Lighting Co. DSB 805. 84/04/17. 

BORDENICK, B. M. r REPKA, D. A. Hearing Branch 3. 3pp. 24191:080. 24X 

Fiche; 50-322, 84/04/17, 8404240495. 


8404230007 Notices of appearance of HH Brown, LC Lanpher,AR Dynner it 
DJ Scheidt in pr oc e ed i ng . Cer t i f i ca t e of Svc end. 

BROWN,H.H. , LANPHER,L C. , DYNNER, A. R. Suffolk County, NY. DSB 694, 
84/04/18. 6pp. 24153:063. 24X Fi che : 50-322, 84/04/ IS, 8404230007. 


8404230012 Rept on settlement negotiations on emergency plrinning 
Contention 16 re public info brochure. LILCO motion for 
summary disposition of Contention 16 will be filed by 
840427. Certi fi cate of Svc encl. 

CHRISTMAN, J. N. Long Island Lighting Co. CHRISTMAN, J. N. Hunton it 
Williams. DSB 700 84/04/18, 8pp. 24153:339. 24X 

Fiche: 50-322, 84/04/18, 8404230012. 


8404230063 Notices of appearance in proc eed i n g . Cer t i f i cate of Svc encl 
PALOMINO, F. G, , ZAHNLEUTER, R. J. New York. State of. 84/04/18. 7pp.’ 

24154 204, 24X Fi c he : 50-322, 84/04/ 18, 8404230063, 


8404230121 Response supporting Suffolk County State of NY joint 
objections to ASLB 840222 oral order rejecting County 
Contention 4 re TDI generators. Order should be revised to 
extend discovery tine Certificate of Svc end, 

GODDARD, R.J. Hearing Branch 3 DSB 739. 84/04/18, Spp. 

24154:072. 24X Fi c h e 50-322, 84/04/ 18, 84042301 21 . 


8404240449 Notice of appearance in prcceedir.c Ce-tificate of Svc end, 
MONAGHAN, J. A. Long Island Lighting I.t Ml ‘•.'’'•O-.A.',', J. A. Hunton Sc 
Williams. DSB 795. 84/04/18. 3pp. 24191:109. 24X 

Fiche: 50-322, 84/04/18, 8404240449. 


8404240477 Notice of appearance in proceeding . Certificate of Svc encl. 
TARLETZ,D. B, Long Island Lighting Co. TARLETZ, D. B, Hunton & 
Williams. DSB 794. 84/04/18. 3pp. 24191:091. 24X 

Fiche: 50-322, 84/04/19, 8404240477. 


0404230062 Response opposing various Suffolk County/State of NY 840416 
requests. No legal grounds exist for Commission to 
immediately direct c er t i f ica t i on. 

REVELEY, W T, Long Island Lighting Co. REVELEY, W. T. Hunton St 
Williams. DSB 714. 84/04/19. Ip. 24153:013. 24X 

Fiche: 50-322, 84/04/19, 8404230062 


■8404230066 Response opposing various Suffolk County/State of NY 
requests dtd 8404 16. Re ques ts fail to put forth new 
arguments. Certificate of Svc encl. 

REVELEY, W, T. Long Island Lighting Co. REVELEY, W. T. Hunton it 
Williams. 84/04/19, Atomic Safety and Licensing Board Panel. 
25pp. 24153:014. 24X Fic he: 50-322, 84/04/19, 8404230062, 


8404230126 Response opposing Suffolk County it State of NY joint 
objection to ASLB 840406 memorandum & order scheduling 
hearing on LILCO motion for low power OL. Certificate of Svc 
end. 

PERLXS, R. G. Hearing Branch 3. DSB 735. 84/04/19. 7pp 24154' 084 

24X Fiche: 50-322, 84/04/19, 8404230126. 
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8404230149 Response supporting util 840413 motion to set deadline of 
840420 for submission of new contentions re RAC review. 

Requests reasonable under c ir cums tanc es. Cer t i f i cate of Svc 
enc 1 

BORDENICK, B. li Hearing Branch 3. DSB 736. 84/04/19. Atomic 

Safety and Licensing Board Panel. 4pp. 24155:334. 24X 

Fiche: 50-322, 84/04/19, 8404230149. 


8404230159 Response to LILCO 840413 motion to set schedule for partial 
initial decision on Group I emergency planning issues. 

Provisions of 10CFR2. 754 should be followed if motion 
granted . Cert i f i cat e of Svc end. 

BOPDENICK, B. M. Hearing Branch 3. DSB 737. 84/04/19, Atomic 

Safety and Licensing Board Panel 6pp, 24155:252. 24X 

Fiche:’ 50-322, 84/04/19, 8404230159. 


8404230341 Motion for leave to reply to util 840417 response to 
joint objections of Suffolk County ?< State of NY to ASLB 
840222 oral oraer request for rev thereof , Cer t if i cate 
of Svc encl 

DYNNER,A, R. Suffolk County, NY DYNNER, A. R. Kirkpatrick, Lockhart, 
Hill, Christopher Phillips DSB 754. 84/04/19. Atomic Safety 

and Licensing Board Panel. 5pp. 24162:312. 24X 

Fiche: 50-322. 84/04/19, 8404230341. 


— 8404230398 Notice of RL Acerno 840510 deposition in Wash ington, DC re 
LILCO transition plan, Related correspondence. 

BIRKENHEIER, J. Suffolk County, NY, BIRKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher Phillips. 84/04/20. 2pp. 

24161:220. 24X F i c h e 50-322. 84/04/20, S404230382. 


— 8404230401 Notice of M Jackson 840510 deposition in Wash ington, DC re 
LILCO transition plan. Related correspondence. 

BIRKENHEIER, J. Suffolk County, NY. BIRKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher S-. Phillips. 84/04/20. 2pp. 

24161:222 24X F i c h e : 50-322, 84/04/20. 8404230382. 


— 8404230403 Notice oF M Lawless 840510 deposition in Wash ington, DC re 
LILCO transition plan. Related correspondence. 

BIRKENHEIER, J. Suffolk County. NY. B IRKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher S< Phillips. 84/04/20, 2pp. 

24161-224. 24X F i c he . 50-322, 84/04/20, 8404230382, 


— 8404230407 Notice of C Melina 840514 deposition in Wash ington, DC re 
LILCO transition plan Related correspondence. 

BIRKENHEIER, J. Suffolk County, NY. B IRKENHEIER, J. Kirkpatrick. 
Lockhart, Hill, Christopher Phillips. 84/04/20. 2pp. 

24161:226, 24X F i c h e : 50-322. 84/04 /20, 8404230382. 


8404240238 Forwards revised 840416 response to various Suffolk County & 
State of NY requests Certificate of Svc. 

REVELEYtW. T. Hunton Williams. REYELEY, W. T. Long Island Lighting 

Co. DSB 788. 84/04/19, MILLER, M, E. , BRIGHT, G.O., JOHNSON, E. B. 

Atomic Safety and ' ’.‘•r-sinq B^a^d Panel. Ip. 24165’ 189. 24X 

Fiche- 50-322, 84/04.- : V E’.-.'--;:-:!;;-.:- '■ 


— 8404240245 Revised response to various Suffolk County Jk State of NV 
840416 requests. No grounds exist for Commission to direct 
certification of matter ^ render prompt decision per 
objections. 

REYElEY. W T, Long Island Lighting Co. REYELEY.W. T. Hunton 
Williams 84/04/19. Ip 24165:190. 24 X Fi c h e : 50-322, 84/04/19, 

8404240238, 


— 8404240251 Revised response to various Suffolk County Ss State of NY 
840416 r equest s . R eques t s fail to put forth new arguments, 
Certificate of Svc encl 

REYELEY.W T. Long Island Lighting Co. REYELEY, W. T. Hunton 8< 
Williams. 84/04/19. 25pp, 24165:191 24X Fi c h e ; 50-322, 84/04/19. 

8404240238. 


8404230033 Order denying Suffolk County State of NY 840416 motion 
to vacate 840406 order scheduling limited evidentiary 
hearing Motion contains ad hominen insinuations 
pejorative innuendos. Served on 840420, 

MILLER, M. E Atomic Safety and Licensing Board Panel. DSB 695. 
84/04/20, Suffolk County, NY. 6pp. 24153 069. 24X 

Fiche: 50-322. 84/04/20, 84042.30033, 


8404230339 Order denying in part & granting in part, joint objections 
to ASLB 840222 bench order re emergency diesel generators. 

Denial of Contention 4 affirmed county motion for 
extension denied. Served on 840423. 

BRENNER.L. Atomic Safety and Licensing Board Panel. DSB 758. 
84/04/20. Suffolk County, NY 6pp, 24162:306, 24X 

Fiche 50-322, 84/04/20, 8404230339 


8404230332 Memorandum explaining Suffolk County discovery requests re 
FEMA 840419 test imony . Not i c es of dep osi t i on s, mot i on to 
compel, appi ication for subpoenas request for production of 
documents encl. Related correspondence, 

LEfSCHE.K.J, Suffolk County, NY. l.ETSCHE, K. J, Kirkpatrick, 
Lockhart, Hill, Christopher Phillips. DSB 756, 84/04/20. 6pp. 

24161:206, 24X Fi c b e : 50-322, 84/04/20, S404230382, 


— 840423-0386 Notice of RB Kowieski 840503 deposition in Wash ing ton, DC re 
LILCO transition plan. Related correspondence 

BIRKENHEIER, J, Suffolk County. NY. BIRKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher Phillips. 84/04/20 2pp. 

24161,212. 24X Fiche 50-322,84/04/20,8404230382 


— 8404230409 Notice of H Fish 840514 deposition in Wash ington, DC re LILCO 
transition plan Related correspondence. 

BIRKENHEIER, J. Suffolk County, NY, BIRKENHEIER, J, Kirkpatrick, 
Lockhart, Hill, Christopher & Phillips. 84/04/20. 2pp. 

24161:228 24X Fi che- 50-322. 84/04/20, 8404230382. 


— 8404230413 Notice of R Dernacki 840514 deposition in Wash ing ton, DC re 
LILCO transition plan. Related correspondence. 

BIRKENHEIER, J. Suffolk County, NY, BIRKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher Phillips. 84/04/20. 2pp. 

24161:230. 24X Fi che: 50-322, 84/04/20, 8404230382. 


— 840423-0417 Notice of L Olmer 840515 deposition in Wash ing ton, DC re 
LILCO transition plan Related correspondence, 

BIRKENHEIER, J. Suffolk County, NY. B IRKENHEIER, J. Kirkpatrick, 

Lockhart, Hill, Christopher S-. Phillips. 84/04/20. 2pp. 

24161.232, 24X F i c h c , 50-322. 84/04/20, 8404230382, 


— 8404230419 Notice of P Lutz 840515 deposition in Wash ington, DC re 
LILCO transition plan. Related correspondence. 

BIRKENHEIER, J. Suffolk County, NY, BIRKENHEIER. J, Kirkpatrick, 
Lockhart, Hill, Christopher Phillips. 84/04/20. 2pp, 

23083:324, 24X F i c h e : 50-322, 84/04/20, 8404230382. 


— 8404230424 Notice oF C Gordon 940516 deposition in Wash ing ton, DC re 
LILCO transition plan, Related correspondence. 

BIRKENHEIER, J Suffolk County, NY. BIRKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher S, Phillips, 84/04/20. 2pp. 

24161:236. 24 X F i c h e : 50-322, 84/04/20, 8404230382 


— 040423-0428 Notice of J Feldman 840515 deposition in Wash ing ton, DC re 
LILCO transition plan. Related correspondence. 

BIRKENHEIER. Suffolk County, NY. BIRKENHEIER, J, Kirkpatrick, 
Lockhart, Hill, Christopher 5*. Phillips. 84/04/20. 2pp, 

24161:238. 24X F ic h e: 50-322, 84/04/20. 8404230382. 


— 840423-0431 Notice of R Bores 840516 deposition in Wash ington, DC re 
LILCO transition plan. Related correspondence. 

BIRKENHEIER, J. Suffolk County, NY. BIRKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher 8-. Phillips. 84/04/20, 2pp. 

24161:240. 24X F ic he ; 50-322, 84/04/20, 8404230382. 


— 8404230433 Motion to compel separate appearance for 840508 8< 09 
depositions of FEMA witnesses, RB Kowieski, TE Baldwin, 

PH Mclntire JH Ke 1 ler , Re lat ed correspondence. 

LETSCHE, K. J. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick, , 
Lockhart, Hill, Christopher <S< Phillips. 84/04/20. Atomic Safety 
and Licensing Board Panel, 5pp. 24161:242. 24X 

Fiche: 50-322. 84/04/20, 8404230382. 


— 8404230388 Notice of TE Baldwin 840508 deposition in Wash ing ton, DC re 
LILCO transition plan. Related correspondence. 

BIRKENHEIER, J Suffolk County, NY. BIRKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher &: Phillips, 84/04/20. 2pp. 

24161:214. 24X Fi c h e 50-322, 84/04/20, 8404230382 


— 8404230436 Application for issuance of subpoenas to Regional Assistance 
Comi-nittee members, C Melina, H Fish.R Bernacki,L Olmer, 

J Feldman ii. P Lutz. Related correspondence, 

LETSCHE, K. Suffolk County, NY LETSCHE, K. Kirkpatrick, Lockhart, 
Hill, Christopher V Phillips 84/04/20. Atomic Safety and 
Licensing Board Panel. 16pp. 24161:260, 24X 

Fiche: 50-322. 84/04/20, 8404230382. 


—8404230391 Notice of PH Mclntire 840509 deposition in Wash ington, DC re 
LILCO transition plan. Related correspondence. 

BIRKENHEIER, J. Suffolk County, NY. BIRKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher -S,. Phillips, 84/04/20. 2pp. 

24161:216. 24X Fiche 50-322,84/04/20,8404230382. 


— 8404230394 Notice of JH Keller 840509 deposition in Wash ington, DC re 
LILCO transition plan. Related correspondence. 

BIRKENHEIER, J. Suffolk County, NY. BIRKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher Phillips. 84/04/20. 2pp, 

24161:218 2AX Fi c he - 50-322, 84/04/20, 8404230382. 


— 8404230438 Motion to direct appearance of NRC personnel, C Gordon 8< 

R Bores for deposition re LILCO transition plan. Related 
correspondence, 

LETSCHE, K Suffolk County, NY. LETSCHE, K. Kirkpatrick, Lockhart, 
Hill, Christopher Phillips. 84/04/20. Atomic Safety and 
Licensing Board Panel. 8pp. 24161:267, 24X Fiche; 50-322, 

84/04/20, 8404230382. 
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— B404230439 Request for production of documents by NRC. Related 
correspondence, 

LETSCHE. K, J. Suffolk County. NY. LETSCHE. K. J. Kirkpatrick, 
Lockhart, Hill, Christopher Phillips, 84/04/20. Atomic Safety 
and Licensing Board Panel, 3pp 241(i>l;271. 24X 

F i c h e : 50-322, 84/04 /20, S404230382. 


— 8404230441 Request for production of documents by FEMA re LILCO 
transition p Ian. Cert i f i cate of Svc end. Related 
correspondence. 

LETSCHE.K, J Suffolk County, NY. LETSCHE, K. J, Kirkpatrick, 
Lockhart, Hill, Christopher S' Phillips 84/04/20. Atomic Safety 
and Licensing Board Panel. 6pp. 24161:274, 24X 

Fiche: SO-322, 84/04/20, 8404230382. 


8404240062 Order ruling on util motions for summary disposition of 
Contentions 24.0,33,45,46 Sy 49 Contentions 24. B, 45 & 46 
granted S( Contentions 33 •?, 49 granted in part. Served on 
840423. 

LAURENSON, J. A. , KLINE, J, R. , SHON, F, J. Atomic Safety and Licensing 
Board Panel. DSB 783. 84/04/20. 29pp. 24164: 189. 24X 

Fiche: 50-322. 84/04/20, 8404240062. 


8404240266 Informs that due to prohibitively short schedule ordered by 
ASLB, County unable to submit prefiled testimony in 
proceeding. Related correspondence. 

LANPHER.L, C. Kirkpatrick, Lockhart, Hill, Christopher 8? Phillips. 
LANPHER.L, C. Suffolk County, NY. DSB 770. 84/04/20. MILLER, M. E. , 

BR IGHT, 0. 0. , JOHNSON, E, B. Atomic Safety and Licensing Board Panel. 
3pp 24165:356. 24X Fiche; 50-322, 84/04/20, 8404240266. 


— S40A270056 Affidavit of LC Lanpher documenting that, under restrictive 
schedule established by ASLB 840406 order, county unable to 
submit prefiled testimony S< present affirmative case. 

LANPHER, L. C. Kirkpatrick, Lockhart, Hill, Christopher 8< Phillips. 
LANPHER. L. C. Suffolk County, NY, 84/04/23, 20pp. 24220:020. 

24X Fiche: 50-322, 84/04/23, 8404270052. 


— 8404270059 Affidavit of RK Weatheruiax documenting that, under 
restrictive schedule established by ASLB 340406 order, county 
unable to submit prefiled testimony & present affirmative 
case . 

WEATHERWAX. R. K. SERA, Inc. 84/04/19. 59pp. 24220:040. 24X 

Fiche: 50-322, 84/04/23, 8404270052. 


8404270252 Foruards Region I morning repts re emergency diesel 
generators for 840404-24. Re lated correspondence. 

GODDARD, R.J. Hearing Branch 3, DSB 866, 84/04/25. BRENNER/L. , 

FERGUSON, G. A. , MORRIS, P, A. Atomic Safety and Licensing Board Panel. 
13pp, 24223:041, 24X Fi c h e : 50-322, 84/04/25, 8404270252. 


H. General correspondence 


8404040058 Advises of relocation to plant site of all nuclear 
resources, inc lud ing ofc of vice president, nuc lear, nuclear 
engineering dept S< nuclear operation support dep t, ef f ec tive 
840402. 

POLLOCK, M S. Long Island Lighting Co. 84/03/30. DENTON. H, R. 

Office of Nuclear Reach-:" 9 ,* ■; j l-j v i r n Director. Ip. 22884:180 24X 

Fiche: 50-322, 84/03/30, 3-"- 1 -■ 3 4 J-OfO 


8404230336 Foruards ALSB 840406 order < Suffo 1 k County S' State of NY 
840416 joint objections joint request, LILCQ 840417 
responses, NRC 840419 response ASLB 840420 ord er . Hear ing 
should commence on 840424 as scheduled. 

IRWINiD. P. Hunton S: Williams. IRWIN, D.P. Long Island Lightina Co. 
DSB 760. 84/04/23. PALLADINO, N J. , ASSELSTINE, J. , OERNTH.*'L. F M 

Commissioners. 4pp. 24163001. 24X Fic he : 50-322, 84/04/23, 

8404230336. 


8404240504 Protests ASLB imposition of 17-day schedule for retention of 
ui tnesses, f or all discovery for preparation of trial 
testimony, Schedule manifestly unreasonable it should be 
vacated Related correspondence, 

G«’?AFMAN» S. W, Kirkpatrick, Lockhart, Hill, Christopher 5; Phillips, 
GRAFMAN,S. W. Suffolk County, NY, DSB 798. 84/04/23. PLAINS. H. 

Office of the General Counsel. 2pp. 24191:084. 24X 

Fiche: 50-322, 84/04/23, 8404240504, 


8404250023 Memorandum & certification to Commission re compliance u/QA 
requirements of 10CFR50. Certifies to Commission under 
10CFR2. 7S5< d ) listed questions Served on 840424, 

SHOEMAKER, C. J. Atomic Safety and Licensing Board Panel. DSB 807. 
84/04/23. 2epp. 24195:111. 24X Fi che: 50-322, 84/04/23, 840425C023. 


8404250259 Statement of MM Cuomo, representing State of NY, in opposition 
to util motion to set schedule for partial initial decision 
on Group 1 emergency planning issues. ASLB urged to deny util 
motion. Certificate of Svc end. 

ZAMNLEUTER,R J, Ne>J York, State of. DSB 809. 84/04/23. Atomic 

Safety and Licensing Board Panel. 8pp, 24196:345. 24X 

Fiche: 50-322, 84/04/23, 8404250259 


8404100336 Ack receipt of 840202 Itr forwarding draft resolution of 
Mount Sinai Parent/Teacher Organization re weaknesses 
perceived in plant emergency plan. Ltr being forwarded to 
FEMA for review c on s i d er a t i on. 

BELLAMY, R.R, NRC - No Detailed Affiliation Given, 84/04/04. 
ACAMPORA.H. Brookhaven, NY, 2pp. 22968:326. 24X 

Fiche: 50-322. 84/04/04, 8404100386. 


— 8404100391 Forwards draft resolution adopted by Mount Sinai Parent/ 
Teacher Organization re emergency evacuation plans for 
facil ity. 

ACAMPORA, H Brookhaven, NY. 84/02/02. Region 1, Office of 
Director 4pp, 22968:328. 24X Fiche; 50-322. 84/04/04, 8404100386. 


Q. Inspection reports, IE Bulletins & correspondence 


B404030292 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc " Ray Miller products not 
used in saf ety-r e la ted applications at faci 1 ity. List of 
suppliers end. 

MCCAFFREY, B. P. Long Island Lighting Co. 84/03/22. MURLEY, T. E. 
Region 1, Office of Director. 5pp. 22871:282. 24X 

Fiche; 50-322, 84/03/22, 8404030292. 


8404100293 Provides explanation of NDE exams performed on lead R-48 
pistons as suppl to info presented at 840322 meeting of 
Transamerica Delaval,Inc Owners Group meeting. 

MUSELER,W. J, Long Island Lighting Co. 84/03/26. BERLINGER, C. NRC 
- No Detailed Affiliation Given. 2pp. 22960:074, 24X 

Fiche. 50-322, 84/03/26. 8404100293. 


8404250265 Statement of MM Cuomo, r epresent ing State of NY, in support of 
Suffolk County response to util motion to set deadline for 
submission of new contentions re region assistance committee 
review. ASLB should deny util mot ion. Certif i cate of Svc end, 

ZAHNLEUTER, R. J, New York, State of. DSB 810. 84/04/23. Atomic 

Safety and Licensing Board Panel. 5pp. 24196:332. 24X 

Fiche: 50-322,84/04/23, 8404250265. 


8404260463 Response to LILCO 840413 motion to set deadline for 
submission of new contentions re radiological action 
committee review. Proposa 1 absurd, 

LETSCHE, K.J. Suffolk County, NY. LETSCHE, K, J. Kirkpatrick, 
Lockhart, Hill, Christopher Phillips, DSB 839, 84/04/23. 

Atomic Safety and Licensing Board Panel, 3pp. 24214:206. 24X 

Fiche; 50-322, 84/04/23, 8404260463. 


8404260466 Memorandum in opposition to LILCO 840413 motion to set 
schedule for partial initial decision on Group I emergency 
planning issues. Cert if i cate of Svc end. 

LETSCHE.K. J. Suffolk County, NY. LETSCHE, K, J, Kirkpatrick, 
Lockhart, Hill, Christopher Phillips, 84/04/23. 26pp. 

24214:209. 24X Fiche: 50-322, 84/04/23, 8404260463. 


8404270052 Forwards executed affidavits of LC Lanpher & RK Weatherwax 
& unexecuted affidavits of CD Eley.C Meyer OC Minor re 
county inability to submit prefiled testimony & present 
arfiTinative case. Re lated correspondence, 

Lockhart. Hill. Chri stopher 8< Phil lips. 

Suffolk County, NY, DSB 851. 84/04/23. HILLER, M. E, , 

On ® Atomic Safety and Licensing Board Panel. 
2 pp, 24220:018. 24X Fi c he ; 50-322, 84/04/23, 8404270052. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN- E L. Division of Emergency Preparedness Engineering 
Response (Post 8.30103L 84/03/28. Consolidated Edison Co. of New 

York. Inc. 138pp. 22933:122, 24X Fiche: 50-000, 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin, " Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. S5pp 22392:145. 24X Fiche; 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247. 


8404160116 Forwards IE Insp Rept 50-322/84-06 on 840214-17. No 
violations noted. 

MARTIN, T. T. Division of Engineering $e Technical Programs. 84/03/30. 

POLLOCK, M S. Long Island Lighting Co. 5pp. 24041:040. 24X 

Fiche, 50-322, 84/03/30. 8404160116. 


— 8404160126 IE Insp Rept 50-322/84-06 on 840214-17. No violations noted. 
Major areas insp ec ted : rad iat i on protection, radwaste mgt, 
preoperational testing, licensee action on bulletins S< 
circulars & in-plant surveillance program. 

NIMITZ.R. L. , MILLER, M.T., SHANBAKY, M. M. Region 1, Office of 

Director. 84/03/28. 17pp. 24041:045. 24X Fi ch e : 50-322, 84/03/30, 

8404160116, 
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8403140259 IE Info Notice 84-24, "Physical Goal i f icat i on of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ii Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404240054 Forwards IE Insp Rept 50-322/83-42 on '831228-840129. No 
violations observed. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/09. 

POLLOCK, M.S. Long Island Lighting Co. 5pp. 24165:035. 24X 

Fiche: 50-322, 84/04/09, 8404240054. 


—8404240058 IE Insp Rept 50-322/83-42 on 831 228-840129. No violations 
identified. Major areas inspected: emergenc y diesel generator 
recovery & test program. 

WOODARD, C. H. , ANDERSON. C, Region 1, Office of Director. 84/04/03. 
app. 24165:040, 24X Fiche: 50-322, 84/04/09, 8404240054. 


8404240142 Forwards IE Insp Rept 50-322/84-05 on 840210-14. No 
violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/09. 

POLLOCK.MS Long Island Li-hting Co. 5pp. 24164:028. 24X 

Fiche: 50-322. rj-:.0J2/:c : ^2 


—8404240146 IE Insp Rept 50-322/84-05 on 840210-14. No violations noted. 
Major areas insp ec ted : revi ews, insp s & witnessing of facets 
of licensee emergency diesel generator recovery test 
program 

WOODWARD, C. H. , ANDERSON, C. J. Region 1, Office of Director. 

84/04/04. 5pp. 24164:033. 24X Fiche: 50-322, 84/04/09, 8404240142. 


8404240203 Forwards IE Insp Rept 50-322/84-09 on 840228-0303. No 
violations observed 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/10. 

POLLOCK, M.S. Long Island Lighting Co. 2pp. 24165:224. 24X 

Fiche: 50-322, 84/04/10, 8404240203. 


—8404240207 IE Insp Rept 50-322/84-09 on 840228-0303. No violations 
identified. Major areas inspected : emergenc y diesel generator 
recovery S< test program, inc 1 ud ing operating 8< safety 
engineering log books S,. QA activities. 

WOODARD, C. H. , ANDERSON, C. J. Region 1, Office of Director. 
84/04/04. 4pp. 24165:226. 24X Fiche: 50-322, 84/04/10, 8404240203. 


8404260208 Forwards IE Insp Rept 50-322/84-08 on 840227-0302. No 
violations observed. 

MARTIN, T. T. Division of Engineering & Technical Programs 84/04/11. 

POLLOCK, M.S, Long Island Lighting Co. 2pp. 24207:248. 24X 

Fiche: 50-322, 84/04/ 1 1 , 8404260208. 


—8404260212 IE Insp Rept 50-322/84-08 on 840227-0302, No violations 
found. Major areas inspected: mgt controls for preop erational 
radiological environ monitoring program & meteorological 
monitoring program 

STRUCKMEYER, R ^ PASCIAK,W. J. Region 1, Office of Director. 
84/04/04. 6pp. 24207:250. 24X Fiche: 50-322, 84/04/1 1, 8404260208. 


8404260233 Ac k receipt of 840316 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-322/84-01. 

Requests methods to be used to ensure only justified 
exceptions taken to test or other procedures, 

STAROSTECKI, R. Division of Project S*. Resident Programs. 84/04/12. 
POLLOCK, M.S. Long Island Lighting Co. 2pp. 24207:174. 24X 

Fiche: 50-322, 84/04/12, HJ042 .d0233 


— 8404260237 Responds to NRC 840216 Itr re violations noted in IE Insp 
Rept 50-322/84-01 , Corrective actions: damaged components on 
Diesel Generator 101 repaired rocker arm shaft hold-down 
bolts for diesel generators checked for torque. 

POLLOCK, M.S. Long Island Lighting Co. 04/03/16. STAROSTECKI, R. 
Division of Project Resident Programs. 8pp, 24207:176. 24X 

Fiche: 50-322, 84/04/12, 8404260233. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
end, 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 04/04/16. Consolidated Edison Co. of New York, Inc. 

a6pp. 24189:001. 24X Fi che . 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. - Consolidated Edison Co, of New York, Inc. 

U4pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8404240349 Submits results of actions taken to comply w/requirements 
of IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature in use in safety-related 
applications other than reactor trip sys. 

MCCAFFREY, B. R. Long Island Lighting Co. 84/04/16. MURLEY, T. E, 
Region 1, Office of Director. 7pp. 24183: 148. 24X 

Fiche: 50-322, 84/04/16, 8404240349. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards ic Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205 24X Fi che • 50-000, 84/04/ 1 7, 84031 40273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp, 24163:292. 24X Fi che: 50-000, 84/04/1 7, 8403140277. 


84031402B0 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8,. Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp, 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping 8< Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i'. Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, 117pp, 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8< Seal Set. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:119. 24X Fiche: 50-000, 84/04/18, S403140236. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Z>. Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 119pp, 24195 343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sf Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fi che : 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs Sf related correspondence 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnet i c 
circuit breakers calibr for 40 C svc. 

EMPEY, D.C. Rockwell International Corp. 83/05/27, CDLLINS, J. T. 
Region 4, Office of Director, 6pp. 24054:330, 24X 

Fiche: 50-000, 83/05/27. 8404170427. 


8^04040206 Forwards minutes of 831130 meeting u/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design defic ienc ies, crankshaft, bear ings connecting rods 8« 
pistons if. skirts 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15, ANGLE, C. W. 
Mississippi Power Sf Light Co, 70pp, 22880:226, 24X 

Fiche: 50-000, 83/12/15, 8404040206, 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC. Mi ss i ssi pp i Power & Light it Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Division of Licensing. 2pp. 22838:090. 24X Fi c he : 50-000, 84/03/22, 

8404020143. 


' — 8404020165 Test results for first Transamerica Delaval engine produced 
in each model line 

POPPENK. J. C. , HENRICKS, H. Transamerica Delaval, Inc. 75/09/09. 

6pp. 22838:092. 24X Fiche: 50-000, 84/03/22, 8404020143. 


8403140249 Board Notification 84-063; forwards Transamerica Delaval 
Owners Group rept "Design Review of Connecting Rod Bearing 
Shells for Transamerica Delaval Enterprise Engines" & 

"Emergency Diesel Generator Rocker Arm Capscrew...," 

EISENHUT. D. G. Division of Licensing, 84/03/23. PALLADINO, 
GILIN3KY, ROBERTS Commissioners. 5pp. 22871:049, 24X 

Fiche: 50-000, 84/03/23, 8403140249, 
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— 3404030556 "Emergency Diesel Generator Rocker Arm Capscreu Stress 

■* Stone Webster Engineering Corp. 84/03y'31. 28pp. 22871:105. 

24X Fiche: 50-000. 84/03/23. 8403140249. 


8404090454 Part 21 rept re 
pressure switches. Caused 
pressure side of switch 
MORIARTY. J M Goit Indu 
3. Office of Director 
3404090454, 


two failed fuel oil filter differential 
by pressure pulsation on low 
SojiTch replaced. 

stries, Inc. 8-1/03/28. KEPPLER. J. G. Region 
2pp. 22936:051 24!( Fi c h e : 50-000. 84/03/28. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis. " Bounding cylinder head stud designs 
adequate for applicable engines ?<. svc conditions. 

MUSELEP . W. J. TDI ( Transamer i c a Delaval. Inc. ) Owners Group 
nUSELEfi/W. J. Long Island Lighting Co. B4/03/30, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22863:069. 
24X Fiche: 50-000, 84/03/30- 8404030354 


— 8404030389 "Emergency Diesel Generator Cylinder Head Stud Stress 
Analysis," prepared for Tr an samer i ca Delaval.Inc Owners 

* Stone S. Webste" Enciree-inc Core 84/03/31 2Spp. 22863:071. 
24X Fiche; 50-000. i ''u 3 v, 84040::C.354 


8404090315 PNa-I-S4"029- on 840330, util announced senior mgt 
r eorgan i zat i on. 

ESELGROTH. P Region 1, Office of Director. 84/04/02. 2pp. 
229,39:307. 24X Fic he ' 50-322, 84/04/02. 8404090315. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC ?•; Transamerica Delaval, Inc Diesel 
Generator Owners Group. 

MO'SELER. W. J. TDI C Transamer ica Delaval, Inc. ) Owners Group 
MUSELER.W, J. Long Island Lighting Co. 84/04/12. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 24043:161. 
24X Fiche- 50-000, 84/04/12, 9404160030, 


8404170142 Forwards TDI Owners Group insp status summary S< rocker arm 
capscrew stress analysis, per 840322 request. W/o end. 

Related correspondence. 

BRITT, L.F. TDI <Transamer ica Delaval, Inc. ) Owners Group. 

BRITT, L.F. Long Island Lighting Co. DSB 579. 84/04/12. 

BORDENICK, S M. , REPKA, D. A. NRC - No Detailed Affiliation Given. 

3pp 24051:131. 24X Fi c h e : 50-322, 84/04/ 12, 84041 701 42. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis it cylinder head stud evaluation. 

MUSELERiW. J. TDI < Transamer i ca Delaval, Inc. ) Owners Group. 
liUSELER.W. J. Long Island Lighting Co. 84/04/13. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 88pp. 24053:184. 

24X Fiche: 50-000. 84/04/13. 8404170203. 


8404260414 Part 21 rept re presence of thread -1 oc k ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New th read-1 oc k ing devices under 
ins-estigation. 

SHERWOOD, G G. General Electric Co. 04/04/13. DEYOUNG. R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fic he : 50-000, 84/04/13, 8404260414. 


8404200147 Forwards En-i i ■'eer :r; Evaluation AEOD/E407 re initiation •?< 
indication circuitry fi;- riPC'I sys at BWRs, Concern identified 
for Shoreham re compliance ui/IEEE Std 279 applicable to 
other BWRs W/o end. 

HELTEMES, C. J, Director's Office 84/04/02 DENTON, H.R, Office of 
Nuclear Reacter Opg ,i ] i nn, Di--“ector Ip. 24156:254, 24X 

Fiche: 50-322- r--''C.4/ 12- :i;‘iC42-.G 4 7, 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to DNWL, per NRC 
request. 

HUSELERiW. J. TDI ( Transamer i ca Delaval, Inc. > Owners Group. 
MUSELER, W. J. Long Island Lighting Co. 84/04/16, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24071:225. 
24X Fiche: 50-000, 84/04/16. 840^180323 


8403140267 Board Notification 84-072: for ward s transcript of TDI Owners 
Group B40322 meeting 5 addl info re diesel generators. 

EISENHUT, D. G, Division of Licensing. 84/04/04, PALLADINO, 

GILINSKY, ROBERTS Commissioners, 5pp. 24067 106 24X 

Fiche. 50-000, 84/04/04, 8403140267, 


— 8402290333 Requests info re Transamerica diesel engines either 
identical or similar to Transamerica Delaval, Inc Models 
D5RV 12-16,20 -Si DSR 48 ordered for either nuclear or non- 
nuclear application Response requested within 30 days, 
EISENHUT, D, G. Division of Licensing. 84/02/14, BIXBY, D. 
Transamerica Delaval, Inc. Ip. 2406/ 131. 24 X 

Fiche- 50-000- 84/04/04, 8403140267 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator reliability Pp 1-197 

* Commissioners, 84/03/22. 19Spp. 24067:132. 24X 

Fiche 50-000- 84/04/04- 8403140267 


— 8403030331 Forwards request for addl info re Transamerica Delaval 
d-.esei gene-at.:i-3 .'ridl staff comments also end. 

Ffi.RL I NGE.9- C Div of Licensing. S4/02/2S. MUSELER.W, TDI 

( Transamer ica Delaval- Inc ) Owners Group llpp, 24068:015. 
Fiche: 50-000- 84/04/04, 8403140267. 


8404110307 Submits transcript ref from 840322 meeting correlated w/h4RC 
840326 Itr requesting addl info re Types AF AE piston 
skirts. 

MUSELER.W J, TDI { Transamer i ca Delaval, Inc. 1 Owners Group. 

MUSELER, W. J Long Island Lighting Co. 84/04/09. DENTON, H. R, 

Office of Nuclear f?eactor Regulation, Director, 3pp. 22985:144. 

24X Fiche: 50-000, 34/04 -'OR, 8404110307 


— 8404180349 "Emergency Diesel Generator Engine Driven Jacket Water Pump 
Design Revie'u. " 

Stone fy. Webster Engineering Corp, 84/04/30, 19pp. 24071:227, 

24X Fiche: 50-000, 84/04/16, 8404180323. 


8404190350 PNO-I-84-032. on 840414, crac k extending out from under 
emergency diesel generator 103 cylinder head 1 across front 
of block discovered by licensee eng ineers. Lube oil noted 
oozing out of crack No jacket water leakage found. 

PETRONE.C,. MCCABE, E. Region 1, Office of Director, 84/04/16. Ip 
24096 240. 24X Fi c h e : 50-322, 84/04/ 16, 84041 90350. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, 0008, 

K-3, OOOS 8< K-4, OOOS circuit break ers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri Co., Ltd, ). 
34/04/16. Record Services Branch (Document Control Desk). 4pp, 
24114.161, 24X Fiche 50-000, 84/04/16. 8*104200323, 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. 
MUSELER.W. J, TDI ( Tr ansamer i c a Delaval. Inc. ) Owners Group. 
MUSELER.W. J. Long Island Lighting Co. 84/04/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24154:259 
24X Fiche: 50-000, 84/04/19, S404230057 


B404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators, Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974, 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ, J. F, Operating Reactors Branch 4. 2Spp, 24225:166. 24X 

Fiche: 50-000, 84/04/20, 8404300097. 


8404200237 Part 21 rept re broken engine driven lube oil pump discharge 
nozzle boss. Caused by overttjrquing of tapered thread 
adapter Adapter changed to straight threads w/undercut. 

MORIARTY, JM Colt Industries. Inc, 8^/04/09. KEPPLER, J.O. Region 
3. Office of Director, 2pp 2411,5:333. 24X Fiche: SO-322, 84/04/09, 

8404200287 


8404300083 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. RAY.C.L 
Duke Power Co. 84/04/24. DENTON, H. R. Office of Nuclear Reactor 
Regulation. Director. 3pp. 24227:104. 24X Fi c h e ; 50-000, 84/04/24. 

8404300083 


8404130246 Forwards parametric info from Transamerica Delaval, Inc, per 
840228 request. 

MU-SELER<W J. TDI ( Transamer i ca Delaval, Inc ) Owners Group, 
MUSELER.W J Long Island Lighting Co. 84/04/10. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24029:202. 
24X Fiche: 50-000,84/04/10,8404130246. 


T. Hearing transcripts on non— antitrust matters 


8404020051 Transcript of 840327 hearing in Hauppauge.NY re emergency 
planning proceeding. Pp 4, 704—4-925. Supporting documentation 
end. 

* Atomic Safety and Licensing Board Panel. 84/03/27. 273pp. 

22835:228. 24X Fi c h e: 50-322. 84/03/27. 8404020051 . 


8404020077 Transcript of 840320 hearing in Hauppauge.NY re emergency 
planning proceed ing . Pp 4, 926-5, 127, Supporting documentation 
end. 

•e Atomic Safety and Licensing Board Panel. 84/03/28. 257pp. 

22838; 320, 24X Fiche: 50-322, 84/03/28, 8404020077. 
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8404030391 Transcript of 840329 hearing in Happauge/NY re emergency 
planning proceed ing . Pp 5» 128-5< 352. Supporting documentation 
end. 

Atomic Safety and Licensing Board Panel. 84/03/29. 282pp. 

22854:219. 24X F i c he ; 50-322. 84/03/29, 8404030391 , 


8404020238 Testimony on Contention 11 re conflict of interest by 
util emp loyees. Related correspondence. 

* Long Island Lic;St:-r Or, 0S3 24’ 84/03/30. 271pp. 22846:318. 

24X Fi Che: 50-322 0‘'-'i‘--C2C);:33 


— 8404020239 Testimony on Contention 15 re credibility of util Sc Suffolk 
County . Certifi cate of Svc end. Related correspondence. 

* Long Island Lighting Co. 84/03/30. 123pp, 22847:103, 24.X 

Fiche: 50-322. 84/03/30, 8404020238. 


8404030092 Forwards testimony of S Cole on emergency planning 
Contention 15. Related correspondence. 

LETSCHE.K. J. Kirkpatrick. Lockhart, Hill, Christopher Phillips. 
LETSCHE.K. J. Suffolk County, NY. DSB 264. 84/03/30. 

LAURENSON, 0. A. . KLINE, J R. , SHON, F. J, Atomic Safety and Licensing 
Board Panel. Ip. 22849 306. 24X Fiche; 50-322, 84/03/30, 8404030092. 


— 8404030095 Testimony of S Cole on emergency planning Contention 15. 
Certificate of Svc encl. 

COLE, S. Suffolk County, NY. 84/03/30. 22pp. 22849:307. 24X 

Fiche; 50-322‘ 84/03/30, 8404030092, 


8404030371 Forwards listed testimony on Contentions 11 & 15. Testimony 
of S Cole on Contention 15 will be served by hand on 840402. 

Related correspondence 

LETSCHE, K. J. Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 
LETSCHE/K. 3, Suffolk County, NY. DSB 265, 84/03/30. 

LAURENSON, J. A. , KLINE, J. R. , SHON. F, J, Atomic Safety and Licensing 
Board Panel. 2pp. 22854- 040 24X Fic he: 50-322, 84/03/30, 8404030371. 


— 8404030380 Testimony of AH Purcell, DJ Olson, M Lipsky & SC Saegert on 
emergency planning Contentions 11 S< IS Related 
correspondence. 

PURCELL, A, H. . OLSON, D, J, , LIPSKY, M. Suffolk County, NY. 84/03/30. 
166pp, 22854:042. 24X Fiche: 50-322, 84/03/30, 8404030371. 


— 8404030387 Testimony of GJ Jeffers & A.9 Rossi on emergency planning 
Contention 15. C, Related correspondence, 

JEFFERS, G. J. , ROSSI, A, R, Suffolk County, NY. 84/03/30. 3pp. 
22854:208. 24X Fi c h e : 50-322. 84/03/30, 8404030371, 


— 8404030394 Testimony of RW Petrilak on emergency planning Contention 
15. C. Related correspondence, 

PETRILAK, R. W, Suffolk County, NY, 8^1/03/30. 3pp. 22854:211. 

24X Fiche: 50-322. 84/03/30, 8404030371. 


— 8404030403 Testimony of NJ Hutto h. JT Smith on emergency planning 
Contention 15. C. Certificate of Svc end. Related 
c orrespondence. 

MUTTO,N. J. , SMITH, J.T, Suffolk County, NY. 84/03/30. 5pp. 
22854:214, 24X F i c h e ■ 50-322, 84/03/30, 8404030371, 


8404030417 Transcript of 840330 i-\ H.j lic paug e, NY re emergency 

planning proceeding Pp 5,358-5.568 Supporting documentation 
enc 1 . 

* Atomic Safety and Licensing Board Panel. 84/03/30. 250pp. 

22858:117. 24X Fic h e: 50-322, 84/03/30, 8^04030417. 


8404050096 Forwards testimony of PF Cosgrove, JL Fakler & M Lipsky in 
support of emergency planning Contentions 39.40,41,44,98,99 
& 100 re training of offsite emergency response workers, 

Related correspondence. 

LETSCHE, K. J, Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 
LETSCHE.K. J. Suffolk County, NY, DSB 303, 84/04/02. 

LAURENSON, J. A. , KLINE, J. R, , SHON, F. J, Atomic Safety and Licensing 
Board Panel, Ip, 22902:040, 24X Fic he: 50-322, 84/04/02, 8404050096. 


— 8404050100 Testimony of PF Cosgrove, JF Fakler it M Lipsky in support of 
emergency planning Contentions 39,40,41,44,98,99 & 100 re 
training of offsite emergency response workers. Certificate 
of Svc encl, Related correspondence. 

COSGROVE, P. F. , FAKLER, J.F. Suffolk County. NY. LIPSKY, M. 
Massachusetts Institute of Technology, Cambridge, MA. 84/04/02, 
164pp, 22902:041. 24X Fi che : 50-322, 84/04/02, 8404050096. 


8404090466 Forwards util testimony on training covering emergency 
planning Contentions 39. A & B, 40, 41 , 44. D, E 8< F, 98, 99. C it G tt 
100, B, D it G. Related correspondence. 

MONAGHAN, J. A. Hunton Williams. MONAGHAN, J. A. Long Island 
Lighting Co. DSB 383. 84/04/02. LAURENSON, J. A. , KLINE, J. R. , 

SHON, F. J. Atomic Safety and Licensing Board Panel. Ip. 22948:001. 
24X Fiche- 50-322, 84/04/02, 8404090466. 


— 8404090472 Forwards videotapes listed as Attachments 28-31 to util 
testimony on Phase II emergency planning Contentions 39. A $< 

B, 40, 41, 44. D, E S. F, 98, 99. C it G St 100 B, D it G. W/o tapes. 

W/Cer ti f icate of Svc. 

MONAGHAN, J. A. Hunton Williams. MONAGHAN, J. A. Long Island 
Lighting Co. 84/04/02, LAURENSON, J. A. , KLINE, J. R. , SHON, F. J. 
Atomic Safety and Licensing Board Panel. 3pp. 22948:002. 24X 

Fiche: 50-322, 84/04/02, 8404090466. 


— 8404090478 Testimony of HN Babb.OJ Berger, MC Cordaro, CA Daverio, 
DS Mileti.WF Renz S< RA Varley on behalf of util on Phase II 
emergency planning Contentions 39. A, 8, 40, 41 , 44. D, E & F, 98, 

99C it G if. lOOB, D St G.Vols 1-5. Related correspondence. 

BABB, H. N, , BERGER, G.J., CORDARO, N. C. Long Island Lighting Co. 
84/04/02. 1767pp. 22948:005. 24X Fic h e ; 50-322, 84/04/02. 

8404090466. 


8404060298 Transcript of 840403 hearing in Hauppauge,NY re emergency 
planning proceed ing . Pp 5, 569-5, 797. Supporting documentation 
enc 1. 

* Atomic Safety and Licensing Board Panel. 84/04/03. 368pp. 

22923:009. 24X Fi c h e : 50-322. 84/04/03- 8404060298. 


8403140267 Board Notification 84-072; forwards transcript of TDI Owners 
Group 840322 meeting ?, addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04, PALLADINO 
Commissioners. 5pp, 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator re 1 iab i 1 i t y . Pp 1-197. 

* Commissioners, 84/03/22. 198pp, 24067: 132. 24X 

Fiche : 50-000, 84/04/04, 8403140267, 


8404060308 Transcript of 840404 oral argument in Bethesda, MD. Pp 1-123. 
■» Atomic Safety and Licensing Board Panel. 84/04/04. 127pp. 

22924:080, 24X Fi c h e : 50-322, 84/04/04, 8404060308. 


8404100101 Transcript of 840404 hearing in Hauppauge,NY re emergency 
planning proceed ing . Pp 5,798-6,009. 

* Atomic Safety and Licensing Board Panel, 84/04/04. 269pp. 

22964.027. 24X Fi c he . 50-322. 84/04/04. 84041 00101 . 


8404110186 Transcript of 840405 hearing in Hauppauge.NY re emergency 
planning proceeding Pp 6,010-6,237. 

« Atomic Safety and Licensing Board Panel. 84/04/05. 285pp. 

22986:214. 24X Fiche 50-322,84/04/05,8404110186. 


8404110099 Testimony of MC Cordaro, JA Weismantle S' ED Robinson on 
behalf of util re Phase II emergency planning Contention 
24 F,G, r,K,L,0,P,R,S S'. T (Itrs of agreement >, Vol 2. Pp 1-14, 

W/35 attachments Supporting documentation encl. 

« Atomic Safety and Licensing Board Panel, 84/04/06. 452pp, 

22988:107. 24X Fic h e ■ 50-322, 84/04/06, 84041 10098. 


8404110128 Transcript of 840406 hearing in Hauppauge.NY re emergency 
planning proc eed ing • Pp 6,238-6,457. 

* Atomic Safety f>"d Licansipr; noa’-'i Panel 84/04/06. 221pp. 

22987: 181. 24X F ■. • '.* M -.•'ir.":. C-: / Gc, B 1 10128, 


8404230381 Forwards tn!-, t: --rn-; n- FEMA panel re Phase II of offsite 
emergency preparedr !■•*■ ' correspondence. 

GLASS, S. M. Federal Emergency Management Aoency. DSB 750. 84/04/18. 

LAURENSON, J, A. . KLINE, J, R. , SHON, F. J. Ato.mic Safety and Licensing 
Board Panel, Ip. 24162:039. 24X Fiche: 50-322. 84/04/18, 8404230331 . 


— 8404230384 Testimony of TE Baldwin, JH Keller, RB Kowieski St PH Mclntire 
re Phase II emergency p lanning. Certificate of Svc encl. 

BALDWIN, T. E. , KELLER, J, H, , KOWIESKI, R. B. Federal Emergency 
Management Agency. 84/04/17. 140pp. 24162:040. 24X 

Fiche: 50-322/ 84/04/18, 8404230381, 


8404230420 Forwards testimony of WE Gunther, AS Rao, EC Eckert, GF Dawe, 
RM Kascsak.WG Schiffmacher & W!1 Museler re supplemental 
motion for low power OL. Related correspondence. 

EARLEY, A. F. Hunton Williams, EARLEY, A. F. Long Island Lighting 
Co. DSB 749. 84/04/20. MILLER. M. E. , BRIGHT. G. P. , JOHNSON, E. B, 

Atomic Safety and Licensing Board Panel. 3pp. 24161:001. 24X 

Fiche: 50-322, 84/04/20. 8404230420. 


— 8404230427 Testimony of WE Gunther re steps involved in phases of low 
power testing. 

GUNTHER, WE. Long Island Lighting Co 84/04/20 22pp. 

24161:004, 24X Fiche; 50-322, 34/C4/20. 8404230420. 


— 8404230435 Testimony of AS Rao, EC Eckert, OF Dawe & RM Kascsak re effect 
of events in Chapter 15 of FSAR on public health during fuel 
load, cold criticality testing low power operations. 

RAO, A.S. , ECKERT, E.C. General Electric Co. DAWE, 0. F. Stone it 
Webster, Inc. 9,4/04/20 A3rD 24161:043. 24X 
Fiche: 50-;322. sa/ " , F4;;-"-:-;>:;!(;4.'::C 
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— B404230437 Testimony of WG Schiffmacher re util capability to provide 
ac pouier to plant under variety of operating conditions. 

W/tujo oversize drawings. Aperture cards are available in PDR. 
SCHIFFMACHER. W. Long Island Lighting Co. 84/04/20, 45pp. 

24161:102. 24X F i c he : 50-322. 84/04/20, 8404230420. 


-8404230440 Testimony of WJ Museler re util commitments Zt procedures 
during Phases II-IV of low power testing program. Certificate 
of Svc end. 

MUSELER. W.J. Long Island Lighting Co, 84/04/20. 27pp. 

24161:168. 24X Fiche: 50-322, 84/04/20, 8404230420. 


8404240072 Testimony of W Hodges re capability of BWRs to cope ui/LOCAs, 
Related correspondence. 

HODGES, W, Reactor Systems Branch. DSB 772. 84/04/20. I4pp. 

24164:257. 24X Fiche: 50-322, 84/04/20, 8404240072. 


— 8404240077 Testimony of CE Gaskin re acceptability of security sys 
emergency power capability for low power operation. 

GASKIN, C.E. Power Reactor Safeguards Licensing Branch. 84/04/20. 
4pp. 24164:271. 24X Fi c h e : 50-322, 84/04/20, 8404240072. 


— 8404240083 Testimony of JL Knox EB Tomlinson re application for 
low power 1 icense . Cert i f i cate of Svc end. 

KNOX, J. L. , TOMLINSON. E. B, Power Systems Branch. 84/04/20, 22pp. 

24164:275. 24X Fiche- 50-322, 84/04/20, 8404240072. 


8404260471 Amends to answers in LILCO 840320 direct testimony on 
Contention 27. Cert i f i cate of Svc end. Related 
corresp ondence, 

ZEUGIN, L. B, Long Island Lighting Co ZEUGIN, L. B. Hunton 
Williams. DSB 836. 84/04/24. 4pp, 24214:238. 24X 

Fiche; 50-322, 84/04/24, 8404260471. 


8404270067 Transcript of 840424 hearing in Hauppauge.NY re emergency 
planning. Pp 6,458-6,662. 

* Atomic Safety and Licensing Board Panel. 84/04/24. 212pp. 

24220:099, 24X Fi c he : 50-322, 84/04/24, 8404270067. 


8404270072 Transcript of 340424 hearing in Hauppauge, NY. Pp 124-425, 
Atomic Safety and Licensing Board Panel. 84/04/24. 300pp. 

24216:098, 24X Fic he : 50-322, 84/04/24, 8404270072, 


U. Congressional/Executive Correspondence 


8404240240 Responds to 840412 Itr requesting reconsideration of 
recusal from vote on low power or full power license. 

PALLADINO, N. J. Commissioners. DSB 776. 84/04/23. MARKEY, E. House 

of Rep. , Interior -P, Insular Affairs. 3pp. 24165: 180. 24X 

Fiche: 50-322, 84/04/23, 8404240240. 


--8404240247 Ack receipt of 840328 Itr re licensing delays. Memo dtd 
840320 to Commissioners implies prejudgement on aspects of 
licensing proceed ings. Pel evant documentation requested. 

MARKEY, E. J. House of Rep., Interior P Insular Affairs. 34/04/12. 
PALLADINO, r4. U. Commissioners. 6pp. 24165:183. 24X 

Fiche: 50-322. 84/04/23, 8404240240. 


V. Operator Examinations 


8404040248 Forwards request for addl info re licensed operator 
requal i f ication program. Response requested within 30 days of 
Itr receipt. 

SCHWENuER.A. Licensing Branch 2, 84/03/14. POLLOCK, M. S. Long 

Island Lighting Co. 6pp, 22910:344, 24X Fiche: 50-322. 84/03/14, 

840^040248. 


8404020019 Generic Ltn 84-05 to all power reactor licensees P 
applicants for QLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds, " Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche; 50-000, 84/04/02, 8404020019, 


8404100169 Requests transmittal of end 840406 memo re licensed reactor 
operator exams to all parties to all pending OL proceedings/ 
cases p to applicants in uncontested OL cases. Served on 
840409. 

GILINSKV, V. Commissioners. DSB 393. 84/04/09. CHILK, S. J. Office 

of the Secretary of the Commission. Ip, 22967:052. 24X 

Fiche: 50-000, 84/04/09, 8404100169. 


— 8404100175 Suggests that staff interpretation of 10CFR55. 25< b ) 
inconsistent w/terms of regulation re licensed reactor 
operator e xams. Ac tual , not s imulator, opera tor experience 
required. 

FITZGERALD, J A. Office of the General Counsel. 84/04/06. 
GILINSKV Commissioners. 2pp, 22967:053. 24X 

Fiche: 50-000, 84/04/09, 8404100169. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8404250088 Application for renewal of License SNM-1857 to receive, 
possess P store unirradiated fuel assemblies. 

MCCAFFREY, B. R. Long Island Lighting Co. 84/04/17. DAVIS, J.G. 
Office of Nuclear Material Safety P Safeguards, Director. 4pp. 
24192: 186. 24X Fiche: 50-322, 84/04/17, 8404250088. 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents P correspondence 


8403210162 Ltr to all applicants for OLs P full power auth or i zations 
summarizing 840126 meeting in BethesdaiMD to inform utils of 
NRC concerns re limited operating experience of operating 
crews P development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000, 84/03/01, 8403210162. 


8404020098 Notification of contract execution, Mod 16, to "Technical 
Assistance to Support NRC IE Personnel in Investigations 
of Incidents. " Con trac tor : Parameter, Inc. 

WOLLETT, S. Division of Contracts. FIN B-1302. 84/03/08, BLAHA, U. 

Director's Office, Office of Inspection and Enforcement. LAUDAN, W. 
NRC - No Detailed Affiliation Given. Ip. 22878:167. 24X 

Fiche: 50-275, 84/03/08. 8404020098. 


— 8404020099 Mod 16, issuing Task Order 50 re technical assistance for 
NDE at Diablo Canyon, to "Technical Assistance to Support NRC 
IE Personnel in Investigations of Incidents. “ 

LOFY, R. A. Parameter, Inc. MORTON, K. V. Division of Contracts. 
FIN B-1302. 84/03/08. 2pp. 22078:168. 24X Fich e: 50-275, 

84/03/08, 8404020098. 


8404050410 Staff requirements memo re 840319 briefing in Wash ington, DC 
on status of pending investigation on facilities. 

CHILK, S.J. Office of the Secretary of* the Commission. 84/03/21. 
DIRCKS, W. U. Office of the Executive Director for Operations. 

PLAINS, H. H. Office of the General Counsel. Ip. 22927:362. 24X 

Fiche: 50-275, 84/03/21 , 8404050410. 


8404170050 Forwards 840301 10CFR2. 206 petition filed by Govt 
Accountability Project for San Luis Obispo Mothers for Peace 
as suppl to 840202 petition. Response in writing under oath 
or affirmation by 840414 requested. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/03/29. SCHUYLER, J. 0. Pacific Gas & Electric Co. 4pp. 
24091:274. 24X Fiche: 50-275, 84/03/29, 84041 70050. 


8404170053 Ack receipt of 840302 10CFR2. 206 petition filed on behalf of 
San Luis Obispo Mothers for Peace as suppl to 840202 
pet ition. Spec in writing of petition attachments, which 
should not be made publicly availab le, requested. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/03/29. DEVINE, T.M., CLEWETT, U. Government Accountability 
Project. 7pp. 24091:267. 24X Fi c h e: 50-275, 84/03/29, 8404170053. 


8403140258 Board Notification 84— 069: forwards info re allegations & 
other matters currently under review P evaluation by NRC 
concerning licensing actions. 

EISENHUT, D. 0. Division of Licensing. 84/03/30. PALLADINO, 
GILINSKV, ROBERTS Commissioners. 3pp. 22902:229. 24X 

Fiche: 50-275, 84/03/30, 8403140258. 


■8404050309 QA program description for Diablo Canyon Nuclear Power 
Plant. 

FISHER, R. Pullman, Inc. 70/11/09. 269pp. 22903:010. 24X 

Fiche: 50-275, 84/03/30, 8403140258. 


8404160191 Notification of 840402 meeting w/util in San Francisco, CA 
to discuss responses to concerns by I Yin raised at 840328 
meeting. 

SCHIERLINO, H. Licensing Branch 3. 84/03/30. KNIGHTON, 0. W. 

Licensing Branch 3. 4pp. 24163:178. 24X Fiche: 50-275, 04/03/30, 

8404160191. 


8404130009 Ack receipt of NRC 840329 ltr forwarding addl Govt 
Accountability Project 10CFR2, 206 petition P record of 
understanding reached w/EG Case. 

SCHUYLER, J. 0. Pacific Gas P Electric Co. 84/04/03. DENTON, H. R. 
Offics of Nuclear Reactor Regulation, Director. Ip. 24031*125 24X 

Fiche: 50-275, 84/04/03, 8404130009. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs P holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 
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8404190224 Forwards response to issues identified during 840228-29 
audit exit interview re analysis & qualif ication of annulus 
structure framing sys.Ack of receipt of matl requested. 

SCHUYLER. J. 0. Pacific Oas & Electric Co. 84/04/05. KNIGHTON. 0. W. 
Licensing Branch 3. 12pp. 24101:025. 24X Fiche : 50-275. 84/04/05. 

8404190224. 


8404130428 Board Notification 84-077: forwards transcript of ACRS 
840406 meeting re resolution of concerns on small & large 
bore piping tt supports, including design control measures. 
EISENHUT, D. G. Division of Licensing. 84/04/11. PALLADINO. 
OILINSKY. ROBERTS Commissioners. 2pp. 24073: 170. 24X 

Fiche: 50-275. 84/04/11. 8404130428. 


8404130420 Board Notification 84-079: forwards addl questions & comments 
from H Meyers of House Subcommittee on Interior it, Insular 
Affairs re Pullman audit. 

EISENHUT. D. G. Division of Licensing. 84/04/12. PALLADINO. 

OILINSKY, ROBERTS Commissioners. Spp. 24094:023. 24X 

Fiche: 50-275. 84/04/12. 8404130420. 


8404200363 Informs Commission of NRC approach to safety reviews on 
risks of low power operation it recent reviews addressing 
risks to public re low power operation addressed at 840326 
briefing. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
SECY-84-156. 84/04/12. 26pp. 24159:258. 24X Fiche: 50-275. 

84/04/12. 8404200363. 


8404130422 Board Notification 84-081: forwards Govt Accountability 
Project 840412 submittal re 10CFR2. 206 peti tion. Petition 
initiates certain relief prior to low power license 
decision S( is based on alleged false statements by NRC. 

EISENHUT. D. G. Division of Licensing. 84/04/13. PALLADINO, 
OILINSKY, ROBERTS Commissioners. 2pp. 24072:340. 24X 

Fiche: 50-275. 84/04/13. 8404130422. 


— 8404180367 "QA Rept of Crack in Steam Generator Feedwater Nozzle to 
Pipe Held (Generator 1-2). ” Related info end. 

RUNYAN. J.P. M. W. Kellogg Co. 77/04/12. 20pp. 24073:031. 24X 

Fiche: 50-275. 84/04/13. 8404130422. 


—8404180373 "Me tal 1 urg ical Exam. Cracked Field Weld 212 Feedwater Pipe 
to Nozzlej Steam Generator 1-2." Related info end. 

CAUGHEY.R. H. Pullman. Inc. 77/06/23. 81pp. 24073:092. 24X 

Fiche: 50-275, 84/04/13, 8404130422. 


8404130432 Board Notification 84-082: forwards I Yin 840411 statement re 
conclusions & recommendations of NRC review group that 
recently evaluated Yin concerns re QA break down. Related 
correspondence. 

EISENHUT, D. G. Division of Licensing. DSB 520. 84/04/13. 

PALLADINO, OILINSKY, ROBERTS Commissioners. 7pp. 24066:099. 24X 

Fiche: 50-275. 84/04/13. 8404130432. 


8404180182 Submits notarized affirmation of KC Doss re util 840329 
response to 10CFR2. 206 petition by Govt Accountability 
Project dtd 840202. 

CRANE. P. A. Pacific Gas it Electric Co. 84/04/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24077:131. 
24X Fiche: 50-275. 84/04/13. 8404180182. 


8404160147 Board Notificaiton 84-084: forwards 840412 rept re small it 
large bore piping issues raised by I Yin. Rept recommends 
specific actions be completed prior to issuance of full 
power license. 

EISENHUT, D. G. Division of Licensing. 84/04/18. BUCK, J. H. , 

MOORE, T. S. , JOHNSON. W.R, Atomic Safety and Licensing Appeal Panel. 
14pp. 24215:115. 24X Fiche: 50-275. 84/04/18. 8404160147. 


E. NRC Safety Evaluation Report (SER). suppls it correspondence 


8403140253 Board Notification 84-060: forwards NUREO-0675 (S8ER 22) re 
allegations concerning facil ities. Rept provides criteria 
applied in prioritizing resolution of allegations, especially 
resolutions prior to low power it full power decisions. 

EISENHUT, D. G. Division of Licensing. 84/03/20. PALLADINO. 
OILINSKY. ROBERTS Commissioners. Spp. 22861:271. 24X 

Fiche: 50-275, 84/03/20, 8403140253. 


8404110543 Forwards SSER 22 re review of allegations it concerns about 
design, const it operations of facility identified to NRC as 
of 840309. W/o end. 

KNIGHTON, G. W. Licensing Branch 3. 84/03/23. SCHUYLER. J. 0. Pacific 

Gas 8c Electric Co. 4pp. 24025:037. 24X Fiche: 50-275, 84/03/23. 

8404110543. 


F. Security, medical, emergency it fire protection plans 


8404100107 Public version of temporary changes to revised emergency 
plan implementing procedures. including Procedures EP-OP-8 re 
control room inaccessibility & EP-EF-1 re activation of 
technical support ctr.W/831123 Itr 8« JM Felton 840323 memo. 
SCHUYLER. J. 0. Pacific Gas it Electric Co. 83/11/23. MARTIN, J. B. 
Region 5. Office of Director. 23pp. 22994:299. 24X 

Fiche: 50-275, 83/11/23, 8404100107. 


8404090168 Public version of revised emergency plan implementing 
procedures, including Procedure EP-OP-0 re reactor trip w/ 
safety in jection, EPM-9 re hazardous waste mgt contingency 
plan 8< EP-OP-1 re LOCA. W/840305 Itr it 840323 release memo. 

THORNBERRY. R. C. , SCHUYLER, J. 0. Pacific Gas it Electric Co. 84/03/05. 

MARTIN. J.B. Region 5, Office of Director. 200pp. 22971:286. 24X 

Fiche: 50-275. 84/03/05, 8404090168. 


8404200020 Forwards public version of emergency plan implementing 
procedures, including Procedures EP 0P-3A re steam generator 
tube rupture, EP OP-8 re control room inaccessibility 8( 

EP R-1 re personnel injury /exposure. 

SCHUYLER, J. 0. Pacific Gas it Electric Co. 84/03/26. MARTIN, J. B. 
Region 5, Office of Director. 6pp. 24160: 001. 24X 

Fiche: 50-275, 84/03/26, 8404200020. 


— 8404200027 Public version of emergency plan implementing procedures, 
including Procedures EP OP-SA re steam generator tube 
rupture, EP OP-8 re control room inaccessibility & EP R-1 re 
personnel in jury /exposure. 

* Pacific Gas it Electric Co. 84/03/26. 300pp. 24160:006. 24X 

Fiche: 50-275, 84/03/26, 8404200020. 


8404030455 Forwards Rev 2 to San Luis Obispo County emergency response 
p Ian. 

SCHUYLER, J. 0. Pacific Oas S< Electric Co. 84/03/29. MARTIN, J.B. 
Region 5, Office of Director. Ip. 22863:307. 24X 

Fiche: 50-275, 84/03/29, 8404030455. 


— 8404030459 Rev 2 to San Louis Obispo County nuclear power plant 
emergency response plan. 

MANKINS, H. D. San Luis Obispo, CA. 84/01/31. 392pp. 22863:308. 

24X Fiche: 50-275, 84/03/29, 8404030455. 


8404090148 Forwards update it summary status of corrective actions for 
12 deficiencies reported in 811117 it 1229 memos re offsite 
emergency preparedness. Defic iencies satisfactori ly 
resolved. 

KRIMM, R.W. Federal Emergency Management Agency. 84/04/02. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 15pp. 22939:170. 24X Fich e; 50-275, 

84/04/02, 8404090148. 


— 8404090153 Evaluation of Diablo Canyon Nuclear Generating Station 
821020 emergency response plan exercise. 

a- Federal Emergency Management Agency. 82/11/10. 37pp. 

22939:185. 24X Fiche: 50-275, 84/04/02, 8404090148. 


8404240403 Forwards IE Insp Repts 50-275/84-02 it 50-323/84-02 on 
840101-0204 it notice of violation. Efforts 8t plans to control 
schedular pressure it work activities should be addressed in 
response to violations. 

BISHOP, T.W. Division of Res ident. Reactor Project it Engineering 
Programs. 84/04/04. SCHUYLER, J. 0. Pacific Gas & Electric Co. 2pp. 
24179: 299. 24X Fiche: 50-275, 84/04/04, 8404240403. 


— 8404240419 IE Insp Repts 50-275/84-02 it 50-323/84-02 on 840101-0230. 
Noncompliance noted: redundant fans in control room 
ventilation sys aligned to same vital bus it failure to 
follow procedures for welding it bolting activities. 

MENDONCA, M. Region 5, Office of Director. 84/04/03. 52pp. 

24179:303. 24X Fiche: 50-275, 84/04/04, 8404240403. 


8404270210 Forwards Rev 11 to security plan. Rev withheld (ref 
10CFR73. 21). 

SCHUYLER, J. 0. Pacific Gas Sc Electric Co. 84/04/19. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 24215:275. 24X 

Fiche: 50-275, 84/04/19, 8404270210. 


8404300136 Submits updated response to IE Bulletin 83-08, "Electrical 
Circuit Breakers W/Undervol tage Trip Feature in Use in 
Saf ety-Related Application. ..." No subj breakers in use. 

Revised emergency implementing procedures end. 

SCHUYLER, J. 0, Pacific Oas St Electric Co. 84/04/24. Record 
Services Branch (Document Control Desk). 2pp. 24225:237. 24X 

Fiche: 50-275, 84/04/24, 8404300136, 


— 8404300137 Revised emergency plan implementins procedures, including 
Rev 1 to Procedure EP 0P-18A re loss of charging. Rev 1 to 
Procedure EP 0P-18B re loss of normal letdown St Rev 1 to 
Procedure EP 0-5 re evacuation of nonessential personnel. 

* Pacific Oas St Electric Co. 84/04/25. 116pp. 24225:239. 24X 

Fiche: 50-275, 84/04/24, 8404300136. 
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0. Ad judicatory correspondence 


— 8404040408 Affidavit of F Lyautey denying Allegation 6 that author 
informed NRC that S Lockert ciuit job. 

LYAUTEY, F. Pullman, Inc. 84/03/17. 2pp. 22891:310. 24X 

Fiche; 50-275, 84/03/19, 8404040366. 


8403120006 Answer opposing Joint Intervenors 840214 motion to augment 
or reopen record on design QA. Motion should be denied in 
entirety. Certificate of Svc end. 

NORTON, B. Pacific Gas & Electric Co. DSB 380. 84/03/06. Atomic 

Safety and Licensing Appeal Panel. 23pp. 22956; 189. 24X 

Fiche; 50-275, 84/03/06, 8403120006. 


— 8404090491 Affidavit of RC Anderson, MJ Jacobson, ME Leppke & LE Shipley 
re design <2A. Prof qualifications end. 

ANDERSON, R. C. , JACOBSON, M. J. , LEPPKE, M. E. Pacific Gas & Electric 
Co. 84/03/05. 98pp. 22957:160. 24X Fi che; 50-275, 84/03/06, 

8403120006. 


8404040366 Answer in opposition to Joint Intervenors 840222 motion to 
reopen record on issue of const QA & licensee character & 
competence. Motion untimely & allegations unjustified. 

Affidavits end. 

NORTON, B. Pacific Gas it Electric Co. NORTON, B, Norton, Burke, 
Berry 8t French, DSB 300. 84/03/19. Atomic Safety and Licensing 

Appeal Panel, 26pp. 22891:001. 24X Fiche : 50-275. 84/03/19, 

8404040366. 


■8404040370 Affidavit of J Arnold, DR Cady.RG Fink.HW Karner «< 

RA Torstrom on Joint Intervenors allegations re weld 
qualif ication. 

ARNOLD, J. Pacific Gas & Electric Co. CADY, D. R. Bechtel Corp. 
KARNER, H.W. Pullman, Inc. 84/03/19. 67pp. 22891:028. 24X 

Fiche: 50-275, 84/03/19. 8404040366. 


— 8404040375 Affidavit of GD Larson «< DR Cady on valve wall thickness 
of RCPB valves. 

LARSON, O.D. Pullman, Inc. CADY, D. R. Bechtel Corp. 84/03/16. 
7pp. 22891:095. 24X Fiche: 50-275, 84/03/19. 8404040366. 


— 8404040377 Affidavit of DR Geske re valve exam by ultrasonic sound 
techniques. 

GESKE, D.R. Pullman, Inc. 84/03/17. 20pp. 22891:102. 24X 

Fiche: 50-275, 84/03/19, 8404040366. 


■8404040381 Affidavit of CM Neary.FJ Lyautey tt JP Watson on Joint 
Intervenors allegations re welder qual if i cation testing. 
NEARY/C. M. , LYAUTEY, F. J, , WATSON, J. P. Pullman, Inc. 84/03/19. 
10pp. 22891:122. 24X Fiche: 50-275, 84/03/19, 8404040366. 


•8404040386 Affidavit of FC Breismeister, CM Neary,HW Karner it RD Kerr on 
Joint Intervenors allegations re welding. 

BREISMEISTER, F. Bechtel Corp. NEARY,C. M. , KARNER, H. W. Pullman, 

Inc. 84/03/19. 95pp. 22891:132. 24X Fiche: 50-275, 84/03/ 19, 

8404040366. 


— 8404040390 Affidavit of D Stupi in response to S Lockert allegation 
contained in Joint Intervenors motion as JI 41. 

STUPI, D. Pacific Gas & Electric Co, 84/03/19. 13pp. 22891:229. 

24X Fiche: 50-275, 84/03/19, 8404040366. 


— 8404040391 Affidavit of DR Geske re welder qual if ication. 

GESKE, D.R. Pacific Gas «< Electric Co. 84/03/18. 5pp. 22891:242. 
24X Fiche; 50-275, 84/03/19, 8404040366. 


— 8404040393 Affidavit of H4 Karner & RD Etzler re const QA. 

KARNER, H.W. Pullman, Inc. ETZLER, R. D. Pacific Gas & Electric Co. 

84/03/19. 49pp. 22891:247. 24X Fiche: 50-275, 84/03/19, 

B404040366. 


— 8404040396 Affidavit of ML Andrews in response to Hudson 840131 
affidavit as contained in Joint Intervenors 840222 motion on 
const QA. 

ANDREWSrM. L. Pullman, Inc. 84/03/16. 3pp. 22891:296. 24X 

Fiche: 50-275, 84/03/ 1 9, 8404040366. 


— 8404040398 Affidavit of PL Steiger re const QA. 

STIEOER,P. L. Pullman, Inc. 84/03/19. 3pp. 22891:299, 24X 

Fiche: 50-275, 84/03/19, 8404040366. 


—8404040403 Affidavit of R Nolle in response to S Lockert misquoting of 
remarks made during discussion referred to in Joint 
Intervenor Allegation 131. 

NOLLE, R. Pullman, Inc. 84/03/19, 5pp. 22891:302. 24X 

Fiche: 50-275, 84/03/19, 8404040366. 


— 8404040405 Affidavit of A Savacool responding to S Lockert allegations 
re remark requesting access to welder insp test records 
SAVACOOL, A. Pullman, Inc. 84/03/19. 3pp. 22891:307. 24X 

Fiche: 50-275,84/03/19, 8404040366. 


— 8404040410 Affidavit of RL Marks, providing accurate definition of 
Pullman Power Products quality intentions. 

MARKS, R.L. Pacific Gas it Electric Co. 84/03/19. 7pp. 22891:312. 
24X Fiche: 50-275, 84/03/19, 8404040366. 


— 8404040412 Affidavit of MW Stephens re Joint Intervenors Allegations 
123 it 125. 

STEPHENS, M. W. Pacific Gas & Electric Co. 84/03/19. 7pp. 

22891: 319. 24X Fiche; 50-275, 84/03/19. 8404040366. 


— 8404040413 Affidavit of D Geske, J Guyler, A Eck.M MacCrae it H Karner 
addressing allegations re QA/QC insps it auditing performed 
by Pullman Power Products Corp. 

GESKE, D. Pacific Gas it Electric Co. GUYLER, J. , ECK, A. Pullman, 
Inc. 84/03/17. 56pp. 22891:326. 24X Fiche; 50-275, 84/03/19, 

8404040366. 


— 8404040414 Affidavit of HR Arnold, FC Breismeister & RK Rhodes re 
allegations that procedures may be unreliable due to 
manipulation of procedure qualif ication tests. 

ARNOLD, H.R. H. P. Foley Construction Co. BREISMEISTER, F. Bechtel 
Corp. RHODES, R.K. Pacific Gas it Electric Co. 84/03/16. 16pp. 

22892:022. 24X Fiche: 50-275, 84/03/19, 8404040366. 


•8404040415 Affidavit of D Backes re const QA. 

BACKES, D. Foley, Inc. 84/03/16. 2pp. 22892:038. 24X 

Fiche: 50-275, 84/03/19, 8404040366. 


— 8404040419 Affidavit of DA Rockwell 8c LR Wilson re const QA. 

ROCKWELL, D. A. Pacific Gas 8< Electric Co. WILSON, L. R. H. P. Foley 
Construction Co. 84/03/18. 10pp. 22892:040. 24X 

Fiche: 50-275, 84/03/19, 8404040366. 


— 8404040418 Affidavit of RT Knowles in response to unfounded, anonymous 
Allegation 109 as contained in Joint Intervenors motion. 

KNOWLES, R.T. H. P. Foley Construction Co. 84/03/17. 3pp. 

22892: 050. 24X Fiche; 50-275, 84/03/19, 8404040366. 


— 8404040424 Affidavit of DO Dunnum in response to Joint Intervenor 
allegation on Page 31 of 840116 motion 8< supporting 
statement on Page 5 of anonymous affidavit. 

DUNNUM,D. G. H. P. Foley Construction Co. 84/03/19. 3pp. 
22892:053. 24X Fiche : 50-275, 84/03/19, 8404040366. 


—8404040417 Affidavit of MR Tresler,LR Wilson, HW Karner 8< JK McCall re 
const QA. 

TRESLER, M. R. Pacific Gas 8c Electric Co. WILSON, L. R. H. P. Foley 
Construction Co. KARNER, H. W. Pullman, Inc. 84/03/19. 5pp. 
22892:056. 24X Fiche : 50-275, 84/03/19, 8404040366. 


— 8404040421 Affidavit of RD Etzler on allegations re const QA. 
ETZLER, R.D. Pacific Gas it Electric Co. 84/03/17. 3pp. 
22892:061. 24X Fiche; 50-275, 84/03/19, 8404040366. 


— 8404040423 Affidavit of M Tresler, FC Breismeister, RD Kerr 8< CH Nichols 
on Joint Intervenors allegations re const QA. 

TRESLER, M., KERR, R. D. Pacific Gas 8c Electric Co. BREISMEISTER, F. 
Bechtel Corp. 84/03/19. 6pp. 22892:064 . 24X 

Fiche; 50-275, 84/03/19, 8404040366. 


— 8404040420 Affidavit of HW Karner 8c P Dawson on Joint Intervenors 
allegations re const QA. Certificate of Svc end. 

KARNER, H.W., DAWSON, P, Pullman, Inc. 84/03/18. 55pp. 22092:070. 

24X Fiche: 50-275, 84/03/19, 8404040366. 


8403140250 Board Notification 84-065: forwards supplemental 10CFR2. 206 
petition to defer decision re low power OL, made by Govt 
Accountability Project on behalf of San Luis Obispo Mothers 
for Peace et al. Distribution list end. 

EISENHUT, D. 0. Division of Licensing. 84/03/28. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 4pp. 22859:145. 24X 

Fiche: 50-275, 84/03/28, 8403140250. 


8404040149 Submits list of items Commission should act on re delay in 
licensing. ACRS should be asked to comment on seismic study 
license condition at plant. Prompt meeting should be 
scheduled w/Quadrex to discuss NSC audit. 

GILINSKY. V. Commissioners. DSB 273. 84/03/28. Commissioners. 

Ip. 22886:341. 24X Fic h e: 50-275, 84/03/28, 8404040149. 


8404030051 Forwards responses to Govt Accountability Project 840202 
10CFR2. 206 petition. 

BRAND, D. A. Pacific Gas «e Electric Co. 84/03/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 20pp. 22653:200. 

24X Fiche: 50-275, 04/03/29, 8404030051. 
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— 8404030079 Affidavit of JD Shiffer.JM ©isclon, KC Doss.JB Hoch, 

RC Thornbsrry & RK Rhodes in response to allegations 
contained in Govt Accountability Project 840202 10CFR2. 206 
petition. Certificate of Svc end. 

SHIFFERi J. D. » GISCLON, J. H. . DOSS.K.C. Pacific Gas & Electric Co. 
84/03/29. 21pp. 22853:220. 24X Fic he: 50--275i 84/03/29, 8404030051. 


8404040180 Request for extension of time until 840411 to file response 
to Joint Interveners motion to reopen record on const QA. 

Certificate of Svc end. 

CHANDLER, L. J. Hearing Branch 2. DSB 278. 84/04/02. Atomic 

Safety and Licensing Appeal Panel. 4pp. 22880: 178. 24X 

Fiche: 50-275, 84/04/02, 8404040180. 


8404040187 Answer opposing Joint Intervenors 840320 renewal of 
application for stay, initially filed on 831031. Renewal 
premature. Certificate of Svc end. 

CHANDLER. L. J. Hearing Branch 2. DSB 281. 84/04/02. 4pp. 

22880:296. 24X Fiche: 50-275, 84/04/02, 8404040187. 


8404040346 Renews reciuest that NRC vote on util application for 
reinstatement of suspended low power OL be held in San Luis 
Obispo, CA to permit persons most affected by decision to 
observe deliberations & vote. 

REYNOLDS, J. R. Center for Law in the Public Interest. REYNOLDS, J. R. 
Joint Intervenors - Diablo Canyon. DSB 302. 84/04/02. 

PALLADINO, N. , GILINSKY, V. , ROBERTS, T. Commissioners. 2pp. 

22892: 125. 24X Fiche: 50-275, 84/04/02, 8404040346. 


8404100157 Forwards Council Resolution 1865 stating concerns re San 
Luis Obispo County emergency response plan. City of Pismo 
Beach considers plan inadequate & assumes no responsibility 
for liabilities associated w/plan. 

WILLIAMS, E. Pismo Beach, CA. DSB 394. 84/04/02. PALLADINO, N. J. 

Commissioners. 5pp. 22963:239. 24X Fiche : 50-275, 84/04/02, 

8404100157. 


8404100203 Petition to review ALAB-763 re 840320 decision to uphold 
adequacy of plant design. ASLB decision steps away from 
principle that license is privilege to be granted only when 
stds met. Certificate of Svc end. 

REYNOLDS, J. R. Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. DSB 392. 84/04/05. 13pp. 

22963:071. 24X Fiche: 50-275. 84/04/05, 8404100203. 


8404090414 Answer in opposition to Joint Intervenors 840320 renewal of 
application for stay. Joint Intervenors failed to satisfy any 
of four criteria of 10CFR2. 788(e ) «< motion should be denied 
in entirety. Certificate of Svc end. 

LUBBOCK, D.O. Pacific Gas «< Electric Co. DSB 379. 84/04/06. 

Commissioners. 10pp. 22952:338. 24X Fich e: 50-275, 04/04/06, 

8404090414, 


8404100275 Motion for leave to file end suppl to pending 840214 motion 
to augment or reopen record. 

REYNOLDS, J. R. Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. DSB 414. 84/04/06. Atomic 

Safety and Licensing Appeal Panel. 5pp. 22960:088. 24X 

Fiche: 50-275, 84/04/06, 8404100275. 


— 8404100279 Suppl to pending 840214 motion to augment or reopen record. 
Certificate of Svc end. 

REYNOLDS, J. R. Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. 84/04/06. Atomic Safety 
and Licensing Appeal Panel. 70pp. 22960:093. 24X 

Fiche: 50-275, 84/04/06, 8404100275. 


8404100284 Notifies of error in Attachment A of answer to Joint 
Intervenors motion to reopen record on design QA. Tube 
steel used for const of pipe supports of radii less than 2T. 
Certificate of Svc end. 

NORTON, B. Pacific Gas 8t Electric Co. DSB 403. 84/04/07. 

MOORE, T.S., BUCK, J. H. , JOHNSON, W. R. Atomic Safety and Licensing 
Appeal Panel. 3pp. 22960:167. 24X Fiche: 50-275, 84/04/07, 

8404100284. 


8404100169 Requests transmittal of end 840406 memo re licensed reactor 
operator exams to all parties to all pending OL proceedings/ 
cases to applicants in uncontested OL cases. Served on 
840409. 

GILINSKY, V. Commissioners. DSB 393. 84/04/09. CHILK, S. J. Office 

of the Secretary of the Commission. Ip. 22967:052. 24X 

Fiche: 50-000, 84/04/09, 8404100169. 


8404100471 Forwards 840409 memo re licensed reactor operator exams. 
Commissioner Gilinsky refused to defer release of 840406 
memo. 

PALLADINO. N. J. Commissioners. DSB 423. 84/04/09. CHILK, 8. J. 

Office of the Secretary of the Commission, Ip. 22976:306. 24X 

Fiche: 50-000, 84/04/09, 8404100471. 


— 8404100484 Requests deferment on Commissioner Gilinsky request to 
serve Ofc of General Counsel 840406 memo re licensed reactor 
operator exams, Addl time needed to research background of 
interpretation. 

PALLADINO, N. J. Commissioners. 84/04/09. GILINSKY, ROBERTS, 
ASSELSTINE Commissioners. 3pp. 22976:307. 24X 

Fiche: 50-000, 84/04/09. 8404100471. 


8404110577 Order requesting, by C. 0. B, 840418, proof that FEMA issued 
findings on adequacy of state emergency plan since ASLB 
820831 initial decision conditionally authorizing 
full power OL. Served on 840411. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 444. 
84/04/10 Office of the Executive Legal Director. 2pp. 
22999:270. 24X Fiche: 50-275, 94/04/10, 84041 10577. 


8404120072 Renewal of 840320 application for stay by Commission of 
expected order reinstating suspended low power OL. Until 
Commission can make findings re operator qualification, no 
license may legally be issued. Certificate of Svc end. 

REYNOLDS, J. R. Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. DSB 466. 84/04/10. 

Commissioners. 16pp, 24022:240. 24X Fiche: 50-275, 84/04/10, 

8404120072. 


8404120415 Forwards staff responses to questions in oral argument on 
Judge Moore opinion re ALAB~763. W/o enc Is. Related 
correspondence. 

CHANDLER. L, J. Hearing Branch 2. DSB 480. 84/04/11. MOORE, T. 8. , 

BUCK, J. H. , JOHNSON, W. R. Atomic Safety and Licensing Appeal Panel. 
2pp. 24025:115. 24X Fiche: 50-275, 84/04/11, 8404120415. 


8404160040 Forwards rept of results of investigation re radii of tube 
steel used in piping supports less than 21. No tube steel w/ 
less than 2T radii used. Stokes allegation totally false. 

Certificate of Svc end. 

NORTON, B. Pacific Oas «< Electric Co. DSB 510. 84/04/11. 

MOORE, T.S., JOHNSON, W. R. , BUCK. J. H. Atomic Safety and Licensing 
Appeal Panel. 11pp. 24043:241. 24X Fiche ; 50-275, 84/04/11, 

8404160040. 


8404170238 Answer opposing Joint Intervenors 840222 motion to reopen 
record on const QA 8< licensee character competence. Motion 
fails to establish significant safety issues which would 
affect ASLAB decisions. Certificate of Svc end. 

CHANDLER, L. J. Hearing Branch 2. DSB 549. 84/04/11. Atomic 

Safety and Licensing Appeal Panel. 58pp. 24054: 173. 24X 

Fiche; 50-275,84/04/11,8404170238. 


8404130127 Forwards disclosure of misleading or false statements by 
NRC re facility. Record before Commission distorted w/respect 
to evidence received from whistleblowers. Commission must 
resolve uncertainty re hardware it not surrender. 

DEVINE, T. Government Accountability Project. DEVINE, T. San Luis 
Obispo Mothers for Peace. DSB 492. 84/04/12. PALLADINO, N. J. , 

GILINSKY, V.. ROBERTS,!. Commissioners. 11pp. 24031:161. 24X 

Fiche: 50-275, 84/04/12, 8404130127. 


— 8404130131 Affidavit of S Lockert on evidence that util not responsibl 
for requirements of code of FR re reporting defects & 
noncompliances. Related info end. 

LOCKERT, S. Government Accountability Project. 84/04/10. 176pp. 

24031:172. 24X Fiche: 50-275, 84/04/12, 8404130127, 


8404160214 Order extending time until 840504 for Commission to act to 
review ALAB-756. Served on 840416, 

CHILK, S. J. Office of the Secretary of the Commission. DSB 534. 
84/04/13. PALLADINO, N. J. , GILINSKY, V, , ROBERTS, T. M. Commissioners. 
Ip. 24046:228. 24X Fich e; 50-275, 84/04/13, 8404160214. 


8404170319 Memorandum it Order CLI-B4-5 stating that Commission has 
determined that concerns which led to suspension of 
low-power license resolved & license can be reinstated in 
entirety. Served on 840413. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 547. 
84/04/13. 35pp. 24060:077. 24X Fiche : 50-275^ 84/04/13, 8404170319. 


8404170453 Forwards notarized signature of KC Doss for affidavit of 
JP Shiffer, JM 0isclon,KC Doss, JB Hoch,RC Thornberry it 
RK Rhodes served w/840329 Itr. Related correspondence. 

CRANE, P. A. Pacific Gas & Electric Co. DSB 567. 84/04/13. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 
24059:064. 24X Fiche: 50-275, 04/04/13, 8404170453. 


8404180296 Informs that implications of util use of tube steel in 
const of pipe supports w/radii of less than 2T not 
considered in NRC 840315 reply to Joint Intervenors motion 
to reopen or augment record on design QA, 

RUTBERG, J. Hearing Branch 2. DSB 617. 84/04/13. MOORE, T. S. , 

JOHNSON, W. R. , BUCK. J. H. Atomic Safety and Licensing Appeal Panel. 
2pp. 24071:220. 24X Fiche: 50-275, 84/04/13, 8404180296. 
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8404180347 Forufards licensee submittal re effects of earthquake on 
emergency planningi per conversation ui/P Kaufman. W/o end. 

Related correspondence. 

RUTBEROiJ. Hearing Branch 2. DSB618. 84/04/13. STRUMWASSERj M. * 

DURBIN.S. L. . KAUFMAN,P.H. Californiai State of. 2pp. 24070:325. 
24X Fiche: 50-275, 84/04/13, 8404180347. 


8404230073 Requests extension until 840504 to file petition for review 
of ALAB-763 & extension to page limits for petition. Related 
correspondence. 

STRUMWASSER, M. California, State of. DSB 715. 84/04/13. CHILK, S. 
Office of the Secretary of the Commission. Ip. 24153:084. 24X 

Fiche: 50-275, 84/04/13, 8404230073. 


8404170120 Documents phone calls received on 840412 & 13 from listed 
residents of Diablo Canyon area expressing disapproval 
over decision to lift suspension of low power license. 

Served on 840416. 

DAVIS, P, Commissioners. DSB 583. 84/04/16, Commissioners. 2pp. 

24058:351. 24X Fiche: 50-275, 84/04/16, 8404170120. 


8404190124 Responds to Board 840410 request whether FEMA has issued 
findings on adequacy of state emergency response plan. 

R Krimm interim findings submitted 811 117. Review to be 
completed in mid-May 1984. Related correspondence. 

LOCKE, R.F. Pacific Oas & Electric Co. DSB 652. 84/04/18. 

MOORE, T.S., BUCK, J. H, , JOHNSON, W. R. Atomic Safety and Licensing 
Appeal Panel. 2pp. 24103:213. 24X Fiche: 50-275, 84/04/18, 

8404190124. 


8404200012 Motion for extension of time to 840504 to answer Joint 
Intervenors 840405 petition for review of ALAB-763. 

Sufficient time not available to folly properly address 
present petition for review. Certificate of Svc end. 

MCGURREN, H. J. Hearing Branch 1. DSB 676. 84/04/18. Atomic 

Safety and Licensing Board Panel. 5pp, 24119:246. 24X 

Fiche: 50-275, 84/04/18, 9404200012. 


8404230155 Response to ASLAB 840410 order for staff position on whether 
staff 821112 appeal is moot. Appeal is not moot since FEMA 
rept on current status of offsite emergency preparedness 
does not satisfy condition. W/svc list. 

HASSELL, D.F. Hearing Branch 1. DSB 741. 84/04/18. 60pp. 

24155:258. 24X Fiche: 50-275, 84/04/18, 8404230155. 


8404240186 Forwards response to ASLAB order re FEMA finding, 

REYNOLDS, J. R. Center for Law in the Public Interest. REYNOLDS, J. R. 
Joint Intervenors — Diablo Canyon. DSB 784. 84/04/19. MOORE, T. S. , 

JOHNSON, W. R. , BUCK, J. H. Atomic Safety and Licensing Appeal Panel. 
Ip. 24100:267. 24X Fiche: 50-275, 84/04/19, 8404240186. 


— 8404240190 Response to ASLAB order requiring FEMA finding for State 
of CA emergency response plan. Issue not moot Sc full power 
OL should not be issued. Certificate of Svc end. 

REYNOLDS, J. R, Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 

Center for Law in the Public Interest, 84/04/19. 5pp. 24180:268. 

24X Fiche: 50-275,84/04/19,8404240186. 


8404230137 Responds to 840413 request for extension until 840504 to 
file petition for review of ALAB-763 Sc for lifting of 
10 page limit. Petition may be filed until 840427. Request to 
file 70 page petition denied. Related correspondence. 

CHILK, S.J. Office of the Secretary of the Commission. DSB 716. 
84/04/20. STRUMWASSER, M. California, State of. Ip. 24153:282. 
24X Fiche: 50-275, S4/04/20, 8404230137. 


8404240078 Informs that Commission 840403 requirements to serve 
licensee submittal re effects of earthquake on emergency 
planning on parties completed. 

RUTBERO,J. Hearing Branch 2. DSB 785. 84/04/20. CHILK, S. J. 

Office of the Secretary of the Commission. 2pp. 24164:298. 24X 

Fiche: 50-275. 84/04/20, 8404240078, 


8404260495 Answer to Joint Intervenors B40406 suppl to motion to 
augment or reopen record in design QA proceeding. Motion 
should be denied because concerns can be handled as normal 
part of regulatory review. 

CRANE, P. A. Pacific Oas 8e Electric Co. OSB 837. 84/04/23. Atomic 

Safety and Licensing Appeal Panel. 4pp. 24214:289. 24X 

Fiche: 50-275, 84/04/23, 8404260495. 


8404260138 Forwards attachments to 840411 Itr re matters raised in 
Moore opinion in ALAB— 763. 

CHANDLER, L. J. Hearing Branch 2. DSB 825. 84/04/24. MOORE, T. 8. , 

BUCK, J. H. , JOHNSON, U.R. Atomic Safety and Licensing Appeal Panel. 
2pp. 24207:011. 24X Fiche: 50-275. 84/04/24, 8404260138. 


8404260498 Notifies of potentially serious discrepancy re violations 
of min wall thickness on RCS piping. Licensee S-month 
delay in reporting similar deficiency led to citation. 

DEVINE. T. San Luis Obispo Mothers for Peace. DSB 848. 84/04/25. 

PALLADINO, N. J. , OIL INSKY, V. , ROBERTS, T. Commissioners. 18pp. 
24215: 033. 24X Fiche: 50-275, 84/04/25, 8404260490. 


8404270251 Response to Joint Intervenors 840406 suppl to motion to 
augment or reopen record on design QA. Staff has no objection 
to motion provided ASLAB considers listed board 
notifications. Certificate of Svc end. 

CHANDLER, L. J. Hearing Branch 2. DSB 864. 84/04/25. Atomic 

Safety and Licensing Appeal Panel. 4pp. 24223:037. 24X 

Fiche: 50-275, 84/04/25, 8404270251. 


H. General correspondence 


8404130024 Responds to 840131 Itr re quality in design, const, operation 
St mgt of facility. Investigation, insp & evaluation of 
allegations being conducted. Commission will proceed w/ 
authori ration for low power operation after evaluation. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/03/29. ENGLISH, C. English 8< Associates. 7pp. 24049:346. 24X 

Fiche: 50-275. 84/03/29, 8404130024. 


— 8404130030 Discusses concern re quality in design, const, operation & 
mgt at facility. Util haste to build plant in disregard for 
NRC regulation Sc staffing w/inexperienced personnel is 
affront to regulatory process Sc public health Sc safety. 

ENGLISH, C. English Sc Associates. 84/01/31. PALLADINO, N. J. 
Commissioners. 2pp. 24049:353. 24X Fic he: 50-275, 84/03/29, 

8404130024. 


8404300084 Supports facility operation. Scaremongers afraid of every 
technological devel op ement. Technology has proven ability to 
solve problems over time. 

GREENE, M. R. Affiliation Not Assigned. 84/04/23. NRC - No 
Detailed Affiliation Given. 3pp. 24225:152. 24X 

Fiche: 50-275, 84/04/23, 8404300084. 


0. Advisory Committee on Reactor Safeguards reports Sc correspondence 


8404040140 FR notice of ACR8 Subcommittee on Diablo Canyon Nuclear 
Power Plant 840419 meeting in Nash ington, DC to review 
adequacy of small Sc large bore piping Sc QA documentation 
issues. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 270. 
84/04/03. 2pp. 22886:259. 24X Fiche: 50-275. 84/04/03, 8404040140. 


8404100506 Propounds that low power operation acceptable Sc will not 
compromise required corrective actions. Requ irement re hot 
shimming for closely spaced restraints on large bore piping 
merits further review. 

ESERSOLE, J. C. ACRS - Advisory Committee on Reactor Safeguards. DSB 
415. 84/04/09. PALLADINO, N. J. Commissioners. 3pp. 22977:017. 

24X Fiche: 50-275, 84/04/09, 8404100506. 


B404130428 Board Notification 84-077: forwards transcript of ACRS 
840406 meeting re resolution of concerns on small S< large 
bore piping Sc supports, including design control measures. 
EISENHUT, D. G. Division of Licensing. 84/04/11. PALLADINO 
Commissioners. 2pp. 24073:170. 24X Fiche : 50-275, 84/04/1 1, 

8404130428. 


P. Operating license stage documents S< correspondence 


8404130380 Staff requirements memo re 840403 aff irmation/d iscussion Sc 
vote in Washington, DC on SECY-84-70, "Consideration of 
Complicating Effects of Earthquakes on Emergency Planning at 
Diablo Canyon. " 

CHILK, S.J. Office of the Secretary of the Commission. 84/04/04. 
Office of the Secretary of the Commission. Ip. 24036:017. 24X 

Fiche: 50-275, 84/04/04, 8404130380. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. I38pp. 22933:122. 24X Fiche: 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84—21, "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. 05pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 
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8404130003 Forwards response to 840229 notice of Severity Level IV 
violation noted in IE Insp Repts 50-275/83-37 8t 
50-323/83-25. Weldments examined for acceptability by 
Hualified inspectors & necessary repairs will be made. 

SCHUYLER, J. 0. Pacific Gas & Electric Co. 84/03/29. MARTIN, U. B. 
Region 5, Office of Director. 7pp, 24030: 243. 24X 

Fiche: 50-275. 84/03/29. 8404130003. 


8403140266 Board Notification 84-071 : forwards draft investigation rept/ 
insp rept & draft summary of findings resulting from 
followup of IT Yin allegations & NRC independent overview. 

EISENHUT, D. 0. Division of Licensing. 84/04/03. PALLADINO, 

GILINSKY, ROBERTS Commissioners. 134pp. 22962:096. 24X 

Fiche: 50-275, 84/04/03. 8403140266. 


8404100371 Responds to IE Bulletin 83-08, “Electrical Circuit Breakers 
W/Under voltage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip Sys. “ Subj circuit 
breakers not used at facilities. 

SCHUYLER, J. 0. Pacific Gas S< Electric Co. 84/04/04. Record 
Services Branch (Document Control Desk). Ip. 22968:362. 24X 

Fiche: 50-275, 84/04/04. 8404100371. 


8404240403 Forwards IE Insp Repts 50-275/84-02 & 50-323/84-02 on 
840101-0204 it notice of violation. Efforts it plans to control 
scheduler pressure it work activities should be addressed in 
response to violations. 

BISHOP. T.W. Division of Resident, Reactor Project it Engineering 
Programs. 84/04/04. SCHUYLER. U. 0. Pacific Gas «( Electric Co. 2pp. 
24179: 299. 24X Fiche: 50-275, 84/04/04, 8404240403. 


— 8404240412 Notice of violation from insp on 840101-0204. 

CANTER, H.L. Region 5, Office of Director. 84/04/04. 2pp. 
24179: 301. 24X Fiche: 50-275. 84/04/04, 8404240403. 


—8404240419 IE Insp Repts 50-275/84-02 it 50-323/84-02 on 840101-0230. 
Noncompliance noted : redundant fans in control room 
ventilation sys aligned to same vital bus it failure to 
follow procedures for weTding it bolting activities. 

MENDONCA. M. . PADOVAN, M. L. . CANTER, H. L. Region 5. Office of 
Director. 84/04/03. 52pp. 24179:303. 24X Fiche: 50-275. 84/04/04, 

8404240403. 


8403140259 IE Info Notice 84-24. “Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc, 149pp. 24X Fiche: 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
(3ual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05. 8403140263. 


8404170158 Forwards response to violation noted in IE Insp Repts 
50-275/83-37 it 50-323/83-25 dtd 840229. Qua 1 if ied inspectors 
reinspected welds for acceptab i 1 ity. Related correspondence. 
SCHUYLER, J. 0. Pacific Gas it Electric Co. DSB 569. 84/04/11. 

MARTIN. J.B. Region 5, Office of Director. 8pp. 24050:267. 24X 

Fiche: 50-275, 84/04/11. 8404170158. 


8404170189 Supercedes 840329 submittal re violations noted in IE 
Investigation Repts 50-275/83-37 tt 50-323/83-24 concerning 
28 Pullman employees inspecting weldments before completion 
of training. Related correspondence. 

SCHUYLER, J. 0. Pacific Gas it Electric Co. DSB 568. 84/04/11. 

MARTIN. J.B. Region 5. Office of Director. 8pp. 24053:121. 24X 

Fiche: 50-275, 84/04/11. 8404170189. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Reiiuirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16. 8403140271 . 


8403140278 IE Info Notice 84-25. “Rec ent "Ser i ous Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J.N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche: 50-000. 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche; 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co, of New 

York, Inc. I29pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30. "Discrepanc i es in Recordkeeping it Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger 8, Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness !< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. Il9pp. 24195:343. 24X Fiche: 50-000, 94/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, “Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/20 Consolidated Edison Co. of New 

York, Inc, 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


8404300136 Submits updated response to IE Bulletin 83-08, “Electrical 
Circuit Braakers W/Undervoltage Trip Feature in Use in 
Safety-Related Application...." No subj breakers in use. 

Revised emergency implementing procedures end. 

SCHUYLER, J. 0. Pacific Gas it Electric Co. 84/04/24. Record 
Services Branch (Document Control Desk). 2pp. 24225:237. 24X 

Fiche: 50-275, 84/04/24, 8404300136. 


S. Reportable occurrences, LERs i< related correspondence 


8404190114 FQIA request for documents re 1977 Nuclear Svcs Corp audit 
of Pullman Power Products (Pullman-Kellogg ), facility piping 
contractor. 

REYNOLDS, J. Joint Intervenors - Diablo Canyon. REYNOLDS, J. Center 
for Law in the Public Interest. 84/01/20. Office of 
Administration. 2pp. 24125:001. 24X Fiche: 50-275, 84/01/20, 

8404190114. 


6404020129 Advises that nontraceable Class IE cable discussed in 
contractor Nonconformance Rept 8802-1015 replaced 
w/traceable cable it nonconformance rept dosed. 

SCHUYLER, J. 0. Pacific Gas & Electric Co, 84/02/17. MARTIN, J. B. 
Region 5, Office of Director. Ip. 22837:070. 24X 

Fiche: 50-275, 84/02/17, 8404020129. 


8404190123 Partial response to FOIA request for documents re 1977 
Nuclear Svcs Corp audit of Pullman Power Products, facil ity 
piping contractor. Forwards documents listed on app. Review 
of remaining documents subj to request in progress. 

FELTON, J. M. Division of Rules and Records, 84/03/15. REYNOLDS, J. 
Center for Law in the Public Interest. 2pp. 24125:003. 24X 

Fiche: 50-275, 84/03/15, 8404190123. 


— 8404190129 Summariies 831223 telcon re allegations concerning rupture 
restraint it piping support program deviat ions. Allegations 
chronologically listed. Author 840109 Itr to Dept of Labor 
end. 

L0CKERT,S. Affiliation Not Assigned. 84/01/02. PADOVAN, M. NRC - 
No Detailed Affiliation Given. 17pp. 24125:005. 24X 
Fiche: 50-275, 84/03/15, 8404190123. 


8404160150 Board Notification 04-076: provides info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of cooling conditions. Info updates Board Notification 83-139 
it AECL test results. 

EISENHUT, D. G. Division of Licensing, 84/04/19. PALLADINO 
Commissioners. 2pp. 24215:100. 24X Fiche : 50-000, 04/04/19, 

0404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling conditions. Info updates Board 
Notification 83-139 it AECL test results. Svc list end. 

VaLLMER,R. H. Division of Engineering. 84/04/06. EISENHUT, D, 0. 
Division of Licensing. 6pp. 24215:102. 24X Fiche: 50-000, 

84/04/19, 8404160150. 
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T. Hearing transcripts on non-antitrust matters 


— S404050307 Forwards preliminary comments & questions derived from 
review of draft Insp Rept 83-37. Comments welcomed. 

MYERSiH. House of Rep. < Interior & Insular Affairs. 84/03/22. 
REHM, T. . EISENHUT/D. NRC - No Detailed Affiliation Given. 26pp. 
22902; 252. 24X Fiche. 50-275, 84/03/30, 8403140258. 


8404030125 Transcript of 840319 public meeting in Wash ington, DC re 
status of pending investigation. Pp 1-72. Sup porting 
documentation end. 

# Commissioners. 84/03/19. 80pp. 22888: 141. 24X 

Fiche: 50-275, 84/03/19, 8404030125. 


8403140254 Board Notification 84-068: provides transcript of NRC 840328 
meeting w/PG&E on concerns identified for Commission 840326 
& 27 meetings. 

EISENHUT. D. 0. Division of Licensing. 84/03/28. PALLADINO, 

OILINSKY, ROBERTS Commissioners. 3pp. 22860:241, 24X 

Fiche: 50-275, 84/03/28, 8403140254. 


— 8404030393 Transcript of 840328 meeting w/PGJcE & intervener in 
Bethesda,MD re further details on concerns identified for 
Commission 840326 & 27 meetings. Pp 1-124. 

* NRC - No Detailed Affiliation Given. 84/03/28. 126pp. 

22860; 244. 24X Fiche: 50-275, 84/03/28, 8403140254. 


8404180214 Transcript of Commission 840403 af firmation/discussion & 
vote in Wash ington, DC on SECY~84-70 on effects of 
earthquakes on emergency planning at facili ties. Pp 1-3. 

* Commissioners. 84/04/03. 6pp. 24110:231. 24X 

Fiche: 50-275, 84/04/03, 8404180214. 


8404110534 Forwards transcripts of open NRC meetings re discussion/ 
possible vote on Diablo Canyon criticality & low power 
operation, per Board request. Related correspondence. 

TREBY, S. A. Hearing Branch 1. DSB 450. 84/04/05. BLOCH, P. B. 

Atomic Safety and Licensing Board Panel. 2pp. 22998:001. 24X 

Fiche: 50-000, 84/04/05, 8404110534. 


— 8404110542 Transcript of 840326 meeting in Wash xngton, DC re discussion/ 
possible vote on criticality Jc low power operation. Pp 1—135. 

* Commissioners. 84/03/26. 425pp. 22998:003. 24X 

Fiche; 50-000, 84/04/05, 8404110534. 


8403140270 Board Notification 84-075: forwards transcript of 840402 
meeting w/util in San Francisco, CA re util views on issues 
raised by I Yin at 840326-27 meetings. 

EISENHUT, D, G. Division of Licensing. 84/04/10. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 3pp. 24027: 156. 24X 

Fiche: 50-275, 84/04/10, 8403140270, 


— 8404130263 Transcript of 840402 meeting w/util in San Francisco, CA re 
IT Yin concerns on Diablo Canyon. Pp 1-272. 

# Commissioners. 84/04/02. 284pp. 24027; 158. 24X 

Fiche: 50-275, 84/04/10. 8403140270. 


8404130428 Board Notification 84-077; forwards transcript of ACRS 
840406 meeting re resolution of concerns on small & large 
bore piping & supports, including design control measures. 
EISENHUT, D, G. Division of Licensing, 84/04/11, PALLADINO 
Commissioners. 2pp. 24073:170, 24X Fiche : 50-275, 84/04/11, 

8404130428, 


8404130427 Board Notification 84— 078: forwards transcript of 840410 
meeting w/C Stoke of Govt Accountabi lity Project re welding 
practices, stress analysis for U bolts & other pipe supports 
Sc experience of individuals performing analysis. 

EISENHUT, D. G. Division of Licensing. 84/04/12. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 3pp. 24074:238. 24X 

Fiche: 50-275, 84/04/12, 8404130427. 


— 8404180169 Transcript of 840410 public meeting w/C Stokes of Govt 
Accountability Project in Bethesda, NO re welding practices, 
stress analysis for U bolts St other pipe supports St 
experience of individuals performing piping analysis, 
e NRC - No Detailed Affiliation Given. 84/04/10, 130pp, 

24074: 241, 24X Fiche: 50-275, 84/04/12, 8404130427. 


8404230084 Transcript of Commission 840413 discussion/possible vote in 
Washing ton, DC re criticality St low power operation. 

Supporting documentation end. 

♦ Commissioners. 84/04/13. 110pp. 24186:001. 24X 

Fiche: 50-275, 84/04/13,8404230084. 


U. Congressional/Executive Correspondence 


8403140256 Board Notification 84-069; forwards info re allegations St 
other matters currently under review & evaluation by NRC 
concerning licensing actions. 

EISENHUT. D. 0. Division of Licensing. 84/03/30. PALLADINO 
Commissioners, 3pp. 22902:229. 24X Fiche: 50-275, 84/03/30, 

8403140258. 


V. Operator Examinations 


8404030166 Forwards written 8t oral exams administered on 840323 to 
shift advisors. 

SCHUYLER, U. 0. Pacific Gas & Electric Co. 84/03/29. KNIGHTON. G. W. 
Licensing Branch 3. 10pp. 22853:118. 24X Fiche: 50-275, 84/03/29, 

8404030166. 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NURE0-i021, "Operator 
Licensing Examiner Stds. " Sve list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


8404100169 Requests transmittal of end 840406 memo re licensed reactor 
operator exams to all parties to all pending OL proceedings/ 
cases St to applicants in uncontested OL cases. Served on 
840409. 

GILINSKY.V. Commissioners. DSB 393. 84/04/09. CHILK, S. J. Office 

of the Secretary of the Commission. Ip. 22967:052, 24X 

Fiche: 50-000, 84/04/09, 8404100169. 


— 8404100175 Suggests that staff interpretation of 10CFR55. 25 ( b > 
inconsistent w/terms of regulation re licensed reactor 
operator exams. Actual, not simulator, operator experience 
required. 

FITZGERALD, J. A. Office of the General Counsel. 84/04/06. 
GILINSKY Commissioners. 2pp. 22967:053. 24X 

Fiche: 50-000, 84/04/09. 8404100169. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8404050374 Public version of revised emergency plan implementing 
procedures, including Procedure PEP-03. 4. 1 re initial dose 
projections S< PEP-03. 6. 1 re release estimates based upon 
stack/vent readings. W/S31019 ltr St JM Felton 840326 memo. 

BOYER, L.E., HILL,M.D. , ZIMMERMAN, S. R. Carolina Power St Light Co. 
83/10/19. 0 'REILLY, U. P. Region 2, Office of Director. 80pp. 

22917:237. 24X“ Fiche: 50-324,83/10/19, 8404050374. 


8404050390 Public version of Rev 7 to Emergency Plan Implementing 
Procedure PEP-02. 5, "Emergency Control - General Emergency. " 
W/840H7 ltr & JM Felton 840326 release memo. 

BOYER, L.E., TOLER, W.R., ZIMMERMAN, S. R, Carolina Power St Light Co. 
84/01/17. O'REILLY, J. P. Region 2, Office of Director. 23pp. 
22932: 284. 24X Fiche: 50-324, 84/01/17, 8404050390. 


8404050380 Public version of revised emergency plan implementing 
procedures, indud ing Procedures 2.1 re initial emergency 
actions Sc 3.6.1 re release estimates based upon stack/vent 
readings. W/8401 18 ltr St JM Felton 840326 release memo. 

BOYER, L. E. , ZIMMERMAN, S. R. Carolina Power !< Light Co. 84/01/18. 
O'REILLY, J. p. Region 2, Office of Director. 16pp. 22917; 317. 24X 

Fiche: 50-324. 84/01/18, 8404050380. 


8404030339 Forwards amend to Rev 8 to industrial security plan. Amend 
withheld (ref 10CFR73. 21 Sc 2.790). 

HOWE, P. W. Carolina Power & Light Co. 84/03/15. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 22872:142. 24X 

Fiche: 50-324, 84/03/15, 8404030339. 


8404030344 Forwards revs to emergency plan & emergency plan 
implementing procedures. 

HOWE, P, W. Carolina Power & Light Co. 84/03/28. O'REILLY, J, P. 
Region 2, Office of Director. 7pp. 22872: 166. 24X 

Fiche: 50-324, 84/03/28, 8404030344. 


— 8404030346 Rev 13 to emergency fesponse plan. 

BOYER, L.E. Carolina Power & Light Co. 84/03/14. 17pp. 

22872: 168, 24X Fich e: 50-324, 84/03/28, 8404030344. 


— 8404030349 Revised emergency plan implementing procedures, indud ing 
Procedures PEP-01.0 re emergency procedures introduction Sc 
PEP-02. 5 re emergency control-general emergency. 

BOYER, L.E. Carolina Power & Light Co. 84/03/14. 36pp. 

22872: 185. 24X Fiche: 50-324, 84/03/28, 8404030344. 


8404030423 Forwards IE Insp Repts 50-324/84-06 Sc 50-325/84-06 on 
840319-23. No noncompliance or deviations identified. 

VERRELLI, D. M. Division of Project St Resident Programs. 84/03/30. 
UTLEY, E, E. Carolina Power & Light Co. 2pp. 22862:345. 24X 

Fiche: 50-324, 84/03/30, 8404030423. 
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— 8404030432 IE Insp Repts 50-324/84-06 & 50-325/84-06 on 840319-23. No 
noncompliance noted. Major areas inspected : security 
organization! personnel & responses! physical barriers & 
access control. Detai Is withheld (ref 10CFR2. 790 Zt 73.21). 

HALL! B. L. Region 2! Office of Director. MCGUIRE! D. R. Division of 
Emergency Preparedness & Materials Safety. 84/03/29. Ip. 

22862; 347. 24X Fiche; 50-324! 84/03/30! 8404030423. 


8404110262 Notification of 840412 meeting w/util in Bethesda!MD to 
discuss final monthly rept on fire protection re alternate 
shutdown sys!App R exemptions & overall completion schedule. 

MACKAY! S. D. Operating Reactors Branch 2. 84/03/30. VASSALLOi D. B. 

Operating Reactors Branch 2. 2pp. 22995:360. 24X 

Fiche: 50-324! 84/03/30! 8404110262. 


8404200350 Notification of cancellation of 840412 meeting w/util in 
Bethesda! MD to discuss fire protection! al ternate shutdown 
sysiApp R exemptions Zi overall completion schedule. 

MACKAY! S. D. Operating Reactors Branch 2. 84/03/30. VASSALLO/ D, B. 

Operating Reactors Branch 2. Ip. 24151:344. 24X 

Fiche: 50-324! 84/03/30, 8404200350. 


8404050081 Ac k receipt of 840315 Itr transmitting Rev 8 to industrial 
security plan. Rev consistent w/provisions of 10CFR50. 54< p ) 

& acceptable. 

LEWIS, R. C. Division of Project & Resident Programs. 84/04/02 
UTLEY, E.E. Carolina Power & Light Co. 2pp. 22901:079. 24X 

Fiche: 50-324, 84/04/02, 8404050081. 


8404230426 Summary of 840315 meeting w/util & Bechtel in Bethesda, MD re 
outstanding items & util progress on alternate shutdown 
capability assessment & mods per 10CFR50!App R. 

MACKAY, S. Operating Reactors Branch 2. 84/04/04. Operating 

Reactors Branch 2. 5pp. 24187:213. 24X Fiche: 50-324, 84/04/04, 

8404230426. 


8404170365 Ac k receipt of 840209 0330 Itrs informing NRC of steps 

taken to correct violations noted in IE Insp Repts 
50-324/83-11 S. 50-325/83-11. 

LEWIS, R. C. Division of Project & Resident Programs. 84/04/10. 
UTLEY, E.E. Carolina Power & Light Co. Ip. 24062:122. 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


—8404170371 Suppls response to NRC 840114 Itr re violations noted in IE 
Insp Repts 50-324/83-11 & 50-325/83-11. Corrective actions: 
programmat ic upgrades incorporated into comprehensive fire 
protection program. Synopsis end. 

H0WE!P.W. Carolina Power & Light Co. 84/03/30, 0 "REILLY, J. P. 

Region 2, Office of Director. 5pp. 24062; 123. 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


— 8404170377 Notifies that in 831110 Itr, Tech Spec ref in Item D should 
be 6, 9. 1. 8 instead of 6. 9. 1. 8. 6 & proposed civil penalty 
should be substituted for Item B in second paragraph of 
Item D. 

O'REILLY, J. P. Region 2, Office of Director. 84/01/25. UTLEY. E. E. 

Carolina Power Light Co. 3pp. 24062: 139. 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


— 8404170382 Forwards IE Insp Repts 50-324/83-11 & 50-325/83-11 on 
830318-25. 

LEWIS, R.C. Division of Project & Resident Programs. 84/01/13. 
UTLEY. E.E. Carolina Power 8e Light Co. Ip. 24062:142. 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


— 8404170400 IE Insp Repts 50-324/83-11 & 50-325/83-11 on 830318-25. 
Noncompliance noted : fai lure to properly implement 
procedures Sc failure to make special rept, 

MYERS, D.O. Region 2, Office of Director. GARNER. L. W. , BEMIS, P. R. 
Division of Project Sc Resident Programs. 83/09/01. 10pp. 

24062:143. 24X Fiche: 50-324, 84/04/10, 8404170365. 


8404300139 Forwards "Alternative Shutdown Capability Assessment Rept, " 
Sections 1-7, per 10CFR50. 48 S< 10CFR50, App R. Summary of 
assessment methodology Sc technical exemption requests also 
end. 

UTLEY, E.E. Carolina Power Sc Light Co. 84/04/24. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 32pp. 24299:089. 

24X Fiche: 50-324. 84/04/24, 8404300139. 


— 8404300140 "Alternative Shutdown Capability Assessment Rept# " Sections 
1-7. 

Carolina Power Sc Light Co. 84/04/30. 2. OOOpp, 24299:121. 24X 

Fiche: 50-324, 84/04/24, 8404300139. 


I. Financial information 


8404050026 Forwards Annual Financial Rept 1983. Internal cash flow 
projection Sc assumptions supporting internal cash flow 
projection for 1984 also end. 

BARHAM, C, D. Carolina Power Sc Light Co. 84/03/30. SALTZMAN, J. 
Assistant Director for State Sc Licensee Relations. 4pp. 22899:275. 
24X Fiche: 50-000, 84/03/30, 8404050026. 


— 8404050032 Annual Financial Rept 1983. 

» Carolina Power Sc Light Co. 83/12/31. 42pp. 22899:279. 24X 

Fiche: 50-000, 84/03/30, 8404050026. 


J. Insurance 8< indemnity information 


8404030256 Verifies onsite property damage insurance u/Nudear Mutual 
Limited Sc excess nuclear property insurance u/Nudear 
Electric Insurance Limited. 

ZIMMERMAN, S. R. Carolina Power & Light Co. 84/03/29. EISENHUT, D. G. 
Division of Licensing. Ip. 22869:246. 24X Fich e: 50-324, 84/03/29, 

8404030256. 


P. Operating license stage documents Sc correspondence 


8404060055 Forwards Amends 66 St 92 to Licenses DPR-71 Sc DPR-62. 
respectively St safety evaluation. Amends modify Tech Specs to 
provide clarif ication of primary containment integrity 
requirements. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/06. UTLEY, E. E. 

Carolina Power Sc Light Co. 3pp. 22944:095. 24X 

Fiche: 50-324, 84/03/06, 8404060055. 


— 8404060058 Amends 66 St 92 to Licenses DPR-71 St DPR-62, respect ively, 
modifying Tech Specs to provide clarification of primary 
containment integrity requirements St editorial Sc/or 
admin istrat ive corrections. 

VASSALLO, D. B, Operating Reactors Branch 2. 84/03/06. 36pp. 

22944:098. 24X Fiche: 50-324, 84/03/06, 8404060055. 


— 8404060060 Safety evaluation supporting Amends 66 St 92 to Licenses 
DPR-71 Sc DPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/03/06. 4pp. 
22944: 134. 24X Fiche: 50-324, 84/03/06, 8404060055. 


8404090011 Forwards evaluation of BWR Owners Group response to Item 
II. K. 3. 16 of NUREG-0737, "Reduction of Challenges Sc Failures 
of Relief Valves - Feasibility Study Sc Sys Mod. " 

VASSALLO, D. Operating Reactors Branch 2. 84/03/12. UTLEY, E. E. 

Carolina Power St Light Co. 12pp. 22972:332. 24X 

Fiche: 50-324, 84/03/12, 8404090011. 


8404050001 Forwards Amends 67 Sc 73 to Licenses DPR-71 8< DPR-62, 
respectively Sc safety eva luat ion. Amends add limiting 
conditions for operation St addl restriction on leakage from 
RCS. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/13. UTLEY, E. E. 

Carolina Power St Light Co. 2pp. 22915:339. 24X 

Fiche: 50-324, 84/03/13, 8404050001. 


— 8404050004 Amends 67 St 93 to Licenses DPR— 71 St DPR— 62, respectively, 
adding limiting conditions for operation St restrictions on 
leakage from RCS. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/13. lOpp. 

22915:341. 24X Fiche; 50-324, 84/03/13, 8404050001. 


— 8404050006 Safety evaluation supporting Amends 67 St 93 to Licenses 
DPR-71 Sc DPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/03/13. 3pp. 
22915: 351. 24X Fiche: 50-324, 84/03/13, 8404050001. 


8404180053 Forwards safety evaluations for pool dynamic Sc structural 
load aspects based on post-implementation audit review of 
plant-unique analysis rept for Mark I containment long-term 
program. Mods acceptable, 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/19. UTLEY, E. E. 

Carolina Power Sc Light Co. 3pp. 24108:131. 24X 

Fiche: 50-324, 84/03/19, 8404180053. 


— 8404180061 Safety evaluation supporting pool dynamic loads aspect of 
Mark I containment long-term program, based on generic 
acceptance criteria contained in NUREC-0661. 

* Office of Nuclear Reactor Regulation, Director. 84/03/19, 2pp, 
24108: 134. 24X Fiche: 50-324, 84/03/19, 8404180053. 


— 8310050324 "Technical Evaluation of Brunswick Units 1 8c 2, Plant-Unique 
Analysis Rept. " 

RANLET, J. D. , ECONOMOS, C. . BIENKOWSKI, G. Brookhaven National 
Laboratory. FIN A-3713. BNL-04243. 83/09/30. NRC - No 

Detailed Affiliation Given. 25pp, 24108:136. 24X 

Fiche; 50-324, 84/03/19, 8404180053. 


— 8404180087 Safety evaluation supporting structural load aspects of 
Mark I containment long-term program, based on guidelines of 
NUREG-0661. 

* Office of Nuclear Reactor Regulation, Director. 84/03/19. 3pp. 
24108:161. 24X Fiche : 50-324, 84/03/19, 8404180053. 
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— B310120417 "Audit for Mark 1 Containment Long-Term Program - Structural 
Analysis for Operating Reactors» Brunswick Units 1 8e 2» " 
technical evaluation rept. 

SUBRAMONIANi N. I LE/ A, K. Franklin Institute/Franklin Research 
Center, NRC-03-8 1-130. TER-C 5506-321. 83/10/07. SHAW, H. NRC - 

No Detailed Affiliation Given. 58pp. 24108:164. 24X 

Fiche: 50-324, 84/03/19, 8404180053. 


8404030312 Forwards addl info clarifying statements concerning 
radiation effects on instrument accuracy in post-accident 
sampling sys, per 840120 telcon reciuest. 

ZIMMERMAN, S. R. Carolina Power «c Light Co. 84/03/20. VASSALLO, D. B. 
Operating Reactors Branch 2. 28pp. 22871:290, 24X 

Fiche: 50-324, 84/03/20, 8404030312. 


8404110161 Forwards Amends 68 Se 94 to Licenses DPR-71 & DPR-62, 
respectively & safety evaluation. Amends add limiting 
conditions for operation !< surveillance requirements re 
mods to RCIC sys per Generic Ltr 83-02. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/20. UTLEY, E. E. 

Carolina Power it Light Co. 2pp. 24002:310. 24X 

Fiche: 50-324, 84/03/20, 8404110161. 


•0404110169 Amends 68 & 94 to Licenses DPR-71 & DPR-62, respectively, 
adding limiting conditions for operation it surveillance 
requirements to pertinent instrumentation associated w/mods 
to RCIC. 

VASSALLO, D.B. Operating Reactors Branch 2. 84/03/20. 26pp. 

24002: 312. 24X Fiche: 50-324, 84/03/20, 8404110161. 


— 8404110181 Safety evaluation supporting Amends 68 it 94 to Licenses 
DPR-71 it DPR-62, respectively . 

* Office of Nuclear Reactor Regulation, Director. 84/03/20. 3pp. 
24002:338. 24X Fiche: 50-324, 84/03/20, 84041 10161. 


8404180045 Advises that procedures generation package acceptable as 
basis to continue procedure generation & training program. 

Limited review identified some items that will be addressed 
by formal SER or request for addl info. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/21. UTLEY, E. E. 

Carolina Power 8c Light Co. 2pp. 24107:046. 24X 

Fiche: 50-324. 84/03/21, 8404180045. 


8404060070 Forwards response to 821220 ltr transmitting SER re environ 
qual if ications of safety-related electrical equipment, SER 
generic equipment qualif ication deficiencies addressed it 
considered closed. 

CUTTER, A. B. Carolina Power 8c Light Co. 84/03/23. VASSALLO, D. B. 
Operating Reactors Branch 2. 23pp. 22920: 185. 24X 

Fiche: 50-324, 84/03/23, 8404060070. 


8404200034 Forwards Amends 69 8c 95 to Licenses DPR-71 «c DPR-62. 
respectively 8e safety evaluation. Amends modify Tech Specs re 
operab i lity, setpoint response time 8c surveillance of time 
delay relay. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/28. UTLEY. E. E. 

Carolina Power 8t Light Co. 2pp. 24159:178. 24X 

Fiche: 50-324, 84/03/28, 8404200034. 


— 8404200035 Amends 69 8c 95 to Licenses DPR-71 8c DPR-62. respectively, 
changing Tech Specs re operability, setpoint response time 
8c surveillance of time delay relay. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/28. 35pp. 

24159: 180. 24X Fiche: 50-324, 84/03/20, 8404200034. 


— 8404200038 Safety evaluation supporting Amends 95 8e 69 to Licenses 
DPR-62 8c DPR-71, respectively. 

♦ Office of Nuclear Reactor Regulation, Director. 84/03/28. 3pp. 
24159:215. 24X Fiche: 50-324, 84/03/28, 8404200034. 


8404030246 Forwards response to request for addl info re inservice 
testing program for pumps 8c valves. Emergency diesel 
generator fuel oil transfer pumps will be incorporated into 
next program rev, 

CUTTER, A. B. Carolina Power 8c Light Co. 84/03/29. VASSALLO, D. B. 
Operating Reactors Branch 2i 3pp, 22869:176. 24X 

Fiche: 50-324, 84/03/29# 8404030246. 


8404060040 Provides status of developing long-term living schedule 
(5-yr plan) for completion of required work at facility.per 
840321 request. Methodology expected to be completed 8c 
partially benchmarked by Aug 1984. 

CUTTER, A. B. Carolina Power 8c Light Co. 84/03/29. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 22920:250, 24X 

Fiche: 50-324, 84/03/29,8404060040. 


8404180435 Provides status rept on development of plant mod integrated 
schedules for listed plants, per 840306. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/30. EISENHUT, D. 0, 

Division of Licensing. 3pp. 24109:031. 24X Fiche: 50-000, 04/03/30, 

8404180435. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs 8c holders of CPs re interim procedures 
for NRC mgt of plant-specific backf i tting. Sve list end. 

EISENHUT, D. 0. Division of Licensing, 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche; 50-000. 84/04/04, 8404040256. 


8404100230 Forwards addl info re 040309 submittal on NUREG-0737, I terns 
II.F. 1.4, 5 8c 6, per 840226 telcon. Stab i 1 ity of Teledyne 
Model 225CMA is plus or minus 2% of full-scale for 30 days. 

ZIMMERMAN. S. R. Carolina Power 8c Light Co. 84/04/06. VASSALLO, D. B. 
Operating Reactors Branch 2. 6pp. 22962:090. 24X 

Fiche; 50-324, 84/04/06, 8404100230. 


8404200128 Forwards response to 840210 request for addl info on 820907 
proposed license amend to change Tech Specs re containment 
integrity 8c closure of MSIVs. 

CUTTER, A. B. Carolina Power it Light Co. 84/04/13. VASSALLO, D. B. 
Operating Reactors Branch 2. 13pp. 24117; 217. 24X 

Fiche: 50-324, 84/04/13, 8404200128. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8404050060 Partial response to FOIA request for three separate 
categories of documents re pipe crack prob 1 ems. Forwards App 
A documents. Search for addl documents continuing. 

FELTON, J. M. Division of Rules and Records. 84/02/28. BELL, N. 
Nuclear Information & Resource Service. 3pp. 22916:003. 24X 

Fiche; 50-000, 84/02/28, 8404050060. 


— 8404050119 Forwards comments on draft order for intergranular stress 
corrosion cracking insps. 

WEEKS, J.R. Brookhaven National Laboratory. 83/08/15. LIAW. B. D, 

NRC - No Detailed Affiliation Given. 10pp. 22916:279. 24X 

Fiche: 50-000, 84/02/28, 8404050060. 


8404060341 Forwards IE Insp Repts 50-324/84-03 8c 50-325/84-03 on 
840221-24. No violations or deviations identified. 

VERRELLI, D. M. Division of Project it Resident Programs. 84/03/08. 
UTLEY, E.E. Carolina Power 8c Light Co. 2pp. 22931:340. 24X 

Fiche; 50-324, 84/03/08, 8404060341. 


— 8404060348 IE Insp Repts 50-324/84-03 8c 50-325/84-03 on 840221-24. No 
violations or deviations, identified. Major areas inspected: 
startup testing following ref uel ing, startup following 
reactor scram 8c plant tour. 

DAVENPORT, K. E. Region 2, Office of Director. JAPE, F. Division of 
Engineering 8c Operational Programs. 84/03/06. 4pp. 22931:342. 

24X Fiche: 50-324, 84/03/08, 8404060341. 


8404060089 Forwards IE Insp Repts 50-324/84-01 «< 50-325/84-01 on 
840206-10. No violations or deviations identified. 

VERRELLI, D. M. Division of Project 8c Resident Programs. 84/03/15. 
UTLEY, E.E. Carolina Power 8< Light Co. 2pp. 22920:068. 24X 

Fiche: 50-324, 84/03/15, 8404060089. 


— 8404060093 IE Insp Repts 50-324/84-01 8c 50-325/84-01 on 840206-10. No 
violations or deviations identified. Major areas inspected; 
licensee actions on previous enforcement matters, QA program 
review, training it requalification training, 

BELISLE, G. A. , FOSTER, L. E. , SMITH, C. F. Region 2, Office of 
Director. 84/03/12. 26pp. 22920:070. 24X Fiche; 50-324, 84/03/1 5. 

8404060089. 


8404060199 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltagc trip feature in use in safety-related 
applications other than reactor trip sys, Subj components not 
in use at facilities. 

HOWE, P. W. Carolina Power 8c Light Co. 84/03/20. 0 "REILLY, J, P. 

Region 2, Office of Director. Ip. 22925:362. 24X 

Fiche: 50-324, 84/03/20. 8404060199. 


8404170144 Forwards IE Insp Repts 50-324/84-02 8c 50-325/84-02 on 
840206-10. No violations or deviations noted. 

VERRELLI, D. M. Division of Project 8c Resident Programs. 84/03/21. 
UTLEY, E. E. Carolina Power Sc Light Co. 2pp. 24051:258. 24X 

Fiche: 50-324, 84/03/21, 8404170144. 


— 8404170152 IE Insp Repts 50-324/84-02 8c 50-325/84-02 on 840206-10. No 
violations or deviations noted. Major areas inspected; design, 
installation 8c operability of post-accident sampling sys, 
posting, label ing 8c control Sc radwaste generation. 

ALBRIGHT, R, H. Region 2, Office of Director. BARR, K. P. Division 
of Engineering Sc Operational Programs. 84/03/19. 10pp. 

24051 : 260. 24X Fiche: 50-324, 84/03/21, 8404170144. 


8404060246 Responds to IE Bulletin 83-07 8c Suppls 1 8c 2 re apparently 
fraudulent products sold by Ray Miller, Inc. No subj matl 
supplied to util. 

CUTTER, A, B. Carolina Power Sc Light Co. 84/03/23, 0 "REILLY, J. P. 

Region 2, Office of Director. 4pp. 22930:347. 24X 

Fiche: 50-000, 84/03/23, 8404060246. 
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8402090047 IE Info Notice 84-05/ Rev 1» "Exercise Frequency." Svc list 
end. 

JORDAN/ E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/03/28. Consolidated Edison Co. of New 

York. Inc. 138pp. 22933:122. 24X Fiche ; 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 85pp. 22892:145. 24X Fiche: 50-000. 84/03/28. 8403140241. 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche: 50-000. 84/03/29. 8403140247. 


9404030423 Forwards IE Insp Repts 50-324/84-06 «< 50-325/84-06 on 
840319-23. No noncomp 1 ianc e or deviations identified. 

JERRELLI. D. M. Division of Project & Resident Programs. 84/03/30. 
UTLEY, E.E. Carolina Power & Light Co. 2pp. 22862:345. 24X 

Fiche: 50-324. 84/03/30, 8404030423. 


— 0404030432 IE Insp Repts 50-324/84-06 8, 50-325/84-06 on 840319-23. No 
noncompliance noted. Major areas inspec ted : sec ur i ty 
organization, personnel 8< responses, physical barriers 8( 
access control. Detai Is withheld (ref 10CFR2. 790 8t 73.21). 

HALL. B. L. Region 2. Office of Director. MCGUIRE. D. R. Division of 
Emergency Preparedness Zt Materials Safety. 84/03/29. Ip. 

22862: 347. 24X Fiche: 50-324, 84/03/30. 8404030423. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche : 50-000. 84/04/05, 8403140263. 


8404170365 Ac k receipt of 840209 & 0330 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-324/83-11 & 50-325/83-11, 

LEWIS, R. C. Division of Project 8< Resident Programs. 84/04/10. 
UTLEY, E. E. Carolina Power 8< Light Co. Ip. 24062:122. 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


— 8404170371 Suppls response to NRC 840114 Itr re violations noted in IE 
Insp Repts 50-324/83-11 & 50-325/83-1 1. Corrective actions; 
programmatic upgrades incorporated into comprehensive fire 
protection pr ogram. Sy nop s i s end. 

HOWE.P.W. Carolina Power Light Co. 84/03/30. 0 'REILLY, J. P. 

Region 2, Office of Director. 5pp. 24062:123. 24X 

Fiche; 50-324, 84/04/10, 8404170365. 


—8404170377 Notifies that in 831110 Itr, Tech Spec ref in Item D should 
be 6. 9. i. 8 instead of 6. 9. 1. 8. 6 Zc proposed civil penalty 
should be substituted for Item B in second paragraph of 
Item D. 

O'REILLY, J. P. Region 2, Office of Director, 84/01/25. UTLEY, E. E. 

Carolina Power & Light Co. 3pp. 24062: 139. 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


— 8404170382 Forwards IE Insp Repts 50-324/83-11 & 50-325/83-11 on 
830318-25. 

LEWIS, R. C. Division of Project & Resident Programs. 84/01/13. 
UTLEY, E.E. Carolina Power S< Light Co. Ip. 24062:142, 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


— B404170400 IE Insp Repts 50-324/83-11 & 50-325/83-11 on 830318-25. 
Noncomplianc# noted : fa i 1 ure to properly implement 
procedures & failure to make special rept. 

MYERS, D.O. Region 2, Office of Director. GARNER. L. W. , BEMIS, P.R. 
Division of Project & Resident Programs. 83/09/01. 10pp. 

24062; 143. 24X Fiche: 50-324, 84/04/10. 8404170365. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp. 24189:001. 24X Fiche: 50-000. 84/04/16. 8403140271. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

1 14pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards ?< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fich e : 50-000, 84/04/ 17, 8403140277. 


8403140280 IE Info Notice 84-29. "(5E Magne-Blast Circuit Breaker 

Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness t< Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24180:237. 24X Fiche: 50-000. 84/04/17. 8403140230. 


8403140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co of New 

York, Inc. I17pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31. "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene— Propy lene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Zi Pipe 
Hanger Damage." Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fiche: 50-000. 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fiche : 50-000. 84/04/20, 8404160130. 


R. Periodic operating reports Zt related correspondence 


8404110021 Monthly operating repts for Mar 1984. W/840402 Itr. 
HARRISON, F. . DIETZ, C. R. Carolina Power Zt Light Co. 84/03/31. 
DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 12pp. 22986:182. 24X Fiche: 50-324, 84/03/31. 

8404110021. 


S. Reportable occurrences, LERs Z< related correspondence 


8404100247 RO: on 840308, reac tor water cleanup sys primary containment 
isolation valve 2-G31-F004 maint Tech Spec actions not met. 
Investigation Zt evaluation incomp lete. LER 2-85-2 will be 
submitted by 840507. 

DIETZ, C.R. Carolina Power Zt Light Co. 84/04/05. Record Services 
Branch (Document Control Desk). Ip. 22962:352. 24X 

Fiche; 50-324. 84/04/05, 8404100247. 


8404170167 Updated LER 81-143/03L-1: on 811228. while performing diesel 
generator 4 monthly load test. model F5-1316-HS6 would not 
assure steady load greater than 1.000 kW. Cause 
undetermined. Diesel generator returned to svc.W/840409 Itr. 

PASTVA, M. J. , DIETZ, C.R. Carolina Power Zt Light Co. 84/04/09. 
O'REILLY. J. P. Region 2. Office of Director. 2pp, 24059:306. 24X 

Fiche: 50-324.84/04/09. 8404170167. 


8404170094 RO 2-84-1: on 840330. Type C leakage limits exceeded for 
reactor feedwater line B inboard Zt outboard primary 
containment isolation valves. LER will be submitted within 
30 days following completion of PT. 

DIETZ. C.R. Carolina Power S< Light Co. 84/04/13. Record Services 
Branch (Document Control Desk). Ip. 24050:304. 24X 

Fiche: 50-324. 84/04/13. 8404170094. 


8404260414 Part 21 rept re presence of thread-locking matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. G. General Electric Co. 84/04/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fic he: 50-000, 84/04/13, 8404260414, 


0404240417 PNO-1 1-84-029; on 840420, tractor-tr a i ler carrying two boxes 
of rad ioactively contaminated condenser tubes involved in 
two-vehicle collision on Interstate Route 40 in State of 
NC. Boxes appear undamaged. Release unlikely. 

HOSEY.C. M. , JENKINS, G.R, Region 2. Office of Director. 84/04/20. 
2pp. 24179:359. 24X Fi c he : 50-324, 84/04/20. 8404240417. 
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B4O426O308 Special Rept 2-SR-84-6: on 840331 1 fire barrier limiting 
condition for operation initiated to permit opening of door 
to allow ambient air circulation between computer room 8c 
control room. Caused by inoperable air conditioner. 

DIETZ»C.R. Carolina Power & Light Co. 84/04/24. Record Services 
Branch (Document Control Desk). Ip. 24205:007. 24X 

Fiche: 50-324. 84/04/24. 8404260308. 


V. Operator Examinations 


0404060252 Ack receipt of 840220 Itr requesting regrade of written 
840110 exam, in connection w/application for operator 
1 icense. Review of request in progress. 

OIBSON. A. F. Division of Engineering 8e Operational Programs. 
84/03/05. JOHNSON. G.C. Carolina Power & Light Co. Ip. 22922:306. 
24X Fiche: 50-324. 84/03/05. 8404060252. 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NURES-1021. "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT. D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York. Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02. 8404020019. 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


8404110262 Notification of 840412 meeting w/util in Bethesda. MD to 
discuss final monthly rept on fire protection re alternate 
shutdown sys.App R exemptions & overall completion schedule. 

MACKAY. S. D. Operating Reactors Branch 2. 84/03/30. VASSALLO. D. B. 

Operating Reactors Branch 2. 2pp. 22995:360. 24X 

Fiche: 50-324, 84/03/30. 84041 10262. 


8404200350 Notification of cancellation of 840412 meeting w/util in 
Bethesda, MD to discuss fire protec tion. alternate shutdown 
sys.App R exemptions it overall completion schedule. 

MACKAY, S.D. Operating Reactors Branch 2. 84/03/30. VASSALLO. D. B. 

Operating Reactors Branch 2. Ip. 24151:344. 24X 

Fiche: 50-324. 84/03/30, 8404200350. 


8404050081 Ack receipt of 840315 ltr transmitting Rev 8 to industrial 
security plan. Rev consistent w/provisions of 10CFR50. 54 ( p ) 
acceptable. 

LEWIS. R.C. Division of Project 8t Resident Programs. 84/04/02. 
UTLEY.E. E. Carolina Power & Light Co. 2pp. 22901:079. 24X 

Fiche: 50-324, 84/04/02, 8404050081. 


8404230426 Summary of 840315 meeting w/util Bechtel in Bethesdah, MD re 
outstanding items & util progress on alternate shutdown 
capability assessment i( mods per lOCFRSO.App R. 

MACKAY, S. Operating Reactors Branch 2. 84/04/04. Operating 

Reactors Branch 2. 5pp. 24187:213. 24X Fiche: 50-324, 84/04/04. 

8404230426. 


F. Security, medical, emergency & fire protection plans 


8404050374 Public version of revised emergency plan implementing 
procedures, including Procedure PEP-03.4.1 re initial dose 
projections & PEP-03.6.1 re release estimates based upon 
stack/vent readings. W/S31019 ltr *< JM Felton 840326 memo. 

BOYER.L. E. . HILL. M. D. . ZIMMERMAN. S. R. Carolina Power «c Light Co. 
83/10/19. 0 "REILLY. J. P. Region 2. Office of Director. 80pp. 

22917:237. 24X Fiche: 50-324, 83/10/19. 8404050374. 


8404050390 Public version of Rev 7 to Emergency Plan Implementing 
Procedure PEP-02. 5. “Emergency Control - General Emergency. " 
W/840117 ltr ic JM Felton 840326 release memo. 

BOYER.L. E. I TOLER. W.R.. ZIMMERMAN, S. R. Carolina Power & Light Co. 
84/01/17. 0 "REILLY. J. P. Region 2. Office of Director. 23pp. 

22932:284. 24X Fiche: 50-324, 84/01/17, 8404050390. 


8404050380 Public version of revised emergency plan implementing 
procedures. including Procedures 2.1 re initial emergency 
actions & 3.6.1 re release estimates based upon stack/vent 
reading s. W/840118 ltr ft JM Felton 840326 release memo. 

BOYER, L. E. , ZIMMERMAN, S. R. Carolina Power & Light Co. 84/01/18. 
a"REILLY. J, P. Region 2, Office of Director. 16pp. 22917:317. 24X 

Fiche: 50-324. 84/01/18, 8404050380. 


8404030339 Forwards amend to Rev 8 to industrial security plan. Amend 
withheld Cref 10CFR73. 21 «e 2.790). 

HOWE.P. W. Carolina Power S< Light Co. 84/03/15. O'REILLY. J. P, 
Region 2. Office of Director. Ip. 22872:142. 24X 

Fiche: 50-324, 84/03/15. 8404030339. 


8404030344 Forwards revs to emergency plan & emergency plan 
implementing procedures. 

HOWE. P. W. Carolina Power & Light Co. 84/03/28. 0 "REILLY. J. P. 

Region 2. Office of Director. 7pp. 22872; 166. 24X 

Fiche: 50-324. 84/03/28. 8404030344. 


— 8404030346 Rev 13 to emergency response plan. 

BOYER. L. E. Carolina Power ic Light Co. 84/03/14, 17pp. 

22872: 168. 24X Fiche: 50-324, 84/03/28. 8404030344. 


-8404030349 Revised emergency plan implementing procedures, including 
Procedures PEP-01.0 re emergency procedures introduction Sc 
PEP-02. 5 re emergency control-general emergency. 

BOYER. L.E, Carolina Power tc Light Co, 84/03/14. 36pp. 

22872:185. 24X Fiche: 50-324. 84/03/28. 8404030344. 


8404170365 Ack receipt of 840209 & 0330 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-324/83-11 & 50-325/83-11. 

LEWIS. R. C. Division of Project ic Resident Programs. 84/04/10. 
UTLEY, E.E. Carolina Power & Light Co. Ip. 24062:122. 24X 

Fiche; 50-324. 84/04/10. 8404170365. 


— 8404170371 Suppls response to NRC 840114 ltr re violations noted in IE 
Insp Repts 50-324/83-11 & 50-325/83-11. Corrective actions: 
programmatic upgrades incorporated into comprehensive fire 
protection program. Synopsi s end. 

HOWE.P. W. Carolina Power ?< Light Co. 84/03/30. O "REILLY. J. P. 

Region 2. Office of Director. 5pp. 24062: 123. 24X 

Fiche; 50-324. 04/04/10, 8404170365. 


— 8404170377 Notifies that in 831110 ltr. Tech Spec ref in Item D should 
be 6. 9. 1. S instead of 6. 9. 1. 8. 6 & proposed civil penalty 
should be substituted for Item B in second paragraph of 
Item D. 

□ "REILLY, J. P. Region 2, Office of Director. 04/01/25. UTLEY. E. E. 

Carolina Power Sc Light Co. 3pp. 24062: 139. 24X 

Fiche: 50-324. 84/04/10, 8404170365. 


— 8404170392 Forwards IE Insp Repts 50-324/83-11 Sc 50-325/83-11 on 
830318-25. 

LEWIS. R.C. Division of Project Sc Resident Programs. 84/01/13. 
UTLEY. E.E. Carolina Power & Light Co. Ip. 24062:142. 24X 

Fiche: 50-324. 84/04/10, 8404170365. 


— 8404170400 IE Insp Repts 50-324/83-11 Sc 50-325/83-11 on 830310-25, 
Noncompliance noted: failure to properly implement 
procedures Sc failure to make special rept. 

MYERS. D.O. Region 2. Office of Director. 83/09/01. 10pp. 

24062:143. 24X Fiche: 50-324, 84/04/10. 8404170365. 


8404300139 Forwards "Alternative Shutdown Capability Assessment Rept. " 
Sections 1-7. per 10CFR50. 48 Sc lOCFRSO.App R. Summary of 
assessment methodology Sc technical exemption requests also 
end. 

UTLEY.E. E. Carolina Power Sc Light Co. 84/04/24. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. 32pp. 24299:089, 

24X Fiche; 50-324. 84/04/24. 8404300139. 


— 8404300140 "Alternative Shutdown Capability Assessment Rept, " Sections 

* Carolina Power Sc Light Co. 84/04/30. 2.000pp. 24299’ 121 24X 

Fiche: 50-324. 84/04/24. 8404300139, 


8404030423 Forwards IE Insp Repts 50-324/84-06 Sc 50-325/84-06 on 
840319— 23, No noncoetpliance or deviations identified. 

VERRELLI, D. M. Division of Project Sc Resident Programs. 84/03/30. 
UTLEY.E. E. Carolina Power Sc Light Co. 2pp. 22862:345. 24X 

Fiche; 50-324. 84/03/30. 8404030423. 


— 8404030432 IE Insp Repts 50-324/84-06 Sc 50-325/84-06 on 840319-23. No 
noncompliance noted. Major areas inspected : security 
organization, personnel Sc response, physica 1 barriers Sc 
access control. Details withheld <ref 10CFR2. 790 Sc 73.21). 

HALL. B. L. Region 2, Office of Director. 84/03/29. Ip 
22862:347. 24X Fiche: 50-324. 84/03/30. 8404030423 


I. Financial information 


8404050026 Forwards Annual Financial Rept 1983. Internal cash flow 
projection Sc assumptions supporting internal cash flow 
projection for 1984 also end. 

BARHAM. C.D. Carolina Power St Light Co. 84/03/30, SALTZMAN. J. 
Assistant Director for State Sc Licensee Relations 
24X Fiche: 50-000. 84/03/30. 8404050026. 


-^PP. 


22099: 275. 


— 8404050032 Annual Financial Rept 1983. 

a Carolina Power Sc Light Co. 83/12/31. 42pp 
Fiche: 50-000. 84/03/30. 8404050026. 


22899: 279. 24X 



DOCKETED ITEMS 


187 


J. Insurance indemnity information 


8404030256 Verifies onsite property damage insurance u/Muclear Hutual 
Limited & escess nuclear property insurance w/Nuclear 
Electric Insurance Limited. 

ZIMMERMAN. S. R. Carolina Power & Light Co. 84/03/29. EISENHUT, D. 0. 
Division of Licensing. Ip. 22869:246. 24X Fi ch e: 50-324. 84/03/29. 

8404030256. 


P. Operating license stage documents & correspondence 


8404060055 Forwards Amends 66 & 92 to Licenses DPR-71 8t DPR-62. 
respectively & safety evaluation. Amends modify Tech Specs to 
provide clarif ication of primary containment integrity 
requirements. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/06. UTLEY. €.E. 

Carolina Power & Light Co. 3pp. 22944:095. 24X 

Fiche: 50-324. 84/03/06, 8404060055. 


— 8404060058 Amends 66 92 to Licenses DPR-71 it DPR-62. respectively, 

modifying Tech Specs to provide clarification of primary 
containment integrity requirements & editorial it/or 
administrative corrections. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/06. 36pp. 

22944:098. 24X Fiche: 50-324, 84/03/06. 8404060055. 


— 8404060060 Safety evaluation supporting Amends 66 St 92 to Licenses 
DPR-71 8< DPR-62, respectively . 

* Office of Nuclear Reactor Regulation. Director. 84/03/06. 4pp. 
22944: 134. 24X Fiche: 50-324, 84/03/06. 8404060055. 


8404090011 Forwards evaluation of BWR Owners Oroup response to Item 
II. K. 3. 16 of NUREO-0737, "Reduction of Challenges Sc Failures 
of Relief Valves - Feasibility Study St Sys Mod. " 

VASSALLO. D. Operating Reactors Branch 2. 84/03/12. UTLEY. E. E. 

Carolina Power St Light Co. 12pp. 22972:332. 24X 

Fiche: 50-324. 84/03/12. 84040900 1 1 . 


8404050001 Forwards Amends 67 St 93 to Licenses DPR-71 St DPR-62, 
respectively St safety evaluation. Amends add limiting 
conditions for operation St addl restriction on leakage from 
RCS 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/13. UTLEY, €. E. 

Carolina Power St Light Co. 2pp. 22915:339. 24X 

Fiche: 50-324. 84/03/13, 8404050001. 


—8404050004 Amends 67 St 93 to Licenses DPR-71 Sc DPR-62. respectively, 
adding limiting conditions for operation St restrictions on 
leakage from RCS. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/13. 10pp. 

22915:341. 24X Fiche: 50-324, 84/03/13. 8404050001. 


— 8404050006 Safety evaluation supporting Amends 67 Sc 93 to Licenses 
DPR-71 St 0PR-62. respectively. 

* Office of Nuclear Reactor Regulation. Director. 84/03/13. 3pp. 
22915: 351. 24X Fiche: 50-324. 84/03/13. 8404050001. 


8404180053 Forwards safety evaluations for pool dynamic Sc structural 
load aspects based on post-implementation audit review of 
plant-unique analysis rept for Mark I containment long-term 
program, Mods acceptable. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/19. UTLEY. E E. 

Carolina Power St Light Co. 3pp. 24108:131. 24X 

Fiche: 50-324, 84/03/1*9. 8404180053. 


— 8404180061 Safety evaluation supporting pool dynamic loads aspect of 
Hark I containment long-term program, based on generic 
acceptance criteria contained in NUREO-0661. 

* Office of Nuclear Reactor Regulation. Director. 64/03/19. 2pp. 
24108: 134. 24X Fiche: 50-324. 84/03/19. 8404180053. 


— 8310050324 "Technical Evaluation of Brunswick Units 1 St 2. Plant-Unique 
Analysis Rept. " 

RANLET. J. D. . ECONOMOS, C.. BIENK0W8KI, 0. Brookhaven National 
Laboratory. FIN A-3713. BNL-04243. 83/09/30. NRC - No 

Detailed Affiliation Given. 25pp. 24108:136, 24X 

Fiche: 50-324. 84/03/19. 8404180053. 


— 8404180087 Safety evaluation supporting structural load aspects of 
Mark I containment long-term program, based on guidelines of 
NUREO-0661. 

♦ Office of Nuclear Reactor Regulation, Director. 84/03/19. 3pp. 
24108: 161. 24X Fiche: 50-324. 84/03/19, 8404180053. 


— 8310120417 "Audit for Mark 1 Containment Long-Term Program - Structural 
Analysis for Operating Reactors. Brunswick Units 1 Sc 2. " 
technical evaluation rept. 

SUBRAMONIANi N. , LE, A. K. Franklin Institute/Franklin Research 
Center. NRC-03-e 1-130. TER-C5506-321. 83/10/07. SHAW, H. NRC - 

No Detailed Affiliation Given. 58pp. 24108:164. 24X 

Fiche: 50-324, 84/03/19, 8404180053. 


8404030312 Forwards addl info clarifying statements concerning 
radiation effects on instrument accuracy in post-accident 
sampling sys. per 840120 telcon request. 

ZIMMERMAN, S. R. Carolina Power tt Light Co. 84/03/20. VASSALLO, D. B. 
Operating Reactors Branch 2. 2Spp. 22871:290, 24X 

Fiche: 50-324. 84/03/20. 8404030312, 


8404110161 Forwards Amends 68 & 94 to Licenses DPR-71 & DPR-62. 
respectively Sc safety evaluation. Amends add limiting 
conditions for operation Si surveillance requirements re 
mods to RCIC sys per Generic Ltr 83-02. 

VASSALLO. D. B. Operating Reactors Branch 2 84/03/20. UTLEY, E. E. 

Carolina Power & Light Co, 2pp. 24002:310. 24X 

Fiche: 50-324. 84/03/20.8404110161. 


— 8404110169 Amends 68 94 to Licenses DPR-71 8< DPR-62. respect ively. 

adding limiting conditions for operation & surveillance 
requirements to pertinent instrumentation associated w/mods 
to RCIC. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/20. 26pp. 

24002:312. 24X Fiche: 50-324, 84/03/20, 84041 10161. 


— 8404110181 Safety evaluation supporting Amends 68 St 94 to Licenses 
DPR-71 St DPR-62. respectively. 

* Office of Nuclear Reactor Regulation. Director. 84/03/20. 3pp. 
24002: 338. 24X Fiche: 50-324. 84/03/20. 8404110161. 


8404180045 Advises that procedures generation package acceptable as 
basis to continue procedure generation St training program, 

Limited review identified some items that will be addressed 
by formal SER or request for addl info. 

VASSALLO, D. B. Operating Reactors Branch 2, 84/03/21. UTLEY. E. E. 

Carolina Power St Light Co. 2pp. 24107:046. 24X 

Fiche: 50-324. 84/03/21 , 8404180045. 


8404060070 Forwards response to 821220 ltr transmitting SER re environ 
qualif ications of saf ety-related electrical equipment. SER 
generic equipment qualification deficiencies addressed St 
considered closed. 

CUTTER. A. B. Carolina Power St Light Co. 84/03/23. VASSALLO. D. B. 
Operating Reactors Branch 2. 23pp, 22920: 185. 24X 

Fiche: 50-324. 84/03/23. 8404060070. 


8404200034 Forwards Amends 69 St 95 to Licenses DPR-71 St DPR-62, 
respectively St safety evaluation. Amends modify Tech Specs re 
operability, setpoint response time St surveillance of time 
delay relay. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/20. UTLEY. E. E. 

Carolina Power St Light Co. 2pp. 24159:178. 24X 

Fiche: 50-324. 84/03/28, 8404200034. 


—8404200035 Amends 69 8< 95 to Licenses DPR-71 St DPR-62, respectively, 
changing Tech Specs re operab ility, setpoint response time 
St surveillance of time delay relay, 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/28. 35pp. 

24159: 180. 24X Fiche: 50-324, 84/03/28. 8404200034. 


— 8404200038 Safety evaluation supporting Amends 95 St 69 to Licenses 
DPR-62 St DPR-71, respectively. 

* Office of Nuclear Reactor Regulation. Director. 84/03/28. 3pp, 
24159: 215. 24X Fiche: 50-324. 84/03/28, 8404200034. 


8404030246 Forwards response to request for addl info re inservice 
testing program for pumps Sc valves. Emergenc y diesel 
generator fuel oil transfer pumps will be incorporated into 
nest program rev. 

CUTTER. A. B. Carolina Power 8c Light Co. 84/03/29, VASSALLO. D. B. 
Operating Reactors Branch 2. 3pp/ 22869:176. 24X 

Fiche: 50-324, 84/03/29, 8404030246. 


84040600^0 Provides status of developing long-term living schedule 
<5-yr plan) for completion of required work at facility, per 
840321 request. Mcth odolog y expected to be completed Sc 
partially benchmarked by Aug 1984. 

CUTTER. A. B. Carolina Power Sc Light Co. 84/03/29. VASSALLO. 0. B. 
Operating Reactors Branch 2. Ip. 22920:250. 24X 

Fiche: 50-324. 84/03/29. 8404060040. 


8404160435 Provides status rept on development of plant mod integrated 
schedules for listed plants. per 840306. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/03/30. EISENHUT. D. 6. 

Division of Licensing. 3pp. 24109:031. 24X Fiche: 50-000, 84/03/30. 

8404180435. 


8404060148 Forwards Rev 0 to CPL-17-103. "Statistical Evaluation of 
Postulated Flaws at Brunswick Steam Electric Plant. Unit 1." 
in response to request for addl justification for continued 
operation until Nov 1984. Commits to stated insp plan. 

HOWE. P.W. Carolina Power 8t Light Co. 84/04/02. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 22927:026. 24X 

Fiche: 50-325. 84/04/02, 8404060148. 
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— 8404060151 Rev 0 to "Statistical Evaluation of Postulated Flams at 
Brunswick Steam Electric Plant/ Unit I." 

CHARNLEY, J. E. / WENNER, T. J. , SUND, H. J. NUTECH Engineers/ Inc. 
CPL-l 7-103 ROO. 84/03/28. 31pp. 22927: 029. 24X 

Fiche: 50-325, 84/04/02, 8404060148. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re interim procedures 
for NRC mgt of plant-specif ic bac kf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04, Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404100230 Forwards addl info re 840309 submittal on NUREG-0737, Items 
II. F. 1.4/5 6, per 840226 telcon. Stab i 1 i ty of Teledyne 

Model 225CMA is plus or minus 2% of full-scale for 30 days. 
ZIMMERMAN, S. R. Carolina Power «« Light Co. 84/04/06. VASSALLO. D. B. 
Operating Reactors Branch 2. 6pp. 22962:090. 24X 

Fiche: 50-324. 84/04/06, 8404100230. 


8404200128 Forwards response to 840210 request for addl info on 820907 
proposed license amend to change Tech Specs re containment 
integrity & closure of MSIVs. 

CUTTER. A. B. Carolina Power & Light Co. 84/04/13. VASSALLO. D. B. 
Operating Reactors Branch 2. 13pp. 24117; 217. 24X 

Fiche: 50-324, 84/04/13, 8404200128. 


Q. Inspection reports, IE Bulletins it correspondence 


8404060341 Forwards IE Insp Repts 50-324/84-03 & 50-325/84-03 on 
840221-24. No violations or deviations identified. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/03/08. 
UTLEY, E.E, Carolina Power 8. Light Co. 2pp. 22931:340. 24X 

Fiche: 50-324, 84/03/08, 8404060341. 


—8404060348 IE Insp Repts 50-324/84-03 «e 50-325/84-03 on 840221-24. No 
violations or deviations identif ied. Major areas inspected: 
startup testing following refueling, startup following 
reactor scram it plant tour. 

DAVENPORT, K. E. Region 2, Office of Director. JAPE. F. Division of 
Engineering it Operational Programs. 84/03/06. 4pp. 22931:342. 

24X Fiche: 50-324, 84/03/08, 8404060341. 


8404060089 Forwards IE Insp Repts 50-324/84-01 it 50-325/84-01 on 
840206-10. No violations or deviations identified. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/03/15. 
UTLEY, E.E. Carolina Power it Light Co. 2pp. 22920:068. 24X 

Fiche: 50-324, 84/03/15, 8404060089. 


— 8404060093 IE Insp Repts 50-324/84-01 it 50-325/84-01 on 840206-10. No 
violations or deviations identif ied. Major areas inspected: 
licensee actions on previous enforcement matters, QA program 
review, training St requalification training. 

BELISLE, 0. A. , FOSTER, L. E. , SMITH, C. F. Region 2, Office of 
Director. 84/03/12. 26pp. 22920:070. 24X Fiche: 50-324, 84/03/15, 

8404060089. 


8404060199 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature in use in saf ety-related 
applications other than reactor trip sys.Subj components not 
in use at facilities. 

HOWEiP. W. Carolina Power & Light Co. 84/03/20. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 22925:362. 24X 

Fiche; 50-324, 84/03/20, 8404060199. 


8404170144 Forwards IE Insp Repts 50-324/04-02 Sc 50-325/84-02 on 
840206-10. No violations or deviations noted. 

VERRELLI, D. M. Division of Project Sc Resident Programs. 84/03/21, 
UTLEY, E. E, Carolina Power St Light Co. 2pp. 24051:258. 24X 

Fiche: 50-324, 84/03/21, 8404170144. 


—8404170152 IE Insp Repts 50-324/84-02 Sc 50-325/84-02 on 840206-10. No 
violations or deviations noted. Major areas inspected: design, 
installation Sc operability of post-accident sampling sys, 
posting, labeling Sc control Sc radwaste generation. 

ALBRIGHT, R. H. Region 2, Office of Director. BARR,K.P. Division 
of Engineering Sc Operational Programs. 84/03/19. 10pp. 

24051:260. 24X Fiche: 50-324, 84/03/21, 8404170144. 


8404060246 Responds to IE Bulletin 83-07 Sc Suppls 1 Sc 2 re apparently 
fraudulent products sold by Ray Miller, Inc. No subj matl 
supplied te util. 

CUTTER, A. B. Carolina Power Sc Light Co, 84/03/23. O'REILLY, J. P. 
Region 2, Office of Director. 4pp. 22930:347. 24X 

Fiche: 50-000, 84/03/23, 8404060246. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29. 8403140247. 


8404030423 Forwards IE Insp Repts 50-324/84-06 Sc 50-325/84-06 on 
840319-23. No noncompliance or deviations identified. 

VERRELLI, D. M. Division of Project Sc Resident Programs. 84/03/30. ^ 
UTLEY, E.E. Carolina Power Sc Light Co. 2pp. 22862:345. 24X 

Fiche: 50-324, 84/03/30, 8404030423. 


— 8404030432 IE Insp Repts 50-324/84-06 Sc 50-325/84-06 on 840319-23. No 
noncompliance noted. Major areas inspected : security 
organi zation, personnel Sc responses, physical barriers S< 
access con trol. Detai 1 s withheld (ref 10CFR2. 790 Sc 73.21). 

HALL, B. L. Region 2, Office of Director. MCGUIRE, D. R. Division of 
Emergency Preparedness Sc Materials Safety. 04/03/29. Ip. 

22862: 347. 24X Fiche: 50-324, 84/03/30, 8404030423. 


8404060148 Forwards Rev 0 to CPL-17-103, "Sta tist ical Evaluation of 
Postulated Flaws at Brunswick Steam Electric Plant, Unit 1," 
in response to request for addl justification for continued 
operation until Nov 1984. Commits to stated insp plan. 

HOWE.P. W. Carolina Power Sc Light Co. 84/04/02. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 22927:026. 24X 

Fiche: 50-325, 84/04/02,8404060148. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 64/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404170365 Ack receipt of 840209 S< 0330 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-324/83-11 Sc 50-325/83-11. 

LEWIS, R.C. Division of Project Sc Resident Programs. 84/04/10. 
UTLEY, E.E. Carolina Power Sc Light Co. Ip. 24062:122. 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


— 8404170371 Suppls response to NRC 840114 ltr re violations noted in IE 
Insp Repts 50-324/83-11 Sc 50-325/83-11. Corrective actions: 
programmatic upgrades incorporated into comprehensive fire 
protection program. Synopsis end. 

HOWE, P. W. Carolina Power Sc Light Co. 84/03/30. O'REILLY, J. P. 

Region 2, Office of Director. 5pp. 24062: 123. 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


— 8404170377 Notifies that in 831110 ltr, Tech Spec ref in Item D should 
be 6. 9. 1. 8 instead of 6. 9. 1, 8. 6 Sc proposed civil penalty 
should be substituted for Item B in second paragraph of 
Item D. 

O'REILLY, J. P, Region 2, Office of Director. 84/01/25. UTLEY, E. E. 

Carolina Power Sc Light Co. 3pp. 24062: 139. 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


— 8404170382 Forwards IE Insp Repts 50-324/83-11 Sc 50-325/83-11 on 
830318-25. 

LEWIS, R. C. Division of Project 8< Resident Programs. 84/01/13. 
UTLEY, E.E. Carolina Power Sc Light Co. Ip. 24062:142. 24X 

Fiche: 50-324, 84/04/10, 8404170365. 


—0404170400 IE Insp Repts 50-324/83-11 Sc 50-325/83-11 on 830318-25. 
Noncompliance noted: fai lore to properly implement 
procedures Sc failure to make special rept. 

MYERS, D.O. Region 2, Office of Director. GARNER, L. W. , BEMIS, P. R. 
Division of Project 8< Resident Programs. 83/09/01. 10pp. 

24062: 143. 24X Fiche: 50-324, 84/04/10, 8404170365. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

(M^ACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc 

86pp. 24189: OOl. 24X Fiche: 50-000, 84/04/16, 8403140271. 
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8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche: 50-000, 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards Zi Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well ^.ogging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards ?< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ic Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche : 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche : 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger 8t Pipe 
Hanger Damage." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, 119pp. 24195:343. 24X Fiche : 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche; 50-000. 84/04/20, 8404160130. 


R. Periodic operating reports & related correspondence 


8404110021 Monthly operating repts for Mar 1984. W/840402 Itr. 
HARRISON, F., DIETZ. C. R. Carolina Power & Light Co. 84/03/31. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 12pp. 22986:182. 24X Fiche: 50-324, 84/03/31, 

8404110021. 


S. Reportable occurrences, LERs Jk related correspondence 


8404170115 LER 84-001-01: on 840119, RHR svc water loop pumps A & B ran 
for 5 s & then tripped on low suction pressure lockout. 

Caused by entrapped air in suction header piping. Air vented. 

Mods to be imp lemen ted . W/840412 Itr. 

PASTVA, M. J, , DIETZ, C.R. Carolina Power & Light Co. 84/03/12. 4pp. 
24051:211. 24X Fiche: 50-325, 84/03/12, 8404170115. 


8404020137 LER 84-004-00: on 840131,0301,02,09 & 14, control bldg 
emergency air filtration trains A & B actuated. Possibly 
caused by painting in area, cooking fumes & spurious control 
room fire alarm. Corrective .jctions evaluated. W/840328 Itr. 

PASTVA, M. J. , DIETZ, C.R. Carolina Power Sc Light Co. 84/03/28. 4pp. 
22838: 084. 24X Fiche: 50-325, 84/03/28, 8404020137. 


8404050018 Updated LER 81-055/03L-1 : on 820622, dry we 1 1 equipment drain 
flow integrator 1-G16-FQ-K603 continuously indicated DWED 
sump flow w/no pumps running. Caused by water being 
introduced into pneumatic cal ibrator. W/84032B Itr, 

ALLEN.M.T. , DIETZ, C. R. Carolina Power & Light Co. 84/03/28. 
O'REILLY, J. P. Region 2. Office of Director. 3pp. 22900:076. 24X 

Fiche: 50-325, 84/03/28, 8404050018. 


8404050031 Updated LER 81-053/03L-1 : on 810922, during reactor startup, 
reactor recirculation pump IB tripped. Caused by spurious 
trip signal from ATWS low water level instrument B21-LTM- 
N024B-2. Instrument rep lac ed. W/840329 Itr. 

PASTVA, M.J., DIETZ, C. R. Carolina Power & Light Co. 84/03/29. 
O'REILLY, J. P. Region 2, Office of Director. 2pp. 22900:125, 24X 

Fiche: 50-325, 84/03/29, 8404050031. 


8404170200 Supplemental LER 82-122/03L-1 : on 821030 Sc 1 104, react or 
recirculation pump lA tripped. On 821101 Sc 04, reactor 
recirculation pump IB tripped. Caused by spurious action of 
ATWS instrument B21-PS-N045C. W/840409 Itr. 

PASTVA, M.J., DIETZ, C. R. Carolina Power Sc Light Co. 84/04/09. 
O'REILLY, J. P. Region 2, Office of Director. 2pp, 24053:101. 24X 

Fiche: 50-325, 84/04/09, 8404170200. 


8404260414 Part 21 rept re presence of thread-locking matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. G. General Electric Co. 84/04/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche: 50-000. 84/04/13. 8404260414. 


8404240417 PNO- 11-84-029; on 840420, tractor-trai ler carrying two boxes 
of radi oactively contaminated condenser tubes involved in 
two-vehicle collision on Interstate Route 40 in State of 
NC. Boxes appear undamaged. Re lease unlikely. 

HOSEY, C.M. , JENKINS, G.R. Region 2, Office of Director. 84/04/20. 
2pp. 24179:359. 24X Fiche: 50-324, 84/04/20, 8404240417. 


8404260301 Updated LER 82-055/03L-2; on 820622, dry we 1 1 equipment drain 
flow integrator 1-016-FQ-K603, ind icated drywell equipment 
drain sump flow w/no pumps running. Caused by water being 
introduced into equipment. W/840424 Itr. 

ALLEN.M.T., DIETZ, C. R. Carolina Power & Light Co. 84/04/24. 
O'REILLY, J. P. Region 2, Office of Director. 3pp. 24205:004. 24X 

Fiche: 50-325. 84/04/24, 8404260301. 


V. Operator Examinations 


8404060252 Ack receipt of 840220 Itr requesting regrade of written 
840110 exam, in connection w/app 1 ication for operator 
1 icense. Review of request in progress. 

GIBSON, A. F. Division of Engineering & Operational Programs. 
84/03/05. JOHNSON, G.C, Carolina Power & Light Co. Ip. 22922:306. 
24X Fiche: 50-324. 84/03/05, 8404060252. 


8404020019 Generic Ltr 84-05 to all power reactor licensees ?< 
applicants for OLs re change to NUREG-i021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066; 297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RES. REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator & senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor. MI. 37pp. 24285:135. 24X Fiche: 50-000, 84/04/16. 

8404160165. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency 8< fire protection plans 


8404050072 Public version of Rev 6 to radiological emergency plan. 
W/840127 ltr 8< JM Felton 840322 release memo. 

MILLS, L.M. Tennessee Valley Authority. 84/01/27. 0 'REILLY, J. P. 

Region 2, Office of Director. 23pp. 22918:307. 24X 

Fiche: 50-327, 04/01/27, 8404050072. 


8404060330 Advises that 831120 rev to physical security plan 
consistent w/provisions of 10CFR50. 54(p ) 8< acceptable. 

LEWIS, R. C. Division of Project it Resident Programs. 84/02/01. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 22931:362. 24X 
Fiche: 50-327. 84/02/01 . 8404060330. 


8404030212 Revised central emergency control ctr implementing 
procedures, div of nuclear power emergency ctr implementing 
procedures Muscle Shoals emergency control ctr 
implementing procedures. W/040329 ltr. 

WEBB.W. E. Tennessee Valley Authority. 84/03/29. 75pp. 22857:259. 

24X Fiche: 50-000, 84/03/29,8404030212. 


8404240085 Application for amend to Licenses DPR-77 & DPR-79, changing 
Tech Specs re reportable events, moderator temp coefficient, 
fire detection instrumentation, RCS, ECCS & containment vessel 
shield bldg structural integrity. 

MILLS, L.M. Tennessee Valley Authority. 84/04/20. ADENSAM, E. 
Licensing Branch 4, 2pp. 24165:054. 24X Fiche: 50-327, 84/04/20, 

8404240085. 
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— 0404240091 Proposed Tech Specs re reportable events, moderator temp 
coefficient, fir# detection instrumentat ion, RCS. ECCS & 
containment vessel & shield bldg structural integrity. 

•» Tennessee Valley Authority. 84/04/20. 65pp. 24165:056. 24X 

Fiche: 50-327, 84/04/20. 8404240085. 


8404300158 Informs of State of TM Emergency Mgt Agency decision not to 
participate in 1984 full-scale emergency preparedness 
exerc ise. Exemption from 10CFR50. App E requi rements 
req.uest#d. 

MILLS,L.M. Tennessee Valley Authority. 84/04/26. DENTON. H, R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 24225:073. 

24X Fiche: 50-327.84/04/26,8404300158. 


P. Operating license stage documents & corres pondence 


8404110252 Forwards latest regulatory effectiveness review schedule 
for FY84. W/o end. 

THOMAS. C. 0. Standardization & Special Projects Branch. 84/03/21. 
MIRAOLIA. F. NRC - No Detailed Affiliation Given. 4pp. 24002:360. 
24X Fiche: 50-000. 84/03/21. 8404110252. 


8404060428 Notification of 840329 meeting w/otil in Sethesda.MD to 
discuss proposed changes to util Nuclear Safety Review 
Board. 

KENYON, T.J. Licensing Branch 4. 84/03/23. ADENSA.M, E. Licensing 

Branch 4. 6pp. 22944:299. 24X Fiche; 50-000. 84/03/23, 8404060428. 


8404060123 Confirms 840321 telcon w/L Mills re 840330 mgt meeting w/ 
util in Atlanta.GA to discuss nuclear safety review staff 
radiography reviews. 

LEWIS. R. C. Division of Project & Resident Programs. 84/03/26. 
PARRIS, H.O. Tennessee Valley Authority. 2pp. 22927:214. 24X 

Fiche: 50-000, 84/03/26. 8404060123. 


8404130207 Forwards Amends 33 & 25 to Licenses DPR-77 & DPR-79. 
respectively it safety evaluation. Amends change Tech Specs re 
containment air temps, hydrogen igniters in containment, 
diesel generator start & load shed timers. 

ADENSAM. E. G. Licensing Branch 4. 84/03/29. PARRIS, H.G. Tennessee 

Valley Authority. 2pp. 24044:199. 24X Fi che : 50-327, 84/03/29. 

8404130207. 


—8404130208 Amends 33 it 25 to Licenses DPR-77 it DPR-79. respectively, 
revising containment air temps in containment. d iesel 
generator start & motor operated valve protection. 

ADENSAM. £. G. Licensing Branch 4. 84/03/29. 2pp. 24044:201. 24X 

Fiche: 50-327. 84/03/29, 8404130207. 


— 8404130211 Safety evaluation supporting Amends 33 25 to Licenses 

DPR-77 «< DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/03/29, 6pp. 
24044:223. 24X Fi che; 50-327, 84/03/29. 8404130207. 


8404060068 Summarizes 840327 meeting w/util in Knoxville, TN re <3A 
program description. Attendance list end. 

LEWIS, R. C. Division of Project ft Resident Programs. 84/03/30. 
PARRIS. H.G. Tennessee Valley Authority. 3pp. 22927:078. 24X 

Fiche; 50-000. 84/03/30. 8404060068. 


8404090121 Clarifies 840323 req,uest for extension to complete 
10CFR50. 49(h ) retiuirements. Unit 1, Cycle 3 refueling outage 
currently scheduled for June-Sept 1985. 

MILLS.L. M. Tennessee Valley Authority. 84/04/03. ADENSAM, E. 
Licensing Branch 4. Ip. 22939:088. 24X Fiche; 50-327. 84/04/03, 

8404090121. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re interim procedures 
for NRC mgt of plant-specific backfitting. Svc list end. 

EISENHUT. D. C. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York. Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 04/04/04. 8404040256. 


8404130151 Forwards response to Question 1 of S30818 request for addl 
info re clarification of structural heat sink transfer 
models for hydrogen mitigation sys. 

MILLS. L. M. Tennessee Valley Authority. 84/04/10. ADENSAM. E. 
Licensing Branch 4. 6pp. 24031:137, 24X Fiche: 50-327, 84/04/10. 

8404130151. 


8404190119 Exemption from scheduler requirements of 10CFR50. 49< g > re 
environ qualif ication rule for electrical equipment 
important to safety. 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. DSB 
657. 84/04/11. Tennessee Valley Authority. 4pp. 24103:209. 24X 

Fiche: 50-327, 84/04/11. 8404I90U9, 


8404300272 Forwards exemption from scheduler requirements of 
10CFR50. 49(g ) for compliance w/dates for final environ 
qual if ication of electrical equipment within scope of rule, 
per 831114,840323 it 0403 requests. 

ADE14SAM, E. G. Licensing Branch 4. 84/04/11. PARRIS.H. G. Tennessee 

Valley Authority. 3pp. 24253:338. 24X Fi che: 50-327. 84/04/11, 

8404300272. 


— 8404300275 Exemption from 10CFR50. 49(g ) requirements for compliance 
w/dates for final environ qualif ication of electrical 
equipment. Final environ qual if i cation of equipment required 
by 851130. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
84/04/11. Tennessee Valley Authority. 4pp. 24253:341. 24X 

Fiche: 50-327. 84/04/11, 8404300272. 


0404190180 Notice of granting of relief from certain requirements of 
ASME Code. Section XI re inservice testing. Related 
correspondence. 

ADENSAM. E.G. Licensing Branch 4. DSB 658. 84/04/12. 2pp. 

24100:325. 24X Fiche: 50-327. 84/04/12. 8404190180. 


8404300300 Grants 831221 request for relief from ASME Section XI 
hydrostatic pressure test requirements. SER it FR notice end. 

NOVAK, T.M. Assistant Director for Licensing. 84/04/12. PARRIS. H. O, 
Tennessee Valley Authority. 3pp. 24253:092. 24X 

Fiche: 50-327. 84/04/12. 8404300300. 


— 8404300304 SER supporting 831221 request for relief from ASME Section 
XI hydrostatic pressure test requirements. 

* NRC - No Detailed Affiliation Given. 84/04/12. 3pp. 

24253: 094. 24X Fiche: 50-327, 84/04/12. 8404300300. 


8404170329 Forwards response to request for addl info re 840413 
exemption request for 12 addl components unable to be 
completed during Cycle 2 refueling outage. Electrical 
equipment will be r eeva 1 uated. p er 10CFR50. 49. 

MILLS. L.M. Tennessee Valley Authority. 84/04/13. ADENSAM. E. 
Licensing Branch 4. 3pp. 24060:052, 24X Fiche: 50-327. 84/04/13. 

8404170329. 


8404200148 Requests extension for remaining 12 components to Cycle 3 
outage scheduled for June-Sept 1985, per util 831114,840323 it 
0403 requests for exemption from schedular requirements 
per 10CFR50. 49<g ). List of components end. 

MILLS. L. M. Tennessee Valley Authority. 84/04/13. ADENSAM. E. 
Licensing Branch 4. 2pp. 24117:070. 24X Fiche; 50-327, 84/04/13. 

8404200148. 


8404240085 Application for amend to Licenses DPR-77 8. DPR-79. chang ing 
Tech Specs re reportable events. moderator temp coefficient, 
fire detection instrumentation. RCS. ECCS it containment vessel 
it shield bldg structural integrity. 

MILLS.L. M. Tennessee Valley Authority. 84/04/20. ADENSAM, E. 
Licensing Branch 4. 2pp. 24165:054. 24X Fiche: 50-327. 84/04/20. 

8404240085. 


— 8404240091 Proposed Tech Specs re reportable events, moderator temp 
coefficient, fire detection instrumentation. RCS. ECCS it 
containment vessel it shield bldg structural integrity. 

* Tennessee Valley Authority. 84/04/20. 65pp. 24165:056. 24X 

Fiche: 50-327. 84/04/20. 8404240085. 


Q, Inspection reports. IE Bulletins 8t correspondence 


8404170049 Forwards IE Insp Repts 50-327/84-07 & 50-328/84-07 on 
840227-0302. No violations or deviations noted, 

VERRELLI, D, M. Division of Project tt Resident Programs. 84/03/20. 
PARRIS. H. G. Tennessee Valley Authority. 2pp. 24059:308. 24X 

Fiche; 50-327. 84/03/20. 8404170049. 


—8404170054 IE Insp Repts 50-327/84-07 8c 50-328/84-07 on 840227-0302. No 
violations or deviations noted. Major areas inspected; 
electrical maint uork.work activities & records. 

GIBBONS. T.D. Region 2. Office of Director. CONLON. T. E. Division 
of Emergency Preparedness 8« Materials Safety. 84/03/19. 4pp. 

24059: 310. 24X Fiche; 50-327. 84/03/20. 8404170049. 


8404170159 Forwards IE Insp Repts 50-327/84-06 & 50-328/84-06 on 
840206-0305. No violations or deviations identified. 

VERRELLI, D. M. Division of Project 8c Resident Programs. 84/03/21. 
PARRIS. H. G. Tennessee Valley Authority. 2pp. 24050:275. 24X 

Fiche: 50-327. 84/03/21.8404170159. 


— 8404170172 IE Insp Rept 50-327/84-06 8c 50-328/84-06 on 840206-0305. No 
violations or deviations identified. Major areas inspected; 
operational safety verif ication. ESF sys operability, 
surveillance. maint & mods 8c LER reviews. 

FORD. E. J. , BUTLER. S.D. Region 2, Office of Director. JULIAN. C. A. 
Division of Project 8c Resident Programs. 84/03/20. 6pp. 

24050:277. 24X Fiche: 50-327. 84/03/21. 8404170159. 
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8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Miller. Inc found installed in 
Bel lef onte. Seq,uoyah & Yellow Creek safety-related sys. No 
safety concerns created. 

MILLS. L. M. Tennessee Valley Authority. 84/03/22. 0 'REILLY. J. P. 

Region 2. Office of Director. 3pp. 22920: 109. 24X 

Fiche: 50-000. 84/03/22. 8404060136. 

8402090047 IE Info Notice 84--05. Rev 1. "Exercise Frequency." Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fi c he : 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. S5pp. 22892:145. 24X Fiche: 50-000. 84/03/28. 8403140241. 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche; 50-000. 84/03/29, 8403140247. 


8404060329 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature used in saf ety-related 
applications other than reactor trip sys. Breakers replaced 
w/breakers that do not have undervoltage trip attachment. 

KAMMER. D. S. Tennessee Valley Authority. 84/03/29. 0 'REILLY. J. P. 

Region 2. Office of Director. 3pp. 22932:203. 24X 

Fiche: 50-000. 84/03/29. 8404060329. 


8403140259 IE Info Notice 84-24. "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp, 24066:164. 24X Fiche: 50-000. 84/04/05- 8403140263, 


8404170098 Ack receipt of 840315 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/83-31 8< 
50-328/83-31. 

O'REILLY. J. P. Region 2, Office of Director. 84/04/05. PARRIS.H.G. 
Tennessee Valley Authority. Ip. 24053:022. 24X 

Fiche: 50-327. 84/04/05. 8404170098. 


— 8404170104 Responds to NRC 840214 Itr re violations noted in IE Insp 
Repts 50-327/83-31 St 50-328/83-31. Correc t ive actions: 
operator responsible for improperly implementing procedures 
removed from licensed duties. 

MILLS, L.M. Tennessee Valley Authority. 84/03/15. 0 'REILLY, J. P. 

Region 1. Office of Director. 11pp. 24053:023. 24X 

Fiche: 50-327. 84/04/05. 8404170098. 


—8404170107 Forwards IE Insp Repts 50-327/83-31 St 50-328/83-31 on 
831206-840105 St notice of violation, 

O'REILLY, J. P. Region 2. Office of Director. 84/02/14. 
PARRIS.H.G. Tennessee Valley Authority, 2pp. 24053:034. 24X 

Fiche: 50-327. 84/04/05. 8404170098. 


— 8404170113 Notice of violation from insp on 831206-840105. 

* Region 2, Office of Director. 84/02/14. 2pp. 24053:036. 24X 

Fiche: 50-327. 84/04/05. 8404170098. 


— 8404170118 IE Insp Repts 50-327/83-31 St 50-328/83-31 on 831206-840105. 
Noncompliance noted; procedures improperly implemented, 
allowing 600 gallons of primary coolant to be sprayed into 
containment. 

FORD, E. J. . BUTLER. S.D. Region 2, Office of Director. JULIAN. C. A. 
Division of Project it Resident Programs. 84/02/10. lOpp. 

24053 : 039. 24X Fiche: 50-327. 84/04/05. 8404170098. 

8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE. J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp, 24189:001. 24X Fiche: 50-000, 84/04/16. 8403140271. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000. 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end, 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

86pp. 24163:205. 24X Fich e: 50-000. 84/04/1 7. 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Nell Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000. 84/04/17. 8403140277. 


8403140280 IE Info Notice 84-29. "GE Magne-Blast Circuit Breaker 
Problems. *' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fiche: 50-000. 84/04/17. 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping 8t Matl 
Defects in Bahnson HVAC Units." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24X Fiche: 50-000. 84/04/18. 8403140284. 


6403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119. 24X Fi che : 50-000. 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fi che: 50-000. 84/04/20. 8404160130. 


S. Reportable occurrences. LERs Sc related correspondence 


8404050014 Special Rept 84-01 re penetration fire barrier nonfunctional 
for period in excess of 7 days due to removal of biological 
shield blocks for refueling outage. Procedures for breaching 
fire barrier penetrations followed. 

COFFEY. J. A. Tennessee Valley Authority. 84/03/27. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 22900:074. 24X 

Fiche: 50-327, 84/03/27, 8404050014. 


8404100004 LER 84-019-00: on 840307, analysis of ice condenser weights 
indicated one group-row average basket weight below design 
limit of 1.080 lb. Caused by normal sub 1 iminat ion of ice. 

Mod to Tech Specs initiated. W/840404 Itr. 

KIRK, G. B. . MASON, C.C. Tennessee Valley Authority. 84/04/04. 3pp. 
22967: 159. 24X Fiche: 50-327.84/04/04. 8404100004. 


8404130230 LER 84-020-00: on 840309. high radiation alarm actuated, 
causing containment ventilation isolation to occur. Caused by 
spikes on radiation monitor. High radiation alarm reset & 
monitor returned to svc. W/840409 Itr. 

DUGGIN. 0. , MASON, C.C. Tennessee Valley Authority. 84/04/09. 3pp. 
24029: 205. 24X Fiche: 50-327. 84/04/09. 8404130230. 


8404240424 PNO-1 1-84-028: on 840419, primary coolant began leaking from 
break in movable in— core detection sys conduit at seal 
table. Leak rate initially 25-30 gpm. Licensee plans to enter 
seal room to determine exact cause & location of leak. 

FREDERICKSQN. P. , JULIAN. C. A. Region 2. Office of Director. 

84/04/20. 2pp, 24180:070. 24X Fi che: 50-327. 84/04/20, 8404240424. 


8404260002 LER 84-021-00: on 840322, spent fuel pit high radiation alarm 
actuated. which caused auxiliary bldg isolation to occur. 

Caused by movement of contaminated C-zone clothing !< trash. 

Alarm cleared it monitor returned to svc.W/840420 Itr. 

DUGGIN, G. . MASON, C.C. Tennessee Valley Authority. 84/04/20. 3pp. 
24209: 245. 24X Fiche: 50-327, 84/04/20. 8404260002. 


V. Operator Examinations 


8404060162 Discusses operator it senior operator licensing exams. 
Written, plant oral Sc simulator exams scheduled for wk of 
840521. List of ref matl requirements for operator license 
exams encl. 

VERRELLI.D. M. Division of Project Sc Resident Programs. 84/03/21. 
PARRIS.H.G. Tennessee Valley Authority. 5pp. 22926:332. 24X 

Fiche: 50-327. 84/03/21, 8404060162. 
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8404060245 Forwards summart/ of written 8e simulator req.ualif ication 
exams administered on 831209 & 10. Results indicate program 
meets requirements of App A of 10CFR55 in ability to 
maintain continued competence of licensed personnel. 

VERRELLIf D. M. Division of Project & Resident Programs. 84/03/21. 
PARRIS# H.e. Tennessee Valley Authority. 3pp. 22921:001. 24X 

Ficho: 50-327# 84/03/21# 8404060245. 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs r# change to NUREO-1021# "Operator 
Licensing Examiner Stds. '* Svc list end. 

EISENHUT# D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000# 84/04/02. 8404020019, 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT# UNIT 2 


F. Security# medical# emergency & fire protection plans 


8404050072 Public version of Rev 6 to radiological emergency plan. 
W/840127 ltr tc JM Felton 840322 release memo. 

MILLS.L, M, Tennessee Valley Authority, 84/01/27. O'REILLY# J. P. 
Region 2# Office of Director. 23pp. 22918:307. 24X 

Fiche: 50-327# 84/01/27# 8404050072. 


8404060330 Advises that 831120 rev to physical security plan 
consistent w/provisions of 10CFR50. 54<p ) acceptable. 

LEWIS# R.C. Division of Project St Resident Programs. 84/02/01. 
PARRIS# H, 0. Tennessee Valley Authority. 2pp. 22931:362. 24X 
Fiche: 50-327, 84/02/01# 8404060330. 


8404030212 Revised central emergency control ctr implementing 
procedures# div of nuclear power emergency ctr implementing 
procedures St Muscle Shoals emergency control ctr 
implementing procedures. W/840329 ltr. 

WEBfl#W. E. Tennessee Valley Authority. 84/03/29. 75pp. 22857:259. 

24X Fiche: 50-000# 84/03/29# 8404030212. 


8404240085 Application for amend to Licenses DPR-77 St DPR-79, changing 
Tech Specs re reportable events# moderator temp coefficient# 
fire detection instrumentation# RCS# ECCS & containment vessel 
Sc shield bldg structural integrity. 

MILLS# L. M. Tennessee Valley Authority, 84/04/20. ADENSAM# E. 
Licensing Branch 4. 2pp. 24165:054. 24X Fiche: 50-327# 84/04/20, 

8404240085. 


— 8404240091 Proposed Tech Specs re reportable events# moderator temp 
coefficient# fire detection instrumentation# RCS# ECCS S< 
containment vessel S shield bldg structural integrity. 

♦ Tennessee Valley Authority. 84/04/20. 65pp. 24165:056. 24X 

Fiche: 50-327# 84/04/20# 8404240085. 


8404300158 Informs of State of TN Emergency Mgt Agency decision not to 
participate in 1984 full-scale emergency preparedness 
e xercise. Exemption from lOCFRSO.App E requirements 
requested. 

MILLS.L. M. Tennessee Valley Authority, 84/04/26. DENTON#H.R. 
Office of Nuclear Reactor Regulation# Director. 4pp. 24225:073. 

24X Fiche: 50--327# 84/04/26, 8404300158. 


P. Operating license stage documents & correspondence 


8404110252 Forwards latest regulatory effectiveness review schedule 
for FY84. W/o end. 

THOMAS# C.O. Standardization & Special Projects Branch. 84/03/21. 
MIRAOLIA.F. NRC - No Detailed Affiliation Oiven. 4pp. 24002:360. 
24X Fiche: 50-000, 84/03/21# 84041 10252. 


8404060428 Notification of 840329 meeting w/util in Bethesda.MD to 
discuss proposed changes to util Nuclear Safety Review 
Board. 

KENYON# T.J. Licensing Branch 4. 84/03/23. ADENSAM# E. Licensing 

Branch 4. 6pp. 22944:299. 24X Fiche: 50-000# 84/03/23# 8404060428. 


8404060123 Confirms 840321 telcon w/L Mills re 840330 mgt meeting w/ 
util in Atlanta.OA to discuss nuclear safety review staff 
radiography reviews. 

LEWIS# R.C. Division of Project & Resident Programs. 84/03/26. 
PARRIS# H.O. Tennessee Valley Authority. 2pp. 22927:214. 24X 

Fiche: 50-000. 84/03/26, 8404060123. 


8404130207 Forwards Amends 33 Sc 25 to Licenses DPR-77 «« DPR-79, 
respectively Sc safety evaluation. Amends change Tech Specs re 
containment air tamps# hydrogen igniters in containment# 
diesel generator start it load shed timers. 

ADENSAM.E. O. Licensing Branch 4. 84/03/29. PARRIS# H.G. Tennessee 

Valley Authority. 2pp. 24044:199. 24X Fiche: 50-327# 84/03/29, 

8404130207. 


— 8404130208 Amends 33 Sc 25 to Licenses DPR-77 Sc DPR-79# respectively# 
revising containment air temps in containment# diesel 
generator start Sc motor operated valve protection. 

ADENSAM/E. O. Licensing Branch 4. 84/03/29. 2pp, 24044:201. 24X 

Fiche: 50-327, 84/03/29# 8404130207. 


— 8404130211 Safety evaluation supporting Amends 33 Sc 25 to Licenses 
DPR-77 Sc DPR-79# respectively . 

* Office of Nuclear Reactor Regulation# Director. 84/03/29. 6pp. 
24044: 223. 24X Fiche: 50-327# 84/03/29, 8404130207. 


8404060068 Summarizes 840327 meeting w/util in Knoxville# TN re QA 
program descripti on. Attendance list end. 

LEWIS# R.C. Division of Project Sc Resident Programs. 84/03/30. 
PARRIS# H. 0. Tennessee Valley Authority. 3pp. 22927:078. 24X 
Fiche: 50-000# 84/03/30# 8404060068. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors# 
applicants for OLs Sc holders of CPs re interim procedures 
for NRC mgt of plant-spec if ic backfitting. Svc list end. 

EISENHVT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York# Inc. 20pp. 24066:264. 24X 

Fiche; 50-000# 84/04/04, 8404040256. 


8404130151 Forwards response to Question 1 of 830818 request for addl 
info re c lar i f ica ti on of structural heat sink transfer 
models for hydrogen mitigation sys. 

MILLS# L. M. Tennessee Valley Authority. 84/04/10. ADENSAM, E. 
Licensing Branch 4. 6pp. 24031:137. 24X Fiche: 50-327, 84/04/10# 

8404130151. 


8404190180 Notice of granting of relief from certain requirements of 
ASME Code#Section XI re inservice testing. Related 
correspondence. 

ADENSAM# E.G. Licensing Branch 4. DSB 658. 84/04/12. 2pp. 

24100:325. 24X Fiche: 50-327, 84/04/12, 8404190180. 


8404300300 Grants 831221 request for relief from ASME Section XI 
hydrostatic pressure test requirements. SER it FR notice end, 

NOVAK# T. M, Assistant Director for Licensing. 84/04/12. PARRIS# H. G. 

Tennessee Valley Authority. 3pp. 24253:092. 24X 

Fiche; 50-327# 84/04/12# 3404300300. 


— 8404300304 SER supporting 831221 request for relief from ASME Section 
XI hydrostatic pressure test requirements. 

•X NRC - No Detailed Affiliation Given. 84/04/12. 3pp. 

24253:094. 24X Fiche: 50-327# 84/04/12# 8404300300. 


8404240035 Application for amend to Licenses DPR~77 & DPR-79, changing 
Tech Specs re reportable events# moderator temp coefficient, 
fire detection instrumentation# RCS# ECCS & containment vessel 
it shield bldg structural integrity. 

MILLS# L.M. Tennessee Valley Authority. 84/04/20. ADENSAM, E. 
Licensing Branch 4. 2pp. 24165:054. 24X Fiche : 50-327# 84/04/20# 

8404240085. 


— 8404240091 Proposed Tech Specs re reportable events# moderator temp 
coeff i cient# f ire detection instrumentation# RCS# ECCS & 
containment vessel shield bldg structural integrity. 

* Tennessee Valley Authority. 84/04/20. 65pp. 24165:056. 24X 

Fiche: 50-327,84/04/20, 8404240085. 


Q. Inspection reports# IE Bulletins & correspondence 


8404170049 Forwards IE Insp Repts 50-327/84-07 it 50-328/84-07 on 
840227-0302. No violations or deviations noted, 

VERRELLI# D. M. Division of Project & Resident Programs. 84/03/20. 
PARRIS# H.G. Tennessee Valley Authority. 2pp. 24059:308. 24X 

Fiche: 50-327# 84/03/20, 8404170049. 


— 8404170054 IE Insp Repts 50-327/84-07 «c 50-328/84-07 on 840227-0302. No 
violations or deviations noted. Major areas inspected: 
electrical maint work# work activities & records, 

GIBBONS# T. D. Region 2# Office of Director. CONLON# T. E. Division 
of Emergency Preparedness it Materials Safety. 04/03/19. 4pp. 

24059: 310. 24X Fiche: 50-327# 84/03/20# 8404170049. 


8404170159 Forwards IE Insp Repts 50-327/84-06 «t 50-328/84-06 on 
840206-0305. No violations or deviations identified. 

VERRELLI# D. M. Division of Project it Resident Programs, 84/03/21. 
PARRIS# H.G, Tennessee Valley Authority- 2pp. 24050:275. 24X 

Fiche; 50-327# 84/03/21# 8404170159. 


— 8404170172 IE Insp Rept 50-327/84-06 «c 50-328/84-06 on 840206-0305. No 
violations or deviations identified. Major areas inspected; 
operational safety verif ication# ESF sys operability# 
surveil lance# main t it mods & LER reviews. 

FORD#E. J. # BUTLER# S.D. Region 2# Office of Director. JULIAN, C. A. 
Division of Project %t Resident Programs, 84/03/20. 6pp. 

24050; 277. 24X Fiche; 50-327, 84/03/21# 8404170159. 
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8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Milleri Inc found installed in 
Be 1 lefonte/ Sequoyah & Yellow Creek saf ety-r e lated sys. No 
safety concerns created. 

MILLS) L. M. Tennessee Valley Authority. 84/03/22. 0 'REILLYi J. P. 

Region 2* Office of Director. 3pp. 22920: 109. 24X 

Fiche: SO-OOOi 84/03/22) 8404060136. 


8402090047 IE Info Notice 84-05) Rev 1) "Exercise Frequency. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. 138pp. 22933:122, 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000. 84/03/29, 8403140247. 


8404060329 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervol tage trip feature used in saf ety-r e lated 
applications other than reactor trip sys. Breakers replaced 
w/breakers that do not have undervoltage trip attachment. 

KAMMER.D. S. Tennessee Valley Authority. 84/03/29. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 22932:203. 24X 

Fiche: 50-000, 84/03/29. 8404060329. 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cat i on of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co, of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000. 84/04/05, 8403140263. 


8404170098 Ack receipt of 840315 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/83-31 & 
50-328/83-31. 

O'REILLY, J. P. Region 2, Office of Director. 84/04/05. PARRIS, H.O. 
Tennessee Valley Authority. Ip. 24053:022. 24X 

Fiche: 50-327, 84/04/05, 8404170098. 


— 8404170104 Responds to NRC 840214 Itr re violations noted in IE Insp 
Repts 50-327/83-31 50-328/83-31. Correct ive actions: 

operator responsible for improperly implementing procedures 
removed from licensed duties, 

MILLS, L. M. Tennessee Valley Authority. 84/03/15, □ 'REILLY, J. P. 

Region 1, Office of Director. llpp- 24053:023. 24X 

Fiche: 50-327, 84/04/05, 8404170098. 


—8404170107 Forwards IE Insp Repts 50-327/83-31 50-328/83-31 on 

831206-840105 8< notice of violation. 

O'REILLY, J. P, Region 2, Office of Director. 84/02/14. 

PARRIS, H. (5. Tennessee Valley Authority. 2pp. 24053:034. 24X 

Fiche: 50-327, 84/04/05, 8404170098. 


— 0404170113 Notice of violation from insp on 831206-840105. 

* Region 2, Office of Director. 84/02/14. 2pp. 24053:036. 24X 

Fiche: 50-327, 84/04/05, 8404170098. 


— 8404170118 IE Insp Repts 50-327/83-31 Sc 50-328/83-31 on 831206-840105. 
Noncompliance noted; procedures improperly implemented, 
allowing 600 gallons of primary coolant to be sprayed into 
containment. 

FORD, E. J. , BUTLER, S.D. Region 2, Office of Director. JULIAN, C. A. 
Division of Project 8< Resident Programs. 84/02/10. 10pp. 

24053: 039. 24X Fiche: 50-327, 84/04/05, 8404170098. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 04/04/16. Consolidated Edison Co. of New York, Inc. 

il4pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi che : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi che : 50-000. 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119. 24X Fiche: 50-000. 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


8404270217 Forwards "Steam Generator Tube Inservice Insp Rept, Sequoyah 
Unit 2 Cycle 1 Refueling Outage. " 

MILLS, L.M. Tennessee Valley Authority. 84/04/24. ADENSAM, E. 
Licensing Branch 4. Ip. 24215:235. 24X Fiche: 50-328, 84/04/24, 

8404270217. 


— 8404270219 "Steam Generator Tube Inservice Insp Rept, Sequoyah Unit 2 
Cycle 1 Refueling Outage. " 

* Tennessee Valley Authority. 83/07/31. 3pp. 24215:236. 24X 

Fiche: 50-328, 84/04/24, 8404270217. 


V. Operator Examinations 


8404060162 Discusses operator *< senior operator licensing exams. 

Wri tten, p lant oral & simulator exams scheduled for uk of 
840521. List of ref matl requirements for operator license 
exams end. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/03/21. 
PARRIS, H. G. Tennessee Valley Authority. 5pp. 22926:332. 24X 

Fiche: 50-327, 84/03/21, 8404060162. 


8404060245 Forwards summary of written Ik simulator requalification 
exams administered on 831209 8< 10. Results indicate program 
meets requirements of App A of 10CFR55 in ability to 
maintain continued competence of licensed personnel, 

VERRELLI, D. M. Division of Project << Resident Programs. 84/03/21. 
PARRIS, H. G. Tennessee Valley Authority. 3pp, 22921:001. 24X 

Fiche: 50-327, 84/03/21, 8404060245. 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


8404190115 FOIA request for documents generated by Kane or Singh for 
evaluation of BNL rept re diesel generator bldg at 
facility. 

GARDE, B. P, Government Accountability Project, 84/01/09. Office 
of Administration. 2pp. 24122:222. 24X Fiche: 50-329, 84/01/09, 

8404190115. 
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8403210162 Ltr to all applicants for OLs & full power authorizations 
summarizing 840126 meeting in Bethesdai MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews & development of acceptable experience profile. 

HANNON. J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche; 50-000. 84/03/01. 8403210162. 


8403150003 Forwards svc water pump structure crack survey rept. 

NRC concurrence of mods to crack mapping program requested. 

Seven oversize drawings enc 1. Ap erture cards are available in 
PDR. 

MOONEY. J. A. Consumers Power Co. 34/03/05. HARRISON. J. J. Region 3, 
Office of Director. 30pp. 22824:116. 24X Fiche: 50-329. 84/03/05. 

8403150003. 


8404020266 Ack receipt of 840210 request on behalf of Lone Tree 
Council re facility. Request referred as new request for 
action per 10CFR2, 206. FR notice filed for publication end. 
DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. 84/03/14. GARDE. B. P. Government Accountability 
Project. 2pp. 22873:359. 24X Fiche: 50-329. 84/03/14. 8404020266. 


— 8404020271 Notice of receipt of request, on behalf of Lone Tree Council, 
for action under 10CFR2. 206 re facility. 

DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. 84/03/14. Ip. 22873:361. 24X Fi ch e: 50-329. 

84/03/14. 8404020266. 


B40403034B Summarizes 840305 meeting in Glen Ellyn. IL re approval of 
const completion program Phase I activities to support 
turbine roll mi lestone. Meeting provided addl info to suppl 
840215 request for release of Phase I activities. 

PECK. B. H. Consumers Power Co. 84/03/16. QUAMME. D. L. Consumers 
Power Co. 5pp. 22871:196. 24X Fiche: 50-329. 84/03/ 16, 8404030348. 


8404190112 Responds to FOIA request for documents generated by Kane or 
Singh for evaluation of BNL rept re diesel generator bldg at 
facility. Documents may be obtained at PDR in file folder 
FOIA-83-707. 

FELTON. U. M. Division of Rules and Records. 84/03/19. GARDE. B.P. 
Government Accountability Project. Ip. 24122:221. 24X 

Fiche; 50-329. 84/03/19. 8404190112. 


8404020130 Forwards revs to util 831209 submittal re NRC facility 
staffing survey. Revs include staffing questionnaire, info re 
corporate nuclear e xperience. ons ite mgt St operating shift 
experience. 

DEWITT. R.B. Duke Power Co. 84/03/23. DENTON.H. R. Office of 
Nuclear Reactor Regulation. Director. 26pp. 22837:071. 24X 

Fiche: 50-329, 84/03/23. 8404020130. 


8404030141 Requests authorization to perform listed remedial soils work 
activities Sc reauthorization for listed activities for which 
previous authorization expired. 

MOONEY. U. A. Consumers Power Co. 84/03/23. HARRISON. J. J. Region 3, 
Office of Director. 2pp, 22849:355. 24X Fiche: 50-329, 84/03/23, 

8404030141. 


8404030347 Requests remedial soils work authorization for removal of 
Casings M-4, N-2. N-5 St placement of backfill. 

MOONEY. J. A. Consumers Power Co. 84/03/23. HARRISON, J. J. Region 3, 
Office of Director. Ip. 22871:195. 24X Fiche; 50-329. 84/03/23. 

8404030347. 


8404020257 Forwards addl info re 840208 ltr. Errata sheet, stress 
tabulations for remaining stages of const, stress S< 
deflection tabulation for remaining un symmetrical const 
conditions end. Related correspondence. 

MOONEY, J. A. Consumers Power Co, DSB 245. 84/03/27. HARRISON, J. J. 

Region 3, Office of Director. 50pp, 22846:040. 24X 

Fiche: 50-329, 84/03/27, 8404020257. 


8404090003 Comments on util 840307 independent mgt appraisal plan. Many 
changes necessary to provide depth 8t scrutiny anticipated in 
840112 confirmatory order suggestions for improvement 
listed, 

DEYOUNG. R.C. Director's Office, Office of Inspection and 
Enforcement, 84/03/27. KEPPLER.J, 0. Region 3. Office of Director. 
3pp. 22939:082. 24X Fiche: 50-000. 84/03/27. 8404090003. 


8404090298 Requests concurrence w/release of addl portions of plant for 
const completion program Phase I status assessment «e quality 
verification activities. Release necessary to facilitate 
continuation of program process to support Phase 2. 

QUAMME. D.L. Consumers Power Co. 84/03/27. HARRISON. J. J. Region 3, 
Office of Director. 30pp. 22955:015. 24X Fiche: 50-329. 84/03/27, 

8404090298. 


8404030441 Authorizes util to proceed w/Delaval diesel generator 
mechanical equipment installation involving AS.ME Section III 
Code S< non— Code work, per 840315 ltr. 

HARRISON, U. J. Region 3, Office of Director. 84/03/28. QUAMME, D.L. 
Consumers Power Co. 2pp. 22868:295. 24X Fiche: 50-329, 84/03/28, 

8404030441. 


8404060227 Authorizes proceeding w/listed remedial soils work 
activities for Apr 1984. 

HARRISON, U. J. Region 3. Office of Director. 84/03/30. QUAMME, D. L, 
Consumers Power Co. 2pp. 22924:075. 24X Fiche: 50-329, 84/03/30, 

8404060227. 


8404180378 Forwards 45th rept for period covering Apr-June 1984, per 
730326 Memorandum & Order ALAB-106 & Amend 1 to CPPR-81 «< 

CPPR-e2. Info withheld. 

COOK, J. W. Consumers Power Co. 84/03/30. DEYOUNG, R. C. Director's 
Office, Office of Inspection and Enforcement. 5pp. 24075:059. 24X 

Fiche: 50-329, 84/03/30, 8404180378. 


S404120131 Requests NRC approval for removal of six relief valves 
upstream of MSIVs. Removal required to support non-Q 
hydrostatic test program required prior to sys turnover 
related to turbine roll. 

QUAMME. D.L. Consumers Power Co. 84/04/02. HARRISON, J. J. Region 3, 
Office of Director. Ip. 24013:080. 24X Fiche: 50-329. 84/04/02. 

8404120131. 


8403140261 Board Notification 84-058; forwards info on allegation re 
conversation overhead during facility hearing. Review found 
no evidence of overt act necessary to establish conspiracy 
to hide info from ASLB. Distribution list end. 

EISENHUT. D. G. Division of Licensing. 84/04/03. PALLADINO. 
GILINSKY, ROBERTS Commissioners. 8pp. 22969:001. 24X 

Fiche: 50-329. 84/04/03. 8403140261. 


— ^8404100449 Forwards six affidavits on facil ity. Info deleted. W/o end. 
GARDE, B.P. Affiliation Not Assigned. 82/06/29. KEPPLER Region 
3, Office of Director. Ip. 22969:009. 24X Fiche: 50-329, 84/04/03, 

8403140261. 


— 8404100458 Discusses review of allegation submitted by Fitzgerald. 
Evidence of overt act nonex istent. Recommends matter be 
closed w/o further action. Info deleted. 

SMITH, R.M. Office of Inspector & Auditor. 83/04/19. 

CUMMINGS, J. J. Office of Inspector t< Auditor. 2pp. 22969:010. 
24X Fiche: 50-329. 84/04/03. 8403140261. 


—8404100474 Responds to 840119 telcon re status of affidavit received 
from BP Garde. Govt Accountability Project. No evidence of 
misconduct found. Sub j matter closed by 830419 memo to file. 

Info deleted. 

MESSENGER. G. H. Office of Inspector & Auditor. 84/01/30. 

HARRISON, J. Region 3. Office of Director. Ip. 22969:012. 24X 

Fiche: 50-329. 84/04/03. 8403140261. 


8404090123 Informs that based on review of work activities described 
in 840402 ltr St discussed in 840330 meeting . concurrence 
given for removal of six Q relief valves upstream of MSIV 
to support non-Q hydrostatic test program. 

HARRISON. U. J. Region 3, Office o^ Director. 84/04/03. QUAMME, D. L. 
Consumers Power Co. 2pp. 22939:291. 24X Fiche: 50-329, 04/04/03. 

8404090123. 


— 8404090126 Requests concurrence for removal of six Q relief valves 
upstream of MSIV to support non-Q hydrostatic test program. 
Hydrostatic activities scheduled to start 840404. 

QUAMME.D, L. Consumers Power Co. 84/04/02. HARRISON, J. J. Region 
3, Office of Director. 2pp. 22939:293. 24X Fich e: 50-329. 

84/04/03.8404090123. 


8404090290 Responds to 840327 request for concurrence w/release of addl 
portions of plant for const completion program, Phase 1 
status assessment ?< quality verification activities. Listed 
activities authorized. 

HARRISON, J. J. Region 3. Office of Director. 84/04/03. QUAMME, D. L. 
Consumers Power Co. 2pp. 22942:273. 24X Fiche: 50-329, 84/04/03, 

8404090290. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs Sc holders of CPs re interim procedures 
for MRC mgt of plant-specific backf itting. Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp, 24066:264. 24X 

Fiche; 50-000, 84/04/04. 8404040256. 


8404060113 Forwards summary of 840328 independent design & const 
verification program eighth meeting on confirmed items «< 
findings. 

LEVIN.H. A. TERA Corp. 84/04/04. KEPPLER. J. G. Regions. Office of 
Director, EISENHUT, D. G. Division of Licensing. COOK, J. U. 

Consumers Power Co. 17pp. 22927:107. 24X Fiche: 50-329, 84/04/04, 

8404060113. 


8404170129 Advises that new completion date for Unit 2 announced at 
B40410 shareholders meeting. Commcrc ial operation scheduled 
for Dec 1986 Ic fuel load for 860701. Unit 1 still under 
evaluat ion. Related correspondence. 

OLEESON, C. M. Consumers Power Co. OSB 524. 84/04/12. BECHHOEFER, C 

Atomic Safety and Licensing Board Panel. 4pp, 24051* 195 24X 

Fiche: 50-329, 84/04/12, 8404170129. 
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8404250134 Responds to 840217 Itr forwarding constituent LR Roma 840109 
Itr re suspicion that NRR is "withholding vital# damaging 
info..." on structural adequacy of facilities. NRR still 
reviewing util 840203 submittal re cracks. 

DIRCKS# W. J. Office of the Executive Director for Operations. 

84/04/12. RIEOLE. D. W. Senate. 3pp. 24214:100. 24X 

Fiche: 50-329, 84/04/12, 8404250134. 


— 8404250139 "Review of Diesel Generator Bldg at Midland Plant. " 
MILLER. C. A., COST ANT I NO. C. J. Brookhaven National Laboratory. 
83/10/31. NRC - No Detailed Affiliation Given. 25pp. 
24214:155. 24X Fiche; 50-329, 84/04/12. 8404250134. 


— 8404250141 Provides comments re RB Landsman 830719 memo concerning 
facility diesel generator bldg. 

KANE. J. Structural it Geotechnical Engineering Branch. 83/07/23. 

LEAR, G. Structural it Geotechnical Engineering Branch. 9pp. 

24214:182. 24X Fiche: 50-329, 84/04/12. 8404250134. 


— 8404250143 Forwards initial response to R Landsman concerns re 
integrity of diesel generator bldg at facility. All analysis, 
designs, crac k mapping it evaluations it monitoring program 
adequate to establish structural integrity. 

RINALDI. F. Structural 8c Geotechnical Engineering Branch. 

83/07/28. KUO, P. T. Structural 8< Geotechnical Engineering Branch. 
10pp. 24214:191. 24X Fiche: 50-329, 84/04/12. 8404250134. 


— 8404250145 Forwards constituent 840109 Itr expressing concern re NRC 
withholding vital info re facilities it accepting crack in 
auxiliary bldg. 

RIEGLE. D. W Senate. 84/02/17. KAMMERER.C. Office of 
Congressional Affairs. 2pp. 24214:202. 24X Fiche: 50-329. 

84/04/12,8404250134. 


8404190246 Notifies of NRC 840504 meeting in Midland. MI w/Cresap, 
McCormick 8* Paget it TERA to describe mgt appraisal plan, 
including response to end NRC comments. 

KEPPLER.J. G. Region 3. Office of Director. 84/04/16. COOK. J. W. 
Consumers Power Co. 2pp. 24100:046. 24X Fiche: 50-329, 84/04/16, 

8404190246. 


8404200215 Authorizes Critical Work Activities 155052045 it 165052045 
scheduled for Apr 1984, 

HARRISON.U. J. Region 3, Office of Director. 84/04/16. QUAMME, D. L. 
Consumers Power Co. 2pp. 24114:150. 24X Fiche: 50-329, 84/04/16, 

8404200215. 


—8404200227 Requests reauthor ization of Activities 155052045 8< 165052045 
re installation it excavation of Piers E15 it W15, 
respectively, which have passed 90-day expiration date. 

MOONEY, J. A. Consumers Power Co. 84/04/04. HARRISON. U. J. Region 
3, Office of Director. Ip. 24114:152. 24X Fiche: 50-329. 84/04/16, 

8404200215. 


8404260403 Ac k receipt of 840314 8c 15 Itrs re completion of work to 
incorporate redline info into Q drawings for project it 
info indicating followon work re Hold Point 001 completion, 
respectively. 

KARR,U. E. Stone 8( Webster, Inc, 84/04/17. QUAMME, D. L. Consumers 
Power Co. Ip. 24203:028. 24X Fiche; 50-329, 84/04/17. 8404260403. 


8404200319 Summarizes 840417 meeting w/util in Chicago, IL re details 
of SMA seismic margins evaluation of facility 8( potential 
applicability to disposition of outstanding items in IDVP. 

List of participants it viewgraphs end. 

LEVIN, H, A. TERA Corp. 84/04/18. KEPPLER, U. 0. Region 3, Office of 
Director. EISENHUT. D. G, Division of Licensing. COOK, J, W. 

Consumers Power Co. 92pp. 24115:164. 24X Fiche: 50-329, 84/04/18, 

8404200319. 


8404240400 Confirms 840504 meeting in Midland. MI to discuss proposed 
plan to conduct independent mgt appraisal of facility. 

WARNICK.R.F. Regions, Office of Director. 84/04/19. COOK, U. W. 
Consumers Power Co. 2pp. 24180:291. 24X Fiche: 50-329, 84/04/19, 
8404240400. 


E. NRC Safety Evaluation Report (SER), suppls it correspondence 


8404050311 Submits test results demonstrating steam vented from reactor 
vessel head will not stratify in hot leg it adversely affect 
core cooling by natural c irculation, per TM Novak 831025 
request it SER Open Item 9. 

COOK, J. W. Consumers Power Co. 84/03/23. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 22904:093. 24X 

Fiche: 50-329,84/03/23, 8404050311. 


F. Security, medical, emergency & fire protection plans 


8404110494 Summary of 840126 meeting w/util 8» Bechtel re fire 
protection program. Viewgraphs end. 

MILLER, M. A. Licensing Branch 4, 84/03/27. Licensing Branch 4. 

78pp, 24004:210. 24X Fiche: 50-329, 84/03/27, 8404110494. 


8404200129 Revised emergency implementing procedures, including Rev 6 to 
"Facility Procedures Index" Si "Controlled Copyholders List" 
it Rev 9 to Procedures GOCC-7 & EOF-7. "Health Physics 
Support Team Leader. " W/S40410 Itr, 

CARLEY, A. Consumers Power Co. 84/04/05. 29pp. 24117:241. 24X 

Fiche: 50-000. 84/04/05, 8404200129. 


G. Adjudicatory correspondence 


8404020226 Memorandum it order affirming ASLB denial of Govt 
Accountability Project (GAP) motion to quash subpoenas. 

Applicant entitled to learn nature of GAP info bearing on 
QA issues. 

SHOEMAKER, C. J. Atomic Safety and Licensing Board Panel. DSB 247. 
84/03/30. lapp. 22847:232. 24X Fiche: 50-329, 84/03/30, 8404020226. 


8404020254 Response to B Stamiris 840304 new contention re Transamerica 
Delaval. Inc diesel generators. Bases in support of 
contention clarified. Certificate of Svc encl. 

GIL0ME^4, B. R. Consumers Power Co. GILOMEN, B. R, Isham, Lincoln it 
Beale. DSB 234. 84/03/30. Atomic Safety and Licensing Board 

Panel. 9pp. 22846:091. 24X Fi che: 50-329, 84/03/30, 8404020254. 


8404040314 Updates 840109 Itr describing anticipated corrective actions 
re core support structure bolting. Util has elected to 
replace ASME SA 453 Grad# 660 bolts w/fasteners fabricated 
from listed alternative matls. Related correspondence. 

COOK, J. W. Consumers Power Co. DSB 299. 84/03/30. KEPPLER. U. 0. 

Region 3. Office of Director. 5pp. 22892: 140. 24X 

Fiche: 50-329. 84/03/30. 8404040314. 


8404040321 Board Notification 84-058: forwards allegation re 
conversation overheard during h ear ing. Matter could be 
relevant to QA/QC issues. Related correspondence. 

EISENHUT, D. G. Division of Licensing, DSB 301. 84/04/03. 

PALLADINO, GILINSKY. ROBERTS Commissioners. 9pp. 22892:127, 24X 

Fiche: 50-329.84/04/03.8404040321. 


8404060422 Response to Intervenor Stamiris 840304 submittal re 
contention on Transamerica Delaval, Inc emergency diesel 
generators 8< addendum to submittal re factors to be 
considered for nontimely filings. W/Certificate of Svc 
PATON, W. D. Hearing Branch 2. DSB 356. 84/04/04. Atomic Safety 

and Licensing Board Panel. 9pp. 22935:164. 24X 

Fiche: 50-329. 84/04/04. 8404060422. 


8404100504 Informs of two addl shareholder complaints containing 
allegations re cost schedule. W/svc list. 

BRUNNER, J.E. Consumers Power Co. DSB 416. 84/04/06, 

BECHHOEFER, C. . COWAN, F. P. , HARBOUR, J. Atomic Safety and Licensing 
Board Panel. 3pp. 22977:006. 24X Fiche : 50-329. 84/04/06, 0404100504. 


8404110561 Discusses ASLAB 840330 Decision ALAB-764, affirming ASLB 
denial of Govt Accountability Project motion to quash 
four deposition sub poenas. Related correspondence. 

CUNNINGHAM, G. H. Office of the Executive Legal Director. DSB 454. 
84/04/06. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 22999:274. 24X Fi che: 50-329, 84/04/06, 84041 10561 . 


— 8404110568 Memorandum i. Order ALAB-764 affirming ASLB denial of 
Govt Accountability Project motion to quash subpoenas. 

SHOEMAKER, C. U. Atomic Safety and Licensing Appeal Panel, 

84/03/30. 18pp. 22999:276. 24X Fiche : 50-329. 84/04/06. 8404110561 . 


8404120091 Order revising schedules for proposed findings it conclusions 
on QA/mgt attitude issues. Served on B40411. 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel, DSB 469. 
84/04/11. 2pp. 24023:073. 24X Fiche: 50-329, 84/04/11. 8404120091, 


8404180340 Forwards initial comments it questions on two TDI Owners 
Group repts re rod bearing shells & rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations & quality of matls. Related correspondence. 

BERLINGER, C. H Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY.U, P. Mississippi Power «t Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/ 1 1 , 8404 1 80340 . 


8404160004 Errata to ALAB-764, correcting spelling of loathe to loath on 
Line l.Page 9. Served 840416. 

SHOEMAKER, C. U. Atomic Safety and Licensing Appeal Panel. DSB 517. 
84/04/13. Ip. 24043:004. 24X Fiche; 50-329, 84/04/13, 8404160004. 


8404190250 Petition for review of ASLAB 840330 decision it order 
ALAB-764 re subpoenas directed to Govt Accountability 
Project. ASLAB erroneous re important questions of law it 
policy. Certificate of Svc encl. 

KARR.J, W. Government Accountability Project. DSB 649, 84/04/17. 

NRC - No Detailed Affiliation Given. 9pp. 24100:275. 24X 

Fiche: 50-329. 84/04/17. 8404190250. 
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8404230054 Repeats request for ASLB to withhold decision on Intervenor 
830808 motion to litigate issues raised by Dow suit & to 
open discovery on Dow issues. Review of documents should be 
complete in 2 wks. 

STEPTOE.P. P. Isham# Lincoln Beale. STEPTOE, P.P. Consumers Power 
Co. DSB 710. 84/04/17. BECHHOEFERi C. i COWAN, F. P. . HARBOUR, J. 

Atomic Safety and Licensing Board Panel, 2pp. 24154:232. 24X 

Fiche : 50-329, 84/04/17, 8404230054. 


8404240497 Motion to request Caseload Forecast Panel to evaluate CPC 
new const completion date. 

SINCLAIR, M. Sinclair, M. DSB 792. 84/04/19. 9pp. 24191:128. 24X 

Fiche: 50-329, 84/04/ 1 9. 8404240497. 


8404260498 Order estending time until 840430 for Commission to act to 
review Director's Decisions DD-83-16 & DD-B4-2. Served on 
840426. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 845. 
84/04/25. Commissioners. Ip. 24214:204. 24X 

Fiche: 50-329, 84/04/25. 8404260488. 


H. General correspondence 


8404050479 "'asponds to 840130 request for increase in number of NRC 
inspectors, Three resident inspectors at site %t three 
regional inspectors assigned full time. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/03/12. ROMO, L. Lone Tree Council. 4pp. 
22927:316. 24X Fiche: 50-329, 84/03/12, 8404050479. 


•8404050484 Discusses end newspaper article re QA problems at facility. 
Increase in number of inspectors at plant requested 
ROMO, L. R. Lone Tree Council. 84/01/30. PALLADrNO,N. 

Commissioners. 2pp. 22927:326. 24X Fic he; 50-329, 84/03/12, 

8404050479. 


Q. Inspection reports, IE Bulletins St correspondence 


8404180032 Final response to FOIA request for records between RC Young 
8c util attys re violation of board order, including meetings 
held at Q'Hare Airport in Fall 1983. Forward s documents 
listed on app. Documents also in PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/07. GARDE, B.P. 
Government Accountab i 1 ity Project. 2pp. 24107:053. 24X 

Fiche: 50-329, 84/03/07, 8404180032. 


--84041S0037 Forwards proposed civil penalty action based on licensee 
failure to obtain NRC author ization prior to initiating 
fireline relocation activities in 0 soils. 

SCHULTZ, W.H. Region 3, Office of Director. 83/10/19. 

AXELRAD, J. A. Enforcement Staff. 10pp. 24107:055. 24X 

Fiche: 50-329, 84/03/07, 8404180032. 


— 8404180048 Notification of significant licensee meeting on 831116 u/ 
util in Schiller Park, IL to conduct enforcement conference 
to re-review Ofc of Investigation rept on alleged violation 
of ASLB order on remedial soils. 

Region 3, Office of Director. 83/11/14. Region 3, Office of 
Director. Ip. 24107:069. 24X Fiche; 50-329, 84/03/07, 8404180032. 


8404180300 Further response to FOIA request for documents re failure of 
reactor vessel holddown studs on Unit 1 reactor vessel & 
info obtained during investigation. Forwards App C documents. 

Personal info deleted. 

FELTON, J. M, Division of Rules and Records. 84/03/13. PLATO, E. D. 
Kohl, Secrest, Wardie, Lynch, Clark 8« Hampton. 2pp. 24108:107. 24X 

Fiche: 50-329, 84/03/13, 8404180300. 


— 8404180315 Requests deposition re reactor vessel holddown studs 
utilized in Unit l,per IE Investigation Repts 50-329/80-13 8c 
50-330/80-14. 

LEWIS, S.H. Region 3, Office of Director. 83/12/12. ERB,C.M. 
Affiliation Not Assigned. Ip. 24108:128. 24X 

Fiche; 50-329, 84/03/13, 8404180300. 


8404030381 Forwards IE Insp Repts 50-329/84-04 «( 50-330/84-04 on 
840214-17. No noncompliance noted. 

LITTLE, W.S. Region 3, Office of Director. 84/03/19. COOK, J. W. 
Consumers Power Co, 2pp. 22863:043. 24X Fiche; SO-329, 84/03/19, 

8404030381. 


— 8404030384 IE Insp Repts 50-329/84-04 & 50-330/84-04 on 840214-17. No 
deviations or noncompliance noted. Major areas inspected: 
previously identified items, bul letins circulars. 

CHRISTNOT, E. F. , WILLIAMS, C. C. Region 3, Office of Director. 
84/03/16. 5pp. 22863:045. 24X Fiche: 50-329, 84/03/19, 8404030381, 


8404090259 Responds to IE Bulletin 83-06, "Apparently Fraudulent Metis 
Supplied by Ray Miller, Inc, " Results of investigation 
1 isted, inc lud ing identification of four stainless steel 
flanges supplied by Richmond Engineering. 

COOK, J. W. Carolina Power 8c Light Co. 84/03/22. KEPPLER, J. G. 

Region 3, Office of Director. 3pp. 22943: 105. 24X 

Fiche: 50-329, 84/03/22, 8404090259. 


8404110226 Forwards IE Insp Repts 50-329/84-07 t !.‘0-330/84-07 on 
840201-29. No noncomp 1 ianc e noted. 

WARNICKiR.F. Region 3, Office of Director. 84/03/23. COOK, J. M. 
Consumers Power Co. 2pp, 22985:162. 24X Fiche: 50-329, 84/03/23, 
84041 10226. 


— 8404110238 IE Insp Repts 50-329/84-07 & 50-330/84-07 on 840201-29. No 
noncompliance or deviations noted. Major areas inspected; 
remedial soils work ac t ivi ties, turnover e > cepti on, si te 
tours, document control stop work orders 8c meetings. 

GARDNER, R. N. , LANDSMAN, R. B. , COOK, R. J. Region 3, Office of 
Director. 84/03/23. 5pp. 22985:164. 24X Fic he: 50-329, 84/03/23, 

8404110226. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. ISSpp. 22933:122. 24X Fiche; 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22392:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8404030301 Ac k receipt of 840314 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/84-03 8e 
50-330/84-03. 

WARNICK, R. F. Region 3, Office of Director. 84/03/28.. COOK, J. W. 
Consumers Power Co. Ip. 22872:114. 24X Fiche; 50-329, 84/03/28, 

8404030301. 


— 8404030308 Responds to NRC 840215 Itr re violations noted in IE Insp 
Repts 50-329/84-03 %>. 50-330/84-03. Correc t ive actions: all 
Q mechanical snubbers reinspected by 040203. Uncovered 
snubbers covered. Svc list end. 

COOK, J. W. Consumers Power Co. 84/03/14. KEPPLER, J. 0. Region 3, 
Office of Director. 4pp. 22872:115. 24X Fich e: 50-329, 84/03/28, 
8404030301. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404120164 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip Sys, " IE Bulletin 83-08 
inapplicable to facility. 

COOK, J. W. Consumers Power Co. 84/03/30. KEPPLER, J. 0. Region 3, 
Office of Director. 2pp. 24012:351. 24X Fiche: ?0-329, 84/03/30, 

8404120164. 


8404190145 Forwards IE Insp Repts 50-329/84-06 50-330/84-06 on 

840227-0302 h. 0305-09. No none omp 1 iancc noted. 

WARNICK, R.F. Region 3, Office of Director. 84/04/03. COOK, J. W. 
Consumers Power Co. 2pp. 24104:314. 24X Fiche; 50-329, 84/04/03, 

8404170145. 


— 8404190154 IE Insp Repts 50-329/84-06 & 50-330/84-06 on 840227-0302 8< 
0305-09. No noncomp 1 iance or deviations noted. Major areas 
inspected; licensee action on IE bulletins, circulars 8c info 
notices. 

SCHEIBELHUT, C. , ELSBERGAS, V. J. , GARDNER, R. N. Regions, Office of 
Director. 84/04/03. 12pp. 24104:316. 24X Fiche: 50-329, 84/04/03, 

8404190145. 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, S4/04/05, 8403140263. 
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8404130325 Forwards monthly status rept for Mar 1984. 

NORELIUSi C. E. Division of Project & Resident Programs. 84/04/10. 
KEPPLER.J. 0. Region 3. Office of Director. Ip. 24029:077. 24X 
Fiche: 50-329, 84/04/10, 8404130325. 


— 8404130327 Forwards monthly status rept for Mar 1984. Rept contains 
input re HVAC, B8<W, r emed ia 1 soils work author i zation, status 
assessment S< (Quality verification program & NRC insp 
activities. 

BURGESS, B.L. Region 3, Office of Director. 84/04/05. 

WARNICK, R.F. Region 3, Office of Director. 3pp. 24029:078. 24X 

Fiche : 50-329. 84/04/10, 8404130325. 


8403140282 Board Notification 84-064: forward s Warnick 840320 memo 
re OL contentions (Sinclair Contentions 15-17) concerning 
allegations on HVAC sys. Info suppls Board Notifications 
82-94,82-126.82-16 & 83-79. 

EISENHUT, D. 0. Division of Licensing. 84/04/11. PALLADINQ, 
GILINSKY, ROBERTS Commissioners. 4pp. 24038:274. 24X 

Fiche: 50-329, 84/04/ 1 1 , 8403140282. 


— 8404160197 Submits new info re allegations concerning HUAC sys. Insp 
on 830510-840219 identified nine items of noncompliance. 

Insp details found in IE Insp Repts 50-329/83-08 
50-330/83-08. 

WARNICK, R,F. Region 3. Office of Director. 84/03/20, 

EISENHUT, D. 0. Division of Licensing. Ip. 24038:278. 24X 

Fiche: 50-329, 84/04/1 1 , 8403140282. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Req,uirements by Moisture Density Gauge Licensees." Svc list 
end. 

grace, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

e6pp. 24189:001. 24X Fi ch e : 50-000, 84/04/1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Req.uirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

H4pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Req.uirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

B6pp. 24163:205, 24X Fi che; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

09pp, 24163:292. 24X Fi c he: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17. 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 5< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche; 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineef^ing 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. U9pp, 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports & related correspondence 


8404020001 Forwards monthly rept for Feb 1984 per ALAB-106, incl ud ing 
Bechtel nonconformance repts, FSO nonconformance repts, QA 
requests & mgt corrective action repts, 

COOK, J. W. Consumers Power Co. 84/03/26. DEYOUNG, R.C. Director's 
Office, Office of Inspection and Enforcement. 2515pp. 22828:075. 

24X Fiche: 50-329, 84/03/26,8404020001. 


8404130325 Forwards monthly status rept for Mar 1984, 

NORELIUS, C. E. Division of Project 8< Resident Programs. 84/04/10. 
KEPPLER,J. G. Region 3, Office of Director. Ip. 24029:077, 24X 

Fiche: 50-329, 84/04/10, 8404130325. 


— 8404130327 Forwards monthly status rept for Mar 1984, Rept contains 
input re HVAC, B8<W, remed ia 1 soils work author ization, status 
assessment quality verification program 8e NRC insp 
activities. 

BURGESS. B.L. Region 3, Office of Director. 84/04/05. 

WARNICK, R.F. Region 3, Office of Director. 3pp. 24029:078. 24X 

Fiche: 50-329. 84/04/10. 8404130325. 


8404200234 Forwards "Independent Design Const Verification Program 
Monthly Status Rept, Number 11 for Mar 1984. " 

LEVIN, H. A. TERA Corp. 84/04/17. KEPPLER, J. G. Region 3, Office of 
Director. EISENHUT, D. G. Division of Licensing. COOK, J. W. 

Consumers Power Co. 3pp. 24114:026. 24X Fiche: 50-329. 84/04/17, 

8404200234. 


— 8404200239 "Midland Independent Design Const Verification Program 
Monthly Status Rept, Number 11 for Mar 1984. " 

DOUGHERTY, F. A. , TULODIESKI , D. B. , LEVIN, H. A. TERA Corp. 84/04/17. 
55pp. 24114:029. 24X Fiche : 50-329, 84/04/17, 8404200234. 


S. Reportable occurrences, LERs ii related correspondence 


8404040206 Forwards minutes of 831130 meeting w/Noclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design def ic ienc ies, cran kshaf t, bear ings & connecting rods & 
pistons & skirts. 

MATHEWS. C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power it Light Co. 70pp. 22880:226, 24X 

Fiche: 50-000, 83/12/15, 8404040206. 


8404170394 Final deficiency rept re failure of Type CFD differential 
relays on emergency diesel generator control panels. 

Initially reported on 830719. Mid land & Comanche Peak relays 
will be replaced. 

MIETZ,G. 0, RTE-Delta Corp. 83/12/20. Region 4, Office of 
Director. Ip. 24062:117. 24X Fiche; 50-000, 03/12/20, 8404170394. 


— 8404170404 Deficiency rept re failure of Type CFD differential relays 
on emergency diesel generator control panels during seismic 
testing. Info conveyed to TDI. Texas Utils will replace 
relays. CPC has not responded. 

MIETZ,0. 0. RTE-Delta Corp. 83/07/19. Region 4. Office of 
Director. 2pp. 24062:118. 24X Fiche: 50-000, 83/12/20, 0404170394, 


8404090375 Interim deficiency rept re linear converters-»furniahed by 
Pacific Air Products. Initially reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/03/00. STAROSTECKI, R. 
Division of Project i. Resident Programs. 8pp. 22940:241. 24X 

Fiche: 50-000, 84/03/08, 8404090375. 


8404180300 Further response to FOIA request for documents re failure of 
reactor vessel holddown studs on Unit 1 reactor vessel & 
info obtained during investigation. Forwards App C documents. 

Personal info deleted. 

FELTON, J.M. Division of Rules and Records. 84/03/13, PLATO, E D. 
Kohl, Secrest, Wardle, Lynch, Clark «< Hampton. 2pp. 24108:107. 24X 

Fiche: 50-329, 84/03/13, 8404180300. 


— 8008220468 Confirms 800721 telcon re NRC evaluation it position on 
reactor vessel anchor bolts it corrective action. Anticipates 
Div of Licensing position statement by mid-Aug 1980 
THORNBURG, H. D. Division of Reactor Construction Inspection. 
80/07/29. TEDESCO, R,L. Assistant Director for Licensing, 2pp. 
24108: 109. 24X Fiche: 50-329, 84/03/13,8404180300. 


— 6105210483 Responds to 610121 recommendation for proposed design 
concept for support mods to plant reactor pressure vessels. 
Proposal is accep tab le. Related info end. 

COLLINS, W.J. Mec han ica 1 , Str uc tura 1 & Metallurg ical Section. 
81/04/22. DANIELSON, D, H. Region 3, Chicago, Office of the 
Director (81/03/01), Ip. 24108:124. 24X Fiche: 50-329, 84/03/13, 

8404180300. 
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— 8202240137 Summary of 821202-03 meeting u/utilj Bechtel & BSjW in 
Bethesda/MD re status of util actions concerning previously 
identified problem u/facility reactor vessel anchor bolts. 
HERNAN.R.W. Licensing Branch 4. 82/01/19. Licensing Branch 4. 

3pp. 24108:125. 24X Fiche: 50-329, 84/03/ 13. 8404180300. 


8404030077 Interim deficiency rept re high-energy line break analysis 
pipe whip restraint designs. Conclusion that steady-state 
thrust forces were upper limit erroneously used. Bechtel 
MCAR 40 end. Next rept will be transmitted by 840928. 

COOK. J. W. Consumers Power Co. 84/03/20. KEPPLER. J. 0. Regions. 
Office of Director. 11pp. 22853:141. 24X Fiche: 50-329. 84/03/20. 

8404030077. 


8404030137 Forwards Const Implementation Overview Item 067 re Zack 
Procedure MB-FP-5, addressing items w/incomp lete. damag ed or 
NCR tags. 

KARR.J. E. Stone & Webster. Inc. 84/03/20. KEPPLER, J. G. . COOK, R.J. 
NRC - No Detailed Affiliation Given. WELLS. R. A. Consumers Power Co. 
2pp. 22849:350. 24X Fiche: 50-329. 84/03/20. 8404030137. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO. CPC. Mississippi Power it Light tt Southern 
California Edison. 

MATHEWS. C.S. Transamerica Delaval. Inc. 84/03/22. BERLINGER. C. H. 
Division of Licensing. 2pp. 22838:090. 24X Fiche: 50-000. 84/03/22, 

8404020143. 


— 8404020171 Test results for first Transamerica Delaval engine produced 
in each model line, 

* Transamerica Delaval. Inc. 78/04/27. 4pp. 22838:098. 24X 

Fiche: 50-000. 84/03/22. 8404020143. 


8403140249 Board Notification 84-063: forwards Transamerica Delaval 
Owners Group rept “Design Review of Connecting Rod Bearing 
Shells for Transamerica Delaval Enterprise Engines” & 

“Emergency Diesel Generator Rocker Arm Capscrew. ..." 

EISENHUT. D. G. Division of Licensing. 84/03/23. PALLADINO, 
OILINSKY. ROBERTS Commissioners. Spp. 22871:049. 24X 

Fiche: 50-000. 34/03/23, 8403140249. 


8404030471 Interim Deficiency Rept 2 re interference probems in ITT 
Orinnell mechanical snubber assemblies. Bechtel engineering 
initiated nonconformance rept to identify it track 
deficiency. Next rept by S40S10. 

COOK. J. W. Consumers Power Co. 84/03/23. KEPPLER. J. G. Region 3, 
Office of Director. Spp. 22869:281. 24X Fiche: 50-329, 84/03/23, 

8404030471. 


8404020001 Forwards monthly rept for Feb 1984 per ALAB-106. inc luding 
Bechtel nonconformance repts.FSO nonconformance repts.QA 
Teq.uosts it mgt corrective action repts. 

COOK, J. W. Consumers Power Co. 84/03/26. DEYOUNG. R.C. Director's 
Office. Office of Inspection and Enforcement. 2515pp. 22828:075. 

24X Fiche: 50-329. 84/03/26, 8404020001. 


8404090421 Forwards Const Implementation Overview Weekly Rept 40 for 
840312-16. 

KARR. J, E. Stone «c Webster, Inc. 84/03/26. KEPPLER, U.O. Regions, 
Office of Director. 22pp. 22941:088. 24X Fiche: 50-329. 84/03/26, 

8404090421. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
ft furnished to power generating facilities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J. P. Pacific Air Products Co. 84/03/28. Director's 
Office, Office of Inspection and Enforcement. ISpp. 24022: 164. 24X 

Fiche: 50-000, 84/03/28, 8404120307. 


8404090329 Interim deficiency rept re concrete expansion anchors 
installed in metal decking. Initially reported on 840228, 
Recommendations to identify anchor bolts w/potential shear 
capacity reductions initiated Next rept by 840525. 

COOK. J. W. Consumers Power Co. 84/03/29. KEPPLER, U. 0. Regions, 
Office of Director. 6pp. 22942:065. 24X Fiche: 50-329, 84/03/29, 

8404090329. 


8404090346 Interim deficiency rept re excessive wear in linear 
converter shaft guides. Initially reported on 840228. 

Conflicting info will be reconciled in investigation. Next 
rept by 840709. Also reported per Part 21. 

COOK.J. W. Consumers Power Co. 84/03/29, KEPPLER, J. 0. Region 3, 
Office of Director. 14pp. 22942:015. 24X Fiche: 50-329, 84/03/29, 

8404090346. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis, " Bounding cylinder head stud designs 
adeauate for applicable engines «t svc conditions. 

MU8ELER/W. J. TDI i Transamer ica Delaval, Inc.) Owners Group. 
84/03/30. DSMTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 22863:069. 24X Fiche; 50-000, 84/03/30, 04O4O3O3S4, 


8404040318 Interim deficiency rept re safety-related electrical 
equipment not meeting project requirements. Site overinsp 
activities continuing on purchase orders for equipment 
received at site. Next rept by 840629. Related correspondence. 

COOK, J. W. Consumers Power Co. DSB 298. 84/03/30. KEPPLER, J. G. 

Region 3, Office of Director. 4pp. 22392: 136. 24X 

Fiche: 50-329, 84/03/30, 8404040318. 


8404110012 Final deficiency rept re loose locking clips in instrument 
cabinets. Loc king clips replaced on Unit 1 equipment & will 
be replaced on Unit 2 equipment by Dec 1984 using approved 
B$(W procedure. 

COOK. J. W, Consumers Power Co. 84/03/30. KEPPLER, J. G. Region 3, 
Office of Director. 3pp. 22986:211. 24X Fiche: 50-329, 84/03/30, 

8404110012. 


8404110242 Interim deficiency rept re reactor bldg spray piping 
supports. Initial ly reported on 791221. React or bldg spray sys 
stress analysis revised it evaluated w/changes made to 
isometrics it const drawings. Next rept expected by 840629. 

COOK, J. W. Consumers Power Co. 84/03/30. KEPPLER, J. G. Region 3, 
Office of Director. 4pp. 22985:175. 24X Fiche; 50-329, 84/03/30, 

8404110242. 


8404120171 Deficiency rept re cracking of core support structure 
bolting. ASME SA 453 Grade 660 bolts replaced w/fasteners 
fabricated from alternative matls.Next rept will be 
submitted by 840928. 

COOK, J. W. Consumers Power Co. 84/03/30. KEPPLER, J. G. Region 3, 
Office of Director. Spp. 24013:007. 24X Fiche: 50-329. 84/03/30, 

8404120171. 


8403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO, 

OILINSKY, ROBERTS Commissioners. Spp. 24067: 106. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


— 8403030331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Add 1 staff comments also end. 

BERLINGER, C. Division of Licensing. 84/02/28. MUSELER, W. TDI 
(Transamerica Delaval, Inc. ) Owners Group. llpp, 24068:015 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404160173 Interim deficiency rept re inconsistent processing it review 
of field change requests it field change notices against 
project design documents. Initially reported on 831021. Next 
rept expected by 840629. 

COOK, J. W. Consumers Power Co. 84/04/06. KEPPLER, J. 0. Region 3, 
Office of Director. 10pp. 24041:249. 24X Fiche: 50-329, 84/04/06, 

8404160173, 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF & AE piston 
skirts. 

MUSELER, W.J. TDI ( Transamerica Delaval, Inc. ) Owners ©roup, 

84/04/09. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. Spp. 22985:144. 24X Fiche; 50-000, 84/04/09, 84041 10307. 


0404130246 Forwards parametric info from Transamerica Delaval, Inc, oer 
840228 request. 

MUSELER, W.J. TDI C Transamer ica Delaval, Inc. ) Owners ©roup. 

MUSELER, W.J. Long Island Lighting Co. 84/04/10. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 3pp, 24029-202 
24X Fiche: 50-000, 84/04/10, 8404130246. 


8404170079 PNO- 11 1-84-029: on 840410, util announced plans to complete 
Unit 2 it targeted 860701 for fuel load «< Dec 1986 for 
commercial operation, Comp letion of Unit 1 indefinitely 
deferred. Discussions continuing w/State of MI re options. 

STRASMA, R. J. , MARAB ITO, R. J. Region 3, Office of Director. 84/04/11 
Ip. 24053:053. 24X Fiche: 50-329, 84/04/1 1 , 8404170079. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC it Transamerica Delaval, Inc Diesel 
Generator Owners Group. 

MUSELER, W.J. TDI ( Transamer i ca Delaval, Inc. ) Owners ©roup. 
84/04/12. DENTON, H. R. Office, of Nuclear Reactor Regulation, 
Director. 6pp. 24043:161. 24X Fiche: 50-000, 04/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis cylinder head stud evaluation. 

MUSELER, W.J. TDI (Transamerica Delaval, Inc.) Owners ©roup, 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 88pp. 24053:184. 24X Fiche: 50-000, 84/04/13, 8404170203. 


8404190183 Interim deficiency rept re excessive voltage drop in power 
cables supplying auxiliary feedwater sys dc valve actuators. 

Caused by design error. Design Calculation QPE-18(Q) issued 
to provide requirements for cab les. Related correspondence. 

COOK,J. W. Consumers Power Co. DSB 653, 84/04/13. KEPPLER, J. © 

Region 3, Office of Director. 10pp. 24100:327 24X 

Fiche: 50-329, 04/04/13, 8404190183. 
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8404260022 Interim deficiency rept re excessive voltage drop in pouter 
cables supplying auxiliary feedwater sys dc valve 
actuators. Design calculation issued to provide req.u irements 
for sizing pouter cables. Next rept to be submitted by 840817. 

COOK. J. W. Consumers Pouter Co. 84/04/13. KEPPLER. J. 0. Region 3. 
Office of Director. 10pp. 24210:093. 24X Fi c he : SO-329, 84/04/13, 

S404260022. 


8404030348 Summarizes 840305 meeting in Glen Ellyn. IL re approval of 
const completion program Phase I activities to support 
turbine roll milestone. Meeting provided addl info to suppi 
840215 request for release of Phase I activities. 

PECK, B. H. Consumers Pouter Co. 84/03/16. QUAMME. D. L. Consumers 
Pouter Co. 5pp. 22871:196. 24X Fiche: 50-329, 84/03/16. 8404030348. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL. per NRC 
request. 

MUSELER.W. J. TDI ( Transamer ica Delaval. Inc. ) Owners Group. 
84/04/16. DENTON. H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071:225. 24X Fiche: 50-000, 84/04/16. 8404180323. 


8404190112 Responds to FOIA request for documents generated by Kane or 
Singh for evaluation of BNL rept re diesel generator bldg at 
facility. Documents may be obtained at PDR in file folder 
FOIA-83-707. 

FELTON, J.M. Division of Rules and Records. 84/03/19. GARDE. B.P. 
Government Accountability Project. Ip. 24122:221. 24X 

Fiche: 50-329, 84/03/19. 8404190112. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. “ 
MUSELER.W. J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/04/19. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24154:259. 24X Fiche: 50-000. 84/04/19, 8404230057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ, J. F. Operating Reactors Branch 4. 28pp. 24225:166. 24X 

Fiche: 50-000, 84/04/20. 8404300097, 


8404300083 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/04/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 3pp. 
24227: 104. 24X Fiche: 50-000. 84/04/24. 8404300083. 


T. Hearing transcripts on non-antitrust matters 


8403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting & addl info re diesel generators. 

EISENHUT, D. 0. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000. 84/04/04. 
8403140267. 


■8404170605 Transcript of 840322 meeting in Wading River. NY re diesel 
generator re 1 iab i 1 i ty . Pp 1-197. 

* Commissioners. 84/03/22. 19app. 24067: 132. 24X 

Fiche: 50-000. 84/04/04, 8403140267, 


U. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021. "Operator 
Licensing Examiner Stds, " Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02, 8404020019. 


DOCKET 50-330 MIDLAND PLANT. UNIT 2 


A. Application/construction stage documents correspondence 


8404190115 FOIA request for documents generated by Kane or Singh for 
evaluation of BNL rept re diesel generator bldg at 
facility. 

GARDE, B.P. Government Accountability Project. 84/01/09. Office 
of Administration. 2pp. 24122:222. 24X Fiche: 50-329. 84/01/09, 

8404190115. 


8403210162 Ltr to all applicants for OLs & full power authori lations 
summarizing 840126 meeting in Bethesda.MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews development of acceptable experience profile. 

HANNON. J. Division of Licensing. 84/03/01, Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000. 84/03/01, 8403210162. 


8404020266 Ack receipt of 840210 request on behalf of Lone Tree 
Council re facility. Request referred as new request for 
action per 10CFR2. 206. FR notice filed for publication end. 
DEYOUNG, R. C. Director's Office. Office of Inspection and 
Enforcement. 84/03/14, GARDE. B.P. Government Accountability 
Project. 2pp. 22873:359. 24X Fiche: 50-329. 84/03/14, 8404020266. 


— 8404020271 Notice of receipt of request, on behalf of Lone Tree Council, 
for action under 10CFR2. 206 re facility. 

DEYOUNC.R.C. Director's Office, Office of Inspection and 
Enforcement. 84/03/14. Ip. 22073:361. 24X Fiche: 50-329, 

84/03/14, 8404020266. 


8404020130 Forwards revs to util 831209 submittal re NRC facility 
staffing survey. Revs include staffing quest ionnaire, inf o re 
corporate nuclear experience. onsite mgt & operating shift 
experience. 

DEWITT. R.B. Duke Power Co. 84/03/23. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 26pp. 22837:071. 24X 

Fiche: 50-329, 84/03/23, 8404020130. 


8404030141 Requests authorization to perform listed remedial soils work 
activities te reauthorization for listed activities for which 
previous authorization expired. 

MOONEY. J. A. Consumers Power Co. 84/03/23. HARRISON. J. J. Region 3. 
Office of Director. 2pp. 22849:355. 24X Fi che: 50-329, 84/03/23. 

8404030141. 


8404030347 Requests remedial soils work authorization for removal of 
Casings M-4. N-2, N-5 it placement of backfill. 

MOONEY. J. A. Consumers Power Co. 84/03/23. HARRISON. J. J. Region 3. 
Office of Director. Ip. 22871:195. 24X Fiche: 50-329. 84/03/23. 

8404030347. 


8404020257 Forwards addl info re 840208 ltr. Errata sheet, stress 
tabulations for remaining stages of const, stress U 
deflection tabulation for remaining unsymmetrical const 
conditions end. Related correspondence. 

MOONEY, J. A. Consumers Power Co. DSB 245. 84/03/27. HARRISON, J. J. 

Region 3. Office of Director. 50pp. 22846:040. 24X 

Fiche: 50-329. 84/03/27, 8404020257. 


8404090003 Comments on util 840307 independent mgt appraisal plan. Many 
changes necessary to provide depth 8< scrutiny anticipated in 
840112 confirmatory order suggestions for improvement 
listed. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/03/27. KEPPLER, J. G. Region 3, Office of Director. 
3pp. 22939:082. 24X Fi c he : 50-000, 84/03/27, 8404090003. 


8404090298 Requests concurrence w/release of addl portions of plant for 
const completion program Phase 1 status assessment S< quality 
verification activities. Release necessary to facilitate 
continuation of program process to support Phase 2. 

QUAMME, D. L. Consumers Power Co. 84/03/27. HARRISON, J. J. Region 3, 
Office of Director. 30pp. 22955:015. 24X Fiche: 50-329, 84/03/27. 

8404090298. 


8404030441 Authorizes util to proceed w/Delaval diesel generator 
mechanical equipment installation involving ASME Section III 
Code it non-Code work, per 840315 ltr. 

HARRISON, J. J. Region 3. Office of Director. 84/03/28. QUAMME. D. L. 
Consumers Power Co, 2pp. 22868:295. 24X Fiche: 50-329. 84/03/28. 

8404030441. 


8404060227 Authorizes proceeding w/listed remedial soils work 
activities for Apr 1984. 

HARRISON. J. J. Region 3, Office of Director. 84/03/30. QUAMME, D. L. 
Consumers Power Co. 2pp. 22924:075. 24X Fiche: 50-329. 84/03/30, 

8404060227. 


8404180378 Forwards 45th rept for period covering Apr-June 1984, per 
730326 Memorandum St Order ALAB-106 St Amend 1 to CPPR-Sl & 

CPPR-82. Info withheld. 

COOK. J. W. Consumers Power Co. 84/03/30. DEYOUNC.R.C. Director's 
Office. Office of Inspection and Enforcement. 5pp. 24075:059. 24X 

Fiche: 50-329, 84/03/30, 8404180378. 


8404120131 Requests NRC approval for removal of six relief valves 
upstream of MSIVs. Remova 1 required to support non-Q 
hydrostatic test program required prior to sys turnover 
related to turbine roll. 

QUAMME, D. L. Consumers Power Co. 04/04/02. HARRISON, J. J. Region 3, 
Office of Director. Ip. 24013:080. 24X Fiche: 50-329, 84/04/02, 

8404120131. 
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8403140261 Board Notification 84-058; forwards info on allegation re 
conversation overhead during facility heari ng . Review found 
no evidence of overt act necessary to establish conspiracy 
to hide info from ASLB. Distribution list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/03. PALLADINO, 
CILINSKY, ROBERTS Commissioners. Spp. 22969:001. 24X 

Fiche: 50-329, 84/04/03, 8403140261. 


— 8404100449 Forwards six affidavits on facil ity. Info deleted. W/o end. 
GARDE, B.P. Affiliation Not Assigned. 82/06/29. KEPPLER Region 
3, Office of Director. Ip. 22969:009. 24X Fiche: 50-329, 84/04/03, 

8403140261. 


— 8404100474 Responds to 840119 telcon re status of affidavit received 
from BP Oarde, Govt Accountability Project. No evidence of 
misconduct found. Subj matter dosed by 830419 memo to file. 

Info deleted. 

MESSENGER, 0. H. Office of Inspector ic Auditor. 84/01/30. 

HARRISON, J. Region 3, Office of Director. Ip. 22969:012. 24X 

Fiche: 50-329, 84/04/03, 8403140261. 


8404090123 Informs that based on review of work activities described 
in 840402 Itr & discussed in 840330 meeting , concurrence 
given for removal of six Q relief valves upstream of MSIV 
to support non-Q hydrostatic test program. 

HARRISON, J. J. Regions, Office of Director. 84/04/03. QUAMHE, D. L. 
Consumers Power Co. 2pp. 22939:291. 24X Fiche: 50-329, 84/04/03, 

8404090123. 


— 8404090126 Req,uests concurrence for removal of six Q relief valves 
upstream of MSIV to support non-Q hydrostatic test program. 
Hydrostatic activities scheduled to start 840404. 

QUAMNE, D. L. Consumers Power Co. 84/04/02. HARRISON, J. J. Region 
3, Office of Director. 2pp. 22939:293. 24X Fiche: 50-329, 

84/04/03, 8404090123. 


8404090290 Responds to 840327 request for concurrence w/release of addl 
portions of plant for const completion program, Phase 1 
status assessment 8e quality verification ac tivities. Listed 
activities authorized. 

HARRISON, J. J. Regions, Office of Director. 84/04/03. QUAMHE, D. L. 
Consumers Power Co. 2pp. 22942:273. 24X Fiche: 50-329, 84/04/03, 

8404090290, 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 04/04/04, 8404040256. 


8404060113 Forwards summary of 840328 independent design U const 
verification program eighth meeting on confirmed items & 
findings. 

LEVIN. H. A. TERA Corp. 84/04/04. KEPPLER. J. 0. Region 3, Office of 
Director. EISENHUT, D. G. Division of Licensing. COOK, U. W. 

Consumers Power Co. 17pp. 22927:107. 24X Fiche: 50-329, 84/04/04, 

8404060113. 


8404170129 Advises that new completion date for Unit 2 announced at 
840410 shareholders meeting. Commercial operation scheduled 
for Dec 1986 tt fuel load for 860701. Unit 1 still under 
evaluation. Related correspondence. 

GLEESON, C.M. Consumers Power Co. DSB 524. 84/04/12. BECHHOEFER, C. 

Atomic Safety and Licensing Board Panel. 4pp, 24051:195. 24X 

Fiche: 50-329, 84/04/12, 8404170129. 


8404250134 Responds to 840217 ltr forwarding constituent LR Romo 840109 
ltr re suspicion that NRR is "withholding vital, damaging 
info..." on structural adequacy of facilities. NRR still 
reviewing util 840203 submittal re cracks. 

DIRCKS, W. J. Office of the Executive Director for Operations. 

84/04/12. RIEGLE.D.M. Senate. 3pp. 24214:100. 24X 

Fiche: 50-329, 84/04/12, 8404250134. 


—8404250139 "Review of Diesel Generator Bldg at Midland Plant. " 
MILLER, C. A., COST ANTING, C. U. Brookhavtn National Laboratory. 

" “ No Detailed Affiliation Given. 25pp. 
Piche: 50-329, 84/04/12. 8404250134. 


mments re RB Landsman 830719 memo concerning 
rator bldg. 

it Geotechnical Engineering Branch. 83/07/23. 

it Geotechnical Engineering Branch. 9pp. 

i; 50-329. 84/04/12, 8404250134. 


8404250143 Forwards initial response to R Landsman concerns re 
integrity of diesel generator bldg at facility, All analysis, 
designs, crack mapping & evaluations 8e monitoring program 
adequate to establish structural integrity. 

RINALDI, F. Structural & Geotechnical Engineering Branch. 

83/07/28, KUO, P, T. Structural Se Geotechnical Engineering Branch. 
10pp. 24214:191. 24X Fiche: 50-329, 84/04/12, 8404250134. 


— 8404250145 Forwards constituent 840109 ltr expressing concern re NRC 
withholding vital info re facilities 8t accepting crack in 
auxiliary bldg. 

RIEGLE, D. W. Senate. 84/02/17. KAMMERER.C. Office of 
Congressional Affairs. 2pp. 24214:202. 24X Fiche: 50— 329, 

84/04/12, 8404250134. 


3404190274 Authorizes util to perform requested work activities per 
840411 ltr re disassemb ly , repair St reassembly of two MSIV 
St respective 6-inch bypass valves. 

WARNICK.R. F. Region 3, Office of Director. 84/04/13. QUAMHE, D. L. 
Consumers Power Co. Ip. 24094:021. 24X Fiche; 50-330, 84/04/13, 

8404190274. 


— 8404190275 Requests author! zation to disassemb le, repair 8< reassemble 
two MSIV St respective 6-inch valves. Valves failed during 
const hydrostatic testing. Prompt reply appreciated due to 
amount of work associated w/request. 

QUAMME, D. L. Consumers Power Co. 84/04/11. HARRISON, J. J. Region 
3, Office of Director. Ip. 24094:022. 24X Fiche: 50-330, 84/04/13, 

8404190274. 


8404190246 Notifies of NRC 840504 meeting in Mid land, MI w/Cresap, 
McCormick St Paget St TERA to describe mgt appraisal plan, 
including response to end NRC comments. 

KEPPLER, J.G. Region 3, Office of Director. 84/04/16. COOK, J. W. 
Consumers Power Co. 2pp. 24100:046. 24X Fiche: 50-329, 84/04/16, 

8404190246. 


8404200215 Authorizes Critical Work Activities 155052045 St 165052045 
scheduled for Apr 1984. 

HARRISON, J. J. Region 3, Office of Director. 84/04/16. QUAMME. D. L. 
Consumers Power Co. 2pp. 24114:150. 24X Fiche: 50-329, 84/04/16, 

8404200215. 


— 8404200227 Requests reauthorization of Activities 155052045 St 165052045 
re installation St excavation of Piers E15 St W15, 
respectively, which have passed 90-day expiration date. 

MOONEY, J. A. Consumers Power Co. 84/04/04. HARRISON, J. J. Region 
3. Office of Director. Ip. 24114:152. 24X Fi che : 50-329, 84/04/16, 
8404200215. 


8404260403 Ack receipt of 840314 St 15 Itrs re completion of work to 
incorporate redline info into Q drawings for project St 
info indicating followon work re Hold Point 001 completion, 
respectively. 

KARR, U. E. Stone & Webster, Inc. 84/04/17. QUAMME, D. L. Consumers 
Power Co. Ip. 24203:028. 24X Fiche: 50-329, 84/04/17, 8404260403. 


8404200319 Summarizes 840417 meeting w/util in Chicago, IL re details 
of SMA seismic margins evaluation of facility St potential 
applicability to disposition of outstanding items in IDVP. 

List of participants St viewgraphs end. 

LEVIN, H.A. TERA Corp. 84/04/18. KEPPLER. J. G. Region 3. Office of 
Director. EISENHUT, D. G. Division of Licensing. COOK, J. W. 

Consumers Power Co. 92pp. 24115:164. 24X Fiche: 50-329, 84/04/18, 

8404200319. 


8404240400 Confirms 840504 meeting in Midland, MI to discuss proposed 
plan to conduct independent mgt appraisal of facility. 

WARNICK.R. F. Region 3, Office of Director. 84/04/19. COOK, J. W. 
Consumers Power Co. 2pp. 24180:291. 24X Fiche: 50-329. 84/04/19, 
0404240400. 


E. NRC Safety Evaluation Report (SER), suppls S< correspondence 


8404050311 Submits test results demonstrating steam vented from reactor 
vessel head will not stratify in hot leg S< adversely affect 
core cooling by natural c irculation, per TM Novak 831025 
request it SER Open Item 9. 

COOK, U. W. Consumers Power Co. 84/03/23. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 22904:093. 24X 

Fiche: 50-329, 84/03/23, 8404050311. 


F, Security, medical, emergency Sc fire protection plans 


8404110494 Summary of 040126 meeting w/util Sc Bechtel re fire 
protection program. Viewgraphs end. 

MILLER, M. A. Licensing Branch 4. 84/03/27. Licensing Branch 4 

7Spp. 24004:210. 24X Fiche: 50-329, 84/03/27, 84041 10494. 


8404200129 Revised emergency implementing procedures, including Rev & to 
•'Facility Procedures Index" Sc "Controlled Copyholders List" 

Sc Rev 9 to Procedures GOCC-7 Sc EOF-7, "Health Physics 
Support Team Leader. " W/840410 ltr. 

CARLEY, A. Consumers Power Co. 84/04/05, 29pp. 24117:241. 24X 

Fiche: 50-000, 84/04/05, 8404200129. 
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G. Adjudicatory c orr e spend ence 


8404-020226 Memorandum S< order affirming ASLB denial of Govt 
Accountability Project (GAP) motion to quash subpoenas. 

Applicant entitled to learn nature of GAP info bearing on 
QA issues. 

SHOEMAKER. C. J. Atomic Safety and Licensing Board Panel. DSB 247. 
84/03/30. 18pp. 22847:232. 24X Fi c h e: 50-327. 84/03/30. 8404020226. 


8404020254 Response to B Stamiris 840304 neu contention re Transamerica 
Delaval.Inc diesel generators. Bases in support of 
contention c larified. Certificate of Sve encl. 

GILOMEN. B.R. Consumers Power Co. GILOMEN. B. R. Isham. Lincoln & 
Beale. DSB 234. 84/03/30. Atomic Safety and Licensing Board 

Panel. 9pp. 22846:091. 24X Fic he: 50-329. 84/03/30, 8404020254. 


8404040314 Updates 840109 Itr describing anticipated corrective actions 
re core support structure bolting Util has elected to 
replace ASME SA 453 Grade 660 bolts ui/fasteners fabricated 
from listed alternative matls. Related correspondence. 

COOK. U. W. Consumers Power Co. DSB 299. 84/03/30. KEPPLER. J. 0. 

Region 3. Office of Director. 5pp. 22892. 140. 24X 

Fic he: 50-329. 84/03/30. 8404040314. 


8404040321 Board Notification 84-058: forwards allegation re 
conversation overheard during hearing. Matter could be 
relev'ant to QA/QC i ssues. Related correspondence, 

EISENHUT. D. 0. Division of Licensing. DSB 301. 84/04/03. 

PALLADINO. OILINSKY. ROBERTS Commissioners. 9pp. 22892:127, 24X 

Fic he: 50-329. 84/04/03. 8404040321 


8404060422 Response to Intervener Stamiris 840304 submittal re 
contention on Transamerica Delaval.Inc emergency diesel 
generators & addendum to submittal re factors to be 
considered for nontimely f i 1 ing s. W/Cer t if i c ate of Svc. 

PATON.w.D Hearing il-anch P DSB 356. 84/04/04. Atomic Safety 

and Li!.6".b:r.q Boord ^•ar.£.: 9p:. 22935:164. 24X 

Fichp 50-32''. 54. 04/ j4, «.i0406C4SZ-* 


8404100504 Informs of two addl shareholder complaints containing 
allegations re cost schedule. W/svc list. 

BRUNNER. J.E. Consumers Power Co. DSB 416. 84/04/06. 

BECHHOEFER, C. . COWAN. F. P. . HARBOUR, J. Atomic Safety and Licensing 
Board Panel. 3pp. 22977:006. 24X Fiche: 50-329. 84/04/06. 8404100504. 


8404110561 Discusses ASLAB 840330 Decision ALAB-764, affirming ASLB 
denial of Govt Accountability Project motion to quash 
four deposition subpoenas. Related correspondence, 

CUNNINGHAM, 0. H. Office of the Executive Legal Director. DSB 454. 
84/04/06. DENTON, H. R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 22999:274. 24X Fiche: 50-329, 84/04/06, 8404110561. 


— 8404110568 Memorandum 2< Order ALAB-764 affirming ASLB denial of 
Govt Accountability Project motion to quash subpoenas. 

SHOEMAKER. C, J. Atomic Safety and Licensing Appeal Panel. 

84/03/30. 18pp. 22999:276 24X Fiche: 50-329, 84/04/06. 8404110561. 


8404120091 Order revising schedules for proposed findings & conclusions 
on QA/mgt attitude issues. Served on 840411. 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. DSB 469. 
84/04/n. 2pp. 24023:073. 24X Fiche: 50-329, 04/04/1 1, 8404120091. 


8404180340 Forwards initial comments & questions on two TDI Owners 
Group repts re rod bearing shells Zt rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations ?< quality of matls. Related correspondence. 

BERLINGER.C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P. Mississippi Power Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/11. 8404180340. 


8404160004 Errata to ALAB-764, correcting spelling of loathe to loath on 
Line 1, Page 9. Served 840416. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 517. 
84/04/13. Ip. 24043:084. 24X Fiche: 50-329, 84/04/13, 8404160004. 


8404190250 Petition for review of ASLAB 840330 decision it order 
ALAD-764 re subpoenas directed to Govt Accountability 
Pro ject. ASLAB erroneous re important questions of law it 
policy. Certificate of Svc encl. 

KARR.U. W. Government Accountability Project. DSB 649. 84/04/17. 

NRC - No Detailed Affiliation Given. 9pp, 24100:275. 24X 

Fiche: 50-329, 04/04/17. 8404190250. 


8404230054 Repeats request for ASLB to withhold decision on Intervenor 
830808 motion to litigate issues raised by Dow suit it to 
open discovery on Dow issues. Review of documents should be 
complete in 2 wks. 

STEPTOE.P, P. Isham, Lincoln Beale. STEPTOE, P.P. Consumers Power 
Co. DSB 710. 84/04/17. BECHHOEFER. C, , COWAN. F. P. , HARBOUR, J. 

Atomic Safety and Licensing Board Panel. 2pp. 24154:232. 24X 

Fiche: 50-329, 84/04/17, 8404230054. 


8404240497 Motion to request Caseload Forecast Panel to evaluate CPC 
new const completion date. 

SINCLAIR, M. Sinclair, M. DSB 792. 84/04/19. 9pp. 24191:128. 24X 

Fiche: 50-329.84/04/19, 8404240497. 


S4042604S8 Order extending time until 840430 for Commission to act to 
review Director's Decisions DD-83-16 Ik DD-84-2. Served on 
840426. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 845. 
84/04/25. Commissioners. Ip. 24214:204. 24X 

Fiche: 50-329, 84/04/25. 8404260488. 


H. General correspondence 


8404050479 Responds to 340130 request for increase in number of NRC 
inspectors. Three resident inspectors at site & three 
regional inspectors assigned full time. 

DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. 84/03/12. ROMO, L. Lone Tree Council. 4pp. 
22927:316. 24X Fiche : 50-329. 84/03/12, 8404050479. 


— 8404050484 Discusses encl newspaper article re QA problems at facility. 
Increase in number of inspectors at plant requested. 

ROMO, L. R. Lone Tree Council. 84/01/30. PALLADINO. N. 

Commissioners. 2pp. 22927:326. 24X Fic he: 50-329, 84/03/12. 

8404050479. 


Q. Inspection reports. IE Bulletins ?k correspondence 


8404180032 Final response to FOIA request for records between RC Young 
it util attys re violation of board order, including meetings 
held at O'Hare Airport in Fall 1983. Forward s documents 
listed on app. Documents also in PDR 

FELTON. J.M. Division of Rules and Records. 84/03/07, GARDE. B. P. 
Government Accountability Project. 2pp. 24107:053. 24X 

Fiche: 50-329. 84/03/07. 8404180032. 


— 8404180037 Forwards proposed civil penalty action based on licensee 
failure to obtain NRC authorization prior to initiating 
fireline relocation activities in Q soils. 

SCHULTZ, W.H. Region 3, Office of Director. 83/10/19. 

AXELRAD. J. A. Enforcement Staff. 10pp. 24107:055. 24X 

Fiche: 50-329, 84/03/07. 8404180032. 


— 8404180048 Notification of significant licensee meeting on 831116 w/ 
util in Schiller Park.IL to conduct enforcement conference 
to re-review Ofc of Investigation rept on alleged violation 
of ASLB order on remedial soils. 

Region 3. Office of Director. 83/11/14. Region 3, Office of 
Director. Ip. 24107:069. 24X Fiche: 50-329. 84/03/07, 8404180032. 


8404180300 Further response to FOIA request for documents re failure of 
reactor vessel holddown studs on Unit 1 reactor vessel & 
info obtained during investigation. Forwards App C documents. 

Personal info deleted. 

FELTON. J. M. Division of Rules and Records. 84/03/13. PLATO, E. D. 
Kohl, Secrest. Wardle. Lynch. Clark Hampton. 2pp. 24108: 107. 24X 

Fiche: 50-329. 84/03/13. 8404180300. 


— 8404180315 Requests deposition re reactor vessel holddown studs 
utilized in Unit 1, per IE Investigation Repts 50-329/80-13 it 
50-330/80-14. 

LEWIS, S-H. Regions, Office of Director. 83/12/12. ERB. C. M. 
Affiliation Not Assigned. Ip, 24108:128. 24X 

Fiche: 50-329, 84/03/13. 8404180300. 


8404030381 Forwards IE Insp Repts 50-329/84-04 it 50-330/84-04 on 
840214-17. No noncomp 1 ianc e noted. 

LITTLE. W.S, Region 3. Office of Director. 84/03/19. COOK. J. W. 
Consumers Power Co. 2pp. 22863:043. 24X Fiche: 50-329. 84/03/19. 

8404030381. 


—8404030384 IE Insp Repts 50-329/84-04 it 50-330/84-04 on 840214-17. No 
deviations or noncompliance noted. Major areas inspected: 
previously identified i terns. bul letins & circulars. 

CHRISTNOT.E. F. , WILLIAMS. C. C. Regions. Office of Director. 
84/03/16. 5pp. 22863:045. 24X Fiche: 50-329. 84/03/19. 8404030381. 


0404090259 Responds to IE Bulletin 83-06, "Apparently Fraudulent Matls 
Supplied by Ray Mil ler. Inc. '' Results of investigation 
listed, including identification of four stainless steel 
flanges supplied by Richmond Engineering. 

COOK. J. W. Carolina Power it Light Co. 04/03/22. KEPPLER. J. G. 

Region 3. Office of Director. 3pp. 22943:105. 24X 

Fiche; 50-329. 84/03/22. 8404 )90259. 


8404110226 Forwards IE Insp Repts 50-329/84-07 & 50-330/84-07 on 
840201-29. No noncompliance noted, 

WARNICK.R. F. Region 3, Office of Director. 84/03/23. COOK. J. W. 
Consumers Power Co. 2pp. 22985:162. 24X Fiche: 50-329, 84/03/23, 
8404110226. 



202 


DOCKETED ITEMS 


— S404110238 IE Insp Repts 50-329/84-07 50-330/84-07 an 840201-29. No 

noncomp 1 iance or deviations noted. Major areas inspected: 
remedial soils work activi ties* turnover e xcep tion. site 
tourSi document control stop work orders St meetings. 

GARDNER. R. N. . LANDSMAN. R. B. . COOK. R. J. Region 3, Office of 
Director. 84/03/23. 5pp. 22985:164. 24X Fiche: 50-329. 84/03/23, 

8404110226. 


8402090047 IE Info Notice 84-05. Rev 1, “Exercise Frequency." Svc list 
enc 1. 

%J0RDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. l3Bpp. 22933:122. 24X Fiche: 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fich e: 50-000. 84/03/28, 8403140241. 


S404030301 Ack receipt of 840314 Itr informing MRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/84-03 it 
50-330/84-03. 

WARNICK. R. F. Regions. Office of Director. 84/03/28. COOK, J. W. 
Consumers Power Co. Ip. 22872:114. 24X Fiche: 50-329. 84/03/28, 

8404030301. 


— 8404030308 Responds to NRC 840215 Itr re violations noted in IE Insp 
Repts 50-329/84-03 & 50-330/84-03. Correct ive actions; all 
Q mechanical snubbers reinspected by 840203. Uncovered 
snubbers covered. Svc list end. 

COOK, J. W. Consumers Power Co. 84/03/14. KEPPLER. J. G. Region 3, 
Office of Director. 4pp. 22872:115. 24X Fich e; 50-329. 84/03/28. 

8404030301. 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000. 84/03/29. 8403140247. 


8404120164 Responds to IE Bulletin 83-08. "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Saf ety-Related 
Applications Other Than Reactor Trip Sys. " IE Bulletin 83-08 
inapplicable to facility. 

COQK/J. W. Consumers Power Co. 84/03/30. KEPPLER. J. 0. Region 3, 
Office of Director. 2pp. 24012:351. 24X Fiche: 50-329, 84/03/30, 
8404120164. 


8404190145 Forwards IE Insp Repts 50-329/84-06 & 50-330/84-06 on 
840227-0302 & 0305-09. No noncompliance noted. 

WARNICK. R.F. Region 3, Office of Director. 84/04/03. COOK, J. W. 
Consumers Power Co. 2pp. 24104:314. 24X Fiche: 50-329. 84/04/03. 
8404190145. 


—8404190154 IE Insp Repts 50-329/84-06 8c 50-330/84-06 on 840227-0302 8c 
0305-09. No noncompliance or deviations noted, Major areas 
inspected: licensee action on IE bulletins, circulars it info 
notices. 

SGHEIBELHUT. C. . ELSBERGAS. V. J. . GARDNER, R.N. Regions. Office of 
Director. 84/04/03. 12pp. 24104:316. 24X Fiche: 50-329. 84/04/03, 

8404190145- 


8403140259 IE Info Notice 84-24, "Physical (Sualif ication of Individuals 
to Use Respiratory Protective Devices. '* Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qua! if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000. 84/04/05. 8403140263. 


8404130325 Forwards monthly status rept for Mar 1984. 

NORELIUS. C. E. Division of Project 8c Resident Programs. 84/04/10. 
KEPPLER.J. ®. Region 3, Office of Director. Ip. 24029:077. 24X 

Fiche: 50-329. 84/04/10. 8404130325. 


— 6404130327 Forwards monthly status rept for Mar 1984. Rept contains 
input re HVAC, B&W. remedial soils work authorization. status 
assessment 8c quality verification program te NRC insp 
activities. 

BURGEES. B.L. Region 3. Office of Director. 84/04/05. 

WARNICK, R.F. Regions. Office of Director. 3pp. 24029:078. 24X 
Fiche: 50-329, 84/04/10. 8404130325. 


8403140282 Board Notification 84-064: forwards Warnicfc 840320 memo 
re OL contentions (Sinclair Contentions 15-17) concerning 
allegations on HVAC sys. Info suppls Board Notifications 
82-94,82-126.82-16 Sc 83-79. 

EISENHUT, D. 0. Division of Licensing. 84/04/11. PALLADINO. 
GILINSKY, ROBERTS Commissioners, 4pp. 24038:274. 24X 

Fiche: 50-329. 84/04/11. 8403140282. 


•8404160197 Submits new info re allegations concerning HVAC sys. Insp 
on 830510-840219 identified nine items of noncompliance. 

Insp details found in IE Insp Repts 50-329/83-08 it 
50-330/83-08. 

WARNICK. R.F. Region 3, Office of Director. 84/03/20. 

EISENHUT. D. 0. Division of Licensing. Ip. 24038:278. 24X 

Fiche: 50-329. 84/04/11, 8403140282. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA. Safeguards it Inspection Programs (Past 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000. 84/04/16. 8403140271. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE. J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

e9pp. 24163:292. 24X Fiche: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140200. 


8403140284 IE Info Notice 84-30, "Discrepanci es in Recordkeeping & Matl 
Defects in Bahnson HVAC Units." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche : 50-000, 84/04/18, 8403140 2 84. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Se Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140206. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000. 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. I19pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160 1 30. 


R. Periodic operating reports it related correspondence 


8404020(X>1 Forwards monthly rept for Feb 1984 per ALAB-106, inc luding 
Bechtel nonconformance repts. FSO nonconformance repts, QA 
requests in mgt corrective action repts. 

COOK.J. W. Consumers Power Co. 84/03/26. DEYOUNG, R. C. Director's 
Office, Office of Inspection and Enforcement. 2515pp. 22828:075, 

24X Fiche: 50-329 , 84 /03/26, 840402000 1 . 


8404130325 Forwards monthly status rept for Mar 1984, 

NORELIUS, C. E. Division of Project it Resident Programs. 84/04/10. 
KEPPLER. J.G. Regions, Office of Director. Ip. 24029:077. 24X 

Fiche: 50-329, 84/04/10, 8404130325. 
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— 8404130327 Forwards monthly status rept for Mar 1984. Rept contains 
input r® HVACi BS«W» remed iai soils work author izationi status 
assessment S( quality verification program & NRC insp 
activities. 

BURGESS. B. L. Region 3. Office of Director. 84/04/05. 

WARWICK. R.F. Region 3, Office of Director. 3pp. 24029:078. 24X 

Fiche: 50-329, 84/04/10, 8404130325. 


8404200234 Forwards "Independent Design Const Verification Program 
Monthly Status Rept, Number 11 for Mar 1984, " 

LEVIN. H. A. TERA Corp. 84/04/17. KEPPLER, J. G. Regions, Office of 
Director. EISENHUT, D. G. Division of Licensing. COOK, U. W. 

Consumers Power Co. 3pp. 24114:026, 24X Fi che : 50-329, 84/04/17. 

8404200234. 


— 8404200239 "Midland Independent Design Const Verification Program 
Monthly Status Rept, Number 11 for Mar 1984. " 

DOUGHERTY, F. A. , TULODIESKI, D. B. . LEVIN, H A. TERA Corp. 84/04/17. 
55pp. 24114:029. 24X Fiche : 50-329, 84/04/17, 8404200234. 


S. Reportable occurrences. LERs & related correspondence 


8404040206 Forwards minutes of 831130 meeting w/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design deficiencies, crankshaft, bearings & connecting rods & 
pistons & skirts. 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE. C. W. 
Mississippi Power & Light Co. 70pp. 22880:226. 24X 

Fiche: 50-000, 83/12/15, 8404040206. 


8404170394 Final deficiency rept re failure of Type CFD differential 
relays on emergency diesel generator control panels. 

Initially reported on 830719. Mi d land & Comanche Peak relays 
will be replaced. 

MIETZ, G. 0, RTE-Delta Corp. 83/12/20. Region 4, Office of 
Director. Ip. 24062:117. 24X Fiche: 50-000, 83/12/20, 8404170394. 


— 8404170404 Deficiency rept re failure of Type CFD differential relays 
on emergency diesel generator control panels di'ring seismic 
testing. Info conveyed to TDI. Texas Utils will replace 
relays. CPC has not responded. 

MIETZ. G.O. RTE-Delta Corp. 83/07/19. Region 4, Office of 
Director. 2pp. 24062:118. 24X Fiche; 50-000, 83/12/20, 8404170394. 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Initial ly reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI , R. 
Division of Project Resident Programs. 8pp. 22940:241. 24X 

Fiche: 50-000, 84/03/08, 8404090375. 


8404180300 Further response to FOIA request for documents re failure of 
reactor vessel holddown studs on Unit 1 reactor vessel St 
info obtained during investigation. Forwards App C documents. 

Personal info deleted. 

FELTON, U.M. Division of Rules and Records. 84/03/13. PLATO, E. D. 
Kohl, Secrest, Wardl®, Lynch, Clark 8t Hampton. 2pp. 24108:107. 24X 

Fiche: 50-329,84/03/13, 8404180300. 


— 8008220460 Confirms 800721 telcon re NRC evaluation position on 
reactor vessel anchor bolts & corrective action. Anticipates 
Div of Licensing position statement by mid-Aug 1980. 

THORNBURG, H. D. Division of Reactor Construction Inspection. 
80/07/29. TEDESCO, R. L. Assistant Director for Licensing. 2pp. 
24108:109. 24X Fi c he : 50-329, 84/03/13, 8404180300. 


— 8102230666 Discusses failure of three reactor pressure vessel holddown 
studs & subsequent investigation of improper heat treatment 
on Unit 1 studs. Fix involving 12 lateral supports devised 
for Unit 1 should be extended to Unit 2 

ERB,C.M. Region 3, Chicago, Office of the Director. 81/01/21. 
DANIELSON, D. H. Region 3, Chicago, Reactor Construction & 

Engineering Support Branch. 11pp. 24108:111. 24X 

Fiche; 50-330, 84/03/13, 8404180300. 


— 8105210483 Responds to 810121 recommendati on for proposed design 
concept for support mods to plant reactor pressure vessels. 
Proposal is accep tab J e. Related info end, 

COLLINS, W, U. Mechanical, Structural 8t Metallurgical Section. 
ai/04/22. DANIELSON, D. H. Region 3, Chicago, Office of the 
Director (31/03/01). Ip. 24108:124. 24 X Fiche: 50-329, 84/03/13, 

8404180300. 


— 8202240137 Summary of 821202-03 meeting w/u ti 1, Bechtel BSiW in 

Bethesda,MD re status of util actions concerning previously 
identified problem w/facility reactor vessel anchor bolts. 

HERMAN, R.W. Licensing Branch 4. 82/01/19, Licensing Branch 4. 

3pp, 24108:125. 24X Fi ch e: 50-329, 84/03/ 13, 8404180300. 


8404030077 Interim deficiency rept re high-energy line bretfc analysis 
pipe whip restraint des i gns, Cone lusion that steady-state , 
thrust forces were upper limit erroneously used. Bechtel 
MCAR 40 end. Next rept will be transmitted by 840928. 

COOK, J. W. Consumers Power Co. 84/03/20. KEPPLER, U. G. iVjgion 3, 
Office of Director. Upp. 22853:141. 24X Fiche: 50-329, 8/03/20, 

8404030077. 


8404030137 Forwards Const Implementation Overview Item 067 repack 
Procedure MB-FP-5, addressing items w/incomp lete, damaged or 
NCR tags. , 

KARR,J. E. Stone & Webster, Inc. 84/03/20. KEPPLER, U. G. , COiK. R. J. 
NRC - No Detailed Affiliation Given. WELLS, R. A. Consumers Pwer Co. 
2pp. 22849:350. 24X Fi c he : 50-329, 84/03/20, 8404030137. 


S404020143 Forwards test results on first engine produced in eachjnodel 
line for LILCO, CPC, Mi ss i ss ip p i Power & Light & Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, Cm. 
Division of Licensing. 2pp. 22838:090. 24X Fiche: 50-000, 84/03^2, 

8404020143. 


— 8404020171 Test results for first Transamerica Delaval engine proceed 
in each model line. 

* Transamerica Delaval, Inc. 78/04/27. 4pp. 22038:098. 24X 

Fiche: 50-000, 84/03/22, 8404020143. 


8403140249 Board Notification 94-063: forwards Transamerica Delaval 
Owners Group rept "Design Review of Connecting Rod Bearing 
Shells for Transamerica Delaval Enterprise Engines" & 

"Emergency Diesel Generator Rocker Arm Capscrew. ..." 

EISENHUT, D. 0. Division of Licensing. 04/03/23. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 5pp. 22871:049. 24X 

Fiche: 50-000, 84/03/23, 8403140249. 


8404030471 Interim Deficiency Rept 2 re interference probems in ITT 
Grinnell mechanical snubber assemblies. Bechtel engineering 
initiated nonconformance rept to identify & track 
def ic iency. Next rept by 840810. 

COOK, U. W. Consumers Power Co. 84/03/23. KEPPLER, J. G. Region 3, 
Office of Director. 5pp. 22869:281. 24X Fi che: 50-329, 84/03/23, 
8404030471. 


8404020001 Forwards monthly rept for Feb 1984 per ALAB-106, inclod ing 
Bechtel nonconformance repts,FSO nonconformance repts,GA 
requests & mgt corrective action repts, 

COOK, J. W. Consumers Power Co. 84/03/26. DEYOUNG, R.C. Director's 
Office, Office of Inspection and Enforcement. 236pp. 22828:075 

24X Fiche: 50-329, 84/03/26, 8404020001. 


B404090421 Forwards Const Implementation Overview Weekly Rept 40 for 
840312-16. 

KARR,J E. Stone 8< Webster, Inc. 84/03/26. KEPPLER, U.O, Regions, 
Office of Director. 22pp. 22941:088. 24X Fiche : 50-329, 84/03/26, 

8404090421. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
4k furnished to power generating faci 1 ities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure, ! 

DODSON, U. P. Pacific Air Products Co. 84/03/28. Direetprfs 
Office, Office of Inspection and Enforcement. 15pp. 24022:164. 24X 

Fiche: 50-000, 84/03/28, 8404120307. 


8404090329 Interim deficiency rept re concrete expansion anchors 
installed in metal decking. Initially reported on 840228. 
Recommendations to Identify anchor bolts w/potential shear ^ 
capacity reductions initiated. Next rept by 840525. s 

COOK, J. W. Consumers Power Co. 84/03/29. KEPPLER, J. G. Regioti 3, 
Office of Director. 6pp. 22942:065. 24X Fiche: 50-329, 84/03/29, 

8404090329. 


8404090346 Interim deficiency rept re excessive wear in linear 

converter shaft guides. Initially reported on 840228. ^ 

Conflicting info will be reconciled in investigation. Next 
rept by B407G9. Also reported per Part 21, 

COOK, J. W. Consumers Power Co, 84/03/29. KEPPLER, U. 0. Region 3 
Office of Director. 14pp. 22942:015. 24X Fiche : 50-329. 84/03/29, 

8404090346. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis. " Bounding cylinder head stud designs 
adequate for applicable engines it sve conditions. 

MUSELER.W. J, TDI (Transamerica Delaval, Inc.) Owners Group. 
84/03/30. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 22863:069. 24X Fiche: 50-000, 84/03/30, 8404030354. 


8404040318 Interim deficiency rept re safety-related electrical 
equipment not meeting project requirements, Site overinsp 
activities continuing on purchase orders for equipment 
received at site. Next rept by 840629, Related correspondence. 

COOK, J, W. Consumers Power Co. DSB 298. 84/03/30. KEPPLER, J. 0. 

Region 3, Office of Director. 4pp. 22892: 136. 24X 

Fiche: 50-329, 84/03/30, 8404040318. 
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8404110012 Fnal deficiency rept re loose locking clips in instrument 
cab inets. Uc k ing clips replaced on Unit 1 equipment & mill 
be replac<i on Unit 2 equipment by Dec 1984 using approved 
B&W proceUTe. 

COOK. U. W. Consumers Power Co. 84/03/30. KEPPLER. J. 0. Region 3. 
Office o Director. 3pp. 22986:211. 24X Fic he: 50-329, 84/03/30. 
84041 10C2. 


840411022 Interim deficiency rept re reactor bldg spray piping 
suppors- Initially reported on 791221. Reactor bldg spray sys 
stres’ 'Sinalys is revised %>. evaluated w/changes made to 
isomenics 8t const drawings. Next rept expected by 840629. 

COOK.^- W- Consumers Power Co. 84/03/30. KEPPLER, J. 0. Region 3, 
Offi» of Director. 4pp. 22985:175. 24X Fiche: 50-329, 84/03/30, 

840410242. 


8404j! 0171 Deficiency rept re cracking of core support structure 
boting.ASME SA 453 Orade 660 bolts replaced w/fasteners 
f^ricated from alternative metis. Next rept will be 
s^mitted by 840928. 

COK, U. W. Consumers Power Co. 84/03/30. KEPPLER.J, 0. Region 3, 
CficB of Director. 5pp. 24013:007. 24X Fiche; 50-329, 84/03/30, 

404120171. 


803140267 Board Notification 84-072: forwards transcript of TDI Owners 
©roup 840322 meeting 8< addl info re diesel generators. 

EISENHUT, D. 0. Division of Licensing. 84/04/04. PALLADINO, 

GILINSKY, ROBERTS Commissioners, 5pp, 24067:106. 24X 

Fiche: 50-000. 84/04/04. 8403140267. 


—8403080331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Add 1 staff comments also end. 

BERLINQER, C. Division of Licensing. 84/02/28. MUSELER, W. TDI 
(Transamerica Delaval, Inc. > Owners ©roup. llpp- 24068:015. 24X 

Fiche; 50-000, 84/04/04, 8403140267. 


3404160173 Interim deficiency rept re inconsistent processing ?< review 
of field change requests & field change notices against 
project design documents. Ini tial ly reported on 831021. Next 
rept expected by 840629. 

COOK, J. W. Consumers Power Co. 84/04/06. KEPPLER, J. G. Region 3, 
Office of Director. lOpp, 24041:249. 24X Fiche: 50-329, 84/04/06, 

8404160173. 


3404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF & AE piston 
sfc irts. 

MUSELER, W. J. TDI (Transamerica Delaval, Inc. ) Owners ©roup, 

84/04/09. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985:144. 24X Fiche: 50-000, 84/04/09, 8404110307. 


3404130246 Forwards parametric info from Transamerica Delaval, Inc, per 
840228 request. 

MUSELER, W, J. TDI (Transamer ica Delaval, Inc, ) Owners ©roup. 
84/04/10. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 24029:202. 24X Fiche: 50-000. 84/04/10, 8404130246. 


3404170079 PNO-1 11-84-029; on 840410, util announced plans to complete 
Unit 2 St targeted 860701 for fuel load & Dec 1986 for 
commercial operation. Comp letion of Unit 1 indefinitely 
deferred. Discussions continuing w/State of MI re options. 

STRASMA, R. U. , MARABITQ, R, J, Region 3, Office of Director. 84/04/11 
Ip. 24053:053. 24X Fiche: 50-329, 84/04/11 , 8404170079. 


3404I600X Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC Transamerica Delaval, Inc Diesel 
Generator Owners ©roup. 

MUSELER, W. J. TDI (Transamerica Delaval, Inc.) Owners ©roup. 
84/0^/12. DENTON, H- R. Office of Nuclear Reactor Regulation, 
Dire:tor, 6pp. 24043:161. 24X Fiche: 50-000, 84/04/12, 8404160030. 


34041^0203 Forwaros calculations for rocker arm capscrew stress 
analysis it cylinder head stud evaluation. 

MUSELER, W. J. TDI (Transamerica Delaval, Inc. > Owners Group. 
84'04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 88pp, 24053:184. 24X Fiche: 50-000, 84/04/13, 8404170203. 


34(4190183 Interim deficiency rept re excessive voltage drop in power 
.ables supplying auxiliary feedwater sys dc valve actuators. 

Caused by design error. Design Calculation QPE-18(Q3 issued 
to provide requirements for cables. Related correspondence. 

COOK, U. W. Consumers Power Co. DSB 653. 84/04/13. KEPPLER, J. 0. 

Region 3, Office of Director. lOpp. 24100:327, 24X 

Fiche:,50-329. 84/04/13, 8404190183. 


♦04260022 Interim deficiency rept re excessive voltage drop in power 
cables supplying auxiliary feedwater sys dc valve 
ac tuators. Des ign calculation issued to provide requirements 
for sizing power cables. Next rept to be submitted by 840817. 

COOK,J. W. Consumers Power Co. 84/04/13. KEPPLER,J. ©. Region 3, 
Office of Director. 10pp. 24210:093. 24X Fi ch e: 50-329, 84/04/13, 

8404260022. 


S404IS0323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review." Rept forwarded to BNWL, per NRC 
request. 

MUSELER, W. J. TDI (Transamer ica Delaval, Inc. ) Owners ©roup. 
84/04/16. DENTON, H. R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 24071:225. 24X Fi che: 50-000, 84/04/16, 8404180323. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W. J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/04/19. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24154:259. 24X Fiche: 50-000. 84/04/19, 8404230057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
ST0L2, J. F. Operating Reactors Branch 4. 28pp. 24225:166. 24X 

Fiche: 50-000. 84/04/20, 8404300097. 


8404300033 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. 8'1/04/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
24227: 104. 24X Fiche: 50-000, 84/04/24, 8404300083. 


T. Hearing transcripts on non-antitrust matters 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator reliab i 1 ity . Pp 1-197. 

♦ Commissioners. 84/03/22. 198pp. 24067:132. 24X 

Fiche; 50-000, 84/04/04, 3403140267. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche; 50-000, 84/04/02, 8404020019. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency it fire protection plans 


8404050497 Forwards Amend 95 to License DPR-49 8< safety evaluation. 
Amend incorporates mod as part of Mark 1 containment mod 
program, removing ref to chairman of safety committee 8< 
revising frequency of emergency plan audit. 

THADANI.M. C. Operating Reactors Branch 3. 84/03/13. LIU, L. Iowa 

Electric Light Sc Power Co. 3pp. 22919:341. 24X 

Fiche: 50-331, 84/03/13, 8404050497. 


— 8404050502 Amend 95 to License DPR-49, incorporating mod as part of 
Mark 1 containment mod program, removing ref to chairman of 
safety committee Sc revising frequency of emergency plan 
audits. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/13. 8pp. 

22919:344. 24X Fiche: 50-331, 84/03/13, 8404050497. 


P. Operating license stage documents Sc correspondence 


8404060071 Forwards Amend 94 to License DPR— 49 Sc safety evaluation. 
Amend revises Tech Specs re verification of sensor response 
time for reactor protection sys. 

THADANI,M. C. Operating Reactors Branch 2. 84/03/08. LIU, L. Iowa 

Electric Light Sc Power Co. 2pp. 22935:328. 24X 

Fiche: 50-331, 84/03/08. 8404060071. 


— 8404060072 Amend 94 to License DPR— 49, revis ing Tech Specs re 
verification of sensor response time for reactor protection 
sys. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/08. 8pp. 

22935; 330, 24X Fiche: 50-331, 84/03/08, 0404060071, 


— 8404060074 Safety evaluation supporting Amend 94 to License DPR-49. 

* Office of Nuclear Reactor Regulation, Director. 84/03/00, 2pp. 
22935:338. 24X Fiche: 50-331, 84/03/08, 8404060071. 
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>4-04050497 Forwards Amend 95 to License DPR-49 & safety evaluation. 
Amend incorporates mod as part of Mark 1 containment mod 
pr ogrannf removing ref to chairman of safety committee & 
revising frequency of emergency plan audit, 

THAOANI j M. C. Operating Reactors Branch 3. 84/03/13. LIU* L. Iowa 

Electric Light Power Co. 3pp. 22919:341. 24X 

Fi c h e : 50-33 1 , 84/03/ 13* 8404050497. 


— 8404050502 Amend 95 to License DPR-49/ incorporating mod as part of 
Mark 1 containment mod program* removing ref to chairman of 
safety committee & revising frequency of emergency plan 
audits. 

VASSALLO* D. B. Operating Reactors Branch 2. 84/03/13. 8pp. 

22919:344. 24X Fiche: 50-331* 84/03/13, 8404050497. 


— 8404050506 Safety evaluation supporting Amend 95 to License DPR-49. 

Office of Nuclear Reactor Regulation* Director. 84/03/13. 3pp. 
22919:354. 24X Fiche: 50-331* 84/03/13* 8404050497. 


404020142 Notification of 840411 meeting w/util in Bethesda*MD to 
provide guidance on adequacy of GE analysis for application 
to upgrade power. 

THADANI,M. C. Operating Reactors Branch 2. 84/03/16. VASSALLO* D. B. 

Operating Reactors Branch 2. Ip. 22874:358. 24X 

Fiche: 50-331* 84/03/16, 8404020142. 


404110251 Forwards Amend 96 to License DPR-49 & safety evaluation. 
Amend incorporates requirements of NUREO-0737* Item II.K. 3, 3 
re annual reporting of saf ety/rel ief valve challenges & 
prompt notification of failures. 

THADANI,M. C. Operating Reactors Branch 2. 84/03/20. LIU* L. Iowa 

Electric Light & Power Co. 2pp. 22995:349. 24X 

Fiche: 50-331, 84/03/20* 8404110251. 


—8404110255 Amend 96 to License DPR-49* revis ing Tech Specs to 
incorporate requirements of NUREG-0737/ Item II.K. 3. 3 re 
annual reporting of safety/relief valve challenges & prompt 
notification of saf ety/rel ief valve malfunctions & failures. 
VASSALLO* D. B. Operating Reactors Branch 2. 84/03/20. 7pp. 

22995:351, 24X Fiche: 50-331* 84/03/20, 84041 10251. 


•8404110259 Safety evaluation supporting Amend 96 to License DPR-49. 

■e- Office of Nuclear Reactor Regulation* Director. 84/03/20. 2pp. 
22995: 358. 24X Fiche: 50-331* 84/03/20, 8404110251. 


404050423 Notification of 840412 meeting w/util in Bethesda*MD to 
discuss guidance on adequacy of GE analysis re stretch 
power application to upgrade power for facility. 

THADANI*M. C. Operating Reactors Branch 2. 84/03/21. VASSALLO* D. B. 

Operating Reactors Branch 2. Ip. 22927:360. 24X 

Fiche: 50-331, 84/03/21* 8404050423. 


404230395 Notification of change of meeting room for 840412 meeting 
ui/util in Bethesda*MD to provide util guidance on adequacy 
of GE analysis for application to upgrade power (ref stretch 
power application). 

THADANIiM. C. Operating Reactors Branch 2. 84/03/21. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 24187:245. 24X 

Fiche: 50-331, 84/03/21*8404230395. 


404130141 Forwards request for addl info re structural aspects of 
torus attached piping portion of plant-unique analysis rapt. 
Response expected 30 days after receipt of Itr. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/22. LIU* L. Iowa 

Electric Light it Power Co. 4pp. 24049:140, 24X 

Fiche: 50-331, 84/03/22, 8404130141. 


404130396 Informs that Tech Spec Page 3. 2-23* submitted in Request 
RTS-130 dtd 81 11 10* subsequently changed in Amend 86. Amend 
93 dtd 840214, incorrect it should be replaced by correct 
Page 3. 2-23 end w/840312 Itr. 

THADANI.M. C. Operating Reactors Branch 2. 04/03/23. LIU, L. Iowa 

Electric Light it Power Co. 2pp. 24035:354. 24X 

Fiche: 50-331* 84/03/23,8404130396. 


—8404130390 Corrected Tech Spec Page 3. 2-23, Table 3.2-0, 

"Instrumentation that Initiates Recirculation Pump Trip* “ 
for License DPR-49, Amend 93. 

a NRC - No Detailed Affiliation Given. 84/03/23. Ip. 24035:356. 
24X Fiche: 50-331* 84/03/23* 8404130396. 


404030220 Responds to NRC request for addl info re Relief Requests 
VR — 11 *< VR-29* for permanent relief from ASME Section XI 
testing requirements for pumps 8c valves, temporari ly granted 
in 830926 SER. 

MCGAUGHY, R. W. Iowa Electric Light 8c Power Co. 84/03/29. DENTON. H. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22069: 191. 
a4X Fiche: 50-331* 84/03/29, 8404030228, 


8404030250 Requests reconsideration of determination that Class IV 
rather than Class III fee appropriate re 840229 revs to Tech 
Specs. Class III fee appropriate since acceptability for 
issue clearly identified by NRC position. 

MCGAUGHY, R. W. Iowa Electric Light Sc Power Co. 84/03/29. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 
22849- 360 24X Fiche: 50-331 , 84/03/29* 8404030250. 


8404170547 Forwards safety evaluation supporting commitments re 
containment purge/vent sys design & operating practices* per 
Multi-Plant Action Item B-24. Item & TMI Action Item lI.E. 4. 2 
resolved. 

VASSALLO* D. B. Operating Reactors Branch 2. 84/03/29. LIU, L. Iowa 

Electric Light 8c Power Co. 2pp, 24091:177. 24X 

Fiche: 50-331* 84/03/29, 8404170547. 


— 8404170552 Safety evaluation supporting commitments re containment 
purge/vent sys design 8< operating practic es* per Multi-Plant 
Action Item B-24. Item resolved. 

* Office of Nuclear Reactor Regulation, Director. 84/03/29. 3pp. 
24091- 179. 24X Fiche: 50-331, 84/03/29, 8404170547. 


8404090386 Remits addl fee for 780829 Tech Spec change request* in 
response to NRC 840315 Itr. 

MCGAUGHY* R. W. Iowa Electric Light 8c Power Co. 84/04/02. DENTON, H. 
Office of Nuclear Reactor Regulation* Director. Ip. 22941:041. 24X 

Fiche: 50-331* 04/04/02* 8404090386. 


8404230270 Forwards SER re BWR Owners Group 810331 response to NUREO- 
0737* Item II.K. 3. 16* "Reduction of Challenges 8< Failures of 
Relief Valves — Feasibility Study 8< Sys Mod. " Update of 
previous responses requested within 60 days of Itr receipt. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/04/03. LIU*L. Iowa 

Electric Light 8c Power Co. 13pp. 24187:044. 24X 

Fiche: 50-331, 84/04/03, 8404230270. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs Sc holders of CPs re interim procedures 
for NRC mgt of plant-specific backfitting. Svc list end. 

EISENHUT* D. G. Division of Licensing. 04/04/04. Consolidated 
Edison Co. of New York* Inc. 20pp. 24066:264. 24X 

Fiche; 50-000* 84/04/04, 8404040256. 


8404250221 Forwards notice of consideration of issuance of amend to 
License DPR-49 8e opportunity for hearing re util 840305 
request for rev to Tech Specs on MAPLHGR at higher fuel 
exposures. 

THADANI,M. C. Operating Reactors Branch 2. 84/04/05. LIU* L. Iowa 

Eloctric Light 8c Power Co. 2pp. 24213:334. 24X 

Fiche: 50-331* 84/04/05* 8404250221. 


— 8404250223 Notice of consideration of issuance of amend to License 
DPR-49 8t proposed NSHC determination 8c opportunity for 

VASSALLO* D B. Operating Reactors Branch 2. 84/04/05. 7pp. 

24213:336. 24X Fiche: 50-331* 84/04/05* 8404250221. 


8404160041 Application for amend to License DPR-49* consisting of 
proposed Change RTS-154A* revising Tech Specs re RCIC 
automatic reset 8< automatic suction switchover* per NUREG— 

0737* Items II. K. 3. 13b 8t II.K. 3. 22. 

MCGAUGHY* R. W. Iowa Electric Light 8< Power Co. 84/04/10. DENTON* H. 
Office of Nuclear Reactor Regulation, Director. 5pp. 24043:252. 

24X Fiche: 50-331* 84/04/10, 8404160041. 


8404160050 Proposed Tech Specs re RCIC automatic reset 8c RCIC automatic 

suction switchover from condensate storage tank to 
suppression pool. 

* Iowa Electric Light 8< Power Co. 84/04/10. 3pp. 24043:257, 

24X Fiche: 50-331*84/04/10,8404160041. 


8404200070 Application to amend License DPR-49* consisting of Proposed 
Change RTS-160, ref lecting changes in reporting requirements 
per 10CFR50. 72 8c 73. 

MCGAUGHY, R. W. Iowa Electric Light & Power Co. 84/04/12. 

DENTON* H R Office of Nuclear Reactor Regulation* Director. 4pp. 
24120-104 24X Fiche: 50-331* 84/04/12* 8404200070. 


— 8404200072 Proposed Tech Spec Change RTS-160 re reporting requirements. 
♦ Iowa Electric Light 8c Power Co. 84/04/12. 13pp. 24120: 108, 

24X Fiche: 50-331* 84/04/12* 8404200070. 


8404200047 Comments on plan for integrated scheduling of plant mods* 
per 840313 telcon request. Procedural benefits of plan 
commendab le. 

MCGAUGHY* R. W. Iowa Electric Light 8< Power Co. 84/04/16, 

EISENHUT, D. G. Division of Licensing. 2pp. 24119:117. 24X 

Fiche: 50-331* 84/04/16, 8404200047. 
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8404260205 Forwards addl info re Mark I torus mods to torus attached 
piping* as part of containment plant-unique analysis rept* 
per D Vassallo 840322 request. 

MCGAUGHY, R. W. Iowa Eiectric Light & Power Co. 84/04/23. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 150pp. 
24203:044. 24X Fi c he : 50-331 . 84/04/23, 84042 60205. 


G. Inspection reports, IE Bulletins correspondence 


8404090186 Responds to IE Bulletin 83-07 re deficiencies in various 
matls supplied bg Ray Mi 1 1 er , Inc. Rec or ds indicate no 
saf ety-re lated or nonsaf ety-related matls recei/sd from 
Ray Miller. Inc. 

MCGAUCHY, R. W. Iowa Electric Light & Power Co. 84/03/22. 

REPPLER. J. 0. Region 3, Office of Director. 3pp. 22940:126. 24X 

Fiche: 50-331. 84/03/22. 8404090186. 


8404110294 Forwards IE Insp Rept 50-331/84-03 on 840221-24. No 
noncompliance noted. 

KEPPLER, J. G. Region 3. Office of Director. 84/03/26. LIU, L. Iowa 
Electric Light & Power Co. 2pp. 22990:027. 24X 

Fiche: 50-331, 84/03/26. 8404110294. 


— 8404110300 IE Insp Rept 50-331/84-03 on 840221-24. No noncompliance or 
deviations noted. Major areas inspected: regulatory 
performance improvement program. 

CLARDY, L. S. . WALKER, R. D, Region 3. Office of Director. 84/03/19. 
4pp. 22990:029. 24X Fiche: 50-331. 84/03/26, 8404110294, 


8402090047 IE Info Notice 84-05, Rev 1. "Exercise Frequency." Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. 13epp. 22933:122. 24X Fiche: 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp, 22892:145. 24X Fiche; 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. •' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fi che; 50-000, 84/03/29, 8403140247. 


S404160009 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Safety-Related Applications 
Other Than Reactor Trip Sys. " Westinghouse Type DB 8c DS S< 

GE Type AK-2 circuit breakers used correctly. 

MCGAUOHY, R. W. Iowa Electric Light 8« Power Co. 84/04/03. 

KEPPLER.J. G. Regions, Office of Director. 2pp. 24043:205. 24X 

Fiche: 50-331, 84/04/03, 8404160009. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices," Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fich e: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qua 1 if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc, 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404160164 Ack receipt of 840323 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-331/84-02, 

NORELIUS, C. E. Division of Project 8c Resident Programs. 84/04/10. 
LIU, L. Iowa Electric Light 8< Power Co. ip. 24040:001. 24X 

Fiche: 50-331,84/04/10, 8404160164, 


— 8404160172 Responds to NRC B40223 Itr re violations noted in IE Insp 
Rept 50-331/84-02. Corrective actions; instrument technician 
informed of gravity of error in test procedures 8« instructed 
to exercise more caution in future. 

MCGAUGHY, R. W. Iowa Electric Light 8e Power Co. 84/03/23. 

KEPPLER, J. G. Region 3, Office of Director. 4pp. 24040: 002. 24X 

Fiche: SO-331, 84/04/10. 8404160164. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees, " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards 8, Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of (5A, Safeguards & Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000. 84/04/16, 8403140278. 


0403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Past 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards *c Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163: 292, 24X Fiche: 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. i29pp. 24188:237. 24X Fiche : 50-000, 84/04/17, 8403140280^ 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Sk Mat! 
Defects in Bahnson HVAC Units. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche : 50-000, 84/04/18, 8403140284, 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. I17pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 9403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fiche: 50-000, 04/04/18, 8404130404, 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


8404260150 Forwards response to 840222 request for addl info re IE 
Bulletin 80-11, "Masonry Wall Design." 

MCGAUGHY, R. W. Iowa Electric Light St Power Co. 04/04/23. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 56pp. 
24205:156. 24X Fiche: 50-331, 84/04/23, 8404260150. 


R. Periodic operating reports St related correspondence 


8404030068 Forwards "Environ Radiological Monitoring Program, Annual 
Rept - Part 1, Summary St Interpretation, 1983" prepared 
by Teledyne Isotopes Midwest Lab. 

MINECK. D. L. Iowa Electric Light St Power Co. 84/03/26. Office of 
Nuclear Reactor Regulation, Director. Ip. 22853:246. 24X 

Fiche: 50-331, 84/03/26, 8404030068. 


— 8404030073 "Environ Radiological Monitoring Program for Duane Arnold 
Energy Ctr, Annual Rept - Part 1, Summary Sc Interprtation, 

1983. '• 

HUEBNERiL. 0. Teledyne Isotopes. 84/02/14. 153pp, 22853:247. 

24X Fiche: 50-331, 84/03/26, 8404030068. 


8404060278 Forwards "Environ Radiological Monitoring Program Annual 
Rept for 1983." 

MINECK, D, L. Iowa Electric Light St Power Co. 84/03/26. KEPPLER, J. G. 

Region 3, Office of Director. Ip. 22921: 164. 24X 

Fiche: 50-331, 84/03/26, 8404060278. 


— 8404060284 "Environ Radiological Monitoring Program Annual Rept for 
1983. *• 

HUEBNER,L. 0. Teledyne Isotopes. 83/12/31. 155pp. 22921:165. 

24X Fiche: 50-331, 84/03/26, 8404060278. 


8404200233 Monthly operating rept for Mar 1984. W/840415 Itr, 

PUTNAM, K., MINECK, D.L. Iowa Electric Light Si Power Co. 84/03/31. 
Bpp. 24113:315. 24X Fiche; 50-331, 84/03/31 , 8404200233. 
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S. Reportable occurrences! LERs & related correspondence 


P. Operating license stage documents ?( correspondence 


8404030112 LER 84-0 12-00; on 840229, during HPC I surveillance testing, 
HPCI turbine stop valve failed to open after auxiliary oil 
pump started. HPCI declared inoperafa le. Caused by faulty 
automatic depressurization sys reset switch . W/840329 Itr. 

SMITH, J.C., MINECK, D. L. Iowa Electric Light it Power Co. 84/03/29. 
3pp. 22853:189. 24X Fic he: 50-331, 84/03/29, 84040301 12. 


8404020010 Amends 831024 commitment to submit summary rept re Suppl 1 
to NUREO 0737, Item I.D. 1 “Control Room Design Review" 
by 851115 to include schedule for implementing 
recommendations of final summary rept. 

BAYNE, J P Power Authority of the State of New York. 84/03/28. 
VASSALLO, B. B. Operating Reactors Branch 2. 2pp. 22835:092. 24X 

Fiche: 50-333, 84/03/28, 8404020010. 


8404260414 Part 21 rept re presence of thread -1 oc k ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. G. General Electric Co. 84/04/13. DEYOUNG, R. C. 
Director''s Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13, 8404260414. 


8404030474 Requests addl time until 840628 to 
to Generic Ltr 83-28 re generic implication 
events. Time required to review & incorporat 
Action Committee final rept. 

BAYNE, JP. Power Authority of the State of 
VASSALLO, D^B. Operating Reactors Branch 2. 
Fiche: 50-333, 84/03/30, 8404030474. 


complete updated response 
s of Salem ATWS 
e Nuclear Task 

New York. 84/03/30. 

2pp. 22870:179. 24X 


8404200289 PNO- 1 1 1-84-030: on 840413, unident if ied water leakage in 
reactor containment d i sc overed. Caused by defective valve 
packing in recirculation loop discharge valve bypass. Valve 
packing repaired. 

CHRISSOTIMOS, N. , SHAFER, W. Region 3, Office of Director. 84/04/16. 
Ip. 24115:337. 24X Fi c h e ; 50-331 , 84/04/16, 8404200289. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co of New York, Inc. 20pp. 24066: 264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds, " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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8404190317 Forwards responses for remaining criteria for NUREG-0737, 
Item II. B. 3 re post-accident sampling sys, i nc luding revised 
table of integrated dose rates. 

Authority of the State of New York. 84/04/16, 
VASSALLO, D^B. Operating Reactors Branch 2. 9pp. 24097:332. 24X 

Fiche: 50-333, 84/04/16, 8404190317. 


8404190323 Rev 1 to Procedure RTP-46, “Core Estimation Damage, 
Post-Accident Sampling Sys. " 

State of New York. 84/03/23. 28pp. 

24097:342. 24X Fiche ; 50-333, 84/04/16, 8404190317. 


I. Financial information 


8404110398 Annual Financial Rept, 1982. 

* Allied Chemical Carp, 82/12/31. 60pp. 24005:035. 24X 

Fiche: 50-332. 82/12/31, 8404110398. 


—8404190325 Rev 2 to Procedure RTP-34, “Cont amination Radiation 
Monitoring - Post-Accident. " 

* Power Authority of the State of New York. 84/03/23, 8pp. 
24098:008. 24X Fich e ; 50-333, 84 / 04 / 16 , 8404190317, 


P. Operating license stage documents & correspondence 


8404120086 Forwards "Consultant Final Rept: Barnwel 1 Nuclear Fuel Plant 
Decommissioning Project" & "Rept of Radiological Overview 
Survey for Barnwell Nuclear Fuel Plant Decommissioning 
Project. " Matls inventory also end. 

BUCKHAM, J. A. Allied General Nuclear Services. 84/01/26. ROUSE, L. C. 

NRC - No Detailed Affiliation Given. .12pp, 24026:001. 24X 

Fiche; 50-332, 84/01/26, 8404120086. 


— 8404120088 "Consultant Final Rept: Barnwel 1 Nuclear Fuel Plant 
Decommissioning Project. " 

KITTINCER, W. D. Rockwell International Corp. ESO-83-47. 83/12/15. 

91pp. 24026:013. 24X Fiche: 50-332, 84/01/26, 8404120086. 


— 8404120092 "Rept of Radiological Overview Survey for Barnwell Nuclear 
Fuel Plant Decommissioning Project," 

TUTTLE. R.J., SPEED, D.L. Rockwell Interna tional Corp. ESG-83-48. 
83/12/21. 995pp. 24024:104. 24X Fiche: 50-332. 84/01/26, 

8404120086. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 
F. Security, medical, emergency & fire protection plans 


8404020010 Amends 831024 commitment to submit summary rept re Suppl 1 
to NUREG-0737, Item I. D, 1 "Control Room Design Review" 
by 851115 to include schedule for implementing 
recommendations of final summary rept. 

BAYNE, J. P. Power Authority of the State of New York. 84/03/28. 
VASSALLO, B. B. Operating Reactors Branch 2, 2pp, 22835:092. 24X 

Fiche: 50-333, 84/03/28, 8404020010. 


8404260123 Forwards "Post-Exercise Assessment, Exerc ise of NY State & 
Oswego County Radiological Emergency Plans for JA 
Fitzpatrick Nuclear Generator Station, Oct 28,1982," & "Post- 
Exercise Assessment, Sep t 28, 1983, Exercise of..,." 

MARTIN, T. T. Division of Engineering & Technical Programs, 84/04/19. 

MCNEILL, C, A. Power Authority of the State of New York. 3pp, 
24205:306. 24X Fiche: 50-000, 84/04/19, 8404260123. 


8404240043 Requests amend to confirmatory order dtd 830314 re 
NUREG-0737, Item II. B. 3. 2, "Post-Accident Sampling Sys." 

Amend necessary dug to delays encountered in obtaining 
dissolved gas sampling portion of sys. 

BAYNE. J.P. Power Authority of the State of New York. 84/04/18. 
VASSALLO.D^B. Operating Reactors Branch 2. 3pp. 24180:243. 24X 

Fiche: 50-333, 84/04/10, 8404240043. 


8404240295 Notifies that util in process of constructing archival 
storage facility to house QA it other important records. 

Facility to have fire rating of 2 h. Updated FSAR will be 
revised to include info. 

BAYNE, J. P. Power Authority of the State of New York. 84/04/18. 
VASSALLO, D^B. Operating Reactors Branch 2. 2pp. 24165:259. 24X 

Fiche; 50-333, 84/04/ 18, 8404240295. 


Q. Inspection^reports, IE Bulletins it correspondence 


Rept 50-333/84-02 on 840201-29. No 


8404120138 Forwards IE Insp 
violations noted. 

of Project Resident Programs. 84/03/26. 
^'Jthority of the State of New York. 2pp. 
24021:108. 24X Fic he; 50-333. 84 / 03 / 26 , 84041 20138 . 


—8404120147 IE Insp Rept 50-333/84-02 on 840201-29. No violations noted. 
Major areas inspected : LER review, operational safety 
verification, surveil lance observations, ma int observations & 
review of periodic & special repts. 

S. J. Region 1, Office of Director. 

84/03/22. 9pp. 24021:110. 24X Fiche: 50-333, 84/03/26, 8404120138. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E, L. Division qf Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 13Spp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadeiiuate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp, 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


I, Financial information 


8404170021 Annual Financial Rept 1983. W/840412 ltr. 

DYSON, J.S., BAYNE, J.P. Power Authority of the State of New York. 
83/12/31. 44pp. 24055:150. 24X Fi che: 50-000, 83/12/31, 8404170021. 


8403140247 JE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 
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0403140259 IE Info Notice 84-24» "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York* Inc. 149pp. 24X Fiche: 50-000* 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of Neui 

York, Inc. 103pp. 24066:164. 24X Fic he: 50-000, 84/04/05* 8403140263. 


8403140271 IE Info Notice 84-26* "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE* J. N. Division of QA* Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000* 84/04/16* 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE. J. N. Division of (3A, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

I14pp. 24X Fiche: 50-000, 84/04/16*8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

e6pp. 24163:205. 24X Fiche: 50-000. 84/04/1 7, 8403140273. 


8403140277 IE Info Notice B4-2S, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S9pp. 24163:292. 24X Fiche: 50-000, 84/CK/l 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York* Inc. 129pp. 24188:237. 24X Fiche: 50-000* 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30* "Discrepancies in Recordkeeping it Matl 
Defects in Bahnson HVAC Units. '* Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. H7pp. 24188:001. 24X Fiche: 50-000, 84/04/18. 8403140284. 


8403140286 IE Info Notice 84-31* "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co, of New 

York* Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Sc Engineering 
Response (Post S30103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195i343. 24X Fiche: 50-000* 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33* "Main Steam Safety Valve Failures 
Caused fay Failed Cotter Pins. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp, 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R, Periodic operating reports related correspondence 


8404170386 "Radiological Environ Surveillance Rep t, 1983. '* W/840328 Itr. 
MCNEILL, C. A. Power Authority of the State of New York. 83/12/31. 
MURLEY, T. E. Region I, Office of Director. 173pp. 24056:006. 24X 

Fiche: 50-333* 83/12/31 , 8404170386. 


8404180102 Monthly operating rept for Mar 1984. W/8404O9 Itr. 

COOK, J. i MCNEILL, C. A. Power Authority of the State of New York. 
84/03/31. 17pp. 24077:086. 24X Fiche: 50-333, 84/03/31, 8404180102. 


S, Reportable occurrences, LERs & related correspondence 


0404030237 LER 82-039 /03X- 1 : on 820823* emergency diesel generators A & C 
declared inoperable doe to air baffle deformation resulting 
from excessive temp following mod of winding space heaters. 

Caused by overheating of ventilation cowling. W/840321 Itr. 

WALZ* V. , MCNEILL* C. A. Power Authority of the State of New York. 
84/03/21. HURLEY* T. E. Region I* Office of Director. 3pp. 

22869: 188. 24X Fiche: 50-333, 84/03/21* 8404030237, 


8404040167 LER 84-008-00: on 840313* 100 F/h heat up rate exceeded 
Tech Spec 1 imits. Caused by personnel error. Personnel 
counseled it alarm points incorporated in plant process 
computer. W/840330 Itr. 

LINDSEY, D. J. , MCNEILL, C. A. Power Authority of the State of New York. 
84/03/30. 4pp. 22884:001. 24X Fi ch e: 50-333, 84/03/30, 8404040167. 


8404110343 LER 84-007-00: on 840304, prior to scheduled mod of MSIV, local 
leak rate test performed. Results exceeded Tech Spec. Caused 
by seating surface degradation. Valve seat machined it valves 
reassembled. W/840404 Itr. 

LISENO, R. T. , MCNEILL, C. A. Power Authority of the State of New York. 
84/04/04. 3pp. 22990:009. 24X Fiche: 50-333, 84/04/04, 84041 10343. 


8404260414 Part 21 rept re presence of thread -1 oc k ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-1 oc k ing devices under 
invest! gation. 

SHERWOOD* G. G, General Electric Co. 84/04/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13. 8404260414. 


8404230001 LER 84— Oil— 00; on 840329, turbine bldg ventilation radiation 
monitors A it B failed simul taneously, downscale, resulting in 
ventilation iso lati on. Caused by moisture entering cable 
connectors to monitors. W/840418 Itr. 

LINDSEY, D. J. , MCNEILL, C. A. Power Authority of the State of New York. 
84/04/18. 2pp. 24153:061. 24X Fiche: 50-333, 84/04/18, 8404230001. 


8404250002 LER 84-010-00: on 840325, scram occurred. Caused by low reactor 
vessel level, causing loss of single operating reactor feed 
pomp due to control oil leak. Reactor feed pumps will be 
considered for inclusion in QA program. W/840419 Itr, 

LISENO* R. T. , MCNEILL, C. A. Power Authority of the State of New York. 
84/04/19. 3pp. 24194:137. 24X Fi che; 50-333* 84/04/ 19* 8404250002. 


8404250031 LER 84—009—00: on 840322* reactor scram occurred as result of 
low reactor vessel op erat ion. Caused by failure of operating 
feed pump bear ing. Plant placed in cold shutdown while 
repairs to feed pumps comp leted. W/840419 Itr. 

LISENO* R. T. , MCNEILL, C. A. Power Authority of the State of New York. 
84/04/19. 3pp. 24194:353. 24X Fiche: 50-333, 84/04/19, 8404250031. 


V. Operator Examinations 


8404020019 Generic Ltr 84—05 to all power reactor licensees 8< 
applicants for OLs re change to NUREG~1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G, Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02* 8404020019. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT I 


F. Security, medical, emergency it fire protection plans 


8404180197 Requests deletion of proprietary info from listed 
emergency plan implementing procedures Affected procedures 
end. 

SIEBER, J. D. Duquesne Light Co. 84/03/16. TAM, P. S. Operating 
Reactors Branch 1. 4pp. 24106:230. 24X Fiche: 50-334, 84/03/16, 

8404180197, 


8404180204 Public version of revised emergency plan implementing 
procedures including EPP/I-2 re unusual events, EPP/I-3 re 
alert, EPP/I-4 re site emergency area & EPP/I-5 re general 
emergency. W/Felton 840403 memo. 

LACEY* W., SIEBER* J. Duquesne Light Co. 83/11/29. 80pp. 

24106:233. 24X Fi che : 50-334* 84/03/16* 8404180197. 


8404050363 Informs that proposed use of wide range core exit 
thermocouple indication at backup panel acceptable 
alternative to hot leg temp RTDs for meeting applicable 
requirements of App R* Section III.L. 2. 

VARGA* S. A. Operating Reactors Branch I, 84/03/22. CAREY* J. U. 
Duquesne Light Co. 3pp. 22919:333. 24X Fiche: 50-334* 84/03/22, 

8404050363. 


8404260255 Forwards IE Insp Rept 50-334/04-08 on 840301-31, No 
violations noted. 

STAROSTECKI* R, Division of Project «t Resident Programs. 84/04/12, 
CAREY* J. J. Duquesne Light Co. 2pp. 24207:127. 24X 

Fiche: 50-334, 84/04/12. 8404260255. 


— 8404260257 IE Insp Rept 50-334/84-08 on 840301-31, No violations noted. 
Major areas inspected: plant operations* housekeeping* fire 
protection* radiological controls* physical security* 
surveillance program & maint activities. 

TROSKOSKI. W. M. * JOHNSON. D. M. * MEYER, G. W. Region I, Office of 
Director. 84/04/11. 12pp. 24207:129. 24X Fiche: 50-334, 84/04/12* 

8404260255. 
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P. Operating license stage documents & correspondence 


8404030091 Forwards addl info on N-1 loop operation# in response to NRC 
840322 request. W/two oversize drawings. Aper ture cards are 
available in PDR. 

CAREY# J. J. Duquesne Light Co. 84/03/27. VAROA. S. A. Operating 
Reactors Branch 1. 15pp. 22849:265. 24X Fic he: 50-334. 84/03/27# 

8404030091. 


8404120057 Discusses evaluation of NUREO-0737# Item II. B. 1 re design & 
operational anomaly of Target Rock solenoid valves# per 
830825 request for scheduler exemption from 10CFR50. 44. 

Anomaly acceptable. 

CAREY# J.J. Duquesne Light Co. 84/03/29. VAROA# S. A. Operating 
Reactors Branch 1. 2pp. 24023:193. 24X Fiche: 50-334# 84/03/29# 

8404120057. 


8404170407 Forwards request for addl info re N-1 loop operation. 
Questions pertain to Tech Spec change pages submitted on 
781027. 

VAROAi S. A, Operating Reactors Branch 1. 84/03/29. CAREY# J. J, 

Duquesne Light Co. 9pp. 24068:302. 24X F iche: 50-334, 04/03/29. 

8404170407. 


8404040256 Oeneric Ltr 84-08 to all licensees of operating reactors# 
applicants for OLs & holders of CPs re interim procedures 
for NRC mgt of plant-specific backfitting. Svc list end, 

EISENHUT# D. 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co, of New York# Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04.8404040256. 


8404200150 Forwards WCAP-10494 & proprietary WCAP-10493# "Third Cycle 
Performance of Beaver Valley Unit 1 Fuel#" providing addl 
info re performance of 17x17 fuel assemb 1 ie s. WCAP-10493 
withheld (ref 10CFR2. 790). 

CAREY# J.J. Duquesne Light Co. 84/04/09, VARGA# S. A. Operating 
Reactors Branch 1. 2pp. 24117:306. 24X Fiche: 50-334# 84/04/09# 

8404200150. 


— 8404200155 Requests withholding WCAP-10493# “Third Cycle Performance 
of Beaver Valley Unit 1 Fuel." from public d isc losure# per 
10CFR2. 790. Author i zes use of Affidavit AW-76-35 in support 
of util request. 

WIESEMANN# R. A. Westinghouse Electric Corp. 84/03/09. VARGA# S. A. 
Operating Reactors Branch 1. Ip. 24117: 308. 24X 

Fiche: 50-334# 84/04/09# 8404200150. 


— 8404200159 Requests withholding info.re notification of generic 
problems under 10CFR5C. 59<a ) !< 10CFR50. 55 < e ) on increased 
temp in upper head & DNB penalty re rod bow# from public 
d isc losure# per 10CFR2. 790. Affidavit end. 

WIESEMANN# R. A. Westinghouse Electric Corp. 76/08/13. STELLO# V. 
Division of Operating Reactors. 9pp. 24117:309. 24X 

Fiche: 50-334# 84/04/09, 8404200150. 


— 8404200164 Nonproprietary "Third Cycle Performance of Beaver Valley 
Unit 1 Fuel. " Info deleted. 

MURTHA.U. E. # SCHMIDT, 0. R. Westinghouse Electric Corp. WCAP-10494. 

84/03/31. 56pp. 24117:318. 24X Fiche: 50-334# 84/04/09# 

8404200150. 


8404230128 Requests pending SER identify that amend approval 
conditioned on completion of confirmatory NSSS design review 
for N-1 loop operation# to provide Westinghouse necessary 
time to complete effort. 

CAREY.J. J. Duquesne Light Co, 84/04/10. VAROA# S. A. Operating 
Reactors Branch 1. 2pp. 24154:091, 24X Fiche; 50-334# 84/04/10# 

8404230128. 


Q. Inspection reports# IE Bulletins it correspondence 


8404020039 Forwards info requested by IE Bulletin 83-07# "Apparently 
Fraudulent Products Sold by Ray Miller# Inc. " No subj matl 
installed in saf ety-related sys or in stock. 

CAREY# J. J. Duquesne Light Co. 84/03/15, HURLEY# T. E. Region 1# 
Office of Director. 5pp 22827:052. 24X Fiche: 50-334# 84/03/15, 

8404020039. 


8404020004 Responds to IE Bulletin 83-08# "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip Sys," No subj breakers 
in use at facility. 

CAREY.J, J. Duquesne Light Co. 84/03/19. HURLEY# T. E. Region 1# 
Office of Director. 2pp. 22835:073. 24X Fich e ; 50-334# 84/03/19# 

8404020004. 


8402090047 IE Info Notice 84-05# Rev 1# "Exercise Frequency." Svc list 
end. 

JORDAN# E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York# Inc. 130pp. 22933:122. 24X Fiche; 50-000# 84/03/28# 8402090047. 


8403140241 IE Info Notice 84-21# "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN# E. L. Division of Emergency Preparedness S# Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

York# Inc. S5pp, 22892:145. 24X Fiche; 50-000# 84/03/28# 8403140241. 


8403140247 IE Info Notice 84-22# "Deficiency in COMSIP# Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000# 84/03/29# 8403140247. 


8404090311 Ack receipt of 840313 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/84-01. 

STAROSTECKI# R. Division of Project & Resident Programs. 84/04/04. 
CAREY.J. J. Duquesne Light Co. Ip. 22939:318. 24X 

Fiche: 50-334# 84/04/04# 840409031 1 . 


— 8404090314 Responds to NRC 840214 ltr re violations noted in IE Insp 
Rept 50-334/84-01 . Correct ive actions: switch to breaker 
dosing spring charging motor returned to normal sys 
alignment & river water pump 1C successfully started. 

CAREY, J. J. Duquesne Light Co. 84/03/13. STAROSTECKI # R. Division 

of Project & Resident Programs. 2pp. 22939:319. 24X 

Fiche; 50-334, 84/04/04# 8404090311. 


8403140259 IE Info Notice 84-24# "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York# Inc. 149pp. 24X Fiche: 50-000# 84, '04/05# 8403140259. 


8403140263 IE Info Notice 84-23# "Results of NRC-Sponsored 
Qua 1 if i cation Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness t* Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York# Inc. 103pp. 24066:164. 24X Fiche: 50-000# 84/04/05# 8403140263. 


8404190237 Forwards IE Insp Rept 50-334/84-05 on 840213-17. No 
violations observed. 

MARTIN# T. T. Division of Engineering & Technical Programs. 84/04/06, 
CAREY# J. J. Duquesne Light Co. 2pp. 24100:242. 24X 

Fiche: 50-334. 84/04/06# 8404190237, 


— 0404190242 IE Insp Rept 50-334/84-05 on 840213-17. No violations 
ident if ied. Major areas inspected : nonradiolog ical chemistry 
program# inc lud ing organization & staffing* training & 
qualification %t lab QC & procedures. 

ZIBULSKY#H. I PASCIAK.W. J. Region 1# Office of Director. 84/04/04, 
3pp. 24100:244. 24X Fiche: 50-334# 84/04/06# 8404190237, 


8404260255 Forwards IE Insp Rept 50-334/84-08 on 840301-31. No 
violations noted. 

STAROSTECKI# R. Division of Project & Resident Programs. 84/04/12. 
CAREY, J.J. Duquesne Light Co. 2pp. 24207:127. 24X 

Fiche: 50-334# 84/04/12# 8404260255. 


— 8404260257 IE Insp Rept 50-334/84-08 on 840301-31. No violations noted. 
Major areas inspected: plant operations# housekeeping# fire 
protection# rad iological controls# physical security# 
surveillance program Si maint activities. 

TROSKOSKI# W. M, # JOHNSON, D. M. # MEYER# 0. M. Region 1# Office of 
Director. 84/04/11. 12pp. 24207:129. 24X Fiche: 50-334# 84/04/12# 

8404260255. 


0404260320 Forwards IE Insp Rept 50-334/84-06 on 840214-17 k notice 
of violation, 

MARTIN# T. T. Division of Engineering & Technical Programs, 84/04/12. 

CAREY, J. J. Duquesne Light Co. 2pp. 24203:019. 24X 

Fiche: 50-334# 84/04/12# 8404260320. 


— 8404260324 Notice of violation from insp on 840214-17. 

e Region 1, Office of Director. 84/04/12. 2pp. 24203:021. 24X 

Fiche : 50-334, 84/04/12, 8404260320. 


— 8404260331 IE Insp Rept 50-334/84-06 on 940214-17. Noncomp 1 iance noted: 
failure to establish St implement required mgt controls# 
including OA of inservice testing program for saf ety-related 
pumps & valves. 

CAPHTON.D.L. Region I# Office of Director. BETTENHAUSEN# L. 

Division of Engineering St Technical Programs. 84/04/05. 5pp. 

24203; 023. 24X Fiche: 50-334# 84/04/12# 8404260320. 


8403140271 IE Info Notice 84-26# "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE# J. N. Division of QA# Safeguards St Inspection Programs (Post 
030103). 84/04/16. Consolidated Edison Co. of New York# Inc. 

86pp. 24189:001. 24X Fiche; 50-000# 84/04/1 6# 8403140271. 
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8403140278 IE Info Notice 84-25) "Recent Serious Violations of NRC 
Requirements by Radiography Licensees.” Svc list end. 

©RACE/ J. N. Division of QA< Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York/ Inc. 

U4pp. 24X Fiche: 50-000/84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees.” Svc list end. 

GRACE/ J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Retent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
030103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness ti Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp, 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/lB. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000. 84/04/18, 8403140234. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethy lene-Propy lene Rubber Seals 
St Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness !t Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. ” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc, 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports ?c related correspondence 


8A04090335 "Nonrad iol og ical Annual Environ Rept, 1983. " W/e40330 Itr. 
SIEBER, J. D. Duquesne Light Co. 83/12/31. TAM, P. Operating 
Reactors Branch 1. 149pp. 22941:118. 24X Fiche: 50-334, 83/12/31, 

8404090385. 


8404160104 "Annual Environ Rept, Nonradiological, 1983. " W/S40330 Itr. 
CAREY, J.J. Duquesne Light Co. 83/12/31. HURLEY, T, E. Region 1, 
Office of Director. 156pp. 24042:270. 24X Fiche: 50-334, 83/12/31, 

8404160104. 


8404020066 "NPDES Discharge Monitoring Rept for Feb 1984." W/840323 
1 fcr, 

STEED, L.S., FEITKNECHT, C. Duquesne Light Co. 84/02/29. REID,R,W. 
Operating Reactors Branch 4. 15pp. 22838:294. 24X 

Fiche: 50-334. 84/02/29, 8404020066. 


S. Reportable occurrences, LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualif ication 
program of pbst-LOCA hydrogen recombiner component. Time 
delay relays & jumpar will be removed from relay contacts, 

EMPEY, D.C. Rockwell Internati onal Corp. 83/05/05. COLLINS, J, 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche: 50-000, 83705/05, 8404170419. 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qualification of ESQ hydrogen 
recombiners. Specific magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D. C. Rockwell International Corp. 83/05/27. COLLINS, J. 
Region 4, Office of Director, 5pp. 24054:314. 24X 

Fiche: 50-000,83/05/27, 8404170440. 


0404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner application. Viton seal issue not 
reportable per Part 21, Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D. C. Rockwell International Corp, 83/12/19, COLLINS, J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche; 50-000. 83/12/19, 8404170471. 


8404170160 LER 84-003-00: on 840312, dur ing course of planned manual 
reactor shutdown, reac tor trip source range high neutron flux 
occurred. Caused by personnel err or. Inc ident reviewed by all 
shift supervisors. W/840410 Itr. 

DRU<3A, R.J. , LACEY, W.S. Duquesne Light Co. 84/04/06. 3pp. 

24050: 057. 24X Fiche: 50-334, 84/04/06, 8404170160. 


3404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS & K-4, OOOS circuit brea kers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri St Co. , Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fiche: 50-000, 84/04/16, 8404200323. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees St 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency fire protection plans 


8404170373 Forwards IE Insp Repts 50-335/84-07 St 50-389/84-09 on 
840306-09. No violations or deviations noted. 

DANCE, H. C. Division of Project St Resident Programs. 84/03/26. 
WILLIAMS, J. W. Florida Power 8< Light Co, 2pp. 24062:314. 24X 

Fiche: 50-335, 84/03/26, 8404170373. 


— S404170380 IE Insp Repts 50-335/84-07 St 50-389/84-09 on 840306-09. No 
violations or deviations noted. Major areas inspected: 
emergency preparedness exercise. 

HUFFMAN. G.N. Region 2, Office of Director. JENKINS, G. R. Division 
of Emergency Preparedness St Materials Safety. 84/03/21. 11pp. 

24062:316. 24X Fiche: 50-335, 84/03/26, 8404170373. 


8404250047 Revised emergency plan implementing procedures, inc luding 
Procedure 3100032E re onsite support c trs, 3 100033E re 
offsite dose calculations St 3100026E re criteria for St 
conduct of evacuations. W/S4O420 ltr. 

WILLIAMS, J. W. Florida Power 8t Light Co. 84/04/20. O'REILLY, J. P. 
Region 2, Office of Director. 70pp. 24193:293. 24X 

Fiche: 50-335, 84/04/20, 8404250047. 


P. Operating license stage documents 8, correspondence 


8404060435 Forwards Amend 64 to License DPR-67 St safety evaluation. 
Amend changes Tech Specs to delete containment leakage test 
requirement for Tap 2 of Penetration 25 8< renames blind 
flange for penetration. 

SELLS, D.E. Operating Reactors Branch 3, 84/03/14. WILLIAMS, J. W. 

Florida Power St Light Co. 2pp. 22944:270. 24X 

Fiche: 50-335, 84/03/14, 8404060435. 


— 8404060436 Amend 64 to License DPR-67, del et ing containment leakage tes 
requirement for Tap 2 of Penetration 25 St renaming blind 
flange for penetration. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/14. 7pp. 

22944: 272. 24X Fiche; 50-335, 84/03/14, B404060435. 


— 8404060438 Safety evaluation supporting Amend 64 to License DPR-67. 

* Office of Nuclear Reactor Regulation, Director. 84/03/14. 2pp. 
22944: 279. 24X Fich e : 50-335, 84/03/14, 8404060435. 


8404110205 Forwards SER re thermal shield recovery program. NRC concurs 
in findings St conclusion that return to power acceptable. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/14. WILLIAMS, J. W. 

Florida Power St Light Co. 7pp. 24000:345. 24X 

Fiche; 50-335, 84/03/14, 8404110205. 


— 8404110209 SER re thermal shield recovery program. 

* Office of Nuclear Reactor Regulation, Director. 84/03/14. 5pp. 
24000:347. 24X Fiche: 50-335, 84/03/14, 8404110205. 


8404110174 Notification of B40508 St 09 meetings w/util in Bethesda,MD 
to discuss Franklin Research Ctr technical evaluation repts 
re environ qualification of electrical equipment. 

SELLS, D. E. Operating Reactors Branch 3. 84/03/29. MILLER, J. R. 

Operating Reactors Branch 3. VARGA, S. A. Operating Reactors Branch 
1. 2pp. 24007:313. 24X Fiche: 50-000, 84/03/29, 8404110174. 
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8404040256 GensTic Ltr 84-03 to all licensees of operating reactors* 
applicants for QLs St holders of CPs r® interim procedures 
for f4RC mgt of plant-specific backf itting. Svc list end. 

EISENHUT* D. 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York* Inc. 20pp. 24066:264. 24X 

Fi Che: 50-000, 84/04/04, 8404040256. 


8404170560 Requests remittance of addl sum re 830916 application for 
amend to License DPR-67, c hang ing Tech Specs re containment 
leakage path. Class III fee appropriate since amend revietu 
involves single safety issue. 

DIGGS, R.M. License Fee Management Branch. 84/04/04. WILLIAMS, J. W. 
Florida Power & Light Co. Ip. 24091:176. 24X Fich e: 50-335, 

84/04/04, 8404170560. 


B404270011 Discusses program to reevaluate control room habitability. 
Part of plan involves survey of control room designs at 
near-term QLs & OLs to determine conformance w/NRR program 
criteria. 

MILLER, J.R. Operating Reactors Branch 3. 84/04/05. WILLIAMS, J. W. 

Florida Power & Light Co. 3pp. 24223:292. 24X 

Fiche: 50-335. 84/04/05. 8404270011. 


8404170173 Forwards Itrs reporting handling of brown pelicans at plant. 
Three pelicans found injured in plant confines. One 
euthanatized. 

WILLIAMS, J. W. Florida Power 8< Light Co. 84/04/06. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 24050:061. 24X 

Fiche: 50-335, 84/04/06, 8404170173. 


8404300278 Forwards request for addl info re program for inservice 
testing of pumps & valves. Requests info be provided by 
840518. 

MILLER. J.R. Operating Reactors Branch 3. 84/04/12. WILLIAMS, J. W. 

Florida Power & Light Co. 4pp. 24253:332. 24X 

Fiche: 50-335, 84/04/12, 8404300278. 


8404270041 Forwards license amend fee in response to 840404 ltr. 
WILLIAMS, J. W. Florida Power & Light Co. 84/04/20. MILLER, W. 0. 
License Fee Management Branch. Ip. 24218:082, 24X 

Fiche: 50-335, 84/04/20, 8404270041. 


Q. Inspection reports, IE Bulletins & correspondence 


8404060101 Forwards IE Insp Repts 50-335/84-06 50-389/84-08 on 
040221-24. No violations or deviations identified. 

DANCE, H. C. Division of Project Ik Resident Programs. 84/03/14. 
WILLIAMS, J, W. Florida Power «< Light Co. 2pp. 22920:299. 24X 
Fiche: 50-335, 84/03/14, 8404060101. 


8404060106 IE Insp Repts 50-335/84-06 & 50-389/84-08 on 840221-24. No 

violations or deviations identified. Major areas inspected: 
inservice insp, core barrel repair 8< previous insp findings. 

CROWLEY, B.R. Region 2, Office of Director. BLAKE, J. J. Division 
of Engineering tk Operational Programs. 84/03/08. 9pp. 22920:301. 
24X Fiche: 50-335, 84/03/14, 8404060101. 


8404170373 Forwards IE Insp Repts 50-335/84-07 & 50-389/84-09 on 
840306-09, No violations or deviations noted. 

DANCE, H. C. Division of Project Resident Programs. 84/03/26. 
WILLIAMS, J. W. Florida Power & Light Co. 2pp. 24062:314. 24X 
Fiche; 50-335, 84/03/26/ 8404170373. 


8404170380 IE Insp Repts 50-335/84-07 & 50-309/84-09 on 840306-09. No 

violations or deviations noted. Major areas inspected: 
emergency preparedness exercise. 

HUFFMAN, G.N. Region 2, Office of Director. JENKINS, O.R. Division 
of Emergency Preparedness «< Materials Safety. 84/03/21, 11pp. 

24062:316. 24X Fiche: 50-335, 84/03/26, 8404170373. 


8402090047 IE Info Notice 84-05, Rev I, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fic he: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/20. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. *' Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co, of New 

York, Inc. 126pp. 22892:231, 24X Fiche : 50-000, 84/03/29, 8403140247. 


8404060160 Responds to IE Bulletin 83-08 ra electrical circuit breakers 
ui/undervol tag® trip feature in us® in safety-related 
applications other than reactor trip sys. Unit 2 safety- 
related breakers w/undervoltage trip attachments listed. 

WILLIAMS, J. W. Florida Power & Light Co 84/03/30. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 22927:020 . 24X 

Fiche: 50-335, 84/03/30, 8404060160. 


8403140259 IE Info Notice 84-24, "Physical Qua! if ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qual if i cat i on Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp. 24066:164. 24X Fiche; 50-000, 84/04/05, 8403140263. 


0404170070 Ack receipt of 840314 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-335/83-57 & 
50-389/84-01. 

DANCE, H. C. Division of Project & Resident Programs. 84/04/05. 
WILLIAMS. J. W. Florida Power 8« Light Co. Ip. 24050:346. 24X 

Fiche; 50-335, 84/04/05, 8404170070. 


— 8404170072 Responds to NRC 831019 ltr re violations noted in IE Insp 
Rept 50-389/84-01 . Corrective actions: NFPA-13 guidelines 
followed for automatic sprinkler sys. 

WILLIAMS, J, W. Florida Power 8 Light Co. 84/03/14. □ 'REILLY, J. P. 

Region 2, Office of Director. 10pp. 24050:347. 24X 

Fiche: 50-335, 84/04/05, 8404170070. 


8404130037 Informs that supplemental analysis of masonry wall design 
per IE Bulletin 00-11 necessary for response to 040229 
request for addl info. Response will be submitted by 840615, 
WILLIAMS, J. W. Florida Power 8< Light Co. 84/04/09. MILLER, J. R, 
Operating Reactors Branch 3, Ip. 24031:362. 24X 

Fiche: 50-335, 84/04/09, 8404130037. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 
grace, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24-163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
B30103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fich e : 50-000, 84/04/1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


0403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24X Fiche: 50-000. 84/04/18, 0403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set." Svc list encl, 

JORDAN. E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/10. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119, 24X Fiche: 50-000, 04/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedu/atar Sparger & Pipe 
Hanger Damage. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness S? Engineering 
Response (Post 830103), 84/04/10. Consolidated Edison Co, of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 04/04/18, 8404130404. 
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8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000. 84/04/20# 8404160130. 


S. Reportable occurrences, LERs & related correspondence 


8404100235 LER 84-001-00: on S40307# design problem re undervoltage 
relaying of 4SO-volt buses discovered on diesel generator 
loading sequence under certain accident con d itions. Plant 
change/mod imp lemented. W/840406 Itr. 

VALDES# S. A., WILLIAMS, J. W. Florida Power «e Light Co. 84/04/06. 
3pp. 22960:175. 24X Fiche: 50-335, 84/04/06# 8404100235. 


8404170310 NPDES noncompliance notification: on 840217, high discharge 
canal water levels experienced while using multiport 
diffuser under certain plant operating cond itions. Cause not 
stated. Multiport diffuser discharge sys inspected. 

WILLIAMS# J. W. Florida Power & Light Co. 84/04/06. 0 "REILLY# J. P. 

Region 2# Office of Director. 3pp. 24060: 308. 24X 

Fiche: 50-335# B4/04/06# 8404170310. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8( 
applicants for PLs re change to NUREG-1021# “Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000# 84/04/02, 8404020019. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION# UNIT 2 


F. Security, medical, emergency & fire protection plans 


8404100095 Public version of revised Emergency Plan Implementing 
Procedures EPIP 4214 re reactor coolant & liquid waste post- 
accident sampling & EPIP 4215 re stack & containment air 
post-accident sampi ing. W/S40222 ltr & 840323 release memo. 

COUNSIL, W. 0. , SEARS, C.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/02/22. 
EISENHUT, D. G. Division of Licensing. 57pp. 22995:174. 24X 

Fiche: 50-245# 84/02/22, 8404100095. 


8404160109 Forwards IE Insp Repts 50-245/84-02 & 50-336/84-04 on 
840122-0225. No violations observed. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/03/26. 
COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24039:293. 24X Fiche: 50-245, 84/03/26, 8404160109. 


—8404160118 IE Insp Repts 50-245/84-02 & 50-336/84-04 on 840122-0225. No 
violations identified. Major areas inspected; evaluations of 
plant operations# equipment alignments 5c readiness, radiation 
protection, physical security 5c fire protection. 

SHEDLOSKY, J. T. Region 1, Office of Director. 84/03/22. 18pp. 

24039: 295. 24X Fiche: 50-245, 84/03/26# 8404160109. 


8404040154 Responds to 840131 ltr re temporary relocation of technical 
support ctr to Millstone emergency operations facility for 
approx 15 months, Proposal acceptable as temporary 
arrangement. 

EISENHUT# D, G. Division of Licensing. 84/04/02. COUNSIL# W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
22886:269. 24X Fiche: 50-245,, 84/04/02# 8404040154. 


8404190216 Forwards IE Insp Repts 50-245/84-03 5c 50-336/84-05 on 
840221-24. No violations noted. 

MARTIN# T. T, Division of Engineering 5c Technical Programs. 84/04/02. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24100:074. 24X Fiche: 50-245, 84/04/02# 8404190216. 


—8404190226 IE Insp Repts 50-245/84-03 & 50-336/84-05 on 840221-24. No 
violations noted, Major areas inspected: previously identified 
items 5f IE insp procedures# including changes to emergency 
preparedness program 5< shift staffing. 

SMITH# R.H. Region 1, Office of Director. 84/03/29. 4pp. 
24100:076. 24K Fiche: 50-245# 84/04/02, S404190216, 


8404120134 Informs that two deficiencies noted for evacuation time 
estimate studies performed in Mar 1900 by Storch Engineers# 
per re-review w/NUREO-0654 guidance. Repts deficient in 
consideration of persons lu/o autos. Tables encl. 

URBANIK#T. Texas A5cM Uni V. , College Station, TX. 04/04/06. 

ROBINSON# P. D. Director "s Office# Office of Inspection and 
Enforcement. 3pp. 24013:098. 24X Fiche: 50-000# 84/04/06# 8404120134. 


8404190266 Provides revised repts re general position statement & 
status of compliance w/Rev 2 to Reg Guide 1.97 St SuppI 1 to 
NUREG-0737. 

COUNSIL# W. 0. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W. G. Northeast Utilities. 84/04/09. MILLER, J. R. Operating 
Reactors Branch 3. CRUTCHFIELD, D. Operating Reactors Branch 5. 

45pp. 24099:239. 24X Fich e : 50-000, 84/04/09, 8404190266. 


8404200318 Revised emergency implementing procedures, including Rev 5 to 
EPIP 4304 re emergency response ctr 5< FAC 8< Rev 1 to EPIP 
4307 re control room circuit television sys operation. 

W/840412 ltr. 

MRQCZKA, E. J. , COUNSIL, W. G, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/04/12. 
EISENHUT, D. G. Division of Licensing. 51pp. 24115:112. 24X 

Fiche: 50-245, 84/04/12, 8404200318. 


I. Financial information 


8404100354 Forwards 1983 Annual Financial Repts for Connecticut Light & 
Power Co 5t Western Massachusetts Electric Co. Annual 
Financial Rept for 1983 for Northeast Nuclear Energy Co 
unavailable until 840415. Ack of receipt requested. 

BISHOP, R. W. Northeast Utilities Service Co. (subs, of Northeast 
Utilities). 84/04/06. Office of Nuclear Reactor Regulation, 
Director. Ip. 22968:233. 24X Fich e: 50-000, 84/04/06, 8404100354. 


— 8404100359 Annual Financial Rept 1983. 

ELLIS, W. B. Western Massachusetts Electric Co. (subs, of Northeast 
Utilities). 83/12/31. 31pp. 22968:234. 24X 

Fiche: 50-000, 84/04/06, 8404100354. 


— 8404100366 Annual Financial Rept 1983. 

ELLIS, W. B. Connecticut Light 5t Power Co. (subs, of Northeast 
Utilities). 83/12/31. 37pp. 22968:268. 24X 

Fiche; 50-000, 84/04/06, 8404100354. 


P. Operating license stage documents Si correspondence 


8404190143 FOIA request for five categories of records re MU Rothschild 
830613 memo to RA Clark concerning notice of consideration 
of issuance of amend to License DPR-65 Si proposed NSHC 
determination. 

ADATO, M. Union of Concerned Scientists. 84/03/09. FELTON, J. M. 
Division of Roles and Records. 2pp. 24122:276. 24X 

Fiche: 50-336, 84/03/09, 8404190143. 


8404020147 Responds to Generic Ltr 83-28, "Generic Implications of 
Salem ATWS Events," providing status of current conformance 
w/provisions of generic ltr St plans St schedules for any 
improvements. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 84/03/16. EISENHUT, D. G. 

Division of Licensing. 9pp. 22830:110. 24X Fiche: 50-000, 84/03/16, 

8404020147. 


— 8404020151 Rev 0 to Procedure OP 2671, "Duty Officer Requirements After 
Trip or ESF Actuation. " 

ASHEY, R. J. , KEENAN, J. S. Connecticut Yankee Atomic Power Co. 

84/01/06. 6pp. 22838:119. 24X Fiche: 50-000, 84/03/16, 8404020147. 


— 8404020155 Rev 0 to Procedure OP 2671-1, "Unit 2 Duty Officer Trip 
Determination Checklist." 

KEENAN, J. S. Connecticut Yankee Atomic Power Co. 84/01/06. 23pp. 

22838: 125. 24X Fiche; 50-000, 84/03/16, 8404020147. 


8404030510 Application for amend to Lice-nse DPR-61 , revising 
radiological effluent Tech Specs. Approval of Millstone 
radiological effluent Tech Specs requested by 840901. W/ 

"Radiological Effluent Monitoring Si Offsite. ..." 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 84/03/16. CRUTCHFIELD, D. 
Operating Reactors Branch 5. MILLER, J.R. Operating Reactors Branch 
3. 3pp. 22859:013. 24X Fiche; 50-000, 84/03/16, 8404030510. 


8404030406 Responds to Licensee Qualification Branch draft SER open 
items discussed at 840223 meeting re operator training Si 
qualif ication. Responses will appear in FSAR Amend 8 
scheduled for submittal in mid-May 1984. 

COUNSIL, W. G. , SEARS, C. F, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. 0. Northeast Utilities. 84/03/20. 
YOUNGBLOOD, B. J. Licensing Branch 1. 15pp. 22865:170. 24X 

Fiche: 50-000, 84/03/20, 8404030406. 
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■8404030413 Comments on draft policy statement re engineering expertise 
on shift. Util long-term plans to eliminate position of 
dedicated shift technical advisor by upgrading 
qualifications of shift personnel uell knoiun. 

CDUNSIL. W. 0. Connecticut Yankee Atomic Power Co. COUNSILi W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL.W.G. Northeast Utilities. 83/09/23. CHILK, S. J. Office 
of the Secretary of the Commission. 12pp. 22865:213. 24X 

Fiche: 50-000, 84/03/20. 8404030406. 


8404110103 Forwards "Control of Heavy Loads - Phase 11. " draft 
technical evaluation rept. Requests review of rept, 
u/ r ■' * attention to open items. 

MIL...ER J R Operating Reactors Branch 3. 84/03/21. COUNSIL.W.G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
24005:327. 24X Fic he: 50-336. 84/03/21, 84041 10103. 


8404060114 Clarifies info on TMI Action Item II. F. 1.6 re hydrogen 
monitor measurement capab i 1 i t i es. SER & 830314 confirmatory 
order should be revised to reflect status. I tern completed. 
COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.G, Northeast Utilities. 84/03/27. 
MILLER. J. R, Operating Reactors Branch 3. 3pp. 22927:124. 24X 

Fiche: 50-336. 84/03/27. 8404060114. 


8404090299 Forwards "Startup Test Rept Cycle 6. " Results within 
acceptance criteria w/exception of low power measurement of 
control element assembly (CEA) reactivity worths. One CEA 
bank slightly in excess of criteria. 

COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.G, Northeast Utilities. 84/03/27. 

MURLEY, T. E. Region 1. Office of Director. Ip. 22942:254. 24X 

Fiche: 50-336, 84/03/27, 8404090299, 


— 8404090301 "Startup Test Rept Cycle 6. " 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
84/03/31, 15pp, 22942:255, 24X Fiche: 50-336. 84/03/27. B404090299. 


8404190141 Responds to FOIA request for five categories of records re 
M Rothschild 830613 memo to R Clark concerning proposed NSHC 
determination. Listed documents responsive to Category 3. 

Search for addl documents continuing. 

FELTON, J. M, Division of Rules and Records. 84/03/27. ADATO.M 
Union of Concerned Scientists. Ip. 24122:275. 24X 

Fiche: 50-336, 84/03/27, 8404190141, 


8404200174 Advises that testing of post-accident sampling sys complete. 
Addl maint on Unit 2 sys required due to leaking isolation 
valve potentially contaminating samp les. Ma int will be 
performed during next cold shutdown. 

COUNSIL.W.G., SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL.W.G, Northeast Utilities. 84/03/29. 
MURLEY. T. E. Region 1. Office of Director, 2pp. 24116:188. 24X 

Fiche: 50-245. 84/03/29, 8404200174. 


8404180358 Forwards "Spent Fuel Disposition Plans." outlining program 
undertaken to increase spent fuel storage capacity. 

COUNSIL.W.G., SEARS, C,F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL.W.G. Northeast Utilities. 84/03/30. 
MILLER. J. R. Operating Reactors Branch 3. 3pp. 24072:001. 24X 

Fiche; 50-336, 84/03/30. 8404180358. 


— 8404130400 Comments on proposed rulemaking concerning requirements for 
senior managers at nuclear power p lants. Pr op osa 1 would 
invalidate licensed operator upgrade program. NRC is rushing 
tsrcl.-r*- w/o coocem for impact or justification. 

.rC'J.'.S I'.. . C Connecticut Yankee Atomic Power Co. 84/03/23. 

STELLO, V. Regional Operations Zi Generic Requirements. 14pp. 
24199:235. 24X Fiche' 50-000. 84/04/04. 8404130393. 


8404180201 Forwards "Thermal Shield Damage Recovery Program. Final Rept. 
App A;Effects of Core Barrel Bypass Flow on Fuel Assemblies 
Testing 8< Analyses. " per 831212 Itr. 

COUNSIL. W. G. . FEE. W.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL.W.G. Northeast Utilities. 84/04/04. 
MILLER. J. R. Operating Reactors Branch 3. ip. 24077:133. 24X 

Fiche: 50-336, 84/04/04, 8404180201. 


— 8404180212 "Thermal Shield Damage Recovery Program. Final Rept, App A: 
Effects of Core Barrel Bypass Flow on Fuel Assemblies 
Testing & Analyses. " 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
84/03/31. 4Spp. 24077:134. 24X Fiche; 50-336, 84/04/04, 8404180201. 


8404250213 Requests final decision re proposed rev to Tech Spec as 
requested by 770921 Itr within 30 days. Info needed to 
clarify & complete licensing action. 

MILLER. U. R. Operating Reactors Branch 3. 84/04/04. COUNSIL.W.G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
24213:345. 24X Fiche; 50-336. 84/04/04. 8404250213. 

8404250217 Requests info. within 60 days, re value of pressurizer level 
assumed in analysis & analysis assessing impact of proposed 
change on event consequences. 

MILLER. J. R. Operating Reactors Branch 3. 84/04/05. COUNSIL.W.G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
24213:343. 24X Fiche: 50-336. 84/04/05. 8404250217. 


8404190221 Forwards summary of qualif ication status of equipment 
covered by 10CFR50. 49. index to sys component evaluation 
work sheet package & discrepant equipment summary sheets. 
COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.G. Northeast Utilities. 84/04/09. 
EISENHUT. D, G, Division of Licensing. 48pp. 24100:339. 24X 

Fiche: 50-336. 84/04/09, 8404190221. 


8404230393 Forwards Amend 94 to License DPR-65 It safety evaluation 
Amend modifies Tech Specs to revise pressure-temp limits & 
max heatup rate for RCS & reactor vessel matl irradiation 
specimen withdrawal schedule. 

HEITNER.K. L. Operating Reactors Branch 3. 84/04/10. COUNSIL.)- 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). flP- 
24187:247. 24X Fiche: 50-336. 84/04/10. 8404230393. 


— 8404230397 Amend 94 to License DPR-65. modif y ing Tech Specs toTrevise 
pressure-temp limits fk max heatup for RCS «< reactor vessel 
matl irradiation specimen withdrawal schedule. 

MILLER. J. R. Operating Reactors Branch 3. 84/04/10. lOpp 

24187:249, 24X Fiche: 50-336. 84/04/10. 8404230393. 


— 8404230399 Safety evaluation supporting Amend 94 to Licens; 

* Office of Nuclear Reactor Regulation, Director. 84/0/10. 5pp. 
24187- 259. 24X Fiche: 50-336. 84/04/10, 8404230393. 


-0404180362 "Spent Fuel Disposition Plans. " 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
84/03/31. 45pp. 24072:004. 24X Fiche : 50-336. 84/03/30, 0404180358. 


8404170035 Responds to 840312 Itr providing basis for inapplicability 
of fees for review of terrestrial items in 830215 
application for Haddam Neck, Remittance per 10CFR170 

MILLER. W. 0. License Fee Management Branch. 84/04/03. COUNSIL.W.G. 
Connecticut Yankee Atomic Power Co. 2pp. 24091:306. a4X 
Fiche: 50-000. 84/04/03. 8404170035. 


9404040256 Generic Ltr 84-08 to all licensees of operating reactors- 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting, Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York. Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04. 8404040256. 


8404130393 Forwards Northeast Utils 840323 comments on SECY-84-106 
proposed rule which would require licensees to have senior 
manager on each shift w/listed qualif ications. Info may be 
relevant to 840409 Commission meeting, 

DIRCKS. W, J. Office of the Executive Director for Operations. 
04/04/04. PALLADINO Commissioners. Ip. 67263:342. 24X 

Fiche: 50-000. 84/04/04, 8404130393. 


8404200238 Provides summary of radiological results re steal generator 
tube rupture r eana 1 y s is. Tab 1 e containing doses for all 
analyzed cases end. i, *. 

COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of No^neasc 
Utilities). COUNSIL.W.G. Northeast Utilities, 84/04/3- 
miller. J. R. Operating Reactors Branch 3. 3pp. 24114:)86. 

Fiche: 50-336. 84/04/13. 8404200238. 


24X 


8404300011 Summary of 840410 meeting w/util re equipment qual if ication. 
Attendance list it proposed resolution of deficiencies,' 
identified by Franklin Research Ctr end. 

HEITNER.K. L. Operating Reactors Branch 3. 84/04/13. 

Reactors Branch 3. 30pp. 24231:151. 24 X Fi che: 50-3)6. 84/04/13, 

8404300011. 


Q. Inspection reports. IE Bulletins & correspondence ,j 


7901300105 Forwards updated inservice insp & testing program 
describing operational readiness testing for essential pumps 
it valves it program of periodic pressure tests. Progi^am will 
be implemented on or about 790426. n 

COUNSIL.W.G. Northeast Utilities. 79/01/25. REID. R. W. Operati g 


Reactors Branch 4 (Pre 790625). 83pp. 

I!?.- - 1 To/ni /CIS. riooios. 


22790: 144. 24X 


>4160171 "Inservice Insp Rept, Class I & 11 Sys." for 830606-840103. 
1/840403 ltr. 4 . 

IROCZKA.E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
utilities). MROCZKA. E. J. Northeast Utilities Service Co. (subs, of 
Jortheast Utilities). 84/02/29. MURLEY. T. E. Office of 
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3404050290 Application for amend to Licenses NPF-4 & NPF-5. revi sing 
Tech Specs ro allow core surveillance rept submittals at 
reduced time interval w/spetific written approval by NRC. 

STEWART. W,L. Virginia Electric «< Power Co, 84/03/30. DENTON, h. R. 
Office of Nuclear Reactor Regulation. Director. MILLER. J, R. 
Operating Reactors Branch 3. 4pp. 22696:091. 24X 

Fiche: 50-338, 84/03/30, 8404050298. 


— 8404050300 Proposed Tech Spec changes allowing submittal of core 
surveillance repts at reduced time interval w/specific 
written approval by NRC, 

# Virginia Electric Power Co. 84/03/30. 5pp. 22896:095. 24X 

Fiche; 50-328, 84/03/30, 84040S029S. 


8404060155 Submits requested info required to complete Frankli" 
Research Ctr review of util submittal re conformance to 
NUREG-0612. "Control of Heavy Loads at Nuclear Power Plants, 

Phase 1. " 

STEWART, W.L. Virginia Electric & Power Co 94/03/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 2pp, 22926:320. 24X 

Fiche; 50-338, 84/03/30, 8404060155. 


8404060254 Endorses AIF participation in discussions & ultimate 
resolution of interpretations re equipment safety 
c lassif ication issues. Addl discussions warranted for 
consistent approach to interpretation of regulations. 

STEWART, W.L. Virginia Electric «r Power Co. 84/04/02. TAYLOR, J, M. 
Director's Office, Office of Inspection and Enforcement, Ip. 
22925:154. 24X Fi c he ; 50-000, 84/04/02, 8404060254. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re interim procedures 
for NRC mgt of p Ian t-spec i f i c backf itting. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


B404250285 Forwards Amends 55 & 37 to Licenses NPF-4 Xe NPF-7, 
respectively, Amends revise Tech Specs by prefixing words 
RCS to words POfiV or safety valves. 

ENGLE, L.B. Operating Reactors Branch 3. 84/04/09. STEWART, W L, 

Virginia Electric St Power Co. 3pp. 24213; 304. 24X 

Fiche: 50-338, 84/04/09, 8404250285. 


—8404250291 Amends 55 St 37 to Licenses NPF-4 & NPF-7. respectively, 
revising Tech Specs by prefixing words RCS to words PORV or 
safety valves. 

MILLER, J.R. Operating Reactors Branch 3. 84/04/09. lOpp, 

24213:307, 24X Fiche: 50-338. 84/04/09, 8404250285. 


3404260439 Forwards safety evaluation re Amends 73,74,36 St 16 
Restriction may b® raised to 45,000 MWD/MTU but not removed 
entirely. Fuel mgt scheme provides limiting location in fuel 
at beginning of second cycle. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/09. STEWART, W. L, 

Virginia Electric St Power Co, 4pp. 24220:315. 24X 

Fiche; 50-000, 84/04/09, 8404260439. 


—8404260444 Safety evaluation re extended fuel burnup. Operation to 
45,000 MWD/MTU batch average at discharge using 4.1 w/o 
enriched fuel acceptable. 

■» NRC - No Detailed Affiliation Given. 84/04/09. 4pp. 

24220: 319. 24X Fiche; 50-000, 84/04/09, 8404260439. 


'404170363 Forwards response to telcon request for addl info re 
proposed amends to Licenses NPF-4 S« NPF-7 re masonry wall 
design, decay heat 1 oads, movab le platform w/hoists & 
temporary crane. 

STEWART, W.L. Virginia Electric & Power Co. 84/04/10, DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. MILLER, U.R. 
Operating Reactors Branch 3. 5pp, 24060:180. 24X 

Fiche; 50-338, 84/04/10, 8404170363. 


404200131 Forwards exemption from schedular requirements of 10CFR50. 44 
re installation of high point vents for RCS. Related 
correspondence. 

MILLER, J. R. Operating Reactors Branch 3. DSB 678. 84/04/13, 

STEWART, W.L. Virginia Electric St Power Co, 2pp. 24284:338. 24X 

Fiche; 50-338, 84/04/ 13i 8404200131. 


•8404200134 Exemption from schedular requirements of 10CFR50, 44 re 
installation of high point vents for RCS. 

EISENHUT, D, G. Division of Licensing. 84/04/13, Virginia 
Electric St Power Co. 6pp. 24117:100, 24X Fiche: 50-338, 84/04/13, 

8404200131. 


104270019 Forwards Amends 56 St 38 to Licenses NPF-4 St NPF-7, 
respectively St safety evaluation. Amends revise Tech Spec 
Surveillance Requirement 4. 7. 1.2# to state that turbine 
overspeed protection sys be operable once per 31 days. 

ENGLE, L.B. Operating Reactors Branch 3. 84/04/16. STEWART, W. L. 

Virginia Electric S>. Power Co. 2pp, 24223:268. 24X 

F i c h e : 5 0-338, 84/04/ 1 6 , 840427001 9 . 


— 8404270024 Amends 56 St 38 to License NPF-4 St NPF-7, respectively, 
revising Tech Spec Surveillance Requirement 4. 7. t. 2a to 
state' that turbine overspeed protection sys be demonstrated 
operable once per 31 days instead of once per 7 days. 

MILLER, U. R. Operating Reactors Branch 3. 84/04/16. 10pp. 

24223:270. 24X Fi ch e : 50-338, 84/04/16, 8404270019. 


— 8404270030 Safety evaluation supporting Amends 56 St 38 to Licenses 
NPF-4 St NPF-7, respec tively. 

* Office of Nuclear Reactor Regulation, Director. 84/04/16. 4pp. 
24223: 280. 24X Fiche: 50-338, 84/04/16, 8404270019. 


0, Inspection reports, IE Bulletins & correspondence 


8404170163 Forwards IE Insp Repts 50-338/84-05 St 50-339/84-05 on 
840227-0302. No violations or deviations identified. 

DANCE, H.C. Division of Project St Resident Programs. 84/03/23. 
STEWART, W.L. Virginia Electric Sc Power Co. 2pp. 24050:258. 24X 

Fiche: 50-338, 84/03/23, 8404170163. 


— 8404170176 IE Insp Repts 50-338/84-05 & 50-339/84-05 on 840227-0302. No 
violations or deviations identified. Major areas inspected; 
emergency preparedness. 

MARSTON, R. R. , KREH, J. L. Region 2, Office of Director. 

JENKINS, G.R. Division of Emergency Preparedness St Materials 
Safety. 84/03/22 7pp. 24050:260. 24X Fiche: 50-338, 84/03/23, 

8404170163. 


8404170222 Forwards IE Insp Repts 50-338/84-07 St 50-339/84-07 on 
840227-0302. No violations or deviations noted. 

DANCE, H.C. Division of Project St Resident Programs. 84/03/23. 
STEWART, W.L. Virginia Electric St Power Co. 2pp. 24053:083. 24X 

Fiche; 50-338, 84/03/23, 8404170222. 


—8404170236 IE Insp Repts 50-338/84-07 St 50-339/84-07 on 840227-0302. No 
violations or deviations noted. Major areas inspected: 
external 8c internal exposure controls, ALARA activities, 
posting & labeling St NUREG-0737 item action. 

WRAY, J. R. Region 2, Office of Director, BARR, K. P. Division of 
Engineering St Operational Programs. 84/03/21. 8pp. 24053:085. 

24X Fiche: 50-338. 84/03/23, 8404170222. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response <Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche; 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Prepared ness 8. Engineering 
Response (Post 830103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fich e : 50-000, 84/03/28, 8403140241 , 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8 Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247, 


8404090229 Ack receipt of 840323 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-338/84-03 8 
50-339/84-03. 

DANCE, H. C. Division of Project 8 Resident Programs. 84/04/04. 
STEWART, W.L. Virginia Electric 8 Power Co. Ip. 22940:012. 24X 

Fiche; 50-336, 84/04/04, 8404090229, 


— 8404090237 Responds to NRC 840227 ltr re violations noted in IE Insp 
Repts 50-338/84-03 8 50— 339/84-03. Correct ive actions 
withheld (ref 10CFR73. 21). 

STEWART, W.L. Virginia Electric 8 Power Co. 84/03/23. 

O'REILLY, J. P. Region 2, Office of Director. Ip. 22940:013. 24X 

Fiche: 50-338, 94/04/04, 8404090229, 


—8404090245 Forwards IE Insp Repts 50-338/84-03 8 50-339/84-03 on 
840206-10 & notice of violation. Insp rept details 8 notice 
of violation withheld (ref 10CFR2. 790 8 73.21). 

LEWIS, R.C. Division of Project 8 Resident Programs. 84/02/27. 
STEWART, W.L. Virginia Electric 8 Power Co. 2pp. 22940:014. 24X 

Fiche ; 50-338, 84/04/04, 8404090229. 


— S4040902S3 IE Insp Repts 50-338/84-03 8 50-339/84-03 on 840206-10. 
Violation noted: access control-personnel. Details withheld 
(ref 10CFR2. 790 8 73,21). 

ENNIS. J.D. Region 2, Office of Director. MCGUIRE, D. R. Division 
of Emergency Preparedness 8 Materials Safety. 84/02/23. Ip. 
22940:016. 24X Fiche: 50-338, 84/04/04. 8404090229. 
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8403140259 IE Info Notice 84-24» "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices.” Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche; 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, “Results of NRC-Spons or ed 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066; 164, 24X Fiche: 50-000, 84/04/05. 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Req.uiremcnts by Moisture Density Gauge Licensees." Svc list 
end. 

GRACE, J. M. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co, of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche; 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc, 129pp, 24188:237, 24X Fiche; 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:119, 24X Fi che: 50-000, 84/04/ 18, 8403140286, 


8404130404 IE Info Notice 84-32, “Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 04/04/18. Consolidated Edison Co. of New 

York, Inc. Il9pp. 24195:343, 24X Fiche; 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, “Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20 Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qual if ication 
program of post-LOCA hydrogen recombiner component. Time 
delay relays ?< jumper will be removed from relay contacts. 

EMPEY, D. C. Rockwell International Carp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp, 24054:336. 24X 

Fiche; 50-000, 83/05/05, 8404170419. 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qualif ication of ESG hydrogen 
recombiners. Specif ic magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D.C. Rockwell International Corp. 83/05/27. COLLINS, J. 
Region 4, Office of Director, 5pp. 24054:314. 24X 

Fiche: 50-000, 83/05/27, 8404170440. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 icat ion. Vi ton seal issue not 
reportable per Part 21 . Insuf f ic i ent data exists to 
demonstrate full confidence in seals, 

EMPEY, D.C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche; 50-000, 83/12/19, 8404170471. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
& furnished to power generating f ac i 1 it ies. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J. P. Pacific Air Products Co. 84/03/28. Director's 
Office, Office of Inspection and Enforcement. 15pp. 24022: 164. 24X 

Fiche; 50-000, 84/03/28, 8404120307, 


8404260007 Updated LER 81-063/03X-2: on 810808, reactor trip breaker B 
failed to open when high pressurizer pressure signal 
simulated. Caused by failure of metal latch in undervoltage 
trip attachment. Attachment replaced. W/84041S Itr. 

HARRELL, E. W. Virginia Electric 8< Power Co. 84/04/18. 3pp. 

24209; 242. 24X Fiche: 50-338, 84/04/18, 8404260007. 


V. Operator Examinations 


8404180249 Forwards safety evaluation re util 840118 request for 
approval of mods to licensed operator requa lif ication 
program for faci 1 it ies. Proposed mods acceptable. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/30. STEWART, W.L. 

V:r<:i-ia Electric «. Pojp- Cc 3pp. 24109: 117. 24X 

r i>e. TjO-OOG. 84/03/.10. -3 '-04 ; 80249 


— 8404180255 Safety evaluation re util 040118 request for approval of 
mods to licensed operator requalification program for 
facilities. Proposed mods acceptable. 

* NRC - No Detailed Affiliation Given. 84/03/30. 2pp, 
24109:120. 24X Fiche: 50-000, 84/03/30, 8404180249. 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for QLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche; 50-000, 84/04/02,8404020019. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8404060053 Advises that 831026 Rev 5 to physical security plan 
consistent w/provisions of 10CFR50. 54( p ) 8< acceptable, 

DANCE, H. C. Division of Project ic Resident Programs. 84/03/19. 
STEWART, W. L. Virginia Electric )it Power Co. Ip. 22920:279. 24X 

Fiche: 50-338, e4/o:’/:9. r!i04Co0v;52 


8404170163 Forwards IE Insp Repts 50-338/84-05 & 50-339/84-05 on 
840227-0302. No violations or deviations identified. 

DANCE, H. C. Division of Project ?< Resident Programs. 84/03/23. 
STEWART, W.L. Virginia Electric ?< Power Co. 2pp, 24050:258. 24X 

Fiche: 50-338, 84/03/23, 8404170163. 


— 8404170176 IE Insp Repts 50-338/84-05 & 50-339/84-05 on 840227-0302. No 
violations or deviations idenified. Major areas inspected: 
emergency preparedness. 

MARSTON, R.R. Region 2, Office of Director, 84/03/22. 7pp. 

24050: 260. 24X Fiche: 50-338, 84/03/23, 8404170163, 


8404090229 Ac k receipt of 840323 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-338/04-03 S' 
50-339/84-03 

DANCE, H. C. Division of Project & Resident Programs. 04/04/04. 
STEWART, W.L. Virginia Electric 8< Power Co. Ip. 22940:012. 24X 

Fiche: 50-338, 84/04/04, 8404090229. 


— 8404090237 Responds to NRC 840227 ltr re violations noted in IE Insp 
Repts 50-338/84-03 50-339/84-03. Corrective actions 

withheld (ref 10CFR73. 21). 

STEWART, W.L. Virginia Electric «< Power Co. 84/03/23. 

O'REILLY, J. P. Region 2, Office of Director. Ip. 22940:013. 24X 

Fiche: 50-338, 84/04/04, 8404090229. 


— 8404090245 Forwards IE Insp Repts 50-338/84-03 %>. 50-339/84-03 on 
840206-10 & notice of violation. Insp rept details 8< notice 
of violation withheld (ref 10CFR2. 790 73.21). 

LEWIS, R.C, Division of Project & Resident Programs. 84/02/27. 
STEWART, W.L. Virginia Electric Power Co. 2pp. 22940:014. 24X 

Fiche: 50-338, 84/04/04, 8404090229, 
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—8404090253 IE Insp Repts 50-333/84-03 & 50-339/84-03 on 840206-10. 
Violation noted:access control-personnel. Detai Is withheld 
<ref 10CFR2. 790 & 73.21). 

ENNIS. J.D. Region 2, Office of Director. 84/02/23. Ip. 
22940:016. 24X Fic he : 50-338, 84/04/04. 8404090229. 


8404170411 Revised emergency plan implementing procedures, including Rev 
4 to Procedure EPIP-1.01 re emergency manager controlling 
procedure 2c Rev 2 to Procedure EPIP-1. 02 re response to 
notification of unusual event. W/S40405 Itr. 

STEWART. W.L. Virginia Electric & Power Co. 84/04/05. 0 'REILLY, J. P. 

Region 2. Office of Director. 234pp. 24063:032. 24X 

Fiche: 50-338, 84/04/05, 8404170411. 


G. Adjudicatory correspondence 


8404260079 Informs that staff presently reviewing draft of NRC SER 8c 
EIA re proposed actions in two instant proc eed ings. Final 
documents expected by end of May. Related correspondence. 

MCGURREN, H. J. Hearing Branch 1. DSB 824. 84/04/23. WOLFE, S. J. , 

FERGUSON, 0. A. , KLINE, J. Atomic Safety and Licensing Board Panel. 
2pp. 24208:252. 24X Fi c he: 50-339, 84/04/23, 8404260079. 


P. Operating license stage documents & correspondence 


8404050298 Application for amend to Licenses NPF-4 Sc NPF-5, revis ing 
Tech Specs to allow core surveillance rept submittals at 
reduced time interval w/specific written approval by NRC. 

STEWART. W.L. Virginia Electric it Power Co. 84/03/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 4pp. 22896:091. 24X 

Fiche: 50-338, 84/03/30, 8404050298. 


— 8404050300 Proposed Tech Spec changes allowing submittal of core 
surveillance repts at reduced time interval w/specific 
written approval by NRC. 

* Virginia Electric Pur-or Co. 84/03/30. 5pp. 22896:095. 24X 

Fiche 5C--335. £4/0" ■'30. EAC4C5C29S 


8404060155 Submits requested info required to complete Franklin 
Research Ctr review of util submittal re conformance to 
NUREG-0612, “Control of Heavy Loads at Nuclear Power Plants, 

Phase 1. '■ 

STEWART, W. L. Virginia Electric & Power Co. 84/03/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 22926:320. 24X 

Fiche: 50-338, 84/03/30, 8404060155. 


8404060254 Endorses AIF participation in discussions St ultimate 
resolution of interpretations re equipment safety 
classif ication issues. Addl discussions warranted for 
consistent approach to interpretation of regulations. 

STEWART, W. L. Virginia Electric & Power Co. 84/04/02. TAYLOR, J. M. 
Director's Office, Office of Inspection and Enforcement. Ip. 

22925: 154. 24X Fiche: 50-000, 84/04/02, 8404060254. 


0404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404250285 Forwards Amends 55 & 37 to Licenses NPF-4 & NPF-7, 
respectively. Amends revise Tech Specs by prefixing words 
RCS to words PORV or safety valves. 

ENGLE, L.B. Operating Reactors Branch 3. 84/04/09. STEWART, W. L. 

Virginia Electric & Power Co. 3pp. 24213: 304. 24X 

Fiche: 50-338, 84/04/09, 8404250285. 


— 8404250291 Amends 55 & 37 to Licenses NPF-4 St NPF-7, respec tively, 
revising Tech Specs by prefixing words RCS to words PORV or 
safety valves. 

MILLER, J.R. Operating Reactors Branch 3. 84/04/09. 10pp. 

24213; 307, 24X Fiche: 50-338, 84/04/09, 8404250285. 


8404260439 Forwards safety evaluation re Amends 73,74,36 5< 16. 
Restriction may be raised to 45,000 MWD/MTU but not removed 
entirel y. Fuel mgt scheme provides limiting location in fuel 
at beginning of second cycle. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/09. STEWART, W. L. 

Virginia Electric St Power Co. 4pp. 24220:315. 24X 

Fiche: 50-000. 84/04/09, 8404260439. 


— 8404260444 Safety evaluation re extended fuel burnup. Operation to 
45,000 HW0/MTU batch average at discharge using 4.1 w/o 
enriched fuel acceptable, 

a NRC - No Detailed Affiliation Given. 84/04/09. 4pp. 

24220: 319. 24X Fiche: 50-000, 84/04/09, 8404260439. 


8404170363 Forwards response to telcon request for addl info re 
proposed amends to Licenses NPF-4 & NPF— 7 re masonry wall 
design, decay heat 1 oads, movab le platform w/hoists & 
temporary crane. 

STEWART, W. L. Virginia Electric 8< Power Co. 84/04/10. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 5pp. 24060: 180. 24X 

Fiche; 50-338, 84/04/10, 8404170363. 


0404200131 Forwards exemption from scheduler requirements of 10CFR50. 44 
re installation of high point vents for RCS. Related 
correspondence. 

MILLER, J. R. Operating Reactors Branch 3. DSB 678. 84/04/13. 

STEWART, W. L. Virginia Electric St Power Co. 2pp. 24284:330. 24X 

Fiche: 50-338, 84/04/13, 8404200131. 


— 8404200134 Exemption from scheduler requirements of lOCFRSO. 44 re 
installation of high point vents for RCS. 

EISENHUT, D. G. Division of Licensing. 84/04/13. Virginia 

Electric St Power Co. 6pp. 24117:100. 24X Fi che: 50-338, 84/04/13, 

8404200131. 


8404200074 Application for amend to License NPF-7, revising Tech Specs 
re low pressure safety injection sys cold leg valve testing. 

STEWART, W. L. Virginia Electric & Power Co. 84/04/16. DENTON. H. R, 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 4pp. 24120:122. 24X 

Fiche: 50-339, 84/04/16, 8404200074. 


— 0404200077 Proposed Tech Specs re low pressure safety injection sys 
cold leg valve testing. 

* Virginia Electric & Power Co. 84/04/16. 6pp. 24120:126. 24X 

Fiche: 50-339, 84/04/16, 8404200074. 


8404270019 Forwards Amends 56 St 38 to Licenses NPF-4 & NPF-7, 
respectively St safety eva luation. Amends revise Tech Spec 
Surveillance Requirement 4.7.1.2a to state that turbine 
overspeed protection sys be operable once per 31 days. 

ENGLE, L. B. Operating Reactors Branch 3. 84/04/16. STEWART, W.L. 

Virginia Electric & Power Co. 2pp. 24223:268. 24X 

Fiche; 50-338, 84/04/16, 8404270019. 


— 8404270024 Amends 56 St 38 to License NPF-4 St NPF-7, resp ec t ive ly , 
revising Tech Spec Surveillance Requirement 4.7.1.2a to 
state that turbine overspeed protection sys be demonstrated 
operable once per 31 days instead of once per 7 days. 

MILLER, J. R. Operating Reactors Branch 3. 84/04/16. 10pp. 

24223:270. 24X Fiche; 50-338, 84/04/16, 8404270019. 


— 8404270030 Safety evaluation supporting Amends 56 St 38 to Licenses 
NPF-4 St NPF-7, respectively, 

* Office of Nuclear Reactor Regulation, Director. 84/04/16. 4pp. 
24223:200. 24X Fiche; 50-330, 84/04/16, 8404270019, 


Q. Inspection reports, IE Bulletins St correspondence 


8404170163 Forwards IE Insp Repts 50-338/84-05 St 50-339/84-05 on 
840227-0302. No violations or deviations identified. 

DANCE, H. C. Division of Project St Resident Programs. 84/03/23 
STEWART, W.L. Virginia Electric & Power Co. 2pp. 24050:258. 24X 

Fiche: 50-338, 84/03/23, 8404170163. 


—8404170176 IE Insp Repts 50-338/84-05 & 50-339/84-05 on 840227-0302. No 
violations or deviations identified. Major areas inspected: 
emergency preparedness. 

MARSTON, R, R. , KREH, J. L. Region 2, Office of Director. 

JENKINS,G. R. Division of Emergency Preparedness St Materials 
Safety. 84/03/22. 7pp. 24050:260. 24X Fi ch e : 50-338, 84/03/23, 

8404170163. 


8404170222 Forwards IE Insp Repts 50-338/84-07 St 50-339/84-07 on 
840227— 0302. No violations or deviations noted. 

DANCE, H. C. Division of Project & Resident Programs. 84/03/23. 
STEWART, W.L. Virginia Electric St Power Co. 2pp. 24053:083. 24X 

Fiche: 50-33B, 84/03/23, 8404170222, 


— 8404170236 IE Insp Repts 50-338/84-07 St 50-339/84-07 on 840227-0302. No 
violations or deviations noted. Major areas inspected; 
external St internal exposure controls, ALARA activities, 
posting St labeling St NUREO-0737 item action, 

WRAY, J. R. Region 2, Office of Director. BARR, K. P. Division of 
Engineering St Operational Programs. 84/03/21, 8pp. 24053:085. 

24X Fiche; 50-338, 84/03/23, 8404170222. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fi che: 50-000, 84/03/28, 8402090047. 
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8403140241 IE Info Notice 84-21. "Inadequate Shutdomn Margin. " Svc list 
enc 1 . 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc, 85pp. 22892:145. 24X Fiche: 50-000. 84/03/28. 8403140241. 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L Division of Emergency Preparedness 8t Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche; 50-000. 84/03/29. 8403140247. 


8404090331 Forwards "Low Pressure Turbine Disc Cracking Rept. " 

STEWART, W.L. Virginia Electric S< Power Co. 84/03/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER. J. R. 
Operating Reactors Branch 3. Ip. 22941:276. 24X 

Fiche; 50-339, 84/03/30, 8404090331. 


— 8404090335 "Investigation of Turbine Disc Keyway Cracking." 
BURGHARD, H. C. , LEVERANT. G. R. Southwest Research Institute, 
SWR 1-7794-106. 84/03/26. 20pp. 22941:277. 24X 

Fiche: 50-339, 84/03/30. 8404090331. 


S404090229 Ac k receipt of 840323 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-338/84-03 & 
50-339/84-03. 

DANCE. H, C. Division of Project & Resident Programs. 84/04/04, 
STEWART. W Virginia Electric & Power Co. Ip. 22940:012. 24X 

Fiche: 50-333, 54 /O-'- . 8404090229. 


— 8404090237 Responds to NRC 840227 Itr re violations noted in IE Insp 
Repts 50-338/84-03 S'. 50-339/84-03. Correc t ive actions 
withheld (ref 10CFR73. 21). 

STEWART. W.L. Virginia Electric & Power Co. 84/03/23 
O'REILLY.,;- Rocior 2. of Director. Ip, 22940:013. 24X 

Fiche: 50-3:1.5. B-: .■■C4/04, :.";',0/:c';cr.29 


— B404090245 Forwards IE Insp Repts 50-338/84-03 8. 50-339/04-03 on 
840206-10 2< notice of violation. Insp rept details & notice 
of violation withheld (ref 10CFR2, 790 S< 73,21). 

LEWIS. R,C. Division of Project S< Resident Programs. 84/02/27. 
STEWART. W.L. Virginia Electric 8c Power Co, 2pp. 22940:014. 24X 

Fiche: 50-338. 84/04/04, 8404090229. 


— 8404090253 IE Insp Repts 50-338/84-03 8« SO- 339/84-03 on 840206-10. 
Violation noted; access control-personnel. Details withheld 
(ref 10CFR2. 790 8< 73. 21 ), 

ENNIS. J.D. Region 2. Office of Director. MCGUIRE. D. R, Division 
of Emergency Preparedness 8< Materials Safety. 04/02/23. Ip. 
22940:016. 24X Fi c he ; 50-338, 84/04/04, 8404090229. 


S403140259 IE Info Notice 84-24. "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fiche: 50-000. 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23. "Results of NRC-Sp onsored 
Qua] if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co, of New 

York. Inc. I03pp. 24066:164. 24X Fiche: 50-000. 84/04/05. 8403140263, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc I. 

GRACE, J, N. Division of QA. Safeguards 8< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp. 24189:001. 24X Fi che; 50-000. 84/04/16. 8403140271. 


8403140278 IE Info Notice 94-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees, " Svc list end. 
grace, j. N. Division of QA, Safeguards 8* Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp, 24X Fiche: 50-000. 84/04/16. 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees, " Svc list end. 

GRACE. J. N. Division of QA. Safeguards 8< Inspection Programs (Post 
330103), 84/04/17. Consolidated Edison Co, of New York. Inc, 

a6pp. 24163:205. 24X Fich e : 50-000, 04/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards 8« Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc, 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Biast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping it Matl 
Defects in Bahnson HVAC Units." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fic he: 50-000. 04/04/18. 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set." Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 04/04/18, 8403140286, 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger 8,. Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000. 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20. 8404160130. 


S. Reportable occurrences, LERs related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner component. Time 
delay relays it jumper will be removed from relay contacts. 

EMPEY, D, C, Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4. Office of Director, 5pp. 24054:336. 24X 

Fiche: 50-000. 83/05/05, 8404170419. 


8404170440 Part 21 rept re circuit breaker failures during IEEE— 323 
elevated temp testing re qualification of ESG hydrogen 
recombiners. Spec if i c magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY. D.C. Rockwell International Corp. 83/05/27. COLLINS, J, 
Region 4. Office of Director, 5pp. 24054:314. 24X 

Fiche: 50-000. 83/05/27. 8404170440. 


0402290022 Forwards technical review rept re corrosion of carbon steel 
pipe in svc water headers. 

BROWN. E. J. Reactor Operations Analysis Branch. 83/12/19. 

SEYFRIT.K, Reactor Operations Analysis Branch. Ip. 22947:065. 24X 
Fiche: 50-339. 83/12/19. 8402290022. 


—8402290025 "Corrosion of Pipe Steel in Svc Water Headers. " 

BROWN, E.J. Reactor Operations Analysis Branch. 83/12/19, 4pp. 
22947:066. 24X Fiche; 50-339. 83/12/19. 8402290022. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner appl ication. Viton seal issue not 
reportable per Part 21 . Insuf f i c ien t data exists to 
demonstrate full confidence in seals. 

EMPEY. D.C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4. Office of Director. 3pp, 24059:109, 24X 

Fiche: 50-000. 83/12/19. 8404170471. 


B404J20307 Part 21 rept re abnormal wear on linear converter units mfg 
it furnished to power generating fac i 1 i ties. Caused by 
actuator hunting. All customers provided field lubrication 
procedu "e. 

DODSON, J. P. Pacific Air Products Co. 84/03/28. Director's 
Office. Office of Inspection and Enforcement. 15pp. 24022: 164. 24X 

Fiche: 50-000, 84/03/28. 8404120307. 


8404120185 LER 84-001-00; on 840313, react or trip-turbine trip occurred. 
Caused by closure of main feed regulating valve A due to 
instantaneous loss of power to steam generator A feedwater 
control sys cards in process rack 6. W/840405 Itr. 

HARRELL, E.W. Virginia Electric it Power Co. 84/04/05. 4pp. 

24013: 046, 24X Fiche; 50-339, 84/04/05. 8404120185. 


V. Operator Examinations 


8404180249 Forwards safety evaluation re util 840118 request for 
approval of mods to licensed operator requalification 
program for f ac i 1 i t i es. Proposed mods acceptable. 

MILLER. J. R. Operating Reactors Branch 3. 84/03/30. STEWART. W.L. 

Virginia Electric ;i< Power Co. 3pp, 24109: 117, 24X 

Fiche: 50-000. 84/03/30. 8404180249. 
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-8404180255 Safety evaluation re util 840118 request for approval of 
mods to licensed operator requal if ication program for 
facilities. Proposed mods acceptable. 

* NRC - No Detailed Affiliation Given. 84/03/30. 2pp, 

24109: 120. 24X Fiche: 50-000- 84/03/30- 8404180249. 


8404020019 Generic Ltr 84-05 to all pouer reactor licensees & 
applicants for OLs re change to NUREG~1021- “Operator 
Licensing Examiner Stds. “ Svc list end. 

EISENHUT- D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02, 8404020019. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8404120074 Forwards IE Safeguards Insp Rept 50-341/84-08 on 840312-16 
it 28. No noncompliance noted. 

AXELSON.W. L. Region 3, Office of Director. 84/04/06. JENS, W. H. 
Detroit Edison Co. 2pp. 24014:338. 24X Fiche: 50-341, 84/04/06, 

8404120074. 


—8404120082 IE Safeguards Insp Rept 50-341/84-09 on 840312-16 it 28. No 
noncompliance noted. Major areas inspected : review of status 
of implementation- instal lation it operability of security 
program. Details withheld (ref 10CFR73. 21 ) . 

MADEDA, T. J. , STAPLETON- B. W. - CREED, J. R. Region 3- Office of 
Director. 84/04/06. 2pp. 24014:340. 24X Fiche: 50-341- 84/04/06, 

8404120074. 


A. Application/construction stage documents it correspondence 


8403210162 Ltr to all applicants for OLs & full power authorizations 
summarizing 840126 meeting in Bethesda, MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews it development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche; 50-000, 84/03/01, 8403210162. 


8404030154 Forwards Rev 1 to Test Procedure PRET. P3321. 001. 
Preoperational test will be initiated on or about 840424. 

W/o end. 

LENART, R. S. Detroit Edison Co. 84/03/20. KONKLIN, J. E. Region 3, 
Office of Director. Ip, 22853:036. 24X Fiche: 50-341, 84/03/20- 

8404030154. 


8404270003 Forwards safety parameter display sys safety analysis. 
Analysis provides documentation re requirements for 
emergency response capability in response to Suppl 1 to 
NUREG-0737 & Generic Ltr 82-33. 

JENS, W. H. Detroit Edison Co. 84/04/18. YOUNGBLOOD, B. J. Licensing 
Branch 1. Spp. 24217:350. 24X Fiche: 50-341, 84/04/18, 8404270003. 


J. Insurance & indemnity information 


8404050209 Forwards Endorsements 104,105 it 106 to NELIA Policy NF-92. 
HATHAWAY, G. H. Detroit Edison Co. 84/03/30. DINITZ, I. Office of 
Nuclear Reactor Regulation, Director, 4pp. 22900: 193. 24X 

Fiche: 50-341, 84/03/30, 8404050209. 


8404030160 Forwards Rev 1 to Test Procedure PRET. P3320. 001 re process 
sampling. Preoperational test will be initiated on or about 
840424. W/o end. 

LENART.R.S. Detroit Edison Co. 84/03/20. KONKLIN, J.E. Region 3, 
Office of Director. Ip. 22853:108. 24X Fiche: 50-341, 84/03/20, 

8404030160. 


8404200248 Forwards Endorsements 104,105 it 106 to NELIA Policy NF-92 
HATHAWAY, 0. H. Detroit Edison Co. 84/04/13. DINITZ, I. Office of 
Nuclear Reactor Regulation, Director. Ip. 24114; 182. 24X 

Fiche: 50-016, 84/04/13, 8404200248. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8404030429 Advises that Rev 1 to Preoperational Test PRET, P3322. 001, 
"Process Sampling CRadwaste), " initiated on 840424. 

LENART, R.S. Detroit Edison Co. 84/03/20. KONKLIN, J.E. Region 3. 
Office of Director. Ip. 22862:355. 24X Fiche: 50-341, 84/03/20, 

8404030429. 


8404030416 Forwards revised leakage reduction program for review. 
Leakage reduction test results will be submitted after fuel 
load since some sys cannot be tested until reactor 
operating. 

JENS, W. H. Detroit Edison Co. 84/03/27. YOUNGBLOOD, B. J. Licensing 
Branch 1. 7pp. 22868:305. 24X Fiche; 50-341, 84/03/27, 8404030416. 


8404130109 Forwards request for addi info based on preliminary 
evaluation of IDVP performed by CYGNA Energy Svc for 
facility re QA, mechanical engineering it structural 
engineering. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/03/27. JENS, W. Detroit 

Edison Co. KAMMERZELL, L. L. CYGNA Energy Services, 15pp. 

24049: 185. 24X Fiche: 50-341, 84/03/27, 0404130109. 


0404030355 Forwards Amend 55 to amended & substituted application for 
licenses, consisting of Amend 55 to FSAR. 

LAND^RAF, L. C. LeBoeuf, Lamb, Leiby le MacRae. LANDGRAF, L, C. Detroit 
Edison Co, 04/03/30. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director, Ip. 22865:248. 24X Fiche; 50-341, 84/03/30, 

8404030355. 


— 8404030359 Amend 55 to amended Sc substituted application for licenses, 
consisting of Amend 55 to FSAR. 

HEIDEL, C. M. Detroit Edison Co. 84/03/12. Ip. 22865:249. 24X 

Fiche: 50-341, 84/03/30, 8404030355. 


8404120148 Responds to open items of Generic Ltr 83-42, "Clarification 
of Generic Ltr 81-07 r® Response to NUREO-0612, ''Control of 
Heavy Loads at Nuclear Power Plants. 

JENS. W. H. Detroit Edison Co. 84/04/03. YOUNGBLOOD, B. J. Licensing 
Branch 1. 53pp. 24021:119. 24X Fiche; 50-341, 84/04/03, 8404120148. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. Grf Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066: 264. 24X 

Fiche: 50-000, 84/04/04, S404040256. 


8404270169 Notifies, of 840430 meeting w/util it NRC at Sargent it Lundy 
ofcs to discuss IDVP structural review activities in 
preparation for response to Item 3 of NRC 840326 ltr, 

FERG, D. A. CYGNA Energy Services. 84/04/20. LYNCH, M, D. Licensing 
Branch 1. Ip. 24215:246. 24X Fiche; 50-34 1, 84/04/20, 8404270169. 


8404030355 Forwards Amend 55 to amended & substituted application for 
licenses, consisting of Amend 55 to FSAR. 

LANDGRAF, L. C. LeBoeuf, Lamb, Leiby MacRae. LANDGRAF, L. C. Detroit 
Edison Co. 84/03/30. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. Ip. 22865:248. 24X Fiche; 50-341, 84/03/30, 

8404030355. 


— 8404030359 Amend 55 to amended it substituted application for licenses, 
consisting of Amend 55 to FSAR. 

HEIDEL, C.M. Detroit Edison Co. 84/03/12. Ip. 22865:249. 24X 

Fiche; 50-341 , 84/03/30, 8404030355. 


— 8404030361 Amend 55 to FSAR. 

* Detroit Edison Co. 84/03/31. 1125pp. 22865:250. 24X 

Fiche: 50-341, 84/03/30, 8404030355. 


Q, Inspection reports, IE Bulletins it correspondence 


0402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, “Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness << Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/20, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, B403140247. 


8404170024 Forwards IE Insp Repts 50-016/84-01 it 50-341/84-05 on 
840305— 09. No noncompliance noted. 

PAPER lELLO, C. J. Division of Emergency Preparedness it Operational 
Support, 84/04/03. WELLS, D. A. Detroit Edison Co. 2pp. 24051:032, 
24X Fiche; 50-016, 84/04/03, 8404170024. 


— 8404170027 IE Insp Repts 50-016/84-01 it 50-341/84-05 on 840305-09. No 
noncompliance noted. Major areas inspected : preoperational 
radiation protection program for Unit 2. 

HUETER,L. J. , NICHOLSON, N. A. , GREGER, L. R. Region 3, Office of 
Director. 84/04/03. 12pp. 24051:034. 24X Fiche: 50-016, 84/04/03, 

8404170024. 
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8403140259 IE Info Notice 84-24» "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN) E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fi ch e; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23. "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fi c he : 50-000, 84/04/05. 8403140263. 


8404120074 Forwards IE '.afeguards Insp Rept 50-341/84-08 on 840312-16 
it 28. No noncompliance noted. 

AXELSON.W. L. Region 3. Office of Director, 84/04/06. JENS, W. H. 
Detroit Edison Co. 2pp. 24014:338. 24X F i c h e : 50-341 , 84/04/06, 

8404120074, 


— 8404120082 IE Safeguards Insp Rept 50-341/84-08 on 840312-16 It 28. No 
noncompliance noted. Major areas inspected : review of status 
of implementation, instal lation & operability of security 
program. Detai Is withheld (ref 10CFR73. 21). 

MADEOA, T. J. , STAPLETON, B. W. , CREED. J. R. Region 3. Office of 
Director. 84/04/06. 2pp. 24014:340. 24X Fi ch e : 50-341 , 84/04/06. 

8404120074. 


8404160076 Confirms const appraisal team insp on 840423. List of 
documents required to perform insp end. 

NORELIUS, C, E. Division of Project & Resident Programs, 84/04/09. 
JENS, W. H. Detroit Edison Co. 3pp. 24040:073. 24X 

Fiche: 50-341, 84/04/09, 8404160076. 


8404160166 Confirms 840403 telcon re 840418 enforcement conference w/ 
util in Olen Ellyn, IL to discuss potential NRC actions 
concerning Class IE 4,160 volt switchgear installation & 
other noncompliances found between 831114-1202. 

KEPPLER, J. (}. Region 3, Office of Director. 84/04/10. JENS, W H. 
Detroit Edison Co. Ip. 24041:141. 24X Fi che: 50-341, 84/04/10, 

0404160166. 


8404160169 Ac k receipt of 840326 analytical results of spiked sample 
NRC sent to util as part of preoperational confirmatory 
measurements insp program. Confirmatory measurements program 
t< criteria end, 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/11. WELLS, D. A. 

Detroit Edison Co. 3pp. 24041:162. 24X Fiche: 50-341, 84/04/11, 

8404160169. 


— 8404160178 Forwards rept of analytical results of spiked sample sent 
to util for analysis, compared w/results from tritium it gamma 
emitters during insp in Jan-Feb. 

JENS, W. H. Detroit Edison Co. 84/03/26. OESTMANN, M. J. Region 3, 
Office of Director. 2pp, 24041:165. 24X Fiche: 50-341, 84/04/1 1, 

8404160169. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

B6pp. 24189:001. 24X Fi ch e : 50-000, 84/04/ 1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

B6pp. 24163:205. 24X Fi c h e : 50-000, 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830l0d). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Robber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of Now 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/ 18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger ?< Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/ 18. 8404130404. 


8404240406 Advises that end IE Insp Rept 50-341/84-04 incorrectly 
designated as 50-341/84-05 in 840410 Itr. 

WALKER, R. D. Region 3, Office of Director. 84/04/19. JENS, W, H. 
Detroit Edison Co. Ip. 24180:224. 24X Fi che: 50-341, 84/04/19, 

8404240406. 


—8404240418 Forwards IE Insp Rept 50-341/84-04 on 840227-0330 & notice 
of violation. 

WALKER, R.D. Region 3, Office of Director, 84/04/10. JENS, W. H. 
Detroit Edison Co. 2pp. 24180:225. 24X Fic he : 50-34 1, 84/04/ 19, 
8404240406. 


— 8404240423 Notice of violation from insp on 840227-0330. 

WALKER, R. D. Region 3, Office of Director. 84/04/10 Ip, 
24180:227. 24X Fi che: 50-341 , 84/04/19. 8404240406. 


—8404240429 IE Insp Rept 50-341/84-04 on 840227-0330. Noncomp 1 iance 
noted : inadequate preoperational procedure re battery 
chargers it inadequate operating procedure re emergency 
diesel generator operation. 

DUPONT, S.G., HILLS, D.E., MARTIN, R. C. Region 3, Office of Director. 
84/04/10. 7pp. 24180:228, 24X Fi c he : 50-341 , 84/04/ 19, 8404240406. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins," Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/20, Consolidated Edison Co. of New 

York. Inc, 119pp. 24285:015, 24X Fiche: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs St related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner component. Time 
delay relays it jumper will be removed from relay contacts. 

EMPEY, D. C. Rockwell International Corp. 83/05/05, COLLINS, J, 
Region 4, Office of Director. 5pp. 24054:336, 24X 

Fiche: 50-000, 83/05/05, 8404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magneti c 
circuit breakers calibr for 40 C svc, 

EMPEY, D.C. Rockwell International Corp. 83/05/27. COLLINS. J. T. 
Region 4, Office of Director. 6pp. 24054,330. 24X 

Fiche; 50-000, 83/05/27, 8404170427, 


8404090300 Deficiency rept, Item 117 re commercial grade matl in (5A 
saf ety-related app 1 i cat i ons, Ini t i a 1 1 y reported on 840215. 

Approx 2,300 purchase requisitions identifi ed. Purchase 
documentation reviewed i> historical profile created. 

JENS, W. H. Detroit Edison Co. 84/03/27. KEPPLER.J, G. Region 3, 
Office of Director. 3pp. 22942:251, 24X Fi ch e : 50-341 , 84/03/27, 

8404090300. 


8404260414 Part 21 rept re presence of thread-locking matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, 0. G. General Electric Co. 84/04/13, DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13, 8404260414. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS & K-4, OOOS circuit breakers, Reported in Jan 1984 
by Philadelphia Electric Company for Limerick, 

DUVALL# D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co. , Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp, 
24114:161. 24X Fiche: 50-000, 84/04/16# 8404200323. 


8404260066 Final interim rept# Item 118# re design of controls for 
nitrogen inerting/purge sys containment isolation valves. 
Initially reported on 840309. Desi gn modified to add 
electrically it physically separated isolation signals. 

JENS#W. H. Detroit Edison Co. 84/04/16. KEPPLER.J. 0. Region 3# 
Office of Director. 2pp. 24210:166. 24X Fiche: 50-341, 84/04/16, 

8404260066. 
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8404240358 LER 84-005-00; on S40320» during surveillance testj safety 
injection Zt. steam generator lou-lou level automatic start 
signals to auxiliary feedwater pump A disab led. Caused by 
personnel error. Administrative orders revised. W/840418 Itr. 

BAIR, Q. O. . YUNDT, C.P. Portland General Electric Co. 84/04/18. 4pp. 

24169:077. 24X Fiche: 50-344, 84/04/18, 8404240358. 


V. Operator Examinations 


0404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co, of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


8404240376 Forwards IE Exam Rept 50-344/0L-S4-01 on 840301-06 Si IE Insp 
Rept 50-344/84-04 on 840213-17. Requalification program rated 
as marginal. 

KIRSCH, D. F. Region 5, Office of Director. 84/04/10. WITHERS, B.D. 
Portland General Electric Co. 3pp. 24179:281. 24X 

Fiche: 50-344. 84/04/10, 8404240376. 


— 8404240426 IE Exam Rept 50-344/0L-84-01 on 840301-06, Major areas 
examined: licensed operator requal if ication program. Overal 1 
program evaluated as marginal. Exam review comments it 
resolution end. 

MILLER, L. , PATE, R.J. Region 5, Office of Director. 84/04/09. 
6pp. 24179:286. 24X Fiche: 50-344, 84/04/10, 8404240376. 


— 8404240432 IE Insp Rept 50-344/84-04 on 840213-17. No noncompliance or 
deviations noted. Major areas inspected: 1 i c ensed operator 
requalif ication program, including lecture matls, exams, 
administration, security, audits it records. 

JOHNSON, A. D. , JOHNSTON, G. W. , RICHARDS, S. A. Region 5, Office of 
Director. 84/04/03. 7pp. 24179:292. 24X Fiche; 50-344, 84/04/10, 

8404240376. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency 8< fire protection plans 


8404020093 Public version of Rev 200 to emergency plan supporting 
procedures rev index . W/840125 transmittal form 8t JM Felton 
840322 release memo. 

Toledo Edison Co. 84/01/25. 3pp. 22878:170. 24X 

Fiche: 50-346, 84/01/25, 8404020093. 


3404020118 Forwards Temporary Mod T-77I8 to Rev 20 to security plan. 
Rev withheld. 

CROUSE, R. P. Toledo Edison Co. 84/03/15. Region 3, Office of 
Director. Ip. 22838:187. 24X Fiche: 50-346, 84/03/15, S40402011S. 


8404060096 Forwards IE Insp Rept 50-346/84-02 on 840213-17 ?< notice 
of violation. 

HIND, J. A. Division of Radiological & Materials Safety Programs. 
84/03/23. CROUSE, R.P. Toledo Edison Co. 3pp. 22920:036. 24X 
Fiche: 50-346, 84/03/23, 8404060086. 


— 8404060091 Notice of violation from insp on 840213-17 it 22. 

HIND, J. A. Division of Radiological it Materials Safety Programs. 
84/03/23. 4pp. 22920:039. 24X Fi che: 50-346, 84/03/23, 8404060086. 


-8404060094 IE Insp Rept 50-346/84-02 on 840213-17. Noncompliance 
noted: lack of annual independent audit of emergency 
preparedness program within 12 months & health physics 
drills not conducted semiannually in 1983. 

PATTERSON, J. P. , PLOSKI, T. J. , PHILLIPS, M, P . Region 3, Office of 
Director. 84/03/23. 23pp. 22920:043, 24X Fi ch e: 50-346, 84/03/23, 

8404060086. 


J404120394 Forwards request for addl info re 831121 application to 
amend License NPF-3, chang ing Tech Specs for interlock to 
close Valve DH-ll fc/or DH-12 when valve closed. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/26. CROUSE, R. P. 

Toledo Edison Co, 3pp. 24034:247. 24X Fi che: 50-346. 84/03/26, 

8404120394. 


404030409 Ac k receipt of 840315 ltr transmitting Temporary Mod T-7718 
to industrial security plan. Changes consistent w/provisions 
of 10CFR50. 54Cp) «t acceptable. 

AXELSON, W. L. Region 3, Office of Director. 84/03/28. CROUSE, R. P. 
Toledo Edison Co, 2pp, 22870:261. 24X Fi che: 50-346, 84/03/28, 

8404030409. 


404180354 Rev 207 to Emergency Plan Supporting Procedure AD 1627. 12, 
"Protective Action Guidelines. " W/840406 transmittal ltr. 

HORATH, E, A. , REED, G. , PARIS, J. A. Toledo Edison Co, 84/03/30. 4pp. 

24072: 049. 24X Fiche; 50-346, 84/03/30, 8404180354. 


8404250176 Revised emergency plan implementing procedures, including 
Rev 205 to "Emergency Plan Supporting Procedures Rev 
Index" it Rev 31 to "Emergency Duty Officer & Other Emergency 
Duties. " W/840330 transmittal ltr. 

* Toledo Edison Co. 84/03/31. 4pp. 24192:024. 24X 

Fiche; 50-346, 84/03/31, 8404250176. 


8404170367 Requests exemption from 10CFR50, App E, Part IV. F. 1. a it 
IV. F. 3, "Emergency Planning & Preparedness for Production i* 
Utilization Facilities Training." Forwards final rept for 
830413-14 small scale joint emergency exercise. 

CROUSE, R.P. Toledo Edison Co. 84/04/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 15pp. 24060:115. 24X 

Fiche: 50-346, 84/04/ 1 1 , 8404170367. 


— 8404170378 Evaluation of State of IL & Ottawa County small-scale joint 
emergency exercise on 830413-14. 

» Federal Emergency Management Agency. 83/04/19. 51pp. 

24060: 130. 24X Fiche: 50-346, 84/04/1 1, 8404170367. 


8404240273 Discusses initiation of audit response program, per 831123 
revised schedule for completing evaluations to address 
findings identified during 10CFR50, App R aud i t. Meet ings to 
discuss progress beneficial it will be continued. 

CROUSE, R.P. Toledo Edison Co. 84/04/16. EISENHUT, D. G. Division of 
Licensing. 5pp. 24165:240. 24X Fiche: 50-346. 84/04/16, 8404240273. 


8404200290 Revised emergency plan implementing procedures, including 
Procedures AD 1827.06 re tornado, AD 1827.09 re radioactive 
transportation accident it AD 1850.04 re post-accident 
radiological sampling i>. counting. W/840413 transmittal form. 

GREEN.B., DOYEL,C.B. , BRIDEN.D. Toledo Edison Co. 84/04/30. 23pp. 

24115; 338. 24X Fiche; 50-346, 84/04/30, 8404200290. 


I. Financial information 


8404270073 Forwards "Toledo Edison Co, 1983 Annual Rept. " 

CROUSE. R.P. . ERTLE, R. F. Toledo Edison Co. 84/04/18. SALTZMAN, J. 
Office of Nuclear Reactor Regulation, Director. 6pp. 24216:021. 
24X Fiche: 50-346, 84/04/18, 8404270073. 


— 8404270076 "Toledo Edison Co, 1983 Annual Rept." 

WILLIAMSON, J. P. , JOHNSON, W.A. Toledo Edison Co. 83/12/31. 22pp. 

24216: 023. 24X Fiche: 50-346, 84/04/18, 8404270073. 


P. Operating license stage documents it correspondence 


8404030262 Forwards application for amend to License NPF-3, revising 
radiological ETS, offsite dose calculation manual & process 
control manual. 

CROUSE, R. P. Toledo Edison Co. 84/03/15. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 22861:008. 24X Fi che: 50-346, 84/03/15, 

8404030262. 


— 8404030263 Application for amend to License NPF-3, c hang ing radiological 
ETS, offsite dose calculation manual & process control 
manua 1. 

MURRAY.T.D, Toledo Edison Co. 84/03/15. 4pp. 22861:009. 24X 

Fiche: 50-346, 84/03/15, 8404030262. 


— 8404030267 "Solid Radwaste Process Control Program. " 

# Toledo Edison Co. 84/03/31. 5pp. 22861:013. 24X 

Fiche: 50-346, 84/03/15, 8404030262. 


— 8404030274 Proposed Tech Spec changes to radiological ETS, offsite dose 
calculation manual it process control manual. 

# Toledo Edison Co. 84/03/15. 67pp. 22861:018, 24X 

Fiche: 50-346, 84/03/15, 8404030262. 


— 8404030277 "Offsite Dose Calculation Manual. " 

a Toledo Edison Co. 84/03/31. 186pp. 22861:085. 24X 

Fiche: 50-346, 84/03/15, 8404030262. 


8403280004 Authorizes placement of documents listed in encl in PDR, per 
HD Hukill 840210 request re TMI~1 restart. Documents encl. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/03/16. BLAHA, J. L. Program Support & Analysis 
Staff. Ip. 22808:318. 24X Fiche: 50-000, 84/03/16, 8403280004. 


— 8403280026 Rev 7 to Surveillance Test ST 5042.02, "RCS Water Inventory 
Balance. " RCS leakage evaluation encl. 

LINGENFELTER, J. Toledo Edison Co. 82/11/05. 225pp. 22809:072. 

24X Fiche: 50-000, 84/03/16, 8403280004. 


8404090100 Forwards request for addl info re safety of chlorine 
detector missile protection, Addl info previously discussed 
in early Mar 1984. Info requested by 840413. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/23. CROUSE, R. P. 

Toledo Edison Co. 3pp. 22947:352. 24X Fi th e: 50-346, 84/03/23, 

8404090100. 
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8404110327 Ac k receipt of 840217 application requesting numerous 
changes to Tech Specs as result of rev to Cycle 4 reload 
rept. Adequate revised significant hazards consideration 
shuuld be received by 840330. 

LAINASi 0. C. Assistant Director for Operating Reactors. 84/03/23. 
CROUSEi R. P. Toledo Edison Co. 2pp. 24006:359. 24X 

Fiche; 50-346, 84/03/23. 8404110327. 


8404020054 Responds to 840221 Itr re SER open items concerning 
NUREG-0737, Item II. E. 1.1, "Auxiliary Feediuater Sys 
Evaluation. " Open items 1 isted. Appeal meeting requested. 

CROUSE, R.P. Toledo Edison Co. 84/03/26. STOLZ, J. Oc r-.Tt in - 
Reactors Branch 4. 2pp. 22835:147. 24X Fiche: 50-346, 

8404020054. 


8404020126 Responds to OC Lainas 840323 Itr re 840217 application 
u/inadequate NHSC determination. Revi sed NSHC for extended 
Cycle 4 reload rept end. 

CROUSE, R.P. Toledo Edison Co. 84/03/29. STQLZ, J. F. Operating 
Reactors Branch 4. 3pp. 22838:080. 24X Fiche: 50-346, 84/03/29, 

8404020126. 


8404180435 Provides status rept on development of plant mod integrated 
schedules for listed plants, per 840306. 

VASSALLQ, D. B. Operating Reactors Branch 2. 84/03/30. EISENHUF, D. G. 

Division of Licensing, 3pp. 24109:031. 24X Fiche : 50-000, 84/03/30, 

8404180435. 


8404130311 Forwards generic issues, resolution of open items S, 
justifications for continued operations per 831213 meeting 
re environ qual i f i cat i ons for saf ety-re late d electrical 
equipment deficiencies, 

CROUSE, R.P. Toledo Edison Co. 84/04/03. STOLZ, U. F. Operating 
Reactors Branch 4. 38pp. 24028:261, 24X Fi ch e : 50-346, 84/04/03, 

8404130311. 


8404040256 Generic Ltr 84-00 to all licensees of n-iorating reactors, 
applicants for OLs & holders of CPs re interim procedures 
for NRC mgt of plant-specific backfitting. Svc list end. 

EISENHUT, D, 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404230027 Responds to 840208 ltr concerning Tech Specs re NUREG-0737, 
Item 1. A. 1, 3. 1. Util will submit license amend for limits on 
overtime by 840531. 

CROUSE, R.P. Toledo Edison Co. 84/04/13. STOLZ. J. F. Operating 
Reactors Branch 4. Ip. 24154:256. 24X Fi ch e: 50-346, 84/04/13, 

8404230027. 


8404230061 Responds to 840326 request for addl info re tornado missile 
protection for chlorine detectors. Missiles considered for 
tornado analysis described in Table 3.5-2 of FSAR/USAR & 
reviewed in Section 3.5.2 of SER (NUREG-0136) . 

CROUSE, R. P. Toledo Edison Co. 84/04/13. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp, 24153:301. 24X F ich e : 50-346, 84/04/ 13, 

8404230061. 


Q. Inspection reports, IE Bulletins & correspondence 


8404090166 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature in use in saf ety-rdated 
applications other than reactor trip sys. Ref circuit 
breakers not used in other safety-related app 1 ications. 

CROUSE, R.P. Toledo Edison Co. 84/03/22. KEPPLER, J. G. Region 3, 
Office of Director. 2pp, 22939:223. 24X Fiche; 50-346, 84/03/22, 

8404090166. 


8404060086 Forwards IE Insp Rept 50-346/84-02 on 840213-17 Zt notice 
of violation. 

HIND, J. A. Division of Radiological St Materials Safety Programs. 
84/03/23. CROUSE. R. P. Toledo Edison Co, 3pp. 22920:036. 24X 
Fiche: 50-346, 84/03/23, 8404060086. 


— 8404060091 Notice of violation from insp on 840213-17 St 22. 

HIND, J. A. Division of Radiological St Materials Safety Programs. 
84/03/23. 4pp. 22920:039. 24X Fiche: 50-346, 84/03/23, 8404060086. 


8404060094 IE Insp Rept 50-346/84-02 on 840213-17. Noncomp liance 
noted: lack of annual independent audit of emergency 
preparedness program within 12 months St health physics 
drills not conducted semiannually in 1983. 

PATTERSON, J. P. , PLQSKI, T. J. , PHILLIPS, M, P . Region 3, Office of 
Director. 84/03/23. 23pp. 22920:043. 24X Fiche: 50-346, 84/03/23, 

8404060086. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co of New 

York, Inc. 138pp, 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc, SSpp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. *' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404130001 Ack receipt of 840308 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/83-24. 

SHAFER, W. D. Region 3, Office of Director. 84/04/04. CROUSE. R. P. 
Toledo Edison Co. Ip. 24030:293. 24X Fi c h e: 50-346, 84/04/04, 

3404130001. 


— 8404130002 Responds to NRC 840207 ltr re violations noted in IE Insp 
Rept 50-346/83-24, Corrective actions: upda ted SAR St plant 
design std will be revised to resolve inconsistencies in 
conditions for piping. 

CROUSE, R. P. Toledo Edison Co. 84/03/08. NORELIUS, C. E. Division 
of Project 8< Resident Programs. 4pp. 24030:294. 24X 

Fiche: 50-346, 84/04/04, 8404130001. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fich e: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164, 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404230161 Forwards IE Insp Rept 50-346/84-05 on 840319-21, No 
noncompliance noted. 

PAPER lELLO, C. J. Region 3, Office of Director. 84/04/09. 
CROUSE, R. P. Toledo Edison Co. 2pp. 24155:245. 24X 

Fiche: 50-346, 84/04/09, 8404230161. 


— 8404230177 IE Insp Rept 50-346/84-05 on 840319-21. No noncompliance or 
deviations noted. Major areas inspected: implementation of 
10CFR20 St 10CFR61 requirements for disposal of low level 
radwastes, inc lud ing mgt controls, QC & tour of facility. 

R02AK, S. , OESTMANN, M. J, , SCHUMACHER, M, C. Region 3, Office of 
Director. 84/04/09. 5pp. 24155:247. 24X Fich e ; 50-346, 84/04/09, 

8404230161. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees," Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001, 24X Fi ch e : 50-000, 84/04/ 1 6, 8403140271 , 


8403140270 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees," Svc list end, 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees," Svc list end. 

GRACE, J. N. Division of (SA, Safeguards it Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

86pp, 24163:205. 24X Fich e : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-20, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees, " Svc list end. 

GRACE, J, N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi ch e: 50-000, 84/04/1 7, 8403140277. 


3403140280 IE Info Notice 84-29, "GE Magne— Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 84031402S0. 


8403140284 IE Info Notice 84-30, "Discrepanci es in Recordkeeping it Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284 
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8403140286 IE Info Notice 84-31^ "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethyiene-Propy lene Rubber Seals 
& Seal Set. " Svc list end. 

JORDANi E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger is Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fic he: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche : 50-000. 84/04/20, 8404160130. 


R. Periodic operating reports 8c related correspondence 


8404090427 "Annual Environ Operating Rept, 1983. " W/840331 Itr. 

CROUSE, R.P. Toledo Edison Co. 83/12/31. KEPPLER, J. G. Region 3, 
Office of Director. 379pp. 22936:277. 24X Fiche: 50-346, 83/12/31, 

8404090427. 


S. Reportable occurrences, LERs 8c related correspondence 


8404110392 Summary of 840307 meeting w/util at site re confirmation of 
action Itr on 840302 plant trip 8c cooldown transient. Return 
to power authorized. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/22. Operating 

Reactors Branch 4. 5pp. 24005:272. 24X Fiche: 50-346. 84/03/22, 

8404110392. 


8404120304 Revised LER 84-001-01: on 840108, core imbalanced positively 
8c axial power shaping rods automatically inserted. Caused by 
large difference in amount of xenon in top of core 8c failed 
integrated circuit gate, respectively. W/840320 Itr. 

SWARTZ, J.D., MURRAY, T.D. Toledo Edison Co. 84/03/29. 4pp. 

24014; 359. 24X Fiche: 50-346, 84/03/29, 8404120304. 


8404090217 LER 84-003-00; on 840302, MS IV 2 closed, isolating steam side 
of steam generator 2. Caused by failed relay in safety 
instrumentation channel. MSIV replaced. W/S40330 Itr. 

SUANGER.F. , MURRAY, T. D. Toledo Edison Co. 84/03/30. 5pp. 

22940 : 1 52. 24X Fiche: 50-346, 84/03/30, 84040 902 1 7. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8< 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds, " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000, 84/04/02, 8404020019. 
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F. Security, medical, emergency tt fire protection plans 


8404050377 Public version of revised Apps A 8t B to Emergency Plan 
Implementing Procedure FNP-O-EIP-8, "On-Call Schedule." W/ 
840117 ltr 8( JM Felton 840326 release memo. 

HAIRSTON, W. G. , HUDSPETH, J. B. Alabama Power Cq. 84/01/17, 7pp. 
22917:333. 24X Fiche: 50-348, 84/01/17, 8404050377. 


8404060140 Rev 9 to Emergency Plan Implementing Procedure FNP-O-EIP-26 
"Offsite Notification," W/840330 ltr & transmittal form. 

HUDSPETH, J. B. Alabama Power Co. 84/03/30. MCKNIGHT, J. Record 
Services Branch (Document Control Desh>. 35pp. 22927:268. 24X 
Fiche: 50-348, 84/03/30, 8404060140. 


8404090221 Temporary change review/approval of Emergency Plan 
Implementing Procedure GO’-'EIP-lll, Rev 5B "Incorporation of 
OEMA as One Agency To Be Notified During Unusual Event by 
Emergency Coordinator. . , . " W/transmittal notice, 
a Alabama Power Co. 84/04/02. 3pp. 22940: 156. 24X 

Fiche: 50-348, 84/04/02, 8404090221. 


840410016B Forwards INPO NuTAC documents used to support control room 
design review program plan per Suppl 1 to NUREO-0737 for 
NRC review. 

CLAYTON, F.L. Alabama Power Co. 84/04/03. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22964:322. 24X 

Fiche: 50-348, 84/04/03, 8404100168. 


-8404100172 "Control Room Design Review Implementation Guideline, 
a Nuclear Utility Task Action Committee. INPO 83-026 ( NUTAC ) . 
83/07/31. 155pp. 22964:324. 24X Fiche: 50-348, 84/04/03, 

8404100168. 


— 8404100176 "Human Engineering Principles for Control Room Design 
Review. " 

a Nuclear Utility Task Action Committee. INPO 83-036 ( NUTAC ) . 
83/09/30. 164pp. 22965:119. 24X Fiche: 50-348, 84/04/03, 

8404100168. 


— 8404100179 "Control Room Design Review Survey Development Guideline. " 
a Nuclear Utility Task Action Committee. INPO 83-042 ( NUTAC ) . 
83/11/30. 241pp. 22965:283. 24X Fiche: 50-348, 84/04/03, 

8404100168. 


— 8404100181 "Control Room Design Review Task Analysis Guideline. " 
a Nuclear Utility Task Action Committee. INPO 83-046 ( NUTAC ) , 
83/12/31. 141pp. 22966:164. 24X Fiche: 50-348. 84/04/03, 

8404100168. 


8404100435 Updated Procedure FNP-O-EIP-8, "On-Call Schedule. " W/840405 
transmittal form. 

HAIRSTON, W. G; Alabama Power Co. 84/04/04. 6pp. 22969:025. 24X 

Fiche: 50-348, 84/04/04, 8404100435. 


8404160074 Procedure FNP-84-0321, "On-Call Schedule. " 

HAIRSTON. W. G. Alabama Power Co. 84/04/04. 5pp. 24040:068. 24X 

Fiche: 50-348. 84/04/04, 8404160074. 


8404100085 Forwards revised oversize safety parameter display sys 
implementation plan, per Generic Ltr 82-33 & Suppl 1 to 
NUREO-0737 to minimize mods to existing plant process 
computer (P2500) for data acquisition. Aperture card in PDR. 
CLAYTON, F.L. Alabama Power Co. 84/04/06. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 6pp. 22963:.208. 24X 

Fiche: 50-348. 84/04/06, 8404100085. 


8404170362 Advises that NRC review of 831212 Rev 8 to radiological 
emergency plan comp lete. Plan meets stds of 10CFR50. 47( b ) 

& requirements of App E to 10CFR50 & acceptable. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/04/09. 
MCDONALD, R. P. Alabama Power Co. 2pp. 24062:328. 24X 

Fiche: 50-348, 84/04/09, 8404170362. 


8404260121 Discusses status of review & request for interim fire 
protection measures. Guidance on interim measures needed to 
support scheduler exemptions enc 1. Response within 30 days 
requested. W/o end. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/10. CLAYTON, F. L. 

Alabama Power Co. 4pp. 24221:017. 24X Fi che: 50-348, 84/04/ 10, 

8404260121. 


8404170011 Forwards IE Safeguards Insp Repts 50-348/84-08 & 
50-364/84-08 on 840326-30. No violations or deviations 
noted. 

VERRELLI, D. M, Division of Project & Resident Programs. 84/04/12 
MCDONALD, R. P. Alabama Power Co. 2pp. 24051:024. 24X 

Fiche: 50-348, 84/04/12, 8404170011. 


— 8404170018 IE Safeguards Insp Repts 50-348/84-08 8( 50-364/84-08 on 
840326-30. No violations or deviations noted. Major areas 
inspected : site or ientation, security organization 8< security 
program. Details withheld (ref 10CFR2. 790 8* 10CFR73. 21). 

TILLMAN, A. Region 2, Office of Director. MCGUIRE, D. R. Division 
of Emergency Preparedness & Materials Safety. 84/04/09. Ip, 
24051:026. 24X Fiche: 50-348, 84/04/12, 840417001 1. 


8404240271 Requests that update to emergency response capability 
integrated implementation plan «c schedule be deferred until 
Nov 1984 to more accurately rsfine schedule milestones & 
provide greater level of scheduled activity detail. 

CLAYTON, F.L. Alabama Power Co. 84/04/19. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24165:349. 24X 

Fiche: 50-348, 84/04/19, 8404240271, 


8404240445 Rev 6 to 00-EIP~111, "Corporate Activation 8t Notification 
Procedures. " W/840420 ltr. 

MUDD, C. H. Alabama Power Co. 84/04/20. 46pp. 24180:014. 24X 

Fiche: 50-348, 84/04/20, 8404240445, 


H, General correspondence 


8404190206 Requests that LB Lewis replace RA Thomas on mailing list. 
CLAYTON, F. L. Alabama Power Co. 84/04/16. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. Ip. 24094:031 24X 

Fiche: 50-348, 84/04/16, 8404190206. 



DOCKETED ITEMS 


227 


9404250131 Requests LB Long be substituted for RA Thomas on all 
correspondence. Corrected copy. 

CLAYTON, F.L. Alabama Pod^er Co, 84/04/16. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. Ip. 24192:211. 24X 

Fiche; 50-348, 84/04/16, 8404250131. 


P. Operating license stage documents & correspondence 


0404060434 Forwards 830801 SER re reactor trip breaker (RTB) issue to 
assist in review of reactor protection sys DS 416 RTBs. 

REEVES, E. A. Operating Reactors Branch 1. 84/03/19, CLAYTON, F. L. 

Alabama Power Co. 2pp, 22935:173. 24X Fi che: 50-000, 84/03/19, 

84 04060434. 


— 8404060437 Safety evaluation re reactor trip breaker issue. Continued 
operation supported. 

* Office of Nuclear Reactor Regulation, Director. 83/08/01, 

45pp. 22935:176. 24X Fiche: 50-000, 84/03/19, 8404060434. 


— 8308190033 "Evaluation of McGuire Units 1 St 2 Undervoltage Trip 
Attachment Failures," interim technical evaluation rept. 

TOMAN, G. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C5506-4i7. 83/05/19. SHEMANSKI, P. NRC - No 

Detailed Affiliation Given. 19pp. 22935:221. 24X , 

Fiche: 50-000, 84/03/19, 8404060434. 


8404110468 Summary of 840308 meeting w/util in Bethesda,MD re proposed 
licensing amend schedules for 1984. List of attendees end. 

REEVES, E, A. Operating Reactors Branch 1. 84/03/23. Operating 

Reactors Branch 1. 5pp. 24004:315. 24X Fiche: 50— 348, 84/03/23, 

8404110468. 


8404030259 Submits rev to 840210 Itr re Cycle 6 reload design «< plans. 
Rev necessary to accommodate minor loading pattern change 
associated w/rep lacement of two leaking fuel assemblies, 

Tech Spec changes & amend to OL not required. 

CLAYTON, F.L. Alabama Power Co. 84/03/26. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22869:230. 24X 

Fiche: 50-348. 84/03/26, 8404030259. 


8404050010 Requests extension to schedule provided in 10CFR50, 49(g ) re 
environ qualification of Reg Guide 1.97 equ ipment, p er 840222 
Itr. Listed efforts reduced number of equipment pieces for 
qualif ication from 45 to 13. 

CLAYTON, F.L. Alabama Power Co. 84/03/27. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22902:211, 24X 

Fiche: 50-348, 84/03/27, 8404050010. 


8404050297 Responds to 840321 8< 22 requests for supplemental info re 
river water/diesel generator testing Tech Spec change 
request. Real ignment of electrical loads unnecessary «« 
realignment proposed in 840302 Itr will not be implemented. 
CLAYTON, F. L. Alabama Power Co. 84/03/27. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director, 2pp. 22899: 173. 24X 

Fiche: 50-348, 84/03/27, 8404050297. 


8404090354 Application for amend to Licenses NPF-2 & NPF-8, chang ing 
Tech Specs to increase fuel enrichments. 

CLAYTON, F.L. Alabama Power Co. 84/03/30. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director, 2pp. 22942:193. 24X 

Fiche: 50-348, 84/03/30. 8404090354. 


— 8404090358 Proposed Tech Specs increasing fuel enrichment. 
* Alabama Power Co. 84/03/30. 5pp. 22942:195. 24X 

Fiche: 50-348, 84/03/30, 8404090354. 


— 8404090364 "Summary Rept, Nuclear Criticality Reanalysis for 4,3 W/o 
Fuel in New Fuel Storage Rack. " 

SMOLINSKE, K. M , GROW, R. L. , GOURNELOS, D. T, Control Data Carp. UAI 
84-17 ROl, 84/03/21. 24pp. 22942:200, 24X Fiche; 50-348, 

84/03/30, B404090354, 


8404170331 Forwards safety evaluation granting util 840319 8« 26 
requests for one-time exemption from hydrostatic testing of 
welds in feedwater piping per Section XI of ASME Code. 

VARGA, S. A. Operating Reactors Branch 1. 84/03/30. CLAYTON, F. L. 

Alabama Power Co. 4pp, 24069:273. 24X Fi che: 50-348, 84/03/30, 

8404170331. 


— 8404170341 Safety evaluation supporting util 840319 it 26 requests for 
relief from ASME Code, Section XI pressure test requirements 
following repair of main feedwater line welds. 

■» Materials Engineering Branch. 84/03/30. 7pp. 24069:277. 24X 

Fiche: 50-348, 84/03/30, 8404170331. 


8404100483 Informs that info oresented by Westinghouse Owners Group 
in repts. "Evaluation of Alternate Reactor Coolant Pump 
Trip Criteria" it "Justification of Manual Reactor,,,," 
provides response to Generic Ltr 83-XOD in TMI Item II. K. 3. 5, 
CLAYTON, F.L. Alabama Power Co. 84/04/03. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 3pp. 22969:044. 24X 

Fiche: 50-348, 84/04/03, 8404100483. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re interim procedures 
for NRC mgt of plant-spec i f ic bac k f i tt ing . S vc list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/04, Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404230070 Advises that analyses described in 831130 submittal of 
safety parameter display sys safety analysis & 
implementation plan inadequate in satisfying critical safety 
function requirements. Add 1 info required. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/04. CLAYTON, F. L. 

Alabama Power Co. 4pp 24187:177. 24X Fi che : 50-348, 84/04/04, 

8404230070. 


8404100453 Forwards listing of NUREG-0737 action items requiring NRC 
approval, per 840302 reque s t, Ac t i on Items 1 1 . F. 2 8< II.K. 3. 31 
will require addl submittals, per util 830310 St 840210 Itrs. 

Final resolution of issues may not be reached by Sept 1984. 

CLAYTON, F.L. Alabama Power Co. 84/04/06. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 9pp. 22969:013. 24X 

Fiche: 50-348, 84/04/06, 8404100453. 


8404260124 Forwards "Synopsis of Issues Associated w/NUREG-0612" for 
control of heavy loads. Response to listed concerns requested 
within 30 days of ltr receipt. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/09. CLAYTON, F. L. 

Alabama Power Co. 13pp, 24221:004. 24X Fiche: 50-348, 84/04/09, 

8404260124, 


8404180390 Application to amend Licenses NPF-3 & NPF-B, chang ing Tech 
Specs to standardize both unit Tech Spec formats for testing 
reactor coolant pressure isolation valves S< defining 
allowable leakage criteria per NRC guidance. 

CLAYTON, F.L. Alabama Power Co. 84/04/10 VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24076:302. 24X 

Fiche: 50-348. 84/04/10, 8404180390, 


— 8404100391 Proposed Tech Specs, standard i z i n g both unit formats for 
testing reactor coolant pressure isolation valves & defining 
allowable leakage criteria per NRC guidance. 

* Alabama Power Co, 84/04/10. 9pp. 24076:304. 24X 

Fiche: 50-348, 84/04/10, 8404180390. 


8404300051 Forwards corrected pages to 831230 Amends 37 8t 27 to 
Licenses NPF-2 NPF-8, respectively , correc t ing typographical 
errors, 

REEVES, E. A, Operating Reactors Branch 1. 84/04/10. CLAYTON, F. L. 

Alabama Power Co. 4pp. 24253:210. 24X Fi che; 50-348, 84/04/10, 

8404300051. 


— 8404300057 Corrected pages to Amends 37 St 27 to Licenses NPF-2 & 
NPF-8, respectively, r.grapi- ical cr-ors corrected, 

* Office of Nuclear Rnac-r- Re*, u 1 a’; *. o , Director. 83/12/30. 
10pp. 24253:214. L-a r;c.i:!* 84 / 0*: /lO, 8404300051. 


9404200045 Notification of 840425 meeting w/util in Bethesda, MD to 
discuss util request for exemption from 1OCFR20 re use of 
radioiodine canisters. 

REEVES, E. A. Operating Reactors Branch 1. 84/04/11. VARGA, S. A 

Operating Reactors Branch 1. 2pp. 24160: 318. 24X 

Fiche: 50-348. 84/04/11,8404200045. 


8404270070 Application for amend to License NPF-2, changing Tech Specs 
Table 4. 4-5, Figures 3.4-2 3,4-3 & Bases 3/4,4 re RCS 

pressure Jk temp requirements. Class II fee end. 

CLAYTON, F.L. Alabama Power Co. 84/04/20. VARGA, S. A. NRC - No 
Detailed Affiliation Given. 2pp. 24217:315. 24X 

Fiche: 50-348, 04/04/20, 8404270070. 


— 8404270083 Proposed changes to Tech Specs Table 4. 4-5, Figures 3.4-2 8e 
3.4-3 & Bases 3/4.4 re RCS pressure & temp requirements. 

* Alabama Power Co. 84/04/20. 7pp. 24217:317. 24X 

Fiche: 50-348, 84/04/20, 8404270078. 


Q. Inspection reports, IE Bulletins & correspondence 


9404170241 Forwards IE Insp Repts 50-348/64-06 & 50-364/84-06 on 
840221-24. No violations or deviations noted. 

VERRELLI, D. M. Division of Project it Resident Programs. 84/03/27. 
MCDONALD, R. P. Alabama Power Co. 2pp. 24054:101. 24X 

Fiche: 50-348, 04/03/27, 8404170241. 


—8404170249 IE Insp Repts 50-348/84-06 it 50-364/84-06 on 840221-24. No 
violations or deviations noted. Major areas inspected: 10CFR61 
imp lementation, debris removal from reactor cavity during 
Unit 1 refueling outage, plant tour it Unit *2 outage. 

WEDDI NOTON, R. E. Region 2, Office of Director. BARR, K. P. Division 
of Engineering it Operational Programs. 84/03/20. 8pp. 24054: 103. 

24X Fiche; 50-348, 84/03/27, 8404170241. 
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8402090047 IE Info Notice S4-05 j R ev li "Exercise Frequency, " Svc list 
enc I . 

JORDAN) E. L. Division of Emergency Preparedness Z( Engineering 
Response (Post S30103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. 138pp, 22933:122. 24X Fiche: 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness S? Engineering 
Response (Post 830103). S4/03/2S. Consolidated Edison Co. of New 

York, Inc. 85pp, 22892:145. 24X Fiche: 50-000. 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. *' Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc, 126pp. 22892:231. 24X Fiche: 50-000. 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, “Physical Qual if ication of Individuals 
to Us® Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post S30103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fiche; 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post S30103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404170011 Forwards IE Safeguards Insp Repts 50-348/84-08 & 
50-364/84-08 on 840326-30. No violations or deviations 
noted. 

VERRELLI, D, M. Division of Project St Resident Programs. 84/04/12. 
MCDONALD, R, P. Alabama Power Co. 2pp. 24051:024. 24X 

Fiche; 50-348. 84/04/12, 8404170011. 


— 8404170018 IE Safeguards Insp Repts 50-348/84-08 it 50-364/84-08 on 
840326-30, No violations or deviations noted. Major areas 
inspected : site orientation, security organization & security 
program. Details withheld (ref 10CFR2. 790 & 10CFR73.21). 

TILLMAN, A. Region 2. Office of Director. MCGUIRE, D.R. Division 
of Emergency Preparedness & Materials Safety. 84/04/09. ip. 
24051:026. 24X Fiche: 50-34S, 84/04/12- 840417001 1. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. “ Svc list 
end. 

GRACE, J, N. Division of OA, Safeguards & Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc, 

86pp. 24189;001. 24X Fi c he; 50-000, 84/04/16, 8403140271. 


840314027S IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards (k Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements fay Medical Licensees. " Svc list end. 

GRACE, J, N. Division of GtA, Safeguards Sc Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

e6pp. 24163:205. 24X Fiche: 50-000, 84/04/1 7, S403140273. 


8403140277 IE Info Notice 84-28, “Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c he: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Nagne-Blast Circuit Breaker 
Problems. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17. 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188: 001. 24X Fiche; 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
fit Seal Set. •• Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fit Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fxche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger fit Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fit Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. ll?pp. 24195:343. 24X Fiche: 50-000. 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fit Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fi che ; 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs fit related correspondence 


8404200141 Forwards technical review rept, "Failures of Containment 
Air Monitors at Farley 1 fit 2. " No AEOD action planned since 
failures do not jeopardize licensee ability to detect RCS 
leakage.due to use of redundant sys. 

ZUKQR, D. J. Reactor Operations Analysis Branch. 84/03/20. 
SEYFRIT.K.V. Reactor Operations Analysis Branch. 2pp. 24156:255. 
24X Fiche: 50-348, 84/03/20, 8404200141. 


— 8404200143 "Failures of Containment Air Monitors at Farley 1 fit 2," 
technical review rept. 

ZUKOR.D. Director's Office. 84/03/21. 5pp. 24156:257. 24X 

Fiche: 50-348, 84/03/20, 8404200141. 


8404030202 LER 84-008-00; on 840302, determined that control room fire 
barrier penetration for NRC red phone cable not properly 
sealed. Caused by personnel error. Penetration sealed. 

Personnel reinstructed on proper ins tal lat i on, W/840329 Itr, 
HAIRSTON. W. G. , CLAYTON, F. L. Alabama Power Co. 84/03/29. 3pp. 
22849; 215. 24X Fiche; 50-348, 84/03/29, 8404030202. 


8404040118 LER 84-009-00; on 840311, spare containment electrical 
penetrations WC02, EB02, EB04, EC05 fit EClO opened for mods 
designed to comply w/Reg Guide 1.97 fit enhance outage work. 
Firewatch performed. Mods completed 840322. W/S40330 Itr. 
HAIRSTON, W. G. , CLAYTON, F. L. AlabamaPower Co. 84/03/30. 2pp. 
22S86: 257. 24X Fiche: 50-348, 84/03/30. 84040401 18. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees fit 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EIS^ENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


A. Ap p 1 xcation/constr uc t ion stage documents fit correspondence 


8403210162 Ltr to all applicants for OLs fit full power author i za ti ons 
summarizing 840126 meeting in Bethesda.MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews fit development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000, 84/03/01, 9403210162. 


8404020063 Discusses assurances that design verification process used 
in constructing facility fully complies w/NRC regulations St 
licensing commitments, in response to NRC 840110 request. 

KEMPER, J. S. Philadelphia Electric Co. 84/03/26. SCHWENCER, A. 
Licensing Branch 2. 5pp. 22838:289. 24X Fiche: 50-352, 84/03/26, 

B404020063. 


8404120347 Staff requirements memo re 840321 affirmation/discussion fit 
vote in Washington, DC on delegation of Part 70 authority in 
Limerick proceeding . Order approved. 

CHILK, S. J. Office of the Secretary of the Commission. 84/03/2S. 
Office of the Secretary of the Commission. Ip. 24025:346. 24X 

Fiche: 50-352, 84/03/28, 8404120347, 


8404110092 Notification of 840330 meeting w/util in Bethesda,MD to 
discuss util initiatives resulting from PRA efforts to 
serve as info exchange, 

CAMPAGNONE, M. J. Licensing Branch 2, 84/03/29. SCHWENCER, A. 

Licensing Branch 2. 2pp. 24006:258. 24X Fiche: 50-352, 84/03/29, 

8404110092. 


8404030098 Application for Amend 63 to application for OL (filed in PDR 
Category A), consist ing of Rev 30 to FSAR (filed in PDR 
Category K) fit Rev 5 to fire protection evaluation rept 
(filed in PDR Category F). 

BRADLEY, E.J. Philadelphia Electric Co, 84/03/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 22855- 141 
24X Fiche; 50-352, 84/03/30, 8404030098. 
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B4O4170258 Notification of 840413 meeting tu/util in Bethesda/ MD to 
discuss IDVP & to formally submit plan to NRC. 

CAMPAONONE. M. J. Licensing Branch 2. 84/04/02. SCHWENCER, A. 

Licensing Branch 2. 4pp. 24093:257. 24X Fiche: 50-352. 84/04/02. 

8404170258. 


8404170141 Forwards rept on archaeological investigation of 220-60 & 
220-61 transmission lines. W/o enc Is. Related correspondence. 
BRADLEY. E. J. Philadelphia Electric Co. DSB 584. 84/04/12. 
SCHWENCER. A. Licensing Branch 2. 2pp. 24051:134. 24X 

Fiche: 50-352, 84/04/12. 8404170141, 


8404230411 Notification of cancellation of 840416 meeting w/util in 
Bethesda.MD to discuss IDVP, 

CAMPAONONE. M. J. Licensing Branch 2. 84/04/02. SCHWENCER, A. 

Licensing Branch 2. 2pp, 24187:232. 24X Fiche: 50-352. 84/04/02. 

8404230411. 


8404130524 Forwards revised Matls License SNM-1926. Li cense authorizes 
receipt. possession i: storage of U-235 contained in fuel 
assemblies in shipping containers in designated new outdoor 
fuel storage area. Indemnity Agreement B-101 also end. 

PAGE. R. 0. Uranium Fuel Licensing Branch. 84/04/03. BAUR, E. 0. 
Philadelphia Electric Co, Ip. 24044:235, 24X Fiche: 50-352. 

84/04/03. 8404130524. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs 8< holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list and. 

EISENHUT. D. 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404100234 Forwards operating shift experience info, per request, as 
followup to 840224 presentation. Sh if t advisors will be 
required on some operating shifts. 

COONEY. M. U. Philadelphia Electric Co. 84/04/04. DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director, 20pp, 22968:306. 

24X Fiche: 50-352. 84/04/04. 8404100234. 


8404230285 Summary of 840330 meeting w/util in Bethesda.MD re util 
initiatives as result of PRA efforts. 

MARTIN. R. E. . CAMPAONONE, M. J. Licensing Branch 2. 84/04/05. 

Licensing Branch 2. 4pp, 24186:287. 24X Fi che : 50-352, 84/04/05. 

8404230285. 


— 8404230287 Transcript of 840330 meeting w/util in Bethesda.MD re PRA. 
Pp 1-34. 

# Commissioners. 04/03/30. 35pp. 24186:291. 24X 

Fiche: 50-352.84/04/05, 8404230285. 


8404110008 Submits listing addressing John Milner Assoc recommendations 
re measures to mitigate visual impact of transmission lines, 
per 840320 telcon request. Final rept re arc heolog ical survey 
of line corridors will be submitted by end of Mar 1984. 

KEMPER. J. S. Philadelphia Electric Co. 84/04/06. SCHWENCER, A. 
Licensing Branch 2. 3pp, 22986:198. 24X Fi che : 50-352. 84/04/06. 

8404110008. 


8404230408 Notification of Significant Licensee Meeting 84-33 on 840412 
ui/util in King of Prussia. PA to discuss inadequate 
procedural control of sys turnover in that acceptance 
criteria not established. 

CONNER, E, Region 1. Office of Director. 84/04/09. Region 1. 
Office of Director. Ip. 24187:234. 24X Fiche: 50-352. 84/04/09, 

8404230408. 


8404130017 Forwards Suppl 3 to severe accident risk assessment, 
consistent w/schedules purposes provided in 840313 ltr. 

KEMPER, J. S. Philadelphia Electric Co. 84/04/10. SCHWENCER. A 
Licensing Branch 2. 30pp, 24031:094. 24X Fiche: 50-352. 84/04/10, 

8404130017. 


8404170137 Notifies of plans to apply for authorization for fuel 
loading & low power testing license. Fuel can be loaded in 
Aug 1904. Full scale technical review of status of work 
expected on 840426. Related correspondence. 

KEMPER. J. S. Philadelphia Electric Co. DSB 588. 84/04/11. 

SCHWENCER. A. Licensing Branch 2. 2pp. 24058:349. 24X 

Fiche: 50-352. 84/04/ 1 1 , 8404170137. 


S404170292 Advises that full-scale technical review of status of 
p reoperational tes t ing . doc umentat ion of work 8< completion of 
Tech Specs Sc operational manuals scheduled for 840426. Fuel 
load expected sometime in Aug. 

KEMPER. J. S. Philadelphia Electric Co. 84/04/11. SCHWENCER. A. 
Licensing Branch 2. 2pp 24060:265. 24X Fiche: 50-352. 84/04/11. 

8404170292, 


8404170530 Provides comments 8t info re PRA concerning reactor manual 
depressur ization. HPCI/RCIC room cooling & containment 
sprays, per 840330 meeting. 

KEMPER. J.S. Philadelphia Electric Co. 04/04/11. SCHWENCER. A. 
Licensing Branch 2, 4pp, 24058:253. 24X Fiche: 50-352. 84/04/11. 

8404170530. 


8404170355 Forwards "Descriptive Rept of Archeological Investigation 
for 220-60 Transmission Line Right-of-Way in Association 
W/Limerick Nuclear Generating Stat i on, Montg ornery & Chester 
Counties. PA" & "... 220-61 Transmission. ..." 

BRADLEY. E. J. Philadelphia Electric Co. 84/04/12. SCHWENCER. A. 
Licensing Branch 2. 4pp. 24056:301. 24X Fiche: 50-352. 84/04/12. 

8404170355. 


— 8404170358 "Descriptive Rept of Ar c heol og ic al Investigation for 220-60 
Transmission Line Right-of-Way in Association W/Limerick 
Nuclear Generating Station. Montgomery & Chester Counties, 

PA. ■' 

ZATZ, K. L. . JOIRE. K. M, . HOFFMAN, R. F. John Milner Associates. 
84/12/31. 205pp. 24056:305. 24X Fiche: 50-352. 84/04/12. 

8404170355. 


— 8404170364 "Descriptive Rept of Archeological Investigation for 220-61 
Transmission Line Right-of-Way in Association W/Limerick 
Nuclear Generating Stat ion. Montgomery it Chester Counties. 

PA. " 

ZATZ.K. L. . JOIRE. K. M. , HOFFMAN. R. F. John Milner Associates. 
84/12/31. 359pp. 24057:150. 24X Fiche: 50-352, 84/04/12, 

8404170355. 


8404170335 Forwards draft response to Request for Add! Info (RAD 
460.23 it revised response to 460.4 re standby gas treatment 
sys. per 840229 request. Draft RAI will be incorporated into 
FSAR in rev scheduled for May 1984. Svc list end. 

KEMPER. J.S. Philadelphia Electric Co. 84/04/13. SCHWENCER, A. 
Licensing Branch 2. Hpp. 24062:163. 24X Fi che : 50-352. 84/04/13. 

8404170335. 


8404170281 Provides comments re PRA as discussed at 840330 meeting for 
inclusion in staff rept on risk associated w/facility. 

Related correspondence, 

KEMPER. J. S. Philadelphia Electric Co. DSB 582. 84/04/16. 

SCHWENCER. A. Licensing Branch 2. 4pp. 24058:275. 24X 

Fiche: 50-352.84/04/16. 8404170281. 


8404240381 Forwards draft FSAR page changes it revised response to 
Question 640. 21. deleting startup test (SUT) 38. "MSIV 
Leakage Control Sys (MSIV-LGS) Performance Verification. " 
Functional test requirements incorporated into Test 83. 1. 

KEMPER. J. S, Philadelphia Electric Co. 84/04/18. SCHWENCER, A, 
Licensing Branch 2. 6pp. 24169:045. 24X Fiche: 50— 352. 84/04/18. 

8404240381. 


8404240491 Notifies that Startup Test 38. "MSIV Leakage Control Sys 
Performance Verification. " being deleted from FSAR. Change 
will keep radiation exposure to personnel as low as 
possib 1 e. Related correspondence. 

KEMPER, J.S, Philadelphia Electric Co, DSB 804. 84/04/18. 

SCHWENCER. A. Licensing Branch 2. 3pp. 24191:077. 24X 

Fiche: 50-352. 84/04/18, 8404240491. 


D. NRC Draft/Final Environmental Statements, suppls it correspondence 


8404100283 Forwards draft severe accident risk assessment pages that 
will be included in Suppl 3 to be submitted on 040410 per 
Suppl 1 to DES <NUREG-0974). 

KEMPER. J.S. Philadelphia Electric Co. 84/04/06. SCHWENCER. A, 
Licensing Branch 2. 12pp. 22960:076. 24X Fi ch e : 50-352. 84/04/06. 

8404100283. 


8404200085 Informs of error in fourth line of second paragraph of first 
technical comment. "Statistics it Probability." 

Sense of paragraph stated as either/or situation 
recommended. 

DAVIS. R. S. Environmental Protection Agency. 84/04/17. MARTIN. R. E. 
Office of Nuclear Reactor Regulation. Director. Ip. 24120:136. 24X 

Fiche: 50-352. 84/04/17. 8404200085. 


8404170288 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
LIMERICK GENERATING STATION. UNITS 1 AND 2. Docket Nos. 50-352 
And 50-353. (Philadelphia Electric Company) 

* Diyiaion of Licensing. NUREO-0974. 84/04/30. 320pp. Available 

at NRC. *12.00. 24089:096. 24 X Fiche: 50-352. 84/04/30. 8404170288. 


E. NRC Safety Evaluation Report (SER). suppls it correspondence 


8404050083 Forwards Rev 4 to "Evaluation of Drywell Insulation Debris 
Effects on ECCS Pump Performance." completing response to 
SER Open Item 24. 

KEMPER. J. S. Philadelphia Electric Co. 84/04/02. SCHWENCER. A. 
Licensing Branch 2. 2pp. 22901:081. 24X Fiche : 50-352. 84/04/02. 

84040500B3. 
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— 8404050088 Rev 4 to "Evaluation of Drywell Insulation Debris Effects 
on ECCS Pump Performance. " 

* Bechtel Corp. 84/03/16. 31pp. 22901:083. 24X 

Fiche: 50-352, 84/04/02, 8404050083, 


8404100189 Forwards info intended to close out SER Open Issue 16 re 
operability qualif ication of mechanical equipment, in 
response to findings of pump & valve operability review 
team audit on 840117-20. 

KEMPER, J. S. Philadelphia Electric Co. 84/04/05. SCHWENCER, A. 
Licensing Branch 2. 17pp. 22967:066. 24X Fiche: 50-352, 84/04/05, 

8404100189. 


8404100296 Forwards response to Environ Quali f ication Branch request 
for addl info, per NRC 840314 meeting, to closeout SER Open 
Issue 6 re environ qual if ication of mechanical equipment. 

KEMPER, J.S. Philadelphia Electric Co. 84/04/06. SCHWENCER, A. 
Licensing Branch 2. 24pp. 22970:044. 24X Fiche ; 50'”352, 84/04/06, 

8404100296. 


— 8404100304 Rev 2 to "Spec for Environ Qual i f icati on Svc Conditions for 
Limerick Generating Station, Uni ts 1 & 2. " 

* Bechtel Corp. 83/10/03. 57pp. 22970:068. 24X 

Fiche; 50-352, 84/04/06, 8404100296. 


— 0404100311 Rev 6 to "General Project Requirements for Environ 
Oual if ication of Class IE Equipment Located in Harsh Environ 
for Limerick Generating Station, Units 1 ?< 2. " 
a- Bechtel Corp. 83/05/20. 32pp. 22970: 125. 24X 

Fiche: 50-352. 84/04/06, 8404100296. 


— 8404100316 Rev 20 to "Spec for Piping Matls 8( Instrument Piping Stds 
for Limerick Generating Station, Units i it 2. “ 

* Bechtel Corp. 83/05/25. 11pp. 22970:157. 24X 

Fiche: 50-352, 84/04/06, 8404100296. 


— 8404100323 Rev 3 to "Spec for HUAC Isolation Valves, Class I Seismic for 
Limerick Generating Station, Units 1 & 2. " 

* Bechtel Corp. 84/04/06. 58pp. 22970: 180. 24X 

Fiche: 50-352, 84/04/06, 8404100296. 


— 8404100326 Rev 3 to "Design Spec for Excess Flow Check Valves for 
Limerick Generating Station, Units 1 & 2. " 

* Bechtel Corp. 84/04/06. 73pp. 22970:238. 24X 

Fiche: 50-352, 84/04/06, 8404100296. 


— 8404100333 "LOCA Nuclear Qualification of FR Ethylene Propylene Diene 
Monomer, Crosslinked Polyolefin it Ethylene Propylene Diene 
Monomer/Hypalon. " W/four oversize drawing s. Aperture cards 
are available in PDR, 

* National Technical Systems. 558-1088. 81/10/09. 44pp. 

22970:330. 24X Fiche: 50-352, 84/OA/06, 8404100296. 


F. Security, medical, emergency it fire protection plans 


8404050337 Public version of revised emergency plan implementing 
procedures, including Procedures EP-201 re technical support 
ctr activation tc EP-203 re emergency operations facility 
activat ion. W/831 130 Itr UM Felton 840323 release memo, 

DALTROFF, S. L. Philadelphia Electric Co. 83/11/30. SCHWENCER, A. 
Licensing Branch 2. 8Spp. 22918:197, 24X Fiche: 50-352, 83/11/30, 

8404050337, 


8404100281 Notification of 840409-13 meetings w/util at plant site for 
fire protection equipment audit. 

MARTIN, R.E. Licensing Branch 2. 84/03/26. SCHWENCER, A. Licensing 

Branch 2. 4pp. 22983:356. 24X Fi che: 50-352, 84/03/26, 8404100281. 


8404060234 Forwards IE Insp Rept 50-352/84-11 on 840222-0326. No 
violations noted, 

MARTIN, T, T, Division of Engineering & Technical Programs. 84/03/29. 

KEMPER, J.S. Philadelphia Electric Co. 4pp. 22922:307. 24X 

Fiche: 50-352, 84/03/29, 8404060234. 


—8404060253 IE Insp Rept 50-352/84-11 on 840222-0326. No violations 
noted. Major areas inspected: QA program, security program, 
radiation protection it chemistry program St fire 
protect ion/prevent ion, 

KRASOPOULOS, A, , NIMITZ, R. L. , MILLER, M. T, Region 1, Office of 
Director. 04/03/29. 10pp. 22922:311. 24X Fiche: 50-352, 04/03/29, 

8404060234. 


8404030098 Application for Amend 63 to application for OL, consisting of 
Rev 5 to fire protection evaluation rept. 

BRADLEY, E,J. Philadelphia Electric Co. 84/03/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 22855: 141. 

24X Fiche: 50-352, 84/03/30, 8404030098. 


— 0404030108 Rev 5 to fire protection evaluation rept. 

# Philadelphia Electric Co. 84/03/30. 158pp. 22856:203. 24X 

Fiche: 50-352, 84/03/30, 8404030098. 


8404240155 Forwards documents & correspondenc e among app 1 lean t, NRC & 
State of PA re emergency p lanning, supp lemen ting 840413 matl. 

Ends available in Docketing St Svc Branch . R e la ted 
correspondence. 

CULLEN, E. J. Philadelphia Electric Co. 84/04/19. 2ITZER, P. 
Limerick Ecology Action. 1,600pp. 24173:260. 24X 

Fiche; 50-352, 84/04/19, 8404240155. 


8404270029 Forwards Affidavit of Svc re distribution of Rev 30 to FSAR 
it Rev 5 to fire protection evaluation rept, per DG Eisenhut 
810706 Itr. 

BRADLEY, e.J. Philadelphia Electric Co. 84/04/24. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24217:312. 

24X Fiche; 50-352, 84/04/24. S404270029. 


G. Adjudicatory correspondence 


8404100257 Forwards applicant Exhibits 15-28 for hearing on 840305-09. 
Related correspondence. 

EYSTER.R. Tayloe Associates, 84/03/15. PLEASANT, E. Administrative 
S< Logistical Support Branch. Ip. 22993:327. 24X 

Fiche: 50-352, 84/03/15, 8404100257. 


8404040062 Forwards documents identified in Air Sc Water Pollution 
Patrol 840306 spec of welding deficiencies. Documents form 
basis of litigation of Contention VI-1 merits. W/o end. 

Related correspondence. 

CULLEN, E.J. Philadelphia Electric Co. DSB 292. 84/03/28. 

BRENNER, L. Atomic Safety and Licensing Board Panel. 2pp. 

228B4; 204, 24X Fiche: 50-352, 84/03/28, 8404040062. 


8404030189 Response in opposition to Friends of the Earth 040313 
appeal from ASLB denial of request for stay of receipt of 
unirradiated fuel by util. Denial should be affirmed. 

Certificate of Svc end. 

WILCOVE, M. N. Hearing Branch 2. DSB 254. S4/03/29. 12pp. 

22849:236. 24X Fic he: 50-352, 84/03/29, 8404030189. 


8404050098 Forwards IE Insp Rept 50-352/84-11 on 840222-0326. No 
violations observed. W/o end. Related correspondence. 

MARTIN, T. T. Division of Engineering & Technical Programs. DSB 303. 
84/03/29. KEMPER, J.S. Philadelphia Electric Co. Ip. 22902:210. 
24X Fiche: 50-352, 84/03/29, 8404050098. 


8404020016 New addition to contention re asbestos fiber discharges 
into Schuylkill River it air. Discharge not identified nor 
included in plant operation discharge descriptions. W/svc 
list. 

ROMANO, F. R. Air and Water Pollution Patrol. DSB 232. 84/03/30. 

BRENNER, L., MORRIS, P., COLE, R. Atomic Safety and Licensing Board 
Panel. Ip. 22835:112. 24X Fiche; 50-352, 84/03/30. 8404020016. 


8404020270 Order ratifying ASLaB assertion of jurisdiction over util 
application to receive store unirradiated fuel outdoors 
at site it affirming dismissal of Friends of the Earth 
contention for lack of basis Sc specificity. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 242. 
84/03/30. 21pp. 22846:001. 24X Fich e : 50-352, 84/03/30, 8404020270. 


8404040145 Forwards lE Insp Rept 50-352/84-11 per NRC 840329 response 
in opposition to Friends of the Earth appeal of ASLB denial 
of request for stay of receipt of unirradiated fuel by util. 

Related correspondence. 

WILCOVE, M.N. Hearing Branch 2. DSB 275. 84/03/30. KOHL, C. N. , 

OOTCHY, R, L. , EDLES, G. J. Atomic Safety and Licensing Appeal Panel. 
13pp. 22806:327. 24X Fi ch e : 50-352, 84/03/30, 8404040145. 


8404040203 Forwards JM Gutierrez 840329 memo to AP Hodgdon transmitting 
list of IE insp repts identified in Air 8< Water Pollution 
Patrol Contention VI-l. Repts available upon request. Related 
correspondence. 

HODGDON, A, P. Hearing Branch 2. DSB 277. 84/03/30. BRENNER, L., 

MORRIS, P. A. , COLE, R.F. Atomic Safety and Licensing Board Panel. 

2pp. 22880:218. 24X Fiche; 50-352, 84/03/30, 8404040203, 


— 8404040204 Forwards list of IE insp repts identified in Air it Water 
Pollution Patrol Contention VI-1. 

GUTIERREZ, J. M. Region 1, Office of Director. 84/03/21. 

HODGDON, A. Hearing Branch 2 3pp. 22880:220. 24X 

Fiche; 50-352. 84/03/30, 8404040203. 


8404090117 Response opposing applicant motion to dismiss particular 
onsite emergency planning contentions for which discovery 
has not been provided or no litigable basis shown. 

Certificate of Svc end, Related correspondence. 

ELLIOTT, C.W. Limerick Ecology Action. DSB 374. 84/03/30, Atomic 

Safety and Licensing Board Panel. 11pp. 22939:153. 24X 

Fiche: 50-352, 84/03/30, 8404090117. 
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8404040152 Memorandum Zt. order ruling on applicant motion to strike 
specific instances advanced by Air & Water Pollution Patrol 
in support of Contention VI-1 re welding insp. Served on 
840403. 

BRENNER* L. Atomic Safety and Licensing Board Panel. DSB 280. 
84/04/02. Philadelphia Electric Co. 6pp. 22886:261. 24X 
Fiche: 50-352, 84/04/02, 8404040152. 


8404040121 Informs that staff Exhibits 21,23 & 27 of 040321 & 22 
hearings delivered on 840403. W/o end. Related 
corresp ondence. 

EYSTER, R. Tayloe Associates. DSB 295. 84/04/03. PLEASANT, E. 

Commissioners. Ip. 22890:359. 24X Fiche: 50-352. 84/04/03, 

B404040121. 


8404050075 Response opposing M Lewis 840314 motion for new contention 
based on IE Notice 84-17 re use of liquid nitrogen. 

Contention does not meet stds for late filing. IE notice & 

Certificate of Svc end, 

WILCOVE/M. N, Hearing Branch 2. DSB 319. 84/04/03. Atomic Safety 

and Licensing Board Panel. 15pp. 22901:053. 24X 

Fiche: 50-352, 84/04/03, 8404050075. 


S404100499 Statement of significance of NRC severe accident mitigation 
sys contract documents. Sufficient info available re 
mitigative design alternatives to require consideration in 
NEPA analysis of 1 i c ens ing . Cert if icate of Svc end. 

ELLIOTT, C.W. Limerick Ecology Action. DSB 421. 84/04/03. 8pp. 

22976:353. 24X Fiche: 50-352, 84/04/03, 8404100499. 


0404060418 Forwards refs to testimony on Limerick Ecology Action 
Contention 1-42. R LaOrange available as witness to answer 
questions re policy Equipment Qualif icati on Branch 
positions. W/o ends. Related correspondence. 

HODGDON.A. P. Hearing Branch 2. DSB 354. 84/04/04. BRENNER, L., 

MORRIS* P. A, , COLE, R.F. Atomic Safety and Licensing Board Panel. 
2pp. 22935:078. 24X Fi che; 50-352, 84/04/04, 8404060418. 


S404060420 Forwards allegation data form re allegations identified in 
F Romano Itr concerning welding practices it welder 
qualif ications. W/o ends. Related correspondence, 

HODODDN.A. P. Hearing Branch 2 DSB 349. 04/04/04. GUTIERREZ, J. 

Region 1, Office of Director. Ip. 22935:081. 24X 

Fiche; 50-352, 84/04/04, 8404060420. 


8404090107 Appeal from ASLAB 840330 memorandum & order *< petition for 
hearing it stay of license it delivery of U fuel to site. 

ANTHONY, R.L. Del-Aware Unlimited, Inc. DSB 370. 84/04/05. 3?p. 

22939:150. 24X Fi c h e : 50-352, 84/04/05, 8404090107. 


0404100492 Forwards City of Philadelphia cross-examination plan. 
Witnesses will not be cross-examined initia 1 ly . W/o end. 

BUSH,M. W. Philadelphia, PA. DSB 419. 84/04/05. BRENNER, L. . 

COLE* R. F. , MORRIS, P. A. Atomic Safety and Licensing Board Panel. Ip. 
22976: 327. 24X Fiche; 50-352, 04/04/05, 8404100492. 


8404090120 Second joint rept on status of negotiations re onsite 
emergency planning contentions & Limerick Ecology Action 
dismissal of particular c ontentions. Certif i cate of Svc end. 

RADER, R. M. Philadelphia Electric Co. RADER, R. M. Conner it 
Wetterhahn. ELLIOTT, C.W. Limerick Ecology Action. DSB 373. 
84/04/06, 6pp. 22939:164. 24X Fiche: 50-352, 84/04/06, 8404090120. 


8404100215 Transmittal of cross-examination plans of L Beltracchi* 

A Masciantonio it R LeOrange re Contention 1-42, W/o end. 

W/Cert if icate of Svc. Related correspondence. 

WETTERHAHN* M. J. Philadelphia Electric Co. WETTERHAHN, M. U. Conner it 
Wetterhahn. DSB 408. 84/04/06. 4pp. 22963:043. 24X 

Fiche: 50-352, 84/04/06, 8404100215. 


8404110487 Forwards RD LaOrange prof qual if ic ations statement to be 
attached to 840404 Itr to Board. Related correspondence. 

HODGDQN, A. P. Hearing Branch 2. DSB 4 58, 04/04/06. BRENNER, L. , 

MORRIS, P. A,* COLE* R. F. Atomic Safety and Licensing Board Panel. 
4pp. 22999:335. 24X Fic he: 50-352, 84/04/06, 84041 10487. 


8404110489 NRC staff cross-examination plan re util testimony on 
Limerick Ecology Action Contention 1-42. W/o plan. 

W/Certif icato of Svc. Related correspondence. 

HODGDON. A. P. Hearing Branch 2. DSB 461. 04/04/06. 3pp. 

22999:345. 24X Fi c he : 50-352, 84/04/06, 84041 10489. 


0404110514 Forwards working draft of 840110 final Commission policy 
statement on severe reactor accidents, Request Proposal 
RS-NRR-83— 092 re severe accident consequences mitigation it 
summary of PRA 840330 meeting. Related correspondence. 

HODGDON, A. P. Hearing Branch 2. DSB 460. 04/04/06. BRENNER, L, , 

COLE, R. F. , MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
2pp. 22999:358. 24X Fi c he: 50-352* 84/04/06, 84041 10514, 


8404110538 Forwards IE Audit Repts 99900300/77-01 i>. 78-01 of Fairbanks 
Morse Div of Colt Industries. Audit Repts 79-01,80-01, 

80-02,81-01 it 82-01 will be forwarded under separate cover. 

W/o ends Related correspondence. 

HODGDON* A. P. Hearing Branch 2. DSB 459. 84/04/06. BRENNER* L., 

COLE* R. F. , MORRIS, P. A. Atomic Safety and Licensing Board Panel. 

2pp. 22999:360. 24X Fi ch e : 50-352, 84/04/06, 84041 10538. 


8404110551 Response opposing applicant 840323 motion to dismiss 
Limerick Ecology Action onsite emergency planning 
content ions. Certif icate of Svc end. 

VOGLER, B. H. , WRIGHT, N. A, Hearing Branch 2. DSB 453. 84/04/09. 

Atomic Safety and Licensing Board Panel. 9pp. 22999:325. 24X 

Fiche: 50-352. 84/04/09, 8404110551. 


8404110584 Confirms transmittal of Computer File 27 of CRAC-II code 
re meteorological data in response to informal discovery 
request on admitted severe accident con tent ions. Re lated 
corresp ondence. 

WETTERHAHN, M. J. Conner Wetterhahn. WETTERHAHN, M. J. Philadelphia 
Electric Co. DSB 442. 84/04/09. BUSH*M. W. Phi ladelphia, PA Ip. 

22999; 269. 24X Fiche; 50-352, 84/04/09, 84041 10584. 


8404110594 First set of interrogatories & request for production of 
documents to City of Philadelphia re severe accident 
contentions. Related correspondence. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner 
Wetterhahn. DSB 443. 84/04/09. Ph i lad e Ip h ia, PA. 11pp. 

22999:202. 24X Fiche: 50-352, 84/04/09* 84041 10594. 


— 8404110596 First set of interrogatories & request for production of 
documents to Limerick Ecology Action re severe accident 
contentions. Certif icate of Svc end. Related correspondence. 
WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner 
Wetterhahn. 84/04/09. Limerick Ecology Action. 14pp, 
22999:213. 24X Fi che ; 50-352, 84/04/09, 84041 10594. 


8404120402 Forwards Commission 840402 proposed rule re further action 
on financial qualification contentions. Related 
correspondence. 

HODGDON, A. P. Hearing Branch 2. DSB 486. 84/04/10. LEWIS, M. I. 

Lewis, M. 7pp. 24025:107. 24X Fiche: 50-352, 84/04/10, 8404120402. 


8404120416 Forwards ALAB-334 per ASLB 840316 memorandum it order re 
proposed contentions it request for stay of shipment of 
unirradiated fuel, W/o end. Related correspondence. 

WILCOVE, M. N. Hearing Branch 2. DSB 487. 84/04/10. ANTHONY, R. L. 

Friends of the Earth, 2pp. 24025:117. 24X Fiche: 50-352, 84/04/10, 

8404120416. 


8404120424 Forwards License SNM-1926 as revised on 840403 it 
accompanying SER. Related correspondence. 

WILCOVE, M.N. Hearing Branch 2. DSB 488. 84/04/10. BRENNER* L. , 

MORRIS* P. A., COLE* R.F. Atomic Safety and Licensing Board Panel. 
11pp. 24025:186. 24X Fiche: 50-352, 84/04/10, 8404120424. 


8404160021 Brief in opposition to Friends of the Earth 840223 request 
for stay of onsite storage of unirradiated fuel. Request 
fails to advance basis for proposed content ion, Certif icate 
of Svc end. 

CONNER, T.B. Philadelphia Electric Co. CONNER, T.B. Conner it 

Wetterhahn. DSB 511. 84/04/12. 13pp. 24043:189. 24X 

Fiche: 50-352, 84/04/12, 8404160021. 


8404170275 Forwards correspondence it documents re emergency planning 
among applicant, NRC, Commonwealth of PA it other responsible 
govt agencies per 820601 order. Documents suppl matl 
forwarded on 840404, Related correspondence. 

CULLEN, E.J. Philadelphia Electric Co. DSB 586. 84/04/13. 

ZITZER, P. Limerick Ecology Action. 33pp. 24058:220. 24X 

Fiche: 50-352, 84/04/13, 8404170275. 


8404190106 Lists parties who received 840405 appeal *< petition for 
stay. 

ANTHONY, R.L. Anthony. R.L. DSB 656. 84/04/13. CLEMENTS, W. L. 

Docketing it Services Branch. Ip. 24103:341. 24X 

Fiche: 50-352, 84/04/13, 8404190106. 


8404180291 Forwards listed vendor audit repts re audits of Fairbanks 
Morse Div of Colt Industries. W/o end. Related 
corresp ondence. 

HODGDON* A. P. Hearing Branch 2. DSB 619. 84/04/16. BRENNER* L., 

COLE* R. F, * morris, P. A, Atomic Safety and Licensing Board Panel. 
2pp. 24071:218, 24X Fiche; 50-352, 84/04/16, 8404180291. 


8404190262 Answer to Limerick Ecology Action 840402 motion to strike 
selected portions of applicant testimony on onsite emergency 
p lanning. Motion raises no valid evidentiary objection. 

Certificate of Svc end. Related correspondence. 

CONNER, T. B. Philadelphia Electric Co. CONNER, T. B. Conner it 
Watterhahn, DSB 633. 84/04/16. Atomic Safety and Licensing Board 

Panel. 7pp. 24098:241. 24X Fiche: 50-352, 84/04/16, 8404190262. 
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8404200051 Submits notice of intent to depose listed individuals. 
Related correspondence. 

BUSH/M.W. Philadelphia, PA. DSB690. 84/04/16. VOGLER, B. H. 

Hearing Branch 2. WETTERHAHN, M. Conner & Wetterhahn. Ip. 
24119:113. 24X Fiche: 50-352, 84/04/16, 8404200051. 


8404250064 Forwards Applicant Exhibits 29,30 & 31, cons isting of environ 
qualif ication rept for electrical equipment, JS Kemper 840116 
response to NRC 831219 request for addl info & 840206 telcon 
request. W/o end. 

EYSTER, R. Tayloe Associates. 84/04/16. PLEASANT, E. Administrative 
8e Logistical Support Branch. Ip. 24202:356. 24X 

Fiche: 50-352, 84/04/16, 8404250064. 


8404240439 Forwards documents requested at 840416 meeting re emergency 
response facilities. W/o end. Related correspondence. 

CULLEN. E.J. Philadelphia Electric Co. DSB 803. 84/04/18. 

ELLIOTT, C.W. Brose Posu/istillo. 2pp. 24191:089. 24X 

Fiche: 50-352, 84/04/18, 8404240439. 


8404240460 Confirms 840417 telcon re change to emergency plan Procedure 
EP-500 X( Limerick Ecology Action withdrawal of Contention 
VIII-19(b). Related correspondence. 

RADER, R.M. Conner & Wetterhahn. DSB 802. 84/04/18. ELLIOTT, C. W. 

Brose & Poswistillo. ELLIOTT, C. W. Limerick Ecology Action. 2pp. 
24191 : 107. 24X Fiche; 50-352, 84/04/18, 8404240460. 


8404230053 Third joint rept of Limerick Ecology Ac tion, app 1 icant & NRC 
on status of negotiations re onsite emergency planning 
contentions & Limerick Ecology Action dismissal of 
particular content ions. Certi ficate of Svc end. 

CONNER. T.B. Philadelphia Electric Co. CONNER, T.fl. Conner 
Wetterhahn. DSB 696. 84/04/19. 9pp. 24153:075. 24X 

Fiche: 50-352. 34/04/19, 8404230053. 


8404230097 Memorandum Se order denying Del-Aware motions to reopen 
record to admit late-filed Contentions V-30, V-31, V-32, V-33, 

V-35 & V-36. Contentions neither new nor worthy of 
consideration. Served on 840420. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 697. 
84/04/19. Del-Aware Unlimited, Inc. 11pp. 24154:183. 24X 

Fiche: 50-352, 84/04/19. 8404230097. 


8404230131 Memorializes 840419 telcon re 840416 Ur on City of 
Philadelphia intent to depose NRC personnel . Agreement 
reached for city to withdraw notice of intent to depose. 

Related correspondence. 

HODODON, A. P. Hearing Branch 2. DSB 732. 84/04/19. BUSH, M. W. 

Philadelphia, PA. 2pp. 24153:280. 24X Fi che; 50-352, 84/04/19, 

8404230131. 


8404230153 Notifies that NRC will furnish list of documents responsive 
to Limerick Ecology Action request by 840430, per 840419 
telcon. Related correspondence. 

HODGDON.A. P. Hearing Branch 2. DSB 733. 84/04/19. ELLIOT, C. W. 

Brose i< Poswistillo. 2pp. 24155:332. 24X Fiche: 50-352, 84/04/19, 

8404230153. 


8404240500 Forwards cross-examination plan re onsite emergency planning 
contentions. W/o end. Related correspondence. 

FERKIN, Z. G. Pennsy Ivania, Commonwealth of,. DSB 801. 84/04/19. 

BRENNER, L. , COLE, R. F. , MORRIS, P. A. Atomic Safety and Licensing Board 
Panel, Ip. 24191:083. 24X Fiche: 50-352, 84/04/19, 8404240500. 


8404230324 Special prehearing conference order, ruling on admissibil ity 
of offsite emergency planning contentions & dismissing 
Consumers Educ Protective Assoc. Lewis & White as parties. 

Served on 840423. 

BRENNER, L. , COLE, R. F. , MORRIS, P. A. Atomic Safety and Licensing Board 
Panel. DSB 761. 84/04/20. 92pp. 24161:306. 24X 

Fiche: 50-352, 84/04/20, 8404230324. 


840423032B Response opposing Friends of the Earth (FOE) petition for 
review St stay of ALAB-765. FOE presents nothing to show that 
important question re public safety raised by ASLB 
affirmation. Certificate of Svc end. 

WILCOVE, M. N. Hearing Branch 2. DSB 759. 84/04/20. 11pp. 

24162: 349. 24X Fiche: 50-352, 84/04/20, 8404230328. 


8404240068 Forwards cross-examination plans for 840423 onsite emergency 
planning hearing. W/o end. Related correspondence. 

WRIGHT, N. A. Hearing Branch 2. DSB 779. 84/04/20. BRENNER, L. , 
MORRIS, P. A. , COLE, R. F. Atomic Safety and Licensing Board Panel. 

2pp. 24164:253. 24X Fiche: 50-352, 84/04/20, 8404240068. 


8404240133 Motion to strike Air & Water Pollution Patrol 840416 
testimony St portion of NRC taitimony on Contention VI-l. 

Certificate of Svc end. Related correspondence. 

WETTERHAHN, M. U. , NICHOLS, N. N. Philadelphia Electric Co. 

WETTERHAHN, M. J. Conner St Wetterhahn. DSB 765. 84/04/20. Atomic 

Safety and Licensing Board Panel. 9pp. 24164: 170. 24X 

Fiche: 50-352, 84/04/20, 8404240133. 


8404240138 Motion to strike testimony of Air 8< Water Pollution Patrol 
concerning Contention VI— 1 on welding infractions. 

G Iverson should not be p ermi tted to appear as witness. 

Certificate of Svc end. Related correspondence. 

HODGDON, A. P. Hearing Branch 2. DSB 778. 84/04/20. Atomic Safety 

and Licensing Board Panel. Spp- 24164:179. 24X 

Fiche: 50-352, 84/04/20, 8404240138. 


8404240253 Order confirming rulings S< schedules made at 840319 & 0409 
special prehearing conferences on NEPA severe accident 
contenti ons. Served on 840423. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 762. 
84/04/20. 5pp. 24165:287. 24X Fiche; 50-352, 84/04/20, 8404 240253. 


8404240258 Proposed findings of fact & conclusions of law in form of 
partial initial decision re Contentions V~3a & V-3b. 

Certificate of Svc end. 

WETTERHAHN, M. J. , NICHOLS, N. N. Philadelphia Electric Co. 

WETTERHAHN, M. J. Conner Wetterhahn. DSB 764. 84/04/20. Slpp. 

24166:060. 24X Fi c he : 50-352, 84/04/20, 8404240258. 


8404260482 Forwards City of Philadelphia status rept on emergency 
planning issues. W/c end. Related correspondence. 

SMOLEN,H. Philadelphia, PA. DSB 847. 84/04/23. BRENNER, L. Atomic 

Safety and Licensing Board Panel. Ip. 24214:205. 24X 

Fiche: 50-352, 84/04/23, 8404260482. 


8404260494 Status rept on City of Philadelphia issues of concern re 
emergency p lann ing. Consi derab 1 e progress made toward 
resolution of issues although certain items still remain 
open. 

SMQLEN.H. , BUSH. M. W. Ph i ladel ph ia, PA. DSB 846. 84/04/23. 9pp. 

24214:280. 24X Fiche: 50-552, 84/04/23, 8404260494. 


8404270247 Forwards Congressman Kostmayer 840229 Itr to N Palladino, 
W Dircks 840402 Ur to Kostmayer, IE Insp Rept 50-352/84-11 
!•: RJ Sugarman S40209 it 13 Urs to A Hodgdon re supplemental 
cooling water. 

HODGDON, A. P. Hearing Branch 2. DSB 865. 84/04/23. SUGARMAN, R, U. 

Sugarman St Denworth. 21pp. 24223:304. 24X Fiche; 50-352, 84/04/23, 

8404270247. 


8404270246 Forwards five documents provided by ASLB on 840425. Addl copy 
of refs to applicant testimony re Contention VI will be sent 
under separate cover. W/o enc 1 s. Related correspondence. 

WETTERHAHN, M. J. Conner St Wetterhahn. DSB 853. S4/04/26. 

ROMANO.F, R, Romano, F. Ip. 24223:009. 24X Fiche: 50-352, 84/04/26. 

8404270246. 


H. General correspondence 


8404170544 Forwards petition of Kenilworth it North Coventry Township, PA 
re location of warning siren. 

GLASSMOYER, B. Affiliation Not Assigned. DSB 607. 84/03/10 

Philadelphia Electric Co. 5pp. 24068:129. 24X 

Fiche; 50-352, 84/03/10, 8404170544. 


I. Financial information 


8404190313 Forwards Annual Financial Repts 1983 for PSE&G, Atlan t i c City 
Electric Co,Delmarva Power Sc Light Co & Philadephia 
Electric Co. 

FRYLING,R. Public Service Electric & Gas Co. of New Jersey. 

84/04/16. Office of Nuclear Reactor Regulation, Director. Ip. 
24097:149. 24X Fiche; 50-000, 84/04/16, 8404190313. 


— 8404190333 Annual Financial Rept 1983. 

EVERETT, J.L. Philadelphia Electric Co. 83/12/31. 43pp, 

24097:249. 24X Fiche: 50-000, 84/04/16, 8404190313. 


8404270097 Forwards Annual Financial Rept for 1983. 

BRADLEY, E.J. Philadelphia Electric Co. 84/04/23. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24215:337, 24X 

Fiche: 50-352, 84/04/23, 8404270097. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8404030098 Application for Amend 63 to application for OL, consi sting of 
Rev 30 to FSAR. 

BRADLEY, E.J. Philadelphia Electric Co. 84/03/30, DENTON, H. R, 

Office of Nuclear Reactor Regulation, Director. 2pp. 22855: 141, 

24 X Fiche: 50-352, 84/03/30, 8404030098. 


—8404030106 Rev 30 to FSAR, Twenty— two oversized drawings end. Drawings 
available in PDR. 

* Philadelphia Electric Co. 84/03/30. 420pp. 22855:143. 24X 

Fit ha: 50-352, 84/03/30, 8404030098. 
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8404270029 Forwards Affidavit of Svc re distribution of Rev 30 to FSAR 
& Rev 5 to fire protection evaluation rept. per DO Eisenhut 
810706 Itr. 

BRADLEY/ E.J. Philadelphia Electric Co. 84/04/24. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24217:312. 

24X Fiche; 50-352, 84/04/24, 8404270029. 


M. Antitrust correspondence 


8404120350 Requests util identify each inquiry made by Landsdale for 
transmission svc since 740520 & describe response 8t ultimate 
outcome. Info needed to conduct significant change antitrust 
analysis. 

REGAN, W.H. Site Analysis Branch. 84/03/20. BAUER. E. G. 
Philadelphia Electric Co. 3pp, 24025:340. 24X 

Fiche: 50-352, 84/03/20, 8404120350. 


8404120404 Requests info re relationship between Landsdale 
Philadelphia Electric Co concerning coordination svc, 
transmission svc, wholesale svc & possible effects on 
competition at bulk power supply. 

REGAN, W.H. Site Analysis Branch. 84/03/20. OLANDER, E. W. 
Affiliation Not Assigned, Ip. 24034:134. 24X Fiche: 50-352, 

84/03/20, 8404120404. 


Q. Inspection reports* IE Bulletins & correspondence 


8404060313 Forwards IE Insp Repts 50-352/84-10 it 50-353/84-03 on 
840201-29. No violations noted. 

STAROSTECKI, R. Division of Project S( Resident Programs. 84/03/19. 
KEMPER, U.S, Philadelphia Electric Co. 2pp. 22932:179. 24X 

Fiche: 50-352, 84/03/19. 8404060313. 


—8404060318 IE Insp Repts 50-352/84-10 «< 50-353/84-03 on 840201-29. No 
violations noted. Major areas inspected; plant tour, 
preop erational program review !< implementation it followup on 
IE circulars, bulletins Jk info notices. 

CHAUDHARY, S. K, , WIGGINS, J. T. , CONNER, E. L. Region 1, Office of 
Director 84/03/15. 11pp. 22932:181. 24X Fiche: 50-352, 04/03/19, 

8404060313. 


8404060192 Forwards IE Insp Rept 50-352/84-06 on 840130-0203 ii notice 
of violation. 

martin. T. T. Division of Engineering St Technical Programs. 84/03/20. 

KEMPER, J.S. Philadelphia Electric Co. 2pp. 22926:001. 24X 

Fiche; 50-352, 84/03/20, 8404060192. 


— 8404060196 Notice of violation from insp on 840130-0203, 

* Region 1, Office of Director. 84/03/20. Ip. 22926:003. 24X 

Fiche: 50-352, 84/03/20, 8404060192. 


—8404060200 IE Insp Rept 50-352/04-06 on 840130-0203. Violation 
identified: inadequate corrective action of 10CFR50, App B, 

Criterion XVI re installation of nonconforming solenoid 
va Ives. 

PAOLINO, R. U. , CHEUNG, L.S., HODSON, J. 8, Region 1, Office of 
Director. 84/03/07. 8pp, 22926:004. 24X Fiche: 50-352, 84/03/20, 

8404060192. 


8404030100 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc. " No Ray Miller products in 
use at facilities. 

KEMPER, J.S. Philadelphia Electric Co. 84/03/22. HURLEY. T. E. 
Region 1, Office of Director. 4pp, 22853: 168. 24X 

Fiche: 50-352, 84/03/22, 8404030100. 


8404090307 Forwards IE Insp Rept 50-352/84-09 on 840202. No violations 
noted, Steps taken to correct violation noted in NRC 031005 
Itr verified. Hearing list end. 

MARTIN, T, T. Division of Engineering & Technical Programs. 84/03/23. 

KEMPER, J.S. Philadelphia Electric Co. 4pp. 22942:231. 24X 

Fiche: 50-352,04/03/23, 8404090307. 


—8404090318 IE Insp Rept 50-352/84-09 on 840202. No violations noted. 
Major areas inspected; activities associated w/welder 
qualification, welding development activit ies, preparations 
for inservice insp 8< surface condenser corrosion problems, 
REYNOLDS, S. D. , GRAY, E. H, Region 1, Office of Director. DURR,J. 
Division of Eng ineer ing . 8f Technical Programs. 84/03/12. 7pp. 
22942: 235, 24X Fiche: 50-352, 84/03/23, 8404090307. 


8404190235 Advises that corrective actions resulting from violation 
noted in IE Insp Rept 50-352/83-19 will be completed by 
840630. 

KEMPER, J.S. Philadelphia Electric Co. 84/03/26. HURLEY, T. E. 
Ragion 1, Office of Director. Ip. 24100:241. 24X 

Fiche: 50-352, 84/03/26. 8404190235. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 138pp. 22933:122. 24X Fiche : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/23, 8403140241. 


0403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche : 50-000, 84/03/29, 8403140247. 


8404050098 Forwards IE Insp Rept 50-352/84-11 on 840222-0326. No 
violations observed. W/o end. Related correspondence. 

MARTIN, T. T. Division of Engineering Se Technical Programs. DSB 303. 
84/03/29. KEMPER, J.S, Philadelphia Electric Co. Ip. 22902:210. 
24X Fiche: 50-352, 84/03/29, 8404050098. 


8404060234 Forwards IE Insp Rept 50-352/84-11 on 840222-0326. No 
violations noted. 

MARTIN, T. T. Division of Engineering it Technical Programs, 84/03/29. 

KEMPER, J.S. Philadelphia Electric Co. 4pp. 22922:307. 24X 

Fiche: 50-352. 84/03/29, 8404060234. 


—8404060253 IE Insp Rept 50-352/84-11 on 840222-0326. No violations 
noted Major areas inspected: QA program, security program, 
radiation protection St chemistry program & fire 
protect ion /prevent ion, 

KRASOPOULOS, A. , NIMITZ, R. L. , MILLER, M. T. Region 1, Office of 
Director. 84/03/29. 10pp. 22922:311. 24X Fiche: 50-352, 84/03/29, 

8404060234. 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fi che: 50-000, 84/04/05, 8403140259, 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000. 84/04/05, 8403140263. 


8404240309 Responds to Items 1.2a, 2b, 2c S< 2d of IE Bulletin 83-OB, 
"Electrical Circuit Breakers W/Undervol tag# Trip Feature 
in Use in Saf ety-Re lated Applications Other Than Reactor 
Trip Sys. " Only ITE Type K-600 breakers utilized. 

KEMPER. T.E, Philadelphia Electric Co. 84/04/06. HURLEY, T. E. 
Region 1, Office of Director. 4pp. 24183: 123 24X 

Fiche: 50-352, 84/04/06, 8404240309, 


8404240437 Forwards IE Insp Rept 50-352/84-12 on 840312-23. Enforcement 
conference scheduled for 840412 to discuss util action re 
violation. 

MARTIN, T. T. Division of Engineering St Technical Programs. 84/04/10. 

KEMPER, J.S. Philadelphia Electric Co. 2pp. 24180:001. 24X 

Fiche; 50-352, 84/04/ 1 0, 8404240437, 


—8404240443 IE Insp Rept 50-352/84-12 on 840312-23. Violation noted: 
failure to establish checklists & acceptance criteria for 
preturnover walkdowns St insps. 

EAPEN, P.K, , BISSETf, P. Region 1, Office of Director. GODY, A T. 
Division of Engineering it Technical Programs. 84/04/06. 11pp. 

24180: 003. 24X Fiche: 50-352, 84/04/10, 8404240437. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " 8vc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 64/04/16. Consolidated Edison Co. of New York, Inc, 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees," Svc list end. 

GRACE, J, N, Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 
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8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

aPpp. 24163:292. 24X Fic he: 50-000. 84/04/1 7. 8403140277. 


8403140280 IE Info Notice 84-29. "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000. 84/04/17. 8403140280. 


8404300208 Notification of Significant Licensee fleeting 84-34 on 
840418 in King of Prussia, PA to discuss util supplementary 
response to Violation 76-06-01 on welding insp performed by 
QC inspector. 

CONNER, E. Region 1, Office of Director. 84/04/17. Region 1, 
Office of Director. Ip. 24233:333. 24X F iche : 50-352, 84/04/17, 

8404300208. 


8403140284 IE Info Notice 84-30, "Discrepanc i es in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24 X Fiche: 50-000, 84/04/18. 8403140234. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Sc Seal Set. ” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. il7pp. 24188:119. 24 X Fiche; 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000. 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche : 50-000. 84/04/20, 8404160130. 


8404270247 Forwards Congressman Kostmayer 840229 Itr to N Palladino, 

W Dircks 840402 Itr to Kostmayer, IE Insp Rept 50-352/84-11 
& RJ Sugarman 840209 Jk 13 Itrs to A Hodgdon re supplemental 
cooling water. 

HODGDON. A, P. Hearing Branch 2. DSB 865. 84/04/23. SUGARMAN, R. J. 

Sugarman 8c Denworth. 21pp. 24223:304. 24X Fiche: 50— 353, 84/04/23. 

8404270247. 


S. Reportable occurrences, LERs St related correspondence 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc. 

EMPEY, D. C. Rockwell Interna tional Corp. 83/05/27. COLLINS, J. T. 
Region 4, Office of Director. 6pp. 24054:330. 24X 

Fiche: 50-000, 83/05/27, 8404170427. 


8404170440 Part 21 rept re circuit breaker failures during IEEE- 323 
elevated temp testing re qualification of ESG hydrogen 
recombiners. Specific magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D, C. Rockwell International Corp. 83/05/27. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:314. 24X 

Fiche: 50-000,83/05/27, 8404170440. 


8404030188 Revised final Significant Deficiency Rept SDR 126 re 
reversed check valves found in f eeduwter/safeguard fill sys. 
Initially reported on 831111. Check valves cut out Se 
reinstalled per original design requirements. 

KEMPER, J. S. Philadelphia Electric Co. 84/03/14. HURLEY, T. E. 
Region 1, Office of Director. 3pp. 22853:072. 24X 

Fiche: 50-352, 84/03/14, 8404030188. 


8404170145 Final Significant Deficiency Rept 132 re mi sapplication of 
Westinghouse KF underfrequency relays in diesel generator 
load circuit. Initial ly reported on 840228. Relays modified fay 
rewiring relay contacts. 

KEMPER, J.S. Philadelphia Electric Co. 84/03/26. HURLEY, T. E. , 
Region 1, Office of Director. 3pp. 24059:322. 24X 

Fiche: 50-352,84/03/26, 8404170145. 


8404170014 Final Significant Deficiency Rept 96 re loose valve stem 
antirotational devices on Anchor Darling globe valves. 

Initially reported on 831031. Valves wil be modified, per 
encl locking procedure, prior to Unit 1 fuel load. 

KEMPER, T. E. Philadelphia Electric Co. 84/03/30. MURLEX, T. E. 
Region 1, Office of Director. 4pp. 24051:027. 24X 

Fiche: 50-352, 84/03/30, 8404170014. 


9404240428 Second interim Significant Deficiency Rept 107 re defective 
Agastat GP relays. Initial ly reported on 831 129. Caused by 
inadequate spring tension on movable contact arm corrosion 
buildup on contact surfaces. Final rept in 30 days. 

KEMPER, J. S. Philadelphia Electric Co. 84/03/30. MURLEY, T. E. 

Region 1, Office of Director. 4pp. 24179: 355. 24X 

Fiche: 50-352, 84/03/30, 8404240428. 


8404260414 Part 21 rept re presence of thread -1 oc k i ng matl Loctifce-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New th read-1 oc k ing devices under 
investigation. 

SHERWOOD, G. G. General Electric Co. 84/04/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13, 8404260414. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3,OOOS & K-4, OOOS circuit breakers. Report ed in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fic h e : 50-000, 84/04/16, 8404200323. 


T. Hearing transcripts on non-anti trust matters 


9404020265 Proposed transcript corrections of evidentiary hearings held 
to consider Air & Water Pollution Patrol Contention V-4 re 
carburetor ic ing. Cert i ficate of Svc encl, 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner & 
Wetterhahn. DSB 243. 84/03/30. 7pp. 22846:020. 24X 

Fiche: 50-352, 84/03/30, 8404020265. 


8404040125 Forwards revised testimony of A Masciantonio S< testimony of 
L Beltracchi on Contention 1-42 re environ qualification of 
electrical equipment. Related correspondence. 

HODGDON, A. P. Hearing Branch 2. DSB 276. 84/03/30, BRENNER, L. , 

COLE, R. F. , MORRIS, P. A. Atomic Safety and Licensing Board Panel. 

2pp. 22886:137. 24X Fiche; 50-352, 84/03/30, 8404040125. 


— 8404040126 Testimony of A Masciantonio re Contention 1-42. Prof 
qualifications end. Related correspondence, 

MASCIANTONIO, A. Equipment Qual i f i cation Branch. 84/03/30. 16pp. 

22886: 139. 24X Fiche: 50-352, 84/03/30, 8404040125, 


— 8404040129 Testimony of L Beltracchi in response to ASLB concerns re 
equipment failures misleading operator. Prof qualif ications 
encl. Related correspondence. 

BELTRACCHI, L Human Factors Engineering Branch. 84/03/30. 8pp. 
22886; 155. 24X Fiche: 50-352, 84/03/30,8404040125. 


8404040156 Transmittal of testimony re onsite emergency plan 
contentions. Related correspondence, 

CONNER, T. B. Philadelphia Electric Co. CONNER, T. B. Conner S< 
Wetterhahn. DSB 272. 84/04/02, 4pp. 22886: 190. 24X 

Fiche; 50-352, 84/04/02, 8404040156, 


— 8404040159 Testimony of applicant panel on onsite emergency plan 
contentions. Certificate of Svc encl. Related correspondence. 

♦ Philadelphia Electric Co. 84/04/02, 63pp. 22886; 194. 24X 

Fiche: 50-352. 84/04/02, 8404040156. 


8404050059 Forwards staff direct testimony & prof qualif ications of 
JR Sears re Limerick Ecology Action onsite emergency 
planning contentions. Related correspondence. 

VOGLER, B. H. , WRIGHT, N. A. Hearing Branch 2. DSB 318. 84/04/03. Ip. 

22900:129. 24X Fiche: 50-352, 84/04/03, 8404050059. 


— 8404050064 Testimony of JR Sears re Limerick Ecology Action onsite 
emergency planning content ions. Certificate of Svc encl. 

Related correspondence. 

SEARS, J.R, Division of Emergency Preparedness & Engineering 
Response (Post S30I03), 84/04/03. 54pp. 22900:130. 24X 

Fiche: 50-352, 84/04/03, 8404050059. 


8404230285 Summary of 840330 meeting w/util in Bethesda.MD re util 
initiatives as result of PRA efforts. 

MARTIN, R, E. , CAMPAGNONE, M. J. Licensing Branch 2. 84/04/05. 

Licensing Branch 2, 4pp. 24186:287. 24X Fiche: 50-352, 84/04/05, 

8404230285. 
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— 8404230287 Transcript of 840330 meeting u/util in Bethesda.MD re PRA. 
Pp 1-34. 

# Commissioners. 84/03/30. 35pp. 2418&; 291. 24X 

Fiche: 50-352, 84/04/05. 8404230285. 


8404120297 Transcript of 840409 hearing in Ph i lad el ph ia, PA. Pp 9,402- 
9, 537. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 84/04/09 180pp. 

24012:083. 24X Fiche; 50-352. 84/04/09. 8404120297. 


U. Congressional/Executive Correspondence 


8404130445 Responds to 840229 Itr to Palladino re supplemental cooling 
water supplies near Pottstouin. PA. NRC has no regulatory 
requirements re source of cooling water or quantities 
required at various stages of normal operation. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/04/02. KOSTMAYER. P. H, House of Rep. 7pp, 24044:353. 24X 

Fiche: 50-352, 84/04/02, 8404130445. 


8404160115 Transcript of 840410 hearing in Ph i ladei p h ia, PA. Pp 9,538- 
9, 748, Supporting documentat ion end. 

Atomic Safety and Licensing Board Panel. 84/04/10. 230pp. 

24040:170, 24X Fic h e : 50-352, 84/04/10, 84041 601 1 5. 


8404170217 Transmittal of applicant testimony on Contention VI~1, Refs 
in testimony will be provided by 84041 8. Cer ti f i cate of Svc 
end. Related correspondence. 

WETTERHAHN, M J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner & 
Wetterhahn. DSB 589. 84/04/16. 5pp. 24053:297. 24X 

Fiche; 50-352, 84/04/16, 8404170217. 


— 8404170224 Testimony of VS Boyer. Jii Corcoran, DT Clohecy.FJ Coyle, 

RH Zong.HW Vollmer,JW Benkert.V Aggarwal.JW Fisher, 

RA Simanek Sk DB Hackney re Contention VI-1. Prof 
qualif ications statements end. 

BOYER, V.S., CORCORAN. J. M. , CLOHECY, D. T, Philadelphia Electric Co. 
84/04/16. i33pp. 24053:302. 24X Fiche: 50-352, 84/04/16, 

8404170217. 


8404180324 Forwards NRC testimony of JP Durr 8e SD Reynolds re Air & 
Water Pollution Patrol Contention VI-1. Related 
correspondence. 

HODODON.A. P. Hearing Branch 2. DSB 620. 84/04/16. BRENNER, L. , 

morris, P. A., COLE, R.F, Atomic Safety and Licensing Board Panel. 
2pp. 24070:352. 24X Fiche; 50-352. 84/04/16. 8404180324. 


--84041S0331 Testimony of JP Durr SD Reynolds on Air & Water Pollution 
Patrol Contention VI-1 re control of welding & insp. 

DURR, J. P. , REYNOLDS, S. D. Division of Engineering & Technical 
Programs. 84/04/16. 27pp. 24070:354, 24X Fi che: 50-352. 84/04/16, 

8404180324. 


8404240481 Forwards testimony of Air & Water Pollution Patrol 
concerning Contention VI-I re welding infractions. W/svc 
list. Related correspondence. 

ROMANO, F. R. Air and Water Pollution Patrol. DSB 793. 84/04/16. 

BRENNER, L., MORRIS,?., COLE, R, Atomic Safety ana Licensing Board 
Panel, Ip. 24191:057. 24X Fiche: 50-352. 84/04/16, B4042404B1 , 


— 8404130449 Requests guidance as to best way to minimize time involved 
in approving new supplemental water source for facility. 

Expedited response requested. 

KOSTMAYER, P. H. House of Rep. 84/02/29. PALLADINO, N. 
Commissioners. 2pp. 24044:360. 24X Fi c h e : 50-352, 84/04/02, 

8404130445. 


8404270247 Forwards Congressman Kostmayer 840229 Itr to N Palladino, 

W Dircks 840402 Itr to Kostmayer, IE Insp Rept 50-352/84-11 
& RV Sugarman 840209 & 13 Itrs to A Hodgdon re supplemental 
cooling water. 

HODODON, A. P. Hearing Branch 2. DSB 865. 84/04/23. SUGARMAN. R. J. 

Sugarman & Denworth. 21pp. 24223:304. 24X Fiche: 50-352, 84/04/23. 

8404270247. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREC-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche: 50-000. 84/04/02, 8404020019. 


8404100234 Forwards operating shift experience info, per request, as 
followup to 840224 presentati on. Sh i f t advisors will be 
required on some operating shifts. 

CaONEY,M.U. Philadelphia Electric Co, 84/04/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 20pp. 22968:306. 

24X Fiche: 50-352, 84/04/04, 8404100234. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8404100005 Revised application for amend to License SNM-1926, changing 
Items 6, 7 8 re storage of 764 nuclear fuel bundles onsite, 

KEMPER, J.S. Philadelphia Electric Co, 84/02/27. CROW, W. T. Uranium 
Fuel Licensing Branch, 10pp. 22983:330. 24X Fiche; 50-352, 84/02/27, 
8404100005. 


— 0404240485 Testimony of Air St Water Pollution Patrol on Contention VI-I 

re welding infractions. Related correspondence. DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 

ROMANO, F.R. Air and Water Pollution Patrol. 84/04/23. 17pp, 

24191:058. 24X Fi che; 50-352, 84/04/16, 8404240481 . A. Application/construction stage documents S correspondence 


8404230317 Forwards revised applicant testimony on Limerick Ecology 
Action withdrawn content i ons, per ASLB 840409 order. Related 
correspondence 

CONNER, T.B. Conner 8^ Wetterhahn. CONNER, T. B. Philadelphia Electric 
Co DSB 751. 84/04/20, BRENNER, L., COLE, R. F , MORRIS, P. A, Atomic 

Safety and Licensing Board Panel. 2pp, 24160:325. 24X 

Fiche: 50-352, 84/04/20, 8404230317, 


—8404230320 Testimony on onsite emergency plan contentions. Certificate 
of Svc end. Related correspondence. 

^ Philadelphia Electric Co. 84/04/20. 37pp. 24160:327. 24X 

Fiche: 50-352, 84/04/20, 8404230317. 


8404120347 Staff requirements memo re 840321 affirmation/discussion 8t 
vote in Wash ington, DC on delegation of Part 70 authority in 
Limerick proc eed ing . Order approved. 

CHILK,S.J. Office of the Secretary of the Commission. 84/03/28. 
Office of the Secretary of the Commission. Ip 24025:346, 24X 

Fiche: 50-352, 84/03/28, 8404120347. 


8404110092 Notification of 840330 meeting w/util in BethBsda,MD to 
discuss util initiatives resulting from PRA efforts to 
serve as info exchange, 

CAMPAGNONE, M. J. Licensing Branch 2. 84/03/29. SCHWENCER,A. 

Licensing Branch 2. 2pp, 24006:258. 24X Fiche: 50-352, 84/03/29, 

8404110092. 


8404240226 Forwards conformed testimony of JR Sears re Limerick Ecology 
Action onsite emergency planning contentions. Related 
correspondence. 

VOGLER, B. H. , WRIGHT, N. A. Hearing Branch 2. DSB 773. 84/04/20. 

Atomic Safety and Licensing Board Panel. Ip. 24165:145. 24X 

Fiche: 50-352,84/04/20, 8404240226. 


— 8404240231 Conformed testimony of JR Sears re Limerick Ecology Action 
onsite emergency planning c ontent ions, Cer ti f i cate of Svc 
end. Related correspondence. 

SEARS, J. R. Emergency Preparedness Branch. 84/04/20. 34pp, 

24165: 146, 24X Fiche; 50-352, 84/04/20, 8404240226. 


8404260113 Transcript of 840423 hearing in Ph iladelph ia, PA. Pp 9.749- 
9, 880. Supporting documentation end. 

Atomic Safety and Licensing Board Panel. 84/04/23. 100pp. 

24206:114. 24X Fiche: 50-352, 04/04/23, 84042601 13. 


8404270042 Transcript of 840424 hearing in Ph iladelphia, PA. Pp 9,881- 

10 , 112 . 

•» Atomic Safety and Licensing Board Panel. 84/04/24. 237pp, 

24217; 048, 24X Fiche: 50-352, 84/04/24, 8404270042. 


8404030098 Application for Amend 63 to application for DL (filed in PDR 
Category A), consisting of Rev 30 to FSAR (filed in PDR 
Category K) 8< Rev 5 to fire protection evaluation rept 
(filed in PDR Category F), 

BRADLEY, E.J, Philadelphia Electric Co. 84/03/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 22855:141. 

24X Fiche: 50-352, 84/03/30, 8404030098. 


8404170258 Notification of 840413 meeting w/util in Bethesda.MD to 
discuss IDVP & to formally submit plan to NRC. 

CAMPAGNONE, M. J, Licensing Branch 2. 84/04/02. SCHWENCER.A. 

Licensing Branch 2. 4pp, 24093:257. 24X Fiche: 50-352, 84/04/02, 

8404170258. 


8404230411 Notification of cancellation of 840416 meeting w/util in 
Bethesda.MD to discuss IDVP. 

CAMPAGNONE, M. J. Licensing Branch 2. 84/04/02. SCHWENCER.A, 

Licensing Branch 2. 2pp. 24187:232. 24X Fiche: 50-352, 84/04/02, 

8404230411. 
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8404040256 Generic Ltr 84-08 to all licensees of operating reactors# 
applicants for OLs 8« holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Svc list end. 

EISENHUT# D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 34/04/04, 8404040256. 


8404230285 Summary of 840330 meeting w/util in Bethesda. MD re util 
initiatives as result of PRA efforts. 

MARTIN. R. E. , CAMPAGNONE. M. J. Licensing Branch 2. 84/04/05. 

Licensing Branch 2. 4pp. 24186:287. 24X Fiche: 50-352. 84/04/05, 

8404230285. 


8404110000 Submits listing addressing John Milner Assoc recommendations 
re measures to mitigate visual impact of transmission lines, 
per B40320 telcon request. Final rept re archeological survey 
of line corridors will be submitted by end of Mar 19S4. 

KEMPER, J. S. Philadelphia Electric Co. 84/04/06. SCHWENCER, A 
Licensing Branch 2. 3pp. 22986:198. 24X Fiche: 50-352, 84/04/06. 

8404110008. 


8404130017 Forwards SuppI 3 to severe accident risk assessment, 
consistent w/schedules & purposes provided in 840313 ltr. 

KEMPER. J. S. Philadelphia Electric Co. 84/04/10. SCHWENCER, A. 
Licensing Branch 2. 30pp. 24031:094. 24X Fiche: 50-352, 84/04/10. 

8404130017. 


8404170137 Notifies of plans to apply for authorization for fuel 
loading 8e low power testing license. Fuel can be loaded in 
Aug 1984. Full scale technical review of status of work 
expected on 840426. Related correspondence. 

KEMPER. J. S. Philadelphia Electric Co. DSB 588. 84/04/11. 

SCHWENCER. A. Licensing Branch 2. 2pp. 24058:349. 24X 

Fiche: 50-352,84/04/11,8404170137. 


8404170292 Advises that full-scale technical review of status of 
preoperational testing, documentation of work Zt completion of 
Tech Specs €< operational manuals scheduled for 840426. Fuel 
load expected sometime in Aug. 

KEMPER, J, S. Philadelphia Electric Co. 84/04/11. SCHWENCER. A. 
Licensing Branch 2. 2pp. 24060:265. 24X Fiche: 50-352. 84/04/11, 

8404170292. 


8404170530 Provides comments & info re PRA concerning reactor manual 
depressurization. HPCI/RCIC room cooling & containment 
sprays. per 840330 meeting. 

KEMPER. J.S, Philadelphia Electric Co. 84/04/11. SCHWENCER. A. 
Licensing Branch 2. 4pp. 24058:253. 24X Fiche: 50-352, 84/04/11. 

8404170530. 


8404170141 Forwards rept on archaeological investigation of 220-60 & 
220-61 transmission lines. W/o enc Is. Related correspondence. 

BRADLEY, E.J. Philadelphia Electric Co. DSB 584. 84/04/12. 

SCHWENCER. A. Licensing Branch 2. 2pp. 24051:134. 24X 

Fiche: 50-352. 84/04/12, 8404170141. 


8404170355 Forwards "Descriptive Rept of Arch eological Investigation 
for 220-60 Transmission Line Right-of-Way in Association 
W/Limerick Nuclear Generating Station, Montg ornery & Chester 
Counties, PA" 8c "...220-61 Transmission...." 

BRADLEY, E.J. Philadelphia Electric Co. 84/04/12. SCHWENCER,A. 
Licensing Branch 2. 4pp. 24056; 301. 24X Fi che; 50-352, 84/04/12, 

8404170355. 


-—8404170358 "Descriptive Rept of Archeological Investigation for 220—60 
Transmission Line Right-of-Way in Association W/Limerick 
Nuclear Generating Station, Montgomery 8, Chester Counties. 

PA. " 

ZATZ, K. L. , JOIRE, K. M. , HOFFMAN. R. F. John Milner Associates. 

84/12/31. 205pp. 24056:305. 24X Fiche: 50-352. 84/04/12. 

8404170355. 


— 8404170364 "Descriptive Rept of Archeological Investigation for 220-61 
Transmission Line Right-of-Way in Association W/Limerick 
Nuclear Generating Station, Montgomery ?« Chester Counties, 

PA, " 

ZATZ, K. L. , JOIRE. K. M. , HOFFMAN, R, F. John Milner Associates. 

84/12/31. 359pp. 24057:150. 24X Fiche: 50-352, 84/04/12, 

8404170355, 


8404170335 Foruwirds draft response to Request for AddI Info (RAI> 
460. 23 8c revised response to 460.4 re standby gas treatment 
sys, per 840229 request. Draft RAI will be incorporated into 
FSAR in rev scheduled for May 1984, Svc list end. 

KEMPER, J.S, Philadelphia Electric Co. 84/04/13. SCHWENCER. A, 
Licensing Branch 2, llpp. 24062:163. 24X Fiche: 50-352, 84/04/13, 

840417033S. 


8404170281 Provides comments re PRA as dliscussed at 840330 meeting for 
inclusion in staff rept on risk associated w/facility. 

Related correspondence. 

KEMPER. J. S. Philadelphia Electric Co. IXSB 582, 84/04/16. 

SCHWENCER, A. Licensing Branch 2. 4pp. 24058:275. 24X 

Fiche: 50-352. 84/04/16. 8404170281. 


8404240381 Forwards draft FSAR page changes 8c revised response to 
Question 640. 21, del et ing startup test (SUT) 38, "MSIV 
Leakage Control Sys (MSIV-LGS) Performance Verification. " 
Functional test requirements incorporated into Test S3. 1. 

KEMPER, J. S. Philadelphia Electric Co. 84/04/18. SCHWENCER, A. 
Licensing Branch 2. 6pp, 24169:045. 24X Fiche: 50-352, 84/04/18, 

8404240381. 


8404240491 Notifies that Startup Test 38, "MSIV Leakage Control Sys 
Performance Verification," being deleted from FSAR. Change 
will keep radiation exposure to personnel as low as 
possible. Related correspondence. 

KEMPER, J.S. Philadelphia Electric Co. DSB 804. 84/04/18. 

SCHWENCER. A. Licensing Branch 2. 3pp. 24191:077. 24X 

Fiche; 50-352. 84/04/ IS, 8404240491. 


D. NRC Draft/Final Environmental Statements, suppls 8t correspondence 


8404100283 Forwards draft severe accident risk assessment pages that 
will be included in Suppl 3 to be submitted on 840410 per 
Sup pi 1 to DES (NUREG-0974). 

KEMPER. J. S. Philadelphia Electric Co. 84/04/06. SCHWENCER. A 
Licensing Branch 2. 12pp. 22960:076. 24X Fiche; i/0-352. 84/04/06. 

8404100283. 


8404200085 Informs of error in fourth line of second paragraph of first 
technical comment, "Statistics 8t Probability. " 

Sense of paragraph stated as either/or situation 
recommended. 

DAVIS. R. S. Environmental Protection Agency. 84/04/17. MARTIN. R. E. 
Office of Nuclear Reactor Regulation, Director. Ip. 24120:136. 24X 

Fiche: 50-352. 84/04/17, 8404200085. 


8404 I 70288 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
LIMERICK GENERATING STATION. UNITS 1 AND 2. Docket Nos. 50-352 
And 50-353. (Philadelphia Electric Company) 

* Division of Licensing, NUREG-0974. 84/04/30. 320pp. Available 

at NRC. $12.00. 24089:096. 24X Fi che: 50-352. 84/04/30, 84041 70288. 


E. NRC Safety Evaluation Report (SER). suppls 8c correspondence 


8404050083 Forwards Rev 4 to "Evaluation of Dryuell Insolation Debris 
Effects on ECCS Pump Performance. " completing response to 
SER Open Item 24. 

KEMPER. J.S. Philadelphia Electric Co, 84/04/02. SCHWENCER. A. 
Licensing Branch 2. 2pp. 22901:081. 24X Fiche : 50-352, 84/04/02. 

8404050083. 


— 8404050088 Rev 4 to "Evaluation of Drywell Insulation Debris Effects 
on ECCS Pump Performance. " 

* Bechtel Corp. 84/03/16. 31pp. 22901:083. 24X 

Fiche: 50-352. 84/04/02, 8404050083. 


B4041001B9 Forwards info intended to close out SER Open Issue 16 re 
operability qualification of mechanical equipment, in 
response to findings of pump & valve operability review 
team audit on 840117-20. 

KEMPER, J.S. Philadelphia Electric Co. 84/04/05. SCHWENCER, A. 
Licensing Branch 2. 17pp. 22967:066. 24X Fiche: 50-352, 84/04/05. 

S404I00189. 


8404100296 Forwards response to Environ Quali f ication Branch request 
for addl info. per NRC 840314 meeting, to closeout SER Open 
Issue 6 re environ qualif ication of mechanical equipment. 

KEMPER, J. S. Philadelphia Electric Co, 84/04/06. SCHWENCER. A. 
Licensing Branch 2. 24pp. 22970:044, 24X Fiche: 50-352, 84/04/06, 

8404100296. 


— 8404100304 Rev 2 to "Spec for Environ Qualification Svc Conditions for 
Limerick Generating Station. Units 1 & 2. " 

* Bechtel Corp. 83/10/03. 57pp. 22970:068, 24X 

Fiche: 50-352. 84/04/06, 8404100296. 


— 8404100311 Rev 6 to "General Project Requirements for Environ 
Quali f ication of Class IE Equipment Located in Harsh Environ 
for Limerick Generating Station. Units 1 8t 2. " 

♦ Bechtel Corp, 83/05/20. 32pp. 22970:125. 24X 

Fiche; 50-352. 84/04/06, 8404100296. 


— 8404100316 Rev 20 to "Spec for Piping Matls «( Instrument Piping Stds 
for Limerick Generating Station. Uni ts 1 8< 2. " 

* Bechtel Corp. 03/05/25. llpp. 22970:157. 24X 

Fiche; 50-352, 84/04/06. 8404100296. 


—8404100323 Rev 3 to "Spec for HVAC Isolation Valves, Class I Seismic for 
Limerick Generating Station, Units 1 <e 2. " 

# Bechtel Corp. 84/04/06. 50pp. 22970:100. 24X 

Fiche; 50-352, 84/04/06, 8404100296. 
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— 8404X00326 Rev 3 to "Design Spec for Excess Flow Check Valves for 
Limerick Generating Station. Uni ts 1 & 2. " 

* Bechtel Corp. 84/04/06. 73pp. 22970:238. 24X 

Fiche: 50~3S2. 84/04/06, 8404100296. 


F. Security, medical, emergency & fire protection plans 


8404050337 Public version of revised emergency plan implementing 
procedures, inc luding Procedures EP‘-201 re technical support 
ctr activation 8-, EP-203 re emergency operations facility 
activat ion. W/S3H30 Itr Z>. JM Felton 840323 release memo. 

DALTROFF, S. L. Philadelphia Electric Co. 83/11/30. SCHWENCER, A. 
Licensing Branch 2. 88pp. 22918:197. 24X Fi c h e : 50-352. 83/11/30, 

8404050337. 


0404100281 Notification of 840409-13 meetings w/util at plant site for 
fire protection equipment audit. 

MARTIN. R. E. Licensing Branch 2. 84/03/26. SCHWENCER, A. Licensing 

Branch 2. 4pp. 22983:356, 24X Fi che: 50-352. 84/03/26. 8404100281. 


8404030098 Application for Amend 63 to application for OL. c ons i sting of 
Rev 5 to fire protection evaluation rept. 

BRADLEY. E.J. Philadelphia Electric Co. 84/03/30. DENTON, H.R. 

Office of Nuclear Reactor Regulation. Director. 2pp. 22855:141. 

24X Fiche: 50-352, 84/03/30, 8404030098. 


— 8404030100 Rev 5 to fire protection evaluation rept. 

* Philadelphia Electric Co. 84/03/30. 158pp. 22856:203. 24X 

Fiche: 50-352, 84/03/30. 8404030098. 


0404240155 Forwards documents correspondence among app 1 icant. NRC ?< 
State of PA re emergency planning. supplementing 840413 matl. 

Ends available in Docketing & Svc Branch. Related 
correspondence. 

CULLEN. E. J. Philadelphia Electric Co. 84/04/19. ZXTZER.P. 
Limerick Ecology Action. 1.600pp. 24173:260. 24X 

Fiche: 50-352.84/04/19. 8404240155. 


8404270029 Forwards Affidavit of Svc re distribution of Rev 30 to FSAR 
8< Rev 5 to fire protection evaluation rept. per DG Eisenhut 
810706 Itr. 

BRADLEY. E.J. Philadelphia Electric Co. 84/04/24. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 3pp. 24217:312. 

24X Fiche: 50-352. 84/04/24. 8404270029. 


G. Adjudicatory correspondence 


8404100257 Forwards applicant Exhibits 15-28 for hearing on 840305-09. 
Related correspondence, 

EYSTER. R. Tayloe Associates, 84/03/15. PLEASANT. E. Administrative 
Logistical Support Branch. Ip. 22993:327. 24X 

Fiche: 50-352. 84/03/15. 8404100257. 


8404040062 Forwards documents identified in Air & Water Pollution 
Patrol 840306 spec of welding deficiencies. Documents form 
basis of litigation of Contention VI-1 merits. W/o end, 

Related correspondence. 

CULLEN, E. J. Philadelphia Electric Co. DSB 292. 84/03/28. 

BRENNER. L. Atomic Safety and Licensing Board Panel, 2pp. 
22884:284. 24X Fiche: 50-352. 04/03/28, 8404040062. 


8404030189 Response in opposition to Friends of the Earth 840313 
appeal from ASLB denial of request for stay of receipt of 
unirradiated fuel by util, Denial should be affirmed. 
Certificate of Svc end. 

WILCOVE.M. N. Hearing Branch 2. DSB 254. 84/03/29. 12pp. 

22849:236. 24X Fiche: 50-352. 84/03/29, 8404030189. 


8404020016 New addition to contention re asbestos fiber discharges 
into Schuylkill River & a ir. Discharg e not identified nor 
included in plant operation discharge descr iptions, W/svc 
list, 

ROMANO. F. R. Air and Water Pollution Patrol. DSB 232. 84/03/30. 

BRENNER, L.. MORRIS. P. . COLE. R. Atomic Safety and Licensing Board 
Panel. Ip. 22835:112. 24X Fiche: 50-352. 84/03/30. 8404020016. 


8404020270 Order ratifying ASLAB assertion of jurisdiction over util 
application to receive store unirradiated fuel outdoors 
at site ?< affirming dismissal of Friends of the Earth 
contention for lack of basis S< specificity. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. DSB 242. 
84/03/30. 21pp. 22846:001. 24X Fiche: 50-352. 84/03/30. S404020270. 


0404040145 Forwards IE Insp Rept 50-352/84-11 per NRC 840329 response 
in opposition to Friends of the Earth appeal of ASLB denial 
of request for stay of receipt of unirradiated fuel by util. 

Related correspondence, 

WILCOVE.M, N. Hearing Branch 2. DSB 275. 84/03/30. KOHL. C. N. . 
©OTCHY, R. L, . EDLES. G. J. Atomic Safety and Licensing Appeal Panel. 
13pp. 22886:327. 24X Fi ch e: 50-352. 04/03/30. 8404040145. 


8404040203 Forwards JM Gutierrez 840329 memo to AP Hodgdon transmitting 
list of IE insp repts identified in Air & Water Pollution 
Patrol Contention VI-1. Repts available upon request. Related 
correspondence. 

HODGDON. A. P. Hearing Branch 2. DSB 277. 84/03/30. BRENNER. L. . 

MORRIS. P, A. , COLE. R.F. Atomic Safety and Licensing Board Panel. 

2pp. 22880:218. 24X Fiche: 50-352. 84/03/30, 8404040203. 


— 8404040204 Forwards list of IE insp repts identified in Air & Water 
Pollution Patrol Contention VI-1. 

GUTIERREZ, J. M. Region 1. Office of Director. 84/03/21. 

HODGDON. A. Hearing Branch 2, 3pp. 22880:220. 24X 

Fiche: 50-352. 04/03/30. 8404040203. 


8404090117 Response opposing applicant motion to dismiss particular 
onsite emergency planning contentions for which discovery 
has not been provided or no litigable basis shown. 

Certificate of Svc end. Related correspondence. 

ELLIOTT. C.W. Limerick Ecology Action. DSB 374. 84/03/30. Atomic 

Safety and Licensing Board Panel. llpp. 22939:153. 24X 

Fiche: 50-352, 84/03/30, 8404090117. 


8404040152 Memorandum 5< order ruling on applicant motion to strike 
specific instances advanced by Air & Water Pollution Patrol 
in support of Contention VI-1 re welding insp. Served on 
840403. 

BRENNER. L. Atomic Safety and Licensing Board Panel. DSB 280. 
84/04/02. Philadelphia Electric Co. 6pp. 22886:261. 24X 

Fiche: 50-352.84/04/02. 8404040152. 


0404040121 Informs that staff Exhibits 21.23 Sc 27 of 840321 & 22 
hearings delivered on 840403. W/o end. Related 
corresp ondence. 

EYSTER. R. Tayloe Associates. DSB 295. 84/04/03. PLEASANT. E. 

Commissioners, Ip. 22890:359. 24X Fiche: 50-352. 84/04/03, 

8404040121. 


8404050075 Response opposing M Lewis 840314 motion for new contention 
based on IE Notice 84-17 re use of liquid nitrogen. 

Contention does not meet stds for late filing. IE notice & 

Certificate of Svc end. 

WILCOVE.M. N, Hearing Branch 2. DSB 319. 84/04/03. Atomic Safety 

and Licensing Board Panel. 15pp. 22901:053. 24X 

Fiche: 50-352. 84/04/03, 8404050075. 


8404100499 Statement of si g’'i-‘*ira"re of NRC severe accident mitigation 
sys contract documents Su^i’zcienc info available re 
fflitigative design alternatives to require consideration in 
NEPA analysis of licensing. Certificate of Svc end. 

ELLIOTT. C.W. Limerick Ecclcgy Artio- DSB 421. 84/04/03. 8pp. 

22976:353. 24X Fiche: S*; .' /Oj. 8404100499. 


8404060418 Forwards refs to testimony on Limerick Ecology Action 
Contention 1-42. R LaGrange available as witness to answer 
questions re policy Zt Equipment Qual if ication Branch 
positions. W/o ends. Related correspondence. 

HODGDON. A. P. Hearing Branch 2. DSB 354. 84/04/04. BRENNER, L. . 

MORRIS, P. A. , COLE. R.F. Atomic Safety and Licensing Board Panel. 
2pp. 22935:078. 24X Fiche: 50-352. 04/04/04, 8404060418. 


8404060420 Forwards allegation data form re allegations identified in 
F Romano Itr concerning welding practices St welder 
qualifications. W/o ends. Related correspondence. 

HODGDON. A. P. Hearing Branch 2. DSB 349. 84/04/04. GUTIERREZ, J. 

Region 1. Office of Director. Ip. 22935:081. 24X 

Fiche: 50-352. 84/04/04. 8404060420. 


8404090107 Appeal from ASLAB 840330 memorandum 8< order & petition for 
hearing St stay of license St delivery of U fuel to site. 

ANTHONY, R.L. Del-Aware Unlimited, Inc. DSB 370. 84/04/05. 3pp. 

22939: 150. 24X Fiche: 50-352. 84/04/05. 8404090107. 


8404100492 Forwards City of Philadelphia cross-examination plan. 
Witnesses will not be cross-examined initially. W/o end, 

BUSH.M. W. Philadelphia. PA. DSB 419. 84/04/05. BRENNER. L. . 

COLE, R. F. » MORRIS, P. A. Atomic Safety and Licensing Board Panel. Ip. 
22976: 327. 24X Fiche: 50-352, 84/04/05. 8404 1 00492. 


8404090120 Second joint rept on status of negotiations re onsite 
emergency planning contentions 8< Limerick Ecology Action 
dismissal of particular contentions. Certifi cate of Svc end. 

RADER, R.M, Philadelphia Electric Co. RADER. R.M. Conner 8t 
Wetterhahn. ELLIOTT, C. W. Limerick Ecology Action. DSB 373. 
84/04/06, 6pp. 22939:164. 24X Fi c he : 50-352, 84/04/06, 8404090120. 


8404100215 Transmittal of cross-examination plans of L Beltracchi. 

A Masciantonio & R LeGrange re Contention 1-42. W/o end. 

W/Certif icate of Svc. Related correspondence. 

WETTERHAHN. M. J. Philadelphia Electric Co, WETTERHAHN. M. J. Conner 8( 
Wetterhahn. DSB 408. 84/04/06. 4pp. 22963:043. 24X 

Fiche: 50-352. 84/04/06. 8404100215. 
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8404110487 Forwards RD LaCrartge pro-f c|,ual if ic ations statement to be 
attached to 840404 Itr to Board. Re lated cor respondence. 

HODODON, A. P. Hearing Branch 2. DSB 458. 84/04/06. BRENNER. L. , 

HORRIS. P. A. . COLE. R.F. Atomic £a^=2t', ar.d Licensing Board Panel. 
4pp. 22999: 335, 24X Fiche; 50-352. . 5'.C.4r. 10^87. 


8404110439 NRC staff cross-examinat ion plan re util testimony on 
Limerick Ecology Action Contention 1-42. W/o plan. 

W/Certif icat® of Svc. Related correspondence. 

HQDGOON. A. P. Hearing Branch 2. DSB 461. 84/04/06. 3pp. 

22999:345. 24X Fi che: 50-352. 84/04/06. 84041 10489. 


8404110514 Forwards working draft of 840110 final Commission policy 
statement on severe reactor acc idcnts. Paque st Proposal 
RS-NRR-S3-092 re severe accident consacuencas mitigation & 
summary of PRA 840330 meeting. Related correspondence. 

HODODON. A. P. Hearing Branch 2 DSB 460. 84/04/06. BRENNER. L., 

COLE.R.F, » MORRIS. P. A. Atomic Safety and Licensing Board Panel. 
2pp. 22999:358. 24X Fi c he; 50-352. 84/04/06. 84041 10514. 


8404110538 Forwards IE Audit Repts 99900300/77-01 St 78-01 of Fairbanks 
Morse Div of Colt Industries. Audit Repts 79-01.80-01. 

80-02.81-01 & 82-01 will b® forwarded under separate cover. 

W/o ®nc 1 s. Related correspondence. 

HODGDON, A. P. Hearing Branch 2. DSB 459. 84/04/06. BRENNER. L., 

COLE.R.F.. MORRIS. P. A. Atomic Safety and Licensing Board Panel. 

2pp. 22999:360. 24X Fi c he: 50-352. 84/04/06. 84041 10538. 


8404110551 Response opposing applicant 840323 motion to dismiss 
Limerick Ecology Action onsite emergency planning 
contentions. Certificate of Svc end. 

VOOLER.B.H. . WRIOHT. N. A. Hearing Branch 2. DSB 453. 84/04/09. 

Atomic Safety and Licensing Board Panel. 9pp. 22999:325. 24X 

Fiche; 50-352, 84/04/09, 8404 110551. 


8404180271 Forwards listed vendor audit repts re audits of Fairbanks 
Horse Div of Colt Industries. W/o end. Related 
correspondence. 

HODODON, A. P. Hearing Branch 2. DSB 619. 84/04/16. BRENNER. L. . 

COLE.R.F., MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
2pp. 24071:218. 24X Fiche: 50-352. 84/04/16. 8404180291. 


8404190262 Answer to Limerick Ecology Action 840402 motion to strike 
selected portions of applicant testimony on onsite emergency 
p lanning. Motion raises no valid evidentiary objection. 

Certificate of Svc end. Related correspondence. 

CONNER, T. B. Philadelphia Electric Co. CONNER. T. B. Conner & 
Wetterhahn. DSB 633. 84/04/16. Atomic Safety and Licensing Board 

Panel. 7pp. 24098:241. 24X Fiche: 50-352, 84/04/16. 8404190262. 


8404200051 Submits notice of intent to depose listed individuals. 
Related correspondence. 

BUSH.M. W. Philadelphia, PA. DSB 690. 84/04/16. VOOLER, B. H. 

Hearing Branch 2. WETTERHAHN. M. Conner & Wetterhahn. Ip. 
24119:113. 24X Fiche: 50-352. 84/04/16, 8404200051. 


B404250064 Forwards Applicant Exhibits 29.30 31 . c ons i s t ing of environ 

qualif ication rept for electrical equipment, JS Kemper 840116 
response to NRC 831219 request for addl info 8< 840206 telcon 
request. W/o end. 

EYSTER. R. Tayloe Associates. 84/04/16. PLEASANT. E. Administrative 
& Logistical Support Branch. Ip. 24202:356. 24X 

Fiche; 50-352. 84/04/16. 8404250064. 


8404240439 Forwards documents requested at 840416 meeting re emergency 
response facilities W/o end. Related correspondence. 

CULLEN, E.J. Philadelphia Electric Co. DSB 803, 84/04/18. 

ELLIOTT.C.W. Brose «< Poswistillo. 2pp. 24191:089. 24X 

Fiche: 50-352, 84/04/18. 8404240439. 


8404110584 Confirms transmittal of Computer File 27 of CRAC-II code 
re meteorological data in response to informal discovery 
request on admitted severe accident content ions. Related 
correspondence. 

WETTERHAHN, M. v». Conner & Wetterhahn. WETTERHAHN, M. J. Philadelphia 
Electric Co, DSB 442. 84/04/09. BUSH,M. W. Phi ladelphia. PA. Ip. 

22999; 269. 24X Fiche; 50-352. 84/04/09, 84041 10584. 


8404110594 First set of interrogator ies & request for production of 
documents to City of Philadelphia re severe accident 
contentions. Related correspondence. 

i^TTERHAm, M. J. Philadelphia Electric Co. WETTERHAHN, M, J. Conner & 
Wetterhahn. DSB 443. 84/04/09. Philadelphia, PA. 11pp. 

^99: 202. 24X Fiche: 50-352. 84/04/09. 84041 10594. 


8404240460 Confirms 840417 telcon re change to emergency plan Procedure 
EP-500 $t Limerick Ecology Action withdrawal of Contention 
VIII-19<fa). Related correspondence. 

RADER. R.M. Conner &: Wetterhahn. DSB 802. 84/04/18. ELLIOTT.C.W. 

Brose (t Poswistillo. ELLIOTT.C.W. Limerick Ecology Action, 2pp. 
24191: 107. 24X Fiche; 50-352. 84/04/18. 8404240460. 


8404230053 Third joint rept of Limerick Ecology Action, appl icant ir NRC 
on status of negotiations re onsite emergency planning 
contentions <k Limerick Ecology Action dismissal of 
particular contentions. Certificate of Svc end. 

CONNER, T.B. Philadelphia Electric Co. CONNER, T, B, Conner «< 
Wetterhahn, DSB 696. 84/04/19. 9pp. 24153:075. 24X 

Fiche: 50-352. 84/04/19, 8404230053. 


'B4041I0596 First set of interrogatories 8< request for production of 
documents to Limerick Ecology Action re severe accident 
contentions. Certificate of Svc end. Related correspondence, 
WETTERHAHN. M. J. Philadelphia Electric Co. WETTERHAHN, M. J, Conner 
Si Wetterhahn, 84/04/09. Limerick Ecology Action. 14pp. 

22999: 213. 24X Fiche: 50-352, 84/04/09, 8404110594. 


8404120402 Forwards Commission 840402 proposed rule re further action 
on financial qualification contentions. Related 
correspondence. 

.HODODCW, A. P. Hearing Branch 2, DSB 486. 84/04/10. LEWIS. M. I . 

Lewis. M. 7pp. 24025.107. 24X Fiche: 50-352. 84/04/10, 8404120402. 


8404120416 Forwards ALAB-334 per ASLB 840316 memorandum Sc order re 
proposed contentions Se request for stay of shipment of 
unirr#;rfi»ted fuel. W/o enc 1, Related correspondence. 

WILCCWB.M. N. Hearing Branch 2. DSB 487. 84/04/10. ANTHONY. R L 

Friends of the Earth, 2pp. 24025:117. 24X Fiche; 50-352, 84/04/10, 

8404120416. 


8404120424 Forwards License SNM-1926 as revised on 840403 8i 
accompanying SER. Related correspondence. 

WILCOVE.M N. Hearing Branch 2 DSB 488, 84/04/10. BRENNER, L. . 

MORRIS, P. A., COLE.R.F. Atomic Safety and Licensing Board Panel. 

11 pp. 24025:186. 24X Fiche: 50-352, 84/04/10, 8404120424, 


8404160^1 Brief in opposition to Friends of the Earth 840223 request 
for stay of onsite storage of unirradiated fuel. Request 
fails to advance basis for proposed content ion. Certi ficate 
of Svc end. 

Electric Co. ' CONNER, T. B. Conner St 
Wetterhahn. DSB 511. 84/04/12. 13 pp. 24043*189 24X 

Fiche; 50-352, 84/04/ 12 . 8404160021 


^ documents re emergency planning 
am, ng applicant, NRC, Commonwealth of PA 8e other responsible 
govt agencies per 820601 order. Documents suppl mail 
Related correspondence. 

Electric Co. DSB 586. 84/04/13. 

2iTzat,p Limerick Ecology Action. 33pp. 24058:220. 24X 

Fiche: 50-352, S4/M/13, 8404170275. 


8404230097 Memorandum & order denying Del-Aware motions to reopen 
record to admit late-filed Contentions V-30. V-31 . V-32, Y-33, 

V-35 8t V-36. Contentions neither new nor worthy of 
consideration. Served on 840420. 

BRENNER, L, Atomic Safety and Licensing Board Panel. DSB 697. 
84/04/19. Del-Aware Unlimited. Inc, 11pp. 24154:183 24X 

Fiche: 50-352. 84/04/19. 8404230097. 


8404230131 Memorializes 840419 telcon re 840416 Itr on City of 
Philadelphia intent to depose NRC personnel . Agreement 
reached for city to withdraw notice of intent to depose. 

Related correspondence. 

HODGDON, A. P. Hearing Branch 2. DSB 732. 84/04/19. BUSH.M W 

Philadelphia, PA. 2pp. 24153:200. 24X Fi che: 50-352. 84/04/19! 

8404230131. 


8404230153 Notifies that NRC will furnish list of documents responsive 
to Limerick Ecology Action request by 840430. per 840419 
telcon. Related correspondence. 

HODGDON, A. P. Hearing Branch 2. DSB 733. 84/04/19 ELLIOT. C W 

Brose 8t Poswistillo, 2pp. 24155:332, 24X Fi che: 50-352. 84/04/19. 


Forwyds cross-examination plan re onsite emergency planning 
contentions. W/o end. Related correspondence. ^ 

FERKIN. 2. G. Pennsylvania. Commonwealth of., DSB 801 84/04/19 

BRENNER. L.. COLE.R.F. MORRIS. P. A. Atomic Safety and' LicensinjBoard 
Panel. Ip. 24191:083. 24X Fich e : 50-352, 84/04/19, 8404240500. 


8404230324 Special prehearing conference order, ruling on admissibility 
of offsite emergency planning contentions it dismissing 
Consumers Educ tk Protective Assoc. Lewis & White as oarties 


Served on 840423. 

BRENNER, L. , COLE, R. F. , MORRIS, P. A. 
Panel. DSB 761. 84/04/20. 92pp. 

Fiche: 50-352, 84/04/20. 8404230324. 


Atomic Safety and Licensing Board 
24161:306. 24X 


84042^328 Response opposing Friends of the Earth (FOE) petition for 
r.vi.u, & .t., Of ALAB-765.F0E pr.o.nto nothin,, to o^ou, "jir 
important question re public safety raised by A8LB 
aff irmation. Certificate of Svc end. 

WILCOVE.M, N. Hearing Branch 2. DSB 759. 84/04/20 linn 

24162:349. 24X Fiche: 50-352, 84/04/20, 8404230328. 
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8404240068 Forwards cross-examination plans for 840423 onsite emergency 
planning hearing. W/o encl. Related correspondence, 

WRIGHT, N. A. Hearing Branch 2. DSB 779. 84/04/20. BRENNER, L. , 
MORRIS, P. A., COLE, R.F. Atomic Safety and Licensing Board Panel. 

2pp. 24164:253. 24X Fiche: 50-352, 84/04/20, 8404240068. 


6404240133 Motion to strike Air & Water Pollution Patrol 840416 
testimony St portion of NRC testimony on Contention VI~1. 

Certificate of Svc encl. Related correspondence. 

WETTERHAHN, M. J. , NICHOLS, N. N. Philadelphia Electric Co. 

WETTERHAHN, M. J. Conner St Wetterhahn. DSB 765. 84/04/20. Atomic 

Safety and Licensing Board Panel. 9pp. 24164:170. 24X 

Fiche: 50-352, 84/04/20, 8404240133. 


8404240138 Motion to strike testimony of Air S< Water Pollution Patrol 
concerning Contention VI-1 on welding infractions. 

G Iverson should not be permitted to appear as witness. 

Certificate of Svc end. Related correspondence. 

HODGDON, A, P. Hearing Branch 2. DSB 778, 84/04/20. Atomic Safety 

and Licensing Board Panel. 5pp. 24164:179. 24X 

Fiche: 50-352, 84/04/20, 8404240138. 


8404240253 Order confirming rulings St schedules made at 840319 0409 

special prehearing conferences on NEPA severe accident 
contentions. Served on 840423. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 762. 
84/04/20. 5pp. 24165:287. 24X Fiche : 50-352, 84/04/20, 8404240253. 


8404240258 Proposed findings of fact St conclusions of law in form of 
partial initial decision re Contentions V-3a & V-3b. 

Certificate of Svc end, 

WETTERHAHN, M, J. , NICHOLS, N. N. Philadelphia Electric Co. 

WETTERHAHN. M. J. Conner & Wetterhahn. DSB 764. 84/04/20. 81pp, 

24166:060. 24X Fic he : 50-352, 84/04/20, 8404240258. 


8404260482 Forwards City of Philadelphia status rept on emergency 
planning issues. W/o end. Related correspondence. 

SMOLEN. H. Philadelphia, PA. DSB 847. 84/04/23. BRENNER, L. Atomic 

Safety and Licensing Board Panel. Ip. 24214:205. 24X 

Fiche: 50-352. 84/04/23, 8404260482 


8404260494 Status rept on City of Philadelphia issues of concern re 
emergency planning. Considerable progress made toward 
resolution of issues although certain items still remain 
Dp en. 

SMOLEN.H. , BUSH, M. W. Philadelphia, PA. DSB 846, 84/04/23. 9pp. 

24214: 280. 24X Fiche: 50-352, 84/04/23, 8404260494, 


8404270247 Forwards Congressman Kostmayer 840229 Itr to N Palladino, 
W Dircks 840402 Itr to Kostmayer, IE Insp Rept 50-352/84-11 
S' RJ Sugarman 840209 Sc 13 Itrs to A Hodgdon re supplemental 
coaling water, 

HODGDON, A. P. Hearing Branch 2. DSB 865. 84/04/23. SUGARMAN, R. J. 

Sugarman Denworth. 21pp. 24223:304. 24X Fi ch e: 50-352, 84/04/23, 

8404270247, 


8404270246 Forwards five documents provided by ASLB on 840425, Add 1 copy 
of refs to applicant testimony re Contention VI will be sent 
under separate cover. W/o ends. Related correspondence, 

WETTERHAHN, M. J. Conner Wetterhahn. DSB 853. 84/04/26. 

ROMANO, F.R. Romano, F. Ip, 24223:009. 24X Fi ch e; 50-352, 84/04/26, 

8404270246. 


H. General correspondence 


8404170544 Forwards petition of Kenilworth 8< North Coventry Township, PA 
re location of warning siren. 

GLASSMOYER, B, Affiliation Not Assigned. DSB 607. 84/03/10. 

Philadelphia Electric Co. 5pp. 24068:129. 24X 

Fiche: 50-352, 84/03/10, 8404170544. 


I. Financial information 


8404190313 Forwards Annual Financial Repts 1983 for PSE&G, Atlantic City 
Electric Co,Delmarva Power it Light Co 8< Philadephia 
Electric Co. 

FRYLING,R, Public Service Electric it Gas Co. of New Jersey. 

84/04/16. Office of Nuclear Reactor Regulation, Director. Ip. 
24097:149, 24X Fi che : 50-000, 84/04/16, 84041 90313. 


— 8404190333 Annual Financial Rept 1983. 

EVERETT, J.L. Philadelphia Electric Co, 83/12/31. 43pp. 

24097:249. 24X Fiche: 50-000, 84/04/16, 8404190313. 


8404270097 Forwards Annual Financial Rept for 1983, 

BRADLEY,E,J. Philadelphia Electric Co. 84/04/23. DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24215:337, 24X 

Fiche: 50-352, 84/04/23, 8404270097. 


K. Utility Final Safety Analysis Report (FSAR) it amends 


8404030098 Application for Amend 63 to application for OL, consisting of 
Rev 30 to FSAR. 

BRADLEY, E.J. Philadelphia Electric Co. 84/03/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 22855:141. 

24X Fiche: 50-352, 84/03/30, 8404030098. 


— 8404030106 Rev 30 to FSAR, Twenty-two oversized drawings end. Drawings 
available in PDR. 

* Philadelphia Electric Co. 84/03/30. 420pp. 22855:143. 24X 

Fiche: 50-352, 84/03/30, 8404030098. 


8404270029 Forwards Affidavit of Svc re distribution of Rev 30 to FSAR 
& Rev 5 to fire protection evaluation rept, per DG Eisenhut 
810706 Itr. 

BRADLEY, E.J. Philadelphia Electric Co. 84/04/24. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24217:312. 

24X Fiche: 50-352, 84/04/24, 8404270029. 


M. Antitrust correspondence 


8404120350 Requests util identify each inquiry made by Landsdal© for 
transmission svc since 740520 it describe response & ultimate 
outcome. Info needed to conduct significant change antitrust 
analy si s. 

REGAN, W.H. Site Analysis Branch. 84/03/20. BAUER, E. G. 
Philadelphia Electric Co. 3pp. 24025:340. 24X 

Fiche: 50-352, 84/03/20, 8404120350. 


Q. Inspection reports, IE Bulletins & correspondence 


8404060313 Forwards IE Insp Repts 50-352/84-10 i>, 50-353/84-03 on 
840201-29. No violations noted. 

STAROSTECKI, R, Division of Project St Resident Programs. 84/03/19. 
KEMPER, J.S, Philadelphia Electric Co. 2pp. 22932:179. 24X 

Fiche: 50-352, 84/03/19, 8404060313, 


— 8404060318 IE Insp Repts 50-352/84-10 it 50-353/84-03 on 840201-29. No 
violations noted. Major areas inspected: plant tour, 
preoperational program review it implementation St followup on 
IE circulars, bulletins it info notices. 

CHAUDHARY, S. K. , WIGGINS, J. T. , CONNER, E. L. Region 1, Office of 
Director. 84/03/15. 11pp. 22932:181. 24X Fiche : 50-352, 84/03/19, 

8404060313. 


8404030100 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc." No Ray Miller products in 
use at facilities. 

KEMPER, J.S. Philadelphia Electric Co. 84/03/22. MURLEY, T. E. 
Region 1, Office of Director. 4pp. 22853: 168. 24X 

Fiche: 50-352, 84/03/22, 8404030100. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc, 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 0403140247. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404240309 Responds to Items 1,2a, 2b, 2c 8< 2d of IE Bulletin 83-08, 
"Electrical Circuit Breakers W/Undervoltage Trip Feature 
in Use in Safety-Related Applications Other Than Reactor 
Trip Sys. " Only ITE Type K-600 breakers utilized. 

KEMPER, T.E. Philadelphia Electric Co. 84/04/06. MURLEY, T. E. 
Region 1, Office of Director. 4pp. 24183: 123. 24X 

Fiche: 50-352, 84/04/06, 8404240309. 
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8403140271 IE Info Notice 84-26r "Recent Serious Violations of NRC 
Requirements by Moisture Density Oaoge Licensees. “ Svc list 
end. 

GRACE* J. N. Division of QA. Safeguards & Inspection Programs CPost 
830103). 84/04/16. Consolidated Edison Co. of New York# Inc. 

86pp. 24189:001. 24X Fi che; 50-000. 84/04/1 6# 8403140271. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 
grace. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 94/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche: 50-000. 84/04/16.8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees," Svc list end. 

GRACE. J- N. Division of QA. Safeguards «c Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

S6pp. 24163:205. 24X Fiche: 50-000, 84/04/17. 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end, 

GRACE. J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 94-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co of New 

York. Inc. 129pp. 24188:237. 24X Fiche; 50-000. 84/04/17. 8403140280 


8403140284 IE Info Notice 84-30. “Discrepancies in Recordkeeping St liatl 
Defects in Bahnson HVAG Units." Svc list end. 

JORDAtN. E. L. Division of Emergency Preparedness St Engineering 
Response CPost 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 94/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche; 50-000, 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fi che : 50-000. 84/04/20. 840416013C. 


8404270247 Forwards Congressman Kostmayer 840229 Itr to N Palladino, 

W Dircks 840402 Itr to Kostmayer, IE Insp Rept 50-352/84-11 
St RJ Sugarman 840209 St 13 Itrs to A Hodgdon re supplemental 
cooling water. 

HODGDON. A. P. Hearing Branch 2. DSB 865. 84/04/23. SUGARMAN. R. J. 

Sugarman Sc Dinworth. 21pp. 24223:304. 24X Fiche: 50-353, 84/04/23. 

8404270247. 


S. Reportable occurrences, LERs 8t related correspondence 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc, 

EMPEY. D. C. Rockwell International Corp. 83/05/27. COLLINS, J. T. 
Region 4, Office of Director. 6pp. 24054:330. 24X 

Fiche: 30-000, 83/05/27. 8404170427. 


8404170440 Part 21 rept re circuit breaker failures during rEEE-323 
elevated temp testing re qualif i cation of ESG hydrogen 
recomb iners. Specif ic magnetic-only breakers identified to 
replace thermo-megnetic breakers, 

EMPEY.D. C. Rockwell International Corp. 83/05/27. COLLINS. J. 
Region 4, Office of Director. 5pp. 24054:314. 24X 

Fiche: 50-000. 83/05/27. 8404170440, 


8404030188 Revised final Significant Deficiency Rept SDR 126 re 
reversed check valves found in f eedwater/safeguard fill sys. 
Initially reported on 831111. Check valves cut out Se 
reinstalled per original design requirements 

KEMPER. J.S, Philadelphia Electric Co. 84/03/14. HURLEY, T. E. 
Region 1, Office of Director. 3pp. 22853:072. 24X 

Fiche: 50-352. 84/03/14. 8404030188. 


8404170145 Final Significant Deficiency Rept 132 re mi sapp 1 ication of 
Westinghouse KF und erf requency relays in diesel generator 
load circuit. Initially reported on 840228. Relays modified by 
rewiring relay contacts. 

KEMPER. J. S. Philadelphia Electric Co. 84/03/26. MURLEY. T, E. 
Region 1. Office of Director. 3pp. 24059: 322 24X 

Fiche: 50-352. 84/03/26. 8404170145. 


8404170014 Final Significant Deficiency Rept 96 re loose valve stem 
ant irotational devices on Anchor Darling globe valves. 

Initially reported on 831031. Valves wil be modified, per 
end locking pr oced ure , pr i or to Unit 1 fuel load. 

KEMPER, T. E. Philadelphia Electric Co. 84/03/30. MURLEY, T. E. 
Region 1, Office of Director. 4pp. 24051:027. 24X 

Fiche; 50-352. 84/03/30, 8404170014. 


8404240428 Second interim Significant Deficiency Rept 107 re defective 
Agastat GP relays. Initial ly reported on 831 129. Caused by 
inadequate spring tension on movable contact arm & corrosion 
buildup on contact surfaces. Final rept in 30 days. 

KEMPER. J. S. Philadelphia Electric Co. 84/03/30. MURLEY, T. E. 

Region 1, Office of Director. 4pp. 24179:355. 24X 

Fiche; 50-352, 84/03/30, 8404240428. 


8404260414 Part 21 rept re presence of thread-1 oc k i ng mat! Loctite— 242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. G. General Electric Co. 84/04/13. DEYOUNG, R. C. 
Directory's Office, Office of Inspection and Enforcement, 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13, 8404260414. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS. 

K-3, OOOS & K-4. OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL. D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co. , Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk), 4pp. 
24114:161. 24X Fic h e : 50-000. 84/04/ 16. 8404200323. 


T. Hearing transcripts on non-ant itrust matters 


8404020265 Proposed transcript corrections of evidentiary hearings held 
to consider Air Jk Water Pollution Patrol Contention V-4 re 
carburetor icing. Certificate of Svc end. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M, J, Conner & 
Wetterhahn. DSB 243. 84/03/30. 7pp. 22846:028. 24X 

Fiche: 50-352. 84/03/30. 8404020265. 


8404040125 Forwards revised testimony of A Masciantonio )S< testimony of 
L Beltracchi on Contention 1-42 re environ qua 1 i f i cat i on of 
electrical equipment. Re lated correspondence. 

HODGDON. A. P. Hearing Branch 2. DSB 276. 84/03/30, BRENNER. L. . 

COLE. R. F. , MORRIS. P. A. Atomic Safety and Licensing Board Panel. 

2pp. 22886:137. 24X Fiche: 50-352. 84/03/30, S404040125 


— 8404040126 Testimony of A Masciantonio re Contention 1-42. Prof 
qualifications end. Related correspondence. 

MASCIANTONIO, A. Equipment Qual if ication Branch. 84/03/30. 16pp, 

22886:139. 24X Fi che : 50-352, 84/03/30. 8404040125. 


— 8404040129 Testimony of L Beltracchi in response to ASlB concerns re 
equipment failures misleading operator. Pr of qualifications 
end. Related correspondence. 

BELTRACCHI. L. Human Factors Engineering Branch. 84/03/30. 8pp. 
22886: 155. 24X Fiche: 50-352. 84/03/30.8404040125. 


8404040156 Transmittal of testimony re onsite emergency plan 
contentions. Related correspondence. 

CONNER. T.B. Philadelphia Electric Co. CONNER. T. B. Conner «< 
Wetterhahn. DSB 272. 84/04/02. 4pp. 22886: 190. 24X 

Fiche: 50-352. 84/04/02. 8404040156. 


— 8404040159 Testimony of applicant panel on onsite emergency plan 
contentions. Certificate of Svc end, Related correspondence. 

* Philadelphia Electric Co. 84/04/02. 63pp, 22806:194. 24X 

Fiche; 50-352, 84/04/02, 8404040156. 


8404050059 Forwards staff direct testimony ?c prof qual if icati ons of 
JR Sears re Limerick Ecology Action onsite emergency 
planning contentions. Related correspondence. 

VOGLER, B. H. , WRIGHT, N, A. Hearing Branch 2. DSB 318. 84/04/03. Ip. 

22900; 129. 24X Fiche: 50-352. 84/04/03, 8404050059. 


— 8404050064 Testimony of JR Sears re Limerick Ecology Action onsite 
emergency planning content ions. Certificate of Svc end. 

Related correspondence. 

SEARS. J.R, Division of Emergency Preparedness fk Engineering 
Response (Post 830103). 84/04/03. 54pp. 22900:130. 24X 

Fiche: 50-352, 84/04/03. 8404050059. 
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8404230285 Summary of 840330 meeting u»/util in Bethesda.MD re util 
initiatives as result of PRA efforts. 

MARTIN, R. E. Licensing Branch 2. 84/04/05. Licensing Branch 2. 

4pp. 24186:287. 24X Fiche: 50-352, 84/04/05, 8404230285. 


— S404230287 Transcript of 840330 meeting ui/util in Bethesda, MD re PRA. 
Pp 1-34. 

■» Commissioners. 84/03/30. 35pp. 24186:291. 24X 

Fiche: 50-352, 84/04/05, 8404230285. 


8404120297 Transcript of 840409 hearing in Ph i lad el ph ia, PA. Pp 9,402- 
9, 537. Supporting documentation end. 

■» Atomic Safety and Licensing Board Panel. 84/04/09. 180pp. 

24012:083. 24X Fi c h e : 50-352, 84/04/09. 84041 20297. 


8404160115 Transcript of 840410 hearing in Ph i ladelph ia, PA. Pp 9,538- 
9, 748. Supporting documentation end. 

Atomic Safety and Licensing Board Panel. 84/04/10. 230pp. 

24040:170, 24X Fi c h e : 50-352, 84/04/10, 84041 601 1 5. 


8404170217 Transmittal of applicant testimony on Contention VI-1. Refs 
in testimony will be provided by 840418. Cer tificate of Svc 
end. Related correspondence. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M, J, Conner St 
Uetterhahn, DSB 589, 84/04/16. 5pp. 24053:297. 24X 

Fiche: 50-352, 84/04/16, 8404170217. 


— 8404170224 Testimony of VS Boyer, JM Corcoran.DT Clohecy.FJ Coyle, 

RH Zong.HW Vollmer.JW Benkert, V Aggarwal, JW Fisher, 

RA Simanek St DB Hackney re Contention VI-1. Prof 
qualifications statements end. 

BOYER, V.S., CORCORAN, J. M. , CLOHECY, D, T. Philadelphia Electric Co. 
84/04/16. 133pp. 24053:302. 24X Fiche: 50-352, 84/04/16, 

8404170217, 


8404180324 Forwards NRC testimony of JP Durr *c SD Reynolds re Air & 
Water Pollution Patrol Contention VI-1. Related 
correspondence. 

HODGDON.A. P. Hearing Branch 2 DSB 620, 84/04/16, BRENNER, L, , 

MORRIS, P, A., COLE, R.F. Atomic Safety and Licensing Board Panel. 
2pp. 24070:352. 24X Fiche: 50-352, 84/04/16, 8404180324, 


— 8404180331 Testimony of JP Durr St SD Reynolds on Air & Water Pollution 
Patrol Contention VI-1 re control of welding insp. 

DURR,J. P. , REYNOLDS, S. D. Division of Engineering & Technical 
Programs, 84/04/16. 27pp. 24070:354, 24X Fiche: 50-352, 84/04/16, 

8404180324. 


8404240481 Forwards testimony of Air Water Pollution Patrol 
concerning Contention VI-I re welding infractions. W/svc 
list. Related correspondence, 

ROMANO, F. R. Air and Water Pollution Patrol. DSB 793. 84/04/16. 

BRENNER, L., MORRIS, P. , COLE, R. Atomic Safety and Licensing Board 
Panel. Ip. 24191:057, 24X Fiche: 50-352. 84/04/16, 8404240481. 


— 8404240485 Testimony of Air St Water Pollution Patrol on Contention VI-I 
re welding inf rac ti ons, Related correspondence. 

ROMANO, F. R Air and Water Pollution Patrol. 84/04/23. 17pp. 

24191:058. 24X Fiche: 50-352, 04/04/16. 8404240481, 


8404230317 Forwards revised applicant testimony on Limerick Ecology 
Action withdrawn contenti ons, per ASLB 840409 order. Related 
correspondence. 

CONNER, T.B. Conner S-. Wetterhahn. CONNER, T.B. Philadelphia Electric 
Co. DSB 751. 84/04/20. BRENNER, L. , COLE, R, F. , MORRIS, P. A. Atomic 

Safety and Licensing Board Panel. 2pp. 24160:325. 24X 

Fiche: 50-352, 84/04/20. 8404230317. 


— 8404230320 Testimony on onsite emergency plan contentions. Certificate 
of Svc end. Related correspondence. 

* Philadelphia Electric Co. 84/04/20, 37pp. 24160:327. 24X 

Fiche: 50-352, 84/04/20, 8404230317. 


8404240226 Forwards conformed testimony of JR Sears re Limerick Ecology 
Action onsite emergency planning contentions. Related 
correspondence. 

VOGLER.B. H. , WRIGHT, N, A. Hearing Branch 2. DSB 773. 84/04/20. 

Atomic Safety and Licensing Board Panel. Ip, 24165:145. 24X 

Fiche: 50-352, 84/04/20, 8404240226. 


— 8404240231 Conformed testimony of JR Sears re Limerick Ecology Action 
onsitfe emergency planning content i ons. Cer ti f icate of Svc 
end. Related correspondence. 

SEARS, J. R. Emergency Preparedness Branch. 84/04/20. 34pp, 

24165 : 146. 24X Fiche: 50-352. 84/04/20, 8404240226. 


8404260113 Transcript of 840423 hearing in Ph i lade 1 ph ia, PA. Pp 9,749- 
9, 880. Supporting documentation end, 

# Atomic Safety and Licensing Board Panel, 04/04/23. 100pp. 

24206:114. 24X Fiche: 50-352, 84/04/23, 8404260113. 


8404270042 Transcript of 840424 hearing in Ph i ladelphia, PA. Pp 9,881- 

10 , 112 . 

* Atomic Safety and Licensing Board Panel. 84/04/24. 237pp. 

24217:048. 24X Fi c he: 50-352, 84/04/24, 8404270042, 


U. Congressional/Executive Correspondence 


8404130445 Responds to 840229 Itr to Palladino re supplemental cooling 
water supplies near Pottstown, PA. NRC has no regulatory 
requirements re source of cooling water or quantities 
required at various stages of normal operation. 

DIRCKS, W. J. Office of the Executive Director for Operations 
84/04/02. KOSTMAYER, P. H. House of Rep, 7pp. 24044:353, 24X 

Fiche: 50-352, 84/04/02, 8404130445. 


— 8404130449 Requests guidance as to best way to minimize time involved 
in approving new supplemental water source for facility. 

Expedited response requested, 

KOSTMAYER, P. H, House of Rep. 84/02/29. PALLADINO, N, 

Commissioners. 2pp. 24044:360. 24X Fiche: 50-352, 84/04/02, 

8404130445. 


8404270247 Forwards Congressman Kostmayer 840229 Itr to N Palladino, 

W Dircks 840402 Itr to Kostmayer, IE Insp Rept 50-352/84-11 
& RJ Sugarman 840209 S. 13 Itrs to A Hodgdon re supplemental 
cooling water. 

HODGDON, A. P. Hearing Branch 2. DSB 865, 84/04/23. SUGARMAN, R. J, 

Sugarman St Denworth. 21pp. 24223:304. 24X Fiche: 50-353, 84/04/23, 

8404270247. 


V. Operator Examinations 


0404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8403210162 Ltr to all applicants for OLs 8< full power authorizations 
summarizing 840126 meeting in Bethesda, MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews & development of acceptable experience profile. 

HANNON, J. Divisior c- _ i .- e- ■: i ng 84/03/01. Affiliation Not 

Assigned. 7pp. 2^'.^’’' ,IC2 2*-X Fiche: 50-000, 84/03/01, 8403210162. 


8404040101 Forwards request for addl info to demonstrate compliance 
w/amended App G to 10CFR50. 

SCHWENCER,A. Licensing Branch 2. 84/03/19. MITTL, R. L. Public 

Service Electric St Gas Co of New Jersey. 19pp. 22910:234. 24X 

Fiche: 50-354, 84/03/19,8404040101. 


8404110216 Notification of 840410 meeting w/util in Bethesda, MD to 
discuss X/Q determination method re control room 
hab itab i 1 ity. 

WAGNER, D. H. Licensing Branch 2. 84/03/26. SCHWENCER, A. Licensing 

Branch 2- 3pp. 24002:343. 24X Fiche: 50-354, 84/03/26, 8404110216, 


8404110234 Notification of 840417 meeting w/util in Bethesda, MD to 
discuss mechanical aspects of Power Sys Branch review. 

WAGNER, D. H. Licensing Branch 2. 84/03/26. SCHWENCER, A. Licensing 

Branch 2. 3pp. 24025:001. 24X Fiche: 50-354, 04/03/26, 84041 10234. 


8404060087 Forwards RW Myers of NJ Dept of Environ Protection 840306 
ltr addressing effects of plant on cultural resources 
listed in Natl Register of Historic Places. Project will 
have no effect on resources in plant area. 

MITTL, R.L. Public Service Electric St Gas Co. of New Jersey. 
04/03/27. SCHWENCER. A. Licensing Branch 2. 2pp. 22920:066. 24X 

Fiche: 50-354, 84/03/27, 8404060087. 


8404120209 Forwards ETS outlining preoperationa 1 stage of salt drift 
monitoring program. Approve 1 requested. 

MITTL, R.L. Public Service Electric & Gas Co. of New Jersey. 
84/03/28. SCHWENCER, A. Licensing Branch 2. 2pp. 24012:319. 24X 

Fiche: 50-354, 84/03/28,8404120209. 


— 8404120212 Proposed ETS re preop erational operational salt drift 
monitoring program. 

«■ Public Service Electric St Gas Co. of New Jersey. 84/03/28. 
6pp. 24012:321. 24X Fiche: 50-354, 84/03/28, 8404120209, 
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8404120t79 Forwards response tc Ceneric Ltr 83-28 re generic 
iroplications of Salem ATWS events. Supplementary response 
will be provided in Sept 1984. 

MIirL.R-L. Public Service Electric Is Gas Co. of New Jersey. 

84/03/30. SCHWENCER.A Licensing Branch 2. 30pp. 24013:050. 24X 

Fiche: 50-354, 84/03/30, S404120179. 


8404120188 Notifies that Amend 5 to FSAR taill not be submitted before 
May 1984. Tabulation of FSAR commitments for Mar 1984 & 
corresponding resolution fo^r each commitment end. 

!iITTL,R.L. Public Service Electric S; Gas Co. of Nbuj Jersey. 
84/04/02. SCHWENCER.A. Licensing Branch 2. 5pp. 24013:109. 24X 

Fiche; 50-354, 84/04/02, 8404120188. 


8404040256 Generic Ltr 84-O.S to ail licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of p lant-sp ec i f i c backf i tting. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche; 50-000. 84/04/04, 8404040256. 


S404300117 Forwards reg.uest for addl info re seismology in order to 
complete review of OL application. 

SCHWENCER.A. Licensing Branch 2. 84/04/04. MITTL, R. L. Public 
Service Electric it Gas Co. of New Jersey. 3pp. 24231:350. 24X 
Fiche: 50-354, 84/04/04, 8404300117. 


8404240338 Forwards "Exam Plan for Preservice Exam of Selected 
Components 8c Piping of Hope Creek Generating Station, “ Vols 
I, II t( III. Program plan subj to mod during preoperational it 
startup testing phases. 

MITTL, R. L. Public Service Electric it Gas Co. of New Jersey. 
84/04/13, SCHWENCER, A. Licensing Branch 2. 2pp. 24169:229. 24X 

Fiche: 50-354, 84/04/13, 8404240338. 


8404120141 Responds to Generic Ltr 82-33 (Sup pi 1 to NURE0--0737) 
re safety parameter display sys. Emergency procedure 
guidelines 8c emergency operating procedures u/ill be provided 
for NRC review by 840901. 

MITTL, R.L. Public Service Electric 8c Gas Co. of New Jersey. 
84/04/02. SCHWENCER, A. Licensing Branch 2. 3pp. 24014:353. 24X 

Fiche: 50-354, 84/04/02, 8404120141. 


8404170044 Forwards editorial corrections to draft SER issued 840305, 
including changes to Section 9. 5. 1. 6 re fire protection of 
specific plant areas 8; Section 3. 9. 3. 3. re component 
supports. 

SCHWENCER, A. Licensing Branch 2. 84/04/03. MITTL, R. L. Public 

Service Electric 8c Gas Co. of New Jersey. 5pp. 24091 r 278. 24X 

Fiche: 50-354, 84/04/03, 8404170044. 


8404170264 Notification of 940418 meeting w/util in Bethesda,liD to 
discuss fire protection open items identified in Section 
9. 5. 1 of draft SER. 

WAGNER, D.H. Licensing Branch 2. 84/04/03. SCHWENCER, A, Licensing 

Branch 2. 3pp. 24093:254. 24X Fiche; 50-354. 84/04/03. 0404170264. 


8404200059 Forwards resolution of comments 8< revised pages to security 
training 8t qual if ication plan. Ends withheld 
(ref 10CFR73. 21). 

MITTL, R. L. Public Service Electric 8( Gas Co. of New Jersey. 

84/04/06. SCHWENCER.A. Licensing Branch 2. Ip. 24118:172. 24X 

Fiche: 50-354, 84/04/06, 8404200059. 


8404200062 Forwards "Function it Task Analysis , Control Room Design 
Review," per NRC 840202 request it Suppl 1 to NUREO-0737. 

MITTL, R. L. Public Service Electric & Gas Co, of New Jersey, 
84/04/10. SCHWENCER, A. Licensing Branch 2. 2pp. 24110:158. 24X 

Fiche: 50-354, 84/04/10, 8404200062. 


■8404240348 "Exam Plan for Preservice Exam of Selected Components & 
Piping of Hope Creek Generating Station," Vols 1,11 8i III. 
FEIGE,E. J. » FLACH, W. T. Southwest Research Institute. 64/02/29. 
I, 345pp. 24169:231. 24X Fiche: 50-354, 84/04/13, 8404240338. 


— 8404200065 “Hope Creek Generating Station Function it Task Analysis 
Control Room Design Review, " per Suppl 1 to NUREG-0737. 

* Public Service Electric i Gas Co. of New Jersey. 84/04/09. 
10pp. 24118:160. 24X Fiche: 50-354, 84/04/10, 8404200062. 


8404270235 Forwards partial status sumraarg list of saf ety-rela bed 
equipment for SORT i PVORT audits. Complete status summary 
list will be provided by Second Quarter 1984. 

MITTL, R.L. Public Service Electric i Gas Co. of New Jersey. 

84/04/13. SCHWENCER.A. Licensing Branch 2. 100pp. 24215; 135 24X 

Fiche: 50-354, 84/04/13. 8404270235. 


E. NRC Safety Evaluation Report (SER), suppls i. correspondence 


G. Adjudicatory correspondence 


8404020017 Motion to quash applicant subpoena of JH Rodriguez. Related 
correspondence. 

POTTER, R.W, New Jersey, State of, DSB 233. 84/03/26. Atomic 

Safety and Licensing Board Panel. 2Spp. 22035: 149, 24X 

Fiche: 50-354, 84/03/26, 8404020017. 


8404170044 Forwards editorial corrections to draft SER issued 840305, 
including changes to Section 9. 5. 1.6 re fire protection of 
specific plant areas it Section 3. 9. 3. 3 re component 
supports. 

SCHWENCER, A. Licensing Branch 2. 84/04/03. MITTL, R. L. Public 

Service Electric i Gas Co. of New Jersey. 5pp. 24091:278 24X 

Fiche: 50-354, 84/04/03, 8404170044. 


8404170264 Notification of 840418 meeting w/util in Bethesda, MD to 
discuss fire protection open items identified in Section 
9, 5. 1 of draft SER, 

WAGNER, D.H. Licensing Branch 2. 84/04/03. SCHWENCER, A. Licensing 

Branch 2. 3pp. 24093. 254. 24X Fiche: 50-354, 84/04/03. 8404170264. 


8404170270 Notification of 040500-10 SER meetings w/util in 
San Francisco, CA to discuss open items resulting from review 
of FSAR Sections 3, 6. 2 i. 3. 9. 1 through 3. 9. 6. 

MAGfCR, D. H. Licensing Branch 2. 84/04/03. SCHWENCER.A. Licensing 

Branch 2. 3pp. 24091:248. 24X Fiche- 50-354, 04/04/03, 8404170270. 


8404270290 Forwards addl draft SER input resulting from review of OL 
app lication. Add 1 input required for util to satisfactorily 
address concerns to meet recommendations of Reg Guides 
1. 37 it 1. 44. ^ 

SCmmmm.A. ^ Licensing Branch 2, 84/04/05. MITTL, R, L. Public 

Service Electric St Gas Co. of New Jersey. lOOpo 24230’ 043 P 4 jf 
Fiche: 50-354,84/04/05,8404270290. v. 


8404300121 Suggests meeting on 840508-10 in Ban Franc isco.CA to resol 
Identified open items noted in FSAR. Requests agenda be 
draft SER it request for addl info. 

^)#0«ER, A. Licensing Branch 2, 84/04/05. MITTL,R. L. Public 

Service Electric it Gas Co. of New Jersey. 2pp. 24231" 348 24X 

Fiche: 50-354,84/04/05,8404300121. a4X 


F. Secu ritf, med ical, emergency & fire protection plans 

8404200102 Forwards, response to 840'209 request for addl info re 
emergency plan meteorology. Responses to Items 1 & 4 will be 
incorporated into emergency plan amend. 

Service Electric tt Gas Co. of Mew Jersey. 
84 /v3/wv. SCHWENCER.A Licensing Branch 2. 4pp. 24114-185 

Fiche:50-354, 84/03/30. 8404200102. 


8404020025 Affidavit of JH Rodriguez on applicant motion for 
deposition. Certificate of Svc end. 

RODRIGUEZ, J. H. New Jersey, State of. 84/03/26. New Jersey, 
State of. 10pp. 22835:178. 24X Fic he : 50-354, 84/03/26, 040402001 7. 


8404040110 Forwards Public Advocate of State of NJ first response to 
applicant first set of interrogator i es. 

POTTER, R. W. New Jersey, State of. DSB 287. 84/03/28, CONNER, T B 

Conner Wetterhahn. Ip. 22884:043. 24X Fiche: 50-354, 84/03/28, 


—8404040113 First responses to applicant first set of interrogatories. 
Util environ qualif ication program suffers doe to lack of 
reliability on part of vendor environ qualification testing. 

Related correspondence. 

« New Jersey. State of. 84/03/28. Public Service Electric & 
Gas Co. of New Jersey. 50pp, 22884:044. 24X 

Fiche: 50-354, 84/03/28, 8404040 110. 


8404030180 Response supporting Public Advocate of State of Nj 840326 
motion to stay it appeal subpoena of JH Rodriguez 
Certificate of Svc end. Related correspondence 

DEWEY, L.S. Hearing Branch 3. DSB 256. 84/03/29. Atomic Safety 

and Licensing Appeal Panel. I2pp. 22853:090. 24X ^ 

Fiche: 50-354, 84/03/29,8404030180. 


84041^231 Motion to dismiss proceeding due to lack of bases of 
contentions, Certificate of Svc end. »«»»» or 

Service Electric 8c Gas Co. of New Jerseu 
CONNER, T. B. Conner 8c Wetterhahn. DSB 525. 84/04/12. Atomic 

^fety and Licensing Board Panel. 7pp. 24046- 049 24X 

Fiche: 50-354, 84/04/12, 8404160231. 


or (MW response to NRC first set of 

interrogatories. Related correspondence. 

POTTER. R W. New Jersey, State of. DSB 701. 84/04/16 DEWEY, L S 

SlSlISSol;*"'" =-XFich.:SO-35i,B4/oS/^r ■ 


—8404230064 Responses to NRC first set 
RODRIGUEZ, J. H., POTTER, R. W. NewJei 
Office of the Executive Legal Direc' 
Fiche; 50-354, 84/04/16, 8404230059. 


interrogatories, 

, State of. 04/03/16. 
12pp. 24154:212. 24X 
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8404230100 Requests confirmation of client listing on svc list.ASLB 
840221 order requested. Re lated correspondence. 

POTTER, R. W. New Jersey, State of. DSB 705. 84/04/16. MILLEf?. M. E. 

Atomic Safety and Licensing Board Panel. Ip. 24154:178. 24X 

Fiche: 50-354, 84/04/16, 8404230100. 


I. Financial information 


8404190313 Forwards Annual Financial Repts 1983 for PSE&G, Atlantic City 
Electric Co,Delmarva Power & Light Co & Philadephia 
Electric Co. 

FRVLIN0,R. Public Service Electric & Gas Co. of New Jersey. 

84/04/16. Office of Nuclear Reactor Regulation, Director. Ip. 
24097:149. 24X Fiche: 50-000, 84/04/16, 8404190313. 


— 8404190320 Annual Financial Rept 1983. 

SONN, H. W. Public Service Electric 8< Gas Co. of New Jersey. 
83/12/31. 49pp. 24097:150. 24X Fiche: 50-000, 84/04/16, 8404190313. 


— 8404190327 Annual Financial Rept 1983. 

CURTIS, N.M. Delmarva Power 8< Light Co. 83/12/31. 45pp. 

24097:202, 24X Fi c h e : 50-000, 84/04/16, 8404190313. 


“-8404190338 Annual Financial Rept 1983. 

FEEHAN, J. D. Atlantic City Electric Co. 83/12/31. 39pp. 

24097:293. 24X Fi c h e : 50-000, 84/04/16, 8404190313. 


Q. Inspection reports, IE Bulletins correspondence 


8404200226 Suppls 810710 response to IE Bulletin 81-02 re failure of 
gate type valves to close against differential pressure. 

Written responses received from all suppliers consistent 
w/verbal commitments. Investigation completed. 

MARTIN, T, J, Public Service Electric & Gas Co. of New Jersey. 
84/03/22. MURLEY, T. E. Deqicn 1. Office cf Di-ector. 2pp. 
24113:311, 24X Fiche: 50 35< . Si, r,4C-:r:0022c: 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. 138pp, 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp, 22892:145, 24X Fi ch e: 50-000, 84/03/28, 8403140241 . 


8404170212 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Und ervoltage Trip Feature in Safety-Related Applications 
Other Than Reactor Trip Sys. " Subj breakers used only in 
safety-related app 1 ications. 

MARTIN, T. J, Public Service Electric ?< Gas Co. of New Jersey. 
84/03/28. MURLEY, T.E. Region 1, Office of Director, Ip. 

24053: 280, 24X Fiche: 50-354, 84/03/28, 8404170212, 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fic he • 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 , 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

a6pp. 24189:001. 24X Fi c h e: 50-000, 84/04/ 1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc, 

ll4pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205. 24X Fi che : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees, " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S9pp. 24163:292. 24X Fi che : 50-000, 84/04/ 1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp, 24188:237. 24X Fic he : 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fit he : 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. Ii7pp. 24188:119. 24X Fiche : 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fic he : 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences. LERs it related correspondence 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner appl ication. Viton seal issue not 
reportable per Part 21. Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D. C, Rockwell Internat i ona 1 Corp, 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059: 109, 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


8404090454 Part 21 rept re two failed fuel oil filter differential 
pressure switches. Caused by pressure pulsation on low 
pressure side of switch. Switch replaced. 

MORIARTY, J, M. Colt Industries, Inc. 84/03/28. KEPPLER, J. G. Region 
3, Office of Director, 2pp, 22936:051, 24X Fiche: 50-000, 84/03/28, 

8404090454. 


V. Qperator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION, UNIT 2 


Q, Inspection reports, IE Bulletins & correspondence 


8404170212 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Safety-Related Applications 
Other Than Reactor Trip Sys. " Subj breakers used only in 
safety-related appl ications, 

MARTIN, T.J. Public Service Electric it Gas Co. of New Jersey, 
84/03/28. MURLEY, T.E, Region 1, Office of Director. Ip. 

24053:200, 24X Fiche: 50-354, 84/03/28, 8404170212. 


S, Reportable occurrences, LERs related correspondence 


8404170471 Part 21 rept re ap pr opr lateness of use of Viton elasto.mer as 
seal matl in recombiner app 1 ication, Viton seal issue not 
reportable per Part 21, Insuf f ic lent data exists to 
demonstrate full confidence in seals. 

EMPEY, D. C. Rockwell International Corp, 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000,83/12/19, 8404170471. 
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DOCKET 50-356 UNIV. OF ILLINOIS LOPRA RESEARCH REACTOR 


F, Securityj medical, emergency & fire protection plans 


8404050326 Forwards review of 821102 emergency plan. Plan does not meet 
re!iuirements of App E to lOCFRSO.Rev 1 to Reg Guide 2. 6 & 
ANSI/ANS-15. 16-1982. Revised plan should include addl info 
identified in end. 

THOMAS. C. 0, Standardizat ion & Special Projects Branch. 84/03/20. 
MILEY, G. D. Illinois. Univ. of. Urbana, IL 4pp. 22918:296. 24X 

Fiche: 50-151. 84/03/20. 8404050326. 


S. Reportable occurrences. LERs 8e related correspondence 


8404170344 RO: on 840404. fast transient control rod failed to insert 
into core when air pressure released. Caused by set screw 
pinning part of rod assembly to connecting scoring inner 
surface of housing. Screw epoxied in place. 

BECK.0. P. . HOPKE.P. K. Illinois. Univ. of, Urbana. IL, 84/04/13. 
Record Services Branch (Document Control Desk). 2pp. 24062:161. 
24X Fiche: 50-151, 84/04/13, 8404170344. 


DOCKET 50-357 UNIV. OF CALIFORNIA, RESEARCH REACTOR, TRIGA MARK I 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT. D. 0. Division of Licensing. 84/04/16. Michigan. Univ. 
of, Ann Arbor. MI, 37pp. 24285:135. 24X Fiche: 50-000. 84/04/16, 

Q404160165. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION. UNIT 1 


A. Application/construction stage documents St correspondence 


8404030018 Responds to FOIA request for records re 830620 hearing 
before Subcommittee on Oversight & Investigation. Forwards 
documents listed in app. Documents also in PDR. Request fails 
to meet requirements of 5USC552<a) (3). 

FELTON. J.M. Division of Rules and Records. 84/02/13. CHURCH, B. 
Government Accountability Project. Spp. 22887:007. 24X 

Fiche: 50-000. 84/02/13. 8404030018. 


— 8404030067 Requests data for Ofc of Inspector 4c Auditor survey of NRC 
QA programs for nuclear power reactor 4t printouts for listed 
dockets. 

BOULDEN. H. Office of Inspector St Auditor. 81/08/14. COBB.L. U. 
Director's Office, Office of Inspection and Enforcement. Ip. 
22888:020. 24X Fiche: 50-000. 84/02/13. 8404030018. 


8404190122 FOIA request for four categories of documents re facility. 
HANAUER.S. H. Technical Analysis Corp. 84/02/17. Office of 
Administration. Ip. 24122:263. 24X Fiche: 50-358. 84/02/17. 

8404190122. 


8404190439 FOIA request for correspondence between util.HJ Kaiser St NRC 
referenced in end Ohio Civil Rights Commission 840227 Itr. 

HARDING# C.J, Affiliation Not Assigned, 84/02/29. Division of 
Rules and Records. 4pp. 24125:349. 24X Fiche: 50-358. 84/02/29. 

8404190439. 


8403210162 Ltr to all applicants for OLs St full power authorizations 
summarizing 840126 meeting in Bethesda. MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews & development of acceptable experience profile. 

HANNON. J. Division of Licensing. 84/03/01, Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000# 84/03/01, 8403210162. 


84041B0199 Further response to FOIA request for two categories of 
documents re facil ity. Forwards App A documents. Documents 
also available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/03/14, HICKEY. J. P. 
Shaw. Pittman. Potts St Trowbridge, 2pp. 24110:241. 24X 

Fiche: 50-358. 84/03/14. 8404180199. 


— 8404180205 Summary of 831115 meeting w/otils at EDO ofc re 
participant decision to complete facility or adopt 
alternative. 

CUNNINGHAM, G. H, Office of the Executive Legal Director. 83/11/17. 

Office of the Executive Legal Director. 2pp. 24110:243. 24X 

Fiche; 50-358, 84/03/14, 8404180199. 


— 8404180209 Recommends informing Commission that Ofc of Investigation «< 
Auditor findings raise questions re continuation of facility 
const. Options listed. Related info end. 

KEPPLER, J. Region 3, Office of Director. 83/11/14. DIRCKS.W. 
Office of the Executive Director for Operations. Spp. 24110:245. 
24X Fiche: 50-358. 84/03/14. 8404180199. 


8404200004 Responds to FOIA request for documents re GE QA 
responsibility for Mark II reactors. Forward s listed 
documents. Review of documents subj to request continuing. 
FELTON, J. M. Division of Rules and Records. 84/03/15. BELL. N. 
Nuclear Information & Resource Service. Ip. 24159:170. 24X 

Fiche: 50-358. 84/03/ 1 5. 9404200004. 


— 8404200007 Advises that Action Item FOSOOSSSA re GE disclaimer of 
responsibility considered dosed St no further action 
planned. Zimmer Area Citizens note end. 

WARNICK.R. F. Region 3. Office of Director. 84/01/31. Region 3. 
Office of Director. 4pp. 24159:171. 24X Fiche: 50-358. 84/03/15. 

8404200004. 


8404190447 Responds to FOIA request for correspondence between util. 
HJ Kaiser St NRC referenced in Ohio Civil Rights Commission 
840227 ltr. Forwards App A documents. W/o ends. 

FELTON. J.M. Division of Rules and Records. 84/03/16. HARDING. C. 
Affiliation Not Assigned. 2pp. 24125:353. 24X 

Fiche: 50-358. 84/03/16, S404190447. 


8404190120 Partial response to FOIA request for four categories of 
documents re fac i 1 ity. Items 1 & 3 previously addressed under 
FOIA-81-488 St FOIA-82-206. resp actively. No documents exist re 
Item 2. Review continuing. 

FELTON. J. M. Division of Rules and Records. 84/03/19. HANAUER.S. H. 
Technical Analysis Corp. Ip. 24122:262. 24X Fiche: 50-358. 84/03/19. 

8404190120. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Svc list end, 

EISENHUT. D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York. Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04. 8404040256. 


8404130419 Board Notification 84-067; forwards info re BWR main steam 
line interaction. as followup to 831227 Board Notification 
83-187, 

EISENHUT. D. G. Division of Licensing. 84/04/13. PALLADINO. 
GILINSKY. ROBERTS Commissioners. 4pp. 24106:151. 24X 

Fiche: 50-000. 84/04/13, 0404130419. 


— 8404110519 Concludes that based on results of study re design aspects 
of Zimmer main steam sys.main steam sys restraints St 
applicable main turbine bldg supporting s true ture. Zimmer 
unique situation. No addl action. per 831206 memo, necessary. 

MATTSON.R. Division of Systems Integration (post 811005), 

84/03/23. EISENHUT, D. Division of Licensing. Spp. 24106:155. 

24X Fiche: 50-000. 84/04/13. 8404130419. 


G. Adjudicatory correspondence 


8404120419 Answer to util 840320 motion for withdrawal of application 
dismissal of proceeding. Staff urges any order terminating 
proceeding contain stated cond itions. Staff will submit 
recommendation on completion of review. W/Certificate of Svc. 

TREBY. S. A. Hearing Branch 1. DSB 481. 84/04/09. Atomic Safety 

and Licensing Board Panel. 7pp. 24025: 142. 24X 

Fiche: 50-358, 84/04/09. 8404120419. 


8404120420 Forwards corrected Page 3 to 840409 NRC answer to motion for 
withdrawal of application for OL. 

TREBY.S. A. Hearing Branch 1. DSB 482. 84/04/10. FRYE. J. H. . 

LINENBERGER. G. . HOOPER. F, F. Atomic Safety and Licensing Board Panel. 
Ip. 24025:149. 24X Fi c h e : 50-358. 84/04/10. 8404120420. 


— 8404120422 Corrected Page 3 to 840409 NRC answer to motion for 
withdrawal of application for OL. 

* Office of the Executive Legal Director. 84/04/09. Atomic 
Safety and Licensing Board Panel. Ip. 24025:150. 24X 

Fiche: 50-358. 84/04/10. 8404120420. 


J. Insurance & indemnity information 


8404030244 Endorsement 25 to NELIA Policy NF-249. 

* Nuclear Energy Liability Insurance Association. 04/03/01. Ip. 
22869; 217. 24X Fiche: 50-358, 84/03/01. 8404030244. 
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Q. Inspection reports/ IE Bulletins & correspondence 


S404190419 FOIA request for documents re investigation of const* 
planning £« financial problems which resulted in Nov 1981 
notice of violation. 

BOWMAN* G. W. D'Amato & Lynch. 83/12/23. FELTON* J. M. Division of 
Rules and Records, Ip. 24125:361. 24X Fi che: 50-358, 83/12/23* 

8404190419. 


8404190130 FOIA request for interim repts issued by Ofc of 
Investigation re p lent* inc lud ing DOJ rept re harassment of 
QC inspectors. 

STECKLOW, S. Philadelphia Inquirer* Phi lade Iph ia* PA. 84/02/16. 
NRG - No Detailed Affiliation Given. Ip, 24122:228. 24X 

Fiche: 50-358, 84/02/16, 8404190130. 


8404020146 Forwards draft info notice re Reactor Controls* Inc per 
telephone request. Sub sequent correspondence w/utils 
mentioned in notice also end. 

JORDAN* E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/06. STECKLOW* S. Philadelphia 

Inquirer* Ph i lade Ip h ia, PA. 2pp. 22878:026. 24X 

Fiche: 50-358, 84/03/06* 8404020146. 


8404190416 Addl response to FOIA request for documents resulting in 
Nov 1931 notice of violation. Draft enforcement action dtd 
811103 withheld (ref FOIA Exemption 5). Listed documents 
available in PDR. 

FELTON* J. M. Division of Rules and Records. 84/03/08. THUMSER* P. J. 
D'Amato & Lynch. 2pp. 24125:359. 24X Fic he: 50-358* 84/03/08* 

8404190416. 


8404030351 Discusses status of Region III review & followup of Ofc of 
Investigations investigation repts. Review of allegations 
ha 1 ted. 

WARNICK*R. F. Region 3* Office of Director. 84/03/16. KEPPLER* J. G. 
Region 3, Office of Director. 2pp. 22871:202. 24X 

Fiche: 50-358, 84/03/16* 8404030351. 


8404190125 Responds to FOIA request for interim Ofc of Investigation 
repts re p lant. Documents listed in app withheld (ref FOIA 
Exempt! on 7 < A ) ) . 

FELTON* J. M, Division of Rules and Records. 84/03/23. STECKLOW, S. 
Philadelphia Inquirer* Philadelphia* PA. 2pp. 24122:226. 24X 

Fiche: 50-358, 84/03/23, 8404190125. 


8402090047 IE Info Notice 84-05, Rev 1* "Exercise Frequency." Svc list 
end, 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co of New 

York* Inc, 13Spp, 22933:122. 24X Fiche: 50-000, 84/03/28* 8402090047. 

8403140241 IE Info Notice 84-21* "Inadequate Shutdown Margin. " Svc list 
end . 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22* "Deficiency in CONSIP* Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co, of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000* 84/03/29* 8403140247. 


8403140259 IE Info Notice 84-24* "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York* Inc. 149pp. 24X Fiche: 50-000* 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23* "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp. 24066:164. 24X Fiche: 50-000* 84/04/05* 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
end. 

GRACE* J. N. Division of QA* Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche; 50-000, 84/04/16* 8403140271. 


8403140278 IE Info Notice 84-25, '^Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE* J. N. Division of QA* Safeguards «< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York* Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 0403140278. 


8403140273 IE Info Notice 84-27* ‘'Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE* J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York* Inc. 

S6pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28* "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE* J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S9pp. 24163:292. 24X Fi c h e : 50-000* 84/04/ 1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "OE Magne-Blast Circuit Breaker 
problems. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York* Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30* "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN* E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. 117pp. 24188:001. 24X Fiche: 50-000* 84/04/13. 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene— Propy lene Rubber Seals 
& Seal Set, " Svc list encl, 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. 117pp. 24188:119. 24X Fiche; 50-000, 84/04/18* 8403140286. 


8404130404 IE Info Notice 84-32* "Auxiliary Feedwater Sparger 8*. Pipe 
Hanger Damage." Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. 119pp. 24195:343. 24X Fi che : 50-000* 84/04/18* 9404130404. 


8404160130 IE Info Notice 84-33* "Main Stea.m Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S', Engineering 
Response (Post 830103). 84/04/20, Consolidated Edison Co. of New 

York* Inc. 119pp. 24285:015, 24X Fiche: 50-000* 84/04/20, 8404160130. 


S. Reportable occurrences* LERs ?< related correspondence 


8404260414 Part 21 rept re presence of thread -1 oc k i ng matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
invest! gati on. 

SHERWOOD* G. G, General Electric Co. 84/04/13. DEYOUNG*R.C. 
Director's Office, Office of Inspection and Enforcement. 3pp, 
24203:013. 24X Fiche: 50-000, 84/04/13. 8404260414. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2* OOOS* 

K-3* 0008 K-4* OOOS circuit breakers. F'ileport ed in Jan 1984 

by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co.* Ltd.). 
84/04/16, Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fiche: 50-000* 84/04/ 16, 8404200323. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021* "Operator 
Licensing Examiner Stds, " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York* Inc. 21pp. 24066; 297. 24X 

Fiche: 50-000* 84/04/02* 8404020019, 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION. UNIT 2 


F. Security* medical* emergency & fire protection plans 


8404050169 Forwards updated safeguards SER statement* resulting from 
review of util 831216 10CFR50. 90 application to amend 
physical security p Ian, Assistance requested in reviewing 
update due to vital area program. 

THOMAS* C. 0. Standard! zation «< Special Projects Branch. 84/03/16. 
PARR* 0. D. Auxiliary Systems Branch. 6pp. 22927:334. 24X 

Fiche: 50-206* 84/03/16* 8404050169. 


8404050226 Forwards IE Insp Rept 50-361/84-07 on 840227-0301, No 
violations noted. 

NORDERHAUO* L. R. Region 5* Office of Director, 84/03/16. 

BASKIN, K. P, Southern California Edison Co, 2pp. 22896:107. 24X 

Fiche; 50-361* 84/03/16* 8404050226. 
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—8404050230 IE Insp Rept 50-361/84-07 on 840227-0301. No violations 
noted. Major areas inspected : emergency preparedness exercise 
ti associated critique. 

FISH.R. F. , ZURAKDWSKI,P. R. , TEMPLE. G. M. Region 5. OffiCB of 
Director. 84/03/15. 7pp. 22896:109. 24X Fiche; 50-36L 84/03/16. 
8404050226. 


8404040089 Forwards application for amend to Licenses NPF-10 & NPF-15. 
revising Tech Specs to allow for degraded resistance temp 
device response times on reactor protection sys & to 
consolidate wide range noble gas monitoring requirements. 

BASKIN. K.P. Southern California Edison Co. 84/04/02. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 6pp. 22835.043. 

24X Fiche: 50-361. 84/04/02. 8404040089. 


— 8404040092 Application for amend to Licenses NPF-10 & NPF-15. revising 
Tech Specs re degraded resistance temp device response times 
on reactor protection sys & consolidating NUREG-0737 wide 
range noble gas monitoring req,uirements. 

BASKIN, K.P. Southern California Edison Co. 84/04/02. 15pp. 

22885: 049. 24X Fiche: 50-361. 84/04/02, 8404040089. 


— 8404040094 Proposed Tech Specs re degraded resistance temp device 
response times on reactor protection sys & wide range noble 
gas monitoring requirements. 

* Southern California Edison Co. 84/04/02, 433pp. 22885:064. 

24X Fiche: 50-361. 84/04/02. 8404040089. 


8404040100 Forwards Rev 1 to physical security plan. Rev withheld 
<ref 10CFR73. 21). 

MEDFORD. M, 0. Southern California Edison Co. 84/04/02. Division 
of Licensing. 2pp. 22883:074. 24X Fiche; 50-206. 84/04/02. 

8404040100. 


8404170133 Forwards description of changes & Rev 13 to Mar 1981 
physical security p Ian. Descrip tion tt rev withheld 
<ref 10CFR73. 21). 

HAYNES. J.G. Southern California Edison Co. 84/04/04. MARTIN. J. B. 
Region 5, Office of Director. 2pp. 24051; 189. 24X 

Fiche: 50-206.84/04/04, 8404170133. 


8404100222 Forwards “Procedures Generation Package. “ per Suppl 1 to 
NUREG-0737 re requirements for emergency response 
capafail ity, 

MEDFORD.M. 0. Southern California Edison Co, 84/04/06, 

KNIGHTON. G. W. Licensing Branch 3. Ip. 22962:250. 24X 

Fiche; 50-361. 84/04/06. 8404100222. 


— 8404100225 "Procedures Generation Package. " 

* Southern California Edison Co. 84/04/06. 66pp. 22962:251. 

24X Fiche: 50-361. 84/04/06. 8404100222. 


8404130159 Forwards safety/securi ty interface assessment rept on 
840229 0306-09. Some areas identified which, if not 

corrected. could delay necessary operational response 
actions. Rept withheld (ref 10CFR2. 790 & 10CFR73. 21). 

NORDERHAUG. L. Region 5. Office of Director. 84/04/09. 

MCCARTHY. C. B, Southern California Edison Co. 2pp. 24031:129. 24X 

Fiche: 50-206. 84/04/09. 8404130159. 


I. Financial information 


8404200244 Forwards "Annual Rept. San Diego Gas & Electric. 1983. " "City 
of Riverside, CA Comprehensive Annual Financial Rept for FY 
Ending 830630." "Southern California Edison 1903 Annual 
Rept" *< "City of Anaheim Public Utils Annual Rept 1983. " 

MEDFOR. M. D. Southern California Edison Co. 04/04/13. EISENHUT, D. G. 

Division of Licensing. 143pp. 24113:060. 24X 

Fiche: 50-206.84/04/13, 8404200244. 


— 8404200250 "Annual Rept. San Diego Gas & Electric, 1983, " 

PAGE, T. A. San Diego Gas «« Electric Co. 83/12/31. 51pp. 

24113; 203. 24X Fiche: 50-206. 84/04/13. 8404200244. 


— 8404200252 "Southern California Edison 1983 Annual Rept. " 

ALLEN, H. P. . GOULDiW, R. Southern California Edison Co. 83/12/31. 
S3pp, 24113:255 . 24X Fiche; 50-206. 84/04/13. 8404200244. 


P. Operating license stage documents & correspondence 


8404100547 Notification of 840328 meeting w/util in Bethesda.MD to 
discuss reactor trip breakers. 

ROOD.H. Licensing Branch 3. 84/03/15. KNIGHTON. G. W. Licensing 

Branch 3. 3pp. 22979:358. 24X Fiche: 50-361, 84/03/15, 8404100547. 


8404180339 Informs Commission of staff evaluation it conclusions re need 
for PORV for CHE designed plants. Decision should be deferred 
incorporated into Unresolved Safety Issue A-45. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
SECY-84-134. 84/03/23. 181pp. 24109:290. 24X 

Fiche: 50-361 , 84/03/23. 84041B0339. 


8404130244 Advises that radiological survey of mesa, comp leted on 
840208. indicates max potential exposure from released 
matl substantial ly less than regulatory limits, per NRC 
840207 & util 840116 Itrs. 

HAYNEStJ.G. Southern California Edison Co. 84/03/29. 

WENSLAWSKI. F. A. Region 5. Office of Director. 9pp. 24029:193, 24X 

Fiche: 50-206. 84/03/29. 8404130244. 


8404030231 Application to amend Licenses NPF-10 & NPF-15. consisting 
of proposed Tech Specs re RCS vents for review & approval, 
in response to Generic Ltr 83-37 request for Tech Specs to 
comply w/NUREO-0737. Item II. B. 1. 

MEDFORD. M. 0. Southern California Edison Co. 84/03/30. 

KNIGHTON. G. W. Licensing Branch 3. Ip. 22850:186. 24X 

Fiche; 50-361. 84/03/30. 8404030231. 


— 8404030238 Proposed Tech Spec changes re reactor coolant gas vent sys. 
required by 831101 Generic Ltr 83-37 to comply w/NUREG-0737. 

Item ri. B. 1. 

* Southern California Edison Co. 84/03/30. 10pp. 22850; iS7. 

24X Fiche; 50-361, 84/03/30, 8404030231. 


8404030505 Application to amend Licenses NPF-10 it NPF-15. modify ing 
Tech Spec limiting conditions & surveillance requirements & 
clarifying valve operability & actions taken should valve 
become inoperable. 

MEDFORD. M.O. Southern California Edison Co. 84/03/30. 
KNIGHTON.G. W. Licensing Branch 3. 5pp. 22872:306. 24X 

Fiche: 50-361. 84/03/30. 8404030505. 


— 8404030520 Proposed Tech Spec s. mod i fy ing limiting conditions of 
operation St surveillance requirements & clarifying 
determinati on of valve operability it actions to be taken 
should valve become inoperable. 

* Southern California Edison Co. 84/03/30. 35pp. 22872:312. 

24X Fiche: 50-361. 84/03/30. 8404030505. 


8404040089 Forwards application for amend to Licenses NPF-10 & NPF-15. 
revising Tech Specs to allow for degraded resistance temp 
device response times on reactor protection sys & to 
consolidate wide range noble gas monitoring requirements. 

BASKIN, K.P. Southern California Edison Co. 84/04/02. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 6pp. 22385:043. 

24X Fiche: 50-361. 84/04/02, 8404040089. 


— 8404040092 Application for amend to Licenses NPF-10 & NPF-IS, revising 
Tech Specs re degraded resistance temp device response times 
on reactor protection sys 8c consolidating NUREG-0737 wide 
range noble gas monitoring requirements. 

BASKIN. K.P. Southern California Edison Co. 84/04/02. 15pp. 

22895: 049. 24X Fiche; 50-361. 84/04/02, 8404040089. 


— 8404040094 Proposed Tech Specs re degraded resistance temp device 
response times on reactor protection sys it wide range noble 
gas monitoring requirements. 

# Southern California Edison Co. 84/04/02. 433pp. 22885:064. 

24X Fiche: 50-361. 84/04/02. 8404040089. 


8404050015 Informs of change to auxiliary feedwater pump motor bearing 
forced lube oil cooling sys design. per util 830307 ltr. 

Gravity feed lube oil sys will replace forced lube oil 
cooling sys. to provide operability during steam pipe break. 

MEDFORD.M. O. Southern California Edison Co. 84/04/02. 

KNIGHTON. G. W. Licensing Branch 3. 7pp. 22904:075. 24X 

Fiche: 50-361. 84/04/02, 8404050015. 


8404050020 Responds to NRC 830825 questions stemming from review of 
830420 post-LOCA hydrogen monitor environ qualification 
package. Items include effect of chemical spray on various 
matls in hydrogen monitors. 

MEDFORD. M.O. Southern California Edison Co. 84/04/02. 

KNIGHTON, G. W. Licensing Branch 3. 39pp. 22900:079. 24X 

Fiche: 50-361. 84/04/02. 8404050020. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs %t holders of CPs re interim procedures 
for NRC mgt of plant-specific bacfcfitting. Svc list end, 

EISENHUT. D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York. Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04. 8404040256. 


8404130313 Application to amend Licenses NPF-10 & NPF-15. revising Tech 
Spec Table 3.3-4. "ESF Actuation Sys Instrumentation Trip 
Values" to raise setpoints for control room toxic gas 
isolation sys. Formal request by 840515. 

MEDFORD, M. O. Southern California Edison Co. 84/04/06. 

KNIGHTON. G. W. Licensing Branch 3. 5pp. 24028:300. 24X 

Fiche: 50-361.84/04/06, 8404130313. 
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— 8404130318 Proposed Tech Spec Table 3. 3-4, "ESF Actuation Sys 
Instrumentation Trip Values." Change increases setpoints for 
control room toxic gas isolation sys to reflect addl 
available margin. 

« Southern California Edison Co. 84/04/06. 3pp. 24028:305 24X 

Fiche: 50-361, 84/04/06, 8404130313. 


8404120050 Application for amend to Licenses NPF-10 St NPF-15, changing 
Tech Specs re core protection calculator 8< control element 
assembly calculator software. 

MEDFORD, li. 0. Southern California Edison Co. 84/04/10. KNIGHT, G.W. 
Licensing Branch 3. 6pp. 24022:179. 24X Fiche: 50-361, 84/04/10, 

8404120050. 


— 8404120058 Proposed Tech Specs changing core protection calculator 
Z>. control element assembly calculator software. 

•» Southern California Edison Co. 84/04/10. 27pp. 24022:185. 

24X Fiche: 50-361, 84/04/10, 8404120050. 


8404120084 Responds to 840329 request for assistance w/NRC study of 
environ functions S< proc esses. Needed assistance will be 
provided. Apr meeting supported. 

BASKIN, K. P. Southern California Edison Co. 84/04/10, DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 24023:133. 24X 

Fiche: 50-361 . 84/04/ 10, 8404120084. 


— 8404120087 Requests assistance in NRR study of environ functions & 
processes, inc lud ing review of institutional authority & 
reqoi rements, current pr oc es ses, overal 1 historical experience 
assessment of accuracy of past environ analyses. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
84/03/29. BASKIN, K.P. Southern California Edison Co. 3pp. 
24023:134. 24X Fi c h e : 50-361 , 84/04/10, 8404120084 


8404270028 Notification of 840413 meeting w/util in Bethesda,MD to 
discuss process control program. 

ROOD, H. Licensing Branch 3, 84/04/11. KN IGHTON, G. W. Licensing 

Branch 3, 3pp. 24223:257. 24X Fi che : 50-361 , 84/04/ 1 1 , 8404270028. 


8404170477 Requests approval of proposed Tech Spec Changes NPF-15-33 & 
NPF-10-4 before 840624 0724, r esp ec t i ve 1 y , in order to avoid 

potential for impact on continued full power operation. 

MEDFORD, M.O, Southern California Edison Co. 84/04/13. 

KNIGHTON, G. W. Lirenr.'-o B-a^ch 3. 2pp. 24059:091. 24X 

Fiche: 50-36 1 , = 4 /:,/!/':? " ■" :: £. 7 7 . 


8404260099 Application to amend Licenses NPF-10 & NPF-15, add ing Tech 
Spec 3/4.7.10, "Emergency Chilled Water Sys," to delineate 
plant operation consistent w/plant design basis. 

MEDFORD, M.O. Southern California Edison Co. 84/04/24. 

KNIGHTON, 0. W. Licensing Branch 3. 6pp, 24210:168. 24X 

Fiche: 50-361, 84/04/24, 8404260099. 


— 8404260109 Proposed Tech Spec 3/4.7 10, "Emergency Chilled Water Sys," 
outlining limiting cond itions, actions & surveillance 
requirements & bases to govern plant operation of sys for 
consistency w/plant design basis. 

Southern California Edison Co. 84/04/24. 3pp. 24210:174. 24X 

Fiche: 50-361, 84/04/24, 8404260099, 


Q, Inspection reports, IE Bulletins 2< correspondence 


8404050226 Forwards IE Insp Rept 50-361/84-07 on 840227-0301 . No 
violations noted. 

NORDERHAUG, L. R. Region 5, Office of Director. 84/03/16. 

BASKIN, K. P. Southern California Edison Co. 2pp, 22896:107. 24X 

Fiche: 50-361, 84/03/16, 8404050226. 


— 8404050230 IE Insp Rept 50-361/84-07 on 840227-0301 . No violations 
noted. Major areas inspected : emergency preparedness exercise 
%>. associated critique. 

FISH, R. F. , ZURAKOWSKX, P. R. , TEMPLE, 0. M. Region 5, Office of 
Director. 84/03/15, 7pp. 22896:109. 24X Fiche: 50-361, 84/03/16, 

8404050226. 


8404050278 Forwards IE Insp Repts 50-206/83-26,50-361/83-41 & 
50-362/83-40 on 831212-16. No noncompliance noted. 

BISHOP, T.W. Region 5, Office of Director. 84/03/16. MCCARTHY, C. B. 
Southern California Edison Co. 2pp. 22899:228. 24X 

Fiche: 50-206, 84/03/16, 9404050278. 


— 8404050281 IE Insp Repts 50-206/83-26,50-361/83-41 8< 50-362/83-40 on 
831212-16. No noncompliance or deviations noted. Major areas 
inspected;QA programs. 

EGKHARDT, J. H. , GRAYSON, M. . PRENDERGAST, K. Region 5, Office of 
Director. 84/03/15. 4pp. 22899:230. 24X Fi che: 50-206, 84/03/16, 

8404050278. 


8404020135 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller Inc. " Investigations indicate no 
Ray Miller, Inc matls provided to or used at facility. 

KRIEGER,R. W. Southern California Edison Co. 84/03/21. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 22837: 175. 24X 

Fiche: 50-361, 84/03/21 , 8404020135. 


8404050286 Forwards IE Insp Repts 50-206/84-07,50-361/84-09 8, 
50-362/84-08 on 840305-09. No none omp 1 ianc e identified. 

WENSLAWSKI, F. A. Region 5, Office of Director. 84/03/21. 

BASKIN, K. B. Southern California Edison Co, 2pp. 22899:264, 24X 

Fiche: 50-206, 84/03/21 , 8404050286. 


—8404050290 IE Insp Repts 50-206/84-07,50-361/84-09 50-362/84-08 on 

840305-09. No noncompliance or deviations identified. Major 
areas inspected: radiation protection prog ram, inc luding 
request for insp by worker. 

SHERMAN, C. I. , WENSLAWSKI, F. A. Region 5, Office of Director. 
84/03/16. 7pp. 22899:266. 24X Fiche: 50-206, 84/03/21, 8404050286. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Sve list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fic he : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, " Inadequate 'Shutdown Margin. " Sve list 

enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fic he : 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X F i c h e : 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qual if icat ion Methodology Research Test on Automatic Switch 
Co Solenoid Valves." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164, 24X Fic he ; 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. *' Sve list 
enc 1. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Sve list end. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc, 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Sve list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fich e: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Sve list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/17. 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc, 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping it Mail 
Defects in Bahnson HVAC Units. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche : 50-000, 84/04/18, 8403140284. 
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8403140286 IE Info Wotice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/04/18. Consolidated Edison Co. of Neiu 

York, Inc. 117pp. 24188:119, 24X Fiche; 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ^ Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fi che : 50-000. 84/04/20. 8404160130. 


R. Periodic operating reports & related correspondence 


8404020005 Forwards semiannual radioactive effluent release rept for 
Jul-Dec 1983. Rept includes quarterly effluent summaries, 

% of Tech Spec limits, total 7. error, lower limit of detection 
concentration & 40CFR190 considerations. W/o encl. 

HAYNES, J. <?. Southern California Edison Co. 84/03/22. MARTIN. J. B. 
Region 5, Office of Director. 2pp. 22835:099. 24X 

Fiche: 50-361, 84/03/22. 8404020005. 


8404050019 Forwards "Rept on ECCS Outages 1983, " per NUREO-0660/0737, 
Item 1 1 . K. 3. 17, Inf 0 insufficient to warrant changes in maint 
programs or Tech Specs re ECCS. Summary of outage causes 
provided. 

MEDFORD, M.O, Southern California Edison Co. 84/03/30. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 22898:268. 24X 

Fiche: 50-361, 84/03/30, 8404050019. 


—8404050022 "Rept on ECCS Outages 1983, " 

* Southern California Edison Co. 84/03/12. 53pp. 22898:270, 

24X Fiche: 50-361, 84/03/30, 8404050019. 


8404300126 Forwards auxiliary feedwater sys monthly outage rept for 
840216-0315. 

MEDFORD, M. 0. Southern California Edison Co. 84/04/26. 

KNIGHTON. G. W. Licensing Branch 3. 2pp, 24225:214. 24X 

Fiche: 50-361. 84/04/26, 8404300126. 


8. Reportable occurrences, LERs & related correspondence 


8404020033 RO: on 840306, d i screpanc ies identified between util fire 
protection program NRC requirements. Listed discrepancies 
being evaluated. Next rept expected by 840321. 

HAYNES, J. <3. Southern California Edison Co. 84/03/07. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 22835: 136. 24X 

Fiche: 50-361, 84/03/07, 8404020033. 


8404020056 PNO-V-84-014: on 840309, while performing surveillance test on 
plant protection sys, containment spray sys inadvertently 
actuated. Caused by instrument technician failing to reset 
trip in channel. Procedure to be modified. 

JOHNSON, P., D'ANGELO. T. Region 5, Office of Director. 84/03/12. 

Ip. 22838:220. 24X Fiche: 50-361, 84/03/12, 8404020056. 


8404020083 RO: re inoperable listed fire doors found during Feb 1984 
routine survei Ilance. Des ign change packages being 
implemented to upgrade door latches 8< closure mechanisms 
into heavier duty hardware. 

HAYNES, J.G. Southern California Edison Co, 84/03/20. MARTIN, J. B. 
Region 5, Office of Director. 5pp. 22838:280. 24X 

Fiche: 50-361, 84/03/20, 8404020083. 


8404020044 Updated RQ re apparent discrepancies between util fire 
protection program & NRC requirements. Corrective action for 
discrepancies not requiring establishment of firewatches 
being evaluated. License amend request to be submitted. 

HAYNES, J.G. Southern California Edison Co. 84/03/21. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 22835; 129. 24X 

Fiche: 50-361, 84/03/21, 8404020044. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mississippi Power & Light Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Division of Li&ensing. 2pp, 22838:090. 24X Fiche; 50-000, 84/03/22, 

8404020143. 


— 84040201S2 Test results for first Transamerica Delaval engine produced 
in each line. 

VITAL, B., I1EIR,G. . POPPENK, J. Transamerica Delaval, Inc. 

76/08/20. 4pp. 22838:106. 24X Fiche: 50-000, 84/03/22, 8404020143. 


8404060368 LER 84-016— 00; on 840309, technician inadvertently actuated 
safety in j ec ti on, c on tai nmen t cooling & containment spray 
activation sys. Caused by technician error. Procedural changes 
implemented. W/S40330 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/03/30. 3pp. 

22931 ; 243. 24X Fiche: 50-361 , 84/03/30, 8404060368. 


8404090015 LER 84-012— 00: on 840301, spurious toxic gas isolation sys 
(TGIS) actuation occurred. Caused by unnecessary 
conservatisms in TGIS setpoint. Basis for setpoint will be 
reanalyzed ?< Tech Specs amended. W/840402 Itr, 

HAYNES, J. G. Southern California Edison Co. 84/04/02. 3pp, 
22939:300. 24X Fiche; 50-361, 84/04/02, 8404090015. 


8404100327 LER 84-013— 00: on 840305, containment pressure exceeded Tech 
Spec limits. Caused by misinterpretation of venting 
procedure. Operators interpreted procedure to require 2 h 
venting. Operators counseled re proc edure. W/S40402 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/04/02. 3pp. 
22971:015. 24X Fiche: 50-361, 84/04/02, 8404100327. 


8404120107 LER 84-015-00: on 840306, nonconformanc e repts re fire 
hazards issued. Caused by discrepancies between util fire 
protection program St NRC requirements. Appropriate 
compensatory measures imp 1 emented. W/S40405 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/04/05. 8pp. 
24023:199. 24X Fiche; 50-361, 84/04/05, 8404120107. 


8404130246 Forwards parametric info from Transamerica Delaval , Inc, per 
840228 request. 

MUSELER, W. J. TDI (Transamerica Delaval, Inc. > Owners Group. 
84/04/10. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 24029:202. 24X Fi che: 50-000, 84/04/10, 8404130246. 


8404170493 Advises that inadvertent ESF actuation sys 821207 event 
considered isolated case of multiple independent failures. 

Design options to prevent simultaneous recirculation 
actuation signal & safety actuation injection signal listed. 
MEDFORD, M. 0, Southern California Edison Co. 84/04/12. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 24059:129. 24X 

Fiche; 50-361, 84/04/12, 8404170493. 


8404190270 LER 84-017-00: on 840321, shutdown cooling HX flow control 
valve 2HV9316 discovered locked fully open. Caused by 
disengaged handwheel clutch. Surveillance position revised to 
verify handwheel engaged. W/840412 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/04/12. 3pp. 
24098:070. 24X Fiche; 50-361, 84/04/12, 8404190270. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS it K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri St Co., Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161, 24X Fic h e : 50-000, 84/04/ 16, 8404200323. 


8404300029 LER 84-018-00: on 840324, remaining control room isolation sys 
radiation monitor 2/3RT-7825 declared inoperab le. Caused by 
low flow alarm due to dirty fil ter. Fi Iter changed it monitor 
returned to svc. W/840424 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/04/23. 2pp. 

24225:082. 24X Fic h e; 50-361 , 84/04/23, 8404300029. 


8404300077 LER 84-019-00: on 840324, while at 100% power, false position 
indication for control element assembly (CEA) 20 on CEA 
calculator (CEAC) 1 resulted in penalty f ac tors, caus ing 
reactor trip. Specif ic cause undetermined. W/S40423 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/04/23. 3pp. 

24225: 135. 24X Fiche; 50-361 , 84/04/23, 8404300077. 


8404300103 LER 84-024-00. on 840424, nonconformance repts issued 
identifying discrepancies involving cable separation it fire 
wraps. Cables or cable trays will be wrapped or separated or 
fire hazards analysis will be revised. W/840425 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/04/25. 3pp, 
24225: 199. 24X Fiche: 50-361, 84/04/25, 8404300103. 


T. Hearing transcripts on non-anti trust matters 


8404180336 Transcript of Commission 840403 briefing in Wash ing ton, DC 
re PORV in C-E plants. Pp 1-74. Supporting documentation it 
viewgraphs end. 

* Commissioners. 84/04/03. 92pp. 24110; 105. 24X 

Fiche: 50-361, 84/04/03, 8404180336. 
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V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all pouer reactor licensees 
applicants for OLs re change to NUREG~1021/ "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENf-WT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York. Inc. 21pp. 24066; 297. 24X 

Fiche; 5Q-000. 84/04/02. 8404020019. 


X. Onsite Storage of Low Level Waste 


8404240149 Summarizes NRC 840413 meeting ui/utiX in Bethesda.HD re NRC 
approval of waste solidification process control program. 
Solidification of Class B wet radwaste will begin wk of 
B40416. Solidification waste will be stored onsite. 

MEDFORD. M.O. Southern California Edison Co. 84/04/19. 

KNIGHTON. 0. W. Licensing Branch 3. 2pp. 24164:044. 24X 

Fiche; 50-361,84/04/19. 8404240149. 
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F. Security, medical, emergency & fire protection plans 


8404050169 Forwards updated safeguards SER statement. resulting from 
review of util 831216 10CFR50. 90 application to amend 
physical security p Ian, Assistance requested in reviewing 
update due to vital area program. 

THOMAS, C.O. Standard! zat ion it Special Projects Branch. 84/03/16. 
PARR. 0. D. Auxiliary Systems Branch. 6pp. 22927:334. 24X 

Fiche; 50-206, 84/03/16, 8404050169. 


8404040089 Forwards application for amend to Licenses NPF-10 it NPF-15, 
revising Tech Specs to allow for degraded resistance temp 
device response times on reactor protection sys it to 
consolidate wide range noble gas monitoring requirements. 

BASKIN.K.P, Southern California Edison Co. 84/04/02. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 6pp. 22885.043. 

24X Fiche: 50-361, 84/04/02, 8404040089. 


— 8404040092 Application for amend to Licenses NPF-10 it NPF-1 5, revising 
Tech Specs re degraded resistance temp device response times 
on reactor protection sys 8< consolidating NUREG-0737 wide 
range noble gas monitoring requirements. 

BASKIN.K.P. Southern California Edison Co. 84/04/02. 15pp. 

22885:049. 24X Fi che : 50-361, 84/04/02. 8404040089. 


— 8404040094 Proposed Tech Specs re degraded resistance temp device 
response times on reactor protection sys it wide range noble 
gas monitoring requirements. 

* Southern California Edison Co. 84/04/02. 433pp. 22885:064, 

24X Fiche: 50-361. 84/04/02, 8404040089. 


8404040100 Forwards Rev 1 to physical security plan. Rev withheld 
(ref 10CFR73. 21). 

MEDFORD, M. 0. Southern California Edison Co. 84/04/02. Division 
of Licensing. 2pp. 22883:074. 24X Fiche; 50-206. 84/04/02, 

8404040100. 


8404170133 Forwards description of changes it Rev 13 to Mar 1981 
physical security p Ian, Description & rev withheld 
(ref 10CFR73. 21). 

HAYNES. U.G. Southern Cal if ornia Edison Co. 84/04/04. MARTIN, J. B. 
Region 5, Office of Director, 2pp. 24051:189. 24X 

Fiche: 50-206, 84/04/04, 8404170133. 


8404100222 Forwards "Procedures Generation Package. " per Suppl 1 to 
NUREG-0737 re requirements for emergency response 
capability, 

MEDFORD. M, 0. Southern California Edison Co. 84/04/06. 

KNIGHTON. G. W, Licensing Branch 3. Ip. 22962:250. 24X 

Fiche: 50-361, 84/04/06. 8404100222. 


— 8404100225 "Procedures Generation Package. " 

Southern California Edison Co. 84/04/06. 66pp. 22962:251. 

24X Fiche: 50-361. 84/04/06, 8404100222. 


8404130159 Forwards safety /security interface assessment rept on 
840229 it 0306-09. Some areas identified which, if not 
corrected. could delay necessary operational response 
actions. Rept withheld (ref 10CFR2. 790 it 10CFR73. 21). 

NORDERHAUG. L. Region 5. Office of Director. 84/04/09. 

MCCARTHY, C. B. Southern California Edison Co. 2pp. 24031:129 24X 

Fiche: 50-206, 84/04/ 09, 8404130159. 


I. Financial information 


8404200244 Forwards "Annual Rept, San Diego Gas 8< El ec tr ic. 1983, " "City 
of Riverside. CA Comprehensive Annual Financial Rept for FY 
Ending 830630," "Southern California Edison 1983 Annual 
Rept" it "City of Anaheim Public Utils Annual Rept 1983." 

MEDFQR.M. D. Southern California Edison Co. 84/04/13. EISENHUf. D. G. 

Division of Licensing. 143pp 24113:060. 24X 

Fiche: 50-206.84/04/13, 8404200244. 


— 8404200250 "Annual Rept, San Diego Gas it Electric, 1983. " 

PAGE. T. A. San Diego Gas & Electric Co 83/12/31. 51pp. 

24113:203. 24X Fiche: 50-206. 84/04/13. 8404200244. 


— 8404200252 “Southern California Edison 1983 Annual Rept." 

ALLEN, H.P., GOULD, W. R. Southern California Edison Co. 83/12/31. 
53pp. 24113:255. 24X Fiche: 50-206, 84/04/13, 8404200244. 


P. Operating license stage documents & correspondence 


8404040266 Forwards Amend 9 to License NPF-15 8< safety evaluation. Amend 
allows 8-inch containment purge sys to be operated up to 
3,000 h per yr, prior to third refueling outage. 

KNIGHTON. G, W. Licensing Branch 3. 84/03/13. BASKIN.K.P, Southern 

California Edison Co. HOLCOMBE, J. C. San Diego Gas it Electric Co. 

4pp. 22912:015. 24X Fiche: 50-362, 84/03/13. 8404040266. 


— 8404040268 Amend 9 to License NPF-15. al lowi ng 8-inch containment purge 
sys to be operated up to 3.000 h per yr, prior to third 
refueling outage. 

KNIGHTON, G. W. Licensing Branch 3. 84/03/13. 2pp. 22912:019. 

24X Fiche: 50-362,84/03/13,8404040266. 


— 8404040270 Safety evaluation supporting Amend 9 to License NPF-15. 

* Office of Nuclear Reactor Regulation. Director. 84/03/13. 2pp. 
22912:021. 24X Fiche: 50-362. 84/03/13. 8404040266 


8404100547 Notification of 840328 meeting w/util in Bethesda.MD to 
discuss reactor trip breakers. 

ROOD.H. Licensing Branch 3. 84/03/15. KN IGHTQN. G. W, Licensing 

Branchs. 3pp. 22979:358. 24X Fiche; 50-361, 84/03/15. 8404100547. 


8404180339 Informs Commission of staff evaluation & conclusions re need 
for PORU for C-E designed p lants. Dec ision should be deferred 
& incorporated into Unresolved Safety Issue A-45. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
SECY-S4-134. 84/03/23. 181pp. 24109:290. 24X 

Fiche; 50-361, 84/03/23. 8404180339, 


8404130244 Advises that radiological survey of mesa, comp leted on 
840208. ind icates max potential exposure from released 
matl substantially less than regulatory limits. per NRC 
840207 it util 840116 Itrs, 

HAYNES. J. G. Southern California Edison Co. 34/03/29, 

WENSLAWSKI, F. A. Region 5. Office of Director, 9pp. 24029:193. 24X 

Fiche: 50-206. 04/03/29. 8404130244. 


8404030231 Application to amend Licenses NPF~10 it NPF-15. consisting 
of proposed Tech Specs re RCS vents for review it approval, 
in response to Generic Ltr 83-37 request for Tech Specs to 
comply w/NUREG-0737. Item II. B. 1. 

MEDFORD. M, 0. Southern California Edison Co. 84/03/30. 

KNIGHTON, 0, W. Licensing Branch 3. Ip. 22850:186. 24X 

Fiche: 50-361. 84/03/30, 8404030231. 


— 8404030238 Proposed Tech Spec changes re reactor coolant gas vent sys. 
required by 831101 Generic Ltr 83-37 to comply w/NUREO-0737. 

Item II. B. 1. 

* Southern California Edison Co, 84/03/30. 10pp. 22850:187. 

24X Fiche: 50-361. 84/03/30. 8404030231. 


8404030505 Application to amend Licenses NPF-10 it NPF-15. mod if y ing 
Tech Spec limiting conditions it surveillance requirements it 
clarifying valve operability it actions taken should valve 
become inoperable. 

MEDFORD, M. 0. Southern California Edison Co. 04/03/30, 

KNIGHTON, G W Licensing Branch 3. 5pp. 22872:306. 24X 

Fiche; 50-361. 04/03/30, 'J-04030505 


— 8404030520 Proposed Tech Specs, modify ing limiting conditions of 
operation !< surveillance requirements it clarifying 
determination of valve operability it actions to be taken 
should valve become inoperable. 

* Southern California Edison Co. 84/03/30. 35pp. 22872:312. 

24X Fiche: 50-361. 84/03/30, 8404030505. 
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8404040089 Forwards application for amend to Licenses NPF-10 & NPF-15i 
revising Tech Specs to allow for degraded resistance temp 
device response times on reactor protection sys & to 
consolidate wide range noble gas monitoring requirements. 

BASKINfK. P. Southern California Edison Co, 84/04/02, DENTON/ H. R. 
Office of Nuclear Reactor Regulation/ Director. 6pp. 22885:043. 

24X Fiche: 50-361/84/04/02, 8404040089. 


— 8404040092 Application for amend to Licenses NPF-10 & NPF-15, revising 
Tech Specs re degraded resistance temp device response times 
on reactor protection sys & consolidating NUREO-0737 wide 
range noble gas monitoring requirements. 

BASKIN, K.P. Southern California Edison Co. 84/04/02. 15pp. 

22885: 049. 24X Fiche: 50-361, 84/04/02, 8404040089. 


— 8404040094 Proposed Tech Specs re degraded resistance temp device 
response times on reactor protection sys & wide range noble 
gas monitoring requirements. 

* Southern California Edison Co. 84/04/02. 433pp. 22885:064. 

24X Fiche: 50-361/ 84/04/02, 8404040089. 


8404050015 Informs of change to auxiliary feedwater pump motor bearing 
forced lube oil cooling sys design, per util 830307 Itr. 

Gravity feed lube oil sys will replace forced lube oil 
cooling sys, to provide operability during steam pipe break. 

MEDFORD/M. 0. Southern California Edison Co. 84/04/02. 

KNIGHTON/ 0. W. Licensing Branch 3. 7pp. 22904:075. 24X 

Fiche; 50-361, 84/04/02, 8404050015. 


8404270028 Notification of 840413 meeting w/util in Bethesda, MD to 
discuss process control program. 

ROOD, H. Licensing Branch 3. 84/04/11, KNIGHTON, G. W. Licensing 

Branch 3. 3pp. 24223:257. 24X Fiche: 50-361, 84/04/1 1, 8404270028. 


8404170477 Requests approval of proposed Tech Spec Changes NPF-15-33 
NPF-10-4 before 840624 ?< 0724, respectively , in order to avoid 
potential for impact on continued full power operation. 

MEDFORD, M. 0, Southern California Edison Co. 84/04/13. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 24059:091. 24X 

Fiche; 50-361, 84/04/13, 8404170477. 


8404260099 Application to amend Licenses NPF-10 & NPF-15, adding Tech 
Spec 3/4.7.10, "Emergency Chilled Water Sys," to delineate 
plant operation consistent w/plant design basis. 

MEDFORD, M. 0. Southern California Edison Co. 84/04/24. 

KNIGHTON, G. W. Licensing Branch 3. 6pp. 24210:168. 24X 

Fiche: 50-361, 84/04/24, 8404260099. 


— 8404260109 Proposed Tech Spec 3/4.7.10, "Emergency Chilled Water Sys," 
outlining limiting cond itions, actions & surveillance 
requirements & bases to govern plant operation of sys for 
consistency w/plant design basis. 

* Southern California Edison Co. 84/04/24. 3pp. 24210: 174. 24X 

Fiche: 50-361, 84/04/24, 8404260099. > 


Q, Inspection reports, IE Bulletins & correspondence 


8404050020 Responds to NRC 830825 questions stemming from review of 
830420 post-LOCA hydrogen monitor environ qual if i cat ion 
package. Items include effect of chemical spray on various 
matls in hydrogen monitors. 

MEDFORD, M. 0. Southern California Edison Co. 84/04/02. 

KNIGHTON, G. W. Licensing Branch 3. 39pp. 22900:079. 24X 

Fiche: 50-361,84/04/02, 0404050020. 


S404040256 Generic Ltr 84-OS to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific backfitting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404050278 Forwards IE Insp Repts 50-206/83-26,50-361/83-41 S< 
50-362/83-40 on 831212-16. No noncompliance noted. 

BISHOP, T.W. Region 5, Office of Director. 84/03/16. MCCARTHY, C. B. 
Southern California Edison Co. 2pp. 22899:228. 24X 

Fiche: 50-206, 84/03/16, 8404050278. 


— 8404050281 IE Insp Repts 50-206/83-26,50-361/83-41 tc 50-362/83-40 on 
831212-16, No noncompliance or deviations noted. Major areas 
inspected: QA programs. 

ECKHARDT, J. H. , GRAYSON, M. , PRENDERGAST, K. Region 5, Office of 
Director. 84/03/15. 4pp. 22899:230. 24X Fiche; 50-206, 84/03/16, 

8404050278. 


8404130313 Application to amend Licenses NPF-10 & NPF-15, revising Tech 
Spec Table 3.3-4, "ESF Actuation Sys Instru,-nenta tion Trip 
Values" to raise setpoints for control room toxic gas 
isolation sys. Formal request by 840515. 

MEDFORD, M. 0. Southern California Edison Co. 84/04/06. 

KNIGHTON, G. W. Licensing Branch 3. 5pp. 24028:300. 24X 

Fiche: 50-361, 84/04/06, 8404130313. 


— 8404130318 Proposed Tech Spec Table 3.3-4, "ESF Actuation Sys 
Instrumentation Trip Values," Change increases setpoints for 
control room toxic gas isolation sys to reflect addl 
available margin. 

* Southern California Edison Co. 84/04/06, 3pp. 24028:305 24X 

Fiche: 50-361, 84/04/06, 8404130313. 


8404250304 Requests FR publication of notice of issuance of Amend 9 
to License NPF-15. Amend revises Tech Specs 3.6. 1.7 to 
allow 8-inch containment purge sys to be operated up to 
3,000 h per 365 days prior to third refueling outage. 

KNIGHTON, G. W. Licensing Branch 3. 84/04/06. MILLER, J. R. Operating 

Reactors Branch 3. 2pp. 24212:308. 24X Fiche: 50-362, 84/04/06, 

8404250304. 


8404120050 Application for amend to Licenses NPF-10 & NPF-15, chang ing 
Tech Specs re core protection calculator it control element 
assembly calculator software. 

MEDFORD, M. 0. Southern California Edison Co. 84/04/10, KNIGHT, G. W, 
Licensing Branch 3. 6pp. 24022:179. 24X Fiche: 50-361, 84/04/10, 

8404120050, 


— 8404120058 Proposed Tech Specs changing core protection calculator 
it control element assembly calculator software. 

* Southern California Edison Co, 84/04/10. 27pp. 24022- 185 

24X Fiche: 50-361, 84/04/10, 8404120050, 


8404120084 Responds to 840329 request for assistance w/NRC study of 
environ functions it processes. Needed assistance will be 
provided, Apr meeting supported. 

BASKIN, K. P. Southern California Edison Co. 84/04/10. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 24023: 133. 24X 

Fiche: 50-361, 84/04/10, 8404120084. 


— 8404120087 Requests assistance in NRR study of environ functions it 
processes, including review of institutional authority it 
requirements, current processes, overall historical experience 
it assessment of accuracy of past environ analyses. 

0^ Nuclear Reactor Regulation, Director. 

B'^SKIN, K. P. Southern California Edison Co. 3pp. 
24023:134. 24X Fiche: 50-361, 84/04/10, 0404120084. 


8404020135 Responds to IE Bulletin 83—07, "Apparently Fraudulent 
Products Sold by Ray Miller Inc." Investigations indicate no 
Ray Miller, Inc matls provided to or used at facility. 

KRIEGER,R. W. Southern California Edison Co. 84/03/21. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 22837; 175. 24X 

Fiche; 50-361, 84/03/21 , 8404020135. 


8404050286 Forwards IE Insp Repts 50-206/84-07.50-361/84-09 it 
50-362/84-08 on 840305-09. No noncompliance identified. 

WENSLAWSKI, F. A. Region 5, Office of Director. 84/03/21. 

BASKIN. K. B. Southern California Edison Co. 2pp. 22899:264. 24X 

Fiche; 50-206, 84/03/21 , 8404050286. 


—8404050290 IE Insp Repts 50-206/84-07,50-361/84-09 it 50-362/84-08 on 
840305-09. No noncompliance or deviations identified. Major 
areas insp ec ted ; rad iat i on protection prog ram, inc luding 
request for insp by worker. 

SHERMAN, C. I. , WENSLAWSKI, F. A. Region 5, Office of Director. 
84/03/16. 7pp. 22899:266. 24X Fiche; 50-206, 84/03/21 , 8404050286. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche; 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical (Jual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000. 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 630103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp. 24066:164, 24X Fiche; 50-000, 84/04/05, 8403140263. 
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8404240353 ForuaT'ds IE Insp Rept 50-362/84-09 on 840317-29. Enforcement 
action taken as result of insp will be subj of separate 
corresp ondence. 

BISHOP. T.W. Region 5. Office of Director, 84/04/05. BASKIN. K. P. 
Southern California Edison Co. Ip. 24169:031. 24X 

Fiche: 50-362. 84/04/05, 8404240353. 


— 3404240359 IE Insp Rept 50-362/84-09 on 840317-29. Major areas 
insp ec ted : inoperab i 1 ity of containment spray trains & one 
diesel generator , Enf ore ement action resulting from insp will 
be subj of separate correspondence. 

D'Ar4GEL0, A. , CHAFFEE. A. E. . STEWART. J. P, Region 5. Office of 

Director. 84/04/05. 10pp. 24169:032. 24X Fiche: 50-362, 84/04/05, 

84042 40353. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Req.uirements by Moisture Density Gauge Licensees. " Sve list 
end. 

GRACE. J. N, Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16 Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e: 50-000. 84/04/ 1 6. 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Sve list end. 
grace, J. N. Division of QA. Safeguards «< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Sve list end. 

grace. J. N. Division of GA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi c h e : 50-000. 84/04/ 1 7. 8403140273. 


8403)40277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Sve list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

S9pp, 24163:292. 24X Fi c h e ; 50-000. 84/04/ 1 7, 8403140277, 


8403140280 IE Info Notice 84-29. "GE Magne-Blast Circuit Breaker 
Problems." Sve list end 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17, Consolidated Edison Co. of New 

York, Inc, 129pp. 24188:237, 24X Fi c h e ; 50-000, 84/04/ 17, 8403140280. 


8404200308 Forwards corrected Page 1 to IE Insp Rept 50-362/84-09. 
BISHOP. T.W. Region 5. Office of Director. 84/04/17. BASKIN. K.P. 
Southern California Edison Co, Ip. 24116: 139. 24X 

Fiche: 50-362, 84/04/17. 8404200308, 


— 8404200312 Corrected Page 1 to IE Insp Rept 50-362/84-09 re inoperable 
trains of containment cooling sys/iodine removal sys. 

* Region 5, Office of Director. 84/04/17, Ip. 24116: 140. 24X 

Fiche: 50-362. 84/04/17, 8404200308. 


8403140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Sve list end. 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc 117pp. 24188:001 24X Fiche: 50-000. 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31. "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8< Seal Set." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/10. Consolidated Edison Co. of New 

York. Inc, 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger «< Pipe 
Hanger Damage. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness Ut Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. H9pp. 24195:343. 24X Fiche: 50-000. 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fiche: 50-000. 84/04/20. 8404160130. 


R. Periodic operating reports & related correspondence 


B404020005 Forwards semiannual radioactive effluent release rept for 
Jul-Dec 1983. Rept includes quarterly effluent summaries. 

7. of Tech Spec limits, total 7 error, lower limit of detection 
concentration & 40CFR190 considerations. W/o end. 

HAYNES. J. G. Southern California Edison Co. 84/03/22. MARTIN. J. B. 
Region 5, Office of Director. 2pp. 22035:099, 24X 

Fiche: 50-361, 84/03/22. 8404020005. 


8404050019 Forwards "Rept on ECCS Outages 1983," per NUREO-0660/0737, 
Item II. K, 3. 17. Info insufficient to warrant changes in maint 
programs or Tech Specs re ECCS. Summary of outage causes 
provided. 

MEDFORD. M. 0. Southern California Edison Co. 84/03/30. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 22898:268. 24X 

Fiche; 50-361, 84/03/30. 8404050019. 


— 8404050022 "Rept on ECCS Outages 1983. " 

■» Southern California Edison Co. 84/03/12. 53pp. 22898:270. 

24X Fiche; 50-361, 84/03/30. 8404050019. 


8404300126 Forwards auxiliary feedwater sys monthly outage rept for 
840216-0315. 

MEDFORD, M. 0. Southern California Edison Co, 84/04/26, 

KNIGHTON. G. W. Licensing Branch 3. 2pp. 24225:214. 24X 

Fiche: 50-361, 84/04/26, 8404300126. 


S Reportable occurrences. LERs 8< related correspondence 


8404020033 RO: on 840306, d i screpanc ies identified between util fire 
protection program NRC requirements. Listed discrepancies 
being evaluated. Nex t rept expected by 840321. 

HAYNES. J G. Southern California Edison Co. 84/03/07. MARTIN, J. B. 
Region 5. Office of Director. 2pp. 22835:136. 24X 

Fiche: 50-361. 84/03/07,8404020033. 


8404020026 PNO-V-84-0 1 5: on 840317. Va Ives MU C 12 MU 014 of containment 
spray sys (CSS) locked closed Caused by improper use of CSS 
valve alignment check list. Dual valve verification lineup 
check performed. 

CANTER, H.L.. D'ANGELO, T. Region 5. Office of Director. 84/03/12. 

Ip. 22835:087. 24X Fi c h e : 50-362. 84/03/12, 8404020026. 


8404020083 RO: re inoperable listed fire doors found during Feb 1984 
routine surve i 1 lane e. Des i gn change packages being 
implemented to upgrade door latches & closure mechanisms 
into heavier duty hardware. 

HAYNES. J. G. Southern California Edison Co. 84/03/20. MARTIN. J. B. 
Region 5, Office of Director. 5pp- 22838:280. 24X 

Fiche: 50-361. 84/03/20. B4040200S3. 


3404020044 Updated RO re apparent discrepancies between util fire 
protection program it NRC requirements. Correc tive action for 
d i screpanc ies not requiring establishment of firewatches 
being evaluated. Lie ense amend request to be submitted. 

HAYNES. J. G. Southern California Edison Co. 84/03/21. MARTIN. J.B, 
Region 5. Office of Director. 2pp. 22835: 129. 24X 

Fiche: 50-361. 84/03/21.8404020044. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO. CPC. Mi ss i ss i p p i Power it Light it Southern 
California Edison. 

MATHEWS, C. S. Transamerica Delaval, Inc. 84/03/22, BERLINQER. C. H. 
Division of Licensing. 2pp. 22838:090, 24X Fiche: 50-000. 84/03/22. 

8404020143, 


— 8404020182 Test results for first Transamerica Delaval engine produced 
in each line. 

VITAL, B., MEIR, 0. . POPPENK. J. Transamerica Delaval. Inc. 

76/08/20. 4pp. 22338.106. 24X Fiche: 50-000. 84/03/22. 8404020143. 


8404030109 LER 84-011-00; on 840227. during investigation of reactor 
trip breaker pushbutton event. one set of leads in each of 
four plant protection sys bays found d isconnected. Caused by 
leads disconnected during earlier survei 1 lance, W/840328 Itr. 
HAYNES. J. G. Southern California Edison Co. 84/03/28. 3pp. 
22853:182. 24X Fic he : 50-362. 84/03/28, 8404030109, 


8404030311 LER 84-006-00: on 840226, dur ing survei 1 lance, reactor trip 
breaker 8 undervoltage device did not actuate. Caused by 
metal filings between two terminals of control room 
pushbutton. No corrective action p lanned. W/S40328 Itr. 

HAYNES. J, 0. Southern California Edison Co. 84/03/28. 3pp. 
22871:287. 24X Fi c he : 50-362. 84/03/28. 8404030311. 


8404030404 LER 84-007-00; on 840305, spu ri ous reactor protection ays 
trip occurred. Cause undetermined. No restrictions placed on 
plant operations as result of tr i p. W/B40329 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/03/29. 3pp. 
22868:302. 24X Fi c he: 50-362. 84/03/29. 8404030404. 


8404050143 LER 84-009-00; on 840317. manua 1 isolation valves MU012 it 
MU014 c losedi render ing both trains of containment spray sys 
inoperable. Caused by valves being closed it not properly 
checked following repair of HPSI. Valves opened, W/840330 Itr. 
HAYNES, J. G. Southern California Edison Co. 84/03/30. 7pp. 
22900:049. 24X Fiche: 50-362. 84/03/30. 8404050143. 
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8404100394 LER 84-014-00: on 84030<£>» RCS flouj rate generated fay plant 
computer determined not rate from calorimetric method. Caused 
by plant computer rate being conservative when compared to 
rate from calorimetric method. W/840405 Itr. 

HAYNES/ J. 0. Southern California Edison Co. 84/04/05. 2pp. 

22962: 238. 24X Fiche: 50-362/ 84/04/05, 8404100394. 


8404130026 LER 84-008-00: on 840310, operators received indications of 
possible saltwater leak in one main condenser quadrant. 

Caused by water in air removal piping. Drain lines cleaned. 

W/S40409 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/04/09. 2pp. 
24030:256. 24X Fiche: 50-362, 84/04/09, 8404130026. 


8404130246 Forwards parametric info from Transamerica Delaval, Inc, per 
840228 request. 

MUSELER, W. J. TDI (Transamerica Delaval, Inc. ) Owners Group. 
84/04/10. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 24029:202. 24X Fiche: 50-000, 84/04/10. 8404130246. 


8404170493 Advises that inadvertent ESF actuation sys 821207 event 
considered isolated case of multiple independent failures. 

Design options to prevent simultaneous recirculation 
actuation signal St safety actuation injection signal listed. 
MEDFORD, M.D. Southern California Edison Co. 84/04/12. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 24059:129. 24X 

Fiche: 50-361, 84/04/12. 8404170493. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brouin 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS & K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114: 161. 24X Fiche: 50-000, 84/04/16, 8404200323. 


T. Hearing transcripts on non-antitrust matters 


8404180336 Transcript of Commission 840403 briefing in Wash ington, DC 
re PORV in C-E plants. Pp 1-74. Supporting documentation ii 
viewgraphs end. 

* Commissioners. 84/04/03. 92pp. 24110: 105. 24X 

Fiche: 50-361, 84/04/03, 8404180336. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees tx 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000,84/04/02, B404020019. 


X. Onsite Storage of Low Level Waste 


8404240149 Summarizes NRC 840413 meeting w/util in Bethesda,MD re NRC 
approval of waste solidification process control program. 
Solidification of Class B wet radwaste will begin wk of 
940416. Solidification waste will be stored onsite. 

MEDFORD, M.O. Southern California Edison Co. 84/04/19. 

KNIGHTON, G W Lice-sin- Branch 3, 2pp. 24164:044. 24X 

Fiche: 50-361 3'i/C4/;‘^. 5fiC42-;0:49. 


DOCKET 50-363 FORKED RIVER NUCLEAR STATION, UNIT 1 


R. Periodic operating reports & related correspondence 


8404090156 Forwards responses to 840307 questions re full-term DL 
conversion environ review. "Effects of Salt Drift on Land 
Dwelling Vertebrates" St "Terrestrial Environ Program Annual 
Rept, Mar 1978 - Feb 1979" end. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/04/02. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 34pp. 22937:296. 24X 

Fiche: 50-000, 84/04/02, 8404090156. 


— 8404090160 "Terrestrial Environ Program Forked River Nuclear Station 
Annual Rept & App,Mar 1978 - Feb 1979. " 

■» General Public Utilities - GPU Service Corp, 79/09/30. 3S5pp. 
22938:057. 24X Fiche; 50-000, 84/04/02, 8404090156. 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 2 
F. Security, medical, emergency 8f fire protection plans 


8404050377 Public version of revised Apps A Se B to Emergency Plan 
Implementing Procedure FNP-O-EIP-8, "Oh-Call Schedule," W/ 
840117 ltr «c JM Felton 840326 release memo. 

HAIRSTON, W. G. , HUDSPETH, J. B. Alabama Power Co. 84/01/17. 7pp, 
22917:333. 24X Fiche; 50-348, 84/01/17, 0404050377. 


8404060140 Rev 9 to Emergency Plan Implementing Procedure FNP~0-EIP-26 
"Offsite Notification. " W/840330 ltr St transmittal form. 

HUDSPETH, J. B. Alabama Power Co. 84/03/30. MCKNIGHT, J. Record 
Services Branch (Document Control Desk). 35pp. 22927:268. 24.X 
Fiche; 50-343, 84/03/30, 8404060140. 


8404090434 Forwards Reg Guide 1. 97 compliance rept, "Instrumentation 
for Light Water Cooled Nuclear Power Plants to Assess Plant 
Sc Environ Conditions During St After Acc iden t, Vol s 1-4," per 
NUREG-0737, Suppl 1. 

CLAYTON, F.L. Alabama Power Co. 84/03/30. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 7pp. 22957:259. 24X 

Fiche: 50-364, 84/03/30, 8404090434. 


— 8404090439 Reg Guide 1.97 compliance rept, "Instrumentation for Light 
Water Cooled Nuclear Power Plants to Assess Plant & Environ 
Conditions During St After Accident- " Vols 1-4. 

* Alabama Power Co. 84/03/30. S25pp, 22957:266. 24X 

Fiche: 50-364, 84/03/30, 8404090434. 


8404090221 Temporary change review/approval of Emergency Plan 
Implementing Procedure GO-EIP-1 1 1 , Rev 5B " Incorp orat i on of 
GEMA as One Agency To Be Notified During Unusual Event by 
Emergency Coordinator. , . . " W/transmi ttal notice. 

* Alabama Power Co. 84/04/02. 3pp. 22940; 158. 24X 

Fiche: 50-348. 84/04/02, 8404090221. 


8404100169 Forwards INPO NuTAC documents used to support control room 
design review program plan per Suppl 1 to NUREG-0737 for 
NRC review. 

CLAYTON, F.L. Alabama Power Co. 84/04/03. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22964:322. 24X 

Fiche: 50-348, 84/04/03. 8404100168. 


— 8404100172 "Control Room Design Review Implementation Guideline. 
* Nuclear Utility Task Action Committee. INPO 83-026 ( NU TAC ) . 
83/07/31. 155pp. 22964:324. 24X Fiche: 50-348, 84/04/03, 

8404100168. 


— 8404100176 "Human Engineering Principles for Control Room Design 
Review. " 

* Nuclear Utility Task Action Committee. INPO 83-036 ( NUTAC ) . 
83/09/30. 164pp. 22965:119. 24X Fi che; 50-348, 84/04/03, 

8404100168. 


— 8404100179 "Control Room Design Review Survey Development Guideline. " 
* Nuclear Utility Task Action Committee. INPO 83-042 (NUTAC ) . 
83/11/30. 241pp. 22965:283. 24X Fiche: 50-348, 84/04/03. 

8404100168. 


— 8404100181 "Control Room Design Review Task Analysis Guideline. " 
* Nuclear Utility Task Action Committee. INPO 83-046 (NUTAC ) . 
83/12/31. 141pp. 22966:164. 24X Fiche: 50-348, 84/04/03, 

8404100168. 


8404100435 Updated Procedure FNP-O-EIP-8, "On-Call Schedule. " W/B40405 
transmittal form. 

HAIRSTON, W. G. Alabama Power Co. 04/04/04. 6pp. 22969:025. 24X 

Fiche: 50-348, 84/04/04, 8404100435. 


8404160074 Procedure FNP-84-0321. "On-Call Schedule." 

HAIRSTON, W. G. Alabama Power Co. 84/04/04. 5pp. 24040:068. 24X 

Fiche: 50-348, 84/04/04, 8404160074. 


8404100085 Forwards revised oversize safety parameter display sys 
implementation plan, per Generic Ltr 82-33 & Suppl 1 to 
NUREG-0737 to minimize mods to existing plant process 
computer <P2500) for data acquisition. Aperture card in PDR. 
CLAYTON, F.L. Alabama Power Co. 84/04/06. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director, 6pp. 22963:208. 24X 

Fiche; 50-348. 84/04/06, 8404100085. 


8404170362 Advises that NRC review of 831212 Rev 8 to radiological 
emergency plan comp lete. P Ian meets stds of 10CFR50. 47(b ) 

St requirements of App E to 10CFR50 St acceptable. 

VERRELLI, D. M. Division of Project St Resident Programs. 84/04/09, 
MCDONALD, R. p. Alabama Power Co. 2pp. 24062:328. 24X 

Fiche: 50-348, 84/04/09, 8404170362. 


8404260121 Discusses status of review St request for interim fire 
protection measures. Guidance on interim measures needed to 
support schedular exemptions end. Response within 30 days 
req.oested. W/o end. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/10: CLAYTON, F. L. 

Alabama Power Co. 4pp. 24221:017. 24X Fi che: 50-348, 84/04/10, 

8404260121. 




8404170011 Forwards IE Safeguards Insp Repts 50-348/84-08 & 
50-364/84-03 on 840326-30. No violations or deviations 
noted. 

VERRELLIi D. M. Division of Project & Res:dnnt “-rjrijr.s 84/04/12. 

MC DONALD j R. P. Alabama Power Co. 2pp. "-'I-- 2-i/ 

Fiche: 50-348, 84/04/12, 8404170011. 


— 8404170010 IE Safeguards Insp Repts 50-348/84-08 50-364/84-08 on 

840326-30. No violations or deviations noted. Major areas 
inspected: site or i en ta t i on, sec ur i ty organization Zt security 
program. Deta i 1 s withheld (ref 10CFR2. 790 & 10CFR73. 21). 

TILLMAN, A, Region 2, Office of Director. 84/04/09. Ip. 
24051:026, 24X Fi c h e : 50-348, 84/04/12, 840417001 1 . 


8404240271 Requests that update to emergency response capability 
integrated implementation plan & schedule be deferred until 
Nov 1984 to more accurately refine schedule milestones & 
provide greater level of scheduled activity detail. 

CLAYTON, F. L. Alabama Power Co. 84/04/19. VARGA, S, A. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24165:349. 24X 

Fiche: 50-348, 84/04/19, 8404240271. 


8404240445 Rev 6 to GO-EIP-111, "Corporate Activation & Notification 
Procedures." W/840420 Itr. 

MUDD, C.H. Alabama Power Co. 84/04/20. 46pp. 24180:014. 24X 

Fiche: 50-348, 84/04/20, 8404240445. 


H, General correspondence 


8404190206 Requests that LB Lewis replace RA Thomas on mailing list. 
CLAYTON, F. L. Alabama Power Co. 84/04/16. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. Ip, 24094:031. 24X 

Fiche: 50-348, 84/04/16, 8404190206. 


8404250131 Requests LB Long be substituted for RA Thomas on all 
corresp ondence. Corrected copy, 

CLAYTON, F. L. Alabama Power Co, e4/04/i6, VARGA, S A. Office of 

Nuclear Rr.'« 3 cii:“ Ri- ,■ «.■ 1 j : r r. . Dii-uctor, Ip. 24192:211. 24 X 

Fiche: 50-.'i J 8 . r' / C4 / : 50 ! 3 : 


P, Operating license stage documents correspondence 


8404060434 Forwards 830801 SER re reactor trip breaker (RTB) issue to 
assist in review of reactor protection sys DS 416 RTBs. 

REEVES, E. A. Operating Reactors Branch 1. 84/03/19. CLAYTON, F. L 

Alabama Power Co. 2pp, 22935: 173. 24X Fi che: 50-000, 84/03/19, 

8404060434. 


.Q404060437 Safety evaluation re reactor trip breaker issue. Continued 
operation supported, 

* Office of Nuclear Reactor Regulation, Director, 83/08/01. 

45pp. 22935:176, 24X F i c h e ; 50-000, 84/03 / 19, 8404060434. 


0404110468 Summary of 840308 meeting u/util in Bethesda,MD re proposed 
licensing amend schedules for 1984. List of attendees end, 

REEVES, E. A, Operating Reactors Branch 1, 84/03/23. Operating 

Reactors Branch 1. 5pp. 24004:315. 24X F i c h e : 50— 348, 04/03/23, 

8404110468. 


8404050297 Responds to 840321 & 22 requests for supplemental info re 
river uater/diesel generator testing Tech Spec change 
request. Real ignment of electrical loads unnecessary i< 
realignment proposed in 840302 Itr will not be implemented. 

CLAYTON, F, L, Alabama Power Co. 04/03/27. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22899:173. 24X 

Fiche: 50-348, 84/03/27, 8404050297, 


8404090354 Application for amend to Licenses NPF-2 8, NPF-8, chang ing 
Tech Specs to increase fuel enrichments. 

CLAYTON, F, L, Alabama Power Co, 84/03/30. VARGA, S. A, Office of 
Nuclear Reactor Regulation, Director. 2pp, 22942:193. 24X 

Fiche: 50-348, 84/03/30, 8404090354, 


— 0404090358 Proposed Tech Specs increasing fuel enrichment 
* Alabama Power Co. 84/03/30. 5pp. 22942: 195. 24X 

Fiche: 50-348, 84/03/30, 8404090354. 


— 8404090364 "Summary Rept, Nuclear Criticality Reanalysis for 4,3 W/o 
Fuel in New Fuel Storage Rack, " 

SMOLINSKE, K. M. , GROW, R. L. , GOURNELOS, D. T. Control Data Corp. UAI 
84-17 ROl. 84/03/21, 24pp, 22942:200. 24X Fiche: 50-348, 

84/03/30, 8404090354. 


8404100483 Informs that info presented by Westinghouse Owners Group 
in repts, "Evaluation of Alternate Reactor Coolant Pump 
Trip Criteria" & "Justification of Manual Reactor,..," 
provides response to Generic Ltr S3-10D TMI Item 11. K. 3. 5, 
CLAYTON, F.L. Alabama Power Co. 04/04/03. VARGA, S, A. Office of 
Nuclear Reactor Regulation, Director. 3pp. 22969:044. 24X 

Fiche; 50-348, 04/04/03, 8404100483. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of p Ian t-sp ec i f i c bac k f i tt i ng , Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/04, Consolidated 
Edison Co. of New York, Inc. 20pp. 24066: 264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404230070 Advises that analyses described in 831130 submittal of 
safety parameter display sys safety analysis S, 
implementation plan inadequate in satisfying critical safety 
function requirements Addl info required. 

VARGA, S. A. Operating Reactors Branch 1. 84/04/04. GLAYTONi F. 1 

Alabama Power Co. 4pp. 24187:177. 24X Fi c he : 50-348, 84/04/04, 

8404230070, 


8404100453 Forwards listing of NUREG-0737 action items requiring NRC 
approval, per 840302 r eque s t . Ac t i on Items 1 1 . F. 2 II.K. 3. 31 
will require addl submi t ta 1 s, p er util 830310 &. 840210 Itrs. 

Final resolution of issues may not be reached by Sept 1984, 
CLAYTON, F. L. Alabama Power Co. 84/04/06. VARGA, S. A. Office of 
Nuclear Rracto- Ro- ul i . Director. 9pp. 22969:013. 24X 

Fiche: 50-l'‘‘-5 . c'- Z • ■' 0.-,, rj- C ' 0 v 


S404260124 Forwards "Synopsis of Issues Associated w/NUREG-0612 " for 
control of heavy i oad s, Resp onse to listed concerns requested 
within 30 days of ltr receipt 

VARGA, S. A. Operating Reactors Branch 1, 84/04/09, CLAYTON, F. L. 

Alabama Power Co. 13pp. 24221:004. 24X F i ch e • 50-348, 84/04/09, 

8404260124. 


8404180390 Application to amend Licenses NPF-3 h. NPF-8, c hang ing Tech 
Specs to standardize both unit Tech Spec formats for testing 
reactor coolant pressure isolation valves S', defining 
allowable leakage criteria per NRC guidance. 

CLAYTON, F. L. Alabama Power Co. 84/04/10, VARGA, S A. Office of 
Nuclear Reactor Director. 2pp. 24076.302. 24X 

Fiche: 50-348, 2-/:..«:/ : 3- : ■ .‘H'-y*-. 


— 8404180391 Proposed Tech Sp ec s , stand ard i z i n g both unit formats for 
testing reactor coolant pressure isolation valves & defining 
allowable leakage criteria per NRC guidance. 

* Alabama Power Co, 84/04/10. 9pp. 24076:304, 24X 

Fiche: 50-348, 84/04/10, 8404180390. 


8404300051 Forwards corrected pages to 831230 Amends 37 S* 27 to 
Licenses NPF-2 tt. NPF-8, respectively, correc t ing typographical 
errors, 

REEVES, E. A, Operating Reactors Branch 1, 84/04/10. CLAYTON, F. L. 

Alabama Power Co. 4pp. 24253:210. 24X Fi che : 50-348, 84/04/10, 

8404300051. 


— 8404300057 Corrected pages to Amends 37 S, 27 to Licenses NPF-2 2< 
NPF-8, respectively. Typographical errors corrected. 

* Office of Nuclear Reactor Regulation, Director. 83/12/30, 
10pp. 24253:214. 24X Fi c h e : 50-348, 84/04/ 10, 8404300051 . 


8404200045 Notification of 840425 meeting w/util in Bethesda,MD to 
discuss util request for exemption from 10CFR20 re use of 
radioiodine canisters 

REEVES, E. A. Operating Reactors Branch 1, 84/04/11. VARGA, S. A 

Operating Reactors Branch 1. 2pp. 24160: 318. 24X 

Fiche: 50-340, 84/04/11, 8404200045. 


Q. Inspection reports, IE Bulletins ?< correspondence 


8404170241 Forwards IE Insp Repts 50-348/84-06 tf. 50-364/84-06 on 
840221-24. No violations or deviations noted. 

VERRELL I, D. M, Division of Project & Resident Programs 84/03/27. 
MCDONALD, R, P. Alabama Power Co. 2pp. 24054:101. 24X 

Fiche: 50-348, 84/03/27, 8404170241. 


■8404170249 IE Insp Repts 50-348/84-06 tt 50-364/84-06 on 840221-24. No 
violations or deviations noted. Major areas inspected; 10CFR61 
implementation, debris removal from reactor cavity during 
Unit 1 refueling outage, plant tour & Unit 2 outage. 

WEDDINGTQN, R, E. Region 2, Office of Director, BARR, K. P. Division 
of Engineering Operational Programs. 84/03/20. 8pp. 24054:103. 
24X Fiche: 50-348, 84/03/27, 8404170241. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency, " Svc list 
encl. 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin," Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co, of New 

York, Inc. S5pp. 22892 145, 24X Fiche: 50-000, 84/03/28, 8403140241. 
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8403140247 IE Info Notice 84-22. “Deficiency in COMSIP. Inc Std Bed 
Catalyst. “ Svc list end. 

JORDAN. E. L. Division of Emergency: Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co, of New 

York. Inc. 126pp. 22892:231. 24X Fic he: 50-000. 84/03/29. 8403140247. 


8403140259 IE Info Notice 84-24. “Physical Qualification of Individuals 
to Use Respiratory Protective Devices " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000. 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23. "Results of NRC-Sp onsored 
Qua 1 i f i cati on Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp. 24066:164. 24X Fiche: 50-000. 84/04/05. 8403140263. 


8404170011 Forwards IE Safeguards Insp Repts 50-348/84-08 & 
50-364/84-08 on 840326-30. No violations or deviations 
noted. 

VERRELLI. D. M. Division of Project 5< Resident Programs. 84/04/12. 
MCDONALD. R. P. Alabama Power Co. 2pp. 24051:024, 24X 

Fiche: 50-348,84/04/12. 8404170011. 


—8404170018 IE Safeguards Insp Repts 50-348/84-08 it 50-364/84-08 on 
840326-30. No violations or deviations noted. Major areas 
inspected; site or ientat i on. secur i ty organization & security 
program. Details withheld (ref 10CFR2. 790 & 10CFR73. 21). 

TILLMAN. A. Region 2. Office of Director. MCGUIRE. D. R. Division 
of Emergency Preparedness & Materials Safety. 84/04/09. Ip. 
24051:026. 24X Fi ch e: 50-348. 84/04/12, 840417001 1 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche; 50-000. 84/04/1 6. 8403140271. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees," Svc list end 
GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche; 50-000. 84/04/16. S40314027S. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end, 

GRACE. J. N. Division of C3A. Safeguards & Inspection Programs (Post 
830103), 84/04/17, Consolidated Edison Co. of New York. Inc. 

86pp. 24163:205, 24X Fiche; 50-000. 84/04/1 7, 8403140273, 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

a9pp. 24163:292. 24X Fiche: 50-000. 84/04/1 7, 8403140277. 


84031402S0 IE Info Notice 84-29. "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end, 

JORDAN. E. L, Division of Emergency Preparedness Engineering 
Response (Post 630103). 84/04/17. Consolidated Edison Co. of New 

York. Inc, 129pp. 24188:237. 24X Fiche. 50-000. 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:001. 24X Fiche; SO-OOQ. 84/04/18. 8403140234. 


8403140286 IE Info Notice 84-31. "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8( Seal Set, " Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post S30103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119. 24X Fiche: 50-000. 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger !i Pipe 
Hanger Damage, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co, of New 

York, Inc. 119pp. 24195:343. 24X Fiche; 50-000. 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i< Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fiche: 50-000. 84/04/20. 8404160130. 


S. Reportable occurrences. LERs & related correspondence 


8404200141 Forwards technical review rept, "Failures of Containment 
Air Monitors at Farley 1 & 2. " No AEOD action planned since 
failures do not jeopardize licensee ability to detect RCS 
leakage. due to use of redundant sys. 

ZUKOR. D. J. Reactor Operations Analysis Branch. 84/03/20. 

SEYFRIT, K. V. Reactor Operations Analysis Branch. 2pp. 24156:255. 
24X Fiche: 50-348. 84/03/20. 8404200141. 


— 8404200143 "Failures of Containment Air Monitors at Farley 1 & 2. " 
technical review rept. 

ZUKOR. D. Director's Office. 84/03/21. 5pp, 24156:257. 24X 

Fiche: 50-348. 84/03/20, 8404200141. 


8404240303 LER 84-002-02; on 840123. hourly firewatch patrol in Train B 
auxiliary bldg battery charger room not per"formed during 
1300-1400 1400-1500 h. Caused by personnel error. 

Individual counseled. W/840419 Itr. 

HAIRSTON. W. 0. . CLAYTON, F. L. AlabamaPower Co. 84/04/19. 3pp. 
24165: 142. 24X Fiche: 50-364, 84/04/19, 8404240303. 


8404240385 LER 84-004-00: on 840327. reactor tripped from 100% power due 
to power range neutron high flux negative rate. Caused by 
control rods dropping into core due to voltage surge caused 
by severe lightning. Power supplies reset. W/840419 Itr. 

HAIRSTON. W. G. . CLAYTON. F, L. AlabamaPower Co. 84/04/19, 3pp. 
24183:085. 24X Fiche: 50-364, 84/04/19, 8404240385. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds, " Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York. Inc, 21pp. 24066: 297. 24X 

Fiche; 50-000, 84/04/02. 8404020019. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8404050372 Public version of revised emergency plan implementing 
procedures, including Procedures HNP-803B re waste 
classif ication & manifest reporting & HNP-8042 re 
radiological work practices. W/8401 13 ltr & 840326 memo. 

SORRELL, E. C. . NIX, H. C. Georgia Power Co. 84/01/13. 80pp, 

22912:156. 24X Fiche: 50-321, 84/01/13, 8404050372. 


8404020177 Public version of Rev 7 to Emergency Plan Implementing 
Procedure HNP-SIOI. "Teletector Model 6112B/D Operation S< 
Calibr. " W/840126 ltr & JM Felton 840322 release memo. 

SORRELL. E. C. . BARTLETT, D. Georgia Power Co. 84/01/20. ISpp. 
22875:335. 24X Fi che: 50-321, 84/01/20, 8404020177. 


8404050186 Public version of transmittal 8< title page to deleted 
emergency plan implementing procedures. inc 1 ud ing Procedure 
HNP-8031 re determination of specific activity of spent 
resin & curie contents of 1 iner. W/840126 ltr St 840322 memo. 
SORRELL, E.C. Georgia Power Co. 84/01/26, 6pp. 22927:328. 24X 

Fiche: 50-321. 84/01/26. 8404050186. 


8404110190 Summary of 831130 meeting w/util in Bethesda.MD re proposed 
schedule for implementing App R requirements. Viewgraphs 
end. 

RIVENBARK. G. Operating Reactors Branch 4. 84/03/26. Operating 

Reactors Branch 4. 10pp. 24007:318. 24X Fi c h e : 50-321 . 84/03/26. 

8404110190. 


8404170410 Forwards IE Insp Repts 50-321/84-10 tt 50-366/84-10 on 
840221-0320. No violations or deviations identified 
DANCE. H. C. Division of Project 8< Resident Programs. 84/03/27. 
KELLY.R.J. Georgia Power Co. 2pp. 24063:026. 24X 

Fiche: 50-321. 84/03/27, 8404170410. 


—8404170415 IE Insp Repts 50-321/84-10 «< 50-366/84-10 on 840221-0320. No 
violations & deviations identif ied. Major areas inspected; 

Tech Spec comp liance, operator p #r f ormanc e , overa 1 1 plant 
operations. QA practices ic security procedures. 

CRLENJAK. R. V. Region 2, Office of Director. 84/03/23. 4pp. 
24063:028. 24X Fiche: 50-321, 84/03/27. 8404170410. 


8404200118 Rev 5 to Emergency Procedure HNP-4527. "Alert - Security 
Force. " W/S40412 ltr, 

NIX.N.i SORRELL. E. C. Georgia Power Co, 84/04/04. 7pp. 24118:112. 
24X Fiche: 50-321. 84/04/04. 8404200118. 
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8404110305 Revised emergency procedures# inc lu ding Rev 16 to Procedure 
HNP-8005 re radiation contamination control. Rev O to 
procedure HNP-8039 re waste classif ication & Rev 5 to 
Procedure HNP-8014. W/840406 Itr. 

SORRELL. E.C. Georgia Power Co. 84/04/06. 76pp. 22985:044. 24X 

Fiche: 50-321. 84/04/06, 8404110305. 


8404200206 Forwards BJ Clack 840123 & 0319 requests to exercise options 
in 44CFR350 to clarify 840302 Itr re request for exemption 
from 10CFR50, App E. Request based on issuance of FEMA 831028 
final rept re 831013 emergency exercise. 

OUCWA. L.T. Georgia Power Co. 84/04/13. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. 4pp. 24117:064. 24X 

Fiche: 50-321. 84/04/13. 9404200206. 


8404200224 Revised emergency procedures, inc lu d ing Rev 2 to Procedure 
HNP-2— 4205 re turbine lube oil reservoir oil fire, Rev 2 to 
Procedure HNP-2-4206 re turbine lube oil conditioner 
storage fire & Rev 4 to Procedure HNP-1-4205. W/840416 Itr. 

SORRELL, E.C. Georgia Power Co. 84/04/16. 61pp. 24114:089. 24X 

Fiche; 50-321. 84/04/16, 8404200224. 


8404270053 Deleted emergency plan implementing procedures, including 
Procedures HNP-4325 re radiological event - security force 
& HNP-4812 re emergency exposure g u i d el ines . W/840424 Itr. 

ROGERS, W. H. , GREENE. T., SORRELL, E. C. Georg ia Power Co. 84/04/24. 
70pp. 24218:001. 24X Fi c h e : 50-321 . 84/04/24. 8404270053. 


P. Operating license stage documents correspondence 


8404030010 Discusses util request that completion date for NUREG-0737. 
Item II. B. 3 re post-accident sampling sys be extended to 
840801. Util adequately justified delay in meeting 831201 
completion date. Proposed extension reasonable i< acceptable. 

EISENHUT. D. G. Division of Licensing. 84/03/08. BECKHAM, J. T. 
Georgia Power Co. 4pp. 22888.223. 24X Fi che: 50-321. 84/03/08, 

8404030010. 


8404040219 Forwards request for addl info re proposed amend to Tech 
Specs on snubber survei 1 lance. Proposed Tech Specs 
unacceptable due to deviations. w/o sufficient justification, 
from STS. Info requested within 45 days. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/19. BECKHAM. J. T. 

Georgia Power Co. 4pp. 22911:009. 24X Fi che : 50-321. 84/03/19, 

8404040219. 


8404050328 Advises of correction to 840125 SER re Mark I containment 
long-term program structural review. SER should indicate 
that mods on torus attached piping in process of being 
completed. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/19. BECKHAM, J T. 

Georgia Power Co. 2pp. 22918:294. 24X Fi c h e : 50-321, 84/03/19, 

8404050328. 


8404030386 Forwards response to 840223 request for addl info re 
proposed programs for inservice pump & valve testing. 

OUCWA, L. T. Georgia Power Co. 84/03/26 STOLZ, J. F. Operating 
Reactors Branch 4. 6pp. 22863:050. 24X F i c h e : 50-321 , 84/03/26, 
8404030386. 


8404110240 Summary of 840207 meeting w/util in Bethesda.MD re 
organization changes it related Tech Spec changes. 

RIVENBARK, G. Operating Reactors Branch 4. 84/03/26. Operating 

Reactors Branch 4. 3pp. 24025:004. 24X F iche : 50-321, 84/03/26, 

8404110240. 


8404130436 Summary of 840111 meeting w/util 8< Bechtel re requested 
schedule extension for NUREG-0737, Item II. B. 3, "Post- 
Accident Sampling Sys." Viewgraphs end. 

RIVENBARK, 0. Operating Reactors Branch 4. 84/03/26. Operating 

Reactors Branch 4. 39pp. 24045:206. 24X Fi che: 50-321, 84/03/26, 

8404130436. 


8404170260 Summary of 840214 meeting w/utils, Bechtel !< INEL re environ 
qual if icat ion of equipment. 

RIVENBARK, G. Operating Reactors Branch 4. 84/03/26, Operating 

Reactors Branch 4. 49pp. 24093:205. 24X Fi c h e : 50-321, 84/03/26, 

8404170260. 


8404130347 Forwards Amend 36 to License NPF-5 safety eva luation. Amend 
extends time period for operation w/one inoperable LPCI 
invertor. 

RIVENBARK, G. Operating Reactors Branch 4. 84/03/27. BECKHAM, J. T. 

Georgia Power Co. 3pp. 24036:051. 24X Fi che: 50-366. 84/03/27, 

8404130347. 


— 8404130353 Amend 36 to License NPF-5, extend ing time period for 
operation w/one inoperable LPCI invertor. 

STOLZ, J, F. Operating Reactors Branch 4. 84/03/27. 5pp. 

24036: 054. 24X Fiche; 50-366, 84/03/27, 8404130347. 


— 8404130357 Safety evaluation supporting Amend 36 to License NPF-5. 

* Office of Nuclear Reactor Regulation, Director. 84/03/27. 2pp. 
24036:059. 24X Fi che : 50-366. 84/03/27. 8404130347. 


8404190241 Forwards Rev 1 to NUTECH Rept, "Design Rept for Weld Overlay 
Repairs & Flaw Evaluations in Recirculation it RHR Sys. " 

GUCWA, L. T. Georgia Power Co. 84/03/29. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp. 24104:151. 24X Fiche: 50-366, 84/03/29, 
8404190241. 


— 8404190247 Rev 1 to "Design Rept for Weld Overlay Repairs ie Flow 
Evaluations in Recirculation & RHR Sys. " 

GUSTIN, H. L. , CHARNLEY, J. E. , MCINNES, I. D. NUTECH Engineers, Inc. 
GPC-07-102 ROl. 83/03/19. 103pp. 24104:153. 24X 

Fiche: 50-366, 84/03/29, 8404190241. 


8404060122 Discusses 840214 meeting w/NRC re ongoing program developed 
for qua lif ication of electrical equipment. Central 
qualif ication documentat i on file & master list of all 
equipment estab 1 i sh e d . Rep t on methodology used end. 

GUCWA, L. T. Georgia Power Co. 84/03/30. STOLZ, J. F. Operating 
Reactors Branch 4. 57pp. 22927:155. 24X Fi c h e : 50-321 , 84/03/30, 

8404060122. 


8404060079 Notifies of potential problem re 10CFR50. 49 equipment 
qualif ication dead 1 ine. Qua 1 i f i cat i on testing program for 
PYCO resistance temp detectors & qualification of valve 
motor operators could require extensions. 

GUCWA, L.T. Georgia Power Co. 84/04/03. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp. 22920:012. 24X Fiche: 50-321, 84/04/03, 

8404060079. 


8404100144 Forwards hardware descriptions ?< drawings submitted in 
support of review of 840206 application for amends to 
Licenses DPR-57 it NPF-5 re APRM. Revised Pages 1-4 end. W/o 
drawings. 

GUCWA, L.T. Georgia Power Co. 84/04/03. STOLZ, J. F. Operating 
Reactors Branch 4. 5pp. 22967:169. 24X F i c h e : 50-321 , 84/04/03, 

8404100144. 


8404100202 Application for amend to License NPF-5, revising Tech Specs 
to add new fuel type MAPLHGR curve i< change min critical 
power ratio curves for 8x8R it PSxSR fuel to support Reload 4 
core design it allow Hybrid I control rod operation. 

BECKHAM, J.T. Georgia Power Co. 84/04/03. STOLZ. J. F. Operating 
Reactors Branch 4. 9pp, 22963:021. 24X Fiche: 50-366, 84/04/03. 

8404100202. 


— 8404100205 Proposed Tech Specs adding new fuel type MAPLHGR curve & 
changing min critical power ratio curves for 8x8R 8c PSxSR 
fuel to support Reload 4 core design Sc allowing Hybrid I 
control rod assembly operation. 

* Georgia Power Co. 84/04/03. 13pp. 22963:030. 24X 

Fiche: 50-366, 84/04/03. 8404100202. 


8404100385 Application for amend to License NPF-5, revising 840123 
request for Tech Spec changes to support analog transmitter 
trip sys insta 1 lat i on. Me th od ol og y for significant hazards 
reviews changed. Revi sed review end. 

OUCWA, L. T. Georgia Power Co. 84/04/03. STOLZ. J. F, Operating 
Reactors Branch 4. 16pp. 22968:065. 24X Fiche: 50-366. 84/04/03. 

8404100385. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT. D, 0. Division of Licensing, 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04. 8404040256. 


8404240539 Notifies that Class III i< I fees will be refunded, per 840206 
withdrawal of 831228 Tech Spec change request to allow plant 
operation w/o forced rec ir cu lati on flow. 

MILLER, W. 0. License Fee Management Branch. 84/04/11. BECKHAM, J. T. 
Georgia Power Co. Ip. 24196:356. 24X Fi c he: 50-321, 84/04/1 1 , 

8404240539. 


B404250185 Summary of 840328 meeting w/util i>. GE re average power range 
monitor it rod-block monitor Tech Spec improvements program. 

Meeting attendees list, agenda it viewgraphs end. 

RIVENBARK, G. Operating Reactors Branch 4. S4/04/12. Operating 

Reactors Branch 4. 39pp. 24214:060. 24X Fiche: 50-321, 84/04/12, 

8404250185. 


8404300199 Forwards SER re BWR Owners Group 810331 feasibility study 
it evaluation of various actions ?< mods which might reduce 
challenges it failures of relief valves to achieve objectives 
of NURE0-0737i Item 1 1. K. 3, 16. Up dated response requested. 

STOLZ, J.F. Operating Reactors Branch 4, 84/04/12. BECKHAM, J. T. 

Georgia Power Co. 13pp. 24233:352. 24X Fiche: 50-321, 04/04/12, 

8404300199. 
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8404200284 Revised application for amend to Licenses DPR-57 it NPF-5i 
changing Tech Specs re transversing in-core probe sysi 
hydrogen St oxygen p ost-accident monitoring & HPCI St RCIC. 

OUCWA, L. T. Georgia Power Co. 84/04/16. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp, 24115:321. 24X Fiche: 50-321 . 84/04/16# 

8404200284. 


— 8404200286 Revised proposed Tech Spec re transversing in-core probe 
sys# hydrogen & oxygen post-accident monitoring St HPCI St 
RCIC. 

* Georgia Power Co, 84/04/16. 5pp. 24115:323. 24X 

Fiche: 50-321- 84/04/16- 8404200284. 


Q, Inspection reports- IE Bulletins St correspondence 


8404060108 Forwards IE Insp Rept 50-366/83-23 on 830714-16. Enforcement 
action addressed in O^Reilly 831227 Itr. 

LEWIS-R.C. Division of Project St Resident Programs. 83/12/27. 

KELLY, R.J. Georgia Power Co. 2pp. 22927:089. 24X 

Fiche: 50-366- 83/12/27- 9404060108. 


—8404060111 IE Insp Rept 50-366/83-23 on 830714-16. Violati ons noted: 
failure to provide second person to verify compliance of rod 
pattern w/rod worth minimizer inoperable. 

PANCIERA-V. . CRLENJAK, R. V. , HOLMES-RAY- P. Region 2- Office of 
Director. 83/12/27. 5pp. 22927:091. 24X Fiche: 50-366- 83/12/27, 

84040601 OB. 


8404060145 Responds to IE Bulletin 83-07. No components mfg by Ray 
Miller- Inc installed in safety— related sys or in stock at 
facility. List of component suppliers end. 

BECKHAM, J. T. Georgia Power Co. 84/03/21. 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp. 22927:064. 24X Fiche: 50-321, 84/03/21, 

8404060145. 


8404170504 Forwards IE Insp Repts 50-321/84-06 it 50-366/84-06 on 
840227—0302. No violations or deviations noted. 

DANCE-H. C, Division of Project St Resident Programs, 84/03/23. 
KELLY, R.J. Georgia Power Co. 2pp. 24058:204. 24X 

Fiche: 50-321- 04/03/23, 8404170504. 


— 8404170512 IE Insp Repts 50-321/84-06 St 50-366/84-01 on 840227-0302. No 
violations or deviations noted. Major areas inspected: p lant 
water chemistry 8< inservice testing of pumps Sc valves, 

ROSS- W. vl. Region 2- Office of Director. BLAKE- J. J. Division of 
Engineering S< Operational Programs. 84/03/21. 14pp. 24058:206. 

24X Fiche; 50-321- 84/03/23- 8404170504. 


8404170265 Forwards IE Insp Repts 50-321/84-09 St 50-366/84-09 on 
840307-09. No violations or deviations noted. 

DANCE, H.C. Division of Project St Resident Programs. 84/03/26 
KELLY, R. J. Georgia Power Co. 2pp. 24056: 249. 24X 

Fiche: 50-321- 84/03/26- 8404170265. 


— 8404170269 IE Insp Repts 50-321/84-09 S< 50-366/84-09 on 840307-09. No 
violations or deviations noted. Major areas inspected: 
exposure control St records, radiological controls for Unit 2 
outage & radiation worker training. 

WEDDINGTON- R. E, Region 2, Office of Director. BARR. K. P. Division 
of Engineering S< Operational Programs. 84/03/23. 5pp, 24056:251 
24X Fiche: 50-321-84/03/26,8404170265. 


8404170410 Forwards IE Insp Repts 50-321/84-10 St 50-366/84-10 on 
840221-0320. No violations or deviations identified. 

DANCE-H. C. Division of Project Sc Resident Programs, 84/03/27, 
KELLY, R.J. Georgia Power Co. 2pp. 24063:026. 24X 

Fiche: 50-321, 84/03/27, 9404170410. 


— 8404170415 IE Insp Repts 50-321/84-10 Sc 50-366/84-10 on 840221-0320. No 
violations St deviations identif ied. Ma jor areas inspected: 

Tech Spec comp liance, operator p erf or/nance- overall plant 
operations- QA practices St security procedures, 

CRLENJAK- R. V. - HOLMES-RAY, P. Region 2, Office of Director. 
PANCIERA-V, Division of Project St Resident Programs. 84/03/23. 

/03/27, 8404170410. 


1-366/84-08 on 


8402090047 IE Info Notice 84-05- Rev 1, "Exercise Freq[usncy. " Svc list 
end. 

JORDAN- E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. ISSpp. 22933:122. 24X Fiche; 50-000, 84/03/2B, 8402 090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN- E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. S5pp. 22892:145. 24X Fiche: 50-000- 84/03/28- 8403140241. 


8403140247 IE Info Notice 84-22- "Deficiency in COMSIP- Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN- E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fic he; 50-000, 84/03/29, 8403140247. 


8404170369 Forwards response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Undervoltage Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Breaker 
design info will be forwarded 90 days from Itr date. 

BECKHAM- J.T. Georgia Power Co. 84/04/02. 0 'REILLY, J. P. Region 2, 

Office of Director. 5pp. 24062:202. 24X Fi ch e : 50-321 . 84/04/02- 

8404170369. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche; 50-000- 84/04/05- 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN- E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York- Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05- 8403140263. 


8403140271 IE Info Notice 84-26- "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

(5RACE- J. N. Division of QA- Safeguards & Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York- Inc. 

86pp, 24189:001, 24X F i c he. 50-000, 84/04/1 6- 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J, N. Division of QA- Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York- Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE- J.N. Division of QA- Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York- Inc. 

S6pp. 24163:205. 24X Fi c h e ; 50-000, 84/04/1 7- 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA- Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York- Inc. 

89pp, 24163: 292. 24X Fiche; 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 84—29- "GE Magne-Blast Circuit Breaker 
Problems. *' Svc list encl, 

JORDAN- E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York- Inc, 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140230. 


0403140284 IE Info Notice 84-30, "Di screpanc i es in Recordkeeping it Mat! 
Defects in Bahnson HVAC Units. *' Svc list encl. 

JORDAN- E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche; 50-000, 84/04/18- 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Robber Seals 
Sc Seal Set. " Svc list end. 

JORDAN- E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. X17pp, 24188:119. 24X Fiche: 50-000, 04/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Sc Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche; 50-000, 84/04/18- 8404130404. 
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6404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc, 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20. 8404160130. 


R. Periodic operating reports & related correspondence 


8404030258 "Annual Environ Surveillance Rept,CY83. " W/840330 Itr. 
NIX.H. C. Georgia Power Co, 83/12/31. 175pp. 22850:001, 24X 

Fiche: 50-321 , 83/ 12/31 . 8404030258. 


8404160138 Monthly operating repts for Mar 1984, W/S40410 Itr. 

MCBAY, M. G. . NIX, H. C. Georgia Power Co, 84/03/31. 17pp. 24040:153. 

24X Fiche: 50-321. 84/03/31, 8404160138. 


S. Reportable occurrences, LERs 8< related correspondence 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp th erma l-magneti c 
circuit breakers calibr for 40 C svc, 

EMPEY. D.C. Rockwell International Corp, 83/05/27, COLLINS. J. T. 
Region 4, Office of Director. 6pp. 24054:330, 24X 

Fiche: 50-000, 83/05/27. 8404170427. 


8404120377 Forwards comments re proposed AC writeup for through-wall 
crack in vent header inside QWR containment torus, 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 
84/03/29, HELTEMES, C, J, Director 's Of fi ce 7pp. 24034:340. 24X 

Fiche: 50-366. 84/03/29, 8404120377, 


— 8404120380 Forwards draft Commission paper FR notice re potential AO 
pertaining to through-wall crack in vent header inside torus 
of facility. 

HELTEMES, C. J. Director's Office. 84/03/14. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. MINOGUE. R. B. Office of 
Nuclear Regulatory Research, Director. DEYOUNG, R. C. Director's 
Office. Office of Inspection and Enforcement. 9pp. 24034:347. 

24X Fiche: 50-366. 84/03/29. 8404120377. 


8404060286 Final Part 21 rept re Limitorque motor defect encountered 
during failure of Model SMB-4 to close saf ety-related valves 
on 830602 It 0803. Mods performed per vendor recommendations 8< 

INPO Procedure PMP2-2G-25. Rev OB. 

BECKHAM. J.T. Georgia Power Co. 84/03/30. DEYOUNG, R, C. Director's 
Office, Office of Inspection and Enforcement. 3pp. 22929:355. 24X 

Fiche: 50-366. 84/03/30. 8404060286. 


8404170008 Forwards summary of 840323 meeting in Region II ofc re 
feedwater noxzle crack indications & corrective action 
necessary for future operat ion. Meeting beneficial & provided 
for mutually better understanding, List of attendees encl. 

LEWIS. R.C. Division of Project & Resident Programs. 84/04/09. 
KELLY, R.J, Georgia Power Co. 3pp. 24051:019. 24X 

Fiche: 50-366, 84/04/09. 8404170008, 


Q404260414 Part 21 rept re presence of thread -1 oc k ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. G. General Electric Co. 84/04/13. DEYOUNG. R C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13. 8104260414, 


8404300185 Notifies that matl defects discovered during 820819 initial 
receipt insp of four Crane Co 10-inch gate valve replacement 
discs. Delivery of subj items refused & items returned to 
vendor. Evaluation encl. 

OUCWA, L.T. Georgia Power Co. 84/04/13. DEYOUNG. R. C. Director's 
Office. Office of Inspection and Enforcement. 3pp. 24225:086. 24X 

Fiche: 50-321, 84/04/13. 8404300185. 


8404300133 LER 84-008-00; on 840215 & 0327. turbine bldg area temp FTS^C 
Procedure HNP-2-3725 inadequate in meeting monthly St 10- 
month channel calibr requirement. Caused by personnel error, 
procedure HNP-2-3725 revised. W/040425 Itr. 

TIPPS.S.B., NIX.H.C, Georgia Power Co. 04/04/25. 3pp. 24225:230. 
24X Fiche: 50-366. 84/04/25. 8404300133. 


8404300200 Revised LER 84-001-02: on 040203, dur ing insp of torus 
interior, fracture in 54-inch vent header detected, Caused by 
matl being subj to temp below NDTT, Vent header repaired 8f 
procedure changes *</or sys mods mad e. W/840426 Itr. 

TIPPS, S. B. , NIX, H. C. Georgia Power Co. 84/04/26. 5pp. 24234:001. 
24X Fiche: 50-366, 84/04/26, 8404300200. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing, 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019, 
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F. Security, medical, emergency & fire protection plans 


8404050407 Forwards public version of Amend 9 to emergency plan.W/o 
encl.W/JM Felton 840323 release memo 

MARSHALL. J. R. Arkansas Power & Light Co. 83/12/12. COLLINS. J. T. 
Region 4. Office of Director. 2pp. 22932:220. 241 

Fiche: 50-313. 83/12/12. 8404050407, 


8404050428 Public version of Amend 10 to emergency plan re min staffing 
requirements. W/840120 ltr 8< JM Felton 840326 release memo. 

MARSHALL. J. R. Arkansas Power & Light Co. 84/01/20. EISENHUT. D. G. 
Office of Nuclear Reactor Regulation. Director, 3pp. 22932:337. 

24X Fiche: 50-313. 84/01/20. 8404050428. 


8404050387 Public version of revised emergency plan implementing 
proc edur es. inc 1 ud ing Procedure 1904.06 re radiological 
plume tracking. W/840228 transmittal form 840323 memo. 

LEVINE, J. M. Arkansas Power & Light Co. 84/02/28. 151pp. 

22917:086. 24X Fiche: 50-313. 84/02/28. 8404050387. 


8404050413 Public version of Rev 7 to Emergency Plan Implementing 
Procedure 1093.30, "Plant Evacuation. " W/S40309 transmittal 
form i( JM Felton 840323 release memo. 

LEVINE, J. M. Arkansas Power & Light Co. 84/03/09. 4pp. 22932:212. 
24X Fiche; 50-313, 84/03/09. 8404050413. 


8404130140 Public version of Rev 12 to Emergency Plan Implementing 
Procedure 1617.098. "Orion Model 1610 Boron/PH Analyzer Site 
Acceptance Test, " W/840314 transmittal form 5< JM Felton 
840404 release memo. 

LEVINE. J. M. Arkansas Power & Light Co. 84/03/14. 13pp. 24049:144, 

24X Fiche; 50-313, 84/03/14. 8404130140. 


8404130129 Public version of Rev 3 to Emergency Plan Implementing 
Procedure 1605. 051, "Biochemical Oxygen Demand. " W/B40320 
transmittal form & JM Felton 840403 release memo. 

LEVINE, J. M. Arkansas Power 8< Light Co. 84/03/19. 4pp. 24045:343. 
24X Fiche; 50-313, 84/03/19, 8404130129, 


8404130008 Forwards exemption which permits nonparticipation by state 
& local govts within lO-mile emergency planning zone of 
facility during Mar 1984 annual emergency exercise. 

MILLER, J.R. Operating Reactors Branch 3. STOLZ, J. F, Operating 
Reactors Branch 4. 84/03/22. GRIFFIN, J.M. Arkansas Power 8( Light 

Co. 3pp, 24050:003. 24X Fiche: 50-313, 84/03/22, 8404130008. 


— 8404130011 Exemption from exercise requirement of 10CFR50, App E. 
allowing nonparticipation of state it local govts in 10-mile 
zone during Mar 1984 exercise. 

EISENHUT, D. 0. Division of Licensing. 84/03/22, Arkansas Power 
Z' Light Co. 3pp. 24050:006. 24X Fiche: 50-313, 84/03/22, 

8404130008. 


8404030431 Extends invitation to participate in NRC 840426 App R 
lessons learned workshop in Arlington. TX to review topics 
described in IE Info Notice 84-09 & responses to questions 
from industry— sponsored Fire Protection Seminar. 

COLLINS, J. T. Region 4, Office of Director. 84/03/26. GRIFFIN. J.M. 
Arkansas Power & Light Co. 4pp. 22069:023. 24X 

Fiche: 50-313, 84/03/26. 8404030431. 


8404130387 Forwards comments on detailed control room design review 
per Suppl 1 to NUREG-0737, previously forwarded by NRC 
840306 ltr but inadvertently omitted from end. 

MILLER. J. R. Operating Reactors Branch 3. STOLZ. U. F. Operating 
Reactors Branch 4. 84/03/26. GRIFFIN, J, M. Arkansas Power ?< Light 

Co. 14pp. 24036:003. 24X Fiche: 50-313, 84/03/26, 8404130307. 


S404260266 Forwards IE Insp Repts 50-313/84-14 Ik 50-368/84-14 on 
840330. No violations or deviations identified. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/10. GRIFFIN, J.M. 
Arkansas Power & Light Co. 2pp. 24208:135. 24X 

Fiche: 50-313, 84/04/10, 8404260266. 


— 8404260269 IE Insp Repts 50-313/84-14 & 50-368/84-14 on 840330. No 
violations or deviations noted. Major areas inspected: 
allegation re uniformity in application of fitness for duty 
procedures of site security organization. 

KELLY, J. A. Region 4, Office of Director. 84/04/09. 4pp. 
24208:137. 24X Fiche: 50-313, 04/04/10, 8404260266. 
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8404200263 Rev 7 to Emergency Plan Implementing Procedure 1903. 23» 
"Personnel Emergency. " W/S40412 transmittal Itr. 

LEVINE. J.H. Arkansas Power & Light Co. 84/04/11. 3pp. 24116:053. 
24X Fiche; 50-313.84/04/11,8404200263. 


S404240350 Forwards comprehensive rept & schedules for proposed 
instrument upgrades, per Suppl 1 to NUREG-0737 S« Reg Guide 
1. 97. Progress of implementation Sc upgrades will be reported 
b iannually. 

MARSHALL, J. R. Arkansas Power & Light Co. 84/04/13. EISENHUT, D. G. 
Division of Licensing. 35pp. 24183:088. 24X Fiche: 50-368, 84/04/13, 

8404240350. 


8404240392 Informs of effects of util general ofc work disruption due 
to 840408 electrical f ire. NUREO-0737, Supp 1 1 Unit 2 safety 
parameter display sys safety analysis & NUREG-0737, Supp 1 1 
update will be delayed due to word processor breakdown. 

MARSHALL, J. R. Arkansas Power Sc Light Co. 84/04/13. STQLZ, J. F. 
Operating Reactors Branch 4. 2pp. 24183:083. 24X 

Fiche: 50-313, 84/04/13, 8404240392. 


8404260368 Comments on Items 3g, 3h, 3i, 3m, 13 8< 14 of 831028 draft 
facility attachment. Uti 1 comments will be considered in 
development of license conditions re IAEA safeguards 
imp lamentation. 

MILLER, J.R. Operating Reactors Branch 3. 84/04/16. GRIFFIN, J.M. 

Arkansas Power St Light Co. 3pp. 24221:001. 24X 

Fiche: 50-368, 84/04/16, 8404260368, 


8404250083 Rev 7 to Emergency Plan Procedure 1903. 50, "Emergency 
Response Organization, " W/S40419 transmittal Itr. 

* Arkansas Power & Light Co. 84/04/18. 22pp, 24195:003. 24X 

Fiche: 50-313,84/04/18, 8404250083. 


H. General correspondence 


8404100380 Responds to J Wood concerns in 840206 Itr re info received 
from facility stating no EIS would be filed for siren sys. 

COLLINS, J. T. Region 4, Office of Director. 84/03/27. BUMPERS, D. 
Senate. 2pp. 22968: 083. 24X Fi che: 50-313, 84/03/27, 8404100380. 


8404270044 Advises of two changes in mgt personnel, effective 840402. 

J Griffin promoted to senior vice president of energy 
supply. Position of vice president of nuclear operations 
still open. 

MARSHALL, J. R. Arkansas Power St Light Co. 84/04/18. STOLZ, J. F. 
Operating Reactors Branch 4. MILLER, J.R. Operating Reactors Branch 
3. Ip. 24217:047. 24X Fiche: 50-313. 84/04/18. 8404270044. 


I. Financial information 


8404100248 Annual Financial Rept 1983. W/840405 Itr, 

MAULDEN, J. L. , MARSHALL, J. R. Arkansas Power S< Light Co. 83/12/31. 
DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 39pp. 
22963: 168. 24X Fiche: 50-313, 83/12/31, 8404100248. 


J. Insurance & indemnity information 


8404130100 Forwards certificate of insurance from NELIA Policy XB427 & 
MAELU Policy XTA1514 as proof of financial protection for 
1984. 

MARSHALL, J, R. Arkansas Power St Light Co. 84/04/03. DINITZ, I. NRC 
- No Detailed Affiliation Given. 2pp. 24031:360. 24X 

Fiche: 50-313, 84/04/03, 8404130100. 


P. Operating license stage documents St correspondence 


8404030260 Forwards nonproprietary St proprietary "Shoulder Gap Data 
Taken on Batch D Assemblies After Cycle 3. " Affidavit end. 
Proprietary rept withheld (ref 10CFR2. 790), 

MARSHALL, J. R. Arkansas Power St Light Co. 83/12/02. GAGLIARDO, J. E. 
Division of Resident, Reactor Project St Engineering Programs. 5pp, 
22872:241. 24X Fiche: 50-368. 83/12/02, 8404030260. 


—8404030269 Npnpropr ietary "Shoulder Gap Data Taken on Batch D 
Assemblies After Cycle 3." Info deleted. 

* Combustion Engineering, Inc. CEN-260< A)-NP. 83/11/30 6pp 
22872:246. 24X Fich e: 50-368, 83/12/02. 8404030260. 


8404050053 Advises that CESEC Code acceptable for use in licensing 
applications for calculating FSAR Chapter 15, based on review 
of util 800306,0609,810327 St 831227 submi ttals, Regues bs 
application to delete license condition re CESEC. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/20. GRIFFIN, JM. 

Arkansas Power St Light Co, Ip, 22912:310. 24X 

Fiche: 50-368,84/03/20, 8404050053. 


— 8404050055 Safety evaluation supporting CESEC digital simulation of 
C-E NSSS contained in CENPD-107. 

* Office of Nuclear Reactor Regulation, Director. 84/03/20. 

27pp. 22912:311. 24X Fiche: 50-368, 84/03/20, 8404050053. 


8404180039 Forwards safety evaluation re 811113 response to Generic Ltr 
81-21, "Natural Circulation Cooldown." Reasonable assurance 
provided that steam formation at upper head of reactor 
vessel during natural circulation cooldown will not occur. 

MILLER, J.R. Operating Reactors Branch 3. 84/03/24. GRIFFIN, J.M. 

Arkansas Power St Light Co. 5pp. 24107:048. 24X 

Fiche: 50-368, 84/03/24, 8404180039. 


8404120369 Forwards Amend 53 to License NPF-6 S< safety evaluation. 
Amend revises Tech Specs re in-core detection sys & modifies 
definition of operable in-core detector location. 

MILLER, J.R. Operating Reactors Branch 3. 84/03/26. GRIFFIN, J.M. 

Arkansas Power & Light Co. 2pp. 24035:044. 24X 

Fiche: 50-368. 84/03/26, 8404120369. 


'8404120373 Amend 53 to License NPF-6, revisi ng Tech Specs re in-core 
detection sys Sc modifying definition of operable in-core 
detector location. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/26. 5pp. 

24035:046. 24X Fi c h e : 50-368, 84/03/26, 8404120369. 


— 8404120375 Safety evaluation supporting Amend 53 to License NPF-6. 

* Office of Nuclear Reactor Regulation, Director. 84/03/26. 3pp. 
24035:051. 24X Fiche: 50-360, 84/03/26, 8404120369. 


8404120114 Forwards Amend 54 to License NPF-6 safety evaluation. 
Amend revises Tech Specs re dc distribution sys. 

MILLER, J.R. Operating Reactors Branch 3. 84/03/27. GRIFFIN, J.M. 

Arkansas Power St Light Co. 2pp. 24033:268. 24X 

Fiche: 50-368, 84/03/27, 8404120114. 


— 8404120116 Amend 54 to License NPF-6, revis i ng Tech Specs re dc 
distribution sys. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/27. 8pp. 

24033: 270. 24X Fiche: 50-368, 84/03/27, 8404120114. 


— 8404120119 Safety evaluation supporting Amend 54 to License NPF— 6. 

* Office of Nuclear Reactor Regulation, Director. 84/03/27. 3pp. 
24033:278. 24X Fi ch e : 50-368, 84/03/27, 84041201 14. 


8404030401 Ack receipt of 840201 ltr re revised proposed Tech Specs on 
waste gas sys. Tech Specs unsatisfactory to util St NRC. 

Discussions continuing. Schedule for submittal to be 
provided. 

MARSHALL, J. R. Arkansas Power St Light Co. 84/03/28. STOLZ, J. F. 
Operating Reactors Branch 4. MILLER, J. R. Operating Reactors Branch 
3. 2pp. 22868:300. 24X Fiche: 50-313, 84/03/28. 8404030401. 


8404030524 Application to amend License NPF-6, deleting Tech Spec 
Section 4. 8. 1. 1. 2. c. 7 re diesel generator surveillance 
requirements. 

GRIFFIN, J.M. Arkansas Power St Light Co. 84/03/28. MILLER, J. R. 
Operating Reactors Branch 3. 4pp. 22865:074. 24X 

Fiche: 50-368, 84/03/28, 8404030524. 


— 8404030526 Proposed Tech Spec changes, delet ing Section 4. 8. 1. 1. 2. c. 7 re 
surveillance requirements. 

* Arkansas Power & Light Co. 84/03/28. 2pp. 22865:078. 24.X 

Fiche: 50-368, 84/03/28, 8404030524. 


8404130006 Notification of 840426 meeting w/util St NUS in Bethesda.MD 
to discuss St resolve outstanding equipment qual if ication 
issues. 

LEE,R. S. Operating Reactors Branch 3. 84/03/29. MILLER, J.R. 

Operating Reactors Branch 3. 2pp. 24049:359. 24X 

Fiche: 50-313, 84/03/29, 8404130006. 


0404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re interim procedures 
for NRC mgt of p lant— spec if i c backfitting. Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066: 264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404230283 Notification of 840418 meeting w/util in Bethesda,MD to 
discuss detailed control room design review program plan. 

VISSING, 0. S. Operating Reactors Branch 4. 04/04/06. STOLZ, J. F. 

Operating Reactors Branch 4. 4pp. 24185:354. 24X 

Fiche: 50-313, 84/04/06, 8404230283. 
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8404240392 Informs of effects of util general ofc work disruption due 
to 840408 electrical f i r e . NUREG“0737i Supp 1 1 Unit 2 safety 
parameter display sys safety analysis & NUREG-0737i Supp 1 1 
update will be delayed due to word processor breakdown. 

MARSHALL/ J. R. Arkansas Power & Light Co. 84/04/13, STOLZ, J. F. 
Operating Reactors Branch 4. lilLLERiJ. R Operating Reactors Branch 
3. COLLINS/ J. T. Region 4/ Office of Director 2pp. 24183:083. 

24X Fiche: 50-313/ 84/04/13. 8404240392. 


8404260368 Comments on Items 3g . 3h . 3i . 3m, 13 14 of 831028 draft 

facility attachment Util comments will be considered in 
development of license conditions re IAEA safeguards 
imp lementation. 

MILLER/ J.R, Operating Reactors Branch 3. 84/04/16. GRIFFIN, J.M. 

Arkansas Power 8< Light Co. 3pp. 24221:001. 24X 

Fiche: 50-368, 84/04/16, 8404260368. 


8404270124 Informs that lectures will no longer be given on MW demand 
setter in shift technical advisor training program because 
setter removed from plant. 

MARSHALL, J, R. Arkansas Power & Light Co. 84/04/18. MILLER. J. R. 
Operating Reactors Branch 3. Ip. 24215:112. 24X 

Fiche: 50-368. 84/04/18, 8404270124, 


Q. Inspection reports, IE Bulletins & correspondence 


Q404130012 Responds to IE Bulletin 83-06 re use of matls supplied by 
Tube-Line Corp. No Tube-Line matl for safety -re lated sys 
received. 

MARSHALL, J. R . Arkansas Power & Light Co. 83/12/12. COLLINS, U. T. 
Region 4, Office of Director. 2pp. 24030:283. 24X 

Fiche: 50-313, 83/12/12, 8404130012. 


8404240208 Notifies of 840120 svc water leak in Containment Cooling 
Coil 2VCC-2B, indentified during IE Bulletin 80-24 insp. 

Leakage to containment sump indicated approx 0.3 gpm. Blanks 
installed to isolate leaking coils 

MARSHALL, J. R Arkansas Power Light Co. 84/02/01. GAGLIARDO, J. E. 
Div^-ision of Resident, Reactor Project & Engineering Programs. 2pp. 
24165:232, 24X Fiche : 50-368, 84/02/01, 8404240208. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co of New 

York, Inc. 85pp. 22392:145. 24X Fiche; 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892.231. 24X Fiche; 50-000, 84/03/29, 8403140247. 


3404060107 Ac k receipt of 840320 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/84-01 & 
50-368/84-01. 

JOHNSON, E.H, Region 4, Office of Director. 84/04/02. GRIFFIN. J.M. 
Arkansas Power & Light Co Ip. 22927:096. 24X 

Fiche. 50-313, 84/04/02, 8404060107. 


— 8404060117 Responds to NRC 840217 Itr re violations noted in IE Insp 
Repts 50-313/84-01 50-368/84-01 . Correc t ive actions: current 

work planning staff being augmented to strengthen maint 
planning function. 

MARSHALL, J. R Arkansas Power 8< Light Co. 84/03/20. DENISE, R.P. 
Division of Resident, Reactor Project & Engineering Programs. 4pp. 
22927:097. 24X Fiche 50-313, 84/04/02, 8404060107. 


8404060131 Ack receipt of 840320 Itr informing NRC of steps taken to 
correct violations t-. deviation noted in IE Insp Repts 
50-313/83-34 50-369/83-34. 

JOHNSON, E.H. Region 4, Office of Director. 84/04/02. GRIFFIN, J.M. 
Arkansas Power & Light Co Ip. 22927:254. 24X 

Fiche: 50-313, 84/04/02, 8404060131. 


— 8404060134 Responds to NRC 840120 Itr re violation it deviation noted in 
IE Insp Repts 50-313/83-34 it 50-368/83-34. Corrective 
actions : instrument removed from controlled ac cess, tag ged out 
of svc it recalibr w/o adjustment, 

MARSHALL, J, R. Arkansas Power it Light Co. 84/03/22. DENISE, R. P. 
Division of Resident, Reactor Project it Engineering Programs. 7pp, 
22927:255, 24X Fiche : 50-313, 84/04/02, 8404060131. 


S404030313 Forwards IE Insp Repts 50-313/84-01 it 50-368/84-01 on 
040101-31 t. notice of violation. 

OAGLIARDQi J. E. Region 4, Office of Director. 84/02/17. 
ORIFFIN, J. M, Arkansas Power it Light Co. 2pp. 22871:317. 24X 

Fiche: 50-313, 84/02/17, 8404030313. 


— 0404030317 Notice of violation from insp on 840101-31. 

* Region 4, Office of Director, 84/02/17. 2pp. 22871:319. 24X 

Fiche; 50-313, 84/02/17, 8404030313. 


— B404030323 IE Insp Repts 50-313/84-01 it 50-368/84-01 on 840101-31. 
Violation noted : fai lure to follow procedural requirements 
for completing Unit 2 job order forms. 

CALLAN,L. J, , JOHNSON, W. D. Region 4, Office of Director. 84/02/14. 
10pp. 22871.321 24X Fiche; 50-313. 84/02/17, 8404030313. 


0404100419 Responds to IE Bulletin 83-08 re saf ety-related circuit 
breakers. No subj breakers used at facilities. 

MARSHALL, J, R. Arkansas Power i' Light Co. 84/02/23. COLLINS, J.T. 
Region 4, Office of Director, 2pp, 22969:042, 24X 

Fiche: 50-313. 84/02/23, 8404100419, 


8404100362 Forwards IE Insp Repts 50-313/84-07 it 50-368/84-07 on 
040201-29 it notice of violation. 

OAOLIARDO, J. E. Region 4, Office of Director, 84/03/15. 
GRIFFIN, J.M. Arkansas Power 8< Light Co. 2pp. 22971:024. 24:< 

Fiche: 50-313, 84/03/15, 8404100362. 


— 0404100367 Notice of violation from insp on 040201-29. 

* Region 4, Office of Director, 84/03/15. Ip. 22971:026. 24X 

Fiche: 50-313, 84/03/15, 8404100362, 


— 0404100377 
Violation 
procedure 
CALLAN, L. 
Director, 


IE Insp Repts 50-313/84-07 t< 50-360/84-07 on 840201-29. 
noted: failure to follow QA administrative 
for four audit modules, 

J. , HARRELL, P. H. , JOHNSON, W, D. Region 4, Office of 

84/03/10. 8pp. 22971:027. 24X Fiche: 50-313, 84/03/15, 


0404100362. 


8404090084 Requests assistance re 840329-30 insp of replaced mounting 
brackets for IAEA surveillance camera in spent fuel pool it 
exam of records re IAEA insp program. 

HILLER, J. R. Operating Reactors Branch 3. 84/03/16. GRIFFIN, J.M. 

Arkansas Power it Light Co. 2pp. 22947:356, 24X 

Fiche: 50-368,84/03/16,8404090084. 


8402090047 IE Info Notice 84-OS, Rev 1, "Exercise Frequency." Svc list 

end. . r- • 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 64/03/20. Consolidated Edison Co. of New 

York, Inc. 138pp, 22933:122. 24X Fiche: 50 - 000 , 84/03/28, 8402090047. 


8404090387 Forwards vendor insp repts for act ion. Evaluation of 
significance of reported findings re quality it acceptab il ity 
of product or svc provided by vendors requested, Requests 
ack of receipt of repts. W/o repts. 

JOHNSON, E.H, Region 4, Office of Director, 84/04/03. GRIFFIN, J.M. 
Arkansas Power & Light Co, 3pp. 22940:251. 24X 

Fiche: 50-313, 84/04/03, 8404090387. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/04/05, Consolidated Edison Co. of New 

York, Inc. 149pp, 24X F iche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp, 24066:164. 24X Fic he; 50-000, 84/04/05, 8403140263. 


8404260266 Forwards IE Insp Repts 50-313/84-14 it 50-368/84-14 on 
840330. No violations or deviations identified. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/10. GRIFFIN, J.M. 
Arkansas Power & Light Co. 2pp. 24208: 135. 24X 

Fiche; 50-313, 84/04/10, 8404260266. 


—8404260269 IE Insp Repts 50-313/84-14 it 50-368/84-14 on 840330. No 
violations or deviations noted. Major areas inspected: 
allegation re uniformity in application of fitness for duty 
procedures of site security organization, 

KELLY, J. A., HALL,R.E., JOHNSON, W. D. Region 4, Office of Director. 
84/04/09. 4pp. 24208:137. 24X Fiche: 50-313, 04/04/10, 8404260266. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 

encl. x- o * 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103) 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp 24189:001. 24X Fiche; 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 
grace, J.N, Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 
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8403140273 IE Info Notice 34-27. “Recent Serious Violations of NRG 
Require/nents by Medical Licensees," Svc list end. 

GRACE. J. N. Division of QA. Safeguards Sc Inspection Programs <Post 
830103). 34/04/17. Consolidated Edison Co. of New York. Inc. 

B&pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000- 84/04/17, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list enci, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co of New 

Yorir. Inc. 129pp. 24188:237. 24X Fi c he : 50-000, 84/04/ 17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping ic Matl 
Defects in Bahnson HVAC Units. “ Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 9403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Sc Seal Set." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404240393 Forwards results of fuel insps at end of third cycle. Rept 
completes FSAR commitment for fuel insp submittals. 

MARSHALL, J. R, Arkansas Power Zi Light Co. 84/04/18. MILLER, J. R. 
Operating Reactors Branch 3. 22pp. 24182; 297. 24X 

Fiche: 50-368, 84/04/18,8404240393. 


8404130404 IE Infc Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage, " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18. 8404130404. 


8404260305 Ack receipt of 840120 Itr informing r4RC of steps taken to 
correct violations noted in IE Insp Repts 50-313/83-23 & 
50-368/83-23, 

JOHNSON, E.H, Region 4, Office of Director. 84/04/19. GRIFFIN. J. M. 
Arkansas Power Sc Light Co, 2pp. 24205:046. 24X 

Fiche: 50-313, 84/04/19, 8404260305. 


— ^8404260315 Responds to NRC 831220 Itr re violations noted in IE Insp 
Repts 50-313/83-23 Sf 50-368/83-23. Correc t ive action5;no 
response to Violations 1 & 2 due to classification as no 
violation. Industrial security plan made available. 

MARSHALL, J. R. Arkansas Power Sc Light Co. 84/01/20. 

GAGLIARDQ, J. E. Division of Resident, Reactor Project & Engineering 
Programs. 3pp. 24205:048. 24X Fiche: 50-313, 84/04/19, 8404260305. 


8404160130 IE Info Notice 84-33, “Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports Sc related correspondence 


8404100408 "Radioactive Liquid Effluents Semiannual Rept, Jul-Dec 1983. " 
W/840319 Itr. 

MARSHALL, J. R. Arkansas Power Sc Light Co. 83/12/31. COLLINS, J. T. 
Regicfn 4, Office of Director. 22pp. 22968:012. 24X 

Fiche: 50-313, 83/12/31,8404100408. 


S. Reportable occurrences, LERs related correspondence 


8404240208 Notifies of 840120 svc water leak in Containment Cooling 
Coil 2VCC-2B, indent! fieri during IE Bulletin 80-24 insp. 

Leakage to containment sump indicated approx 0.3 gpm. Blanks 
installed to isolate leaking coils. 

MARSHALL, J, R, Arkansas Power Sc Light Co. 84/02/01. GAOLIARDO, J. E. 
Division of Resident, Reactor Project & Engineering Programs. 2pp. 
24165; 232. 24X Fiche: 50-368. 84/02/01, 8404240208. 


8404060045 Revised LER 03-O45/O3X-IO: on 83091 6, f ire protection 
deficiencies observed. Caused by inadequate work controls. 
Specific deficiencies corrected & fire watch initiated. W/ 
840330 Itr. 

ROGERS, P., MARSHALL, J. R. Arkansas Power Sc Light Co. 84/03/30. 
23pp. 22920:255. 24X Fiche ; 50-368, 84/03/30, 8404060045. 


8404250115 LER 84-007-00: on 840310, unit tripped from approx . OIX full 
power during controlled sh utdown. Core protection calculators 
generated low DNBR trip when out of range value of local 
heat f 1 ox, r esui ting in min DNBR value of zero. W/840406 Itr. 
LOMAX,D.B. , MARSHALL, J. R. Arkansas Power Sc Light Co. 84/04/06. 

3pp. 24192-176. 24X Fiche; 50-368, 84/04/06, 8404250115. 


8404200032 LER 84-008-00: on 840312, reactor tripped due to low steam 
generator level in steam generator A. Caused by normal level 
control difficulties at low steam demand conditions. 

Corrective actions under consideration. W/84041 1 Itr. 

ROGERS, P. , LEVINE, J.M. Arkansas Power & Light Co. 84/04/U. 2pp, 
24120:132. 24X Fiche; 50-368, 84/04/1 1, S404200Cto2. 


8404250033 LER 84-009-00: on 840319, response time of resistance temp 
detector on Channels A ?< D beyond Tech Spec 1 imi ts. Cau sed 
by inadequate thermal coupling. No corrective actions taken. 

W/840417 Itr, 

LOMAX, D.B., LEVINE, J. M. Arkansas Power & Light Co. S4/04/17. 3pp. 
24194: 087. 24X Fiche: 50-368, 84/04/17, 8404250033. 


0404250001 LER 84-010-00: on 840320, util notified of error in CECOR code 
which utilizes in-core detector signals to synthesize 
reactor core parameters Caused by incorpora ting incorrect 
pin-to-box coefficients in 1 ibrary . W/S40419 Itr. 

LOMAX, D.B., MARSHALL, J. R. Arkansas Power Sc Light Co. 84/04/19. 

3pp. 24194:140. 24X Fi c he : 50-368, S4/04/1 9, 8404250001 . 


V. Operator Examinations 


8404030501 Advises that action will not be taken on 831212 request for 
add! reactor operator & senior reactor operator license 
exam on Sections 4 S,. 7, per 840113 meeting. Low pass rate 
attributable to poor performance on subj sections. 

GAGLIARDQ, J. Region 4, Office of Director. 84/02/29. MARSHALL, J. R. 

Arkansas Power S. Light Co. 2pp, 22870:255. 24X 

Fiche: 50-313, 84/02/29, 8404030501. 


— 8404030506 Advises that based on 840113 meeting , p osition reevaluated 
on reactor & senior reactor operator exams conducted on 
830920. No action requested on 831212 Itr. Waivers requested 
for candidates affected by Sections 4 & 7 of exam. 

MARSHALL, J. R. Arkansas Power & Light Co. 84/01/26. 

GAGLIARDQ, J. E. Division of Resident, Reactor Project & Engineering 
Programs. 2pp. 22870:257. 24X Fiche: 50-313, 84/02/29, 8404030501 . 


Q404020019 Generic Ltr 84-05 to all power reactor licensees Sc 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


8404270124 Informs that lectures will no longer be given on MW demand 
setter in shift technical advisor training program because 
setter removed from plant. 

MARSHALL, J. R. Arkansas Power & Light Co. 84/04/18. MILLER, J. R. 
Operating Reactors Branch 3. Ip, 24215:112. 24X 

Fiche: 50-368, 84/04/18, 8404270124. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8404130473 Public version of revised emergency plan implementing 
procedures, inc luding Procedures RP/O/A/5700/03 re site area 
emergency Sc RP /0/A/ 5700/04 re general emerg enc y . W/S31 107 
ltr Sc JM Felton 840403 release memo. 

BEAVER, B. , MCCONNELL. T, Duke Power Co. 83/11/07. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. ADENSAM, E. G. 
Licensing Branch 4. 100pp. 24045:094. 24X Fiche: 50-369, 83/1 1/07, 

8404130473. 


S40410009S Public version of Rev 10 to crisis mgt p Ian. W/831201 ltr & 
JM Felton 840323 memo. 

TUCKER, H.B, Duke Pouer Co. 83/12/01. 52pp. 22995:066. 24X 

Fiche: 50-000. 83/12/01, 8404100098. 


0404050400 Public version of Rev 9 to Emergency Plan Implementing 
Procedure Station Directive 3. 8. 2, consi stin g of floor plan 
for technical support ctr - Elevation 767 f t. W/840110 ltr Sc 
JM Felton 840326 release memo. 

TUCKER, H. B. Pennsylvania Power Co. 84/01/10. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing 
Branch 4, 3pp. 22932:240. 24X Fiche: 50-369, 84/01/10, 0404050400. 


8404240480 Public version of revised crisis mgt plan implementing 
procedures, inc lud ing Rev 7 to 5.3. 1 re recovery manager Sc 
immediate staff group plan & Rev 6 to 5.3.2 re crisis news 
group p Ian, W/840224 ltr. 

TUCKER, H, B. Duke Power Co. 04/02/24. 474pp. 24197:323. 24X 

Fiche: 50-000, 84/02/24, 8404240480. 
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8404100261 Public version of revised emergency plan implementing 
proceduresi including Procedures RP/O/A/5700 /02 re alert. 
RP/O/A/5700/03 re site area emergency RP/O/A/5700/04 re 
general emergency . W/S40314 Itr JM Felton 840403 memo. 

GILBERT. G. D. , TUCKER. H. B. Duke Power Co, 84/03/14, DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. ADENSAM, E, G. 
Licensing Branch 4. 110pp. 22994:189. 24X Fi c h e ; 50-369, 84/03/14, 

8404100261. 


8404170309 Rev 13 to emergency p Ian. W/84041 0 Itr. 

MCINTOSH, M. D. , TUCKER, H.B. Duke Power Co. 84/03/31. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. ADENSAM, E. G. 
Licensing Branch 4. 37pp. 24060:270. 24X Fi c h e : 50-369, 84/03/31 , 

8404170309, 


8404170414 Revised Emergency Plan Implementing Procedure 
PT/O/A/4600/06, "Exercises & Drills. " W/840410 Itr. 

TUCKER, H, B. Duke Power Co. 84/04/10, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 11pp. 24063:314. 24X Fiche: 50-369, 84/04/10. 8404170414. 


I. Financial information 


8404110330 Annual Financial Rept 1983. W/840402 Itr. 

LEE, W.S. Duke Power Co. 83/12/31, 50pp. 22989:199. 24X 

Fiche: 50-000, 83/12/31, 8404110330. 


P. Operating license stage documents 8< correspondence 


8404100104 Forwards SER re reactor trip breaker issue. Effort re TAG 
51568 complete. 

MIRAGLIA. F. Assistant Director for Safety Assessment, 84/03/13. 
NOVAK, T. Assistant Director for Licensing. Ip. 22993:262. 24X 
Fiche: 50-000. 84/03/13. 8404100104. 


— 8404100292 "Evaluation of McGuire Units 1 2 Undervoltage Trip 

Attachment Failures, " technical evaluation rept. 

TOMAN, 0. , STONE, U. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C5506-417. 83/07/13. WRIGHT, R. NRC - No 

Detailed Affiliation Given, 24pp. 22993:301. 24X 

Fiche: 50-000, 84/03/13, 8404100104, 


8404060434 Forwards 830801 SER re reactor trip breaker (RTB) issue to 
assist in review of reactor protection sys DS 416 RTBs. 

REEVES. E. A. Operating Reactors Branch 1. 84/03/19, CLAYTON, F. L. 

Alabama Power Co. 2pp. 22935:173. 24X Fi che: 50-000, 84/03/19, 

8404060434. 


--8308190033 "Evaluation of McGuire Units 1 S< 2 Undervoltage Trip 
Attachment Failures, " interim technical evaluation rept. 

TOMAN. G. Franklin Institute/Franklin Research Center. 
NRC-03-S1-130. TER-C5506-417. 83/05/19. SHEMANSKI.P, NRC - No 

Detailed Affiliation Given. 19pp. 22935:221. 24X 

Fiche: 50-000, 84/03/19. 8404060434. 


8404110530 Advises of decision to further evaluate specific disparities 
at McGuire ?< adeq.uacy of procedures used by NRC when 
developing Tech Specs, per L Barrett S40227 assessment 8, 
recommendations of R Licciardo differing prof opinion. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/03/21. EISENHUT.D. 0. Division of Licensing, MATTSON. R. J. 
Division of Systems Integration (post 811005). 2pp. 24122:001, 24X 

Fiche: 50-369, 84/03/21, 8404110530. 


— S4041104S9 Responds to 831229 request to conduct independent assessment 
of R Licciardo 831207 differing prof opinion re disparities 
between reactor safety sys Tech Specs 8< safety analyses of 
licensing documents. Issue raised warrants attention. 

BARRETT, L.H. TMI Program Office. 84/02/27. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director, 4pp, 24122:003. 24X 

Fiche: 50-369. 84/03/21, 8404110530. 


--0402070493 Provides elaboration of principal elements of differing 
prof opinion re facility Tech Specs. 

LICCIARDO, R, B, Reactor Systems Branch. 84/01/27. BARRETT. L. H. 
TMI Program Office. 5pp, 24122:005. 24X Fiche: 50-369. 84/03/21, 

8404110530. 


— 8402070496 Provides breakdown of issues contained in differing prof 
opinion re disparities between facility Tech Specs fk FSAR 
safety analyses, 

LICCIARDO. R. B. Reactor Systems Branch. 84/01/26. BARRETT, L. H. 
TMI Program Office. 4pp. 24122:010. 24X Fich e: 50-369, 84/03/21, 

8404110530. 


— 8312220004 Submits differing prof opinion re Tech Specs for safety sys 
necessary to assure public health fk safety. 

LICCIARDO, R. B. Reactor Systems Branch. 83/12/07. LAUBEN, 0. N. 
Reactor Systems Branch. Ip. 24122:014. 24X Fiche : 50-369, 

84/03/21, 8404110530. 


8404100258 Addresses plant-specific items re TMI Item II.K. 3. 5, 
"Automatic Trip of Reactor Coolant Pump," not addressed in 
WestinghQuse Owners Group 831201 840312 Itrs. 

TUCKER, H. B. Duke Power Co. 84/03/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 3pp. 22962:324. 24X Fi ch e : 50-369, 84/03/30, 8404100258. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs S< holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256, 


8404300150 Forwards Revs 7 &: 3 to pump 8< valve inservice testing 
program. 

TUCKER, H. B. Duke Power Co, 84/04/20. DENTON, H. R. Office of 
Nuclear Reactor Recjlation, Director, ADENSAM, E. G, Licensing Branch 
4. Ip. 24225:111 rJ-i.v Fi c h e . 50-369, 84/04 /20, 8404300150, 


— 8404300152 Rev 7 to "Pump 8< Valve Inservice Testing." 
* Duke Power Co. 84/04/20. 3pp. 24225:112, 24X 

Fiche: 50-369, 84/04/20, 8404300150, 


— 8404300154 Rev 3 to "Pump S< Valve Inservice Testing." 

* Duke Power Co. 84/04/20. 11pp. 24225:115. 24X 

Fiche: 50-369, 84/04/20, 8404300150, 


Q. Inspection reports, IE Bulletins St correspondence 


8404060214 Forwards response to IE Bulletin 83-07 re apparent 
fraudulent products sold by Ray Mi 1 ler, Inc. Type 304 
stainless 3-inch Schedule 40 elbows used in McGuire fuel 
pool cooling sys filter holders supplied by Ray Miller, Inc. 
TUCKER, H.B. Duke Power Co, 84/03/22. O'REILLY,,,' « Rngio- ?. 
Office of Director. 2pp, 22925:208. 24X Fiche: SC- OC," d:^/C:/22, 

8404060214, 


8404060325 Ac k receipt of 840309 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/83-47 St 
50-370/83-54, Implementation of corrective actions will be 
examined during future insp 

LEWIS, R.C. Division of Project 8< Resident Programs. 84/03/23. 
TUCKER, H. B. Duke Power Co. Ip. 22932:164. 24X 

Fiche: 50-369, 84/03/23, 8404060325. 


— 8404060331 Responds to NRC 840209 ltr re violations noted in IE Insp 
Repts 50-369/83-47 S 50-370/83-54, Correc t ive actions:Unit 2 
source range instrumentati on functional test rewritten to 
include verification sign-off steps. 

TUCKER, H.B. Duke Power Co. 84/03/09. Q 'REILLY. U. P. Region 2, 
Office of Director. 3pp, 22932:165. 24X Fiche: 50-369, 84/05/23, 

8404060325, 


—8404060335 Forwards IE Insp Repts 50-369/83-47 St 50-370/83-54 on 
831120—1220 St notice of violation. 

LEWIS, R. C. Division of Project S Resident Programs. 84/02/09, 
TUCKER, H.B. Duke Power Co. 2pp, 22932:168, 24X 

Fiche: 50-369, 84/03/23, 8404060325, 


— 8404060340 Notice of violation from insp on 831120-1220, 

^ Region 2, Office of Director. 84/02/09, 2pp. 22932: 170. 24X 

Fiche: 50-369, 84/03/23, 8404060325. 


—8404060350 IE Insp Repts 50-369/83-47 S 50-370/83-54 on 831120-1220. 
Violation no ted : f a i 1 ur e to use air lock St source range 
instrumentation procedures resulting in Unit 1 loss of 
containment integrity St source range instrumentation. 

□RDERS.W. , PIERSON. R. Region 2, Office of Director. BROWNLEE, V. L. 

Division of Project St Resident Programs, 84/02/07. 7pp. 
22932:172, 24X Fiche; 50-369, 84/03/23, 8404060325. 


8404170105 Forwards IE Insp Repts 50-369/84-05 S< 50-370/84-05 on 
840305-09, No violations or deviations noted. 

DANCE, H. C. Division of Project S< Resident Programs. 04/03/26. 
TUCKER. H.B. Duke Power Co. 2pp. 24051:224. 24X 

Fiche: 50-369, 84/03/26, 8404170105. 


— 8404170114 IE Insp Repts 50-369/84-05 8< 50-370/84-05 on 840305-09. No 
violations or deviaions noted. Major areas inspected: LET 
followup, IE bulletins St refueling activities. 

DAVENPORT, K. E. Region 2, Office of Director. JAPE, F. Division of 
Emergency Preparedness 8< Materials Safety. 84/03/23. 4pp. 
24051:226. 24X Fiche : 50-369, 84/03/26, 8404170105. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 13Spp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 
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8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 34/03/28. Consolidated Edison Co. of Netu 

York. Inc. 85pp. 22392 145. 24X Fiche: 50-000, 84/03/28. B403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103) 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fi c he : 50-000. 84/03/29. 8403140247. 


8403140259 IE Info Notice 84-24. "Physical Qua! i f icati on of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 64/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp, 24X Fic he: 50-000. 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif i cation Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp. 24066:164. 24X Fi che : 50-000. 84/04/05. 8403140263. 


8404200322 Requests relief from ASME Code Section XI inservice insp 
requirements for saf ety-r elated snubbers to implement 
functional test sampling plan described in util 840214 Itr. 

TUCKER. H.B. Duke Power Co, 84/04/12. DENTON, H.R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM. E. G. Licensing Branch 
4. 2pp. 24116:109. 24X Fiche; 50-369. 84/04/12, 8404200322. 


— 8404200326 Notifies that Sample Plan 2 selected for snubber 
functional testing to be performed during shutdown on 
840225, per Tech Spec Figure 4. 7. 1. 

TUCKER, H.B. Duke Power Co. 84/02/14. 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 24116:111. 24X Fiche; 50-369, 84/04/12, 

8404200322. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements fay Moisture Density Gauge Licensees." Svc list 
enc 1. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp. 24189:001. 24X Fi ch e : 50-000. 84/04/ 1 6. 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000. 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

S6pp. 24163:205. 24X Fi c he : 50-000. 84/04/1 7. 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end, 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

e9pp. 24163:292. 24X Fi c he; 50-000, 84/04/1 7, 8403140277, 


8403140280 IE Info Notice 84-29. "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fi che; 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Tim# of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set. *' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche ■ 50-000. 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage, " Svc list end. 

JORDAN. E. L. Division uf Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche ; 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports & related correspondence 


8404180005 Monthly operating repts for Mar 1984. W/840413 Itr. 
REQUIS, J. A, . TUCKER. H.B. Duke Power Co. 84/03/31. 13pp. 

24077:056. 24X Fi c h e : 50-369, 84/03/31, 84041 80005. 


3. Reportable occurrences. LERs 8t related correspondence 


8404030377 LER 84-003-00; on S40220. during normal rotation of equipment, 
centrifugal charging pump lA would not start. Pump breaker 
not in fully "connect" position due to personnel error in 
restoring breaker after routine oil sample. W/S40321 Itr. 

NARDQCI, P. B. , TUCKER. H.B. Duke Power Co. 84/03/21. 4pp. 

22863; 100. 24X Fiche; 50-369. 84/03/21. 8404030377. 


8404040171 LER 84-004-00: on 331 1 17, sourc e leak test not performed prior 
to installation of in-core detec tor. Caused by personnel 
error & procedure not requiring signature s ignoff. Procedure 
revised to require signoff. W/S40326 Itr. 

NARDOCI, P. B. , TUCKER. H.B Duke Power Co. 84/03/26, 3pp. 

22884:006. 24X Fiche: 50-369, 84/03/26. 8404040171. 


8404170112 LER 84-005-00; on 840302, b lac k out signal generated on diesel 
generator IB. Caused by short circuit resulting from drill 
bit striking wires inside load sequencer panel cabinet. 

Wires separated & fuses rep laced. W/840402 Itr. 

NARDOCI, P. B. . TUCKER. H.B. Duke Power Co. 84/04/02. 4pp. 

24051:207. 24X Fic he: 50-369, 84/04/02, 84041 701 12. 


8404170073 LER 84-006-00: on 840305, d iesel generators IB. 2A & 2D 
experienced invalid automatic start. Caused by power 
distribution sys disturbance. Diesel generators shutdown 
after determined not required W/B40404 Itr. 

NARDOCI. P. E. . TUCKER. H.B, Duke Power Co. 84/04/04. 3pp. 
24053:057. 24X Fi c he ; 50-369. 84/04/04, B4041 70073. 


8404170081 LER 84-007-00; on 840306. d etermina t i on made that IB-month 
functional testing of reactor coolant pump time delay 
overcurrent protective devices on 830221 it 840113 
inadequate. Caused by deficient procedure. W/840405 Itr. 

NARDOCI. P. B. . TUCKER. H.B. Duke Power Co. 84/04/05. 3pp. 

24050: 322. 24X Fiche; 50-369. 84/04/05. 8404170081. 


8404190173 LER 04-008-00: on 840112. during FSAR review. NRC noted 
several model changes to Westinghouse MARVEL Code used to 
calculate mass & energy release for main steam line breaks. 
Cause not stated. Analysis performed. W/840406 Itr. 

NARDOCI, P. B. , TUCKER. H.B. Duke Power Co. 04/04/06. lOpp, 
24100: 154. 24X Fiche; 50-369, 84/04/06. 8404190173. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS St K-4. OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL. D. D. Brown Boveri Corp, (subs, of Brown Boveri it Co. . Ltd. ) . 
84/04/16 Record Services Branch (Document Control Desk). 4pp. 
24114; 161. 24X Fiche: 50-000. 84/04/16. 8404200323. 


8404270203 Notifies of delay in submittal of LER 369/84-09 re possible 
lack of containment integrity involving reactor vessel level 
indication sys. Complete LER will be available by 840424. 

TUCKER. H. B. Duke Power Co. 84/04/16, Record Services Branch 
(Document Control Desk), Ip. 24215:302. 24X Fiche: 50-369, 84/04/16, 

8404270203. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for QLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds, " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


B404130473 Public version of revised emergency plan implementing 
procedures, inc lud ing Procedures RP/O/A/5700 /03 re site area 
emergency h. RP/O/A/5700/04 re general emer g enc y . W/831 107 
Itr St JM Felton 840403 release memo. 

BEAVER, B. , MCCONNELL, T, Duke Poufer Co. 83/11/07, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. ADENSAM, E. G. 
Licensing Branch 4. 100pp. 24045:094. 24X Fiche: 50-369, 83/1 1/07. 

8404130473. 


8404100098 Public version of Rev 10 to crisis mgt p Ian. W/831201 Itr 
JM Felton 840323 memo. 

TUCKER.H. B. Duke Pouer Co. 83/12/01. 52pp. 22995:066, 24X 

Fiche: 50-000, 83/12/01, 8404100098. 


8404050400 Public version of Rev 9 to Emergency Plan Implementing 
Procedure Station Directive 3. 8. 2, consistin g of floor plan 
for technical support ctr - Elevation 767 ft.W/S40110 Itr & 

JM Felton 840326 release memo. 

TUCKER, H. B. Pennsylvania Power Co. 84/01/10. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing 
Branch 4, 3pp. 22932:240. 24X Fiche: 50-369. 84/01/10, 8404050400. 


8404240480 Public version of revised crisis mgt plan implementing 
procedures, including Rev 7 to 5.3.1 re recovery manager & 
immediate staff group plan ?t Rev 6 to 5.3.2 re crisis news 
group p Ian. W/S40224 Itr. 

TUCKER, H. B, Duke Power Co. 84/02/24. 474pp. 24197:323. 24X 

Fiche: 50-000, 84/02/24, 8404240480. 


8404100261 Public version of revised emergency plan implementing 
pr oc edur es, i nc 1 ud ing Procedures RP/O/A/5700 /02 re alert, 
RP/O/A/5700/03 re site area emergency & RP/O/A/5700/04 re 
general emergency. W/840314 Itr It JM Felton 840403 memo, 

GILBERT. G. D. , TUCKER, H. B. Duke Power Co. 84/03/14. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, ADENSAM, E. G. 
Licensing Branch 4. llOpp, 22994:189. 24X Fich e: 50-369, 84/03/14, 

8404100261. 


8404170309 Rev 13 to emergency p Ian. W/840410 Itr. 

MCINTOSH, M. D. , TUCKER.H B. Duke Power Co. 84/03/31. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, ADENSAM, E. G. 
Licensing Branch 4. 37pp. 24060:270. 24X Fiche: 50-369, 84/03/31. 

8404170309. 


S404170414 Revised Emergency Plan Implementing Procedure 
PT/O/A/4600/06, "Exercises & Drills. " W/840410 Itr. 

TUCKER.H. B, Duke Power Co. 84/04/10. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, ADENSAM, E. 0. Licensing Branch 
4. llpp. 24063:314. 24X Fiche: 50-369, 84/04/10, 8404170414. 


I. Financial information 


B4041 10330 Annual Financial Rept 1983, W/840402 Itr. 

LEE, W. S. Duke Power Co. 83/12/31. 50pp. 22989:199. 24X 

Fiche: 50-000, 83/12/31 , 84041 10330. 


P. Operating license stage documents & correspondence 


8404100104 Forwards SER re reactor trip breaker issue. Effort re TAC 
51568 complete, 

MIRAGLIA, F. Assistant Director for Safety Assessment. 84/03/13. 
NOVAK, T. Assistant Director for Licensing. Ip. 22993:262. 24X 
Fiche: 50-000, 84/03/13, 8404100104. 


— 8404100292 "Evaluation of McGuire Units 1 2 Undervoltage Trip 

Attachment Failures, " technical evaluation rept, 

TOMAN, G, , STONE, J. Franklin Institute/Franklin Research Center, 
NRC-03-S1-130. TER-C5506-417. 83/07/13. WRIGHT, R. NRC - No 

Detailed Affiliation Given. 24pp. 22993:301. 24X 

Fiche: 50-000. 84/03/13,8404100104. 


8404060434 Forwards 830801 SER re reactor trip breaker (RTB) issue to 
assist in review of reactor protoction sys DS 416 RTBs. 

REEVES, E. A. Operating Reactors Branch 1, 04/03/19. CLAVTON, F. L. 

Alabama Power Co. 2pp. 22935:173. 24X Fi che; 50-000, 84/03/19, 

S404060434. 


— 8308190033 "Evaluation of McGuire Units 1 2 Undervoltage Trip 

Attachment Failures, " interim technical evaluation rept, 

TOMAN, G. Franklin Institute/Franklin Research Center. 
NRC~03-81-130. TER-C5506-417. 83/05/19, SHEMANSKI.P. NRC - No 

Detailed Affiliation Given. 19pp. 22935:221. 24X 

Fiche; 50-000, 84/03/19, 8404060434. 


8404110530 Advises of decision to further evaluate specific disparities 
at McGuire & adeq.uacy of procedures used by NRC when 
developing Tech Specs, per L Barrett 840227 assessment 8? 
recommendations of R Licciardo differing prof opinion. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/03/21. EISENHUT, D. G. Division of Licensing. MATTSON, R. J. 
Division of Systems Integration (post 811005). 2pp. 24122:001 24X 

Fiche: 50-369, 84/03/21. 8404110530. 


— 8404110459 Responds to 831229 request to conduct independent assessment 
of R Licciardo 831207 differing prof opinion re disparities 
between reactor safety sys Tech Specs & safety analyses of 
licensing documents. Issue raised warrants attention. 

BARRETT. L.H. TMI Program Office. 84/02/27. DENTON, H. R, Office 
of Nuclear Reactor Regulation, Director. 4pp. 24122:003. 24X 

Fiche; 50-369, 84/03/21, 8404110530. 


— 8402070493 Provides elaboration of principal elements of differing 
prof opinion re facility Tech Specs. 

LICCIARDO, R. B. Reactor Systems Branch. 84/01/27, BARRETT, L. H. 
TMI Program Office. 5pp. 24122:005. 24X Fiche: 50-369, 84/03/21, 

8404110530. 


— 8402070496 Provides breakdown of issues contained in differing prof 
opinion re disparities between facility Tech Specs & FSAR 
safety analyses. 

LICCIARDO, R. B. Reactor Systems Branch. 84/01/26. BARRETT, L. H. 
TMI Program Office. 4pp. 24122:010. 24X Fiche: 50-369, 84/03/21, 

8404110530. 


— 8312220004 Submits differing prof opinion re Tech Specs for safety sys 
necessary to assure public health & safety. 

LICCIARDO, R. B. Reactor Systems Branch. 83/12/07. LAUBEN, G. N. 
Reactor Systems Branch, Ip. 24122:014. 24X Fic he: 50-369, 

84/03/21, 8404110530. 


8404100089 Notifies that no addl OL fee required for issuance of 
License NPF-17. Max fee paid. 

MILLER, W. 0. License Fee Management Branch. 84/03/23. TUCKER, H. B. 
Duke Power Co. Ip. 22995:289. 24X Fiche; 50-370, 84/03/23, 

8404100089, 


8404100258 Addresses plant-specific items re TMI Item II.K. 3. 5, 
"Automatic Trip of Reactor Coolant Pump," not addressed in 
Westinghouse Owners Group 831201 8< 840312 Itrs. 

TUCKER, H. B. Duke Power Co. 84/03/30. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G, Licensing Branch 

4. 3pp. 22962:324. 24X Fi ch e : 50-369, 84/03/30, 8404100258. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs Zi holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting . Svc list end. 

EISENHUT, D. G, Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066: 264. 24X 

Fiche: 50-000, 84/04/04, 8404040256, 


8404300150 Forwards Revs 7 3 to pump 8t valve inservice testing 

program. 

TUCKER, H. B. Duke Power Co, 84/04/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, ADENSAM, E. G. Licensing Branch 
4. Ip. 24225:111. 24X Fiche: 50-369, 84/04/20, 8404300150. 


— 8404300154 Rev 3 to "Pump 8< Valve Inservice Testing. " 

* Duke Power Co. 84/04/20. llpp. 24225:115. 24X 

Fiche : 50-369, 84/04/20, 8404300150, 


Q. Inspection reports, IE Bulletins & correspondence 


8404060214 Forwards response to IE Bulletin 83-07 re apparent 
fraudulent products sold by Ray Mil ler, Inc, Type 304 
stainless 3-inch Schedule 40 elbows used in McGuire fuel 
pool cooling sys filter holders supplied by Ray Miller, Inc. 
TUCKER, H. B. Duke Power Co. B4/03/22. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp, 22925:208, 24X Fiche: 50-000, 84/03/22, 

8404060214. 


8404060325 Ack receipt of 840309 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/83-47 8c 
50-370/83-54. Imp lementat ion of corrective actions wii.i be 
examined during future insp. 

LEWIS, R.C. Division of Project 8< Resident Programs. 84/03/23. 
TUCKER, H.B. Duke Power Co. Ip. 22932:164. 24X 

Fiche: 50-369, 84/03/23, 8404060325. 


— 8404060331 Responds to NRC 840209 ltr re violations noted in IE Insp 
Repts 50-369/83-47 Sc 50-370/83-54. Correct ive actions: Unit 2 
source range instrumentation functional test rewritten to 
include verification sign-off steps. 

TUCKER.H. B. Duke Power Co. 84/03/09. 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp. 22932:165. 24X Fiche: 50-369. 84/03/23, 

8404060325. 
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—8404060335 Forwards IE Insp Repts 50-369/83-47 50-370/83-54 on 

831120-1220 notice of violation. 

LEWISi R. C. Division of Project & Resident Programs. 84/02/09. 
TUCKER, H.B. Duke Power Co. 2pp. 22932:168. 24X 

Fiche: 50-369, 84/03/23, 8404060325. 


—8404060350 IE Insp Repts 50-369/83-47 & 50-370/83-54 on 831120-1220. 
Violation noted: failure to use air lock 8< source range 
instrumentation procedures resulting in Unit 1 loss of 
containment integrity source range instrumentation. 

ORDERS, W., PIERSON,R, Region 2, Office of Director. BROWNLEE, V. L. 

Division of Project S,. Resident Programs. 84/02/07. 7pp. 

22932:172. 24X Fi che: 50-369, 84/03/23, 8404060325. 


8404170105 Forwards IE Insp Repts 50-369/84-05 & 50-370/84-05 on 
840305-09. No violations or deviations noted. 

DANCE, H. C. Division of Project & Resident Programs. 84/03/26. 
TUCKER, H.B, Duke Power Co. 2pp. 24051:224. 24X 

Fiche: 50-369, 84/03/26, 8404170105. 


—8404170114 IE Insp Repts 50-369/84-05 & 50-370/84-05 on 840305-09. No 
violations or deviaions noted. Major areas inspected : LER 
followup, IE bulletins refueling activities. 

DAVENPORT, K. E. Region 2, Office of Director. JAPE, F. Division of 
Emergency Preparedness & Materials Safety. 84/03/23. 4pp. 

24051 ; 226. 24X Fiche: 50-369, 84/03/26. 8404170105. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche; 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. aSpp. 22892:145. 24X Fiche: 50-000, 84/03/28, S403I40241. 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fic he: 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24. "Physical Qual if ication of Individuals 
to Us# Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Oualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404200322 Requests relief from ASME Code Section XI inservice insp 
requirements for safety-r elated snubbers to implement 
functional test sampling plan described in util 840214 Itr. 

TUCKER, H.B. Duke Power Co. 84/04/12. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E, G. Licensing Branch 
4. 2pp. 24116:109. 24X Fiche: 50-369, 84/04/12, 8404200322. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189: 001, 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 0403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205, 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84—20, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


84031402S4 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Mat! 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche : 50-000, 84/04/18, B4031402S4. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York. Inc. Ii7pp. 24188:119. 24X Fi c he : 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18. 8404130404, 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of ^4ew 

York. Inc. 119pp. 24285:015. 24X Fiche: 50-000. 84/04/20, 0404160130. 


R. Periodic operating reports & related correspondence 


8404180005 Monthly operating repts for Mar 1984. W/840413 Itr. 
REQUIS, J. A. , TUCKER, H B. Duke Power Co. 84/03/31. 13pp. 

24077:056. 24X Fic he: 50-369, 84/03/31, 8404180005. 


S. Reportable occurrences, LERs it related correspondence 


8404060127 LER 84-007-00: on 840119, leak check of in-core detectors not 
performed within 31 days prior to instal lat i on. Caused by 
personnel error it procedural deficiency. Procedure revised. 

Personnel counseled. W/S40326 Itr. 

NARDOCI, P. B. , TUCKER, H.B, Duke Power Co. 84/03/26. 3pp. 

22927: 224. 24X Fiche: 50-370, 84/03/26. 8404060127. 


8404060302 LER 94-008-00: on 840223, technician removed thermometer from 
speed changer on centrifugal charging pump 2D for calibr, 
resulting in loss of speed changer lubricat ion. Caused by 
thermometer installed in wrong location. 

NARDOCI. P. B. , TUCKER, H.B. Duke Power Co. 84/03/26. 4pp. 

22921: 114. 24X Fiche: 50-370, 84/03/26, 8404060302, 


0404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3,000S it K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co. , Ltd. >. 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114; 161. 24X Fiche; 50-000, 04/04/16, 8404200323. 


8404270203 Notifies of delay in submittal of LER 369/84-09 re possible 
lack of containment integrity involving reactor vessel level 
indication sys. Complete LER will be available by 840424. 

TUCKER, H. B. Duke Power Co. 84/04/16. Record Services Branch 
(Document Control Desk). Ip. 24215:302. 24X Fiche: 50-369, 84/04/1 &, 

8404270203. 


8404300143 LER 84-009-00: on 840319, reactor trip initiated by steam 
generator A low-low level. Caused by sys fluctuations after 
loop power supply card failed. NLP card replaced it loop 
returned to svc. W/84041B Itr, 

NARDOCI, P. B, , TUCKER, H.B. Duke Power Co. 04/04/18. 5pp. 
24226:001. 24X Fiche: 50-370, 84/04/18, 8404300143. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02, 8404020019. 
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DOCKET 50-373 LASALLE COUNTY STATIDNi UNIT 1 


E. NRC Safety Evaluation Report (SER>< suppls & correspondence 


8404090036 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF LA 
SALLE COUNTY STATION. UNITS 1 AND 2. Docket Nos. 50-373 And 
50-374. (Commomuiealth Edison Company) 

* Division of Licensing. NUREG-0519 SOB, 84/03/31. 30pp. 

Available at NRC, $3.50. 22947:282. 24X Fic he: 50-373, 84/03/31. 

8404090036. 


F. Security, medical, emergency & fire protection plans 


8404250024 Revised emergency implementing pro ced ures. inc lud ing 
Procedure 1550-9 re special TLD locations & Procedure 
1550-10 re environ surveillance stations. W/830322 
transmittal Itr. 

♦ Commonwealth Edison Co. 83/12/22 31pp. 24192:138. 24X 

Fiche: 50-373. 83/12/22. 8404250024. 


8404270286 Public version of Itr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
ii withheld from PDR as well as LPDR. W/JM Felton 840419 
release memo. 

GOLDEN, J. C. Commonwealth Edison Co. 84/03/06, UASSALLQ. D. B. 
Operating Reactors Branch 2, Ip. 24229:331. 24X 

Fiche: 50-000. 84/03/06. 8404270206. 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE. D.D. Commonwealth Edison Co. 84/02/29. 73pp. 24229:332. 

24X Fiche: 50-000, 84/03/06. 8404270286. 


8404030337 Forwards IE Insp Repts 50-373/84-06 & 50-374/84-06 on 
840221-24. No noncompliance identified. 

PAPER lELLO, C. J. Region 3. Office of Director. 84/03/20. REED. C. 
Commonwealth Edison Co 2pp, 22863:112. 24X Fi che: 50-373. 84/03/20, 

8404030337. 


— 8404030375 IE Insp Repts 50-373/84-06 it 50-374/84-06 on 840221-24. No 
violations or deviations identified. Major areas inspected: 
radiation protection program. inc 1 ud ing organization & mgt 
controls, training & qualif ications it audits. 

MILLER. D,E.. NICHOLSON. N. A. . OREGER, L. R. Region 3, Office of 
Director. 94/03/20. 9pp. 22863:114. 24X Fiche; 50-373. 84/03/20. 

8404030337. 


8404060297 Revs to emergency plan implementing procedures, includ ing Rev 
8 to LZP-1320-1, "Augmentation of Plant Staffing" S( Rev 0 to 
LZP-1390-1. "Emergency Insp of Cooling Water Dike. " W/index 
& 840330 transmittal & ack form. 

* Commonwealth Edison Co. 84/03/24. 23pp. 22922:210. 24X 

Fiche- 50-373, 84/03/24. 8404060297. 


8404040169 Forwards exercise repts for LaSalle St Dresden offsite 
radiological emergency preparedness exercises conducted 
820414-15 it 0629-30. respectively, 

KRIMM, R.W, Federal Emergency Management Agency. 84/03/26. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 2pp. 22883:122. 24X Fi che: 50-000. 84/03/26, 

8404040169, 


— 8404040172 Evaluation of State of IL full-scale emergency preparedness 
exercise plan, final rept. 

* Federal Emergency Management Agency, 82/05/31. 6app. 

22883; 124. 24X Fiche; 50-000. 84/03/26. 0404040169. 


8404030491 Advises that Rev 17 to security plan submitted on 840216 
consistent w/provisions of 10CFR50. 54< p ) it acceptable. 

Forwards comments re portions of plan causing NRC concern. 

Comments withheld (ref 10CFR73. 21). 

AXELSON.W. L. Region 3, Office of Director. 84/03/28. FARRAR. D. L. 
Commonwealth Edison Co. 2pp. 22869:276, 24X Fiche: 50-373. 84/03/28. 

8404030491. 


8404030128 Requests that end outstanding offsite procedure 
notification forms be signed tk returned, 

* Commonwealth Edison Co. 84/03/29. Office of Nuclear Reactor 
Regulation, Director. 4pp. 22849:342 24 X Fich e; 50-373, 84/03/29. 
8404030128. 


8404090191 Forwards IE Safeguards Insp Repts 50-373/84-09 it 
50-374/84-12 on 840319-23, No noncompliance noted. 

AXELSON.W. L. Region 3, Office of Director. 84/04/05. REED. C. 
Commonwealth Edison Co. 2pp. 22940:097. 24X Fiche: 50-373. 84/04/05, 

8404090191. 


—8404090196 IE Safeguards Insp Repts 50-373/84-09 & 50-374/84-12 on 
840319-23. No noncompliance noted. Major areas inspected: 
security organ i zat i on. inc lud ing security program audit, 
testing it ma int. Deta i 1 s withheld (ref 10CFR73. 21). 

BELANGER. J. L. , KNICELEY, J. R. . CREED. J.R. Region 3, Office of 
Director. 84/04/04. 2pp. 22940:099. 24X Fiche: 50-373. 84/04/05. 

8404090191. 


G. Adjudicatory correspondence 


8404060152 Order extending time until 840417 for Commission to act to 
review Director's Decision DD-84-6. Served on 840405. 

CHILK, S, J. Office of the Secretary of the Commission. DSB 343. 
84/04/05. Commissioners. Ip. 22926:310. 24X 

Fiche: 50-373. 84/04/05, 8404060152, 


8404170482 Order extending time until 840424 for Commission to act to 
review Director's Decision DD-84-6. Served on 840417. 

CHILK, S.J. Office of the Secretary of the Commission. DSB 600. 
84/04/17. Commissioners. Ip. 24058:342. 24X 

Fiche: 50-373, 84/04/17, 8404170482. 


K. Utility Final Safety Analysis Report (FSAR) ?< amends 


8404120213 Forwards Rev 0 to updated FSAR for LaSalle County Station. 
Units 1 & 2, Vols 1-12. 

REED. C. Commonwealth Edison Co. 84/03/30. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director, 2pp. 24126:001. 24X 

Fiche: 50-373. 84/03/30. 8404120213. 


— 8404120215 Rev 0 to updated FSAR for LaSalle County Station, Uni ts 1 it 
2, Vols 1-12. 

# Commonwealth Edison Co. 84/04/30. 9.779pp. 24126:003. 24X 

Fiche: 50-373.84/03/30. 8404120213. 


— 8404120219 Chapter 1 to LaSalle County Stat ion. Units 1 it 2, Rev 0 to 
updated FSAR. "Introduction St General Description of 
Plant. " 

* Commonwealth Edison Co. 84/04/30. 136pp. 24126:077. 24X 

Fiche: 50-373. 84/03/30, 8404120213. 


— 8404120222 Chapter 2 to LaSalle County Stat ion. Units 1 8< 2. Rev 0 to 
updated FSAR. "Si te Charac ter i sties. " 

* Commonwealth Edison Co. 84/04/30. 1.300pp. 24126:213. 24X 

Fiche: 50-373, 84/03/30. 8404120213. 


— 8404120225 App 2. 5A to LaSalle County Stati on, Units 1 St 2. Rev 0 to 
updated FSAR, "Selected Structures Outside 200-Mile Radius." 

* Commonwealth Edison Co. 84/04/30. 5pp, 24129:220. 24X 

Fiche: 50-373, 84/03/30. 8404120213. 


— 8404120227 Chapter 3 to LaSalle County Stat ion. Units 1 St 2, Rev 0 to 
updated FSAR. "Design of Structures. Components. Equipment St 
Sys " 

* Commonwealth Edison Co. 84/04/30. 1,375pp. 24129:225. 24X 

Fiche: 50-373.84/03/30. 8404120213. 


— 8404120229 Chapter 4 to LaSalle County Stat ion, Units 1 S< 2, Rev 0 to 
updated FSAR. "Reactor. " 

* Commonwealth Edison Co, 84/04/30. 350pp. 24133:016, 24X 

Fiche: 50-373.84/03/30. 8404120213. 


— 8404120232 Chapter 5 to LaSalle County Stat ion. Units 1 St 2. Rev 0 to 
updated FSAR. "RCS & Connected Sys. " 

* Commonwealth Edison Co. 84/04/30. 200pp. 24133:265. 24X 

Fiche: 50-373. 84/03/30. 8404120213. 


—8404120234 Chapter 6 to LaSalle County Stat ion. Units 1 St 2. Rev 0 to 
updated FSAR. "E8F, " 

* Commonwealth Edison Co. 04/04/30, 600pp. 24134:071. 24X 

Fiche: 50-373.84/03/30, 8404120213, 


— 0404120236 Chapter 7 to LaSalle County Stat ion. Units 1 St 2, Rev 0 to 
updated FSARi "Instrumentation 8t Controls." 

* Commonwealth Edison Co, 04/04/30 . 750pp. 24135:300. 24X 

Fiche: 50-373. 84/03/30. 8404120213. 


— 8404120237 Chapter 8 to LaSalle County Stat ion, Units 1 St 2. Rev 0 to 
updated FSAR, "Electric Power." 

* Commonwealth Edison Co. 84/04/30, 200pp. 24137:201. 24X 

Fiche: 50-373, 84/03/30. 8404120213. 


— 8404120239 Chapter 9 to LaSalle County Stat ion, Units 1 8< 2. Rev 0 to 
updated FSAR. "Auxiliary Sys. " 

•* Commonwealth Edison Co. 04/04/30. 650pp. 24137:356. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 
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— 0404120241 Chapter 10 to LaSalle County Sta ti on« Un i ts 1 & 2» Rev 0 to 
updated FSAR» “Steain & Power Conversion Sys. ” 

# Cofflffionwealth Edison Co. 84/04/30. 42pp- 24139:059. 24X 

Fiche: S0--373. 84/03/30, 8404120213. 


— 8404120279 App J to LaSalle County Station, Uni ts 
FSAR. “Analysis of Effects of Moderate Energy 
Wall Leakage Cracks Outside Primary Conta inmen 
* Commonwealth Edison Co. 84/04/30. 250pp. 

Fiche: 50-373, 84/03/30, 8404120213. 


1 St 2, Rev 0 to 
Line Through- 
t. “ 

24143: 172. 24X 


up dated 


— 8404120242 Chapter 11 to LaSalle County Sta ti on. Uni ts 1 St 2, Rev 0 to 
updated FSAR, "Radwaste Mgt. ” 

# Commonufealth Edison Co. 84/04/30, 185pp. 24139:101. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


-8404120282 App K to LaSalle County Station, Uni ts 
FSAR, “Interim Offsite Power Arrangement. " 

* Commonwealth Edison Co. 84/04/30. Ip. 24143. 2S1. 
c-{ ..-ha- Rii/nr?/30. 8404120213. 


1 S< 2. Rev 0 to updated 


24X 


— 8404120244 Chapter 12 to LaSalle County Sta tion. Uni ts 1 S, 2, Rev 0 to 
updated FSAR, "Radiation Protection. " 

Comroonujealth Edison Co, 84/04/30. 325pp. 24139:232. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


8404120284 App L to LaSalle County Station, Units 1 & 2, Rev 0 to updated 

FSAR, "Requirements Resulting From TMI-2 Accident." 

* Commonwealth Edison Co. 84/04/30. IJpp. c.4143. es.S2. 24X 


—8404120246 Chapter 13 to LaSalle County Sta tion, Uni ts 1 & 2, Rev 0 to 
updated FSAR, “Conduct of Operations. " 

# Commonwealth Edison Co. 84/04/30. 58pp. 24140:064. 24.X 

Fiche: 50-373, 84/03/30, 8404120213. 


— 8404120247 Chapter 14 to LaSalle County Station, Units 1 & 2, Rev 0 to 
updated FSAR, "Initial Test Program. " 

# Commonwealth Edison Co. 84/04/30. Ip. 24140: 122. 24X 

Fiche: 50-373. 84/03/30, 8404120213. 


—8404120250 Chapter 15 to LaSalle County Sta tion. Uni ts 1 & 2, Rev 0 to 
updated FSAR, “Accident Analysis." 

« Commonwealth Edison Co. 84/04/30. 325pp. 24140:123. 24X 

Fiche: 50-373,84/03/30, 8404120213. 


—8404120252 Chapter 16 to LaSalle County Sta tion, Units 1 & 2, Rev 0 to 
updated FSAR, “Tech Specs. " 

« Commonwealth Edison Co. 84/04/30. 2pp. 24141:049. 24X 

Fiche: 50-373,84/03/30, 8404120213. 


— 8404120285 App M to LaSalle County Station, Uni ts 1 & 2, Rev 0 to updated 
FSAR, "Environ Qual if ication of Electrical Equipment. " 

# Commonwealth Edison Co. 84/04/30. Ip. 24143:296. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


— 8404120288 App N to LaSalle County Station. Units 1 2, Rev 0 to updated 

FSAR, "Interim Secondary Containment. " 

a Commonwealth Edison Co. 84/04/30. 2,000pp. 24143:297. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


8404100378 Forwards FG Lentine affidavit attesting to distribution of 
Amend 64 to FSAR, 

lentine, F.G. Commonwealth Edison Co. 84/04/05. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 22971:088. 24X 

Fiche: 50-373, 84/04/05, 9404100378. 


P. Operating license stage documents 8< correspondence 


— 8404120253 Chapter 17 to LaSalle County Sta tion. Units 1 & 2, Rev O to 
updated FSAR, "QA. " 

# Commonwealth Edison Co. 84/04/30. 3pp. 24141:051. 24X 

Fiche; 50-373, 84/03/30, 8404120213. 


— 8404120255 App A to LaSalle County Station, Units 1 & 2, Rev 0 to 
updated FSAR, "Glossary. " 

# Commonwealth Edison Co. 94/04/30. Ip. 24141:054, 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


— 8404120258 App B to LaSalle County Station, Units 1 Si 2, Rev 0 to 
updated FSAR, "Conformance to Reg Guides. “ 

* Commonwealth Edison Co, 84/04/30. Ip. 24141:055. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


—8404120262 App C to LaSalle County Station, Units 1 & 2, Rev 0 to 
updated FSAR, ‘’Analysis of High-Energy Line Breaks Outside 
Primary Containment. " 

* Commonwealth Edison Co. 84/04/30. ip. 24141:056. 24X 

Fiche; 50-373, 84/03/30, 8404120213. 


— 8404120264 App D to LaSalle County Station, Units 1 & 2, Rev 0 to 
updated FSAR, "Plant Nuclear Safety Operational Analysis. " 

* Commonwealth Edison Co. 84/04/30. Ip. 24141:057. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


8404050184 Responds to 831129 petitions «< 840106 ad dendum. Petiti one 
addendum denied for reasons stated in end Director's 
decision under 10CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
84/03/16. GOGOL, E.M. Affiliation Not Assigned. 3pp. 22919:001. 
24X Fiche; 50-000, 84/03/16, 8404050184. 


— 8404050189 Director's Decision DD-84-6 denying EM Gogol 831129 petition 
for emergency relief re primary containment leakage & 
integrated leak rate testing at all reactors. 

DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 

84/03/16. 12pp. 22919:003. 24X Fiche: 50-000, 84/03/16, 84040501Q4. 


— 8404050192 Notice of issuance of Director's Decision DD-84-06 under 
10CFR2. 206 denying EM Gogol 831129 petition for emergency 
relief re integrated containment leak rate testing at 
fac il ities. 

DENTON,H. R. Office of Nuclear Reactor Regulation, Director. 
84/03/16. 3pp. 22919:024. 24X Fiche: 50-000, 84/03/16, 8404050184- 


— 8404050195 Notifies of unsafe condition re ability of primary 
containment of Unit 1 to fulfill design function & provide 
level of containment of reactor fission products mandated by 
law & Tech Specs. 

GOGOL,E.M. Affiliation Not Assigned. 83/11/29. KEPPLER, J. 
Region 3, Office of Director. 5pp. 22919:030. 24X 

Fiche: 50-000, 84/03/16, 8404050184. 


-8404120265 App E to LaSalle County Station Units 1 ?t 2, Rev 0 to 
updated FSAR, "Const Matl Stds & QC Procedures. " 

* Commonwealth Edison Co. 84/04/30. Ip. 24141:058. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


-8404120267 App F to LaSalle County Station, Units 1 Ss 2,Rev 0 to 
updated FSAR, "Computer Programs. ** 

* Commonwealth Edison Co, 84/04/30. Ip. 24141:059. 24X 

Fiche; 50-373, 84/03/30, 8404120213. 


e County Station, Units 1 & 2, Rev 0 to 
ecirculation Sys. ** 

a. 84/04/30. 300pp. 24141:060. 24X 


— 8312220250 Requests review of EM Gogol 831129 petitions for emergency 
action re primary containment leakage & integrated leak rate 
testing at all US nuclear reactors, inc 1 ud i ng LaSalle Units 
1 ?t 2. Petitions should be treated under 2.206. 

LIEBERMAN, J. Regional Operations & Enforcement Division, 

83/12/14. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22919:054. 24X Fiche: 50-373, 84/03/16, 8404050184-. 


8404040104 Forwards Amend 16 to License NPF-1 1 & safety evaluation. 

Amend changes Tech Specs re requirements for fast starts on 
diesel generators to be consistent w/Unit 2 Tech Specs. 

SCHWENCER, A. Licensing Branch 2. 84/03/19. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 22910:220. 24X Fiche: 50-373, 84/03/1 9, 

8404040104. 


ts 1 & 2, Rev 0 to 
24141:322. 24X 


—8404040106 Amend 16 to License NPF— 1 1, chang ing Tech Specs re 
requirements for fast starts on diesel generators to be 
consistent ui/Unit 2 Tech Specs, 

SCHWENCER, A, Licensing Branch 2. 84/03/19. 9pp. 22910:223. a4X 

Fiche: 50-373, 84/03/19, 8404040104. 


its 1 St 2, Rev 0 to updated 
adioactivity in 


— 8404040108 Safety evaluation supporting Amend 16 to License NPF-ll. 
* NRC - No Detailed Affiliation Given, 84/03/19. 2pp, 

22910:232. 24X Fiche : 50-373, 84/03/19, 8404040104, 


24143: 171. 24X 



DOCKETED ITEMS 


3404110252 Forwards latest regulatory effectiveness review schedule 
for FY84. W/o end. 

THOMASi C. 0, Standard! zation & Special Projects Branch. 84/03/21. 
MIRAGLIAiF. NRC - No Detailed Affiliation Given. 4pp. 24002:360 
24X Fiche: 50-000, 84/03/21, 8404110252. 


8404030326 Resubmitted application to amend License NPF-1 1 , r evi s ing 
Unit 1 Tech Specs to reflect changes incorporated into Unit 
2 Tech Specs. Original submittal of Change Request 
NPF-li/84-02 on 840113 rejected by NRC. 

SCHROEOER, C. W. Commonwealth Edison Co, 84/03/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 15pp. 22857:032. 

24X Fiche: 50-373, 84/03/22, 8404030326. 


—8404030331 Resubmitted proposed application to amend License NPF-11 
changing Tech Specs reflecting Unit 1 changes incorporated 
into Unit 2 Tech Specs. 

* Commonwealth Edison Co. 84/03/22. 200pp. 22857:047, 24X 

Fiche : 50-373, 84/03/22, 8404030326. 


8403140242 Board Notification 84-062: forwards description of recent 
thermal hydraulic stability tests at foreign BNR. GE 
calculations indicate considerable margin exists, even 
ut/large neutron flux oscillations 

EISENHUTi D. G. Division of Licensing. 84/03/23, PALLADINO, 
GILINSKY, ROBERTS Commissioners. 3pp. 22880:308, 24X 

Fiche: 50-000, 84/03/23. 8403140242. 


8404030176 Forwards "Equipment Qual if ication M-Summary Rept, " Sargent ?< 
Lundy Engineers periodic status summary revising FSAR,per 
840315 Itr. 

SCHROEOER. C, W, Commonwealth Edison Co. 84/03/26. DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director, Ip. 22852:170. 24X 

Fiche: 50-373, 84/03/26. 8404030176. 


— 8404030184 "Equipment Qualification M-Summary Rept." 

* Sargent & Lundy. Inc. 84/01/31. 223pp. 22852:171. 24X 

Fiche : 50-373. 84/03/26, 8404030176. 


8404030284 Clarifies FSAR changes re relief valve startup test program. 
Table 14. 2-123, per 840305 telcon.Back pressure will not be 
measured during Unit 2 test program since instrumentation 
tapes unavailable on Unit 2 piping. 

SCHROEOER, C. W. Commonwealth Edison Co. 04/03/26. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director, Ip. 22872:228. 24X 

Fiche; 50-373. 84/03/26, 8404030284, 


0404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re interim procedures 
for NRC mgt of plant-specific backf i tting. Svc list end. 

EISENHUT, D, 0. Division of Licensing, 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04, 8404040256, 


8404120136 Forwards updated schedule for ongoing environ qualification 
testing programs, per 810528 commitment, 

BARNES, P. L. Commonwealth Edison Co. 04/04/04. KEPPLER, J, 0. Region 
3, Office of Director, 11pp. 24011:354. 24X Fiche: 50-000, 84/04/04. 
0404120136. 


8404100393 Rev to 840322 application to amend License NPF-1 1, chang ing 
Tech Specs to correct info re butterfly valves, State of IL 
will be notified of change. 

BARNES, P. L. Commonwealth Edison Co, 84/04/05. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director, 2pp. 22968:042. 24X 

Fiche: 50-373, 04/04/05, 8404100393, 


8404120153 Forwards WU Dircks 840321 memo to NJ Palladino re facility 
QA program. Info provided in response to Gilinsky questions. 

DAVIS, A. B. Region 3, Office of Director. 84/04/05. REED, C. 
Commonwealth Edison Co. Ip. 24013:114. 24X Fi c he : 50-373, 84/04/05, 

8404120153. 


— 8404050170 Forwards response to Commissioner Gilinsky question re 
QA at facility bases for staff confidence in quality of 
const. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/03/21. PALLADINO Commissioners, 9pp. 24013:115. 24X 

Fiche • 50-373, 84/04/05, 8404120153. 


8404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated matl s. Request 
denied since provisions for generic release of small 
quantities of radioactive mails not developed. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/13. FARRAR, D. L. 

Commonwealth Edison Co. 8pp, 24077:216, 24X Fiche: 50-000, 84/04/13, 

8404180203. 


S404200256 Ack receipt of 840326 ltr informing NRC of steps taken re 
overview function for control room activiti es. Concurs w/ 
elimination of function due to decreased workload resulting 
from Unit 2 achieving initial criticality. 

NORELIUS, C. E. Division of Project S« Resident Programs. 84/04/16. 
REED, C. Commonwealth Edison Co. Ip. 24116:038. 24X 

Fiche: 50-373,84/04/16, 8404200256. 


8404160137 Board Notification 84-087: forwards WJ Dircks 840321 memo to 
Chairman Palladino re response to questions raised by 
Commissioner Gilinsky concerning QA at LaSalle County 
Station. Byron QA program discussed in ends. 

NOVAK, T. M. Assistant Director for Licensing. 84/04/20, 

ROSENTHAL, A. S. , GOTCHY, R, L, , WILBER, H. A. Atomic Safety and Licensing 
Appeal Panel. 2pp. 24180:200. 24X Fi che: 50-000, 84/04/20, 

8404160137. 


— 8404240364 Forwards response to questions raised by Commissioner 
Gilinsky re QA at p lant. Performance problems at util 
operating plants during 1983 will be discussed during 
presentation on 840323. 

DIRCKS, W.J. Office of the Executive Director for Operations. 
84/03/21. PALLADINO Commissioners. 10pp. 24180:202. 24X 

Fiche: 50-000, 84/04/20, 8404160137. 


Q, Inspection reports, IE Bulletins & correspondence 


8404030337 Forwards IE Insp Repts 50-373/84-06 & 50-374/84-06 on 
840221-24. No noncompliance identified. 

PAPERIELLD, C. J, Region 3, Office of Director. 84/03/20. REED, C. 
Commonwealth Edison Co. 2pp, 22863:112. 24X Fiche: 50-373, 84/03/20, 

8404030337. 


—8404030375 IE Insp Repts 50-373/84-06 & 50-374/84-06 on 840221-24. No 
violations or deviations identified. Major areas inspected; 
radiation protection program, inc lud ing organization mgt 
controls, training ■?< qualifications %i audits. 

MILLER, D.E., NICHOLSON, N. A. , OREOER, L. R. Regions, Office of 
Director, 84/03/20. 9pp. 22863:114. 24X Fiche: 50-373, 04/03/20, 

8404030337. 


8404030177 Informs NRC of util decision to discontinue assignment of 
addl mgt personnel to oversee activities in control room. 

Position implemented due to commitment made in response to 
IE Insp Rept 50-373/83-34. 

SCHROEOER, C. W. Commonwealth Edison Co. 84/03/26. KEPPLER, J. 0. 
Region 3, Office of Director. 2pp. 22849:167. 24X 

Fiche: 50-373, 84/03/26. 8404030177. 


8404050303 Forwards second half of baseline insp rept <ASME Section 
XI ), completing package of changes transmitted by 840222 ltr. 
SCHROEDER, C. W. Commonwealth Edison Co. 84/03/26. DENTON, H, R, 
Office of Nuclear Reactor Regulation, Director. 188Bpp. 22904: 108. 

24X Fiche: 50-.373, 84/03/26, 8404050303. 


— 8404050304 Rev 3 to QA Manual 52, Sections Audit, Related info end, 

CZAPLICKI, T. N. General Electric Co. 83/07/08. lOOpp. 22904:319, 
24X Fiche: 50-373, 84/03, '26, 8404050303. 


—8404050305 "Contract Proposal Descriptive Specs for Commonwealth 
Edison Co, Inservice Insp for La Salle County h4uclear Power 
Station." Related info end. 

* General Electric Co. 77/07/05. 665pp, 22905:068. 24X 

Fiche: 50-373, 84/03/26, 8404050303. 


— 8404050308 Rev 2 to Procedure QC— 3-380, "Qualification it Cert if ication 
of Insp it Testing Personnel. " Related info end, 

STOUTE, J. W. , YODER, D, A. , WINTERS, W.R. General Electric Co. 

79/08/15. 269pp. 22907:013. 24X Fiche : 50-373, 04/03/26, 

8404050303. 


—8404050310 Rev 4 to Prodedure ASBD-NDT 1101, "ASBD-NDT Personnel 
Training Qual if ication & Certification Procedure." 

LEACH, N.J., SMITH, R. General Electric Co. 80/12/31. 26pp. 

22907: 282. 24X Fiche: 50-373, 84/03/26, 8404050303. 


— 8404050315 Rev 0 to Procedure QC1.2, 1, "Procedure for Qualification it 
Certification of NDE Personnel. " 

EDWARDS, R. E. , HORNE, M, L. General Electric Co, 82/03/16. 22pp. 

22907:308. 24X Fiche: 50-373, 84/03/26, 8404050303. 


— 8404050321 Rev 1 to Procedure QC-9-380, "Qualif ication it Certification 
of Visual Exam Personnel for Nuclear Components Supports 
for Mississippi Power Si Light Co." Related info end. 

SELF, J, W. . YODER, I. A., WINTERS, W. R. General Electric Co, 

81/09/28. 585pp. 22907:331. 24X Fiche: 50-373, 84/03/26, 

8404050303. 
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DOCKETED ITEMS 


iC to ^.aSalle County Station. Units 1 Zt 2. Rev 0 to 
F3AP. “Steam S, Power Conversion Sys. ” 

* Ed;ssn Co, 84/04/30, 42pp. 24139:059. 24X 

P;C'“e, 5C-372 j 34/w5r3C 54C412u2I3. 


—-34:4120242 Chapter II to LaSalle County Station. Units 1 Zt 2. Rev 0 to 
FSAP- “Fadwaste tigt " 

* CorsfREnaealtti Etisor. Cc 84/04/30. lS5pp, 24139:101. 24X 

P:ch®. 50-373. 34/03/33, S40412C213. 


— 8404120279 App J to LaSalle County Station. Uni ts 1 $< 2. Rev 0 to updated 
FSAR. “Analysis of Effects of Moderate Energy Line Through- 
Wall Leakage Cracks Outside Primary Containment." 

» Commonwealth Edison Co, 84/04/30. 2S0pp, 24143; 172 24, X 

Fiche: 50-373. 84/03/30, 8404120213. 


— S4041202S2 App K to LaSalle County Station, Uni ts 1 2. Rev 0 to updated 

FSAR, "Interim Offsite Power Arrangement " 

* Commonwealth Edison Co, 84/04/30, Ip, 24143,281. 24X 

Fiche: 50-373, 84/03/30, 8404120213, 


—3434120244 Chapter 12 to LaSalle County Station, Units 1 & 2, Rev 0 to 
jjdated FSAR. “Radiation Protection, " 

# Cfl«*on.etalth Edison Co, 84/04/30. 325pp. 24139:232. 24X 

Fiche, 5C~27,2, S4/03/3C;. S404120213. 


'-84:4120246 Chapter 13 tc LaSalle County Station, Units 1 & 2, Rev 0 to 
updated FSAfi. “Conduct of Operations. " 

# Coasanuealth Edison Co 84/04/30. 58pp. 24140:064. 24X 

F.chs, 50-273.84/03/30. 3404220213. 


-“S40'412C'247 Chaptar 14 tc LaSalle County Station, Units 1 & 2, Rev 0 to 
updated FSAR. “Initial Test Program. " 

* Comanweaith Edison Co. 84/04/30. Ip. 24140:122. 24X 

Fiche: 50-373, B4/03/3C, 8404120213. 


■-B4C412025C Chapter 15 tc LaSalle County Station, Units 1 Sc 2, Rev 0 to 
updated FS,AH. “Accident Aralysis " 

^ CoaiBonwfaltfi Edison Cc £4/04,30 325pp. 24140:123. 24X 

Fisfee: 50-373, 84/03/30. 8404120213. 


•B4C4120232 Chapter 16 to LaSalle County Sta tion, Uni ts 1 & 2, Rev 0 to 
updated FSAR» "Tech Specs. ’* 

’» C afjwo natal th Edison Co. 84/04/30. 2pp. 24141:049. 24X 

Fiche 50-373,84/03/30.9404120213. 


— 8404120284 App L to LaSalle County St#t ion, Un i fes 1 St 2, Rev 0 to updated 
FSAR, "Requirements Resulting From TMI*-2 Accident " 

* Commonwealth Edison Co. 84/04/30 13pp 24143 202. 24X 

Fiche: 50-373, 84/03/30, 8404120213, 


— 8404120285 App M to LaSalle County Sta t ion, Un 1 1 f 1 2, Rev 0 to updated 

FSAR, "Environ Qual if ication of Electrical Equipment " 

■ft Commonwealth Edison Co, 84/04/30, Ip. 24143 296 24X 

Fiche: 50-373, 84/03/30, 8404120213, 


— 8404120288 App N to LaSalle County Station, Un 1 1® 1 It 2, R®v 0 to updated 
FSAR, "Interim Secondary Containment " 

* Commonwealth Edison Co. 84/04/30, 2,000pp. 24143 297 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


8404100378 Forwards FO Lentine affidavit attesting to distribution o# 
Amend 64 to FSAR. 

LENTINE. F. G. Commonwealth Edison Co. 04/04/05. DENTON, H R Office 
of Nuclear Reactor Regulation, Director. 2pp, 22971:000. 24X 

Fiche: 50-373, 84/04/05, 8404100370 


P. Operating license stage documents Jk correspondence 


-B4C4 120253 Chapter 17 to 
updated FSAR. ’='QA. " 

♦ CeBKtSBTJweaith Ediscn Co. S4/04/CK5, 
Ficht, 50-373, 04/03/30, 8404120213 


.aSalle County Station, Units 1 & 2, Rev 0 to 
3pp. 24141:051. 24X 


—8404120255 App A to LaSalle County Station. Units 1 & 2, Rev 0 to 
updated fSM> "Glossary, '* 

* CofltMonwealth Edison Co. 84/04/30. Ip. 24141-054 24X 

Fiche; 50-373, B4/03/3C, 8404120213. 

— 04041 202M App I to LaSalle County Station. Units 1 «, 2, Rev 0 to 
updated FSAR, ^Conformance to Reg Guides. " 

* Coswonieealth Edison Co. 84/04/30, ip. 24141-055 24X 

Fiche: 50-373, 04/03/30, 8404120213, ' ■ ^ 

USalle County Station, Units 1 «, 2, Rev 0 to 

Lme Breaks Outside 

1 *. 2- Rev 0 to 

apo«»B rsww. Plant Nuclear Safety Operational Analusi? « 

* Coawonwealth Edison Co. 84/04/30. ip 24141-057 24 y 

Fichf, 50-373. 84/03/30,8404120213. 44141.057. 24X 

—8404120265 App E to LaSalle County Station Units 1 & 2 R-v 0 fn 
updated FSA«, -Const Mail Stds & GC ProcedCJes " 

station, iiuit, i , 0 to 

* C Itf, Edison Co. 84/04/30 

Fiche ; 50-373, 04 /o3/3q^ ' P' 24141.0^,9. 24X 

1 & Z>Rev 0 to 

* Eiiwm Co 84/ol/4n’ ' 

*50pp. 24141:322. 24X 

— *«4e41Mt76 Apt 7 **. 



'rChe S3-373,.54,./c3*3:7a4l4:aC2ir''*^' 24143:171. 24X 


o^o4uouit(4 Kesponds to 831129 petition® Zi 840106 addendum Petitions Ik 
addendum denied for reasons stated in end Director ‘ a 
decision under 10CFR2. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director 
84/03/16. GOGOL, E. M, Affiliation Not Assigned 3pp 22919' 001 

24X Fiche; 50-000,04/03/16, 8404050184. 

—8404050189 Director 's Dec ision DD-84-6 denying EM Gogol 831129 petition 
for emergency relief re primary containment leakage $t 
integrated leak rate testing at all reactors, 

Reactor Regulation. Director, 

84/03/16. 12pp, 2^919:003, 24X Fi c he : 50-000, 04/03/ 16, 0404050 104, 

“®'^?0cKr206°Jem';,-n! 00-84-06 unde*r 

10CFR2. 206 denying EM Gogol 831129 petition for emergency 

relief re integrated containment leak rat# teatina at 
facilities, ^ 

84/03/16 ««<=*« Regulation, Director, 

84/03/16. 3pp, 22919:024. a4X Fiche 50-000, 04/0,3/ 16, 0404050184 

8404050195 Notifies of unsafe condition r® ability of erimaro 
containment of Unit 1 to fulfill design functioX I. pfovij®'^ 
law & Tech reactor fission products mandated by 

RegionV'nfii!«“j*nr Assigned. 83/11/29, KEPPLER, U. 
negion 3, Office of Director. 5pp. 22919' 030 24X 

Fiche: 50-000, 84/03/16, 8404050184 ^ 

:!:i7 E« ougul B3Ua9 p.titlun. ,or .m.raenuu 
testing at^Iii uq leakage integrated leak rat# 

1 I. 2 Petitiois^shnu?J®r ii^cluding LaSalle Unit# 

I tfrprmIm 7 o t*® treated under 2.206. 

83/12/14 ' DENTOw^w^n^ Operations «« Enforcement Division 

Director: 3pp 22919' 054 ^ ‘’'f' R®9ulation, 

PP, BJ2919, 054. 24X Fiche: 50 ”' 3 / 3 , 04/03/16, 0404050104 , 

diesel generatoJrtfJ! requirements for fast starts on 
SCHWENCER,A Lice^si^! d ^ 

Commonwealth Ed 84/03/19. FARRAR, D. L 

8404040104. aSO. 24X Fi ch©; 90-373, 04/03/ 1 9, 


consistent w/Unit 2^Vp,c, generators to b« 

’RR- aa9ro:3a3. 


a;4x 


* NRC°- NrS^tailed^AffUiatr^’^Q?"® ticens# NPF-U. 

22910: 232. 24X Fiche SPP 

«*tA ricne, 50-373, 84/03/19,8404040104. 
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DOCKETED ITEMS 


8402090047 IE Info Notice 84-05< Rev 1. "Exercise Frequency." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103>. 84/03/28 Consolidated Edison Co. of New 

York. Inc. 13Spp. 22933:122. 24X Fic he: 50-000. 84/03/29. 8402090047. 


8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post B30103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. S5pp, 22892:145. 24X Fiche: 50-000. 84/03/28. 8403140241. 


8403140247 IE Info Notice 84-22. "Deficiency in COIiSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche: 50-000. 84/03/29. 8403140247. 


8404060225 Ack receipt of 840316 response to 841128 confirmatory 
action Itr. Item D. 

KEPPLER.J. 0. Region 3, Office of Director. 84/03/30. REED. C. 
Commonwealth Edison Co. Ip. 22921:350. 24X Fiche: 50-373, 84/03/30. 

8404060225. 


— 8404060230 Provides documentation that on 840314 util provided 
RD Walker & W Ouldemond w/copies of response to 830313 
confirmatory action Itr re soft seat indications on valve 
internals. 

SCHROEDER. C. W. Commonwealth Edison Co. 84/03/30. KEPPLER.J. O. 
Region 3. Office of Director. 4pp. 22921:351. 24X 

Fiche: 50-373. 84/03/30. 8404060225. 


8404100239 Forwards response to IE Bulletin 83-08. "Electrical Circuit 
Breakers W/Undervol tage Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Sub j 
breakers not used at facilities. 

BARNES. P. L. Commonwealth Edison Co. 84/04/04. KEPPLER.J.©. Region 
3. Office of Director. 3pp. 22960:189. 24X Fiche: 50-000, 84/04/04. 

8404100239. 


8404120127 Provides rept outlining findings of visual insp. performed 
3 months after restart. of drywell cables & equipment. in 
response to 840113 request. 

RYBAK. B. Commonwealth Edison Co. 84/04/04. KEPPLER. J. O. Region 3. 
Office of Director. 2pp. 24012:361. 24X Fiche: 50-373. 84/04/04. 

8404120127. 


8403140259 IE Info Notice 84-24. "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000.84/04/05,8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp. 24066:164. 24X Fiche: 50-000. 84/04/05. 8403140263. 


8404090191 Forwards IE Safeguards Insp Repts 50-373/84-09 St 
50-374/84-12 on 840319-23. No noncompliance noted. 

AXELSON. W. L. Region 3, Office of Director. 84/04/05. REED. C. 
Commonwealth Edison Co. 2pp. 22940:097. 24X Fi c he: 50-373. 84/04/05, 

8404090191. 


8404240108 Ack receipt of 840329 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/84-02 & 
50-374/84-01. 

NORELIUS. C. E. Division of Project & Resident Programs. 84/04/10. 
REED. C. Commonwealth Edison Co. Ip. 24165:004. 24X 

Fiche; 50-373. 84/04/10. 8404240108. 


— 8404240117 Responds to NRC 840302 Itr re violations noted in IE Insp 
Repts 50-373/84-02 & 50-374/84-01. Correc t ive actions: 

Elevations 694 S< 673 posted as contaminated & control of 
locked valves tightened. 

FARRAR. D.L. Commonwealth Edison Co. 84/03/29. KEPPLER. J. G. 
Region 3, Office of Director. 4pp. 24165:005. 24X 

Fiche: 50-373, 84/04/10, S404240108. 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofc re util regulatory improvement 
program. Meeting notice end. 

NORELIUS. C. E. Region 3. Office of Director. 84/04/13. REED, C. 
Commonwealth Edison Co. 3pp. 24095:320. 24X Fi che: 50-000. 84/04/13. 

8404190397. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

S6pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE. J. N. Division of QA, Safeguards 8t Inspection Programs (Post 
S30103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche; 50-000. 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE. J.N. Division of QA. Safeguards 8c Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

86pp. 24163:205. 24X Fi ch e : 50-000. 84/04/1 7. 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

89pp. 24163:292. 24X Fiche: 50-000. 84/04/1 7. 8403140277. 


8403140280 IE Info Notice 84-29. "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/17, Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche; 50-000. 84/04/ 17, 8403140280. 


8403140284 IE Info Notice 84-30. "Discrepancies in Recordkeeping 8c Mat! 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24X Fiche: 50-000. 84/04/18. 8403140284, 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8c Seal Set. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York. Inc, 117pp. 24188:119. 24X Fiche; 50-000. 84/04/18. 8403140286. 


—8404090196 IE Safeguards Insp Repts 50-373/84-09 8c 50-374/84-12 on 
840319-23. No noncompliance noted. Major areas inspected: 
security organization, including security program audit, 
testing 8c maint. Detai Is withheld (ref 10CFR73, 21). 

BELANGER. J, L. . KNICELEY. J. R, . CREED. J. R. Region 3. Office of 
Director. 84/04/04. 2pp. 22940:099. 24X Fiche: 50-373. 84/04/05, 

8404090191. 


8404120110 Ack receipt of 840329 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/83-54 8c 
50-374/83-57. 

WALKER, R.D. Region 3. Office of Director. 84/04/05. REED.C. 
Commonwealth Edison Co, Ip. 24023:209. 24X Fiche; 50-373. 84/04/05. 

8404120110. 


— 8404120117 Responds to NRC 840229 Itr re violations noted in IE Insp 
Repts 50-373/83-54 8c 50-374/83-57. Correct ive actions; control 
circuits modified & Valves 2E12-F099A 8c 2E12-F099B 
retested. 

FARRAR, D.L. Commonwealth Edison Co. 84/03/29. KEPPLER, J. G. 
Region 3. Office of Director. 2pp. 24023:210. 24X 

Fiche: 50-373, 84/04/05, 8404 120110. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger 8c Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, 119pp. 24195:343. 24X Fiche: 50-000. 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins," Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000. 84/04/20. 8404160130. 


R. Periodic operating reports 8c related correspondence 


8404060184 Forwards "Radwaste 8e Environ Monitoring Annual Rept for 
1983. " 

STEPHENSON, B. B. Commonwealth Edison Co. 84/03/28. KEPPLER, J. 0. 
Region 3. Office of Director. Ip. 22926:181. 24X 

Fiche: 50-373, 84/03/28. 8404060184. 


— 8404060186 "Radwaste Sc Environ Monitoring Annual Rept for 1983. " 
* Teledyne Isotopes. 84/03/31. 128pp. 22926:182. 24X 

Fiche: 50-373. 84/03/28. 8404060184. 
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8404180003 Monthly operating repts for Mar 1984. W/840415 Itr. 

DUS.R.S, . DIEDERICH/ G. J. Commonuea 1 th Edison Co. 84/03/31. 28pp. 

24077:028. 24X Fi c he : 50-373< 84/03/31, 0404180003. 


8404200243 Annual operating rept for 1983 for implementation of 
environ protection plan. 

DIEDERICH, G. J. Commonwealth Edison Co. 84/04/16. KEPPLER, J. G. 
Region 3, Office of Director. 25pp. 24116:008. 24X 

Fiche; 50-373, 84/04/16, 8404200243. 


S. Reportable occurrences, LERs & related correspondence 


8404030059 Updated LER 82-176/03X-1 ; on 821228, e x cess ive vibration noted 
on RHR pump IB shaft. Caused by excessive wear on bearings &■ 
misaligned upper pump c o 1 umn. Bear ings rep laced, upper column 
machined & instrumentation instal led. W/840310 Itr. 

HOUSTON, R.W., DIEDERICH, G.J. Commonwealth Edison Co. 83/01/26. 
KEPPLER, J.G. Region 3, Office of Director. 4pp. 22853:241. 24X 

Fiche: 50-373, 83/01/26, 8404030059. 


0404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc, 

EMPEY, D. C. Rockwell International Corp. 83/05/27. COLLINS, J T. 
Region 4, Office of Director. 6pp. 24054:330. 24X 

Fxche: 50-000, 83/05/27, 8404170427. 


8404030083 Updated LER 83-146/03X-1 : on 831109, local leak rate for 
inboard feedwater check valves 1B21-F010A/B exceeded Tech 
Spec. Caused by gaps on perimeter of disc seal matl. 

Manufacturer supplying one piece sea 1 s. W/840313 Itr. 

DUS,R. , DIEDERICH, G. J. Commonwealth Edison Co. 84/02/21. 

KEPPLER, J 0 Reqio’' 3. Office of Director. 4pp. 22853:162. 24X 

Fiche; 50-373, 0,1 ..'02, •2-. , ,3404030083. 


8404030170 Updated LER 83-039/03X-1 : on 830418, mechanical snubbers 
R141-1060S found locked between hot ?< cold settings. Caused 
by transient on line 1R141BA-10, resulting in water flashing 
to steam. Snubbers rep laced. W/S40320 Itr. 

SPENCER, D. A. , DIEDER ICH, G. U. Commonwealth Edison Co. 84/02/21. 
KEPPLER, vJ. G, Region 3, Office of Director. 3pp. 22853:131. 24X 

Fiche; 50-373, 84/02/21, 8404030170. 


0404030253 Updated LER 83-147/03X-1 : on 831112, RHR B HX outlet valve 
1E12-F003B failed to open via motor operator or manually. 

Caused by water trapped in bonnet cavity. Valve limit 
switches temporarily changed. W/840320 Itr. 

PETERS, M. A. , DIEDERICH, G. J, Commonwealth Edison Co. 84/02/23. 
KEPPLER, J G. Region ?. Office of Director. 4pp. 22869:169. 24X 

Fiche: 50-3;.'i. 84/C2/23- f-V.04D3C253. 


8404120207 LER 84-017-00: on 840308, ammonia/ch lor ine monitors 0AE-VC091A 
& B sys VI alarmed. Caused by faulty optical isolator 
freezing train A ?< B ammon ia/c h 1 or ine detec tors. Detector s 
repaired, W/840405 Itr, 

MASTERSON, V. , DIEDERICH, G. J, Commonwealth Edison Co. 84/04/05. 

4pp. 24012:339. 24X Fiche; 50-373, 84/04/05. 8404120207. 


8404160105 LER 84-018-00; on 840310, a 1 1 egati on s made to NRC re use of 
incorrect splicing technique to install butt splices on 
control /instrumentation conductors St improper technique used 
to remove outer jacketing from cab 1 ing. W/840409 Itr. 

GIESEKER, J, W. , DIEDERICH, 0. J. Commonwealth Edison Co. 84/04/09. 
25pp. 24041:167. 24X Fiche: 50-373, 84/04/09, 8404160105. 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turb ine. Bush ing will be staked to lock in place if installed 
St replacement guides will be sent to customers. 

THEROUX. R.R. Terry Corp. 84/04/09. EBMETER, S. Region 1, Office of 
Director. 6pp. 24060:247. 24X Fiche: 50-000, 84/04/09. 8404170296. 


8404190376 Ac k receipt of 840329 Itr informing NRC of steps taken to 
resolve recent allegation on possible defective conductor 
butt splices 8« possible damaged conductor insulation. 

SPESSARD, R. L. Region 3, Office of Director. 84/04/13. REED, C. 
Commonwealth Edison Co, Ip. 24096:001. 24X Fi c h e: 50-373, 84/04/13, 

8404190376. 


— 8404190384 Forwards rept outlining actions taken in response to recent 
allegations made to NRC. Repair packages initiated it 
completed for all butt splices which either failed pull 
test or required visual insp criteria. 

DIEDERICH, 0. J. Commonwealth Edison Co. 84/03/29. KEPPLER. J. 0, 
Region 3, Office of Director. 27pp. 24096:002. 24X 

Fiche: 50-373, 84/04/13, 8404190376. 


8404260414 Part 21 rept re presence of thread-locking matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-locking devices under 
investigation. 

SHERWOOD, G. G. General Electric Co. 84/04/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 

24203: 013. 24X Fiche: 50-000, 84/04/13, 8404260414, 


8404240386 LER 84-019-00: on 840320, while investigating differential 
flow indication problem, incorrect calibr data used to calibr 
reactor water cleanup sys inlet flow transmitter. Caused by 
conflicting instrument data sh eets. W/840418 Itr. 

CRAY, M. , DIEDERICH, G. J. Commonwealth Edison Co. 84/04/18. 4pp, 
24182:322. 24X Fiche: 50-373, 84/04/18, 8404240386. 


V. Operator Examinations 


8404030374 Discusses arrangements for administration of operator & 
senior operator licensing exams scheduled for wk of 840416. 

License applications should be received 60 days prior to 
exam. 

WALKER, R. D. Region 3, Office of Director, 84/03/28. REED, C. 
Commonwealth Edison Co, 3pp. 22863:123. 24X Fiche: 50-373, 84/03/28, 
8404030374. 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for QLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02, 8404020019. 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8403210162 Ltr to all applicants for OLs it full power authorizations 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews !< development of acceptable experience profile. 

HANNON, U, Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000, 84/03/01, 8403210162. 


E. NRC Safety Evaluation Report (SER), suppls 8< correspondence 


8404090036 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF LA 
SALLE COUNTY STATION, UNITS 1 AND 2. Docket Nos. 50-373 And 
50-374. (Commomwealth Edison Company) 

# Division of Licensing. NUREG-0519 SOS. 84/03/31. 30pp. 

Available at NRC. *3.50. 22947:282. 24X Fiche: 50-373, 84/03/31, 

8404090036. 


F. Security, medical, emergency fire protection plans 


8404250024 Revised emergency implementing procedures, including 
Procedure 1550-9 re special TLD locations & Procedure 
1550-10 re environ surveillance s tat ions. W/830322 
transmittal ltr, 

* Commonwealth Edison Co. 83/12/22. 31pp. 24192:138. 24X 

Fiche; 50-373, 83/12/22, 8404250024. 


8404040288 Notification of cancellation of 840312 meeting w/util in 
Bethesda.MD to discuss fire protection sys, equipment, codes, 
specs S< fir# watch training requirements. 

BOURNIA.A. Licensing Branch 2. 84/03/06. SCHWENCER, A. Licensing 

Branch 2. 4pp. 22890:355. 24X Fiche: 50-374, 84/03/06, 8404040288. 


8404270286 Public version of ltr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
it withheld from PDR as well as LPDR. W/UM Felton 840419 
release memo. 

GOLDEN. J.C. Commonwealth Edison Co. 84/03/06. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24229:331. 24X 

Fiche: 50-000, 04/03/06, 8404270286. 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE,D. D. Commonwealth Edison Co. 04/02/29. 73pp. 24229:332. 

24X Fiche: 50-000, 84/03/06, 8404270286. 


8404030337 Forwards IE Insp Repts 50-373/84-06 it 50-374/84-06 on 
840221-24. No noncompliance identified. 

PAPERIELLO, C. J. Region 3. Office of Director. 84/03/20. REED. C. 
Commonwealth Edison Co. 2pp. 22863:112, 24X Fiche: 50-373, 84/03/20, 

8404030337. 
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—8404030375 IE Insp Repts 50-373/84-06 ^ 50-374/B4-06 on 840221-24. No 
violations or deviations i den t i f i ed , Ma j or areas inspected; 
radiation protection pr og ram/ inc 1 ud ing organization & mgt 
controls/ training Si qua 1 i -f i ca t ions & audits. 

MILLER/ D. E. Region 3, Office of Director. 84/03/20. 9pp. 

22863; 114. 24X Fiche; 50-373, 84/03/20, 8404030337. 


8404060297 Revs to emergency plan implementing proc ed ores, inc 1 ud ing Rev 
8 to LZP-1320-1, "Augmentat ion of Plant Staffing" & Rev O to 
LZP-1390-1, "Emergency Insp of Cooling Water Dike. " W/index 
Si 840330 transmittal S< ack form. 

# Commonwealth Edison Co. 84/03/24, 23pp. 22922:210. 24X 

Fiche; 50-373, 84/03/24, 8404060297, 


8404040169 Forwards exercise repts for LaSalle S' Dresden offsite 
radiological emergency preparedness exercises conducted 
820414-15 Si 0629-30, respectively. 

KRIMM,R.W. Federal ,?n 7-.| “t-anag ement Agency, 84/03/26. 

JORDAN. E. L. Division F". jr-g .•= :i c l-'reparedness & Engineering 

Response (Post 830103 ■ 2pi 225=3 122 24X Fiche: 50-000, 84/03/26, 

8404040169. 


— 8404040172 Evaluation of State of IL full-scale emergency preparedness 
exercise plan, final rept. 

* Federal Emergency Management Agency. 82/05/31. 68pp. 

22883:124. 24X Fiche- 50-000. 84/03/26, 8404040169. 


— 8404120222 Chapter 2 to LaSalle County Stat i on, Uni ts 1 & 2, Rev 0 to 
updated FSAR, "Site Characteristics." 

* Commonwealth Edison Co. 84/04/30. 1,300pp. 24126:213. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


— 8404120225 App 2. 5A to LaSalle County Stat i on, Un i ts 1 8< 2, Rev 0 to 
updated FSAR, "Selected Structures Outside 200-Mile Radius." 

* Commonwealth Edison Co. 84/04/30. 5pp. 24129:220. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


— 8404120227 Chapter 3 to LaSalle County Stat ion. Uni ts 1 it 2, Rev 0 to 
updated FSAR, "Design of Structures, Components, Equipment & 

Sys. " 

# Commonwealth Edison Co. 84/04/30. 1,375pp. 24129:225. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


— 8404120229 Chapter 4 to LaSalle County Stat ion, Uni ts 1 it 2, Rev 0 to 
updated FSAR, "Reactor. " 

* Commonwealth Edison Co. 84/04/30. 350pp: 24133:016, 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


— 8404120232 Chapter 5 to LaSalle County Stat i on, Un its 1 it 2, Rev O to 
updated FSAR, "RCS it Connected Sys. " 

# Commonwealth Edison Co. 84/04/30. 200pp, 24133:265. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


8404110239 Notification of 840328 meeting w/util in Bethesda,MD to 
discuss NRC fire protection positions. 

BOURNIA,A. Licensing Branch 2. 84/03/26. SCHWENCER, A, Licensing 

Branch 2. 4pp. 24003:300. 24X Fiche: 50-374, 84/03/26, 84041 10289. 


— 8404120234 Chapter 6 to LaSalle County Stat ion, Uni ts 1 & 2, Rev 0 to 
updated FSAR, "ESF. " 

* Commonwealth Edison Co. 84/04/30. 600pp. 24134:071. 24X 

Fiche; 50-373, 84/03/30, 8404120213. 


8404030491 Advises that Rev 17 to security plan submitted on 840216 
consistent w/provisions of 10CFR50, 54<p ) it acceptable. 

Forwards comments re portions of plan causing NRC concern. 

Comments withheld (ref 10CFR73. 21). 

AXELSCN,W. L. Region 3. Office of Director. 84/03/28. FARRAR, D. L, 
Commonwealth Edison Co. 2pp. 22869 276. 24X Fiche; 50-373, 84/03/28, 

8404030491. 


8404030128 Requests that end outstanding offsite procedure 
notification forms be signed & returned. 

« Commonwealth Edison Co, 84/03/29. Office of Nuclear Reactor 
Regulation, Director. 4pp. 22849:342. 24X Fiche; 50-373, 84/03/29, 
8404030128. 


8404090191 Forwards IE Safeguards Insp Repts 50-373/84-09 it 
50-374/84-12 on 840319-23. No noncomp liance noted, 

AXELSON, W. L. Region 3, Office of Director. 84/04/05. REED, C. 
Commonwealth Edison Co. 2pp. 22940:097. 24X Fiche: 50-373, 84/04/05, 

8404090191. 


— 8404090196 IE Safeguards Insp Repts 50-373/84-09 it 50-374/84-12 on 
840319-23. No noncompliance noted. Major areas inspected: 
security organi zation, includ ing security program audit, 
testing & maint. Detai Is withheld (ref 10CFR73. 21). 

BELANGER, J. L. Region 3, Office of Director. 84/04/04, 2pp. 
22940; 099. 24X Fiche; 50-373, 84/04/05, 8404090191. 


— 8404120236 Chapter 7 to LaSalle County Stat ion, Uni ts 1 & 2, Rev 0 to 
updated FSAR, "Instrumentation & Controls. " 

* Commonwealth Edison Co. 84/04/30. 750pp. 24135' 308. 24X 

Fiche; 50-373, 84/03/30, 8404120213. 


— 8404120237 Chapter 8 to LaSalle County Stat i on, Un its 1 it 2, Rev 0 to 
updated FSAR, "Electric Power. " 

* Commonwealth Edison Co. 84/04/30. 200pp. 24137:201. 24X 

Fiche; 50-373, 84/03/30, 8404120213. 


— 8404120239 Chapter 9 to LaSalle County Stat ion, Un its 1 it 2, Rev 0 to 
updated FSAR, "Auxiliary Sys. " 

* Commonwealth Edison Co. 84/04/30 650pp. 24137:356. 24X 

Fiche: 50-373, 84/03/30,8404120213. 


— 8404120241 Chapter 10 to LaSalle County Sta ti on, Uni ts 1 it 2, Rev 0 to 
updated FSAR, "Steam Power Conversion Sys. " 

* Commonwealth Edison Co. 84/04/30. 42pp. 24139:059. 24X 

Fiche; 50-373, 84/03/30, 8404120213. 


— 8404120242 Chapter 11 to LaSalle County Sta tion, Units 1 it 2, Rev 0 to 
updated FSAR, "Radwaste Mgt. " 

■» Commonwealth Edison Co. 84/04/30. 185pp. 24139: 101. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


G. Adjudicatory correspondence 


8404060152 Order extending time until 840417 for Commission to act to 
review Director's Decision DD-84-6. Served on 840405. 

CHILK, S. J. Office of the Secretary of the Commission, DSB 343. 
84/04/05 Commissioners. Ip. 22926:310. 24X 

Fiche: 50-373,84/04/05, 8404060152. 


S4041704S2 Order extending time until 840424 for Commission to act to 
review Director's Decision DD-B4-6. Served on 840417. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 600. 
84/04/17. Commissioners. Ip. 24058:342. 24X 

Fiche: 50-373,84/04/17, 8404170482. 


— 8404120244 Chapter 12 to LaSalle County Sta ti on, Uni ts 1 & 2, Rev 0 to 
updated FSAR, "Radiation Protection. " 

* Commonwealth Edison Co. 84/04/30. 325pp. 24139:232. 24X 

Fiche : 50-373, 84/03/30, E404120213. 


— 8404120246 Chapter 13 to LaSalle County Station, Units 1 2, Rev 0 to 

updated FSAR, "Conduct of Operations. " 

* Commonwealth Edison Co. 84/04/30. 58pp. 24140:064. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


— 8404120247 Chapter 14 to LaSalle County Station, Units 1 it 2, Rev 0 to 
updated FSAR, "Initial Test Program. " 

* Commonwealth Edison Co, 84/04/30. Ip. 24140: 122, 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8404120213 Forwards Rev 0 to updated FSAR for LaSalle County Station, 
Units 1 St 2, Vols 1-12. 

REED,C. Commonwealth Edison Co. 84/03/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24126:001. 24X 

Fiche; 50-373, 84/03/30, 8404120213. 


—8404120215 Rev 0 to updated FSAR for LaSalle County Station, Units 1 St 
2, Vols 1-12. 

e Commonwealth Edison Co. 84/04/30. 9, 779pp. 24126:003. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


— 8404120219 Chapter 1 to LaSalle County Station, Uni ts 1 & 2. Rev O to 
updated FSAR, "Introduction it General Description of 
Plant. " 

* Commonwealth Edison Co. 84/04/30. 136pp. 24126:077. 24X 

Fiche; 50-373, 84/03/30, 8404120213. 


— 8404120250 Chapter 15 to LaSalle County Station, Uni ts 1 it 2, Rev 0 to 
updated FSAR, "Accident Analysis. " 

■» Commonwealth Edison Co. 84/04/30. 325pp. 24140: 123. 24X 

Fiche: 50-373,84/03/30, 8404120213. 


— 8404120252 Chapter 16 to LaSalle County Sta tion, Units 1 it 2, Rev 0 to 
updated FSAR, "Tech Specs. " 

* Commonwealth Edison Co. 84/04/30. 2pp. 24141:049. 24X 

Fiche; 50-373, 84/03/30, 8404120213. 


— 8404120253 Chapter 17 to LaSalle County Sta tion. Units 1 it 2, Rev 0 to 
updated FSAR, "QA. " 

* Commonwealth Edison Co. 84/04/30. 3pp. 24141:051. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 
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— 8404120255 App A to LaSalle County Station* Un i ts 1 S« 2* Rev 0 to 
updated FSAR* "Glossary. " 

* Commoniuealth Edison Co. 84/04/30. Ip. 24141:054. 24X 

Fiche; 50-373* 84/03/30, 8404120213, 


— 8404120258 App B to LaSalle County Station* Uni ts 1 & 2* Rev 0 to 
updated FSAR, "Conformance to Reg Guides. " 

* Commonwealth Edison Co. 84/04/30. Ip. 24141:055. 24X 

Fiche: 50-373. 84/03/30* 8404120213. 


— 8404120262 App C to LaSalle County Station* Uni ts 1 & 2* Rev 0 bo 
updated FSAR, "Analysis of High-Energy Line Breaks Outside 
Primary Containment. " 

* Commonwealth Edison Co. 84/04/30. Ip. 24141:056. 24X 

Fiche: 50-373* 84/03/30, 8404120213. 


— 8404120264 App D to LaSalle County Station, Un i ts 1 8< 2* Rev 0 to 
updated FSAR* "Plant Nuclear Safety Operational Analysis." 

* Commonwealth Edison Co. 84/04/30. Ip. 24141:057. 24X 

Fiche: 50-373* 84/03/30, 8404120213. 


— 8404120265 App E to LaSalle County Station Units 1 2* Rev 0 to 

updated FSAR, "Const Natl Stds S*. QC Procedures. " 

Commonwealth Edison Co. 84/04/30. Ip. 24141:058. 24X 

Fiche: 50-373* 84/03/30* 8404120213. 


— 8404120267 App F to LaSalle County Stat ion* Un i ts 1 5* 2* Rev 0 to 
updated FSAR* "Computer Programs. " 

■» Commonwealth Edison Co. 84/04/30. Ip. 24141:059, 24X 

Fiche: 50-373. 84/03/30* 8404120213. 


— 8404120269 App G to LaSalle County Stat ion* Un i ts 1 8< 2* Rev 0 to 
updated FSAR* "Reactor Recirculation Sys, " 

* Commonwealth Edison Co. 84/04/30. 300pp. 24141:060. 24X 

Fiche: 50-373, 84/03/30, 8404120213. 


— 8404120272 App H to LaSalle County Station, Uni ts 1 8< 2* Rev 0 to 
updated FSAR* "Fire Hazards Analysis. " 

* Commonwealth Edison Co. 84/04/30. 650pp. 24141:322. 24X 

Fiche: 50-373* 84/03/30* 8404120213. 


— 8404120276 App I to LaSalle County Stat ion* Un i ts 1 & 2* Rev 0 to updated 
FSAR* "Info Relevant to Keeping Levels of Rad i oac t i vi ty in 
Effluents to Unrestricted Areas ALARA. " 

* Commonwealth Edison Co. 84/04/30, Ip. 24143:171. 24X 

Fiche: 50-373, 84/03/30* 8404120213. 


— 8404120279 App J to LaSalle County Stat ion* Un i ts 1 & 2* Rev 0 to updated 
FSAR* "Analysis of Effects of Moderate Energy Line Through- 
Wall Leakage Cracks Outside Primary Containment. " 

» Commonwealth Edison Co. 84/04/30, 250pp. 24143:172. 24X 

Fiche: 50-373* 84/03/30, 8404120213. 


“8404120282 App K to LaSalle County Stat ion* Un i ts 1 5; 2* Rev 0 to updated 
FSAR* "Interim Offsite Power Arrangement. " 

» Commonwealth Edison Co. 84/04/30. Ip. 24143:281, 24X 

Fiche: 50-373* 84/03/30* 8404120213. 


— 8404120284 App L to LaS.*' 1 1 e Co:.‘nt'| Station* Uni ts 1 S« 2, Rev 0 to updated 
FSAR* "Requirements t i .j 1 *. ■‘“i;''- ■rNI-2 Accident." 

* Commonwealth Edis-:!- 84/04/30 13pp. 24143:282. 24X 

Fiche; 50-373* 84/03/30, 8404120213. 


— 8404120285 App M to LaSalle County Station* Un i ts 1 & 2. Rev 0 to updated 
FSAR* "Environ Qua 1 i f i cat i on of Electricall Equipment." 

* Commonwealth Edison Co. 84/04/30. Ip. 24143:296. 24X 

Fiche; 50-373* 84/03/30, 8404120213, 


— 8404120288 App N to LaSalle County Station* Units 1 & 2* Rev 0 to updated 
FSAR* "Interim Secondary Containment. " 

* Commonwealth Edison Co, 84/04/30. 2* 000pp. 24143:297. 24X 

Fiche: 50-373* 84/03/30* 8404120213. 


B404100378 Forwards FG Lentine affidavit attesting to distribution of 
Amend 64 to FSAR, 

LENTINE, F.G. Commonwealth Edison Co, 84/04/05, DENTON,H. R. Office 
of Nuclear Reactor Regulation* Director. 2pp. 22971:088. 24X 

Fiche: 50-373* 84/04/05, 8404100378. 


P. Operating license stage documents correspondence 


8404050184 Responds to 831129 petitions & 840106 addendum, Petitions & 
addendum denied for reasons stated in end Director's 
decision under 10CFR2. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation* Director. 
84/03/16. GOGOL*E, M. Affiliation Not Assigned. 3pp. 22919:001. 
24X Fiche; 50-000, 84/03/16, 8404050184. 


— 8404050189 Director's Decision DD-84-6 denying EM Gogol 831129 petition 
for emergency relief re primary containment leakage 8*. 
integrated leak rate testing at all reactors. 

DENTON* H. R. Office of Nuclear Reactor Regulation, Director. 

84/03/16. 12pp. 22919:003. 24X Fiche 50-000,94/03/16,8404050184. 


— 8404050192 Notice of issuance of Director's Decision DD-84-06 under 
10CFR2. 206 denying EM Gogol 831129 petition for emergency 
relief re integrated containment leak rate testing at 
f ac i 1 i ties. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
84/03/16. 3pp. 22919:024, 24X Fiche: 50-000, 84/03/16* S4040S0184. 


— 8404050195 Notifies of unsafe condition re ability of primary 
containment of Unit 1 to fulfill design function 8, provide 
level of containment of reactor fission products mandated by 
law 8< Tech Specs. 

GOGOL*E.M. Affiliation Not Assigned. 83/11/29, KEPPLER*J. 
Region 3* Office of Director. 5pp. 22919:030. 24X 

Fiche: 50-000, 84/03/16* 8404050184, 


— 8312220250 Requests review of EM Gogol B3H29 petitions for emergency 
action re primary containment leakage & integrated leak rate 
testing at all US nuclear reac tors* inc lud ing LaSalle Units 
1 & 2. Petitions should be treated under 2.206. 

LIEBERMAN*J. Regional Operations & Enforcement Division. 

83/12/14. DENTON. H R Office of Nuclear Reactor Regulation* 
Director. 3pp. 22919:054. 24X Fich e: 50-373* 84/03/16, 8404050184. 


8404110252 Forwards latest regulatory effectiveness review schedule 
for FY84. W/o end. 

THOMAS* C. 0. Standar d i la t i on & Special Projects Branch. 84/03/21. 

MIRACLIA*F. NRC - No Detailed Affiliation Given. 4pp. 24002:360. 

24X Fiche: 50-000* 84/03/21, 8404110252. 


8403140242 Board Notification 84-062: forward s description of recent 
thermal hydraulic stability tests at foreign BWR. GE 
calculations indicate considerable margin exists, even 
w/large neutron flux oscillations. 

EISENHUT* D. G. Division of Licensing. 84/03/23. PALLADINO* 
GILINSKY, ROBERTS Commissioners. 3pp. 22880:308, 24X 

Fiche: 50-000* 84/03/23* 8403140242, 


8404110132 Forwards Amend 1 to License NPF-18 ?< notice of issuance & 
ava i lab i 1 ity. Amend authorizes operation at power levels up 
to 100% full rated power. 

SCHWENCER,A. Licensing Branch 2. 84/03/23. FARRAR* D. L. 

Com.Tton wealth Edison Co 2pp. 24003:335. 24X Fi che: 50-374* 84/03/23* 

8404110132. 


— 8404110137 Amend 1 to License NPF-18, author i z ing operation at max power 
1 evel . 

EISENHUT* D, G. Division of Licensing. 84/03/23. 2pp. 24003:337. 

24X Fiche: 50-374* 84/03/23* 8404110132. 


— 8404110144 Notice of issuance availability of Amend 1 to License 
NPF-18. 

SCHWENCER/A. Licensing Branch 2. 84/03/23. 6pp. 24003:339. 24X 

Fiche: 50-374* 84/03/23, 8404110132, 


8404030176 Forwards "Equipment Qualification M-Summary Rept# " Sargent Z< 
Lundy Engineers periodic status summary revising FSAR* per 
840315 Itr. 

SCHROEDER, C. W, Commonwealth Edison Co. 84/03/26. DENTON* H. R. 

Office of Nuclear Reacto- Pefjulst’cr, Director, Ip, 22852:170. 24X 

Fiche; 50-373. 84/C3/:;i.. 


•8404030184 "Equipment Qual if ication M-Summary Rept." 

# Sargent & Lundy* Inc, 84/01/31. 223pp, 22852:171. 24X 

Fiche: 50-373* 84/03/26, 8404030176. 


8404030234 Clarifies FSAR changes re relief valve startup test program* 
Table 14. 2-123, per 840305 telcon.Back pressure will not be 
measured during Unit 2 test program since instrumentation 
tapes unavailable on Unit 2 piping. 

SCHROEDER* C. W. Commonwealth Edison Co. 84/03/26. DENTON, H, R. 

Office of Nuclear Reactor Regulation* Director. Ip. 22872:223. 24X 

Fiche: 50-373, 84/03/26* 8404030284. 


8404110480 Staff requirements memo re Commission 840223 discussion/ 
possible vote in Wash ington* DC re full power OL. Issuance of 
full power OL amend unanimously authorized. 

CHILK. S. U. Office of the Secretary of the Commission. 84/03/30. 
DIRCKS* W. U. Office of the Executive Director for Operations, Ip. 
24004: 309. 24X Fiche: 50-374, 84/03/30* 84041 10480. 


8404040256 Generic Ltn 84-08 to all licensees of operating reactors* 
applicants for OLs Z<. holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting, Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York* Inc. 20pp. 24066:264. 24X 

Fiche: 50-000* 84/04/04* 8404040256. 
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8404120136 Forwards updated schedule for ongoing environ qual if icati on 
testing programsipsr 810528 commitment. 

BARNES.P. L. Common wealth Edison Co. 84/04/04. KEPPLER, J. 0. Region 
3, Office of Director. lipp. 24011:354. 24X Fiche: 50-000, 84/04/04. 
8404120136. 


8404120153 Forwards WJ Dircks 840321 memo to NJ Palladino re facility 
QA prcgra.Ti. Info provided in response to Oil insky questions. 

DAVIS. A. 3. Region 3, Office of Director. 84/04/05. REED. C. 
Commonwealth Edison Co. Ip. 24013:114. 24X Fich e: 50-373. 84/04/05. 

8404120153. 


— 8404050170 Forwards response to Commissioner Gilinsky question re 
QA at facility St bases for staff confidence in quality of 
const. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/03/21. PALLADINO Commissioners. 9pp. 24013: 115. 24X 

Fiche; 50-373. 84/04/05. S404120153. 


8404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated metis. Request 
denied since provisions for generic release of small 
q;.ar.tit: es cf radioactive matls not developed. 

(:='.J“C.'-iFlELD. 5. Operating Reactors Branch 5. 84/04/13. FARRAR. D. L. 

Commonwealth Edison Co. 8pp. 24077:216. 24X Fi che : 50-000, 84/04/13. 

8404 180203. 


8404200256 Ac k receipt of 840326 Itr informing NRC of steps taken re 
overview function for control room activities. Concurs w/ 
elimination of function due to decreased workload resulting 
from Unit 2 achieving initial criticality. 

NORELIUS, C. E. Division of Project & Resident Programs. 84/04/16. 
REED. C, Commonwealth Edison Co. Ip. 24116:038. 24X 

Fiche: 50-373. 84/04/16. 8404200256. 


8404160137 Board Notification 84-087: forwards WJ Dircks 840321 memo to 
Chairman Palladino re response to questions raised by 
Commissioner Gilinsky concerning QA at LaSalle County 
Stat ion. Byron QA program discussed in ends. 

NOVAK. T. M. Assistant Director for Licensing. 84/04/20. 

ROSENTHAL. A. S. , GOTCHY, R. L. . WILBER. H. A. Atomic Safety and Licensing 
Appeal Panel. 2pp. 24180:200. 24X Fiche; 50-000. 84/04/20. 

8404160137. 


—8404240364 Forwards response to questions raised by Commissioner 
Gilinsky re QA at plant. Performance problems at util 
operating plants during 1983 will be discussed during 
presentation on 840323. 

DIRCKS. W, J. Office of the Executive Director for Operations. 
84/03/21. PALLADINO Commissioners. 10pp. 24180:202. 24X 

Fiche: 50-000. 84/04/20. 8404160137. 


Q. Inspection reports. IE Bulletins it correspondence 


8404030337 Forwards IE Insp Repts 50-373/84-06 it 50-374/04-06 on 
840221-24. No noncompliance identified. 

PAPERIELLO. C, J. Region 3. Office of Director. 04/03/20. REED. C. 
Commonwealth Edison Co. 2pp. 22863:112. 24X Fiche: 50-373, 84/03/20. 

8404030337. 


— 8404030375 IE Insp Repts 50-373/84-06 S* 50-374/84-06 on 840221-24. No 
violations or deviations identified. Major areas inspected; 
radiation protection program. including organization & mgt 
controls, training St qualifications & audits. 

MILLER. D.e.. NICHOLSON. N. A. . GREOER, L. R. Region 3. Office of 
Director. 84/03/20. 9pp. 22863:114. 24X Fiche: 50-373, 84/03/20. 

8404030337. 


8404110212 Forwards IE Insp Rept 50-374/84-07 on 840306-09. No 
noncomp liance noted. 

NORELIUS. C, E. Division of Project & Resident Programs. 84/03/20. 
REED. C. Commonwealth Edison Co. 2pp. 22985:169. . 24X 
Fiche: 50-374. 84/03/20. 8404110212. 


“8404110222 IE Insp Rept 50-374/84-07 on 840306-09. No noncompliance 
or deviations noted. Major areas inspected : review of 
surveillance procedure implementation & verification of 
Tech Spec conformance to as-built plant c onf igurat ion. 

MADISON, A. L. . STASEK, S. . GUTHRIE, S. Region 3. Office of Director 
84/03/20. 4pp. 22985:171. 24X Fiche: 50-374. 84/03/20. 8404110212. 


8404030177 Informs NRC of util decision to discontinue assignment of 
addl mgt personnel to oversee activities in control room. 

Position implemented due to commitment made in response to 
re Insp Rept 50-373/83-34. 

SCHROEDER. C, W. Commonwealth Edison Co. 84/03/26. KEPPLER.J. G. 
Region 3. Office of Director. 2pp, 22849; 167. 24X 

Fiche: 50-373, 84/03/26, 8404030177. 


8404050303 Forwards second half of baseline insp rept (ASME Section 
Xn. completing package of changes transmitted by 840222 Itr. 
SCHROEDER, C. W. Commonwealth Edison Co. 84/03/26. DENTON. H. R, 
Office of Nuclear Reactor Regulation, Director. 1888pp. 22904:108. 

24X Fiche; 50-373. 84/03/26, 8404050303. 


— 8404050304 Rev 3 to QA Manual 52, Sections Aud it. Related info end. 

CZAPLICKI. T. N. General Electric Co. 83/07/08. lOOpp. 22904-319 
24X Fiche; 50-373. 84/03/26, 8404050303. 


8404050305 "Contract Proposal Descriptive Specs for Commonwealth 
Edison Co. Inservice Insp for La Salle County Nuclear Power 
Station. " Related info end. 

General Electric Co. 77/07/05. 665pp. 22905:068, 24X 

Fiche; 50-373, 84/03/26. 8404050303. 


8402090047 IE Info Notice 84-05. Rev 1, "Exercise Frequency. " Svc list 
enc 1 . 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 13Spp. 22933:122. 24X Fiche; 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. S5pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche: 50-000. 84/03/29. 8403140247. 


8404060225 Ack receipt of 840316 response to 841128 confirmatory 
action Itr. Item D. 

KEPPLER/J. G. Region 3, Office of Director. 84/03/30. REED. C. 
Commonwealth Edison Co. Ip. 22921:350. 24X Fiche: 50-373, 84/03/30, 

8404060225. 


— 8404060230 Provides documentation that on 840314 util provided 
RD Walker ?< W Quldemond u/copies of response to 830313 
confirmatory action itr re soft seat indications on valve 
internals. 

SCHROEDER. C. W, Commonwealth Edison Co. 84/03/30. KEPPLER.J. G. 
Region 3, Office of Director. 4pp. 22921:351. 24X 

Fiche; 50-373. 84/03/30, 8404060225. 


8404100239 Forwards response to IE Bulletin 83-08. "Electrical Circuit 
Breakers W/Und ervo 1 tag e Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Subj 
breakers not used at facilities. 

BARNES, P. L. Commonwealth Edison Co. 84/04/04. KEPPLER. J. G. Region 
3. Office of Director. 3pp. 22960:189. 24X Fiche: 50-000. 84/04/04. 

8404100239. 


8403140259 IE Info Notice 84-24. "Physical Qua 1 i f i cat i on of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche; 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84—23, "Results of NRC— Sponsored 
Qua 1 i f i ca t i on Methodology Research Test on Automatic Switch 
Co Solenoid Ualves, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche; 50-000, 84/04/05, 8403140263, 


8404090191 Forwards IE Safeguards Insp Repts 50-373/84-09 
50“374/84-12 on 840319-23. No noncompliance noted, 

AXELSON, W. L. Region 3, Office of Director. 84/04/05. REED, C. 
Commonwealth Edison Co. 2pp. 22940:097. 24X Fiche: 50-373, 84/04/05, 

8404090191. 


— 8404090196 IE Safeguards Insp Repts 50-373/84-09 St 50-374/84-12 on 
840319— 23. No noncompliance noted. Major areas inspected: 
security organi ration, ind ud ing security program audit, 
testing St maint. Deta i 1 s withheld (ref 10CFR73. 21). 

BELANGER, J. L. , KNICELEY, J, R. , CREED, J. R. Region 3, Office of 
Director. 84/04/04, 2pp. 22940:099. 24X Fiche: 50-373, 84/04/05. 

8404090191. 


8404120110 Ack receipt of 840329 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/83-54 Sc 
50-374/83-57. 

WALKER, R. D. Region 3, Office of Director. 84/04/05. REED, C. 
Commonwealth Edison Co. Ip. 24023:209. 24X Fiche: 50-373, 84/04/05. 

8404120110. 
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— 8404120117 Responds to NRC 840229 Itr re violations noted in IE Insp 
Repts 50-373/83-54 S'. 50-374/83-57. Correc t ive ac t i ons : c ontr o I 
circuits modified S-. Valves 2E12-F099A S' 2E12-F099B 
retested. 

FARRARi D. L. Commonwealth Edison Co. 84/03/29. KEPPLER, J. G. 
Region 3j Office of Director. 2pp. 24023:210. 24X 

Fiche: 50-373, 84/04/05, 8404120110. 


8404190196 Forwards IE Insp Rept 50-374/84-11 on 840313-23 notice 
of violation. 

WALKER, R. D. Region 3, Office of Director. 84/04/05. REED, C. 
Commonwealth Edison Co. 2pp. 24100:094, 24X Fi ch e : 50-374, 84/04/05, 

8404190196. 


— 8404190199 Notice of violation from insp on 840313-23. 

WALKER, R.D. Region 3, Office of Director. 84/04/05. Ip, 
24100:096. 24X Fiche: 50-374, 84/04/05. 8404190196. 


— 8404190203 IE Insp Rept 50-374/04-11 on 840313-23. Noncomp 1 iance noted: 
failure to have appropriate acceptance criteria for test 
affecting ciuality of emergency power redundancy Ss ECCS 
response times. 

LANKSBURY, R. L. , REYES, L. A. Region 3, Office of Director. 

84/04/05. 5pp. 24100:097, 24X Fi c h e : 50-374, 84/04/05, 8404190196. 


8404240108 Ack receipt of 840329 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/84-02 & 
50-374/84-01, 

NORELIUS, C. E. Division of Project 8< Resident Programs. 84/04/10. 
REED, C. Commonwealth Edison Co. Ip. 24165:004. 24X 

Fiche: 50-373, 84/04/10, 8404240108. 


— 8404240117 Responds to NRC 840302 Itr re violations noted in IE Insp 
Repts 50-373/84-02 50-374/84-01 , Correc t ive actions: 

Elevations 694 & 673 posted as contaminated & control of 
locked valves tightened. 

FARRAR, D.L. Commonwealth Edison Co. 84/03/29. KEPPLER, J. G. 
Region 3, Office of Director, 4pp. 24165:005, 24X 

Fiche: 50-373, 84/04/10, 8404240108, 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofc re util regulatory improvement 
program, Meeting notice end, 

NORELIUS, C. E. Region 3, Office of Director. 84/04/13. REED. C. 
Commonwealth Edison Co 3pp. 24095:320. 24X Fi ch e : 50-000, 84/04/13, 

8404190397. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Req.uir ements by Moisture Density Gauge Licensees, " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs <Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24187:001, 24X F i che : 50-000, 84/04/1 6, 8403140271 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Jk Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc, 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X 50-000,84/04/17,8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end, 

GRACE, U. N. Division of QA, Safeguards tk Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi ch e : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17, Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fi c he : 50-000, 84/04/ 17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping ?< Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:001. 24X Fi t he : 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
S( Seal Set." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:119. 24X Fiche; 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger S' Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S; Engineering 
Response (Post 830103). 84/04/lS. Consolidated Edison Co. of New 

York, Inc, 119pp, 24195:343. 24X Fi che : 50-000, 84/04/ 1 8, 8404130404. 


8404160130 IE Info Notice 84-33> "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015, 24X Fi c he : 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports ?•< related correspondence 


8404060184 Forwards "Radwaste Environ Monitoring Annual Rept for 
1983. '* 

STEPHENSON, B, B. Commonwealth Edison Co. 84/03/28. KEPPLER, J, 0. 
Region 3, Office of Director. Ip. 22926: 181. 24X 

Fiche: 50-373, 84/03/28, 8404060184, 


— 8404060186 "Radwaste ?< Environ Monitoring Annual Rept for 1983 " 
Teledyne Isotopes. 84/03/31. 128pp 22926: 182. 24X 

Fiche: 50-373, 84/03/28, 8404060184, 


8404180003 Monthly operating repts for Mar 1984, W/S40415 Itr. 

DUS, R. S , DIEDERICH, G. J. Commonwealth Edison Co. 84/03/31 23pp. 

24077:028. 24X Fiche: 50-373, 84/03/31, 8404180003. 


8404200243 Annual operating rept for 1983 for implementation of 
environ protection plan. 

DIEDERICH, 0. J. Commonwealth Edison Co, 84/04/16, KEPPLER, J. 0. 
Region 3, Office of Director. 25pp. 24116:008. 24X 

Fiche: 50-373. 84/04/16, 8404200243, 


S, Reportable occurrences, LERs & related correspondence 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp th erma 1-magnet i c 
circuit breakers calibr for 40 C svc, 

EMPEY, D.C. Rockwell International Corp. 83/05/27. COLLINS, J, T. 
Region 4, Office of Director. 6pp. 24054:330. 24X 

Fiche: 50-000, 83/05/27, 8404170427. 


8404120093 LER 84-009-00, on 840308, RHR equipment area high temp switch 
isolation signal g enera t e d , caus ing loop A of RHR to isolate. 

Caused by personnel error & failure of spare Riley alarm Hi 
trip module. Inc ident reviewed w/per sonnel . W/840403 Itr. 

SCHAIBLE, M. D. , DIEDERICH, G. J, Commonwealth Edison Co, 84/03/13. 

4pp, 24023:195, 24X F i c h e : 50-374, 84/03/ 13, 84041 20093. 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turb ine . Bush ing will be staked to lock in place if installed 
& replacement guides will be sent to customers. 

THEROUX, R.R. Terry Corp. 84/04/09. EBME’-EP T ■ 3‘'fice of 

Director. 6pp. 24060-247. 24X Fi c he : SO-CC.: ■ GC '-O-: ' :9, i:.'-::--- 1 7 


8404170109 LER 84-011-00: on 840316, reactor vessel water level high HPCS 
(BG) injection valve closure setpoints of level indicating 
switches 2B21-N100A !< 2!321~N100B found out of tolerance. 

Caused by instrument dr i f t. Swi tc h es recalibr. W/840410 Itr. 

WQOD.J.J., DIEDERICH, 0. J. Commonwealth Edison Co. 84/04/10, 4pp. 
24051:218. 24X Fiche: 50-374, 84/04/10, 8404170109, 


8404170428 LER 84-010-00: on 840312 Si 13, reactor water cleanup sys 
isolated on pump room ventilation differential temp high. 

Caused by normal operating temp gradient due to cold reactor 
bldg air on inlet temp e lements. W/840410 Itr. 

REIS,J.B., DIEDERICH, 0. J. Commonwealth Edison Co. 84/04/10. 6pp, 
24063:004, 24X Fic h e : 50-374, 84/04/ 10, 84041 70428. 


8404190376 Ack receipt of 840329 Itr informing NRC of steps taken to 
resolve recent allegation on possible defective conductor 
butt splices Hi possible damaged conductor insulation. 

SPESSARD, R, L. Region 3. Office of Director, 84/04/13. REED,C. 
Commonwealth Edison Co, Ip, 24096:001. 24X Fiche: 50-373, 84/04/13. 

8404190376. 


— 8404190384 Forwards rept outlining actions taken in response to recent 
allegations made to NRC. Repair packages initiated Ht 
completed for all butt splices which either failed pull 
test or required visual insp criteria. 

DIEDERICH, 0. J, Commonwealth Edison Co. 84/03/29. KEPPLER, J.O. 
Region 3, Office of Director. 27pp. 24096:002. 24X 

Fiche; 50-373, 04/04/13, 8404190376. 
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8404260414 Part 21 rept re presence of threacf-locfc ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thr ead-1 oc k ing devices under 
investigation. 

SHERWOOD, e. G, General Electric Co. 84/04/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement, 3pp. 
24203:013. 24X Fic he: 50-000, 84/04/13, 8404260414, 


V. Operator Examinations 


8404030374 Discusses arrangements for administration of operator it 
senior operator licensing exams scheduled for wk of 840416. 

License applications should be received 60 days prior to 
exam. 

WALKER, R. D. Region 3, Office of Director. 84/03/28. REED, C. 
Commonwealth Edison Co, 3pp. 22863:123. 24X Fiche: 50-373, 84/03/28, 
8404030374. 


3404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000. 84/04/02. 8404020019. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


A. Application/construction stage documents correspondence 


8403210162 Ltr to all applicants for OLs St full power authorizations 
summarizing 840126 meeting in Bethesda.HD to inform utils of 
NRC concerns re limited operating expeT'ience of operating 
crews t( development of acceptable experience profile. 

HANNON, U. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche; 50-000, 84/03/01, 8403210162. 


8404110265 Notification of 840326 meeting w/util St Ebasco in Bethesda, 
MD for util presentation re basis for adequacy of const of 
basemat. 

WILSON, J.H. Licensing Branch 3. 84/03/21. KNIGHTON, G. W. Licensing 

Branchs. 7pp. 24003:345. 24X Fi che : 50-382. 84/03/21 , 84041 10265. 


8404020014 Discusses proposed rev to FSAR Section 6.5. 1.4 re leak 
testing of ESF HVAC ductwork St housings. Testing performed 
per ANSI N509-19e0. 

COOK, K W. Louisiana Power St Light Co. 84/03/27. KNIGHTON, G. W. 
Licensing Branch 3. 5pp. 22835:094. 24X Fiche: 50-382. 84/03/27, 

8404020014. 


8404020021 Lists items 
program, per L Bender 
COOK, K W. Louisiana 
Licensing Branch 3. 
8404020021. 


addressed in licensee qualif ication training 
request. 

Power St Light Co. 84/03/27. KNIGHTON, G. W. 
Ip, 22835:118. 24X F iche: 50-382, 84/03/27. 


8404030252 Application to amend CPPR-103, revising Tech Specs to reflect 
monthly (31-dayl valve cycling frequency per end 
Westinghouse recommendation. 

COOK, K, W. Louisiana Power St Light Co. 84/03/28. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 22869:173. 24X Fiche: 50-382, 84/03/28. 

8404030252. 


-8404030255 "Recommended Testing Frequency for Steam Admission Valves on 
BB 296 Nuclear Turbines w/Steam Chests, " Operation St Maint 
Memo 041. 

REBERiR. M. , HECK, C. W. Westinghouse Electric Corp, 83/11/14. 2pp. 
22869: 174. 24X Fiche: 50-382, 84/03/28, 8404030252. 


8404230268 Notification of 840404 meeting w/util S< Ebasco in Bethesda, 
MD to discuss appeal of requirements for Ap p J, Type C 
testing of nine addl penetrations. 

WILSON, J.H. Licensing Branch 3. 84/04/03. KNIGHTON, G. W. Licensing 

Branch 3. 3pp. 24185:351. 24X Fiche; 50-382, 84/04/03. 8404230268. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404120278 Forwards justification for interim operation for Borg-Warner 
actuators for Valves ISI-V 1501B it 1503A. Environ 
qualif ication expected by time of commercial operation. 

Requests review it acceptance. 

COOK, K. W. Louisiana Power it Light Co. 84/04/09. KNIGHTON, G. W. 
Licensing Branch 3. 3pp. 24012:314. 24X Fi che: 50-382, 84/04/09, 

8404120278. 


8404250278 Notification of 840410 meeting w/util it Ebasco in Bethesda, 
MD to discuss requirements for App J,Type C testing of nine 
addl penetrations. 

WILSON, J.H. Licensing Branch 3. 84/04/09. KNIGHTON, G. W. Licensing 

Branch 3. 3pp. 24212:356. 24X Fiche : 50-382, 84/04/09, 8404250278. 


8404190358 Forwards responses to questions re const adequacy of 
basemat, per 840322 reques t. Changes minor it editorial in 
nature. 

LEDDICK.R. S. Louisiana Power it Light Co. 84/04/16. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 129pp. 24099:057. 

24X Fiche; 50-382, 84/04/16, 8404190358. 


— 8404190362 Forwards summary of efforts re allegations concerning 
facility quality, per 840201 request. Documentat i on supporting 
subj summary located at site it available for NRC review. 

LEDDICK, R. S. Louisiana Power it Light Co. 84/03/16. COLLINS, J. T, 
Region 4, Office of Director. 21pp. 24099; 186. 24X 

Fiche; 50-382, 84/04/16, 8404190358. 


8404190039 Notifies that answers to 840402 list of 39 allegations of 
improper practices during const will be provided by 840427. 

LEDDICK, R.S. Louisiana Power & Light Co. 84/04/17. EISENHUT, D. G. 
Division of Licensing. Ip. 24104:279. 24X Fiche: 50-382, 84/04/17, 
8404190039. 


8404260156 Documents util commitment to determine acceptable criteria 
re Type C leak testing i>. monitor penetrations as part of 
TMI Action Item III.D. 1. 1 re leak reduction program. 

COOK, K W. Louisiana Power it Light Co. 84/04/19. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 24205:095. 24X Fiche: 50-382. 84/04/ 19. 

8404260156. 


8404260186 Suppls 840417 ltr re fission gas release analysis, per J 
Voglewede request. C-E computer code FATES III does not 
invalidate previous submittals utilizing earlier code. 

COOK. K. W. Louisiana Power it Light Co. 84/04/23. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 24205:259. 24X Fiche: 50-382. 84/04/23, 

8404260 186. 


8404300095 Verifies that design, const & testing of facility completed 
per FSAR it unit will be ready to load fuel by 840530. 

Activities which may not be finished by 840530 it anticipated 
license conditions enc 1 . Granting OL requested. 

LEDDICK, R.S. Louisiana Power it Light Co. 84/04/25. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 10pp. 24227:082. 

24X Fiche: 50-382, 84/04/25, 8404300095. 


S404I20309 Addresses Homan Engineering Deficiencies Bl-14, Bl-15, Bl— 16 it 
B7-3 re anthropometric concerns raised by control room 
design review per util 821222 ltr, Parallax error negligible. 

COOK, K. W. Louisiana Power it Light Co. 84/03/29, KNIGHTON, G. W. 
Licensing Branch 3. 5pp. 24012:029. 24X Fiche : 50-382, 84/03/29, 

8404120309. 


8404170040 Forwards request for addl info for schedule committing to 
resolve NRC concerns re single failure vulnerab i 1 ities in 
auxiliary pressurizer spray sys design per SRP (NUREG-OSOO). 
Response by 840413 requested. 

KNIGHTON. G. W. Licensing Branch 3, 84/03/30. LEDDICK, R. S. 

Louisiana Power it Light Co, Spp, 24091:297. 24X 

Fiche: 50-382, 84/03/30, 34041 70040, 


3404120099 Requests response to end technical issues, w/assessment of 
evaluation of validity of each issue, safety significance 
& generic implications on other sys or contractors for any 
item found to have merit. 

EISENHUT, D. G. Division of Licensing. 84/04/02. CAIN, J, M, 
Louisiana Power Sc Light Co. 6pp. 24033:038. 24X 

Fiche; 50-382, 84/04/02, 8404120099. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8404260312 Forwards for review, ltr to EPA describing mods to 
circulating water sys intake structure designed to alleviate 
problem of trash & debris, per FES (N’JREG-0779) . W/o end. 

COOK, K W. Louisiana Power Sc Light Co. 84/04/19. KNIGHTON, 0. W 
Licensing Branch 3. 2pp. 24205:068. 24X Fiche; 50-382, 84/04/19, 

8404260312. 


8404270040 Discusses mods to circulating water sys intake structure per 
FES ( NUREG-0779 ) . EPA 840418 ltr describing mods it presenting 
analyses on potential environ effects & impact on EPA 316<b) 
decision end. 

COOK, K W. Louisiana Power S< Light Co. 84/04/19. KNIGHTON, 0. W. 
Licensing Branch 3, 9pp, 24217:339. 24X Fiche; 50-382, 84/04/19, 

8404270040. 
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E, NRC Safety Evaluation Report (SER)i suppls & correspondence 


8404020067 Requests review of end exceptions from 10CFR50» App R 
technical requirements for reactor auxiliary bldg. per SER. 

Generic Ltr 83-33 used to reevaluate compliance u»/technical 
r equ i remen ts , 

COOKi K W, Louisiana Pou/er S< Light Co. 84/03/26. KNIGHTON* 0. W. 
Licensing Branch 3. 147pp. 22837:181. 24X Fiche; 50-382i 84/03/26. 

8404020067, 


8404190401 Forwards "Environ Qual if ication of Uaste Gas Compressor 
Ai B. " "Environ Qua 1 1 f i ca t i on of Steam Generator Hydraulic 
Snubber SG-MSNB-734-1A" 8- "Environ Qual if ication of 2BM-F108 
A/B Valve-" in response to SSER 5. 

COOK. K W, Louisiana Power & Light Co. 84/04/10. KNIGHTON. G. W. 
Licensing Branch 3. 41pp. 24120:137. 24X Fi ch e: 50-382. 84/04/10. 

8404190401. 


— 8404190402 "Environ Qualification of Waste Gas Compressor A. B. " W/two 
oversize drawing s . Ap er t ure cards are available in PDR. 

* Ebasco Services. Inc. (subs, of Enserch Corp. ). 84/04/10. 

400pp. 24120,178. 24X Fi c h e : 50-382. 84/04/1 0. 8404190401, 


— 8404190406 "Environ Qua 1 i f i ca t i on of Steam Generator Hydraulic Snubber 
SG-MSNB-734-1A. " W/three oversize drawing s. Ap erture cards 
are available in PDR. 

Ebasco Services. Inc. (subs, of Enserch Corp, ). 84/04/10. 

SSpp. 24121:118. 24X Fiche- 50-382. 84/04/10. 0404190401. 


— 8404190413 "Environ Qua 1 i f i ca t i on of 2B11-F108 A/B Valve." W/one 
oversize drawing. Aperture card is available in PDR. 

# Ebasco Services. Inc. (subs, of Enserch Corp. ). 84/04/10. 

200pp. 24121:174, 24X Fi c h e : 50-382- 84/04/1 0, 8404190401 , 


8404180372 Advises that NRC 840330 request for info re BTP RSB 5-1 
sat isf i ed. p er SSER 5. CEN-259. "Evaluation of Natural 
Circulation Cooldown Test..," demonstrated ap p 1 i cab i 1 i ty of 
natural circulation/boron mixing test. 

COCK. K, W. Louisiana Power Light Co. 84/04/12. KNIGHTON. G, W. 
Licensing Branch 3. 2pp, 24076:027. 24X Fiche; 50-382. 84/04/12. 

8404180372, 


3404230036 Proposes commitment to submit analyses of effects of net 
positive fuel rod pressures as alternative to SER-proposed 
license condition limiting fuel burnup to ensure that fuel 
rod pressure will not exceed sys pressure. 

COOK, K. W, Louisiana Power S< Light Co. 84/04/17. KNIGHTON. G. W. 
Licensing Branch 3. Ip, 24153:330. 24X Fiche: 50-382. 84/04/17. 

8404230036, 


8404230030 Commits to use of C-E FATES III Code for fission gas release 
analyses for future fuel performance calculations. per SER. 

Commitment obviates need for comparable license condition. 

COOK. K W. Louisiana Power 5-f Light Co, 84/04/17. KNIGHTON. G. W, 
Licensing Branch 3. Ip, 24154:194. 24X F i ch e : 50-382, 84/04/ 17. 

S4042300SO, 


8404260204 Forwards calculation of high containment pressure trip. per 
NUREG~0737, Item II.E, 4. 2 ?< Containment Sys Branch request. 

Info should close out issue in next SSER. 

COOK, K, W Louisiana Power 8< Light Co. 84/04/19, KNIGHTON. G. W. 
Licensing Branch 3. 4pp. 24207:243. 24X Fiche: 50-382. 84/04/19, 

8404260204. 


F. Security, medical, emergency & fire protection plans 


B404240158 Forwards IE Insp Rept 50-382/83-35 on 831212-13, No 
violations or deviations noted, 

JOHNSON. E.H. Region 4, Office of Director! 84/02/10, MAURIN- L. 9. 
Louisiana Power & Light Co. 2pp. 24164:025, 24X 

Fiche: 50-382, 84/02/10. 8404240158. 


— 8404240163 IE Insp Rept 50-382/83-55 on 831212-13, No violations or 
deviations noted. Major areas inspected; physical security 
plan implementing pr oc edur es. Deta i Is wi-thheld (ref 
10CFR73. 21). 

KELLY, J. A,. HALL, R. E, , CROSSMAN, W. A. Region 4, Office of Director. 
84/02/08. Ip. 24164:027, 24X Fiche: 50-382, 84/02/10, 8404240158, 


8404260213 Forwards IE Insp Rept 50-382/84-09 on 840130-0203. No 
violations or deviations identified. 

JOHNSON, E.H. Region 4. Office of Director. 84/02/28. LEDDICK.R.S. 
Louisiana Power & Light Co. 2pp. 24207:260. 24X 

Fiche: 50-382, 84/02/20, 8404260213. 


— 8404260216 IE Insp Rept 50-382/84-09 on 040 130-0203. No violations or 
deviations identified. Major areas inspected : App B to 
10CFR73. "General Criteria for Security Personnel. " Details 
withheld (ref 10CFR73, 21). 

EVANS. C. A., KELLY. J., CROSSMAN, W. A. Region 4, Office of Director. 
84/02/28. Ip. 24207:262. 24X Fiche; 50-382. 84/02/28. 8404260213. 


8404190282 Forwards IE Insp Rept 50-382/84-04 on 840103-06 23-27, No 

violations or deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/02/29, LEDDICK.R.S, 
Louisiana Power & Light Co. 2pp. 24096:321. 24X 

Fiche: 50-382. 84/02/29, 8404190282. 


— 8404190285 IE Insp Rept 50-382/84-04 on 840103-06 ^ 23-27. No violation 
or deviations noted. Major areas inspected : assessment aids, 
physical barriers - protected area & physical barrier - 
vital area. Details withheld (ref 10CFR73 21). 

CALDWELL, R. A, , KELLY, J, A. , CROSSMAN, W. A, Region 4, Office of 
Director. 84/02/28. Ip. 24096:323. 24X Fiche: 50-382, 84/02/29. 
8404190282. 


8404030414 Forwards IE Insp Rept 50-382/84-01 on 840101 -0229. No 
violations or deviations identified. 

JOHNSON, E.H. Region 4, Office of Director, 84/03/16. LEDDICK.R.S. 
Louisiana Power & Light Co. 2pp. 22869:046, 24X 

Fiche; 50-382. 84/03/16, 8404030414. 


— 8404030425 IE Insp Rept 50-382/84-01 on 840 101-0229. No violations or 
deviations i dent i f i ed , Ma j or areas inspected : test results 
evaluation, surve i 1 lane e test procedure review, TMI open 
items & emergency operating procedure verification. 

CONSTABLE, G. L. , FLIPPO, T. A. , WHITTLESEY, K. A. Region 4. Office of 
Director. 84/03/14. Spp. 22869:048, 24X Fi c he : 50-382, 84/03/ 16. 

8404030414. 


8404020067 Requests review of end exceptions from 10CFR50, App R 
technical requirements for reactor auxiliary bldg, per SER. 

Generic Ltr 83-33 used to reevaluate compliance w/technical 
requirements. 

COOK, K. W. Louisiana Power Light Co. 84/03/26. KNIGHTON, G. W. 
Licensing Branch 3. 147pp. 22837:181. 24X Fi c h e: 50-382, 84/03/26. 

8404020067. 


8404030330 Notifies of lOCFRSO.App R lessons learned workshop on 
840426 in Arlington, TX to discuss fire protection safe 
shutdown insps,per IE Info Notice G-- ■■09 ij-cl. 

COLLINS, J.T, Region 4, Office of f, : -oc r. - f 4/ :,,'.:/16. LEDDICK.R.S, 
Louisiana Power ?< Light Co. 4pp. 22872:123. 24X 

Fiche: 50-382. 84/03/26, 8404030330. 


8404260350 Forwards IE Emergency Preparedness Followup Appraisal Rept 
50-382/84-02 on 8401 30-0210. Def i c i enc i es exist in emergency 
preparedness program. Sc h edul e for correcting deficiencies 
requested within 30 days. 

JOHNSON, E.H. Region 4, Office of Director. 84/03/29. LEDDICK.R.S, 
Louisiana Power & Light Co. 7pp. 24203:231 24X 

Fiche: 50-382, 84/03/29, 8404260350 


— 8404260356 IE Emergency Preparedness Followup Appraisal Rept 
50-382/84-02 on 840130-0210. No violations noted. Major areas 
inspected : emergency p reparedness, inc lud ing administration, 
training, implementing procedures drills St exercises. 

HACKNEY, C, A. , PERROTT I , D. J, , WISNER, C. E, Region 4, Office of 
Director. 84/03/28. 50pp. 24203:233. 24X Fi che : 50-382, 84/03/29, 

8404260350, 


8404260310 Forwards IE Insp Rept 50-382/84-10 on 840206-10. No 
violations or deviations noted. 

JOHNSON, E.H, Region 4, Office of Director. 84/04/05. LEDDICK.R.S, 
Louisiana Power & Light Co. 2pp. 24205:011. 24X 

Fiche: 50-382. 84/04/05, 8404260310, 


—8404260323 IE Insp Rept 50-382/84-10 on 840206-10. No violations or 
deviations noted. Major areas inspected: applicant performance 
Zt capabilities during exercise of emergency plan & 
procedures. 

HACKNEY, C. A. , PERROTTI , D, J. . WISNER, C. E. Region 4, Office of 
Director. 84/04/05, 15pp. 24205:013, 24X Fiche: 50-382, 84/04/05. 

8404260310. 


8404260407 Discusses FEMA 840216 review of revised public info 
brochure. Concurs w/FEMA conclusion that ASLB recommended 
changes & mods incorporated into revised booklet. FEMA 
memo end. 

KNIGHTON. G. W. Licensing Branch 3. 84/04/06, LEDDICK.R.S. 

Louisiana Power Sk Light Co. 5pp. 24220:334. 24X 

Fiche: 50-382, 84/04/06, 8404260407. 


8404180392 Advises that detailed control room design review program 
plan scheduled for submittal on 850131. Majority of work 
performed prior to issuance of Suppl 1 to NUREG-0737. Extra 
time needed to reevaluate position on function requirements. 

COOK, K W. Louisiana Power h Light Co. 84/04/10. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 24076:301. 24X Fiche; 50-382, 84/04/10, 

8404180392. 
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8404160014 Foruards R«v 8 to physical security plan. Rev necessitated by 
changes in proposed operating procedures as result oF 
further refinement of security program. Rev withheld (ref 
10CFR73. 21 ). 

CQOKj K. W. Louisiana Power St Light Co. S4/04/11. Office of 
Nuclear Reactor Regulation^ Director. Ip. 24043; 106. 24X 

Fiche: 50-382. 84/04/11. 8404160014. 


8404200320 Forwards "Safety Parameter Display Sys CSPDS)." providing 
details of SPDS imp lementation. per NURE0~0737» Supp 1 1. 

Detailed description of SPDS display hierarchy included in 
rept. 

COOK, K. W. Louisiana Power 8: Light Co. 84/04/16. KNIGHTON. G. W. 
Licensing Branch 3. 2pp, 24114:220. 24X Fi c h e: 50-382. 84/04/16. 

8404200320. 


— 8404200324 "Safety Parameter Display Sys (SPDS). '* 

* Louisiana Power & Light Co. NS20076. 84/04/16. 177pp. 

24114:222. 24X Fic he : 50-382, 84/04/16. 8404200320. 


0. Adjudicatory correspondence 


8404030090 Motion for extension of 6 months to file motion. Certificate 
of Svc end. 

BURSTEIN. C. H. Joint Interveners - Waterford. BURSTEIN, C. H. 

Burstein. C. H. DSB 268. 84/03/28. Atomic Safety and Licensing 

Appeal Panel. 4pp. 22849:302 24X Fiche: 50-382, 84/03/28, 

8404030090. 


8404030099 Order for response to Joint Interveners 840328 motion for 
6'-month extension to be filed by 840406. Ser ved on 840402. 

SHOEMAKER , C . J. Atomic Safety and Licensing Appeal Panel. DSB 263. 
84/03/30. Office of the Executive Legal Director. Ip. 22853; 167. 
24X Fiche; 50-382, 84/03/30, 8404030099. 

% 

8404090433 Answer opposing Joint Interveners motion for extension of 
time. Intervenors have had two chances to present adequate 
motion to open record on QA allegations. Certificate of Svc 
end. 

CHURCHILL. B. W. Louisiana Power Light Co. CHURCHILL. B. W, Shaw. 
Pittman. Potts St Trowbridge. DSB 386. 84/04/06. Atomic Safety 

and Licensing Appeal Panel. 7pp, 22954:340, 24X 

Fiche: 50-382, 84/04/06, 8404090433. 


8404110554 Motion opposing Joint Intervenors 840328 motion for 
extension of time for add! 6 months to draft new contention 
& to move to reopen record on QA matters. Certificate of 
Svc end. 

TURK, S. E. Hearing Branch 1. DSB 451. 84/04/06. Atomic Safety 

and Licensing Appeal Panel. ISpp. 22999:307. 24X 

Fiche: 50-382. 84/04/06. 8404110554. 


8404120398 Memorandum St order denying motion for 6-fflonth extension 
to file new motion to reopen record. Served on 840412. 

SHOEMAKER, C. J, Atomic Safety and Licensing Appeal Panel. DSB 489. 
84/04/11. Joint Intervenors - Waterford. 4pp. 24025:103. 24X 
Fiche: 50-382. 84/04/ 1 1 . 8404120398. 


8404170301 Motion for addl extension until 840515 to respond or to 
inform ASLAB of date response can be filed, to Joint 
Intervenors amended St supplemental motion to reopen 
Contention 22. 

TURK, S. E. Hearing Branch 1. DSB 554. 84/04/11. Atomic Safety 

and Licensing Appeal Panel. 3pp. 24059:068. 24X 

Fiche: 50-382. 84/04/11. 8404170301. 


— 8404170303 Affidavit of DM Crutchfield on staff request for extension 
to respond to Joint Intervenors motion to reopen 
Contention 22. Certificate of Svc end, 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/04/11. 10pp. 

24059:071. 24X Fiche: 50-382, 84/04/11. 8404170301. 


fe for extension of 


ouisiana 

L . 


8404270277 Informs that Chairman Palladino St D Garner intend to visit 
site on 840502. Arrangements to participate in trip must be 
made w/applicant. Served on 840427. 

REAMER, C. W. Commissioners. DSB 870. 84/04/26. Office of the 

Executive Legal Director. Ip. 24223:057. 24X Fiche: 50-382. 

84/04/26, 8404270277. 


<k. Inspection reports, IE Bulletins 8< correspondence 


8404240158 Forwards IE Insp Rept 50-382/83-35 on 831212-13. No 
violations or deviations noted. 

JOHNS0^4, E. H. Region 4, Office of Director. 84/02/10. MAURIN, L. V. 
Louisiana Power it Light Co. 2pp. 24164:025. 24X 

Fiche: 50-382, 84/02/10, 8404240158. 


— 8404240163 IE Insp Rept 50-382/83-35 on 831212-13. No violations or 
deviations noted. Major areas inspec ted : ph y si ca 1 security 
plan St implementing pr oc edur es. Detai 1 s withheld (ref 
10CFR73. 21). 

KELLY, J. A., HALL, R.E. , CROSSMAN, W. A. Region 4, Office of Director. 
84/02/08. Ip. 24164:027. 24X Fiche: 50-382, 84/02/10, 840424015B. 


8404030275 Forwards IE Insp Rept 50-382/84-08 on 840116-20. No 
violations or deviations identified. 

JOHNSON.E.H. Region 4, Office of Director. 84/02/14. LEDDICK, R. S. 
Louisiana Power 8< Light Co. 2pp. 22872:231. 24X 

Fiche: 50-382, 84/02/14, 8404030275. 


— 8404030281 IE Insp Rept 50-382/84-08 on 840116-20. No violations or 
deviations identified, Major areas inspected; fol lowup on 
previous insp findings it Significant Const Deficiency 56 re 
RGB liner plate nuclear coatings failure. 

JOHNSON, C. E. , JAUDON, J. P. . CROSSMAN. W. A. Region 4, Office of 
Director. 84/02/10. 5pp. 22872:233. 24X Fiche: 50-3S2. 84/02/14, 

8404030275. 


8404260213 Forwards IE Insp Rept 50-382/84-09 on 840130-0203. No 
violations or deviations identified. 

JOHNSON. E.H. Region 4, Office of Director. 84/02/28. LEDDICK, R. S. 
Louisiana Power it Light Co. 2pp. 24207:260. 24X 

Fiche: 50-382, 84/02/28, 9404260213. 


— 8404260216 IE Insp Rept 50-382/84-09 on 840 130-0203. No violations or 
deviations identified. Major areas inspec t ed : Ap p B to 
I0CFR73, "General Criteria for Security Personnel. " Details 
withheld (ref 10CFR73. 21). 

EVANS, C. A. , KELLY, J. , CROSSMAN, W. A. Region 4, Office of Director. 
84/02/28. Ip. 24207:262. 24X Fiche: 50-382, 84/02/28, 8404260213. 


8404190282 Forwards IE Insp Rept 50-382/84-04 on 840103-06 it 23-27. No 
violations or deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/02/29. LEDDICK- R. S. 
Louisiana Power Sc Light Co. 2pp. 24096:321. 24X 

Fiche: 50-382, 84/02/29, 8404190282, 


— 0404190285 IE Insp Rept 50-382/94-04 on 840103-06 & 23-27. No violations 
or deviations noted. Major areas inspected : assessment aids, 
physical barriers - protected area Sc physical barrier - 
vital area. Details withheld (ref 10CFR73. 21). 

CALDWELL, R, A. , KELLY, J, A. , CROSSMAN. W. A. Region 4. Office of 
Director. 84/02/2B. Ip. 24096:323. 24X Fiche: 50-382, 84/02/29. 

8404190282. 


8404030414 Forwards IE Insp Rept 50-382/84-01 on 840101-0229. No 
violations or deviations identified. 

JOHNSON. E.H. Region 4, Office of Director. 84/03/16. LEDDICK. R.S. 
Louisiana Power Sc Light Co. 2pp, 22869:046, 24X 

Fiche: 50-382, 84/03/16, 8404030414. 


— 8404030425 IE Insp Rept 50-382/84-01 on 840101-0229. No violations or 
deviations id enti f i ed. Ma jor areas inspec ted ; test results 
evaluation, survei 1 lance test procedure revinew, TMI open 
items Sc emergency operating procedure verification. 

CONSTABLE. G. L. , FLIPPO. T. A. , WHITTLESEY. K. A. Region 4, Office of 
Director. 84/03/14. 8pp. 22869:048. 24X Fiche: 50-382, 84/03/16. 

8404030414. 


8404190134 Final response to FOIA request for info re recent SALP. QA 
activities Sc adequacy of plant staff ing. Final responses to 
related request (F0IA-83-50B) end. W/o ends. 

FELTON, J. M. Division of Rules and Records. 84/03/23 EPP, R. W, 
Paine. Webber, Mitchell Sc Hutchins. Inc. Ip. 24122:224. 24X 

Fiche: 50-382. 84/03/23, 8404190134. 


8402090047 IE Info Notice 84— 05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 138pp. 22933:122. 24X Fiche: 50-000. 84/03/28, 8402090047. 
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8403140241 IE Info Notice 84-21* "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

York, Inc. SSpp. 22892,145. 24X Fiche. 50-000. 84/03/28, 8403140241. 


8404020032 Notifies that equipment qua I i f icat i on-related IE Notices 
82-03.82-52.83-45 S< 83-72 have been or will be addressed 
prior to exceeding 5X power. 

COOK, K. W. Louisiana Power Light Co. 84/03/28. KNIGHTON. G. W. 
Licensing Branch 3. Ip. 22835:135. 24X F i ch e : 50-382. 84/03/28. 

8404020032. 


8404030442 Forwards C-E preservice shop insp rept.per 840301 request. 
W/o end. 

COOK. K. W. Louisiana Power Light Co, 84/03/28, KNIGHTON, G. W. 
Licensing Branch 3. Ip, 24017:024. 24X Fiche: 50-382. 84/03/28, 

8404030442. 


8404030442 Forwards C-E preservice shop insp rept.per 840301 request. 
W/o end. 

COOK, K. W. Louisiana Power 8,. Light Co, 84/03/28. KNIGHTON, G. W. 
Licensing Branch 3. Ip, 24017:024. 24X F i ch e : 50-382, 84/03/28. 

8404030442. 


— 8404120200 Procedure TR-ESS-03i. "Shop Preservice Insp Program. Vol 
1 , Program Plan. " 

GINSTEIN, KASKY, R., SCOTT, Y. Combustion Engineering, Xnc. 
75/07/29. 136pp. 24017:025, 24X Fi ch e : 50-382, 84/03/23, 

8404030442. 


— 8404120202 Procedure TR-ESS-031. "Shop Preservice Insp Program, Vol 2, 
Procedures. " 

* Combustion Engineering. Inc, 75/07/29, 596pp. 24017:161. 24X 

Fiche: 50-382. 84/03/28, 8404030442, 


— 8404120205 "Shop Preservice Insp f’-'cr.-rjr Vo? 3.Rept. " 

« Combustion Engineering. Inc. ' L'SC-C 3 V03. 75/07/29. 230pp. 

24019:037. 24X Fi che : 50-382. 84/03/28. 8404030442. 


— 8404120210 "Shop Preservice Insp Program. Vol 4. Exam Data." 

# Combustion Engineering. Inc. TR-ESS-031 V04. 75/07/29. 341pp. 

24019-272. 24X Fiche : 50-382. 84/03/28, 8404030442. 


— 8404120218 "Shop Preservice Insp Pr ogram, Vo 1 5, Exam Data, " 

Combustion Engineering, Inc TR-ESS-031 VOS. 75/07/29, 212pp. 

24020:253. 24X Fiche : 50-382, 84/03/28, 8404030442, 


8404130077 Returns receipt acks for vendor insp repts transmitted in 
840313 correspondence to RS Leddick. 

GERRETS,T. F, Louisiana Power St Light Co. 84/03/28, JOHNSON, E. H. 
Region 4, Office of Director. 3pp. 24030:260. 24X 

Fiche: 50-382, 84/03/28, 8404130077, 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl, 

JORDAN. E. L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 84/03/29. Consolidated Edison Co of New 

York, Inc. 126pp, 22892:231. 24X Fiche: 50-000, 84/03/29. 8403140247. 


8404260350 Forwards IE Emergency Preparedness Followup Appraisal Rept 
50-382/84-02 on 840130-02 10. DeP i c i enc i es exist in emergency 
preparedness program. Sc h edu 1 e for correcting deficiencies 
requested within 30 days. 

JOHNSON, E.H, Region 4, Office of Director. 84/03/29. LEDDICK, R.S. 
Louisiana Power St Light Co. 7pp, 24203:231. 24X 

Fiche: 50-382, 84/03/29, 8404260350. 


— 8404260356 IE Emergency Preparedness Followup Appraisal Rept 
50-382/84-02 on 040130-0210, No violations noted, Major areas 
inspected: emergency p repar edness , inc lud i n g administration, 
training, implementing procedures drills St exercises. 

HACKNEY, C, A. , PERROTTI, D. J. , WISNER. C. E. Region 4, Office of 
Director, 84/03/28. 50pp. 24203:238. 24X Fiche: 50-382, 84/03/29, 

8404260350. 


8404170111 Forwards receipt ack for vendor insp repts transmitted in 
NRC 840316 Itr. 

GERRETS,T. F. Louisiana Power 8t Light Co, 84/03/30, JOHNSON, E. H. 
Region 4, Office of Director. 3pp, 24051:215. 24X 

Fiche: 50-382, 84/03/30, 8404170111. 


8404090304 Forwards vendor insp repts identifying concerns found during 
insps of vendors ac tivities. Significance of reported 
findings re qual i ty of product or svc provided by vendors 
should be evaluated. W/o encl. 

JOHNSON, E.H. Region 4, Office of Director. 84/04/03. LEDDICK, R. S. 
Louisiana Power S< Light Co. 3pp. 22942:244. 24X 

Fiche: 50-382, 84/04/03, 8404090304. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fi c he : 50-000, 84/04/05, 8403140263. 


8404260310 Forwards IE Insp Rept 50-382/84-10 on 840206-10. No 
violations or deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/04/05. LEDDICK, R.S. 
Louisiana Power it Light Co. 2pp. 24205:011. 24X 

Fiche: 50-382. 84/04/05, 8404260310. 


— 8404260323 IE Insp Rept 50-382/84-10 on 840206-10. No violations or 
deviations noted. Major areas insp acted : ap p 1 icant performance 
it capabilities during exercise of emergency plan & 
procedures. 

HACKNEY, C. A. , PERROTTI, D. J, , WISNER, C. E. Region 4, Office of 
Director. 84/04/05. 15pp. 24205:013. 24X Fich e: 50-382, 84/04/05, 

8404260310. 


8404170139 Forwards corrective action program to address concerns 
raised in IE Insp Rept 50-382/84-07. Ac tions scheduled for 
Apr it May 1984 proceeding at accelerated pace in order to 
insure May 1904 fuel load date. 

LEDDICK, R.S. Louisiana Power it Light Co. 84/04/13. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. 31pp. 
24051:136. 24X Fiche: 50-382, 84/04/13, 8404170139, 


8404190349 Provides update of post-accident sampling sys status 
resulting from actions initiated in response to NRC insp 
findings. 

COOK, K W. Louisiana Power & Light Co. 84/04/13. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 24097:147, 24X Fi che' 50-382, 84/04/13, 

8404190349. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000, 84/04/ 1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
330103). 84/04/16. Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8404260303 Forwards receipt ack for vendor insp repts, per 840403 
correspondence. 

GERRETS,T.F. Louisiana Power Light Co. 84/04/16. JOHNSON, E. H. 
Region 4, Office of Director. 3pp. 24205:056. 24X 

Fiche: 50-382, 84/04/16, 8404260303. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co, of New York, Inc. 

86pp, 24163:205. 24X Fi che; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Jk Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co, of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/17, 8403140277. 


8403140280 lE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/17, Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


0403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping it Matl 
Defects in Bahnson HVAC Units," Svc list encl, 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. “ Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119, 24X Fiche: 50-000, 84/04/18, 8403140286. 
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8404130404 IE Info Notice 84-32» "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fi c he : 50-000. 84/04/ 18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. Il9pp. 24285:015. 24X Fiche : 50-000. 84/04/20, 8404160130. 


S. Reportable occurrences, LERs & related correspondence 


8404190302 Second interim Significant Const Deficiency 102, re failure 
to install dowels & shear b 1 oc k s. Corrective action %. 
documentation review scheduled to be completed in mid-Apr 
1984. Final rept will be submitted on 840427, 

GERRETS, T. F. Louisiana Power & Light Co. 84/04/05. COLLINS. J. T. 
Region 4, Office of Director. 2pp. 24096:221. 24X 

Fiche; 50-382, 84/04/05, 8404190302 


8404190309 Third interim Significant Const Deficiency 97, re diesel 
generator B turbocharger fai lure. Corrective action & 
documentation review scheduled to be completed in mid- 
Apr 1984. Final rept will be submitted on 840427. 

GERRETS, T. F. Louisiana Power & Light Co, 84/04/05. COLLINS, J. T, 
Region 4, Office of Director. 2pp. 24096:230. 24X 

Fiche: 50-382, 84/04/05, 8404190309 


8404030356 Final Potentially Reportable Deficiency 157 re broken/ 
cracked Corbel supporting missile shield above main/ 
emergency feed line. Initial ly reported on 840224. Condition 
not reportable per lOCFRSO. 55( e ). 

GERRETS.T. F. Louisiana Power & Light Co. 84/03/22. COLLINS, J.T. 
Region 4, Office of Director, 2pp. 22871; 206. 24X 

Fiche: 50-382, 84/03/22, 8404030356. 


8404190331 Second Significant Const Deficiency Rept 101 re traceability 
of stainless steel instrumentati c- tubing Iritially reported 
on 840309. Corrective action cc.-plrcei Dc; ; '..-.enraT, i or review 
scheduled to be completed 840413. Final rept expected 840419. 

GERRETS, T.F. Louisiana Power ii Light Co. 84/04/05. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 24097: 143. 24X 

Fiche: 50-382, 84/04/05, 8404190331, 


8404030367 Final Significant Const Deficiency Rept 92 re HPSI sys 
performance. HPSI Pump A reinstalled <!« tested. Test 
results showed flow above manufactur ers pump curve S, 
acceptab le. 

GERRETS, T.F. Louisiana Power & Light Co. 84/03/23. COLLINS, J.T 
Region 4, Office of Director. 4pp. 22071:251. 24X 

Fiche: 50-382, 84/03/23, 8404030367. 


8404200137 Second interim Significant Const Deficiency Rept 100 re 
terminations to Knox fuse blocks, GE 4,160-volt switchgear. 
Corrective action S-. insps c omp 1 e ted. Documen tat i on review 
scheduled for completion on 840413 it final rept by 840419. 

GERRETS, T.F. Louisiana Power & Light Co. 84/04/09. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 24117: 269. 24X 

Fiche: 50-382, 84/04/09. 8404200137. 


8404100331 Final Potentially Reportable Deficiency Rept 154 re possible 
inadequate circuit design that could prevent reactor trip. 

Initially reported on 840216. Further evaluation indicates 
condition not reportable per lOCFRSO. 55(e ) . 

GERRETS.T. F. Louisiana Power St Light Co. 84/03/29. COLLINS, J. T, 
Region 4. Office of Director. 2pp. 22971: 152. 24X 

Fiche: 50-382, 84/03/29, 8404100331. 


8404200210 Eighth interim Significant Const Deficiency Rept 78 re 
American Bridge structural steel defects. Re vi ew of 
supporting documentation scheduled for completion in late 
1984. Final rept will be submitted by 840430. 

GERRETS, T.F. Louisiana Power & Light Co. 84/04/09. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 24117:068. 24X 

Fiche: 50-382. 84/04/09, 8404200210. 


8404100339 Final Deficiency Rept 152 re personnel training in anchor 
bolt installation. Initially reported on 840215. Mercury 
personnel training verified. Condition determined not 
reportable per lOCFRSO. 55(e>. 

GERRETS.T, F. Louisiana Power it Light Co. 84/03/29. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 22971:145. 24X 

Fiche: 50-382, 84/03/29, 8404100339. 


S404100358 Tenth interim Significant Const Deficiency Rept 37 re temp 
detector (RTDs) fai lures. Closure of subj const deficiency 
dependent upon successful completion of response time 
testing of hot & cold leg RTDs. Next rept expected by 840713. 
GERRETS.T. F. Louisiana Power & Light Co. 84/03/29. COLLINS, J. T. 
Region 4, Office of Director, 2pp. 22971:166. 24X 

Fiche: 50-382, 84/03/29, 8404100358. 


8404200294 Third interim Significant Const Deficiency Rept 94 re 
chemical vol control sys heat trace temp dr if t. Corrective 
action complete. Documentation review will be completed in 
early Apr 1984. Final rept expected by 840413. 

GERRETS. T. F. Louisiana Power & Light Co. 84/04/09. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 24116:097. 24X 

Fiche: 50-382, 84/04/09, 8404200294. 


8404260192 Third interim Significant Const Deficiency Rept 90 re 
overstressed electrical conduit. Independent testing under 
evaluation. Final rept will be submitted by 840525. 

GERRETS, T. F. Louisiana Power & Light Co. 84/04/12. COLLINS, J. T. 
Region 4, Office of Director. 2pp, 24207:240. 24X 

Fiche: 50-382, 84/04/12. 8404260192. 


0404130247 Third interim Significant Const Deficiency Rept 96 re 
failure of chemical ft vol control sys pumps train A to 
start on safety injection actuation signal. Final rept will 
be provided by 840420. 

GERRETS, T.F. Louisiana Power it Light Co. 84/03/30. COLLINS, J. T. 
Region 4, Office of Director, 2pp. 24029; 128. 24X 

Fiche: 50-382, 84/03/30, 8404130247. 


8404260198 Final Significant Const Deficiency Rept 94 re chemical vol 
control sys heat trace temp drift. Temp control module 
sensor moved opposite circuit board face, heat sink installed 
8c heat trace circuits reworked 

GERRETS, T. F. Louisiana Power Sc Light Co 84/04/12. COLLINS, J. T. 
Region 4, Office of Director. 3pp. 24207: 232. 24X 

Fiche: 50-382, 84/04/12, 8404260198. 


8404130290 Final rept of Significant Const Deficiency 95 re failure of 
HPSI pumps to start on actuation signal. Ini tially reported 
on 840224. GE reshimmed spring release interlock shaft 
bearings to allow binding, 

GERRETS, T.F. Louisiana Power 8e Light Co. 84/03/30. COLLINS, J T. 
Region 4, Office of Director. 3pp. 24028:226. 24X 

Fiche: 50-382, S4/03/30> 8404130290. 


8404260202 Final Significant Const Deficiency Rept 100 re terminations 
to Knox fuse blocks, GE 4,160-volt switchgear. As installed 
terminations electrically suitable to carry circuit currents 
& seismically qualified to withstand seismic event. 

GERRETS.T. F. Louisiana Power & Light Co. 84/04/12. COLLINS, J. T. 
Region 4, Office of Director. 3pp. 24207:215. 24X 

Fiche; 50-382, 84/04/12, 8404260202. 


8404190102 Final potentially reportable Deficiency Rept 153 re Boston 
Insulated Wire It Cable Co QA program deficiencies. Initially 
reported on 840215. Program audited It deemed satisfactory. 

Item not reportable per lOCFRSO, 55(e ) . 

GERRETS, T. F. Louisiana Power it Light Co. 84/04/05. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 24104: 336, 24X 

Fiche: 50-382, 84/04/05, 8404190102. 


8404190111 Second interim Significant Const Deficiency Rept 99 re 
safety injection tank isolation valve. Vendor response to 
840327 insp awaited. Final rept will be submitted by 840427. 
GERRETS, T.F. Louisiana Power 8t Light Co, 84/04/05. COLLINS, J.T. 
Region 4, Office of Director, 2pp. 24103: 207. 24X 

Fiche: 50-382, 84/04/05, 84041 901 1 1 . 


8404190251 Eighth interim Significant Const Deficiency Rept 57 re 
inadequate instrumentation It control instal lations turnover 
documentation. Corrective actions will be reviewed in late 
May 1984. Final rept by 840615. 

GERRETS, T.F. Louisiana Power & Light Co. 84/04/05, COLLINS, J. T. 
Region 4, Office of Director. 2pp. 24099: 021. 24X 

Fiche; 50-382, 84/04/05, 8404190251. 


8404260272 Final Significant Const Deficiency Rept 104 re wiring errors 
discovered during preoperati onal testing. In i tial 1 y reported 
on 840301. Caused by inadequate controls over wiring 
instal lations or design changes. Wiring corrected. 

GERRETS, T. F. Louisiana Power & Light Co. 84/04/12. COLLINS, J. T. 
Region 4, Office of Director. 3pp. 24208: 144. 24X 

Fiche; 50-382, 84/04/12, 8404260272. 


8404260252 Interim Significant Const Deficiency 105 re lack of fire 
barriers for electrical separation. Criteria established for 
instal lation. Final rept by 840525. 

GERRETS, T. F. Louisiana Power it Light Co. 84/04/16. COLLINS, J. T. 
Region 4, Office of Director, 4pp. 24207: 162. 24X 

Fiche: 50-382, 84/04/16, 8404260252, 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees Is 
applicants for DLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds, '* Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION* UNIT 1 


E. NRC Safety Evaluation Report (SER). suppls it correspondence 


8404110123 Forujards SSER 6 (NUREG-0776) for facilities. 

YOUNGBLOOD, B. U. Licensing Branch 1. 84/03/23. CURTIS, N. W. 

Pennsylvania Power Z/. Light Co. 100pp. 24006:001, 24X 

Fiche: 50-387, 84/03/23, 84041 10123. 


8404110036 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SUSQUEHANNA STEAM ELECTRIC STATION, UNITS 1 AND 2. Docket Nos. 
50-387 And 50-388. (Pennsylvania Power And Light Company; 

Allegheny Electric Cooperative, Incorporated ) 

» Division of Licensing. NUREG-0776 S06. 84/03/31. 100pp. 

Available at NRC. *4.75. 24002:123. 24X Fi che: 50-387, 84/03/31, 

8404110036. 


8404170046 Forwards NUREG-0776, SSER 6, W/o encl. 

YOUNGBLOOD, B. U. Licensing Branch 1. 84/04/05. CURTIS, N. 
Pennsylvania Power Light Co. 2pp. 24069:341, 24X 
Fiche: 50-387, 84/04/05, 8404170046. 


F. Security, medical, emergency Se fire protection plans 


3404260298 Informs that firm date not established for operation of 
safety parameter display sy s. Imp lementation schedule, 
including operational date, will be submitted by end of Jan. 
Extending date does not reduce ability to deal w/emergency. 

KEISER, H. W, Pennsylvania Power 8< Light Co. 84/01/19. MURLEV', T. E. 
Region 1, Office of Director. Ip. 24204: 178, 24X 

Fiche: 50-387, 84/01/19, 8404260298, 


8404040283 Public version of revised Emergency Plan Implementing 
Procedures EP-IP-013 re offsite emergency monitoring teams 
& EP-IP-044 re environ samp 1 ing . W/revi sed table of contents 
& JM Felton 840322 release memo. 

WIKE,C. R., HANSELL, J. B , FIELDS, J. S. Pennsylvania Power Light Co. 
84/01/25. 39pp. 22911:109. 24X Fi c h e : 50-387, 84/01 /25, 8404040283. 


8404120294 Forwards exercise scenario fon 840404 full-scale emergency 
exerc ise. Of f s ite county, state municipal participation not 
expected, however, county will observe exercise. 

WIKE,C. R. Pennsylvania Power ^ Light Co. 84/02/14. CROCKER, B. 
Region 1, Office of Director. 67pp. 24021:207 24X 

Fiche: 50-387, 84/02/14, 8404120294. 


8404090236 Forwards IE Insp Rept 50-387/84-01 on 840110-13 Zt notice of 
violation. 

MARTIN, T. T. Division of Engineering S« Technical Programs 84/03/23. 

KENYON, B. D. Pennsylvania Power S-' Light Co, 2pp. 22940:041. 24X 

Fiche: 50-387, 84/03/23, 8404090236. 


—8404090249 IE IDsp Rept 50-387/84-01 on 840 1 10-13. Violation noted: 
failure to follow documentation procedures re health 
physics personnel training. 

CLEMONS, P., HOGAN, R., PASCIAK,W, Region 1, Office of Director. 
84/03/14. 4pp, 22940,045. 24X Fiche: 50-387, 84/03/23, 8404090236. 


8404120129 Summary of 840227 meeting w/util in flethesda,ND re Rev 7 
to emergency p Ian. Emerg enc y operations facility support 
manager will no longer assume function of overall emergency 
mg t 

PERCH, R. L. Licensing Branch 4. 84/03/23. Licensing Branch 4, 

4pp 24033:136. 24X Fiche; 50-387, 84/03/23, 8404120129. 


8404120094 Forwards revised scenario for 840404 exercise. Detail 
provided for areas where participants expected to make 
decision in terms of classifying event , Time 1 i ne revised 
slightly to allow for increased partic ipati on by personnel, 

WIKE, C.R. Pennsylvania Power Si Light Co. 84/03/28. JAMISON, J. 
Battelle Memorial Institute, Pacific Northwest Laborator ies. 116pp. 
24023:212. 24X Fi c h e : 50-387, 84/03/28, 84041 20094, 


8404240274 Forwards IE Safeguards Insp Repts 50-387/84-17 S« 
50-388/84-17 on 840327-28. No violations observed. 

MARTIN, T. T. Division of Engineering & Technical Programs, 84/04/09. 

KENYON, B D. Pennsylvania Power S< Light Co, 2pp. 24165:247. 24X 

Fiche; 50-387, 84/04/09, 8404240274, 


—8404240282 IE Safeguards Insp Repts 50-387/84-17 8< 50-388/84-17 on 
840327-28. Licensee found in c omp 1 ianc e. Ma jor areas 
inspected : fol lowup on Unit 1 open item Si Unit 2 facility 
organization Si operation S mgt of matl control sys. 

SMITH, G.C., JOYNER, J.H Region 1, Office of Director. 84/04/09. 
5pp. 24165:249. 24X Fi ch e; 50-387, 84/04/09, 8404240274. 


H. General correspondence 


8404130065 Responds to 840210 Itr to Commission re incidents St 
discoveries at facility. NRC combined Insp Repts 
50-387/83-28,50-388/83-30 St 50-387/83-29,50-388/83-32 encl. 

W/o end 

MURLEY, T. E. Region 1, Office of Director. 84/03/29. SH0RT2, R. 
Affiliation Not Assigned. 4pp. 24045:333, 24X 

Fiche: 50-387,84/03/29,8404130065. 


— 8404130069 Expresses concern re frequency of incidents S< discoveries at 
f ac i 1 i ty. News paper articles re recent spill of water, 
discovery of crack in hydrogen recombiner & listing of 
things gone awry at plant encl. 

SHORTZ. R. Affiliation Not Assigned. 84/02/10. ASSELSTINE, J. 
Commissioners. 6pp. 24045:335. 24X Fi c h e : 50-387, 84/03/29. 

8404130065. 


— 8404130072 Requests draft reply to R Short end 840210 Itr be prepared 
for Commissioner Gilinsky signature. 

GOLDSMITH, R. Commi ss i oner s. 84/02/23. REHM, T. NRC - No Detailed 

Affiliation Given. 5pp. 24045:341. 24X Fi ch e : 50-387, 84/03/29, 

8404130065. 


J. Insurance ?« indemnity information 


8404200333 Unexecuted Amend 3 to Indemnity Agreement B-90, deleting Item 
3 in entirety. 

SALTZMAN, J. Assistant Director for State & Licensee Relations. 
84/03/21. Ip. 24159:331. 24X Fiche: 50-387, 84/03/21, 8404200333. 


P. Operating license stage documents S< correspondence 


8404050104 Summary of 840222 meeting w/util in Bethesda<MD re proposed 
changes to standby gas treatment sys Tech Specs. 

PERCH, R.L. Licensing Branch 2. 84/03/14, Licensing Branch 2. 

5pp. 22918:188. 24X Fx c h e : 50-387, 84/03/14, 8404050104. 


8404110059 Requests FR publication of notice of issuance of Amend 21 
to License NPF-14, revising surveillance test of standby gas 
treatment sys. 

SCHWENCER,A. Licensing Branch 2. 84/03/23. MILLER, J. R. Operating 

Reactors Branch 3. 2pp. 24006:329. 24X Fi che: 50-387, 84/03/23, 

8404110059. 


— 8404110063 Forwards Amend 21 to License NPF-14, safety evaluation 8, 
notice of issuance Si aval lab i 1 ity. Amend revises surveillance 
test of standby gas treatment sys. 

SCHWENCER,A. Licensing Branch 2. 84/03/23. CURTIS, N. W, 

Pennsylvania Power S< Light Co. 3pp. 24006:331. 24X 

Fiche: 50-387, 84/03/23, 8404110059. 


— 8404110066 Amend 21 to License NPF-14, revis ing standby gas treatment 
sys surveillance test, 

SCHWENCER,A. S-a-r*' P 84/03/23. 7pp. 24006:334. 24X 

Fiche: 50-387, !j4 /.0"/ZL: L-C- CO".:-. ‘ 


— 8404110069 Safety evaluation supporting Amend 21 to License NPF-14. 

* Office of Nuclear Reactor Regulation, Director. 84/03/23, 5pp, 
24006:341. 24X Fiche: 50-387, 84/03/23. 84041 10059. 


8404030350 Amends response to FSAR Question 110. 57, per 840319 telcon. 
Visual insp on Unit 1 lines revealed no appreciable 
vibratory effects. FSAR rev, ref lecting posi t i on, wi 1 1 be 
provided 

CURTIS, N.W. Pennsylvania Power & Light Co. 84/03/29. SCHWENCER, A. 
Licensing Branch 2, Ip. 22871:201. 24X Fi che: 50-387, 84/03/29, 

8404030350. 


8404130178 Summary of 840312 meeting w/uti 1, Sc xence Appl ications, Inc & 
General Physics in Bethesda,MD re evaluation of detailed 
control room design review rept. Discussions centered on util 
methodology to prepare task analysis data sheets. 

PERCH, R.L. Licensing Branch 2. 84/03/30. Licensing Branch 2. 

3pp. 24035:322. 24X Fiche; 50-387, 84/03/30, 8404130178. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs ?< holders of CPs re interim procedures 
for, NRC mgt of plant-specific backfittinn Sv'’ list encl. 

EISENHUT, D. G. Division of Licensing .y4.'C‘:/:f4 Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264, 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404130339 Forwards revised NPDES permit application consisting of 
general info St wastewater discharge info for review. 

FIELDS, J.S. Pennsylvania Power & Light Co, 84/04/06. SWERDON, P. 
Pennsylvania, Commonwealth of,. 56pp. 24027:039. 24X 

Fiche: 50-387, 84/04/06, 8404130339. 
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8404130284 Forwards application for Amend 39 to License NPF-14 & Amend 
1 to License NPF-22i chang ing Tech Spec Subsection 3/4. 7. 1.3 
proposing temp limit on spray pond be revised upward based 
on justification provided 

KENYON. B.D. Pennsylvania Power 8< Light Co. 84/04/10. SCHWENCER. A. 
Licensing Branch 2. 2pp. 24028:229. 24X Fiche: 50-387. 84/04/10. 

8404130284. 


— 8404130287 Application for Amend 38 to License NPF-14 in Amend 1 to 
License NPF-22. c hang ing Tech Spec Subsection 3/4. 7. 1,3 
proposing temp limit for spray pond be revised upward. 

KENVC.N, 3. 0 Pennsylvania Power it Light Co, 84/04/10, 2pp. 
24023:231, 24X Fi ch e; 50-387. 84/04/10. 8404130284. 


— 8404130291 Proposed Tech Spec changes to Subsection 3/4.7. 1,3 proposing 
temp limit on spray pond be revised upward based on 
justification provided. 

* Pennsylvania Power Light Co. 84/04/10. 14pp. 24028:233. 

24X Fiche: 50-387,84/04/10.8404130284. 


B404230363 Advises that single fee of *4.000 rec|.uired for review of 
831028 application to use ASME Code Case M-253-2 for 
application in const of diesel engine exhaust gas expansion 
joint for addl generators, per 10CFR170. IK b > . 

MILLER, W. 0. License Fee Management Branch. 84/04/11. CURTIS, N.W. 
Pennsylvania Power hr. Light Co. Ip. 24185:350. 24X 

Fiche: 50-387, 84/04/11. 8404230363. 


8404170150 Forwards addl info re control sys power supply 5< sensor 
malfunction study hi evaluation of effects of high energy 
line breaks on control sys, in response to NRC 831108 
req,ues t. 

CURTIS, N, W. Pennsylvania Power Zr Light Co. 84/04/12 SCHWENCER, A. 
Licensing Branch 2. 6pp. 24051:270. 24X Fiche: 50-387, 84/04/12, 

8404170150. 


8404270242 Notification of 840418 meeting w/util in Bethesda,MD to 
discuss main steam line high radiation setpoint Tech Spec 
change request. 

PERCH, R.L. Licensing Branch 2. 84/04/16, SCHWENCER, A. Licensing 

Branch 2. 3pp, 24223:329. 24X Fiche: 50-387, 84/04/16, 8404270242. 


Q. Inspection reports. IE Bulletins hr correspondence 


8404090236 Forwards IE Insp Rept 50-387/84-01 on 840110-13 St notice of 
violati on. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/03/23. 

KENYON, B.D, Pennsylvania Power St Light Co. 2pp. 22940:041. 24X 

Fiche; 50-387,84/03/23, 8404090236. 


— 8404090243 Notice of violation from insp on 840110-13. 

^ Region 1, Office of Director. 84/02/29. 2pp, 22940:043. 24X 

Fiche : 50-387, 84/03/23. 8404090236. 


— 8404090249 IE Insp Rept 50-387/84-01 on 840 1 10-13. Vio lati on noted; 
failure to follow documentation procedures re health 
physics personnel training. 

CLEMONS,?., HOGAN, R. , PASCIAK, W. Region 1, Office of Director. 
84/03/14. 4pp. 22940:045, 24X Fiche' 50-387, 84/03/23, 8404090236. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103>. 84/03/28. Consolidated Edison Co. of New 

York, Inc. 13Bpp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin, " Svc list 
enc I. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche : 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Jalves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness hr Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc, 103pp. 24066:164, 24X Fiche: 50-000, 84/04/05, 8403140263, 


8404190369 Forwards IE Insp Rept 50-387/84-09 on 840214-17 hr notice 
of violation, 

MARTIN, T.T. Division of Engineering & Technical Programs 84/04/05. 

KENYON, B.D. Pennsylvania Power St Light Co. 2pp, 24096:048. 24X 

Fiche; 50-387, 84/04/05, 8404190369. 


— 8404190374 Notice of violation from insp on 840214-17. 

* Region 1, Office of Director. 84/04/05. 2pp. 24096:050. 24X 

Fiche; 50-387, 84/04/05, 8404190369. 


—8404190377 IE Insp Rept 50-387/84-09 on 840214-17. Violation noted; 
failure to follow radwaste training & tra ining, qual if ication 
S: certification of personnel procedures. 

CLEMONS,?., PASCIAK, W. Region 1, Office of Director. 84/04/04. 
5pp. 24096:052. 24X Fiche: 50-387. 84/04/05, 8404190369. 


8404240046 Forwards IE Insp Repts 50-387/34-12 S< 50-388/84-13 on 
840305-07. No violations observed. 

MARTIN, T. T. Division of Engineering & Technical Programs, 84/04/09. 

KENYON, B. D. Pennsylvania Power hr Light Co. 2pp. 24165:022. 24X 

Fiche: 50-387, 84/04/09,8404240046. 


— 8404240049 IE Insp Repts 50-387/84-12 hr 50-388/84-13 on 840305-07. No 
violations identi fi ed. Major areas inspec t ed : 1 ic en s ing 
actions in closing electrical insp rept findings. 

PAULITZ. F. , ANDERSON, C. J. Region 1, Office of Director. 84/04/03. 
5pp. 24165:024. 24X Fiche: 50-387, 84/04/09, 8404240046, 


8404240128 Forwards IE Insp Repts 50-387/84-08 & 50-388/84-09 on 
840208. No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/09. 

KENYON, B. D. Pennsylvania Power h< Light Co. 2pp. 24164:163. 24X 

Fiche: 50-387, 84/04/09, 8404240128. 


•8404240135 IE Insp Repts 50-387/84-08 hr 50-388/84-09 on 840208, No 
violations noted. Major areas inspected; fo llowup on licensee 
actions re improper relief valve settings hr piping design 
temp ht pressures h: CRD sys insert/withdraw line supports. 

MANOLY, K. , DURR.J.P, Region 1, Office of Director. 84/03/29 
5pp. 24164:165. 24X Fiche: 50-387, 84/04/09, 8404240128. 


8404240274 Forwards IE Safeguards Insp Repts 50-387/04-17 hr 
50-38S/84-17 on 840327-28, No violations observed. 

MARTIN, T. T. Division of Engineering 8c Technical Programs. 84/04/09, 
KENYON, B.D. Pennsylvania Power hr Light Co. 2pp. 24165:247. 84X 

Fiche: 50-387, 84/04/09, 8404240274. 


— 8404240282 IE Safeguards Insp Repts 50-387/84-17 8< 50-388/84-17 on 
840327-28. Lie ense e found in comp 1 iance. Ma jor areas 
inspected : fol lowup on Unit 1 open item 8< Unit 2 facility 
organization Zr operation hr mgt of matl control sys. 

SMITH, G. C. , JOYNER, J. H. Region 1, Office of Director, 84/04/09, 
5pp. 24165:249. 24X Fiche: 50-387, 84/04/09, 8404240274, 


8404260345 Forwards IE Insp Repts 50-387/84-16 Z. 50-388/84-14 on 
840319-20. No violations noted. 

MARTIN. T. T. Division of Engineering 8e Technical Programs. 84/04/11. 

KENYON, B.D. Pennsylvania Power 8< Light Co. 2pp. 24204:147. 24X 

Fiche; 50-387, 84/04/11, 8404260345. 


— 8404260348 IE Insp Repts 50-387/84-16 «< 50-388/84-14 on 840319-20. No 
violations noted. Major areas inspected; radwaste program, 
including testing of air cleaning sys & procedures. 

KOTTAN, J. J. , JANG,J. C., PASCIAK, W.J. Region 1, Office of Director, 
84/04/09. 3pp, 24204:149. 24X Fi che : 50-387, 84/04/11, 0404260345, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of h4RC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACEr J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189' 001. 24X Fi c h e ; 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84—25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8, Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

86pp. 24163:205, 24X Fiche : 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, ’^Recent Seri ous Violations of NRC 
Requirements by Well Logging Licensees," Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc, 

89pp. 24163:292. 24X Fi c he : 50-000, 04/04/1 7, 8403140277, 



DOCKETED ITEMS 


281 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/17, Consolidated Edison Co. of New 

York, Inc. I29pp. 24188:237, 24X Fi c he : 50-000, 84/04/ 1 7, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping 8t Matl 
Defects in Bahnson HVAC Units. " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103) 84/04/18, Consolidated Edison Co. of New 

York, Inc, 117pp, 24188.001. 24X Fic he : 50-000, 84/04/ 18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp, 24188:119 24X Fi c he : 50-000, 84/04/ 18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger 8< Pipe 
Hanger Damage, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp, 24195:343, 24X Fi c he : 50-000, 84/04/ 18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Ualve Failures 
Caused by Failed Cotter Pins, " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness i/. Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp, 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports ?< related correspondence 


8404030234 NPDES discharge monitoring rept for Feb 1984. W/840330 Itr. 
FIELDS, J. S. Pennsylvania Power 8< Light Co. 84/02/29. llpp, 

22869; 193. 24X Fiche: 50-387, 84/02/29, 8404030234. 


S. Reportable occurrences, LERs 8< related correspondence 


8404030266 Updated LER 83-066/03X-1 : on 830414, during mod to remove 
check valve, valve disk found lodged in pipe various small 
valve parts miss ing. Caused by extensive sys run-time during 
resolution of ESW waterhammer prob 1 em. W/S40307 Itr, 

KUCZYNSKI, L. A, . KEISER, H. W Pennsylvania Power Light Co. 
84/03/07. HURLEY, T. E Region 1, Office of Director, 3pp, 
22869:218, 24X Fi c h e : 50-387, 84/03/07, 8404030266. 


8404120346 Advises that evaluation of LERs indicates that adequate 
descriptions of events for period from Feb 1983 - Jan 1984 
provided by 1 i censee, SALP review encl. 

SEYFRIT,K. V, Reactor Operations Analysis Branch, 84/03/19. 
STAROSTECKI, R. Division of Project S< Resident Programs. 3pp. 
24025.343. 24X Fi c h e ; 50-387, 84/03/ 19, 84041 20346, 


8404030103 Updated LER 83-1 53/03X-1 ; on 831102, fuse supplying power 
to Topaz inverter b lew, deenerg i a: ing RCIC instruments at 
remote shutdown panel. Cause not stated. Fuse replaced. 

W/840320 Itr. 

KUCZYNSKI, L, A. , KEISER, H, W, Pennsylvania Power Light Co. 
84/03/20. HURLEY, T. E, Region 1, Office of Director. 2pp. 
22853:173. 24X Fiche ; 50-387, 04/03/20, 8404030103. 


8404020018 LER 84-010-00. on 840225, reactor manually scrammed when one 
of six automatic depressuri zation sys safety relief valves 
stuck open ^ would not close in 2 minutes. Caused by faulty 
valve solenoid. Solenoid rep laced. W/840326 Itr. 

WOOD, D, C. , KEISER, H.W, Pennsylvania Power Light Co. 84/03/26. 
3pp, 22835:189. 24X Fi c h ©: 50-387, 84/03/26 , 8404020018. 


8404240281 Updated LER 82-012/01 X~1 : on 820910, potential existed for 
overload of Class IE electrical sys due to concurrent 
loading of emergency svc water pomps & either RHR or core 
spray pumps during LDCA W/840327 Itr, 

WOOD. DC. , KEISER, H.W. Pennsylvania Power S< Light Co. 84/03/27. 
HURLEY, T, E. Region 1, Office of Director, 3pp, 24165:254. 24X 

Fiche; 50-387, 84/03/27, 8404240281, 


8404240286 Updated LER 82-024/01 X-1 : on B2101 5, determined that failure 
of valve to open would cause loss of flow in emergency svc 
water sys. Caused by discovery of unanalyzed single failure. 

Low flow detector added W/840327 Itr. 

WOOD, D. C., KEISER, H.W. Pennsylvania Power & Light Co, 84/03/27. 
HURLEY, T.E. Region 1, Office of Director, 3pp. 24165:261. 24X 

Fiche: 50-387* 84/03/27. 8404240286. 


8404050077 LER 84— 011-00: on 840301, control room emergency outside air 
supply sys & standby gas treatment sys in it iated, Caused by 
personnel error during prelicensing work on Unit 2. 

Personnel counseled. W/840330 Itr. 

WOOD, D. C. , KEISER, H. W, Pennsylvania Power Light Co. 84/03/30. 
3pp. 22901.072. 24X Fi c h e : 50-387, 84/03/30 , 8404050077, 


8404240235 Updated LER 83-1 56/03X-1 ; on 831 1 10, acoustic channel 
monitoring safety relief valves PSV-1F013B tripped, Channel 
failed on 831204. Caused by spurious responses from monitor. 

Cable & charge converter rep laced. W/S40330 Itr. 

WILKS, B. L. , KEISER, H. W. Pennsylvania Power & Light Co. 84/03/30. 
HURLEY, T. E. Region 1, Office of Director. 3pp. 24165:312. 24X 

Fiche: 50-387, 84/03/30, 8404240235. 


8404090210 LER 84-013-00: on 840303, main turbine tripped on spurious 
trip of turbine thrust bearing wear detector (TBWD) pressure 
switches. Caused by spurious malfunction of blocking relay in 
TBWD c ircuicry. Relay rep laced. W/S40402 Itr. 

KUCZYNSKI, L, A, , KEISER, H.W. Pennsylvania Power & Light Co. 
84/04/02. 3pp. 22940:137 24X Fi c he: 50-387, 84/04/02, 8404090210. 


8404100191 LER 84-012-00: on 840229, d i scovered functional testing of 
common offgas sys hydrogen analyzer Channel B not performed 
on 840225 as required. Caused by due date omitted from 
surveillance auth or i zat i on, W/840402 Itr. 

WILKS. B.L., KEISER, H.W. Pennsylvania Power Light Co. 84/04/02. 
3pp. 22966:305. 24X Fiche: 50-387, 84/04/02, 8404100191. 


8404100303 LER 84-015-00 on 840121, bac kground radiation surrounding svc 
water radiation monitor reached levels that exceeded Tech 
Spec limits. Cause not stated. Ca 1 ibr procedure revised. 

W/S40402 Itr, 

KUCZYNSKI, L. A. , KEISER, H. W, Pennsylvania Power Sk Light Co. 

84/04/02 3pp. 22960,170. 24X Fiche: 50-387, 84/04/02, 8404100303. 


8404100380 LER 84-014-00: on 840305, transformer T20 tripped, result ing 
in isolation of reactor bldg ventilation Zones II &: III. 

Caused by momentary closure of contact in high speed 
ground swi tch. W/S40405 Itr. 

WILKS, a. L., KEISER, H. W. Per-su2vania “owe- 4 Light Co. 84/04/05. 
4pp, 22968:356, 24X Fiche L'C "387. s-'., 04/05 , 9*: 04 100388. 


8404100355 LER 84-016-00; on 840308, sh i ft! y channel check of new fuel 
criticality monitors not completed during scheduled time 
per iod. Caused by personnel error . Per sonne 1 counseled. 

W/840406 Itr. 

KUCZYNSKI, L. A. , KEISER, H.W, Pennsylvania Power S- Light Co. 
84/04/06. 3pp. 22971 169, 24X Fiche: 50-387, 84/04/06, B404100355. 


8404240311 Updated LER S3-140/03X-1 : on 830927, valve controlling cooling 
water flow to HPCI lube oil coaler barometric condenser 
would not cycle electrically. Caused by torque switch not 
actuating due to conditions in spring pack W/840406 Itr. 

KUCZYNSKI, L. A. < KEISER, H.W, Pennsylvania Power it Light Co. 

84/04/06. HURLEY, T. E. Region 1, Office of Director. 4pp. 

24169:052. 24X Fi c h e : 50-387, 84/04/06, 840424031 1 . 


8404120203 Updated LER 84-001-01; on 840103, H2/02 analyzers in 
containment atmosphere monitoring sys declared inoperable 
based on vendor info. Caused by catalyst inability to 
withstand iodine cone entrations. W/840409 Itr, 

WILKS, B.L., KEISER, H.W. Pennsylvania Power Light Co. 84/04/09. 
3pp, 24012:343. 24X Fi c he: 50-387, 84/04/09, 8404120203. 


8404160145 Part 21 rept re failure of Crosby IMF-2 solenoids supplied 
by GE. Initially reported on 040403. Licensee (k OE jointly 
developed test procedures to bench test spares & solenoids 
on both units. Testing complete on Unit 1. 

KENYON, B. D. Pennsylvania Power «< Light Co. 84/04/09. HURLEY, T. E. 
Region 1, Office of Director, 2pp. 24038:042. 24X 

Fiche; 50-387, 84/04/09, 8404160145. 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turb ine . Bush ing will be staked to lock in place if installed 
& replacement guides will be sent to customers. 

THEROUX, R.R. Terry Corp. 84/04/09. EBHETER. S. Region 1, Office of 
Director. 6pp. 24060:247. 24X Fiche: 50-000, 94/04/09, 8404170296. 


8404180002 LER 84-017-00; on 840310, spray pond riser networks A~i B-2 
found frozen. Cause not stated. Networks thawed by ambient 
temp guidelines developed for spray pond operation to 
avoid riser freezing. W/840409 Itr. 

KUCZYNSKI, L, A. , KEISER, H, W. Pennsylvania Power & Light Co. 

84/04/09. 4pp. 24077:210. 24X Fiche: 50-387, 84/04/09, 84041B0002. 


8404170074 LER 84-003-01: on 840106, dur ing tie-in outage, design review 
suspected 27 signal isolators supplied by Technology for 
Energy Corp of not providing adequate electrical isolation 
between Class IE non-Class IE circuits. W/840410 Itr. 

WILKS, B.L. , KEISER, H.W Pemsy Ivar^ia Power St Light Co. 84/04/10. 
3pp, 24059:300. 24X 5C--3e7, 84/04/10, 8404170074, 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveril solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS 8< K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri St Co., Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fiche: 50-000. 84/04/16, 8404200323. 
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S404240360 LER S4-020-00: on 840321/ shutdown cooling suction inboard & 
outboard isolation valves closed due to spurious actuation 
of RHR sys differential pressure switches. Cause not stated. 

Shutdown cooling operation will be ob served . W/S404i8 Itr. 

KUCZYNSKI/ L. A. # KEISER, H. W. Pennsylvania Power 8e Light Co. 

84/04/18. 3pp. 24169:042. 24X Fi ch e: 50-387, 84/04/18, 8404240360. 


8404240125 LER 84-021-00; on 840323, during installation of mod to 
emergency svc water sys,fire barrier wrapping of several 
cable raceways over look ed . Fir e watch established & will 
remain until fire barrier wrapping c omp le te . W/S40419 Itr. 

BAILEYS, T. P. . KEISER, H. W. Penns;; !var ia '’c;.;er & Light Co. 84/04/20. 
3pp. 24164:159. 24X Fic he : 50-3-3 8-'-/0-/2.‘i . 340*1240:25 


V. Operator Examinations 


8404020019 Oeneric Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREO— 1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. O. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066: 297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


A. Appl ication/construction stage documents correspondence 


8403210162 Ltr to all applicants for OLs & full power authorizations 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche; 50-000, 84/03/01, 8403210162. 


8404050104 Summary of 840222 meeting w/util in Bethesda,MD re proposed 
changes to standby gas treatment sys Tech Specs. 

PERCH, R. L. Licensing Branch 2. 84/03/14. Licensing Branch 2. 

5pp. 22918:188. 24X Fiche: 50-397, 84/03/14, 8404050104. 


8404050162 Forwards Tech Specs for incorporation in OL.Unit 2 Tech 
Specs developed utilizing Unit 1 Tech Specs as basis. W/o 
end. 

MIRAGLIA, F. J. Assistant Director for Safety Assessment. 84/03/21. 
NOVAK, T. M. Assistant Director for Licensing. 2pp. 22912:338. 24X 

Fiche: 50-388, 84/03/21, 8404050162. 


8404030350 Amends response to FSAR Question 110, 57, per 840319 telcon. 
Visual insp on Unit 1 lines revealed no appreciable 
vibratory effects. FSAR rev, ref lecting pos i t i on, wi 1 1 be 
provided, 

CURTIS, N. W, Pennsylvania Power & Light Co. 84/03/29. SCHWENCER, A. 
Licensing Branch 2. Ip. 22871:201. 24X Fiche: 50-387, 84/03/29, 

8404030350. 


E. NRC Safety Evaluation Report <SER), suppls & correspondence 


8404110036 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SUSQUEHANNA STEAM ELECTRIC STATION. UNITS 1 AND 2. Docket Nos. 
50-387 And 50-388, (Pennsy Ivania Power And Light Company; 

Allegheny Electric Cooperative, Incorporated ) 

# Division of Licensing. NUREG-0776 S06. 84/03/31. 100pp. 

Available at NRC. $4,75. 24002:123. 24X Fich e: 50-387, 84/03/31, 

8404110036. 


8404170046 Forwards NUREG-0776, SSER 6. W/o end. 

YOUNGBLOOD, B. J, Licensing Branch 1. 84/04/05. CURTIS, N. 
Pennsylvania Power & Light Co, 2pp. 24069:341. 24X 
Fiche: 50-387, 84/04/05, 8404170046. 


F. Security, medical, emergency 8< fire protection plans 


‘vised Emergency Plan Implementing 
te emergency monitoring teams 
\g, W/revised table of contents 

insylvania Power Light Co. 
fiA/Ai /25, 8404040283. 


cale emergency 
on not 


8404120129 Summary of 840227 meeting w/util in Bethesda,MD re Rev 7 
to emergency p Ian. Emergency operations facility support 
manager will no longer assume function of overall emergency 
mg t. 

PERCH, R.L. Licensing Branch 4. 84/03/23. Licensing Branch 4. 

4pp. 24033:136. 24X Fiche: 50-387, 84/03/23, 8404120129. 


8404120094 Forwards revised scenario for 840404 e x er c i se. Deta i 1 
provided for areas where participants expected to make 
decision in terms of classifying event. Time 1 ine revised 
slightly to allow for increased participation by personnel. 

WIKE, C. R. Pennsylvania Power & Light Co. 84/03/28. JAMISON, J. 
Battelle Memorial Institute, Pacific Northwest Laboratories. 116pp. 
24023:212. 24X Fi c h e : 50-387, 84/03/28, 84041 20094. 


8404190352 Forwards IE Insp Rept 50-388/84-10 on 840222-25, No 
violations noted. 

MARTIN, T. T. Division of Project & Resident Programs. 84/04/03. 
KEMYONi B. D. Pennsylvania Power S< Light Co. 2pp. 24096:345. 24X 

Fiche: 50-388, 84/04/03, 8404190352. 


— 8404190355 IE Insp Rept 50-388/84-10 on 840222-25. No violations noted. 
Major areas inspected : revi ew & evaluation of progress re 
implementation of security plan, site or ientation, security 
plan & implementing procedures St detection aids. 

BAILEY, R. J. . MADDEN, W. , JOYNER, J. H. Region 1, Office of Director. 
84/04/02. 7pp. 24096:347. 24X Fiche: 50-388, 84/04/03, 8404190352. 


8404240274 Forwards IE Safeguards Insp Repts 50-387/84-17 St 
50-388/84-17 on 840327-28. No violations observed. 

MARTIN, T. T. Division of Engineering St Technical Programs. 84/04/09. 

KENYON, B. D. Pennsylvania Power St Light Co. 2pp. 24165:247. 24X 

Fiche: 50-387, 84/04/09, 8404240274. 


— 8404240282 IE Safeguards Insp Repts 50-387/84-17 St 50-388/84-17 on 
840327-28. Licensee found in comp liance. Ma jor areas 
insp ec ted : fol lowup on Unit 1 open item St Unit 2 facility 
organization St operation St mgt of matl control sys. 

SMITH, G. C. Region 1, Office of Director. 84/04/09. 5pp. 
24165:249. 24X Fi c h e : 50-387, 84/04/09, 8404240274. 


H. General correspondence 


8404130065 Responds to 840210 ltr to Commission re incidents & 
discoveries at facility. NRC combined Insp Repts 
50-387/83-28,50-388/83-30 St 50-387/83-29,50-388/83-32 end. 

W/o end. 

MURLEYj T. E. Region 1, Office of Director. 84/03/29. SH0RT2, R, 
Affiliation Not Assigned 4pp. 24045:333. 24X 

Fiche: 50-367, 84/03/29, 8404130065 


— 8404130069 Expresses concern re frequency of incidents St discoveries at 
faci 1 ity. Newspaper articles re recent spill of water, 
discovery of crack in hydrogen recombiner S< listing of 
things gone awry at plant end. 

SHORTZ,R. Affiliation Not Assigned. 84/02/10. ASSELSTINE, J. 
Commissioners. 6pp. 24045:335. 24X Fi c h e : 50-387, 84/03/29, 

8404130065. 


— 8404130072 Requests draft reply to R Short end 840210 ltr be prepared 
for Commissioner Gilinsky signature. 

GOLDSMITH, R. Commissioners, 84/02/23. REHM, T. NRC - No Detailed 
Affiliation Given. 5pp. 24045:341. 24X Fi che: 50-387, 84/03/29, 

8404130065. 


J. Insurance St indemnity information 


8404200333 Unexecuted Amend 3 to Indemnity Agreement B-90, del et ing Item 
3 in entirety. 

SALTZMAN, J. Assistant Director for State St Licensee Relations. 
84/03/21. Ip. 24159:331. 24X Fiche: 50-387, 84/03/21, 8404200533. 


8404060379 Forwards License NPF-22, Tech Specs (NUREG-1042) , environ 
protection plan St notice of issuance. Operat ion restricted 
to power levels not to exceed 5X of full power (164.6 MWt), 
EISENHUT, D. G. Division of Licensing. 84/03/23. CURTIS, N, W. 

Pennsylvania Power St Light Co. 2pp. 22945:262. 24X 

Fiche: 50-388, 84/03/23, 8404060379. 


— 8404060383 Notice of issuance of License NPF-22. Unexecuted Amend 3 to 
Indemnity Agreement B-90 end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/03/23. 4pp. 22945:276. 

24X Fiche: 50-388. 84/03/23, 8404060379. 


:rocker,b. 
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P. Operating license stage documents ?< correspondence 


8404060379 Forwards License NPF-22jTech Specs (NUREG-1042) < environ 
protection plan & notice of i ssuance. Operat i on restricted 
to power levels not to exceed 5% of full power (164.6 MWt). 
EISENHUT. D. 0. Division of Licensing. 84/03/23. CURTIS; N. W. 

Pennsylvania Power & Light Co. 2pp. 22945:262. 24X 

Fiche: 50-388, 84/03/23, 8404060379. 


— 8404060380 License NPF-22 for facility. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
84/03/23. 12pp. 22945:264. 24X Fiche: 50-388. 84/03/23, 8404060379. 


— 8404060383 Notice of issuance of License NPF-22. Unexecuted Amend 3 to 
Indemnity Agreement B-90 end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 94/03/23. 4pp. 22945:276. 

24X Fiche: 50-388, 84/03/23, 8404060379. 


— 8404060395 Environ protection plan ( nonrad i o 1 og i ca 1 ). Tech Specs 
{NUREO-1042) end. 

* NRC - No Detailed Affiliation Given. 84/03/31. 493pp. 

22945:280. 24X Fiche ; 50-388, 84/03/23, 8404060379. 


8404160134 Forwards proprietary final rept, "SuscLuehanna Unit 2 Jet 
Pump Cavitation Vibration Measurements. '' Rept withheld 
(ref 10CFR2. 790). 

CURIIS, N. W. Pennsylvania Power 8< Light Co. 84/03/29. HURLEY, T. E. 
Region 1, Office of Director. 3pp. 24041:160. 24X 

Fiche: 50-388, 84/03/29, 8404160134. 


8404110245 Summary of 840308 meeting w/util at plant site re readiness 
of facility for OL. 

PERCH, R. L. Licensing Branch 2. 84/03/30. Licensing Branch 2. 

6pp. 24002:354. 24X Fic he: 50-388, 84/03/30, 84041 10245. 


8404130178 Summary of 840312 meeting w/util, Science Applications, Inc St 
General Physics in Bethesda.MD re evaluation of detailed 
control room design review rept. Discussions centered on util 
methodology to prepare task analysis data sheets. 

PERCH, R. L. Licensing Branch 2. 04/03/30. Licensing Branch 2. 

3pp. 24035:322. 24X Fiche; 50-387, 84/03/30. 8404130178, 


8404100519 TECHNICAL SPECIFICATIONS FOR SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT NO. 2. Docket No. 50-388. (Pennsylvania Power And 
Light Company) 

HOFFMAN, D.R. Division of Licensing, NUREO-1042. 84/03/31. 519pp. 

Available at NRC. 49.50, 22978:001. 24X Fiche: 50-388, 84/03/31, 

8404100519. 


8404090136 Forwards Rev 1 to "Evaluation of Effects of High Energy Line 
Breaks on Control SysiApp G.Unit 2 Analysis." No high energy 
line breaks found beyond capability of operators or safety 
sy s. 

CURTIS, N.W. Pennsylvania Power «< Light Co. 84/04/02. SCHWENCER, A. 
Licensing Branch 2. Ip. 22939:237. 24X Fiche; 50-388, 84/04/02, 

8404090136. 


— 8404090137 Rev 1 to "Evaluation of Effects of High Energy Line Breaks 
on Control Sys,App G, Unit 2 Analysis." 

* Pennsylvania Power S< Light Co. 02-0160-1131 ROl, 84/04/02. 

58pp. 22939:238. 24X Fi c he : 50-388, 84/04/02, 8404090136. 


0404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing 04/04/04 Consolidated 

Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404100335 Forwards changes to initial test program for approval by 
840416. Test objective revised to clarify which piping sys 
are to be tested. Change justifications listed, 

CURTIS, N.W. Pennsylvania Power St Light Co. 84/04/06. SCHWENCER, A. 
Licensing Branch 2. 12pp. 22971:133. 24X Fi c h e : 50-388, S4/04/06, 

8404100335, 


8404130339 Forwards revised NPDES permit application consisting of 
general info St wastewater discharge info for review. 

FIELDS, J.S. Pennsylvania Power 8< Light Co. 84/04/06. SWERDON, P. 
Pennsylvania, Commonwealth of,. 56pp. 24027:039. 24X 

Fiche: 50-387, 04/04/06, 8404130339. 


8404130105 Forwards application for Amend 2 to License NPF-22 to 
ensure Tech Specs properly reflect installation of mods 
to nitrogen makeup sys required by license condition. 

KENYON, B.D. Pennsylvania Power St Light Co. 84/04/10. SCHWENCER, A. 
Licensing Branch 2. 3pp. 24035:282. 24X Fiche: 50-388, 84/04/10, 

8404130105, 


— 8404130110 Application for Amend 2 to License NPF-22, ensuring Tech 
Specs properly reflect installation of mods to nitrogen 
makeup sys. 

KENYON, B. D Pennsylvania Power & Light Co. 84/04/10, Ip. 
24035:285. 24X Fiche; 50-388, 84/04/10, 8404130105. 


— 8404130114 Proposed Tech Specs ensuring installation of mods to 
nitrogen makeup sys. 

» Pennsylvania Power S: Light Co. 84/04/10. 2pp. 24035:286. 24X 

Fiche: 50-388, 84/04/10, 8404130105. 


8404130284 Forwards application for Amend 38 to License NPF-14 S/ Amend 
1 to License NPF-22, c hang ing Tech Spec Subsection 3/4.7 1.3 
proposing temp limit on spray pond be revised upward based 
o'f' j'jst i-^* cation r-ovidpr:. 

-'-.N. .8 D 1 . ' = 1 Power & Light Co. 84/04/10. SCHWENCER, A. 

Licensing Branch 2. 2pp, 24028:229. 24X Fiche; 50-387, 84/04/10, 

8404130284. 


— 8404130287 Application for Amend 38 to License NPF-14 S' Amend 1 to 
License NPF-22, chang ing Tech Spec Subsection 3/4. 7. 1. 3 
proposing temp limit for spray pond be revised upward. 

KENYON, B. D, Pennsylvania Power St Light Co. 84/04/10. 2pp. 
24028-231. 24X F i c h e : 50-387, 84/04/ 10, 8404130284 


— 8404130291 Proposed Tech Spec changes to Subsection 3/4, 7. 1 3 proposing 
temp limit on spray pond be revised upward based on 
justification provided. 

# Pennsylvania Power Si Light Co. 84/04/10, 14pp. 24028:233. 

24X Fiche- 50-387, 84/04/10, 8404130284. 


8404160202 Submits current milestone dates for fuel loading & low power 
testing . Initiation of low power testing expected by 840423. 

CURTIS, N.W. Pennsylvania Power St Light Co. 84/04/10. SCHWENCER, A. 
Licensing Branch 2. Ip. 24042:124, 24X Fiche; 50-388, 84/04/10, 

8404160202. 


8404230363 Advises that single fee of S4, 000 required for review of 
831028 application to use ASHE Code Case N-253-2 for 
application in const of diesel engine exhaust gas expansion 
joint for addl generators, per lOCFR 170. 11 ( b ) . 

MILLER, W.O, License Fee Management Branch. 84/04/11. CURTIS, N.W. 
Pennsylvania Power S'. Light Co. Ip. 24185:350. 24X 

Fiche - 50-387, 84/04/11, 8404230363. 


8404170150 Forwards addl info re control sys power supply St sensor 
malfunction study St evaluation of effects of high energy 
line breaks on control sys, in response to NRC 831108 
request. 

CURTIS.N.W, Pennsylvania Power St Light Co. 84/04/12, SCHWENCER, A. 
Licensing Branch 2. 6pp. 24051:270. 24X Fiche; 50-387, 84/04/12, 

8404170150, 


Q. Inspection reports, IE Bulletins & correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness S Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

York, Inc. I38pp, 22933:122 24X Fi che ; 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of New 

York, Inc. S5pp, 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co of Mew 

York, Inc. 126pp. 22892:231, 24X Fiche: 50-000, 84/03/29, 0403140247. 


8404190352 Forwards IE Insp Rept 50-388/84-10 on 840222-25. No , 

violations noted. 

MARTIN, T. T. Division of Project & Resident Programs, 84/04/03 
KENYON, B, D. Pennsylvania Power S'. Light Co. 2pp. 24096:345. 24X 

Fiche: 50-308, 84/04/03. 8404190352 


— 0404190355 IE Insp Rept 50-388/84-10 on 840222-25. No violations noted. 
Major areas inspected ■ review 8c evaluation of progress re 
implementation of security plan, site orientation, security 
plan St implementing procedures St detection aids, 

BAILEY, R.J., MADDEN, W. . JOYNER, J. H. Region 1, Office of Director, 
84/04/02. 7pp. 24096:347. 24X Fi che; 50-388, 84/04/03, 8404190352, 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end 
JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X Fiche: 50-000, 84/04/05. 8403140259, 
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8403140263 IE Info Notice 84~23- "Results of NRC-Sponsored 
Oua 1 i f i cat i on Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN/ E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc 103pp. 24066:164. 24X Fiche : 50-000. 84/04/05, 8403140263. 


8404240046 Forwards IE Insp Repts 50-387/84-12 50-388/84-13 on 

840305-07. No violations observed. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/04/09. 

KENYON, B.D Pennsylvania Power Si Light Co. 2pp. 24165:022. 24X 

Fiche: 50-387, 84/04/09, 8404240046. 


—8404240049 IE Insp Repts 50-387/84-12 & 50-383/84-13 on 840305-07. No 
violations i dent i f i ed . Ma jor areas inspec t ed ; 1 ic en s i ng 
actions in closing electrical insp rept findings. 

PAULITZ.F, . ANDERSON. C J. Region 1. Office of Director. 84/04/03. 
5pp. 24165:024. 24X Fiche: 50-387. 84/04/09, 8404240046. 


8404240095 Forwards IE Insp Rept 50-388/84-07 on 840206-24. No 
violations observed 

MARTIN. T. T, Division of Engineering & Technical Programs. 84/04/09. 

KENYON, B.D. Pennsylvania Power & Light Co. 2pp. 24164:219. 24X 

Fiche: 50-388, 84/04/09. 8404240095. 


— 8404240102 IE Insp Rept 50-388/84-07 on 840206-24. No noncompliance 
ident if ied. Major areas inspec ted: preopera tional test 
program, inc lading test imp 1 ementa ti on. r es ul ts evaluation, 
closing of Unit 1 Unit 2 inter-tie outage open items. 

NICHOLAS, H H. . FLGREK,. D. J. , BETTENHAUSEN. L. Region 1. Office of 
Director. 84/03/31, llpp. 24164:221. 24X Fi ch e : 50-3SS, 84/04/09. 

8404240095. 


8404240128 Forwards IE Insp Repts 50-387/84-08 Zi 50-388/84-09 on 
840208. No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/09. 

KENYON. B.D. Pennsylvania Power Light Co. 2pp. 24164:163. 24X 

Fiche: 50-387, 84/04/09, 8404240128, 


—8404240135 IE Insp Repts 50-387/84-08 & 50-388/84-09* on 840208. No 
violations noted. Major areas inspec ted : fo 1 lowup on licensee 
actions re improper relief valve settings !< piping design 
temp & pressures CRD sys insert/withdraw line supports. 

MANOLY. K, , DURR.J, P. Region 1. Office of Director. 84/03/29. 
5pp. 24164:165. 24X Fiche: 50-387, 84/04/09, 8404240128. 


8404240274 Forwards IE Safeguards Insp Repts 50-387/84-17 Si 
50-388/84-17 on 840327-28. No violations observed. 

MARTIN, T. T. Division of Engineering 8t Technical Programs. 84/04/09. 

KENYON, B. D. Pennsylvania Power Light Co. 2pp. 24165:247. 24X 

Fiche: 50-387, 84/04/09, 8404240274. 


— 8404240282 IE Safeguards Insp Repts 50-387/84-17 & 50-388/84-17 on 
840327-28. Licensee found in comp liance. Ma jor areas 
insp ected : f ol 1 owup on Unit 1 open item ^ Unit 2 facility 
organization h operation Z< mgt of matl control sys. 

SMITH, 0. C. , JOYNER, J H Region 1, Office of Director. 84/04/09. 
5pp. 24165:249. 24X Fiche: 50-387, 84/04/09, 8404240274. 


8404240440 Forwards IE Insp Rept 50-388/84-01 on 840109-0210. No 
violations observed. 

MARTIN. T. T. Division of Engineering & Technical Programs, 84/04/10. 

KENYON, B. D. Pennsylvania Power & Light Co. 2pp. 24180: 155. 24X 

Fiche: 50-388, 84/04/10, 8404240440 


—8404240447 IE Insp Rept 50-388/84-01 on 840109-0210. No noncompliance 
identified. Major areas i nsp ec ted ; preopera t iona 1 test 
program, including test program imp lementat ion, test procedure 
review & verification Jk test results evaluation, 

NICHOLAS, H. H. , FlDREK, D. J, , BETTENHAUSEN, L. Region 1, Office of 
Director, 84/03/30. 29pp. 24180:157. 24X Fi che : 50-388, 84/04/10, 

8404240440. 


8404170441 Forwards IE Mgt Meeting Rept 50-388/84-07 on 840120. 

STARCSTECKI, R. Division of Project S>. Resident Programs. 84/04/11. 
KENYON. B.D. Pennsylvania Power S; Light Co. 2pp. 24054:290. 24X 
Fiche: 50-389, 84/04/ 1 1 , 8404170441 . 


—8404170447 IE Mgt Meeting Rept 50-388/84-07 on 840120, Major areas 
di scussed : 1 i censee readiness for two— unit operation w/ 
emphasis on operating shift structure S* specific operator 
experience for each un i t. Uiewgrap hs end. 

JACOBS, R, , PLISCOrL. R. Region 1, Office of Director. MCCABE, E. C. 
Division of Project Si Resident Programs. 84/03/12. 22pp. 

24054:292. 24X Fiche. 50-388, 84/04/1 1 , 8404170441. 


8404260345 Forwards IE Insp Repts 50-387/84-16 St 50-388/84-14 on 
840319-20. No violations noted, 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/11. 

KENYON, B. D. Pennsylvania Power St Light Co. 2pp. 24204:147 24X 

Fiche; 50-387, 84/04/ 1 1 , 8404260345. 


—8404260348 IE Insp Repts 50-387/84-16 & 50-383/84-14 on 840319-20. No 
violations noted. Major areas inspected : ra dwaste program, 
including testing of air cleaning sys & procedures. 

KOTTAN, J. J. , JANG.J. C., PASCIAK. W. J. Region 1. Office of Director. 
84/04/09. 3pp. 24204:149. 24X Fiche; 50-387, 84/04/11. 8404260345. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi che: 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees," Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi che: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237, 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Sahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286, 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger ?< Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84—33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. U9pp. 24285:015. 24X Fiche; 50-000, 84/04/20, 8404160130, 


R. Periodic operating reports & related correspondence 


8404030234 NPDES discharge monitoring rept for Feb 1984. W/840330 Itr. 
FIELDS, J. S. Pennsylvania Power & Light Co. 84/02/29. llpp. 

22869: 193. 24X Fiche; 50-387, 84/02/29, 8404030234, 


S. Reportable occurrences, LERs & related correspondence 


8404240394 Interim deficiency rept re clamps on control rod drive 
insert/withdraw lines not providing axial restraint. 

Initially reported on 831209. Design mod to pedestal support 
initiated. Also reportable per Part 21. 

CURTIS, N.W. Pennsylvania Power & Light Co. 84/01/12. HURLEY, T. E 
Region 1, Office of Director. 6pp. 24182:326. 24X 

Fiche: 50-388,84/01/12, 8404240394. 


8404090326 Interim deficiency rept re cracking in base metal of angle 
fittings used on Class IE electrical raceways 8e HVAC 
supports. Initially reported on 840206. Final rept expected 
prior to initial critical ity. Also reportable per 10CFR21. 

CURTIS, N. W. Pennsylvania Power it Light Co. 84/03/07, HURLEY/ T. E 
Region 1, Office of Director. 4pp. 22942:071. 24X 

Fiche: 50-388/ 84/03/07, 8404090326. 
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8404030463 Third interim deficiency rept re electical separation inside 
mutiple div junction puH boxes. Initial ly reported on 
830721. Des ign basis criteria & barrier conf igurations 
established. Also reportable per Part 21. 

CURTIS, N. W. Pennsylvania Power 8< Light Co. 84/03/20. HURLEY, T. E. 
Region 1, Office of Director. 8pp. 22869:286. 24X 

F i c h e : 50-383, 84/03/20, 8404030463. 


8404170181 Second interim deficiency rept re base metal cracking in 
angle f i tt ings. In i t ial 1 y reported on 840206. Angle fittings 
added to defective device list ^ conduit installation spec 
revised. Also reportable per 10CFR21. 

CURTIS. N.W. Pennsylvania Power Light Co. 84/03/22. HURLEY, T. E 
Region 1, Office of Director. 10pp. 24050:113. 24X 

Fi c h e : 50-388, 84/03/2 -, 8404170181 . 


8404030182 Revised final deficiency rept re fraying of hydrogen 
recomfainer cables. Initial ly reported on 830728. Fray ing 
caused by handling process for shipment, installation & 
testing. Cables repaired, 

CURTIS, N.W. Pennsylvania Power Co. 84/03/23. HURLEY, T. E. Region 
1, Office of Director. 3pp. 22849:224. 24X Fiche: 50-388, 84/03/23, 

8404030182. 


8404160145 Part 21 rept re failure of Crosby IMF-2 solenoids supplied 
by GE. Initially reported on 840403. Lie ensee GE jointly 
developed test procedures to bench test spares & solenoids 
on both units. Testing complete on Unit 1. 

KENYON. B. D, Pennsylvania Power & Light Co. 84/04/09. HURLEY, T. E. 
Region 1, Office of Director. 2pp, 24038: 042. 24X 

Fiche: 50-387, 84/04/09, 8404160145. 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turb ine . Bush ing will be staked to lock in place if installed 
it replacement guides will be sent to customers. 

THEROUX, R.R. Terry Corp 84/04/09. EBMETER, S, Region 1, Office of 
Director. 6pp. 24060:247 24X Fiche: 50-000, 84/04/09, 8404170296. 


S404I70074 LER 84-003-01: on 840106, during tie-in ou tag e, des i gn review 
suspected 27 signal isolators supplied by Technology for 
Energy Corp of not providing adequate electrical isolation 
between Class IE it non-Class IE circuits. W/840410 Itr, 

WILKS, B.L , REISER, H. W, Pennsylvania Power St Light Co 84/04/10. 
3pp. 24059:300. 24X Fiche: 50-387, 84/04/10, 8404170074. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2. OOOS, 

K-3, OOOS it K-4, OOOS circuit breakers. Report ed in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp, (subs, of Brown Boveri it Co., Ltd.). 
84/04/16, Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fi c h e : 50-000, 84/04/ 16, 8404200323. 


V, Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees iS< 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Sve list end. 

EISENHUT, D. G. Division of Licensing, 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000,84/04/02, 8404020019. 
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E. NRC Safety Evaluation Report (SER), suppls it correspondence 


8404130310 Requests deletion of inservice insp program from commitment 
documented in Apr 1983 SSER 3 re LP turbine discs it 
replacement w/commitment to perform insp per Westinghouse 
recommended intervals. 

WILLIAMS, J. W. Florida Power it Light Co. 84/04/09. EISENHUT, D. 0. 
Division of Licensing. 2pp. 24027:154, 24X Fiche: 50-389, 84/04/09, 

8404130310. 


9404240183 Informs that ultrasonic strap-on flow sensors installed on 
main headers 8t mini-recirculation lines of each HPSI it low 
pressure safety injection pump per SSER 3, Section 6.3.2. 

WILLIAMS, J. W. Florida Power it Light Co. 84/04/18. EISENHUT, D. 0, 
Div ision of Licensing. Ip, 24164:046. 24X Fiche: 50-389, 84/04/18, 

8404240183. 


F. Security, medical, emergency it fire protection plans 


9404170373 Forwards IE Insp Repts 50-335/04-07 & 50-389/84-09 on 
840306-09. No violations or deviations noted. 

DANCE, H. C Division of Project it Resident Programs. 84/03/26. 
WILLIAMS, J. W. Florida Power 8< Light Co. 2pp. 24062:314, 24X 
Fiche: 50-335, 84/03/26, 8404170373. 


—8404170360 IE Insp Repts 50-335/84-07 it 50-389/84-09 on 840306-09. No 
violations or deviations noted. Major areas inspected: 
emergency preparedness exercise. 

HUFFMAN, G.N. Region 2, Office of Director. 84/03/21, 11pp. 

24062:316. 24X F i c h e ; 50-335, 84/03/26, 84041 70373. 


8404170070 Ac k receipt of 840314 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-335/83-57 a* 
50-389/84-01, 

DANCE, H, C. Division of Project i>. Resident Programs. 84/04/0S. 
WILLIAMS, J, W. Florida Power & Light Co. Ip. 24050:346. 24:< 

Fiche: 50-335, 84/04/05, 8404170070 


— 8404170072 Responds to NRC 831019 ltr re violations noted in IE Insp 
Rept 50-389/84-01 Corrective actions ; NFPA-13 guidelines 
followed for automatic sprinkler sys. 

WILLIAMS, J. W. Florida Power i. Light Co. 84/03/14. 0 'REILLY. J. P. 

Region 2, Office of Director. 10pp. 24050:347. 24X 

Fiche: 50-335, 84/04/05, 8404170070. 


8404260151 Revised off-normal 8< emergency operating procedures 
including Procedure 2-0250031 re boron concentration control 
off-normal i< Procedure 2-0030141 re control room 
inaccessibility, W/840417 ltr. 

WETHY. C.M. Florida Power it Light Co. 84/04/17. 52pp. 24205:099. 

24X Fiche: 50-389, 84/04/17, 8404260151. 


8404250047 Revised emergency plan inplementing pr oc cdures, inc 1 ud ing 
Procedure 3100032E re onsite support c trs, 3 1 00033E re 
offsite dose calculations it 3100026E re criteria for 8, 
conduct of evacuati ons. W/840420 ltr. 

WILLIAMS, J. W. Florida Power Light Co. 84/04/20. O 'REILLY, J, P. 
Region 2, Office of Director. 70pp. 24193:293. 24X 

Fiche: 50-335, 84/04/20, 8404250047. 


P. Operating license stage documents correspondence 


0404090090 Informs of transmittal of notice of consideration of 
issuance of amend to License NPF-16 ,$< proposed NSHC 
determination & opportunity for hearing re Tech Spec 
requirements for inservice insp for two mechanical snubbers 
SELLS, D.E. Operating Reactors Branch 3. 84/03/09. WILLIAMS, J. W. 

Florida Power it Light Co. 3pp. 22971:192. 24X 

Fiche; 50-389, 84/03/09, 8404090090. 


— 8404090095 Notice of consideration of issuance of amend to License 
NPF-16 it proposed NSHC determination & opportunity for 
hearing re Tech Spec requirements for initial inservice insp 
for two mechanical snubbers. 

MILLER, J.R. Operating Reactors Branch 3. 84/03/08. 7pp. 

22971:195. 24X Fiche: 50-389, 84/03/09, 8404090090, 


8404060062 Discusses 830801 ltr opposing Class HI fees requested per 
NRC 830520 ltr re util 830420 application for Tech Spec 
changes re coolant in steam generator it flux monitor test. 

Class II fee appropriate. 

DIGGS, R.M. License Fee Management Branch 84/03/20. UHRIG, R E. 
Florida Power it Light Co. Ip. 22935:341 24X Fiche: 50-389, 

84/03/20, 8404060062. 


8404090509 Informs that no addl OL fee required for facility since 
max fee already paid for issuance of License NPF-16 on 
830406. 

MILLER, W.O. License Fee Management Branch. 84/03/23. UHRIG, R.E. 
Florida Power it Light Co, Ip. 22975:356. 24X Fich e: 50-389, 

84/03/23, 8404090509. 


8404130102 Forwards SER re installation of 1-1/2 inch insulating 
blanket for protection of cable tray inside containment. 

Installation acceptable. 

MILLER, J. R. Operating Reactors Branch 3, 84/03/27. WILLIAMS, J, W. 

Florida Power it Light Co. 2pp. 24045:357. 24X 

Fiche: 50-389, 84/03/27, 8404130102. 


— 8404130106 SER re installation of 1-1/2 inch insulating blanket for 
protection of cable tray inside containment. Installation 
meets guidelines of Branch Technical Position CMEB 9.5-1, 

Section C. 7. a & is acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/03/27. Ip 
24045; 359. 24X Fiche: 50-309, 84/03/27, 8404130102. 


8404130165 Informs that 830707 application for amend re natural 
circulation cooldown it. boron mixing no longer considered 
valid, per OW Knighton 830823 ltr, No further action will be 
taken. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/27. WILLIAMS, J. W 

Florida Power it Light Co 3pp. 24035:329, 24X 

Fiche: 50-389, 84/03/27, 8404130165. 
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8404060279 Remits Class II license amend fee for proposed changes to 
License Condition 2. C. 7 re natural circulation cooldown 
boron mixing. in response to 840312 Itr. 

WILLIAMS. 0. W. Florida Power & Light Co. 84/03/29, MILL£R. W. O. 
License Fee Management Branch. Ip. 22922:303. 24X 

Fiche: 50-389.84/03/29. 8404060279. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re interim procedures 
for NRC mgt of p lant-sp ec i f i c bac kf itting. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04. 8404040256. 


8404170173 Forwards Itrs reporting handling of brown pelicans at plant. 
Three pelicans found injured in plant confines. One 
euthana tized. 

WILLIAMS, J. W. Florida Power & Light Co, 84/04/06. 0 'REILLY. J, P. 

Region 2. Office of Director. 3pp. 24050:061. 24X 

Fiche: 50-335. 84/04/06. 8404170173. 


8404190232 Withdraws application to amend License NPF-16. postponing 
snubber visual insp on 840224. Snubbers thought to be 
inaccessible inspected. Dose rates measured & insps 
completed by 840411. 

WILLIAMS. J. W. Florida Power & Light Co. 84/04/16. EISENHUT, D. G. 
Division of Licensing, 2pp. 24101:065. 24X Fiche: 50-389, 84/04/16. 

8404190232. 


8404300125 Ack receipt of 840224 application to amend License NPF-16. 
changing Tech Specs re visual insp of mechanical snubbers. 

Requests remittance of Class III fee. 

DIGGS, R.M. License Fee Management Branch, 84/04/16. WILLIAMS. J. W. 
Florida Power Light Co. Ip. 24230:362. 24X Fiche: 50-389, 

84/04/16. 8404300125. 


Q. Inspection reports. IE Bulletins & correspondence 


0404090090 Informs of transmittal of notice of consideration of 
issuance of amend to License NPF-16 & proposed NSHC 
determination & opportunity for hearing re Tech Spec 
requirements for inservice insp for two mechanical snubbers. 

SELLS, D.E. Operating Reactors Branch 3 84/03/09. WILLIAMS. J. W. 

Florida Power & Light Co. 3pp. 22971:192. 24X 

Fiche: 50-389. 84/03/09. 8404090090. 


— 8404090095 Notice of consideration of issuance of amend to License 
NPF-16 & proposed NSHC de terminat i on & opportunity for 
hearing re Tech Spec requirements for initial inservice insp 
for two mechanical snubbers. 

MILLER, U. R. Operating Reactors Branch 3. 84/03/08. 7pp. 

22971 : 195. 24X Fiche: 50-389. 84/03/09, 8404090090. 


8404060101 Forwards IE Insp Repts 50-335/84-06 S'. 50-389/84-08 on 
840221-24, No violations or deviations identified. 

DANCE.H. C. Division of Project Sc Resident Programs, 84/03/14. 
WILLIAMS. U. W. Florida Power S< Light Co. 2pp. 22920:299. 24X 
Fiche: 50-335, 84/03/14. 8404060101. 


—8404060106 IE Insp Repts 50-335/84-06 St 50-399/84-08 on 840221-24. No 
violations or deviations identified. Major areas inspected: 
inservice insp. core barrel repair Sc previous insp findings, 

CROWLEY. B.R. Region 2. Office of Director. BLAKE. J. J. Division 
of Engineering St Operational Programs. 84/03/08. 9pp. 22920:301. 

24X Fiche: 50-335. 84/03/14, 8404060101. 


8404060116 Forwards IE Insp Rept 50-389/84-06 on 840213-14, No 
violations or deviations identified. 

DANCE, H. C. Division of Project St Resident Programs. 84/03/15. 
WILLIAMS. J. W. Florida Power Sc Light Co. Ip, 22927:131. 24X 
Fiche: 50-389, 84/03/15. 8404060116. 


— 8404060124 IE Insp Rept 50-389/84-06 on 840213-14. No violations or 
deviations i dent i f i ed. Ma jor areas inspected: RCS leak rate 
measurement, 

BURNETT. P. T. Region 2. Office of Director. JAPE. F, Division of 
Engineering St Operational Programs. 84/03/09, 4pp. 22927: 132. 
24X Fiche: 50-389. 84/03/15. 8404060116. 


8404170373 Forwards IE Insp Repts 50-335/84-07 S< 50-389/84-09 on 
840306-09. No violations or deviations noted. 

DANCE. H. C, Division of Project & Resident Programs. 84/03/26. 
WILLIAMS. J, W. Florida Power & Light Co. 2pp. 24062:314. 24X 
Fiche; 50-335. 84/03/26. 8404170373. 


—8404170380 IE Insp Repts 50-335/84-07 8* 50-389/84-09 on 840306-09, No 
violations or deviations noted. Major areas inspected: 
emergency preparedness exercise. 

HUFFMAN.G. N. Region 2, Office of Director. JENKINS. G. R. Division 
of Emergency Preparedness Sc Materials Safety, 84/03/21, 11pp. 

24062:316. 24X Fiche; 50-335. 84/03/26.8404170373. 


8402090047 IE Info Notice 84-05. Rev 1. "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " .Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 85pp. 22892:145. 24X Fich e; 50-000. 84/03/28. 8403140241 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche: 50-000. 84/03/29, 8403140247. 


8404060160 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervol tage trip feature in use in saf et y-re la ted 
applications other than reactor trip sys. Unit 2 safety- 
related breakers w/undervol tage trip attachments listed. 

WILLIAMS. J. W. Florida Power Sc Light Co. 84/03/30. 0 'REILLY. J. P. 

Region 2. Office of Director. 3pp. 22927; 020. 24X 

Fiche: 50-335. 84/03/30, 8404060160. 


8403140259 IE Info Notice 84-24, "Physical Quali f ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end 
JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000. 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23. "Results of NRC-Sponsor ed 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Ualves. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp. 24066:164. 24X Fiche: 50-000. 84/04/05, 8403140263. 


8404170070 Ack receipt of 840314 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-335/83-57 8, 
50-389/84-01. 

DANCE. H. C. Division of Project Sc Resident Programs. 84/04/05. 
WILLIAMS. J. W. Florida Power Sc Light Co. Ip. 24050:346. 24X 

Fiche: 50-335, 84/04/05. 8404170070. 


— 8404170072 Responds to NRC 831019 ltr re violations noted in IE Insp 
Rept 50-389/84-01 . Corrective actions; NFPA-13 guidelines 
fallowed for automatic sprinkler sys. 

WILLIAMS. J. W. Florida Power & Light Co. 84/03/14. 0 'REILLY. J. P. 

Region 2, Office of Director. 10pp. 24050:347. 24X 

Fiche: 50-335. 84/04/05, 8404170070. 


8404130310 Requests deletion of inservice insp program from commitment 
documented in Apr 1983 SSER 3 re LP turbine discs St 
replacement u/commitnent to perform insp per Westinghouse 
recommended intervals. 

WILLIAMS. J. W. Florida Power Sc Light Co. 84/04/09. EISENHUT, D. G. 
Division of Licensing. 2pp. 24027:154. 24X Fiche: 50-389. 84/04/09. 

8404130310. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
end. 

GRACE. J. N. Di, vision of QA. Safeguards Sc Inspection Programs (Post 

830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

S6pp. 24189:001. 24X Fi ch e; 50-000. 84/04/1 6. 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE. J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche: 50-000. 84/04/16, 8403140278. 


8404190232 Withdraws application to amend License NPF-16. postponing 
snubber visual insp on 840224. Snubbers thought to be 
inaccessible inspected. Dose rates measured St insps 
completed by 840411. 

WILLIAMS. J. W. Florida Power St Light Co. 84/04/16. EISENHUT. D. G. 
Division of Licensing. 2pp. 24101:065. 24X Fiche: 50-389, 84/04/16. 

8404190232. 


8404300125 Ack receipt of 840224 application to amend License NPF-16. 
changing Tech Specs re visual insp of mechanical snubbers. 

Requests remittance of Class III fee. 

DIGGS. R.M, License Fee Management Branch. 84/04/16. WILLIAMS. J. W. 
Florida Power St Light Co. Ip. 24230:362. 24X Fiche; 50-389. 

84/04/16. 8404300125. 
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8403140273 IE Info Notice 84-27* "Recent Serious Violations of NRC 
Req.uirBmBnts by Medical Licensees." Svc list end. 

GRACE/ J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York# Inc. 

86pp. 24163:205. 24X Fiche: 50-000* 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28* "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE* J.N. Division of QA* Safeguards 8< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York* Inc. 

89pp. 24163:292. 24X Fi c he: 50-000* 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29* "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York* Inc. 129pp. 24188:237. 24X Fiche; 50-000* 84/04/17* 8403140280. 


8403140284 IE Info Notice 84-30* "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units." Svc list encl. 

JORDAN. E, L. Division of Emergency Preparedness (S< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. 117pp, 24188:001. 24X Fiche; 50-000, 84/04/18* 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list encl. 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. 117pp. 24188:119. 24X Fiche: 50-000* 84/04/18* 8403140286. 


8404130404 IE Info Notice 84-32* "Auxiliary Feedwater Sparger Pipe 
Hanger Damage, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fiche: 50-000. 84/04/18* 84041-30404. 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York* Inc. 119pp. 24285:015. 24X Fiche: 50-000* 84/04/20* 8404160130. 


S. Reportable occurrences* LERs it related correspondence 


8404170310 NPDES noncompliance notification: on 840217* high discharge 
canal water levels experienced while using multiport 
diffuser under certain plant operating cond i t i ons. Cause not 
stated, Multiport diffuser discharge sys inspected. 

WILLIAMS, J, W. Florida Power it Light Co. 84/04/06. □ 'REILLY* J. P. 

Region 2* Office of Director. 3pp. 24060: 308. 24X 

Fiche: 50-335. 84/04/06. 8404170310. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds, " Svc list encl. 

EISENHUT* D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp, 24066:297. 24X 

Fiche: 50-000* 84/04/02* 8404020019. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents 8*. correspondence 


8403210162 Ltr to all applicants for OLs full power authorizations 
summarizing 840126 meeting in Bethesda* MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews development of acceptable experience profile. 

HANNON. J, Division of Licensing. 84/03/01. Affiliation Not 
Assigned, 7pp. 24106:202, 24X Fiche: 50-000, 84/03/01* 8403210162. 


8404050108 Summary of 840214-16 meetings w/EG8«(5 it util re audit of 
equipment qual if ication files. 

KENYON, T, J. Licensing Branch 4. 84/03/14. Licensing Branch 4, 

11pp. 22917:353. 24X Fiche: 50-390* 84/03/14* 8404050108. 


8404110252 Forwards latest regulatory effectiveness review schedule 
for FY84. W/o encl, 

THOMAS* C. 0. Standard i zat ion it Special Projects Branch. 84/03/21. 
MIRAGLIA, F. NRC - No Detailed Affiliation Given. 4pp. 24002:360. 
24X Fiche: 50-000* 84/03/21 , 84041 10252. 


8404060428 Notification of 840329 meeting w/util in Bethesda* MD to 
discuss proposed changes to util Nuclear Safety Review 
Board. 

KENYON. T. J. Licensing Branch 4. 84/03/23. ADENSAM* E. Licensing 

Branch 4. 6pp. 22944:299. 24X Fiche: 50-000, 84/03/23* 8404060428. 


8404060123 Confirms 840321 telcon w/L Mills re 840330 mgt meeting w/ 
util in Atlanta*0A to discuss nuclear safety review staff 
radiography reviews. 

LEWIS, R.C. Division of Project 8: Resident Programs. 84/03/26. 
PARRIS. H. G. Tennessee Valley Authority. 2pp. 22927:214. 24X 

Fiche: 50-000* 84/03/26* 8404060123. 


8404110564 Forwards order extending const completion date until 850101 
for CPPR-91 i. 860701 for CPPR-92. SER also encl. 

ADENSAM, E-G. Licensing Branch 4. 84/03/26. PARRIS, H. G. Tennessee 

Valley Authority. 3pp. 24025:066. 24X Fi che: 50-390* 84/03/26, 

8404110564. 


— 8404110567 Order extending const completion date until 850101 for 
CPPR-91 it 860701 for CPPR-92. 

EISENHUT* D. G. Division of Licensing. 84/03/26. Tennessee 
Valley Authority. 2pp. 24025:069. 24X Fiche: 50-390, 84/03/26* 

8404110564. 


— 8404110571 SER in support of extension of const completion dates until 
850101 for CPPR-91 8*. 860701 for CPPR-92. 

* Office of Nuclear Reactor Regulation. Director. 84/03/26. 4pp. 
24025:071. 24X Fi c h e : 50-390, 84/03/26. 8404110564. 


8404030439 Forwards Chapter 15 FSAR revs to reflect reclassification 
of reactor bldg purge ventilation sys filters to non-ESF 
status. Revs will be included in Amend 50 to FSAR. W/four 
oversize drawings. Ap erture cards are in PDR. 

MILLS, L. M. Tennessee Valley Authority. 84/03/27. ADENSAM, E. 
Licensing Branch 4. 6pp. 22869:016. 24X Fiche; 50-390* 84/03/27* 

8404030439. 


8404030332 Forwards proposed mods to radiological environ monitoring 
program described in draft Tech Specs. Subj proposals it 
corresponding supporting basis for each request end. 

MILLS* L.M. Tennessee Valley Authority. 84/03/28. ADENSAM* E. 
Licensing Branch 4. 2pp. 22B72- 127. 24X Fich e; 50-390* 84/03/28, 

8404030332. 


— 8404030334 Marked-up proposed Tech Spec re administrative controls. 
* Tennessee Valley Authority. 84/03/28. Ip. 22872:129. 24X 

Fiche: 50-390* 84/03/28, 8404030332. 


8404030372 Advises that util inadvertently included inconsistent 
statements re schedule for preoperat ional testing per 
NUREG-0737* Item II, F. 2 it. 840104 ltr. Tests will be performed 
before initial criticality of respective units. 

MILLS*L.M. Tennessee Valley Authority. 84/03/28. ADENSAM* E. 
Licensing Branch 4. Ip 22871:263. 24X Fiche: 50-390, 84/03/28. 

8404030372. 


8404030206 Forwards "Evaluation of Black 8< Veatch Independent Review. " 
for discussion at 840930 meeting w/NRC in Bethesda, MD, 

KAMMER. D. S. Tennessee Valley Authority. 84/03/29. ADENSAM. E. 
Licensing Branch 4. Ip. 22849:032. 24X Fiche : 50-390, 84/03/29. 

8404030206. 


— 8404030208 "Evaluation of Black it Veatch Independent Review. " 

BEASLEY. E. G. . ANDERSON, J. W, * BONINE* C. Tennessee Valley Authority. 

84/03/16. 30pp. 22849:033. 24X Fi che; 50-390* 84/03/29, 

8404030206. 


8404060068 Summarizes 840327 meeting w/util in Knoxville. TN re QA 
program d ascription. Attendance list end. 

LEWIS, R.C. Division of Project & Resident Programs. 84/03/30. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 22927:078. 24;< 
Fiche: 50-000,84/03/30, 8404060068. 


8404060104 Forwards radiographic exam repts consisting of radiographic 
film submittal & insp rep t, radiograph ic data sheet ?« 
radiographic shooting sketch for each main feedwater 
isolation valve wedge, per 840314 request. 

KAMMER, D.S. Tennessee Valley Authority. 84/03/30. ADENSAM, E. 
Licensing Branch 4. 33pp. 22920:312. 24X Fiche: 50-390* 84/03/30* 

8404060104. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors* 
applicants for OLs & holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Svc list encl. 

EISENHUT* D. 0, Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York* Inc. 20pp. 24066:264. 24X 

Fiche: 50-000.84/04/04, 8404040256. 


8404120290 Advises that addl documentation re Chicago Fluid Power MSIV 
actuators must be obtained from vendor in order to provide 
response to Audit Findings 1,2a & 2h. 

MILLS* L.M. Tennessee Valley Authority. 84/04/05. ADENSAM* E. 
Licensing Branch 4. 4pp. 24012:073. 24X Fiche: 50-390* 84/04/05* 

8404120290. 
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8404110114 Forwards revised summary Sheets 3 Zt 6 proper evaluation 
for NSSS eq,uipment lubricants re environ q.ual i f ication of 
saf ety-r e lated mechanical equipment due to erroneous in-fo 
provided in 840309 submittal. 

MILLS, L.H. Tennessee Valley Authority. 84/04/06. ADENSAM, E. 
Licensing Branch 4, 70pp. 22991,001, 24X Fi ch e ; 50-390, S4/04/06. 

8404110114. 


B40411015S Forwards response to NUREG-0737, 1 1 em II.K. 3. 10, "Proposed 
Anticipatory Trip Mod." Westinghouse analysis demonstrates 
that probability of small-break LOCA unaffected by reactor 
trip deletion on turbine trip function below 50% power. 

MILLS, L. M. Tennessee Valley Authority. 84/04/06. ADENSAM, E. 
Licensing Branch 4, Ip. 22987:143. 24X F i ch e: 50-390, 84/04/06, 

8404110158. 


— 8404110178 "Watts Bar Deletion of Reactor Trip on Turbine Trip Below 
50% Power. " 

# Westinghouse Electric Corp. 82/10/31. 45pp. 22987:144. 24X 

Fiche: 50-390, 84/04/06, 8404110158. 


8404160131 Forwards as-built configuration of ur. d e” -uund barrier 
constructed along ERCW pipeline, per 840112 or p 1 ; r :r,i- .j 
design for remedial action to resolve liquefaction issue. 

W/six oversize figures. Aperture cards are available in PDR. 

MILLS, L.M. Tennessee Valley Authority. 84/04/06. ADENSAM, E. 
Licensing Branch 4. 9pp. 24039:256. 24X Fi c he : 50-390, 84/04/06, 

8404160131. 


F. Security, medical, emergency Z>. fire protection plans 


8404050508 Public version of revised list of effective pages to 
radiological emergency plan, adding agreement w/Rhea County 
ambulance svc. W/840229 Itr & JM Felton 840323 release memo. 
RAMMER, D.S. Tennessee Valley Authority. 84/02/29. ADENSAM, E. 
Licensing Branch 4. 5pp. 22915:354. 24X Fi c he : 50-390, 84/02/29, 

8404050508. 


8404060346 Forwards IE Insp Repts 50-390/84-14 It 50-391/84-14 on 
840221-24. fJo violations or deviations identified. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/03/16. 
PARRIS, H.O. Tennessee Valley Authority. 2pp. 22931:330. 24X 

Fiche: 50-390. 84/03/16, 8404060346. 


— 8404060351 IE Insp Repts 50-390/84-14 Zt 50-391/84-14 on 840221-24. No 
violations or deviations identified. Major areas inspected: 
fire protection & prevention. 

MILLER, W. H. Region 2, Office of Director. CONLON, T. E. Division 
of Engineering & Operational Programs. 84/03/13. Spp. 22931:332. 
24X Fiche: 50-390, 84/03/16, 8404060346. 


8404030212 Revised central emergency control ctr implementing 
procedures, d iv of nuclear power emergency ctr implementing 
procedures Jit Muscle Shoals emergency control ctr 
implementing procedures. W/840329 Itr. 

WEBB, W. E. Tennessee Valley Authority. 84/03/29. 75pp. 22857:259. 

24X Fiche: 50-000, 84/03/29, 8404030212. 


8404130242 Forwards Rev 6 to physical security plan. Rev withheld 
(ref 10CFR73. 21>. 

MILLS, L.M. Tennessee Valley Authority. 84/04/10. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24029: 133. 24X 

Fiche: 50-390, 84/04/10, 8404130242. 


8404230120 Revised emergency implementing procedures, including Rev 2 
to Procedure IP-5 re general emergency, Rev 2 to Procedure 
IP-8 re personnel accountability 8< evacuation Si Rev 2 to 
Procedure IP-11 re security access control. W/8404i3 Itr. 

MILLS, L.M. Tennessee Valley Authority. 84/04/13. ADENSAM, E. 
Licensing Branch 4. 21pp. 24154:051. 24X Fiche; 50-390, 84/04/13. 

8404230120. 


8404200187 Forwards responses to NRC questions from 840315-16 site 
visit. Responses withheld (ref 10CFR73. 21). 

RAMMER, D.S. Tennessee Valley Authority. 84/04/16. DENTON, H.R, 
Office of Nuclear Reactor Regulation, Director. Ip. 24116:175. 24X 

Fiche: 50-390, 04/04/16, 8404200187. 


3404230135 Advises that util still discussing possibility of routing 
mobile sirens w/State of TN. Siren destroyed by vandalism 
being replaced, Items will be resolved & sys operational 30 
days before fuel load. 

RAMMER, D. S, Tennessee Valley Authority. 84/04/18. ADENSAM# E. 
Licensing Branch 4, Ip, 24153:203. 24X Fiche: 50-390, 84/04/18, 

8404230135. 


Q. Inspection reports, IE Bulletins Zc correspondence 


8404060240 Requests supplemental responses, wi th in 30 days after receipt 
of Itr, addressing questions contained in Itrs of notices of 
deviation Za violation re preop erat i ona 1 testing of 
instrument air sys. 

LEWIS, R. C. Division of Project Z>. Resident Programs. 84/02/28. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 22921:120. 24X 

Fiche; 50-390, 84/02/28, 8404060240. 


8404060153 Forwards IE Insp Repts 50-390/84-08 & 50-391/84-08 on 
840213-17. No violations or deviations identified. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/03/08. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 22926:311. 24X 

Fiche: 50-390, 84/03/08, 8404060153. 


— 8404060157 IE Insp Repts 50-390/84-08 & 50-391/84-08 on 840213-17, No 
violations or deviations identified. Major areas inspected: 
plant procedures, preoperational test witnessing, integrated 
leak rate test rept review & previous followup item. 

THOMAS, M., BURRIS, S., WHITENER, H. Region 2, Office of Director. 
84/03/06. 6pp. 22926:313. 24X Fiche: 50-390, 84/03/08, 8404060153. 


8404060084 Forwards IE Insp Repts 50-390/84-07,50-391/84-07, 
50-433/84-02 & 50-439/84-02 on 840206-10. No violations or 
deviations identified. 

VERRELLI, D. M. Division of Project Zf Resident Programs. 84/03/12. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 22920:018. 24X 

Fiche: 50-000, 84/03/12, 8404060084. 


— 8404060090 IE Insp Repts 50-390/84-07, 50-39 1 /84-07, 50-438/84-02 & 
50-439/84—02 on 840206-10. No violations or deviations 
identified. Major areas inspected: licensee mgt of corporate 
QA program for ongoing activities re design & procurement. 

WRIGHT, R.W., UACRSON, L. H. , MCFARLAND, C. R. Region 2, Office of 
Director. 84/03/09. 16pp. 22920:020. 24X Fi che: 50-000, 84/03/12, 

8404060084. 


8404060142 Forwards IE Insp Repts 50-390/84-12 50-391/84-10 on 

840214-17. No violations or deviations noted. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/03/12. 
PARRIS, H.G. Tennessee Valley Authority. 2pp, 22927:067. 24X 

Fiche: 50-390, 84/03/12, 8404060142, 


— 8404060144 IE Insp Repts 50-390/84-12 & 50-391/84-10 on 840214-17. No 
violations or deviations noted. Major areas inspected: 
previous enforcement matter actions, 1 icensee identified 
items Z^ independent insp. 

RUFF, A. B. Region 2, Office of Director. CONLON, T. E. Division of 
Engineering ?< Operational Programs. 84/03/06. Spp. 22927:069. 
24X Fiche; 50-390, 84/03/12, 8404060142 


8404060320 Forwards IE Insp Repts 50-390/84-13 & 50-391/84-11 on 
840121-0222. No violations or deviations noted. 

VERRELLI, D. M. Division of Project Resident Programs. 84/03/13. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 22931:346. 24X 

Fiche: 50-390, 84/03/13, 8404060320. 


— 8404060326 IE Insp Repts 50-390/84-13 Z< 50-391/84-11 on 840121-0222. No 
violations or deviations noted. Major areas inspected: 
licensee actions on previous enforcement matters, fol lowup on 
licensee identified items 8< TMI task action items. 

SHYMLOCK, M. B. , SWAN, W, B. , HOLLAND, W. E. Region 2, Office of 
Director. 84/03/13. 10pp. 22931:348. 24X Fiche: 50-390, 84/03/13, 

8404060320. 


8404060194 Forwards IE Insp Repts 50-390/84-16 Z( 50-391/84-13 on 
840228-0302 No violations or deviations noted. 

VERRELLI, D. M. Division of Project Z< Resident Programs. 84/03/15. 
PARRIS, H. G, Tennessee Valley Authority. 2pp. 22926:016. 24X 

Fiche: 50-390, 84/03/15, 8404060194. 


— 840406(3203 IE Insp Repts 50-390/84-16 fk 50-391/84-13 on 840228-0302. 
No violations or deviations noted. Major areas inspected: 
structural concrete, structural backfill & previously 
identified enforcement items. 

HARRIS, U.R. Region 2, Office of Director. CONLON, T. E. Division 
of Engineering Ik Operational Programs. 84/03/12. 4pp. 22926:018. 
24X Fiche: 50-390, 84/03/15, 8404060194. 


8404060167 Forwards IE Insp Repts 50-390/84-19 Zc 50-391/84-15 on 
840227-0302, No violations or deviations noted. 

VERRELLI, D. M. Division of Project 8< Resident Programs. 84/03/16. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 22925:307. 24X 

Fiche: 50-390, 04/03/16, 8404060167. 


— 8404060173 IE Insp Repts 50-390/84-19 St 50-391/84-15 on 840227-0302. No 
violations or deviations noted. Major areas inspected: plant 
tour, plant procedures (operating) review, preoperational 
test procedure review St preoperational test witnessing. 

THOMAS, M. , BURRIS' S, P, Region 2, Office of Director. JAPE, F, 
Division of Engineering St Operational Programs. 84/03/14. 4pp. 
22925:309. 24X Fiche: 50-390, 84/03/16, 8404060167. 
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8404060346 Forwards IE Insp Repts 50-390/84-14 & 50-391/84-14 on 
840221-24. No violations or deviations identified. 

V/ERRELLI/ D. M. Division of Project ?k Resident Programs, 84/03/16. 
PARRIS/ H.G. Tennessee Valley Authority. 2pp. 22931:330, 24.X 

Fiche: 50-390. 84/03/16. 8404060346. 


— 8404060351 IE Insp Repts 50-390/84-14 & 50-391/84-14 on 840221-24. No 
violations or deviations identified, Major areas inspected: 
fire protection S< prevention. 

MILLER. W. H. Region 2, Office of Director, CONLON. T. E. Division 
of Engineering 8< Operational Programs. 84/03/13, Bpp. 22931:332 
24X Fiche: 50-390, 84/03/16, 8404060346, 


8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Miller, Inc found installed in 
Bel lefonte, Sequoyah Yellow Creek safety-related sys. No 
safety concerns created. 

MILLS, L.M. Tennessee Valley Authority. 84/03/22. 0 'REILLY, J. P. 

Region 2. Office of Director, 3pp. 22920; 109. 24X 

Fiche: 50-000. 84/03/22, 8404060136. 


8402090047 IE Info Notice 84-05, Rev 1. "Exercise Frequency." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co of New 

York, Inc, 13Spp. 22933:122. 24X Fiche: 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin," Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. 85pp, 22892:145, 24X Fiche; 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/29. Consolidated Edison Co, of New 

York, Inc, 126pp. 22892:231. 24X Fic he; 50-000. 84/03/29. 8403140247. 


8404060329 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature used in safety-related 
applications other than reactor trip sys. Breakers replaced 
w/breakers that do not have undervoltage trip attachment. 

KAMMER, D. S. Tennessee Valley Authority. 84/03/29. 0 'REILLY. J. P. 

Region 2, Office of Director. 3pp. 22932:203. 24X 

Fiche: 50-000, 84/03/29, 8404060329. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co, of New 

York, Inc, 149pp, 24X Fiche: 50-000, 84/04/05, 8403140259, 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche; 50-000, 84/04/05, 8403140263. 


8404170337 Forwards Rev 12 to ASME Section XI Preservice Insp Program 
Technical Instruction TI-50A. Status of request for relief 
1 i s ted. 

MILLS, L.M. Tennessee Valley Authority, 84/04/13. ADENSAM, E. 
Licensing Branch 4. 2pp, 24061:010, 24X Fiche; 50-390, 84/04/13, 

0404170337. 


— 8404170340 Rev 12 to ASME Section XI Preservice Insp Program Technical 
Instruction TI-50A. 

(50ULART, J, Tennessee Valley Authority. 84/03/27. 437pp. 

24061:012. 24X Fi che : 50-390, 84/04/13, 8404170337. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by'Moisture Density Gauge Licensees. " Svc list 
end. 

©RACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

a6pp. 24189:001. 24X Fiche; 50-000, 84/04/16, S403I40271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc 

114pp, 24X Fiche: 50-000, 84/04/16, 8403140278. 


0403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Req,uirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
030103), 84/04/17. Consolidated Edison Co. of New York, Inc, 

a6pp, 24163:205, 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc 

89pp. 24163:292. 24X Fiche; 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche; 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404240127 Forwards two oversize drawings supporting util response to 
IE Bulletin 80-06, per Question 31. 147 re controls for 
feedwater isolation containment purge isolation valves. 

Aperture cards are available in PDR. 

MILLS, L.M. Tennessee Valley Authority. 84/04/19. ADENSAM, E. 
Licensing Branch 4. 2pp, 24173:258. 24X Fi ch e: 50-390, 84/04/19, 

8404240127. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


8404270212 Forwards info re offsite power automatic transfer scheme, 
undervoltage alarms potential submergence of electrical 
equipment, in response to 840316 telcon. 

MILLS, L.M. Tennessee Valley Authority. 84/04/24. ADENSAM, E. 
Licensing Branch 4. 2pp. 24215:273. 24X Fiche; 50-390, 84/04/24, 

8404270212. 


S. Reportable occurrences, LERs it related correspondence 


8404060274 Requests reconsideration re decision to close listed 
deficiency items until listed factors considered. 

LEWIS, R. C. Division of Project it Resident Programs. 84/02/09. 
PARRIS, H.O. Tennessee Valley Authority. 2pp. 22925:136. 24X 
Fiche; 50-000, 84/02/09, 8404060274. 


8404050028 Final deficiency rept re skewed coordinate sys used in 
piping support computer analy sis. Discrepanc y between 
analyzed it installed support orientation at Node Points 535 
it 655 evaluated. Sup p orts redesigned. 

MILLS, L.M. Tennessee Valley Authority. 84/03/23. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 22900: 123. 24X 

Fiche; 50-390, 84/03/23, 8404050028. 


8404050076 First interim deficiency rept re r etr i evab i 1 ity of QA 
records. Initially reported on 840301. Proced yres will be 
updated to accommodate indexing, storage it retrieval needs. 

Next rept expected by 840731. 

MILLS, L.M, Tennessee Valley Authority. 84/03/29. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 22901:070. 24X 

Fiche: 50-000,84/03/29, 8404050076. 


8404050239 First interim deficiency rept re moisture intrusion into 
saf ety-related equipment. Initially reported on 840229. 
Reevaluation of vendor qualif ication of electrical equipment 
for accident mitigation in progress. Next rept by 040511, 

MILLS, L.M, Tennessee Valley Authority. 84/03/29. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 22896: 130. 24X 

Fiche: 50-390, 04/03/29, 8404050239. 


8404090007 Final deficiency rept re environ qua 1 i f i cat ion of mechanical 
equipment, Caused by centrifugal charging it safety injection 
pumps it containment spray pumps not equipped u/adequate 
matl. Item not reportable per 10CFR50. 55(e ) . 

MILLS, L.M. Tennessee Valley Authority. 84/03/30. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 22939:085. 24X 

Fiche: 50-390, 84/03/30, 8404090007. 
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8404100036 Second interim deficiency rept re superheat ■from main steam 
line break raising peak containment temp. In itial ly reported 
on 831227. Final solution for Catauba should be applicable 
to Watts Bar. Next rept expected fay 840515. 

MILLS. L.M. Tennessee Valley Authority. 84/04/03. Q 'REILLY. J. P. 
Region 2. Office of Director. 2pp. 22963:311. 24X 

Fiche; 50-390. 84/04/03. 8404100036. 


8404100398 Revised final deficiency rept re ambiguous outputs from 
Barton pressure transmitters in RCS. Initially reported on 
820409. RCS wide-range pressure transmitters will be added. 

Also reportable per Part 21. 

MILLS. L.M. Tennessee Valley Authority. 84/04/03. 0 'REILLY, J. P. 

Region 2. Office of Director. 4pp. 22967:359. 24X 

Fiche; 50-390. 84/04/03, 8404100398. 


8404170405 Final deficiency rept re control room pressurization 
boundary loss through floor equipment drains. Initially 
reported on 831121. Floor equipment drain lines redesigned 
8< seismic supports provided. 

MILLS.L.M. Tennessee Valley Authority. 84/04/06. 0 'REILLY, J. P. 

Region 2. Office of Director. 2pp. 24063: 325. 24X 

Fiche: 50-390. 84/04/06. 8404170405. 


V. Operator Examinations 


8404060128 Confirms actions discussed at B40208 meeting re licensing 
of reactor operator s. Li c ensed operators will be examined 
by 840601. Written license exams will be held on 840213. 

O'REILLY. vJ. P. Region 2, Office of Director. 84/02/10. PARRIS. H.O. 
Tennessee Valley Authority, 2pp. 22927:227. 24X 

Fiche; 50-390. 84/02/10. 8404060128. 


8404060236 Discusses operator senior operator licensing exams. Written 
exams will be held at util power operations training ctr on 
830423. oral exams will be administered at plant on 
840424-27. Operator it senior operator applications reviewed. 

VERRELLI. D. M. Division of Project St Resident Programs. 84/03/19. 
PARRIS. H.O. Tennessee Valley Authority. 5pp. 22922:287. 24X 

Fiche: 50-390. 84/03/19. 8404060236. 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREG~1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000, 84/04/02, 8404020019. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT. UNIT 2 


A. Application/construction stage documents it correspondence 


8403210162 Ltr to all applicants for OLs full power authorizations 
summarizing 840126 meeting in Bethesda. MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews 5t development of acceptable experience profile. 

HANNON. J. Division of Licensing. 84/03/01, Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fi che: 50-000, 84/03/01. 8403210162. 


8404110252 Forwards latest regulatory effectiveness review schedule 
for FY84. W/o end. 

THOMAS, C. 0. Standard i zation !< Special Projects Branch. 84/03/21. 
MIRAGLIA.F. , LAI^4AS,G. . NOVAK. T. NRC - No Detailed Affiliation 
Given. 4pp. 24002:360, 24X Fiche: 50-000. 84/03/21. 8404110252. 


8404060428 Notification of 840329 meeting w/util in Bethesda, MD to 
discuss proposed changes to util Nuclear Safety Review 
Board. 

KENYON, T. J. Licensing Branch 4. 84/03/23. ADENSAM. E. Licensing 

Branch 4. 6pp. 22944:299. 24X Fiche: 50-000. 84/03/23. 8404060428. 


8404060123 Confirms 840321 telcon w/L Mills re 840330 mgt meeting w/ 
util in Atlanta, GA to discuss nuclear safety review staff 
radiography reviews. 

LEWIS. R. C. Division of Project & Resident Programs. 84/03/26. 
PARRIS.H.G. Tennessee Valley Authority. 2pp. 22927:214. 24X 

Fiche: 50-000. 84/03/26, 8404060123. 


8404110564 Forwards order extending const completion date until 850101 
for CPPR-91 it 860701 for CPPR-92. SER also end. 

ADENSAM. E.G. Licensing Branch 4. 84/03/26. PARRIS.H.G. Tennessee 

Valley Authority. 3pp. 24025:066. 24X Fi che: 50-390. 84/03/26. 

8404110564. 


— 8404110567 Order extending const completion date until 850101 for 
CPPR-91 & 860701 for CPPR-92. 

EISENHUT. D. G. Division of Licensing. 84/03/26. Tennessee 
Ualley Authority. 2pp. 24025:069. 24X Fiche: 50-390, 84/03/26. 

8404110564. 


— 8404110571 SER in support of extension of const completion dates until 
850101 for CPPR-91 it 860701 for CPPR-92. 

♦ Office of Nuclear Reactor Regulation. Director. 84/03/26. 4pp. 
24025:071. 24X Fi che; 50-390, 84/03/26. 84041 10564. 


8404030439 Forwards Chapter 15 FSAR revs to reflect reclassification 
of reactor bldg purge ventilation sys filters to non-ESF 
status. Revs will be included in Amend 50 to FSAR. W/four 
oversize drawings. Aperture cards are in PDR. 

MILLS.L.M. Tennessee Valley Authority. 84/03/27. ADENSAM. E. 
Licensing Branch 4. 6pp. 22869:016. 24X Fi c h e : 50-390. 84/03/27. 

8404030439. 


8404030372 Advises that util inadvertently included inconsistent 
statements re schedule for preop erat ional testing per 
NUREG-0737, Item II. F. 2 840104 ltr. Tests will be performed 

before initial criticality of respective units. 

MILLS.L.M. Tennessee Valley Authority, 84/03/28. ADENSAM. E. 
Licensing Branch 4. Ip. 22871:263. 24X Fiche: 50-390. 84/03/28. 

8404030372. 


8404030206 Forwards "Evaluation of Black it Veatch Independent Review, 
for discussion at 840930 meeting w/NRC in Bethesda. MD. 

KAMMER. D. S. Tennessee Valley Authority. 84/03/29. ADENSAM, E. 
Licensing Branch 4. Ip. 22849:032. 24X F i c h e ; 50-390. 84/03/29. 

8404030206. 


— 8404030208 "Evaluation of Black & Veatch Independent Review. " 

BEASLEY. E. G. . ANDERSON, U. W. , BONINE, C. Tennessee Valley Authority. 

84/03/16. 30pp. 22849:033, 24X Fiche: 50-390, 84/03/29, 

8404030206, 


8404060068 Sum.marizes 840327 meeting w/util in Knoxville, TN re QA 
program description. Attendance list end. 

LEWIS. R.C. Division of Project & Resident Prog-amo Q4/03/30. 
PARRIS.H.G. Tennessee Valley Authority. 3?p 22927 07S 24X 
Fiche: 50-000. 84/03/30, 8404060068. 


8404060104 Forwards radiographic exam repts consisting of radiographic 
film submittal & insp rept, radiographic data sheet & 
radiographic shooting sketch for each main feedwater 
isolation valve wedge, per S40314 request. 

KAMMER, D. S. Tennessee Valley Authority. 84/03/30. ADENSAM, E. 
Licensing Branch 4. 33pp. 22920:312. 24X Fiche: 50-390, 84/03/30, 

8404060104. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT. D. 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York. Inc. 20pp. 24066: 264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404120290 Advises that addl documentation re Chicago Fluid Power MSIV 
actuators must be obtained from vendor in order to provide 
response to Audit Findings 1.2a i>. 2h. 

MILLS.L.M. Tennessee Valley Authority. 84/04/05. ADENSAM. E. 
Licensing Branch 4. 4pp. 24012:073. 24X Fiche: 50-390. 84/04/05. 

8404120290. 


8404110114 Forwards revised summary Sheets 3 & 6 ?k proper evaluation 
for NSSS equipment lubricants re environ qua 1 i f i cati on of 
saf ety-related mechanical equipment due to erroneous info 
provided in 840309 submittal. 

MILLS.L.M. Tennessee Valley Authority. 84/04/06. ADENSAM. E. 
Licensing Branch 4. 70pp, 22991:001. 24X Fi ch •: 50-390, 84/04/06. 

8404110114. 


8404110158 Forwards response to NUREG-0737. It em II.K. 3. 10. "Proposed 
Anticipatory Trip Mod." Westinghause analysis demonstrates 
that probability of small-break LOCA unaffected by reactor 
trip deletion on turbine trip function below 507. power. 

MILLS.L.M, Tennessee Valley Authority. 84/04/06. ADENSAM. E. 
Licensing Branch 4. Ip. 22987:143. 24X Fiche: 50-390. 84/04/06, 

8404110158, 


■^-8404110178 "Watts Bar Deletion of Reactor Trip on Turbine Trip Below 
SOX Power. " 

* Westinghouse Electric Corp. 82/10/31. 45pp. 22987:144. 24X 

Fiche: 50-390. 84/04/06. 8404110158. 


8404160131 Forwards as-built configuration of underground barrier 
constructed along ERCW pipeline, per 040112 preliminary 
design for remedial action to resolve liquefaction issue. 

W/six oversize figures, Ap erture cards are available in PDR. 
MILLS.L.M. Tennessee Valley Authority. 04/04/06. ADENSAM. E. 
Licensing Branch 4. 9pp. 24039:256. 24X Fic he : 50-390, 84/04/06. 

0404160131. 
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8404270212 Foriiiards info re offsite power automatic transfer scheaie< 
undervoltage alarms potential submergence of electrical 
equipmentiin response to 840316 telcon 

MILLS, L.M. Tennessee Valley Authority. 84/04/24. ADENSAM, E. 
Licensing Branch 4, 2pp 24215:273. 24X Fi c h e ; 50-390, 84/04/24, 

8404270212. 


F. Security, medical, emergency fire protection plans 


8404050508 Public version of revised list of effective pages to 
radiological emergency plan, adding agreement ui/Rhea County 
ambulance svc.W/840229 Itr S' JM Felton 840323 release memo. 
KAMMER, D S. Tennessee Valley Authority, 84/02/29. ADENSAM, E. 
Licensing Branch 4, 5pp. 22915:354. 24X Fi c h e : 50-390, 84/02/29, 

8404050508. 


8404060346 Forwards IE Insp Repts 50-390/84-14 S< 50-391/84-14 on 
840221-24. No violations or deviations identified. 

VERRELLI, D. M. Division of Project 8< Resident Programs. 84/03/16. 
PARRIS, H.G, Tennessee Valley Authority. 2pp, 22931:330. 24X 

Fiche: 50-390, 84/03/16. 8404060346. 


— 8404060351 IE Insp Repts 50-390/84-14 & 50-391/84-14 on 840221-24. No 
violations or deviations i d ent i f i ed. Ma j or areas inspected: 
fire protection 8< prevention. 

MILLER, W. H, Region 2, Office of Director. 84/03/13, 8pp. 
22931:332. 24X F i c h e : 50-390, 84/03/16, 8404060346. 


8404030212 Revised central emergency control ctr implementing 
procedures, div of nuclear power emergency ctr implementing 
procedures Z>. Muscle Shoals emergency control ctr 
implementing procedures W/840329 Itr. 

WEBB,W. E. Tennessee Valley Authority. 84/03/29. 75pp. 22857:259. 

24X Fiche: 50-000, 84/03/29, 8404030212. 


8404130242 Forwards Rev 6 to physical security plan. Rev withheld 
(ref 10CFR73. 21 ), 

MILLS, L. M. Tennessee Valley Authority. 84/04/10. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director, Ip. 24029:133 24X 

Fiche: 50-390, 84/04/10. 8404130242. 


8404230120 Revised emergency implementing procedures, inc luding Rev 2 
to Procedure IP-5 re general emergency, Rev 2 to Procedure 
IP-S re personnel acc ountab i 1 i ty ?< evacuation X< Rev 2 to 
Procedure IP-11 re security access control. W/840413 Itr. 

MILLS, L.M. Tennessee Valley Authority. 84/04/13. ADENSAM, E. 
Licensing Branch 4, 2lpp. 24154:051. 24X Fi c h e : 50-390, 84/04/ 13, 

8404230120, 


8404200187 Forwards responses to NRC questions from 840315-16 site 
visit. Responses withheld (ref 10CFR73.21>. 

KAMMER, D.S. Tennessee Valley Authority. 84/04/16. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 24116:175. 24X 

Fiche: 50-390, 84/04/16, 8404200187. 


8404230135 Advises that util still discussing possibility of routing 
mobile sirens w/State of TN, Siren destroyed by vandalism 
being rep laced. Items will be resolved S< sys operational 30 
days before fuel load, 

KAMMER, D. S Tennessee Valley Authority, 84/04/18. ADENSAM, E. 
Licensing Branch 4. Ip. 24153:283. 24X Fiche; 50-390, 84/04/18, 

8404230135, 


Cl. Inspection reports, IE Bulletins & correspondence 


8404060153 Forwards IE Insp Repts 50-390/84-08 50-391/84-08 on 

840213-17. No violations or deviations identified. 

VERRELLI, D M. Division of Project ^ Resident Programs. 84/03/08. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 22926:311. 24X 

Fiche; 50-390, 84/03/08, 8404060153. 


— 9404060157 IE Insp Repts 50-390/84-08 50-391/84-08 on 840213-17. No 

violations or deviations ider,tified. Major areas inspected: 
plant procedures, preoperational test witnessing, integrated 
leak rate test rept review St previous followup item. 

THOMAS, M. , BURRIS, S., WHITENER, H. Region 2, Office of Director. 
a4''03/06. 6pp. 22926:313. 24X Fiche : 50-390, 84/03/08. 8404060153. 


8404060084 Forwards IE Insp Repts 50-390/84-07,50-391/84-07, 
50-438/84-02 «< 50-439/84-02 on 840206-10. No violations or 
deviations identified. 

VERRELLI, D. M Division of Project Sk Resident Programs, 84/03/12. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 22920:018. 24;< 

Fiche: 50-000, 84/03/12, 8404060084. 


—0404060090 IE Insp Repts 50-390/84-07,50-391/84-07,50-438/84-02 
50-439/84-02 on 840206-10. No violations or deviations 
identified Major areas inspected: 1 icensee mgt of corporate 
QA program for ongoing activities re design it procurement. 

WRIGHT, R.W., JACKSON, L . H. , MCFARLAND, C. R. Region 2, Office of 
Director, 84/03/09. 16pp. 22920:020, 24X Fiche: 50-000, 84/03/12, 

8404060084. 


8404060142 Forwards IE Insp Repts 50-390/84-12 St 50-391/84-10 on 
840214-17. No violations or deviations noted. 

VERRELLI, D. M. Division of Project 8'. Resident Programs. 84/03/12. 
PARRIS,H.G. Tennessee Valley Authority. 2pp. 22927:067. 24X 

Fiche: 50-390, 84/03/12, 8404060142. 


—8404060144 IE Insp Repts 50-390/84-12 & 50-391/84-10 on 840214-17. No 
violations or deviations noted. Major areas inspected: 
previous enforcement matter ac t i ons, 1 i c en see identified 
items & independent insp. 

RUFF, A. B. Region 2, Office of Director. CONLON, T. E. Division of 
Engineering & Operational Programs 84/03/06. 5pp. 22927:069. 
24X Fiche: 50-390, 84/03/12, 8404060142. 


8404060320 Forwards IE Insp Repts 50-390/84-13 b. 50-391/84-11 on 
840121-0222. No violations or deviations noted. 

VERRELLI, D M. Division of Project b Resident Programs. 84/03/13. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 22931:346. 24X 

Fiche; 50-390, 84/03/13, 8404060320, 


—8404060326 IE Insp Repts 50--390/84-1 3 8, 50-391/84-11 on 840121-0222. No 
violations or deviations noted, Major areas inspected: 
licensee actions on previous enforcement matter s, fo 1 1 owup on 
licensee identified items b TMI task action items. 

•SHYMLOCK, M. B. , SWAN, W B, , HOLLAND, W. E Region 2, Office of 
Director, 84/03/13 10pp. 22931:348. 24X Fiche: 50-390, 84/03/13, 

8404060320. 


8404060194 Forwards IE Insp Repts 50-390/84-16 50-391/84-13 on 

840228-0302. No violations or deviations noted. 

VERRELLI, D M. Division of Project 8< Resident Programs. 84/03/15. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 22926:016. 24X 

Fiche; 50-390, 84/03/15, 8404060194. 


—8404060203 IE Insp Repts 50-390/84-16 b. 50-391/84-13 on 840228-0302. 
No violations or deviations noted. Major areas inspected: 
structural concrete, structural backfill b. previously 
identified enforcement items 

HARRIS. J.R, Region 2, Office of Director. CONLON, T. E. Division 
of Engineering b. Operational Programs. 84/03/12. 4pp, 22926:018. 
24X Fiche: 50-390- 04/03/15, 8404060194. 


8404060167 Forwards IE Insp Repts 50-390/84-19 ?<’ 50-391 /84-1 5 on 
840227-0302. No violations or deviations noted. 

VERRELLI, D. M. Division of Project b Resident Programs. 84/03/16. 
PARRIS. H. G. Tennessee Valley Authority, 2pp. 22925:307. 24X 

Fiche: 50-390, 84/03/16, 9404060167. 


—8404060173 IE Insp Repts 50-390/84-19 b 50-391/84-15 on 840227-0302. No 
violations or deviations noted. Major areas inspected: plant 
tour, plant procedures (operating) review, preoperati onal 
test procedure review b preoperati onal test witnessing. 

THOMAS.M. , BURRIS, SP Region 2, Office of Director. JAPE, F. 
Division of Engineering b Operational Programs, 84/03/14, 4pp. 
22925:309, 24X Fi c h e ■ 50-390, 84/03/ 16, 8404060167, 


8404060346 Forwards IE Insp Repts 50-390/84-14 f.< 50-391/84-14 on 
840221-24. No violations or deviations identified. 

VERRELLI, D. M. Division of Project b Resident Programs, 84/03/16. 
PARRIS, H.G. Tennessee Valley Authority, 2pp. 22931:330, 24X 

Fiche; 50-390, 84/03/16, 8404060346. 


—8404060351 IE Insp Repts 50-3'>0/84-14 b 50-391/84-14 on 840221-24, No 
violations or deviations i dentified. Major areas inspected; 
fire protection & prevention, 

MILLER, W, H. Region 2, Office of Director, CONLON, T, E, Division 
of Engineering S< Operational Programs, 84/03/13. 8pp. 22931:332. 
24X Fiche; 50-390, 84/03/16, 8404060346, 


8404060136 Responds to IE Bulletin 83-07, Four items of apparently 
fraudulent matls sold by Ray Miller, Inc found installed in 
Be 1 lefonte, Sequoyah b Yellow Creek saf ety-r elated sys. No 
safety concerns created 

MILLS, L.M. Tennessee Valley Authority, 84/03/22. 0 'REILLY. J. P. 

Region 2, Office of Director. 3pp. 22920:109. 24X 

Fiche: 50-000, 84/03/22. 8404060136. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency," Svc list 
enc 1, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche; 50-000, 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of New 

York, Inc. SSpp, 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 
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8403140247 IE Info Notice 84-22, "Deficiency in COHSIP, Inc Std Bed 
Catalyst. " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892 231. 24X Fiche; 50-000,84/03/29,8403140247. 


8404060329 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/ under voltage trip feature used in safety-related 
applications other than reactor trip sys. Breakers replaced 
w/breatcers that do not have undervoltage trip attachment. 

KAMMER, D. S. Tennessee Jalley Authority. 84/03/29. 0 'REILLY, J. P. 

Region 2> Office of Director. 3pp. 22932:203. 24X 

Fichs: 50-000, 84/03/29, 8404060329. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, £. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fic he : 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end , 

GRACE, J. N. Division of QA, Safeguards S' Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp, 24189:001. 24X Fiche; 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end 
GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Past 
830103). 84/04/16. Consolidated Edison Co. of New York, Inr, 

114pp. 24X Fiche; 50-000. 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements fay Medical Licensees," Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205. 24X Fiche’ 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees, " Svc list end, 

GRACE, J, N. Division of QA, Safeguards 8t Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S9pp. 24163:292. 24X Fiche' 50-000, 84/04/1 7, 8403140277. 


8403140230 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepanci es in Recordkeeping iSt Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. U7pp, 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Seal Set, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fic he : 50-000, 84/04/1 8, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger h Pipe 
Hanger Damage." Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/18 Consolidated Edison Co. of New 

York, Inc, 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404240127 Forwards two oversize drawings supporting util response to 
IE Bulletin 80-06, per Question 31, 147 re controls for 
feedwater isolation ?< containment purge isolation valves. 

Aperture cards are available in PDR. 

MILLS, L.M. Tennessee Valley Authority. 84/04/19. ADENSAM, E. 
Licensing Branch 4. 2pp. 24173:256. 24X Fiche: 50-390, 84/04/19, 

9404240127. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end, 

JORDAN, E, L, Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs Sj related correspondence 


8404060274 Requests reconsideration re decision to dose listed 
deficiency items until listed factors considered. 

LEWIS, R. C. Division of Project Sc Resident Programs. 84/02/09. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 22925:136, 24.X 
Fiche: 50-000, 84/02/09, 8404060274. 


8404050028 Final deficiency rept re skewed coordinate sys used in 
piping support computer anal y s i s. Di screpanc y between 
analyzed S; installed support orientation at Node Points 535 
& 655 evaluated. Supports redesigned. 

MILLS, L.M. Tennessee Valley Authority. 84/03/23. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp, 22900: 123. 24X 

Fiche: 50-390, 84/03/23. 8404050028. 


8404050076 First interim deficiency rept re r etr ievab i 1 i ty of QA 
records. Initial ly reported on 840301. Proced ures will be 
updated to accommodate index ing, storage & retrieval needs. 

Next rept expected by 840731. 

MILLS, L.M, Tennessee Valley Authority. 84/03/29. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 22901:070. 24X 

Fiche: 50-000, 84/03/29, 8404050076. 


8404050239 First interim deficiency rept re moisture intrusion in-fco 
saf ety-reiated equipment. Ini tially reported on 840229. 

Reevaluation of vendor qual i f ication of electrical equipment 
for accident mitigation in progress. Nex t rept by 840511. 

MILLS, L. M. Tennessee Valley Authority. 84/03/29. 0 'REILLY, J. P . 

Region 2, Office of Director, 2pp. 22896; 130, 24X 

Fiche; 50-390, 84/03/29, 8404050239. 


8404090007 Final deficiency rept re environ qualification of mechanical 
equipment. Caused by centrifugal charging 8< safety injection 
pumps it containment spray pumps not equipped w/adequate 
matl. Item not reportable per 10CFR50. 55(e ) , 

MILLS, L. M. Tennessee Valley Authority. 84/03/30, 0 'REILLY, J. P , 

Region 2, Office of Director. 2pp. 22939; 085, 24X 

Fiche: 50-390. 84/03/30, 8404090007. 


8404100036 Second interim deficiency rept re superheat from main steam 
line break raising peak containment temp, In itial ly reported 
on 831229. Final solution for Catawba should be applicable 
to Watts Bar. Next rept expected by 840515. 

MILLS, L. M. Tennessee Valley Authority. 84/04/03. 0 'REILLY, J. P . 

Region 2, Office of Director. 2pp. 22963; 311, 24X 

Fiche; 50-390, 84/04/03, 8404100036. 


8404100398 Revised final deficiency rept re ambiguous outputs from 
Barton pressure transmitters in RCS. Initially reported on 
820409. RCS wide-range pressure transmitters will be added. 

Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/04/03. 0 'REILLY, J. P . 

Region 2, Office of Director. 4pp. 22967: 359. 24X 

Fiche: 50-390, 84/04/03, 8404100398. 


8404170405 Final deficiency rept re control room pressurization 
boundary loss through floor & equipment dra ins. Ini tially 
reported on 831121. Floor & equipment drain lines redesigned 
8< seismic supports provided, 

MILLS, L.M. Tennessee Valley Authority. 84/04/06. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp, 24063:325. 24a 

Fiche: 50-390, 84/04/06, 8404170405. 


V. Operator Examinations 


8404060128 Confirms actions discussed at 840208 meeting re licensing 
of reactor operator s, Li censed operators will be examined 
by 840601. Written license exams will be held on 840213 
O'REILLY, J. p. Region 2, Office of Director. 84/02/10. PARRIS, H. G, 
Tennessee Valley Authority. 2pp. 22927:227. 24X 

Fiche: 50-390, 84/02/10, 8404060128. 


8404060236 Discusses operator & senior operator licensing exams, Wr i tt en 
exams will be held at util power operations training ctr on 
830423, oral exams will be administered at plant on 
040424-27. Operator it senior operator applications reviewed. 

VERRELLI, D. M. Division of Project & Resident Programs, 84/03/19. 
PARRIS, H.G. Tennessee Valley Authority. 5pp. 22922:287, 24X 

Fiche: 50-390, 84/03/19, 3404060236. 


0404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 04/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp, 24066:277. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 
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DOCKET 50-394 CALIFORNIA STATE POLYTECH COLLEGE RES. REACTOR 
V, Operator Exami na t i ons 


— S404020060 Annual Financial Rept 1983. 

TIMMERMAN, W. B. , STEDMAN. R. W. South Carolina Electric & G 
83/12/31. 43pp. 22837:329. 24X Fi c h e : 50-395. 84/03/28, 8^ 


8404160165 Generic Ltr 84-06 
operator & senior operatoT 
grade. Svc list enc 1 . 
EISENHUT, D. G. Division of 
of, Ann Arbor, MI. 37pp. 
8404160165. 


to all nonpomer reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan, Univ. 
24285:135. 24X Fic he : 50-000, 84/04/16, 


— 8404020061 Annual Financial Rept 1983. 

DA\.^IS, R. S. , MESCHER.W. C. South Carolina Public Service Ai 
83/12/31. 66pp. 22838:010. 24X Fi c he : 50-395, 84/03/28, 8' 


P. Operating license stage documents correspondence 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency S< fire protection plans 


8404130180 Forwards exemption from requirements of 10CFR50, App E, 
Section IV. F, 1. a re provisions for participation of state 
local govt agencies in 19S4 annual emergency preparedness 
e xerc ise. Exemption being forwarded to Qfc of FR. 

EISENHUT. D. G. Division of Licensing. 84/03/20. DIXON, 0. W. 
Carolina Electric Sc Gas Co. 3pp. 24036:356. 24X 

Fic he; 50-395, 84/03/20, 8404130180 


8404100104 Forwards SER re reactor trip breaker issue. Effort • 
51568 complete. 

MIRAGLIA, F. Assistant Director for Safety Assessment. 84/< 
NOVAK, T. Assistant Director for Licensing. Ip. 22993:262 
Fiche: 50-000, 84/03/13, 8404100104. 


— 8404100123 Safety evaluation re reactor trip breaker issue. I 
must conduct life test of DS-416 breaker S: provide automa 
shunt trip i>. enhanced maint Sc surveillance testing of 
breakers. 

* Office of Nuclear Reactor Regulation, Director. 84/03 
37pp. 22993:263. 24X Fi c h e; 50-000, 84/03/ 13, 8404100104. 


South 


■8404130183 Exemption from requirements of i0CFR50, App E, Section 
IV. F. 1. a re provisions for participation of state ?< local 
govt agencies in 1984 annual emergency preparedness 
e xerc i se. 

EISENHUT. D. G. Division of Licensing. 84/03/20. South Carolina 

Electric Gas Co. 3pp. 24036:359. 24X Fiche: 50-395. 84/03/20, 

8404130180. 


— 8404100292 "Evaluation of McGuire Units 1 Sc 2 Undervoltage 
Attachment Failures," technical evaluation rept. 

TOMAN, G. , STONE, J. Franklin Institute/Franklin Research 
NRC-03-81-130. TER-C5506-417, 83/07/13. WRIGHT. R. NRC 

Detailed Affiliation Given. 24pp. 22993:301. 24X 

Fiche: 50-000, 84/03/13. 8404100104. 


8404060207 Summarizes 840315 meeting in Region II ofc re IE Info Notice 
84-09, c oncerning lessons learned from NRC insps of fire 
protection safe shutdown sys (lOCFRSO.App R) Sc fire 
protection SERs. 

LEWIS, R.C. Division of Project Sc Resident Programs. 84/03/26, 

DIXON, O.W. South Carolina Electric 8< Gas Co. 2pp. 22921:118. 24X 

Fiche: 50-395,84/03/26, 8404060207. 


6404050110 Forwards supplemental pages to Amend 10 to physical security 
plan. Pages withheld . Steps taken to change procedures to 
ensure that secondary alarm station notified of reactor bldg 
hatch alarms in event of CRT failure. 

DIXON, □. W. South Carolina Electric 8< Gas Co. 84/03/30. 

□ ‘REILLY, J. P. Region 2, Office of Director. 2pp. 22902:205. 24X 

Fiche: 50-395, 84/03/30, 8404050110. 


B404050210 Application to amend License NPF-12, deleting requirements to 
install power lockout devices in control room for RHR sys 
suction isolation valves prior to startup after refueling. 

Design mod may violate lOCFR50/App R. 

DIXON, Q.W. South Carolina Electric S< Gas Co. 84/03/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 22900:233. 

24X Fiche: 50-395, 84/03/30, 8404050210. 


8404130122 Concludes 840118 request for exemption from requirements of 
10CFR50,App E, Section IV, F. l.a re annual emergency 
preparedness exercise exempt from fee per 1 0CFR170. 1 1 ( b ) . 

Refund will be forthcoming. 

MILLER, W. □. License Fee Management Branch. 84/04/02. DIXON, O.W. 
South Carolina Electric 55,. Gas Co. Ip. 24045:352, 24X 

Fiche: 50-395, 84/04/02, 8404130122 


8404090396 Revises submittal dates re emergency response capab i 1 ity, p er 
Generic Ltr 82-33 NUREG-0737, Sup p 1 1. Revised dates provide 

definitive implementation schedules where procurement of new 
hardware required. 

DIXON* O.W. South Carolina Electric Gas Co. 04/04/04. DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 22940:331. 

24X Fiche; 50-395, 84/04/04, 8404090396. 


8404240371 Forwards IE Insp Rept 50-395/84-10 on 840409-13. No 
violations or deviations identified. 

VERRELL I , D, M. Division of Project 5< Resident Programs. 84/04/20. 
DIXPN, O.W. South Carolina Electric S; Gas Co. 2pp, 24168:350 24X 

Fiche: 50-395, 84/04/20, 8404240371. 


8404240375 IE Insp Rept 50-395/84-10 on 840 409-13. No noncompliance 

noted. Major areas i nsp e c ted ; sec ur ity plan implementing 
procedures, securi ty or g an i zat i on, p er sonne 1 , test ing maint. 

Details withheld <ref 10CFR2. 790 73.21). 

ENNIS, J D , MCGUIRE, D R, Region 2, Office of Director. 84/04/18. 
Ip. 24168:352. 24X F i c h e : 50-395, 84/04/20, 8404240371. 


I. Financial information 


8404090029 Summary of 840313 meeting w/util, South Carolina Pu 
Auth or i ty , Josep h Oat Corp, Black Veatch, Gi Ibert Assoc 8< 
Bechtel in Bethesda,MD re spent fuel pool r erac k . Attendee 
list supporting d ocumen ta t ion enc 1. 

HOPKINS, J. B. Licensing Branch 4. 84/03/22. Licensing B 

10pp. 22972:322, 24X Fi c h e : 50-395, 84/03/22, 8404090029. 


8404050210 Application to amend License NPF-1 2, deleting requi 
install power lockout devices in control room for RHR sys 
suction isolation valves prior to startup after refueling, 
Design mod may violate 10CFR50, App R. 

DIXON, Q.W. South Carolina Electric Z>. Gas Co. 84/03/30. C 
Office of Nuclear Reactor Regulation, Director. 3pp. 229 
24X Fiche: 50-395, 84/03/30, 8404050210. 


8404040256 Generic Ltr 84-08 to all licensees of operating re 
applicants for OLs S< holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing. S vc list end. 
EISENHUT, D, 0. Division of Licensing. 84/04/04. ConsoU 
Edison Co. of New York, Inc. 20pp. 24066: 264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404090316 Responds to 840313 16 requests for addl info re 

density spent fuel storage racks. Racks will be installed iT 
existing pool St will not require addl const area. Rerac k ing 
effort will be conducted d‘.;Ti-.= -o-mal operation. 

DIXON, O.W. South Carrl-’-a riec:":: ?<, Gas Co. 84/04/04. I 
Office of Nuclear Reactor Regulation, Director. 2pp. 22‘ 
24X Fiche: 50-395, 84/04/04, 8404090316. 


8404190057 Advises that no addl fee required re review of 82: 
application to authorize 507. power operation i< 830505 
application to authorize full power operation. 

MILLER, W. 0. License Fee Management Branch. 84/04/09. Dll 
South Carolina Electric S*. Gas Co. Ip. 24111:173. 24X 

Fiche: 50-395, 84/04/09, 8404190057. 


— 8404190061 Forwards summary of costs for supporting documei 
821112 application to authorize SOX power operation & 83i 
application for full power operation. No addl fee require 
HOLLOWAY, C. J. License Fee Management Branch. 84/04/09. 
MILLER, W, 0. License Fee Management Branch. 2pp. 24111 
Fiche: 50-395, 84/04/09, 8404190057. 


— 8404190075 Summarizes results of review of facility comput 
provided by IE re IE prof staff time. 

HOLLOWAY, C. U. License Fee Management Branch, 84/04/09. 
Fee Management Branch. ^pp. 24111:176. 24X Fiche:50~3 
84/04/09,8404190057. 


8404170330 Advises that addl info in response to Generic Ltr 
be provided by 840430. Delay due to problems in obtaining 
required vendor data, 

DIXON, O.W. South Carolina Electric Zt Gas Co. 84/04/13. 

Office of Nuclear Reactor Regulation, Director. Ip. 24C 
24X Fiche: 50-395, 84/04/13, 8404170330, 


8404020058 Forwards Annual Financial Repts 1983. u n 

DIXON-O. W. South Carolina Electric Gas Co, 84/03/2S. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 22837:328. 

24X Fiche: 50-395, 84/03/28, 8404020058. 


8404200264 Discusses plans for upgrading core exit thermocou 
840322 telcon. Illustration of sys components end. 

DIXON, O.W. South Carolina Electric 8( Gas Co. 84/04/16, 
Office of Nuclear Reactor Regulation, Director. 4pp. 2/ 
24X Fiche: 50-395, 84/04/16, 8404200264. 
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8404250296 Forwards Amend 23 to License iN'PF-l2 & safety evaluation. 
Amend revises Tech Specs by adding limiting condition for 
operation re feedwater isolation valve operablity. 

ADENSAH. E. G, Licensing Branch 4. 84/04/16. DIXON, O.W. South 

Carolina Electric & Gas Co. 3pp, 24212:321. 24X 

Fi c h e ; 50-395. 84/04/ 16, 8404250296. 


— 8404250298 Amend 23 to License NPF-12, revis ing Tech Specs by adding 
limiting condition for operation re feedwater isolation 
valve operability. 

ADENSAM, E. G. Licensing Branch 4. 84/04/16. 8pp. 24212:324. 24X 

Fiche: 50-395, 84/04/16, 8404250296. 


— 8404250302 Safety evaluation supporting Amend 23 to License NPF-12. 

* Office of Nuclear Reacto- Recuiaticn, Director. 84/04/16 2pp. 
24212:332. 24X Fiche: 50-395, 84/04/16, 8404250296. 


0404250299 Forwards Amend 22 to License NPF-12 safety evaluation. 
Amend revises Tech Specs re containment structural integrity 
to correct values listed for hoop tendons. 

ADENSAH, E. G. Licensing Branch 4. 84/04/16. DIXON, 0. W. South 

Carolina Electric & Gas Co. 3pp. 24212:310. 24X 

Fiche; 50-395, 84/04/16, 9404250299. 


— 8404250300 Amend 22 to License NPF-12, revi s ing Tech Specs re 
containment structural integrity to correct values listed 
for hoop tendons. 

ADENSAM, E.G. Licensing Branch 4. B4/04/ 16. 6pp. 24212:313. 24X 

Fiche: 50-395, 84/04/16, 8404250299. 


— 8404250301 Safety evaluation supporting Amend 22 to License NPF-12. 

♦ Office of Nuclear Reactor Regulation, Director. 84/04/16. 2pp. 
24212; 319. 24X Fiche: 50-395, 84/04/16, 8404250299. 


8404200311 Forwards Rev 1 to "Licensing Rept on Spent Fuel Storage 
Racks," in response to NRC questions on rept submitted 
w/830123 Itr. 

DIXON, O.W, South Carolina Electric ^ Gas Co. 84/04/17 DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 24115:039. 

24X Fiche: 50-395, 84/04/17, 8404200311. 


— 8404200314 Rev 1 to "Licensing Rept on Spent Fuel Storage Racks. " 

* South Carolina Electric & Gas Co. 84/04/09. 2Spp. 24115:041. 
24X Fiche: 50-395, 84/04/17,8404200311. 


Q. Inspection reports, IE Bulletins ^ correspondence 


8404060345 Responds to lE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Saf et y-Related 
Applications Other than Reactor Trip Sys. " No subj circuit 
breakers in use at facility. 

DIXON, O.W. South Carolina Electric 5< Gas Co. 84/03/19, 

O'REILLY, J. P, Region 2, Office of Director. Ip. 22931:319. 24X 

Fiche: 50-395, 84/03/19,3404060345. 


8404170418 Forwards IE Insp Rept 50-395/84-06 on 840306. No violations 
or deviations noted. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/03/19. 
DIXDN, 0. W. South Carolina Electric & Gas Co. 2pp, 24063:274. 24X 

Fiche; 50-395, 84/03/19. 8404170418. 


— 8404170422 IE Insp Rept 50-395/84-06 on 840306. No violations or 
deviations noted. Major areas inspected; HVAC components 
supplied by Bahnson Co. 

KLEINSORGE, W. P. Region 2, Office of Director. BLAKE, J. J. 
Division of Engineering & Operational Programs. 84/03/16. 5?p. 

24063:276. 24X Fi c he ; 50-395, 84/03/19, 8404170418. 


8404060083 Resolves items mentioned in 831117 response to IE Bulletin 
83-06 responds to IE Bulletin 83-^07 re apparently 
fraudulent products sold by Ray Miller, Inc. Matls identified 
will be used only in sys not important to safety, 

DIXON, O.W. South Carolina Electric & Gas Co. 84/03/22. 

O'REILLY, J, P. Region 2, Office of Director. 4pp, 22920:014. 24X 

Fiche: 50'-395. 84/03/22, 8404060083. 


8404060207 ’Summarizes 840315 meeting in Region II ofc re IE Info Notice 
84-09, concerning lessons learned from f4RC insps of fire 
protection safe shutdown sys (10CFR50, App R) 8< fire 
protection SERs. 

LEWIS, R.C. Division of Project St Resident Programs. 84/03/26. 

DIXON, O.W. South Carolina Electric St Gas Co. 2pp. 22921:118. 24X 

Fiche: 50-395. 84/03/26. 8404060207. 


8402090047 IE Info No bice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Sv-c list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness 8? Engineering 
Response (Post S30103). 84/03/28. Consolidated Edison Co of New 

York, Inc. B5pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231, 24X Fiche: 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i c at i on of Individuals 
to Use Respiratory Protective Devices. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co of New 

York, Inc. 149pp. 24X Fiche; 50-000, 84/04/05, 8403140259 


8403140263 IE Info Notice 84-23, "Results of NRC~Sp on sored 
Qua 1 i f i cation Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16 Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi ch e : 50-000, 84/04/ 1 6, 8403 140271 , 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees," Svc list end 
GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of MRC 
Requirements by Medical Licensees," Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi c h e : 50-000, 84/04/1 7, 8403140,273. 


8403140277 I£ Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c h e: 50-000, 84/04/1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "GE Magne— Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co.' of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping St liatl 
Defects in Bahnson HVAC Units," Svc list end, 

JORDAN, £. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set," Svc list encl, 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188.119. 24X Fic he: 50-000, 84/04/18, 8403140236. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger S< Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co, of New 

York, Inc. 119pp. 24195:343. 24X Fiche; 50-000, 84/04/18. 8404130404, 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130 


8404240371 Forwards IE Insp Rept 50-395/84-10 on 840409-13. No 
violations or deviations identified. 

VERRELLI, D, M. Division of Project 8< Resident Programs. 84/04/20. 
DIXON, 0, W. South Carolina Electric & Gas Co. 2pp 2416S' 350 24X 

Fiche: 50-395, 84/04/20, 8404240371. 
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—8404240375 IE Insp Rept 50-395/84-10 on 840409-13. No noncomp 1 iance 
noted. Major areas inspected: security plan & implementing 
procedures* security or gan i za t i on* p er sonne 1 * test ing & maint. 

Details withheld (ref 10CFR2. 790 73.21). 

ENNIS* J. D. * MCGUIRE* D, R. Region 2* Office of Director. 84/04/18. 
Ip. 24168:352. 24X Fi c he: 50-395* 84/04/20, 8404240371, 


R, Periodic operating reports & related correspondence 


8404130249 Forwards Technical Rept 83-4* "Seismic Activity Near 
VC Sumner Nuclear Sta t i on , Oc t-Dec 1983 & Summary for 1983. " 

DIXON, O.W. South Carolina Electric & Gas Co. 84/04/05. DENTON* H. R. 

Office of Nuclear Reactor Regulation* Director. Ip. 24029:104. 

24X Fiche: 50-395* 84/04/05, 8404130249. 


— 8404130253 Technical Rept 83-4* "Seismic Activity Near VC Summer 
Nuclear Station* Oct-Dec 1983 ^ Summary for 1983." 

TALWANI,P. , RAWLINS. J. South Carolina* Univ, of, Columbia, SC. 
83-4. 83/12/31, 22pp. 24029:105. 24X Fi c h e ; 50-395, 84/04/05, 
8404130249. 


S. Reportable occurrences* LERs & related correspondence 


8404050023 Suppl 1 to Special Rept SPR 84-001 : on 840110* fire doors to 
chilled water pump rooms opened due to analytical work on 
pumps, Analysis & testing can be completed by 840530. 

Supplementary rept will be issued by 840615. 

DIXON, O.W. South Carolina Electric & Gas Co, 84/03/30. 

O'REILLY, . I o Qp-ic'’ P Office of Director. 2pp, 22900:118. 24X 

Fiche: 50-2V'i j!4 /Ol: ”i-:'40500P3 


8404090195 LER 84-016-00 on 840301, fol lowing maint, diesel generator 
A emergency safety feature load seciuencer started to 
sequenc e. Caused by faulty one-shot multivibrator electronic 
card. Sequencer repa ired. W/S40403 Itr. 

KOCN. A R, , DIXON, O.W. South Carolina Electric Gas Co. 84/04/03. 
3pp. 22940:107. 24X Fiche: 50-395, 84/04/03* 8404090195. 


8404090327 LER 84-013-00, on 840309* new software mod deleted monitoring 
of smoke detectors in Zones FFF & MMM in intermediate bldg, 
disabling main control room operators, Discrepancy corrected 
& detectors tested H/. ver i f ied. W/840403 Itr, 

KOON, A, R. , DIXON, O.W. South Carolina Electric & Gas Co. 84/04/03 
2pp. 22942:059. 24X F i c h e : 50-395, 84/04/03 , 8404090327 


8404160025 LER 84-015-00' on 840325, four air supply valves to 36-inch 
reactor bldg purge valves found open. Caused by personnel 
err or , Sp ec ia 1 training session will be conducted re valve 
position requirements, W/840410 Itr, 

KOON* A R , DIX0N*O, W, South Carolina Electric Gas Co. 84/04/10. 
3pp 24038:223. 24X Fiche; 50-395, 84/0^/10, 8404160025. 


8404200276 LER 84-017-00 on 840329, d iesel generator A or bus 
undervoltage started fji. actuated blackout load sequencer for 
less that 10 s. Caused by personnel error Warning labels 
installed on circuits W/840416 Itr. 

KOON, A R. , DIXON, O.W South Carolina Electric Gas Co. 84/04/12. 
3pp. 24115:330. 24X F i c h e : 50-395, 84/04/ 12, 9404200276. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2* OOOS* 

K-3* 0008 &! K~4, OOOS circuit brea kers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D, Brown Boveri Corp. (subs, of Brown Boveri & Co, , Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4op. 
24114:161. 24X Fi c h e : 50-000. 84/04/16, 8404200323. 


8404240278 Revised LER 84-013-01; on 840309, mod to plant integrated fire 
8( security sys disabled control room operator ability to 
receive alarm upon actuation of smoke detectors in Zones FFF 
& MMM of intermediate b 1 dg , W/840419 Itr. 

KOON* A. R,* DIXON, O.W. South Carolina Electric & Gas Co. 84/04/19. 
2pp. 24165:316. 24X Fiche ; 50-395, 84/04/19, 8404240278. 


8404250127 NPDES noncompliance no t if icat i on : on 840201* daily max 
effluent limitations on total suspended solids for Daniel 
Const Co Sewage Lagoon 001 St Nuclear Training Ctr Sewage 
Lagoon 001 exceeded . Caused by power outage on 840131. 

DIXON, GW. South Carolina Electric Gas Co. 84/04/20. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 3pp 24192:196, 

24X Fiche: 50-395, 84/04/20, 8404250127, 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 1!< 
applicants for OLs re change to NUREG~1021* "Operator 
Licensing Examiner Stds " Svc list end. 

EISENHUT* D, G. Division of Licensing, 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


A. Application/construction stage documents S< correspondence 


8403080-024 Responds to FOIA request for util 760423 ltr requesting 
proposed design changes for Units 1 & 4 Forwards document 
listed on App A. Document also available in PDR. 

FELTON* J. M. Division of Rules and Records. 84/01/18. PEDRO* J. NUS 
Corp. 2pp. 22581:303, 24X Fiche: 50-397* 84/01/18* 8403080024. 


— 8403080034 Informs of proposed design changes for Units 1 & 4 in areas 
of seismic design safety c lass if icat ion of component 
cooling water sys.pipe break cr i teria* se i smi c design of 
cranes & onsite power sys. 

RENBERGER, D. L. Washington Public Power Supply System. 76/04/23, 
STOLZ.J. F. Office of Nuclear Reactor Regulation- Director. 21pp. 
22581:305. 24X Fiche. 50-397* 84/01/18. 8403030024 


8403210162 Ltr to all applicants for OLs & full power authorizations 
summarizing 840126 meeting in Bethesda,riD to inform utils of 
NRC concerns re limited operating experience of operating 
crews development of acceptable experience profile. 

HANNON* J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000. 84/03/01* 84(33210162. 


E. NRC Safety Evaluation Report (SER), suppls &. correspondence 


8404240005 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF WPPSS 
NUCLEAR PROJECT NO. 2.Docket No. 50-397. (Washington Public 
Power Supply System) 

* Division of Licensing NUREG-0892 S05. 84/04/30. 41pp. 

Available at NRC *4 GO 24189:087. 24X Fiche: 50-397* 84/04/30, 

S404240005. 


F. Security, medical, emergency fire protection plans 


8404020100 Advises that Insp Item 83-50-04 (from 831214 insp of fire 
protection sys) re lack of thermal lagging on redundant 
electrical distribution panels providing safe shutdown 
capability c 1 osed . Pane 1 s lagged prior to fuel loading. 

SORENSEN, G. C. Washington Public Power Supply System. 84/03/05. 
MARTIN, J. D. Region 5, Office of Director. Ip. 22838:173. 2^X 

Fiche: 50-397, 84/03/05, 8404020100. 


8404050251 Forwards IE Insp Rept 50-397/84-05 on 840213-17. No 
violations or deficiencies noted. 

NORDERHAUG* L. R. Region 5* Office of Director. 84/03/16. 
SORENSEN* G, C. Washington Public Power Supply System. 2pp. 
22896:232, 24X Fiche: 50-397* 84/03/16, 8404050251, 


— 8404050256 IE Insp Rept 50-397/84-05 on 840213-17. No violations noted, 
Major areas insp ec ted : fo 1 1 owup insp of 13 open items 
identified during emergency preparedness preoperational insp 
on 830620-0701. Eleven of 13 open items closed, 

PANG* J. F. * SCHUSTER, M, D. Region 5, Office of Director. 84/03/14. 
9pp. 22896:234. 24X Fi che: 50-397, 84/03/ 16, 8404050251. 


G. Adjudicatory correspondence 


8404110192 Order extending time until 840410 for Commission to act to 
review Director's Decision DD-84-7. Served on 840410. 

CHILK*S,J. Office of the Secretary of the Commission. DSB 434. 
84/04/10. Commissioners. Ip. 22986:021, 24X 

Fiche: 50-397, 84/04/10, 8404110192, 


I. Financial information 


8404170396 Annual Financial Rept 1983. W/B40410 ltr, 

HALVORSON, C. M. , SORENSEN, 0. C. Washington Public Power Supply System. 

83/12/31. DENTON, H.R, Office of Nuclear Reactor Regulation, 
Director. 39pp. 24056:260. 24X Fiche: 50-397* 83/12/31 * 8404170396 


P. Operating license stage documents 8*. correspondence 
^ 

8404090016 Forwards Director's Decision DD-84~7 in response to 831014 
2.206 petition on behalf of Coalition for Safe Power, 
requesting NRC revoke CP. Petition denied* per 831220 itr. 

DEYOUNG, R.C, Director's Office* Office of Inspection and 
Enforcement. 84/03/19. ROSOLIE*E, Coalition for Safe Power. 2pp. 
22976:198, 24X Fiche: 50-397* 84/03/19, 8404090016, 


— 8404090019 Director's Decision DD-84-07 denying 831014 2 206 petition 
on behalf of Coalition for Safe Power, requesting NRC revoke 
CP Sf deny OL. 

DEYOUNG* R.C. Director's Office, Office of Inspection and 
Enforcement. 84/03/19. 43pp. 22976:200. 24X 

Fiche: 50-397, 84/03/19, 8404090016. 
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8404100527 Responds to 831014 petition requesting actions re facility. 
Forwards Director's Decision DD-84-7 explaining reasons 
■for denial of relief ^ FR notice. W/o end. 

DEVOUNGj R. C. Director's Office* Office of Inspection and 
Enforcement. 84/03/1'?. RQSOLIE. E. Coalition for Safe Pouier. 2pp, 
22979:356. 24X Fic he: 50-397, 84/03/19. 8'504 1 00527. 


8403140242 Board Notification 84-062; for wards description of recent 
thermal hydraulic stability tests at foreign BWR. GE 
calculations indicate considerable margin exists, even 
uj/large neutron flux oscillations. 

EISENHUT, D. 0. Division of Licensing. 84/03/23. PALLADINO, 
OILINSKY, ROBERTS Commissioners. 3pp, 22880:308. 24X 

Fiche: 50-000, 84/03/23, 8403140242. 


8404030529 Confirms 840328 telcon re post-accident sampling sys. 
Modified sys instal led, tested, functional & in compliance 
ui/TMI Action Item II. B. 3 ?< License Condition 13. 

MAZUR, D. W. Washington Public Power Supply System. 84/03/28. 
SCHWENCER.A. Licensing Branch 2. 5pp. 22872:301. 24X 

Fiche: 50-397,84/03/28, 8404030529. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc 20pp. 24066: 264. 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


8404130368 Staff requirements memo re 840330 discussion/possible vote 
in Wash ing ton, DC re full power OL for facility. 

CHILK. S.J, Office of the Secretary of the Commission. 84/04/04. 
DIRCKS, W. J. Office of the Executive Director for Operations. 

PLAINE, H. E. Office of the General Counsel. Ip. 24036:020, 24.X 

Fiche: 50-397. 84/04/04, 8404130368. 


8404110275 Forwards rev to Equipment Justification 6, per util 830630 & 
0916 1 trs, Analy zer unqualified for post-accident pressure, 
temp U humidity conditions. Rationale for interim operation, 
per 830916 ltr, remains applicable. 

SORENSEN, G. C. Washington Public Power Supply System. 84/04/05. 
SCHWENCER.A. Licensing Branch 2. 4pp. 22985:147. 24X 

Fiche: 50-397. 84/04/05, 8404110275. 


8404180147 Suppl to 840120 application for amend to License NPF-2i, 
submitting info re high pressure/low pressure interfaces w/ 
listed features, per S40410 telcon. 

SORENSEN, G. C. Washington Public Power Supply System. 84/04/10. 
SCHWENCER.A, Licensing Branch 2 Ip. 24077:128. 24X 

Fiche: 50-397, 04/04/10, 8404180147. 


8404180376 Confirms info provided in OC Sorensen 840120 ltr to 
A Schwencer re Tech Spec 3. 4. 3. 2 chance request. Unit may not 
immediately proceed to Mode 2 (startup) w/o avoiding 
reinitiation of 7-day surveillances, unless approved by NRC. 
SORENSEN, G. C. Washington Public Power Supply System. 84/04/10. 
SCHWENCER, A. Licensing Branch 2. 2pp. 24076:013. 24X 

Fiche: 50-397, 84/04/10, 8404180376. 


8404180380 Confirms info provided in 840410 telcon w/R Auluck.F Churney 
& R Li re listed facility sys having high pressure/low 
pressure interface features. Info provided to expedite 
review of 840120 request to amend Tech Spec 3.4.2. 

SORENSEN, G. C. Washington Public Power Supply System. 84/04/10. 
SCHWENCER, A. Licensing Branch 2. Ip. 24076:029. 24X 

Fiche: 50-397. 84/04/10, 8404180380. 


Q. Inspection reports, IE Bulletins & correspondence 


8404030018 Responds to FOIA request for records re 830620 hearing 
before Subcommittee on Oversight & Investigation. Forwards 
documents listed in app. Documents also in PDR, Request fails 
to meet requirements of 5USC5S2Ca) (3), 

FELTON, J.M. Division of Rules and Records. 84/02/13. CHURCH. B. , 
DEUINE, T. Government Accountability Project, Bpp, 22887:007. 24X 

Fiche: 50-000, 84/02/13, 8404030018. 


— 8404030046 Discusses alleged improprieties by Region V inspector 
during investigation at facility. 

GAMBLE, D, H, , RESNER, M. E. Office of Inspector it Auditor. 82/05/24. 

CUMMINGS, J. J. Office of Inspector 8< Auditor. 2pp. 22887:040. 

24X Fiche: 50-000, 84/02/13, 8404030018. 


8404020100 Advises that Insp Item 83-50-04 (from 831214 insp of fire 
protection sys) re lack of thermal lagging on redundant 
electrical distribution panels providing safe shutdown 
capability closed. Panels lagged prior to fuel loading. 

SORENSEN, G. C. Washington Public Power Supply System. 84/03/05. 
MARTIN, J. D, Region 5. Office of Director. Ip. 22638:173, 24X 

Fiche: 50-397. 84/03/05, 8404020100. 


8404050251 Forwards IE Insp Rept 50-397/84-05 on 840213-17. No 
violations or deficiencies noted. 

NORDERHAUG, L. R. Region 5, Office of Director. 84/03/16. 
SORENSEN, G. C. Washington Public Power Supply System. 2pp. 
22896:232. 24X Fi c he : 50-397, 84/03/16, 8404050251. 


— 8404050256 IE Insp Rept 50-397/84-05 on 840213-17. No violations noted. 
Major areas inspected : followup insp of 13 open items 
identified during emergency preparedness preoperat ional insp 
on 830620-0701. Eleven of 13 open items closed. 

PANG, J. F. , SCHUSTER, M, D, Region 5, Office of Director. 84/03/14, 
9pp. 22896:234. 24X Fiche: 50-397, 84/03/ 16, 8404050251. 


8404050259 Forwards IE Insp Rept 50-397/84-01 on 840104-0229. No 
noncomp 1 lance noted. 

BISHOP, T. W. Division of Radiological Safety & Safeguards Program. 
84/03/20. SORENSEN, G. C. Washington Public Power Supply System. Ip. 
22899 013. 24X Fiche 50-397, 84/03/20, 8404050259, 


— 8404050264 IE Insp Rept 50-397/84-01 on 840 104-0229. No noncompliance 
noted. Major areas inspected : fuel loading initial 
criticality activities, LERs it control room operations. 

TOTH, A. D. . WAITE, R. S, . DODDS, R. T. Region 5, Office of Director. 
84/03/16. 9pp. 22899:014. 24X Fi c h e : 50-397, 84/03/20, 8404050259. 

8404050245 Forwards IE Insp Rept 50-397/84-04 on 840206-0313. No 
noncomp liance noted. 

BISHOP, T. W. Division of Radiological Safety it Safeguards Program. 
84/03/21. SORENSEN, 0 C. Washington Public Power Supply System. 

2pp. 22896:132. 24X Fi c he. 50-397, 84/03/21 , 8404050245. 


— 8404050252 IE Insp Rept 50-397/84-04 on 840206-0313. No noncompliance 
noted. Major areas insp e c ted : fo 1 1 owup of NUREG-0737 items S, 

IE Bulletin 80-06. 

WILLETT, D. J. , DODDS, R. T. Region 5, Office of Director. 84/03/20. 
10pp. 22896:134. 24X Fiche: 50-397, 8^/03/21, 8404050245, 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency, " Svc list 
end, 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche; 50-000, 84/03/20, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231, 24X Fiche: 50-000, 84/03/29, 84031 4()247. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York, Inc. 149pp. 24X F i ch e : 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fi c h e : 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end . 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 04/04/16, 8403140279. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end, 

GRACE, J, N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi che; 50-000, 04/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp, 24163:292. 24X Fiche; 50-000, 04/04/17, 8403140277. 
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8403140280 IE Info Notice 84-29( "GE Magne-Blast Circuit Breaker 
Problems." Svc list end 

JORDAN) E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York) Inc. 129pp. 24188.237. 24X Fi c he : 50-000, 84/04/1 7, 8403140280. 


8404240372 Foruiards IE Exam Rept 50-397/0L-84-01 on 840320-21. One 
senior reactor operator candidate passed exam. 

BISHOP, T.W. Region 5, Office of Director. 84/04/17. SORENSEN, G. C. 
Washington Public Power Supply System. Ip. 24182:332. 24X 

Fiche: 50-397, 84/04/17, 8404240372. 


—8404240391 IE Exam Rept 50-397/0L-84-01 on 840320-21 . Written exams 
administered to one reactor operator & two senior reactor 
operator candidates oral exam to one senior reactor 
operator candidate One senior reactor operator passed, 

PATE, R. J. Region 5, Office of Director. 84/04/16. 100pp. 

24182:333. 24X Fiche. 50-397, 84/04/17, 8404240372. 


8404270157 Ac k receipt of 840223 response to 840125 notice of deviation 
re reactor coolant sample 1 ine, Evaluation did not address 
fission activation product deposition in sample line over 
life of p lant. Surve y s should be routinely performed. 

SCARANO, R. A. Division of Radiological Safety & Safeguards Program 
84/04/17. SORENSON, 0. C Washington Public Power Supply System. Ip. 

24215:093. 24X Fi c h e . 50-397, 84/04/17, 84042701 57. 


— 8404270159 Responds to notice of deviation from IE insp on 831128 8( 
1220. Corrective a c t i ons ■ d esi gn assessment of sample line 
routing personal hazard represented p er formed . Ma int work 
request generated to complete insulation activity. 

MARTIN, J. D. Washington Public Power Supply System. 84/02/23. 
SCARANO, R. A. Division of Radiological Safety Safeguards Program. 
4pp, 24215:094 24X Fiche: 50-397, 84/04/17, 8404270157, 


— 8404120268 Discusses 840125 notice of deviation in IE Insp Rept 
50-397/83-58, re routing of unshielded reactor coolant sample 
line. NRC disagrees u/licensee conclusion not to shield 
reactor coolant line, 

CONGEL, F. J, Radiological Assessment Branch, 84/03/28. 
SCHWENCER,A, Licensing Branch 2. 2pp. 24215:098. 24X 

Fiche: 50-397, 84/04/17, 8404270157. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping 8< Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp, 24188:001, 24X Fic he ; 50-000, 84/04/18. 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Seal Set, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co, of New 

York, Inc, 117pp. 24188:119. 24X Fiche. 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger ?k Pipe 
Hanger Damage, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 119pp. 24195 343, 24X Fic he . 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 04-33* "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York* Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 0404160130. 


S, Reportable occurrences, LERs & related correspondence 


8404040054 LER 84-018-00: on 840306, while performing surveillance 
procedure test ing , c ontr o 1 room emergency filtration fan 
in i t iated. Caused by procedural error. Sys restored to 
previous state, W/840328 Itr. 

KASSAKATIS* L. D. , MARTIN, J. D. Washington Public Power Supply System. 
84/03/28. 3pp. 22884:173. 24X Fiche: 50-397, 84/03/28, 9404040034. 


8404040075 LER 84-019-00: on 840300, when missing alarm light replaced, 
current surge/voltage spike caused momentary Hi chlorine 
alarm started control room emergency filtration sys. Alarm 
reset 8* H«<V returned to normal, W/8403a8 Itr. 

KASSAKATIS, L. D. , MARTIN, J. D. Washington Public Power Supply System. 
84/03/28. 3pp. 22884:040. 24X Fiche: 50-397, 84/03/28. 8404040075. 


8404040190 Updated LER 83-003-01: on 831222, walk down revealed fire 
dampers not meeting fire rating requ irement s, violating 
Tech Specs. Caused by personnel error. Defect ive dampers 
replaced. W/840328 Itr 

KASSAKATIS, L. D. , MARTIN, J. D Washington Public Power Supply System. 
84/03/28. 3pp. 22880 304. 24X Fi c he : 50-397, 84/03/28, 8404040190. 


8404110022 LER 84-016-00 on 840317, d ur ing routine calibr check, full 
NSSS & Div I & II balance of plant isolation occurred. Caused 
by operator error in positioning reactor protection sys 
power transfer switch. W/840404 Itr. 

KASSAKATIS, L. D. , MARTIN, J. D. Washington Public Power Supply System. 
84/04/04. 3pp. 22986 194. 24X Fi c h e : 50-397, 84/04/04, 94041 1 0022. 


8404110357 LER 84-023-00. on 840308 Z< 09, surve i 1 lane e performed on 
standby diesel generator 1 & 2, respectively , w/o prelube/ 
warmup, in violation of Tech Spec. Caused by Tech Spec 
changes. Tech Spec mod i f i ed . W/B40404 Itr. 

KASSAKATIS, L. D. , MARTIN, J. D Washington Public Power Supply System. 
84/04/04. 3pp. 22989 317. 24X Fiche: 50-397, 84/04/04, 84041 10357. 


8404120043 LER 84-021-00' on 840306, while resetting scrams, scram 
discharge vol drain down times excessively long. Caused by 
two packets of desiccant found in valve body seven in 
J pc ■"’'earn pioirq Dessicant removed. W/S40405 Itr. 

KASEA^AT: E. ii , MARTIN, J. D. Wa*;.^ ircjtnn Public Power Supply System. 
84/04/05. 3pp. 24023 075. u-X "ic^e 5:- j-7, 84/04/05- 8404120043 


8404180183 LER 84-022-00: on 840319, e 1 ec tr ic ian inadvertently bumped 
clapper of auxiliary undervoltage relay, which tripped 
supply breaker to Div 3 ESF bus. Caused by human error. 

Personnel advised of p r ecaut i ons. W/84041 1 Itr. 

KASSAKATIS, L. D. , MARTIN, J. D. Washington Public Power Supply System. 
84/04/11. 3pp. 24077.236. 24X Fi c he. 50-397, 84/04/1 1 , 84041801 S3. 


8404180190 LER 04-017-00: on 840318, Div II control room emergency fan 
initiated. Caused by personnel error. Procedure revised & 
subsequent surveillances ran successfully w/no inadvertent 
actuations. W/S40411 Itr. 

KASSAKATIS* L. D. , MARTIN, L. D, IvuC *' • n gtpn Power Supply System. 

84/04/11. 3pp. 24077 358. r.’AX F: c r.p- 84/04/1 1, 8404180190. 


8404180389 LER 84-024-00. on 840317, d ur ing instrument ca 1 i br * con tr ol 
room emergency filtration units initiated due to inadvertent 
deenergization it reenergization of test equ ipment. Personnel 
cautioned.No other corrective action necessary . W/84041 I Itr. 
KASSAKATIS, L D. , MARTIN, J. D. Washington Public Power Supply System. 
84/04/11. 3pp. 24076 313, 24X Fi c he; 50-397, 84/04/1 1 , 84041803S9. 


8404180224 LER 84-025-00: on 840319, c ontro 1 room air radiation monitors 
W0A-RIS-31A* 31B, 32A 32E tripped associated high radiation 

alarms & started control room emergency filtration units, 

Caused by electrical no i se. W/840412 Itr. 

KASSAKATIS, L. D. , MARTIN, J. D. Washington Public Power Supply System. 
84/04/12 3pp. 24077:189. 24X Fic he: 50-397, 84/04/12* 8404180224. 


8404260414 Part 21 rept re presence of thread -1 oc k ing matl Loctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-1 oc k ing devices under 
investigation. 

SHERWOOD* G. G. General Electric Co. 84/04/13. DEYOUNG, R.C, 
Director's Office* Office of Inspection and Enforcement, 3pp. 
24203:013. 24X Fiche: 50-000, 84/04/13* 0404260414, 


8404240082 Informs that seven human engineering deficiencies corrected. 
Deficiency F6. 115 recognized 116 inconsistent fonts & switch 
eschuteon legends needing rep lacemen t. Th irt y-e i gh t legends 
installed, Remainder replaced w/temporary lending. 

SORENSEN* 0, C. Washington Public Power Supply System. 04/04/17. 
SCHWENCER,A. Licensing Branch 2. Ip. 24164:321. 24X 

Fiche: 50-397, 04/04/17, 8404240082. 


8404270172 LER 84-027-00: on 840310* 125-volt dc instrument bus grounds 
traced to two main steam relief valve (MSRV) solenoid 
valves. On 040314, MSRV-3C found grounded. Investigation 
underway by OE. Bad solenoids rep lac ed. W/a40418 Itr. 

KASSAKATIS* L. D. , MARTIN, J, D. Washington Public Power Supply System. 
04/04/18. 3pp. 24215:249, 24X Fi che; 50-397, 84/04/18* 8404270172. 


8404270195 LER 84-026-00: on 840321* ioni zation detector activated 8( 
tripped pre-action sys, starting fire pumps. Pressure surge 
tripped another pre-action sys & lifted two deluge valves 
for standby gas treatment trains A B. W/840418 Itr. 

KASSAKATIS, L. D. , MARTIN, J. D. Washington Public Power Supply System. 
B4/04/18. 3pp. 24215:311. 24X Fiche; 50-397, 84/04/18* 8404270195. 


8404040084 Supplemental LER 04-010-00 providing corrective actions 

inadvertently omitted from original LER. All five excess T. Hearing transcripts on non-antitrust matters 

flow check valves removed , mod if ied it reinstalled. Drawings — ' — — — 

revised indicating water or gas svc. W/840328 Itr. 

MARTIN, J. D. Washington Public Power Supply System. 84/03/28, 2pp. 8404D90070 Transcript of Commission 840330 meeting in Wash ington, DC re 

22882:250. 24X Fi c h e: 50-397, 84/03/28, 8404040084. discussion/possible vote on full power OL for facility. Pp 

1-89. Supporting documemtation encl, 

* Commissioners. 84/03/30. 118pp. 22972:199. 24X 

Fiche: 50-397, 84/03/30, 8404090070. 
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V. Operator Examinati ons 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NURE0-1021i "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co of Neiu York, Inc. 21pp. 24066:297. 24X 

Fic he: 50-000, 84/04/02, 8404020019. 


8404240372 Forwards IE Exam Rept 50-397/QL-e4-01 on 840320-21. One 
senior reactor operator candidate passed exam. 

BISHOP.T. W. Region 5, Office of Director. 84/04/17. SORENSEN, O. C. 
L'r- h in:; ter ® jh]ir ®ower Supply System. Ip. 24182:332. 24X 

F : :. OC-O" 3-'/C‘-/17. 8404240372. 


— S404240391 IE Exam Rept 50-397/0L-84-01 on 840320-21. Written exams 
administered to one reactor operator it two senior reactor 
operator candidates i. oral exam to one senior reactor 
operator candidate. One senior reactor operator passed. 

PATE, R. J. Region 5, Office of Director. 84/04/16. 100pp. 

24182:333. 24X Fic he; 50-397, 84/04/17, 8404240372. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents it correspondence 


8403210162 Ltr to all applicants for OLs it full power author i zations 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews St development of acceptable experience profile, 

HANNON, J, Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche; 50-000, 84/03/01, 8403210162. 


8404230187 Notification of B40404 meeting w/util in Bethesda,MD to 
discuss design of retaining wail. 

BUCKLEY, B.C. Licensing Branch 3. 84/03/29. KNIGHTON, G. W. 

Licensing Branch 3. 4pp. 24186:352. 24X Fiche: 50-400, 84/03/29, 

8404230187. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itt ing. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404200078 Clarifies request for extension of CP in support of const 
schedule reported in 840123 const status rept. Util firmly 
committed to June 1985 fuel load date. 

MCDUFFIE, «. A. Carolina Power V. Light Co. 84/04/10. DENTON. H R. 

Office of Nuclear Reactor Regulation. Director, Ip. 24120:121. 24X 

Fiche: 50-400, 84/04/10, 8404200078. 


9404180189 Application for SNM license to permit receipt, possession, 
storage ft preparation for SNM transport. Fue 1 shipment 
scheduled to begin in Jan 1985. 

UTLEY, E.E. Carolina Power ft Light Co. 84/04/12. DAVIS. J, G. Office 
of Nuclear Material Safety it Safeguards, Dir ec tor. 76pp. 24077:291. 

24X Fiche: 50-400, 84/04/12, 8404180189. 


8404180213 Forwards Section 1.3 of SNM license appl ication. Section 
withheld (ref 10CFR2. 790( d ) C 1 ) it 10CFR9. 5(a ) (4) ). 

UTLEY, E.E. Carolina Power Light Co. 84/04/12. DAVIS, J. G. Office 
of Nuclear Material Safety it Safeguards, Dir ector. 3pp. 24077:182. 
24X Fiche: 50-400,84/04/12,8404180213. 


E, NRC Safety Evaluation Report (SER), suppls 8t correspondence 


8404190160 Further response to FOIA request for extant drafts of 
portions of SER ft documents showing dissenting opinions of 
staff reviewers. Forwards App A documents, Documents available 
in PDR, App B documents withheld (ref FOIA Exemption 5). 

FELTON, J.M, Division of Roles and Records. 84/03/13. EDDLEMAN, W. 
Eddleman, W. 5pp. 24148: 001. 24X Fiche: 50-400, 84/03/13, 8404190160. 


— 8211290179 Forwards draft SER input for Sections 5. 3. 1, 5. 3, 2, 5, 3. 3 8< 
5. 4. 1. 1 St request for addl info for determining compliance 
w/or justification for exemption to Apps G ft H of 10CFR50. 

JOHNSTON, W. V. Assistant Director for Matls St Qual. Engineering 
(Pre 830201). 82/11/19. NOVAK, T. M. Assistant Director for 

Licensing. 26pp. 24148:006. 24X Fiche; 50-400, 84/03/13, 

8404190160. 


—8212300386^ Forwards Instrumentation St Control Branch draft SER. 
reflecting results of review of info presented in FSAR 
through Amend 4. Open items listed. 

SPEIS,T. P. Assistant Director for Reactor Safety. 82/12/17. 

NOVAK, T. Assistant Director for Licensing. 50pp. 24148:032. 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


— 8305050419 Forwards request for util commitment to submit turbine maint 
program. Program should be based on NRC approved manufacturer 
analyses of probability of missile producing turbine failure 
within 3 yrs of OL issuance. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. f- Environ 
Technology (Post 830201). 83/04/27. NOVAK, T. M. Assistant 

Director for Licensing, 2pp. 24148:082. 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


— 8308240650 Forwards Mechanical Engineering Branch SER input re 
pressurized thermal shock (PTS) it relationship to facility 
reactor vessels. PTS will probably not pose threat to reactor 
vessel matls at facilities. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. Environ 
Technology (Post 830201). 83/08/15. NOVAK, T. M, Assistant 

Director for Licensing. 4pp. 24148:084. 24X 

Fiche: 50-400, 84/03/13, 8404190160, 


— 8308310103 Forwards SER input for Sections 5. 3, 1 re reactor vessel 
matls,5, 3. 2 re pressure temp limits & 5.3.3 re reactor 
vessel integrity . Ap p 1 i cant alternative method for 
demonstrating fracture toughness acceptable. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. it Environ 
Technology (Post 830201). 83/08/22. NOVAK, T. M. Assistant 

Director for Licensing. 17pp. 24148:088. 24X 

Fiche; 50-400, 84/03/13, 8404190160. 


— 8309090009 Forwards SER on FSAR Sections 3. 2. 1, "Seismic 

Classification," 3.2.2, "Sys Quality Group Classification," 

5. 2. 1.1, "Compliance W/ 10CFR50. 55a " it 5. 2, 1. 2, "Applicable 
Code Cases. " Evaluation conditional. 

KNIGHT, J, P. Assistant Director for Comp. i. Structures Engineering 
(Pre 830201). 83/09/01. NOVAK, T. M. Assistant Director for 

Licensing. 13pp- 24148:105, 24X Fiche: 50-400, 84/03/13, 

8404190160. 


— 8309220267 Forwards input to SER, ref lecting results of review of info 
in FSAR through Amend 9. Four open items, three confirmatory 
items & four Tech Spec items exist. 

HOUSTON, R.W. Assistant Director for Reactor Safety, 83/09/13. 
NOVAK, T. M. Assistant Director for Licensing. 52pp. 24148:118. 

24X Fiche: 50-400, 84/03/13, 8404190160, 


— 8309290408 Forwards Inservice Insp Section input to SER Sections 
5. 2. 4, 5. 4. 2. 2 i. 6. 6, based on review of util 830314 submittal 
re FSAR Amend 6 i. preservice insp program for reactor 
vessel. Addl info needed. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. it Environ 
Technology (Post 830201 ) . 83/09/15, NOVAK, T, M. Assistant 

Director for Licensing, 21pp. 24148: 170. 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


— 8310060062 Forwards Mechanical Engineering Branch SER input, based on 
review of FSAR Sections 3. 6. 2, 3. 7. 3 St 3, 9. Confirmatory 
open items 1 isted . Ap p 1 i cant response to IE Bulletin 79-02 re 
pipe support baseplates will be addressed in SSER. 

KNIGHT, J.P, Assistant Director for Comp. i. Structures Engineering 
(Post 830201). 83/09/23. NOVAK, T. M. Assistant Director for 

Licensing. 23pp, 24148:191. a4X Fiche: 50-400, 84/03/13, 

8404190160. 


— 8310310441 Forwards Matls Engineering Branch safety evaluation re 
containment pressure boundary within context of General 
Design Criterion 51, "."racture Prevention of Containment 
Pressure Boundary. " Requirements met. 

JOHNSTON, W. V. Assistant Director for Matls, Chem, it Environ 
Technology (Post 830201 > . 83/10/20. NOVAK, T. M. Assistant 

Director for Licensing. 6pp. 24148:228. 24X 

Fiche: 50-400, 84/03/13, 8404190160, 


— 8311080025 Forwards Human Factors Engineering Branch SER input r© Suppl 
1 to NUREG-0737, "Detailed Control Room Design Review. " 

Completion of review will depend on receipt of acceptable 
info on sys function/task analysis. 

RUSSELL, W.T. Division of Human Factors Safety. 83/10/19. 

NOVAK, T. M. Assistant Director for Licensing. 8pp. 24148:220. 

24X Fiche: 50-400, 84/03/13, 8404190160. 


— 8311100112 Forwards revised SER input based on review of addl applicant 
info re preoperational piping steady-state vibration 
acceptance criteria it inservice testing program for pumps & 
valves. Info acceptable. 

KNIGHT, J. P. Assistant Director for Comp, it Structures Engineering 
(Post 830201). 83/11/02, NOVAK, T- M. Assistant Director for 

Licensing. 3pp. 24148:240, 24X Fiche: 50-400, 84/03/13, 8404190160. 


— 8311140061 Forwards amended Pages 12-10 it 12-14 to 831028 SER. Open item 
re location of high-range containment monitors closed. 

Radiation protection manager qualif ication per Reg Guide 1.8 
requirements considered confirmatory item. 

MULLER, D. R. Assistant Director for Radiation Protection. 

83/11/01. NOVAK, T. M. Assistant Director for Licensing. 3pp. 
24148:237. 24X Fiche : 50-400, 84/03/13, 8404190160. 
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— 8311150437 Forwards changes to SER submitted on 830901 re radiation 
protection program described in FSAR Chapter 12. Radiation 
protection manager qualifications fail to meet Reg Guide 1 8 
cr 1 teria, Add 1 info needed. 

MULLER. D.R, Assistant Director for Radiation Protection. 

83/10/31. NOVAK. T. M. Assistant Director for Licensing. 3pp. 
24148:234. 24X Fi c h e : 50-400. 84/03/13. 8404190160. 


— 8311160477 Forwards revised SER (Section 13.2.2) re plant personnel 
train ing. Open items re training programs resolved. 

RUSSELL. W. T. Division of Human Factors Safety. 83/11/09. 

NOVAK. T. M. Assistant Director for Licensing. 21pp. 24148:243. 

24X Fiche: 50-400. 84/03/13. 8404190160. 


— 8312070419 Forwards Matls Engineering Branch SER input. based on review 
of listed FSAR se c t i ons . Revi eu conducted in accordance w/ 
applicable sections of Ju 1 1981 edition of NUREG-0800. 

JOHNSTON. W V. Assistant Director for Matls. Chem. if Environ 
Technology (Post 830201). 83/11/25. hJOVAK. T. M. Assistant 

Director for Licensing, 27pp. 24148:264. 24X 

Fiche: 50-400. 84/03/13. 8404190160, 


— 8312220154 Forwards corrections additions to FSAR Chapter 12. in order 
to finalize concurrence 

CONGEL. F. J. Radiological Assessment Branch. 83/11/29, 

KNIGHTON. G Licensing Branch 3. 57pp. 24148:291. 24X 

Fiche: 50-400. 84/03/13, 8404190160. 


— 8404190218 Forwards draft hydrologic engineering summary for inclusion 
in draft SER. Several open items it unresolved issues remain. 

SCHREIBER, D. L. Schreiber Consultants, Inc 82/09/23, GDr4ZALES, R. 

Hydrologic Geotechnical Engineering Branch, 17pp. 24148:347. 

24X Fiche: 50-400. 84/03/13. 8404190160. 


— 8404190222 Forwards draft technical evaluation rept. per Contract 
NRC-03-82-118. 

BEHN, J. D. Gage-Babcock Associates, Inc. NRC-03-S2-1 18, 83/02/08, 

NOLAN, F, Chemical Engineering Branch, 16pp. 24149' 001. 24X 

Fiche: 50-400, 84/03/13. 8404190160. 


8404120069 Forwards revised response to draft SER Open Item 136 re loss 
of component cooling water to reactor coolant pumps. Flow 
diagram re component cooling water sys also end. 

MCDUFFIE.'M. A. Carolina Power it Light Co, 84/04/09. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director, 4pp. 24014:327. 

24X Fiche: 50-400, 84/04/09. 8404120069. 


8404270167 Forwards schematic drawing re inadequate core cooling 
instrumentation, in response to SER Open Item 14(d) re 
redundancy of subcooling monitor. All parameters derived from 
safety grade instrumention. 

MCDUFFIE. M, A, Carolina Power S? Light Co. 84/04/18. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 24215:244. 
24X Fiche: 50-400. 04/04/18, 0404270167, 


8404270115 Forwards addl info re design of fuel handling bldg retaining 
wall, in response to SER Open Item 1 it NRC 840404 concerns, 

MCDUFFIE. M A. Carolina Power it Light Co. 84/04/19. DENTON, H R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 24215:328 
24X Fiche: 50-400. 84/04/19. 8404270115. 


F. Security, medical, emergency !< fire protection plans 


8404100287 Forwards public version of Rev 2 to corporate emergency plan 
it revised emergency plan implementing proc e d ures, inc 1 ud ing 
Procedure CEPIP-4 re technical analysis manager it CEPIP-6 
re radiological control manager, W/JM Felton 840323 memo. 

MCDUFFIE. M, A, Carolina Power «< Light Co, 84/03/09. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 22982:001. 

24X Fiche: 50-400, 04/03/09, 8404100287. 


— 0404100415 Public version of Rev 2 to corporate emergency plan 

BLACK, R. G. , FURR, B, J. Carolina Power it Light Co. 83/10/17. 39pp. 

22982:003. 24X Fiche: 50-400. 04/03/09. 8404100287. 


-,-8404100418 Public version of revised emergency plan implementing 
procedures, inc lud ing Procedure CEPIP-4 re technical analysis 
manager. CEPIP-6 re radiological control manager it CEPIP-1 re 
corporate emergency plan notification, 

BLACK. R.G., FURR. B. J. Carolina Power it Light Co. 84/01/31. 
175pp. 22982:042. 24X Fi ch e : 50-400. 84/03/09, 8404100287. 


8404240140 Forwards results of evaluation re study entitled, 
"Evacuation Time Estimates for Plume Exposure Pathway 
Emergency Planning Zone. Shearon Harris Nuclear Power Plant" 
it NURE0~0654. Time estimate adequate in all aspects. 

URBANIK, T. Texas Transportation Institute. 84/04/19. SIMMONDS. J. 
Division of Emergency Preparedness Engineering Response (Post 
830103). 2pp. 24164:104. 24X Fiche; 50-400. 84/04/19. 8404240140. 


G. Adjudicatory correspondence 


8404040117 Withdrawal of 840519 motion to quash applicants notice to 
take deposition. App 1 icant has agreed not to pursue 
deposition or interrogatories of security experts in 
proceed ing . Certi f i cate of Svc end. Related correspondence. 

RUNKLE. J. Joint Interveners - Shearon Harris. DSB 290 84/03/28, 

2pp. 22886:348. 24X Fi c he : 50-400, 84/03/28. 84040401 17. 

8404040176 Interrogator i es if. request for production of documents re 
Contention 41 . Certi fi cate of Svc end. Related 
correspondence. 

BAXTER. T, A. Carolina Power it Light Co. BAXTER. T. A. Shaw. Pittman, 
Potts if. Trowbridge. DSB 262. 84/04/02. Eddleman. W, 19pp, 

22879:213. 24X Fi c he : 50-400. 84/04/02. 8404040176. 


8404060024 Transmittal of applicant response to intervener 
interrogatories to applicants on admitted security plan 
contentions. End withheld per protective order it 10CFR73. 21. 
Certificate of Svc end Related correspondence. 

CARROW, H. Carolina Pouier i Light Co. DSB 327. 84/04/02. 4pp. 

22927:074. 24X Fiche : 50-400, 84/04/02. 8404060024. 


8404100156 Transmittal of applicant response to Intervener 840315 
interrogatories on admitted security plan contention. 

Response withheld ( 10CFR73. 21 ). Certificate of Svc end. 

CARROW, H. Carolina Power Light Co. DSB 406. 84/04/02. 4pp 

22963:262. 24X Fic he : 50-400, 84/04/02. 84041 00156. 


8404100498 Submits contentions re emergency p Ian. Plan does not provide 
appropriate emergency measures for serious accident. does not 
make provisions for citizens protection it util has not 
received approval from affected citizens. 

LOTCHIN.P. Affiliation Not Assigned, DSB 417. 84/04/02. Ip. 

22976:352. 24X Fiche; 50-400. 84/04/02. 8404100498. 


8404090109 Interrogatories based on welder info recently received it 
request for production of d ocuments, Certi f i cate of Svc end. 
Related correspondence. 

EDDLEMAN, W. Eddleman. W, DSB 371. 84/04/03. Carolina Power it 

Light Co 4pp, 22939,039 24X Fi che : 50-400. 84/04/03, 8404090109. 


8404090124 Partial response i. Contentions 157 it 151 re offsite 
emergency plan. 

EDDLEMAN. W. Eddleman. W. DSB 372. 84/04/03. Atomic Safety and 
Licensing Board Panel. 3pp. 22939:295. 24X Fiche: 50-400. 84/04/03. 
8404090124. 


— 840^090127 Motion for extension of time to ask questions based on info 
from welders identified in Mar 1984. Extension until 840730 
requested. 

EDDLEMAN, W Eddleman. W. 84/04/03. Atomic Safety and Licensing 
Board Panel. Ip. 22939:298. 24X Fi ch e : 50-400. 84/04/03. 

8404090124. 


8404090453 Contentions arising from review of emergency response plan, 
per ASLD 840308 order. Certi ficate of Svc end. 

RUNKLE. J. Conservation Council of North Carolina. DSB 382. 
84/04/03. Atomic Safety and Licensing Board Panel. lOpp- 
22952:348, 24X Fi c he : 50-400, 84/04/03. 8404090453. 


8404160019 Motion to tape record depositions. Court transcripts too 
expensive Certificate of Svc end. 

EDDLEMAN, W. Eddleman, W. DSB 502. 84/04/09. 2pp. 24043:210. 24X 

Fiche; 50-400. 84/04/09, 8404160019. 


—8404160029 Notice of J Holland. D Sugg.WJ Wotty.TW Rogers. T Smith. 
D Bryan. RL Spears. JC Hyatt. MO Verlinger.J Goldberger & 

RL Breedlove depositions on 840425-26, 

EDDLEMAN, W. Eddleman.. W. 84/04/09. ip. 24043:212. 24X 

Fiche: 50-400. 84/04/09. 8404160019. 


8404160207 Response to Joint Intervener general interrogatories & 
interrogatories on Contention VII (first set). Related 
corresp ondence, 

ANDERSON. P. H. Carolina Power it Light Co, ANDERSON. P. H. Shaw. 
Pittman, Potts it Trowbridge, DSB 513. 84/04/09. Joint 

Intervenors - Shearon Harris. 55pp. 24046:306. 24X 

Fiche: 50-400. 84/04/09. 8404160207. 


— 8404160211 Response to Joint Intervenors request for production of 
documents re Contention VI I. Requested documents will be 
made available at Harris Energy & Environ Ctr. Certificate of 
Svc end. Related correspondence. 

ANDERSON. P. H. Carolina Power it Light Co. ANDERSON. P, H. Shaw. 

Pittman. Potts it Trowbridge. 84/04/09, Atomic Safety and 

Licensing Board Panel, 8pp. 24047:002. 24X Fiche: 50-400. 

84/04/09.8404160207. 
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S404170557 Response to applicant seventh set of interrogatories (Joint 
7). Experts under consultation. Certificate of Svc encl. 

Related correspondence. 

EDDLEMANi W. Joint Interveners ” Shearon Harris. £DDLEMAN» W. 
Eddleman. W. DSB 595. 84/04/11. Carolina Power & Light Co. 

I2pp. 24068:143. 24X Fiche. 50-400, 84/04/1 1- 8404170557. 


8404180340 Forwards initial comments & questions on two TDI Owners 
Group repts re rod bearing shells S: rocker arm capscrew 
stress. Addl info required re failure mechan i sms, r ef erenc ed 
calculations & quality of matls. Related correspondence. 

BERLINGER, C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P. Mississippi Power Zi Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/11, 8404180340. 


8404160049 Memorandum order re 840501-02 prehearing conference site 
visit. Served on 840412 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. DSB 505. 
84/04/12. 3pp. 24043:305. 24X Fiche: 50-400, 84/04/12, 8404160049. 


8404170463 Contentions on emergency plan (second set). Plan fails to 
indicate number of volunteer personnel necessary or 
assuredly available to perform assigned resp onsib i 1 i ties. 

Certificate of Svc end. 

EDDLEMAN, W. Eddleman. W. DSB 594. 84/04/12. Atomic Safety and 

Licensing Board Panel. 25pp. 24059:033. 24X Fiche; 50-400, 84/04/12, 

8404170463. 


8404170521 Response to applicant Interrogatories 9,11 Sc 132(c) (2>. 
Related correspondence, 

eddleman, W. Eddleman, W. DSB 593. 84/04/12. Carolina Power & 

Light Co, 6pp. 24058:268, 24X Fi che; 50-400, 84/04/12, 8404170521. 


8404170157 Memorandum St order granting 840109 motion for summary 
disposition on Joint Contention IV re TLD i naccurac ies. 

Served on 840416. 

BRIGHT, G.O., CARPENTER, J, H. , KELLEY, J. L. Atomic Safety and Licensing 
Board Panel. DSB 548. 84/04/13. Carolina Power & Light Co. 

22pp. 24050:035. 24X Fiche: 50-400, 84/04/13, 8404170157. 


8404170210 Contentions on State of NC emergency response plan. 
Certificate of Svc encl. 

WILSON, R, Wilson, R. DSB 543. 84/04/13. Atomic Safety and 

Licensing Board Panel. 8pp. 24053:272. 24X Fiche: 50-400, 84/04/13, 

8404170210. 


8404170312 Forwards emergency planning contentions filed in proceeding. 
Pleading on admissi fa i I ity of contentions will be filed fay 
840423. Related correspondence. 

MOORE, J.E. Hearing Branch 1. DSB 551. 84/04/13. PERRY, S. W. 

Federal Emergency Management Agency. 2pp. 24059: 174. 24X 

Fiche: 50-400, 84/04/13, 8404170312. 


S404170549 Response opposing W Eddleman 840323 motion to file response 
to summary disposition on Contentions 83/84B motion for 
license conditions. Motions unnecessary & contrary to law. 

W/Certif icate of Svc. Related correspondence. 

CARROW, H. Carolina Power Sk Light Co. DSB 591. 84/04/13, Atomic 

Safety and Licensing Board Panel. 7pp. 24068:084. 24X 

Fiche: 50-400. 84/04/13, 8404 170549. 


8404200117 Motion to compel discovery on Eddleman Contention 65. 
Requests ASLB order for production of requested info. 

Certificate of negotiations. Related correspondence. 

EDDLEMAN, W. Eddleman, W. DSB 683. 84/04/16. Atomic Safety and 

Licensing Board Panel. 33pp. 24118:119. 24X Fiche; 50-400, 84/04/16, 

8404200117. 


8404200123 Response to summary disposition re Eddleman Contention 
15-AA. Neither applicant nor NRC estimates reasonable beyond 
matl issues of fact. Capacity factor is complex issue. Related 
correspondence. 

EDDLEMAN, W. Eddleman, W. DSB 686, 84/04/16. Atomic Safety and 

Licensing Board Panel. 4pp. 24117:072. 24X Fiche; 50-400, 84/04/16, 

8404200123. 


— 8404200132 Statement of matl facts in dispute on Eddleman Contention 
15AA. 

EDDLEMAN, W. Eddleman, W, 84/04/16, Atomic Safety and Licensing 
Board Panel. 4pp. 24117:076. 24X Fiche : 50-400, 84/04/16, 

8404200223, 


— ^8404200138 Affidavit of W Eddleman opposing summary disposition of 
Eddleman Contention 15AA. 

EDDLEMAN, W. Eddleman, W. 84/04/16. 13pp. 24117. 080. 24X 

Fiche; 50-400, 84/04/16, 8404200123. 


8404200145 Response to ASLB 840308 oral order , supplementing 830630 
petition re effect of canceling Unit 2. Related 
correspondence. 

EDDLB1AN, W. Eddleman, W. DSB 684. 84/04/16, 2pp. 24117- 273. 24X 

Fiche; 50-400, 84/04/16, 8404200145. 


8404200028 Advises that negotiations continuing w/applicants re 
■ 840409 response Zt protective order proposal on Joint 

Contention III. Motion to compel will be filed within 10 days 
in event of necotiatir- 2 jre. Related correspondence. 

EDDLEMAN, W. I r: vi-'- o- s - Shearon Harris. EDDLEMAN, W. 

Eddleman, W. DSB 664. 84/04/17. KELLY, J. Atomic Safety and 

Licensing Board Panel, Ip. 24119:134. 24X Fiche: 50-400, 84/04/17, 

8404200028. 


8404200031 Response to W Eddleman request for production of documents. 
Documents will be made available at corporate ofes. 

Certificate of Svc encl, Related correspondence. 

BAXTER, T. A. Carolina Power & Light Co. BAXTER, T. A. North Carolina 
Municipal Power Agp^cios BAXTER, T. A. Shaw, Pittman, Potts & 
Trowbridge. DSB 66' j--/D^/17. Atomic Safety and Licensing Board 

Panel. 7pp. 24119:127. 24X Fiche; 50-400. 84/04/17, 8404200031. 


8404200055 Response to W Eddleman general interrogatories 8« 
interrogatories on Contentions 9,11,41,45,116 8< 132 (II) to 
applicants eighth set. Related correspondence. 

SWIGER, M. A. Carolina Power 8« Light Co. SWIOER, M. A, North Carolina 
Municipal Power Agencies. SWIGER, M. A. Shaw, Pittman, Potts & 
Trowbridge. DSB 670. 84/04/17. Eddleman, W. 98pp. 24118:217. 

24X Fiche: 50-400, 84/04/17. 8404200055. 


8404200019 Notifies of objections to 840410 notice of depositions, 
Notice does not comply w/ 10CFR2. 740a & is untimely. 

Certificate of Svc end, Related correspondence. 

BAXTER, T. A. Shaw, Pittman, Potts Zt Trowbridge. BAXTER, T. A, 

Carolina Power Z. Light Co. DSB 663. 84/04/18. EDDLEMAN, W. 

Eddleman, W. 4pp. 24119-173. 24X Fiche: 50-400, 84/04/18, 8404200019. 


8404200033 Answer opposing W Eddleman 840403 motion for extension of 
time to conduct further discovery on Eddleman Contention 
41. Extension would disrupt remainder of schedule. Certificate 
of Svc end. Related correspondence. 

BAXTER, T. A. Carolina Power & Light Co. BAXTER, T. A. Shaw, Pittman, 
Potts & Tro'wbridge. DSB 662. 84/04/18. Atomic Safety and 

Licensing Board Panel. 8pp. 24119:119. 24X Fiche: 50-400, 84/04/18, 

8404200033. 


8404230109 Response to Eddleman & Joint Interveners 840328 
interrogator ies. Certifi cate of Svc end. Related 
correspondence. 

BARTH, C. A. Hearing Branch 1. DSB 747. 84/04/18. Eddleman, W. 

130pp. 24153:098. 24X Fiche: 50-400, 84/04/ 18, 8404230109. 


8404250264 Response to staff 840315 interrogatories re Eddleman H & 
116. Documents will be provided for insp & copying where 
identified & not in possession of NRC. Certi f icate of Svc 
end. Related correspondence. 

EDDLEMAN, W. Joint Interveners - Shearon Harris. EDDLEMAN, W, 
Eddleman, W. DSB 813. 84/04/19. Office of the Executive Legal 

Director. 7pp. 24196:337. 24X Fiche: 50-400, 84/04/19, 8404250264. 


8404230335 Response opposing Eddleman 840409 motion to tape record 
depositions. NRC rules of practice do not provide for use 
of tap® recorded depositions during discovery. Certificate 
of Svc end. Related correspondence. 

BAUSER, D. B. Consumers Power Co, BAUSER, D. B. Shaw, Pittman, Potts 8< 
Trowbridge. DSB 752, 84/04/20. Atomic Safety and Licensing Board 

Panel. 12 pp. 24163:166, 24X Fiche; 50-400, 84/04/20, 8404230335, 


8404250263 Response opposing Lotchin 840402 proposed contentions re 
offsite emergency plan, Lotchin has not demonstrated legal 
interest in proceeding Z> has not advanced single admissible 
contention. Certificate of Svc end. 

HOLLAR, D. E. Carolina Power Xc Light Co. DSB 814. 84/04/23. 

Atomic Safety and Licensing Board Panel. I4pp, 24196:219. 24X 

Fiche: 50-400, 84/04/23, 8404250263. 


8404250268 Answer to Chapel Hill Anti-Nuclear Group Effort (CHANGE) 
840405 proposed contentions on offsite emergency response 
plan. Applicant opposes admission of all proposed CHANGE 
contentions. Certificate of Svc end. 

BAXTER. T. A. Carolina Power «< Light Co. BAXTER, T. A. Shaw, Pittman, 
Potts Trowbridge. DSB 816, 84/04/23. Atomic Safety and 

Licensing Board Panel. 63pp, 24196:256. 24X Fiche: 50-400, 84/04/23, 

8404250268. 


8404250269 Response apposing Conservation Council of North Carolina 
proposed contentions arising from review of State of NC 
emergency response plan, Implication that potential area-wide 
panic will result from accident objectionable, 

HOLLAR, D. E. Consumers Power Co. DSB 815. 84/04/23. Atomic 

Safety and Licensing Board Panel. 19pp, 24196:237, 24X 

Fiche: 50-400, 84/04/23, 8404250269. 


0404260076 Response to 840403,04,05 emergency planning contentions of 
interveners P Lotch in, Chapel Hill Anti-Nuclear Group Effort, 
Conservation Council of North Carolina Sc W Eddleman. 

Certificate of Svc end. 

MOORE, J. E. , BARTH, C. A, Hearing Branch 1. DSB 822. 84/04/23, 

Atomic Safety and Licensing Board Panel, 4lpp. 24209: 191, 24X 

Fiche: 50-400, 84/04/23, 8404260076. 
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8404270259 Response to T Baxter 840418 Itr alleging that notice of 
disposition does not comply uj/10CFR2. 740a 8< motion for leave 
to take depositions re safety contentions. ASLB moved to 
allow disposition of Eddleman 65. Related correspondence. 

EDDLEMAN, W. Eddleman. W. DSB 857. 84/04/24. Atomic Safety and 

Licensing Board Panel. 2pp. 24222:343. 24X Fi che: 50-400. 84/04/24. 

8404270259. 


8404270260 Proposed agenda items for environ hearing re emergency 
p lanning. Cert if icate of Svc end. Related correspondence. 

EDDLEMAN. W. Eddleman, W DSB 858. 84/04/24. 2pp. 24222:345. 24X 

Fiche; 50-400. 84/04/24, 8404270260, 


I, Financial information 


8404050026 Forwards Annual Financial Rept 1983. Internal cash flow 
projection ?< assumptions supporting internal cash flow 
projection for 1984 also end. 

BARHAM. C. D. Carolina Power 8< Light Co. 84/03/30. SALTZMAN. J. 
Assistant Director for State & Licensee Relations. 4pp. 22899:275. 
24X Fiche: 50-000. 84/03/30, 8404050026. 


— 8404050032 Annual Financial Rept 1983. 

» Carolina Power St Light Co. 83/12/31. 42pp, 22899:279. 24X 

Fiche: 50-000, 84/03/30, 8404050026. 


K. Utility Final Safety Analysis Report (FSAR) amends 


8404030395 Forwards Amend 12 to FSAR. consisting of revs to Chapter 17 
resulting from corporate reorganization. 

MCDUFFIE, M. A. Carolina Power 5< Light Co. 84/03/29. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 22869:104. 24X 

Fiche: 50-400, 84/03/29, 8404030395 


— 8404030399 Amend 12 to FSAR. 

# Carolina Power ■!< Light Co. 84/03/29, 23pp. 22869:105. 24X 

Fiche: 50-400, 84/03/29, 8404030395. 


9404060115 Forwards distribution list for Amend 12 to FSAR, issued 
840329. 

ZIMMERMAN. S, R. Carolina Power S< Light Co. 84/04/02. EISENHUT, D, 0. 
Division of Licensing. 4pp. 22927:127. 24X Fiche: 50-400, 84/04/02. 
8404060115. 


8404090001 Informs that Amend 12 to FSAR transmitted on 840329. Ltr 
transmitting Amend 12 erroneously typed 830329. 

Z IMMERMAN, S. R. Carolina Power Light Co. 84/04/03. DENTON, H. R, 
Office of Nuclear Reactor Regulation. Director. Ip. 22939:303. 24X 

Fiche: 50-400. 84/04/03, 8404090001. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8404020104 Sum.-nary of ACRS Subcommittee on Shearon Harris Nuclear Power 
Plant S40103-04 meetings w/Ebasco 8< Westinghouse in Apex.NC 
re review of util application to operate fac i 1 ity. Tentative 
schedule & attendance list end. 

ACRS - Advisory Committee on Reactor Safeguards. 84/03/07. 

ACRS - Advisory Committee on Reactor Safeguards. 31pp. 22878' 118. 

24X Fiche: 50-400, 84/03/07. 8404020104. 


Q, Inspection reports, IE Bulletins & correspondence 


8404060246 Responds to IE Bulletin 83-07 & Suppls 1 & 2 re apparently 
fraudulent products sold by Ray Mi 1 1 er , Inc . No subj matl 
supplied to util. 

CUTTER, A, B. Carolina Power Light Co. 84/03/23. 0 'REILLY. J. P. 

Region 2. Office of Director, 4pp. 22930:347, 24X 

Fiche: 50-000. 84/03/23, 8404060246. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Freq,uency. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 138pp. 22933:122. 24X Fiche: 50-000. 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin, " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/03/28 Consolidated Edison Co. of New 

York, Inc. S5pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8404060263 Ack receipt of 840309 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-400/83-37, 

VERRELLI. D. M. Division of Project & Resident Programs. 84/03/28, 
UTLEY, e.E. Carolina Power & Light Co. 6pp. 22921:145. 24X 

Fiche: 50-400. 84/03/28, 8404060263. 


— 8404060272 Responds to NRC 840215 ltr re violations noted in IE Insp 
Rept 50-400/83-37-01 . Correc tive ac ti ons : safety panel review, 
issuance of design criteria implementation of procedures 
to control past ?< future work will be complete by 840901. 

PARSONS, R.M. Carolina Power 8t Light Co. 84/03/16. 0 'REILLY. J. P . 

Region 2, Office of Director. 2pp. 22921:146, 24X 

Fiche: 50-400, 84/03/28, 8404060263. 


— 8404060277 Responds to NRC 840215 ltr re violations noted in IE Insp 
Rept 50-400/83-37. Correct! ve actions: survei 1 lance rept log 
changed to include submittal date column to provide more 
control in expediting issuance of repts. 

PARSONS. R.M. Carolina Power St Light Co, 84/03/09. 0 'REILLY, J. P , 

Region 2, Office of Director. 2pp. 22921:148. 24X 

Fiche: 50-400. 84/03/28, 8404060263. 


— 8404060282 Forwards IE Insp Rept 50-400/83-37 on 831220-840120 & notice 
of violation. 

LEWIS, R. C. Division of Project St Resident Programs. 84/02/15. 

UTLEY. E.E. Carolina Power &. Light Co. 2pp. 22921:150. 24X 

Fiche: 50-400. 84/03/28. 8404060263, 


— 8404060285 Notice of violation from insp on 831220-840120. 

* Region 2. Office of Director. 84/02/15. 2pp. 22921:152. 24X 

Fiche: 50-400. 84/03/28. 8404060263. 


—8404060291 IE Insp Rept 50-400/83-37 on 831220-840120, Violation noted: 
failure to control electrical cable installation 5. to review 
S; properly store QA records. 

MAXWELL, (3. F. . PREVATTE. R. L. Region 2. Office of Director. 

BEMIS, P. R. Division of Project & Resident Programs. 84/02/07. 

10pp. 22921:154. 24X Fiche: 50-400, 84/03/28. 8404060263. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP. Inc Std Bed 
Catalyst." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404030127 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervol tage trip feature used in saf ety-related 
applications other than reactor trip sys. Subj circuit 
breakers not used. 

CUTTER, A. B. Carolina Power St Light Co. 84/03/30, 0 'REILLY. J. P. 

Region 2, Office of Director. Ip. 22869:252. 24X 

Fiche: 50-400, 84/03/30, 8404030127. 


8404060261 Ack receipt of 840316 ltr infor-mi-g NRC O'® steps taken to 
correct violations noted in IE Insp Rept 5D--400/8-I-02 
LEWIS, R.C. Division of Project St Resident Programs. 84/04/02. 
UTLEY. E.E. Carolina Power Sc Light Co. Ip. 22925:143. 24X 

Fiche: 50-400, 84/04/02, 8404060261. 


— 8404060262 Responds to NRC 840217 ltr re violations noted in IE Insp 
Rept 50-400/84-02. Corrective ac t i ons: Exh i b i t 12 prepared for 
Procedure WP-105, "Installation Insp of Equipment," as 
process control measure for work on reactor vessel supports. 
PARSONS. R. M. Carolina Power & Light Co, 84/03/16. D 'REILLY. J. P. 
Region 2, Office of Director. 2pp. 22925: 144. 24X 

Fiche: 50-400, 84/04/02. 8404060261. 


— 8404060265 Forwards IE Insp Rept 50-400/84-02 on 840117-20 Sc notice 
of violation. 

LEWIS. R. C. Division of Project !< Resident Programs. 84/02/17. 
UTLEY, E. E. Carolina Power & Light Co. 2pp, 22925:146. 24:< 

Fiche: 50-400. 84/04/02, 8404060261. 


— 0404060267 Notice of violation from insp on 840117-20. 

Region 2. Office of Director. 84/02/17. Ip. 22925:148. 24X 

Fiche: 50-400, 84/04/02, 8404060261. 


—8404060270 IE Insp Rept 50-400/84-02 on 8401 17-20. Violation noted: 
reactor vessel nozzle support anchor bolt nuts missing/loose 
Sc associated procedure/insp inadequate. 

ANG, W. P. Region 2. Office of Director. BLAKE, J. J. Division of 
Engineering Sc Operational Programs. 84/02/09. 5pp. 22925: 149. 
24X Fiche: 50-400. 84/04/02. 8404060261. 


8404230266 Forwards IE Insp Rept 50-400/84-05 on 840206-10. App A. 
potential enforcement actions. end. 

GRACE, J, N. Division of <3A, Safeguards 8c Inspection* Programs <Post 
030103). 84/04/04, JONES, J. A. Carolina Power St Light Co. 3pp. 

24152:018. 24X Fic he : 50-400, 84/04/04, 8404230266. 


—8404230274 IE Insp Rept 50-400/84-05 on 840206-10. Potential enforcement 
actions identified: inadequate corrective action 8< failure 
to control purchased equipment. based on failure to correct 
nonconforming HVAC equipment. 

BAKER. E.T., NORMAN. D, Vendor Program Branch. KLEINSORGE, W. P. 

Region 2, Office of Director. 84/04/02. 12pp. 24152:021. 24X 

Fiche: 50-400, 84/04/04. 8404230266. 
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8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), S4/04/OS. Consolidated Edison Co of New 

York, Inc. 149pp. 24X Fiche: 50-000, 04/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qua 1 if i cat ion Methodology Research Test on Automatic Switch 
Co Solenoid Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche; 50-000, 84/04/05, 8403140263. 


8404170215 Ack receipt of 840330 Itrs informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-400/84-07. 

VERRELLI, D. M, Division of Project & Resident Programs. 84/04/10. 
UTLEY, E.E. Carolina Power & Light Co. Ip. 24053:281. 24X 

Fiche: 50-400, 84/04/10, 8404170215. 


— 8404170225 Responds to NRC 840302 Itr re violations noted in IE Insp 
Rept 50-400/84-07. Correc tive actions: rework card initiated 
on 840203 for C1809-SB 3183/3215, per Procedure WP-205 re 
documentat ion & control of conduit instal lation. 

PARS0NS,R. M. Carolina Power 8( Light Co. 84/03/30. 0 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 24053:282. 24X 

Fiche: 50-400, 84/04/10, 8404170215, 


— 8404170228 Responds to NRC 840302 Itr re violations noted in IE Insp 
Rept 50-400/84-07. Correc tive actions; equi pment in-storage 
maint sheet & log prepared for each equipment item requiring 
in-storage maint. 

PARSONS, R,M. Carolina Power ^ Light Co. 84/03/30. 0 'REILLY, J. P. 

Region 2, Office of Director, 2pp. 24053:284. 24X 

Fiche; 50-400, 84/04/10, 8404170215, 


“8404170232 Forwards IE Insp Rept 50-400/84-07 on 840120-0220 Ik notice 
of violation, 

VERRELLI, D, M. Division of Project & Resident Programs. 84/03/02. 
UTLEY, E.E. Carolina Power & Light Co. 2pp. 24053:286. 24X 

Fiche: 50-400,84/04/10,8404170215. 


— 8404170242 Notice of violation from insp on 840120-0220. 

# Region 2. Office of Director. 84/03/02. Ip. 24053:288. 24X 

Fiche: 50-400, 84/04/10, 8404170215, 


—8404170250 IE Insp Rept 50-400/84-07 on 840 120-0220. Vio lati ons noted: 
failure to follow procedures for cable tray removal Sc to 
require that written procedures be provided for periodic 
battery maint, 

MAXWELL, G. F. , PREVATTE, R. L. Region 2, Office of Director. 

DEMIS, P.R, Division of Project & Resident Programs 84/03/01. 

8pp. 24053:289. 24X Fiche: 50-400, 84/04/ 10, 8404170215. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi che : 50-000, 84/04/16, 8403140271. 


340314027B IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end, 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16,8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

86pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp . 24163:292. 24X Fich e : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ft Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. H7pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Sc Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche : 50-000, 84/04/18, 8403140236. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Sc Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche ; 50-000, 84/04/lB, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche ; 50-000, 84/04/20, 8404160130. 


R. Periodic operating reports & related correspondence 


8404170325 "Quarterly Data Rept for Seismic Monitoring Program, Jan-Mar 
1984. " W/840413 Itr. 

ZIMMERMAN, S. R. Carolina Power Sc Light Co. 84/03/31. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24060:066. 

24X Fiche: 50-400, 84/03/31, 8404170325. 


S. Reportable occurrences, LERs & related correspondence 


8404040206 Forwards minutes of 831130 meeting w/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design deficiencies, crank shaft, bearings Sc connecting rods S< 
pistons & skirts. 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power Sc Light Co. 70pp. 22880:226. 24X 

Fiche: 50-000, 83/12/15, 8404040206. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mississipp i Power & Light St Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval, Inc, 84/03/22. BERLINGER, C. H. 
Division of Licensing. 2pp. 22838:090. 24X Fiche: 50-000, 84/03/22. 

8404020143. 


8404050131 Final Part 21 St deficiency repts re welding defects on 
Class IE 6.9 kV circuit breakers supplied by Si emens-Al 1 i s, 

Inc. Ini tially reported on 830311. Class IE breakers returned 
to vendor Sc future insp initiated, 

PARSONS, R.M. Carolina Power S< Light Co. 84/03/29. 0 'REILLY, J, P. 

Region 2, Office of Director. 4pp. 22900:067. 24X 

Fiche: 50-400, 84/03/29, 8404050131. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis. " Bounding cylinder head stud designs 
adequate for applicable engines St svc conditions. 

MUSELER, W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/03/30. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director, 2pp. 22863, 069, 24X Fiche: 50-000, 84/03/30, 8404030354. 


8404060099 Second interim deficiency rept, Item 152 re Capstan spring 
tang failure of Pacific Scientific Co mechanical shock 
arrestors. Initially reported on 831108. Final rept expected 
by 840930 Also reportable per Part 21. 

PARSONS, R. M. Carolina Power St Light Co. 84/03/30. O'REILLY, J P. 
Region 2, Office of Director. 4pp. 22920:294, 24X 

Fiche: 50-400, 84/03/30, 8404060099. 


8404060172 Fourth interim deficiency rept, Item 41 re failure of reactor 
protection sys following secondary high energy line break 
(steam generator ref leg heatup ). Initially reported on 
800707. Reported per Part 21 by Westinghouse in June 1979. 

PARSONS, R. M. Carolina Power Sc Light Co. 84/03/30. 0 'REILLY, J. P, 

Region 2, Office of Director. 4pp, 22926: 031. 24X 

Fiche; 50-400, 84/03/30, 8404060172. 


8404130014 Sixth interim deficiency rept, Item 61 re defective valve 
springs mfg by Transamerica Delaval, Inc (TDI) on diesel 
eng ines. Ini tial 1 y reported on 810828. TDI removed defective 
springs. Final rept by 840908. Also reported per Part 21, 

PARSONS, R. M. Carolina Power & Light Co. 84/04/02. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 24030:250. 24X 

Fiche: 50-400, 84/04/02, 8404130014. 


8403140267 Board Notification 84-072; forwards transcript of TDI Owners 
Group 840322 meeting Sc addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267. 
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— 8403080331 Forwards request for addl info re Transamer i ca Oelaval 
diesel g enerator s . Add 1 staff comments also end. 

BERLINOER.C- Division of Licensing. 84/02/28. MUSELERi W. TDI 
(Transamerica Delaval* Inc. ) Owners Group. 11pp. 24068:015. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404130018 Interim deficiency rept, Item 163 re possible overstress of 
pipe sp ool . Ini t ia 1 1 y reported on 840306. Pre 1 iminary results 
indicate line not overstressed mill be acceptable as is. 
Determination of reportability expected by 840504. 

PARSONSiR. M. Carolina Power Light Co. 84/04/04. 0 'REILLY, J. P. 

Region 2, Office of Director, Ip. 24030:282, 24X 

Fiche: 50-400, 84/04/04, 8404130018. 


8404160024 Interim deficiency rept, Item 131 re unverified anchor 
bolt matl ty pe. In i t ia 1 1 y reported on 840306. Technical 
procedure revised to require matl identification as part of 
anchor bolt insp. Final rept expected by 841106. 

PARSONS, R.M. Carolina Power Light Co. 84/04/06. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 24043: 183. 24X 

Fiche: 50-400, 84/04/06, 8404160024. 


8404160102 Second Interim Deficiency Rept DDR 2209. Item 149 & Part 21 
rapt re Transamerica Delaval engine mounted fuel oil lines 
emergency diesel engine generator sets. Insp of fuel oil 
clamps brackets will be made. Next rept by 841031. 

PARSONS, R.M. Carolina Power Light Co. 84/04/06 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp, 24042:239, 24X 

Fiche: 50-400, 84/04/06, 8404160102, 


8404160112 Interim deficiency rept, Item 160 re seismic restraint 
structures supplied by Pittsburgh Bridge 4: Iron. Initial ly 
reported on 840306. Shop weld defects will be upgraded by 
rework or permanent waiver. Final rept by 840717. 

PARSONS, R.M. Carolina Power 4 Light Co. 84/04/06. 0 'REILLY, J. P. 

Region 2, Office of Director, 4pp. 24039:314. 24X 

Fiche: 50-400, 84/04/06. 8404160112. 


8404170517 Interim deficiency rept re seismic pipe hangers w/linear 
indications. Evaluat ions determined that seismic pipe hangers 
fabricated by Bergen Paterson not reportable per 10CFR50. 55 
it Part 21. 

CHIANGI.N. J, Carolina Power 4 Light Co. 84/04/06. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 24058:262. 24X 

Fiche: 50-400, 84/04/06, 8404170517. 


8404110307 Submits transcript ref from 840322 meeting correlated lu/NRC 
840326 Itr requesting addl info re Types AF <k AE piston 
skirts. 

MUSELER, W. J. TDI < Transamer ica Delaval, Inc. ) Owners Group. 

84/04/09. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985:144.. 24X Fiche: 50-000, 84/04/09, 84041 10307. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC Transamerica Delaval, Inc Diesel 
Generator Owners Group. 

MUSELER, W. J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/04/12, DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 24043,161. 24X Fiche: 50-000, 84/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis 8« cylinder head stud evaluation. 

MUSELER, W.J. TDI < Transamer ica Delaval, Inc. ) Owners Group. 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 88pp. 24053:184. 24X Fiche: 50-000, 84/04/13, 8404170203. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review, " Rept forwarded to BNWL,per NRC 
request, 

MUSELER, W.J. TDI C Transamer ica Delaval, Inc.) Owners Group, 
84/04/16. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071:225. 24X Fiche: 50-000, 84/04/16, 8404180323. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/19. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24154:259. 24X Fiche; 50-000. 84/04/19, 8404230057. 


8404-300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODR IGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ, J. F. Operating Reactors Branch 4. 28pp. 24225:166. 24X 

Fiche: 50-000, 84/04/20, 8404300097. 


8404300033 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C. L. TDI (Transamer ica Delaval, In'c. ) Owners Group. 84/04/24. 
DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 3pp. 
24227: 104. 24X Fiche: 50-000. 84/04/24, 8404300083. 


T. Hearing transcripts on non-ant i trust matters 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting Zt addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche ; 50-000, 84/04/04, 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator rel iab i 1 i ty . P p 1-197. 

■» Commissioners. 84/03/22. 198pp. 24067; 132. 24X 

Fiche; 50-000, 84/04/04, 8403140267. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds, " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8404190160 Further response to FOIA request for extant drafts of 
portions of SER & documents shossfirg d: seent irg npinions of 
staff reviewers. Forwards App A : c c ump-i t f, :;!j cur.e'its available 
in PDR. App B documents withheld (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/03/13. EDDLEMAN, W. 
Eddleman, W. 5pp. 24148:001. 24X Fiche; 50-400, 84/03/13, 8404190160. 


— 8211290179 Forwards draft SER input for Sections 5,3. 1 , 5. 3. 2, 5. 3. 3 & 
5.4. 1.1 it request for addl info for compliance 

w/or justification for exemption to ^ Z .-i of 10CFR50. 

JOHNSTON, W. V. Assistant Director for Mails St Qual, Engineering 
(Pre 830201). 82/11/19. NOVAK, T. M. Assistant Director for 

Licensing. 26pp. 24148:006. 24X Fiche: 50-400, 84/03/13, 

8404190160. 


--8212300386 Forwards Instrumentation 8t Control Branch draft SER, 
reflecting results of review of info presented in FSAR 
through Amend 4. Open items listed. 

SPEIS,T. P. Assistant Director for Reactor Safety. 82/12/17. 

NOVAK, T. Assistant Director for Licensing. 50pp. 24148:032. 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


— 8305050419 Forwards request for util commitment to submit turbine maint 
program. Program should be based on NRC approved manufacturer 
analyses of probability of missile producing turbine failure 
within 3 yrs of OL issuance. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. & Environ 
Technology (Post 830201). 83/04/27. NOVAK, T. M. Assistant 

Director for Licensing. 2pp. 24148:082. 24X 

Fiche; 50-400, 84/03/13, 8404190160. 


— 8308240650 Forwards Mechanical Engineering Branch SER input re 
pressurized thermal shock (PTS) & relationship to facility 
reactor vessels, PTS will probably not pose threat to reactor 
vessel matls at facilities. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. Environ 
Technology (Post 830201). 83/08/15. NOVAK, T. M. Assistant 

Director for Licensing. 4pp. 24148:084. 24X 

Fiche: 50-400, 84/03/13, B404190160. 


— 8308310103 Forwards SER input for Sections 5. 3. 1 re reactor vessel 
matls,5. 3. 2 re pressure temp limits & 5.3.3 re reactor 
vessel integrity. App 1 icant alternative method for 
demonstrating fracture toughness acceptable. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. Environ 
Technology (Post 830201). 83/08/22. NOVAK, T. M. Assistant 

Director' ^cr Ljco-sin:; !7cp. 24148:088. 24X 

Fiche: 50- «’.00- -■'•.Ci: T': : 6') 


— 8309090009 Forwards SER on FSAR Sections 3.2.1, "Seismic 

Class if ication, " 3.2.2, "Sys Quality Group Classif ication, " 

5. 2. 1.1, "Compliance W/10CFR50. 55a" 5. 2. 1. 2, "Applicable 

Code Cases. " Evaluation conditional. 

KNIGHT, J. P. Assistant Director for Comp. Si Structures Engineering 
(Pre 830201). 83/09/01. NOVAK, T. M. Assistant Director for 

Licensing. 13pp. 24148:105. 24X Fiche: 50-400, 84/03/13, 

8404190160. 


— 8309220267 Forwards input to SER, ref lecting results of review of info 
in FSAR through Amend 9, Four open items, three conf irmatory 
items & four Tech Spec items exist. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 83/09/13. 
NOVAK, T.M. Assistant Director for Licensing. 52pp. 24148:118. 

24X Fiche: 50-400, 84/03/13, 8404190160, 



304 


DOCKETED ITEMS 


— B30929040S Forujards Inservice Insp Section input to SER Sections 
5. 2. 4< 5. 4. 2. 2 & 6. based on review of util 830314 submittal 
re FSAR Amend 6 S« prsservice insp program for reactor 
vessel. Addl info needed. 

JOHNSTON/ W. V*. Assistant Director for liatls< Chem. & Environ 
Technology (Post 830201). 83/09/15. NOVAK# T. M. Assistant 

Director for Licensing. 21pp. 24148; 170. 24X 

Fiche: 50-400# 84/03/13- S404190160. 


— 8310060062 Forwards Mechanical Engineering Branch SER input# based on 
review of FSAR Sections 3. 6. 2# 3. 7. 3 & 3. 9. Confirmatory & 
open items 1 is ted . Ap p 1 i cant response to IE Bulletin 79-02 re 
pipe support baseplates will be addressed in SSER. 

KNIGHT. J.P. Assistant Director for Cotr.p. Structures Engineering 
(Post 830201). 83/09/23. NOVAK# T. M. Assistant Director for 

! icrnsiri 23pp. 24148.191. 24X Fi c h e : 50-400# S4/03/1 3# 


— 8311100112 Forwards revised SER input based on review of addl applicant 
info re preop era t i ona 1 piping steady-state vibration 
acceptance criteria S- inservice testing program for pumps & 
valves. Info acceptable. 

KNIGHT# J.P. Assistant Director for Comp. St Structures Engineering 
(Post 830201), 83/11/02. NOVAK, T. M. Assistant Director for 

Licensing, 3pp. 24148:240. 24X Fi c he : 50-400# 84/03/13# 8404190160. 


— 8311140061 Forwards amended Pages 12-10 & 12-14 to 831028 SER. Open item 
re location of high-range containment monitors closed. 

Radiation protection manager ciua 1 i f icat ion per Reg Guide 1. 8 
requirements considered confirmatory item. 

MULLER# D. R. Assistant Director for Radiation Protection. 

S3/11/01. NOVAK# T. M. Assistant Director for Licensing. 3pp. 
24148:237. 24X Fiche: 50-400# 84/03/13, 8404190160. 


— 8311150437 Forwards changes to SER submitted on 830901 re radiation 
protection program described in FSAR Chapter 12. Radiation 
protection manager qualifications fail to meet Reg Guide 1. 8 
cri teria. Addl info needed. 

MULLER# D. R. Assistant Director for Radiation Protection. 

S3/10/31. NOVAK# T. M. Assistant Director for Licensing. 3pp, 
24148:234. 24X Fi ch e : 50-400# 84/03/13, 8404190160. 


— 8311160477 Forwards revised SER (Section 13.2.2) re plant personnel 
training. Open items re training programs resolved. 

RUSSELL# W. T. Division of Human Factors Safety. 83/11/09. 

NOVAK# T. M, Assistant Director for Licensing. 21pp. 24148:243. 

24X Fiche; 50-400. 84/03/13# 8404190160. 


--8312070419 Forwards Matls Engineering Branch SER input# based on review 
of listed FSAR sections, Review conducted in accordance w/ 
applicable sections of Jul 1981 edition of NUREG-OSOO. 

JOHNSTON# W. V, Assistant Director for Matls# Chem. & Environ 
Technology (Post 830201). 83/11/25. NOVAK# T. M. Assistant 

Director for Licensing. 27pp. 24148:264. 24X 

Fiche; 50-400# 84/03/13. 8404190160. 


— B312220154 Forwards corrections Si additions to FSAR Chapter 12. in order 
to finalize concurrence. 

CONGEL# F. J. Radiolocical Assessment Branch. 83/11/29. 

KNIGHTON# G. Licensing Branch 3, 57pp. 24148:291. 24X 

Fiche: 50-400# 84/03/13, 8404190160. 


— 8404190218 Forwards draft hydrologic engineering summary for inclusion 
in draft SER. Several open items & unresolved issues remain, 

SCHREIBER. D. L. Schreiber Consultants# Inc. 82/09/23. GONZALES. R. 

Hydrologic & Geotechnical Engineering Branch. 17pp. 24148:347. 

2iX Fiche; 50-400# 84/03/13# 8404190160. 


— 8404190222 Forwards draft technical evaluation rept. per Contract 
NRC-03-82-118. 

BEHN, J. D, Oage-Babcock Associates# Inc. NRC-03-S2-1 IS. 83/02/08. 

NOLAN# F. Chemical Engineering Branch. 16pp, 24149:001. 24X 

Fiche: 50-400.84/03/13, S404190160. 


F. Security# medical* emergency St fire protection plans 


8404240140 Forwards results of evaluation re study entitled# 
"Evacuation Time Estimates for Plume Exposure Pathway 
Emergency Planning Zone# Shearon Harris Nuclear Power Plant" 

St NUREG-0654. Time estimate adequate in all aspects. 

URBANIK#T. Texas Transportation Institute. 84/04/19. SIMMONDS. J. 
Division of Emergency Preparedness S< Engineering Response (Post 
830103), 2 pp. 24164:184. 24X Fiche: 50-400, 84/04/19# 8404240140. 


G. Adjudicatory correspondence 


0404040117 Withdrawal of 840319 motion to quash applicants notice to 
take deposition. App 1 icant has agreed not to pursue 
deposition or interrogator ies of security experts in 
proceed ing. Certificate of Svc end. Related correspondence. 

RUNKLE# J. Joint Interveners - Shearon Harris. DSB 290. 84/03/28. 

2pp. 22886:348. 24X Fiche: 50-400# 84/03/28# 8404040117. 


8404040176 Interrogator ies & request for production of documents re 
Contention 41. Certi f icate of Svc end. Related 
corresp ondence. 

BAXTER# T. A, Carolina Power ic Light Co. BAXTER# T. A. Shaw# Pittman# 
Potts if. Trowbridge. DSB 262. 84/04/02. Eddleman# W. 19pp. 

22879:213. 24X Fi c h e; 50-400# 84/04/02, 8404040176. 


8404060024 Transmittal of applicant response to intervenor 
interrogatories to applicants on admitted security plan 
content i ons. Enc 1 withheld per protective order S( i0CFR73. 21. 
Certificate of Svc end. Related correspondence. 

CARROW# H. Carolina Power & Light Co. DSB 327. 84/04/02. 4pp. 

22927: 074. 24X Fiche: 50-400# 84/04/02# 8404060024. 


8404100156 Transmittal of applicant response to Intervenor 840315 
interrogatories on admitted security plan contention. 

Response withheld ( 10CFR73. 21 ). Certi f icate of Svc end. 

CARROW# H. Carolina Power & Light Co. DSB 406. 84/04/02. 4pp. 

22963:262. 24X Fiche: 50-400# 84/04/02# 8404100156. 


B404100498 Submits contentions re emergency plan. Plan does not provide 
appropriate emergency measures for serious ac c i d ent # does not 
make provisions for citizens protection & util has not 
received approval from affected citizens. 

LOTCHIN.P. Affiliation Not Assigned. DSB 417. 84/04/02 Ip. 

22976: 352. 24X Fiche: 50-400# 84/04/02# 8404100498. 


8404090453 Contentions arising from review of emergency response plan# 
per ASLB 840308 order. Certificate of Svc end. 

RUNKLE# J. Conservation Council of North Carolina. DSB 382. 

84/04/03. Atomic Safety and Licensing Board Panel. KJpp. 
22952:348. 24X Fiche: 50-400, 84/04/03# 8404090453. 


8404160207 Response to Joint IntervenoT general interrogatories 2# 
interrogatories on Contention VII (first set). Related 
corresp ondence. 

ANDERSON, P. H. Carolina Power & Light Co. ANDERSON# P. H. Shaw# 
Pittman# Potts & Trowbridge. DSB 513, 84/04/09. Joint 

Intervenors - Shearon Harris. 55pp. 24046:306. 24X 

Fiche; 50-400# 84/04/09# 8404160207. 


— 8404160211 Response to Joint Intervenors request for production of 
documents re Contention VI I. Requested documents will be 
made available at Harris Energy & Environ Ctr. Certificate of 
Svc end. Related correspondence. 

ANDERSON# P, H. Carolina Power & Light Co. ANDERSON# P. H. Shaw# 

Pittman# Potts & Trowbridge. 84/04/09. Atomic Safety and 

Licensing Board Panel, 8pp. 24047:002. 24X Fiche: 50-400# 

84/04/09# 8404160207. 


8404180340 Forwards initial comments ?< questions on two TDI Owners 
Group repts re rod bearing shells & rocker arm capscrew 
stress. Addl info required re failure mechan isms# ref erenced 
calculations & quality of matls. Related correspondence. 

BERLINGER# C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P. Mississippi Power Light Co. 7pp. 24072:333. 24X 

Fiche; 50-000, 84/04/11. 8404180340. 


8404160049 Memorandum S< order re 840501-02 prehearing conference & site 
visit. Served on 840412, 

KELLEY. J. L. Atomic Safety and Licensing Board Panel. DSB 505, 
84/04/12. 3pp. 24043:305. 24X Fiche: 50-400# 84/04/12, 8404160049. 


8404170157 Memorandum >S< order granting 840107 motion for summary 
disposition on Joint Contention IV re TLD i naccurac ies. 

Served on 840416. 

BRIGHT, G.O.# CARPENTER# J. H, , KELLEY, J. L, Atomic Safety and Licensing 
Board Panel. DSB 548. 84/04/13. Carolina Power 8< Light Co. 

22pp. 24050:035. 24X Fi che: 50-400# 84/04/13# 8404170157. 


8404170210 Contentions on State of NC emergency response plan. 
Certificate of Svc end, 

WILSON# R. Wilson# R. DSB 543. 84/04/13. Atomic Safety and 

Licensing Board Panel. 8pp. 24053:272. 24X Fiche: 50-400# 84/04/13# 

8404170210. 


8404170312 Forwards emergency planning contentions filed in proceeding. 
Pleading on admissibility of contentions will be filed by 
840423. Related correspondence. 

MOORE# J.E. Hearing Branch 1. DSB 551. B4/04/13. PERRY, S. W. 

Federal Emergency Management Agency. 2pp. 24059: 174. 24X 

Fiche: 50-400# 04/04/13# 8404170312. 


8404170549 Response opposing W Eddleman 840323 motion to file response 
to summary disposition on Contentions 83/84B motion for 
license conditions. Motions unnecessary & contrary to law. 

W/Certi f icate of Svc. Related correspondence. 

CARROW, H. Carolina Power & Light Co. DSB 591. 84/04/13. Atomic 

Safety arid Licensing Board Panel. 7pp. 24068:084, 24X 

Fiche: 50-400# 84/04/13# 0404170549. 
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S404300123 Response to summary disposition re Eddleman Contention 
15-AA. Ne ither applicant nor NRC estimates reasonable beyond 
matl issues of fact. Capac i ty factor is complex issue. Related 
corresp ondence. 

EDDLEMAN, W, Eddleman, W. DSB 686. 84/04/16, Atomic Safety and 

Licensing Board Panel, 4pp, 24117:072. 24X Fiche: 50-400, 84/04/16, 

8404200123, 


— 8404200132 Statement of matl facts in dispute on Eddleman Contention 
15AA. 

EDDLEMAN, W. Eddleman, W. 84/04/16. Atomic Safety and Licensing 
Board Panel. 4pp. 24117:076. 24X Fic h e : 50-400, 84/04/16, 

8404200123. 


— 8404200138 Affidavit of W Eddleman opposing summary disposition of 
Eddleman Contention 1 5AA. 

EDDLEMAN, W, Eddleman, W. 84/04/16. 13pp. 24117:080. 24X 

Fiche: 50-400, 84/04/16, 8404200123. 


8404200031 Response to W Eddleman request for production of documents. 
Documents uill be made available at corporate ofcs. 

Certificate of Svc end. Related correspondence. 

BAXTER, T. A. Carolina Power ic Light Co. BAXTER, T. A. North Carolina 
Municipal Power Agencies BAXTER, T. A. Shaw, Pittman, Potts 
T-r., b-idce DSB 669. 84/04/17. Atomic Safety and Licensing Board 

.-a-el >pp 24119:127 24X Fiche; 50-400, 84/04/17, 8404200031. 


8404200055 Response to W Eddleman general interrogatories & 
interrogatories on Contentions 9,11,41,45,116 ?< 132 (II) to 
applicants eighth set. Related correspondence. 

SWI(?ER, M. A. Carolina Power S« Light Co. SWI0ER,M. A. North Carolina 
Municipal Power Agencies. SWIOER, M. A. Shaw, Pittman, Potts it 
Trowbridge, DSB 670. 84/04/17. Eddleman, W. 98pp. 24118:217. 

24X Fiche: 50-400, 84/04/17, 8404200055. 


8404200019 Notifies of objections to 840410 notice of depositions 
Notice does not comply W/10CFR2. 740a it is untimely. 

Certificate of Svc end. Related correspondence. 

BAXTER, T. A. Shaw, Pittman, Potts it Trowbridge. BAXTER, T. A. 

Carolina Power & Light Co, DSB 663. 84/04/18. EDDLEMAN, W, 

Eddleman, W. 4pp. 24119:173. 24'!!t Fiche; 50-400. 84/04/18, 8404200019. 


8404200033 Answer opposing W Eddleman 840403 motion for extension of 
time to conduct further discovery on Eddleman Contention 
41. Extension would disrupt remainder of sch edule. Certificate 
of Svc end. Related correspondence. 

BAXTER. T. A. Carolina Power «< Light Co. BAXTER, T, A. Shaw, Pittman, 
Potts 8< Trowbridge. DSB 662, 84/04/18. Atomic Safety and 

Licensing Board Panel. 8pp. 24119:119. 24X Fiche: 50-400, 84/04/18, 

8404200033. 


8404230109 Response to Eddleman S< Ooint Intervenors 840328 
interrogatories. Certificate of Svc end Related 
correspondence. 

BARTH, C. A. Hearing Branch 1. DSB 747. 84/04/18. Eddleman, W. 

I30pp. 24153:098. 24X Fiche’ 50-400, 84/04/ 18, 8404230109. 


8404230335 Response opposing Eddleman 840409 motion to tape record 
depositions. NRC rules of practice do not provide for use 
of tape recorded depositions during discovery . Certificate 
of Svc end. Related correspondence. 

BAUSER, D. B, Consumers Power Co. BAUSER, D. B. Shaw, Pittman, Potts 
Trowbridge. DSB 752. 84/04/20. Atomic Safety and Licensing Board 

Panel. 12pp. 24163:166. 24X Fi c h e : 50-400, 84/04/20. 8404230335. 


8404250263 Response opposing Lotchin 840402 proposed contentions re 
offsite emergency plan. Lotchin has not demonstrated legal 
interest in proceeding i> has not advanced single admissible 
content ion. Certificate of Svc end. 

HOLLAR, D. E. Carolina Power it Light Co. DSB 814. 84/04/23. 

Atomic Safety and Licensing Board Panel. 14pp. 24196:219. 24X 

Fiche: 50-400, 84/04/23, 8404250263, 


8404250268 Answer to Chapel Hill Anti-Nuclear (?roup Effort (CHANGE) 
840405 proposed contentions on offsite emergency response 
p Ian. Ap pi leant opposes admission of all proposed CHANGE 
contentions. Certificate of Svc end. 

BAXTER, T. A. Carolina Power it Light Co. BAXTER, T. A. Shaw, Pittman, 
Potts «< Trowbridge. DSB 816. 84/04/23. Atomic Safety and 

Licensing Board Panel. 63pp. 24196:256, 24X Fiche: 50-400, 84/04/23, 

8404250268. 


8404250269 Response opposing Conservation Council of North Carolina 
proposed contentions arising from review of State of NC 
emergency response p Ian. Imp 1 ication that potential area-wide 
panic will result from accident objectionable. 

HOLLAR, D, E. Consumers Power Co. DSB 815. 84/04/23. Atomic 

Safety and Licensing Board Panel 19pp, 24196:237, 24X 

Fiche: 50-400, 84/04/23, 8404250269. 


8404260076 Response to 840403,04,05 emergency planning contentions of 
intervenors P Lotch in. Chapel Hill Anti-Nuclear (Jroup Effort, 
Conservation Council of North Carolina & W Eddleman. 

Certificate of Svc end. 

MOORE, J.E., BARTH, C. A. Hearing Branch 1. 056 822. 84/04/23. 

Atomic Safety and Licensing Board Panel. 41pp. 24209:191. 24X 

Fiche: 50-400, 84/04/23, 8404260076 


S. Reportable occurrences, LERs & related correspondence 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines it svc conditions. 

MUSELcR,W. J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/03/30. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director, 2pp. 22863.069. 24X Fiche; 50-000, 84/03/30, 8404030354. 


8404040206 Forwards minutes of 831130 meeting u/Nudear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design def i c i enc ies, cran k shaft , b ear ing s it connecting rods & 
pistons it skirts. 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power Light Co. 70pp. 22880:226. 24X 

Fiche: 50-000, 83/12/15, 8404040206. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mi ss i s s ipp i Power it Light Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Division of Licensing. 2pp. 22338:090. 24X Fic he; 50-000, 84/03/22, 

8404020143. 


8403140267 Board Notification 84-072; forward s transcript of TDI Owners 
Group 840322 meeting it addl info re diesel generators. 

EISENHUT, D, G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fi c h e ; 50-000, 84/04/04, 
8403140267. 


— 840308-0331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Add 1 staff comments also end. 

BERLINGER, C. Division of Licensing. 84/02/28. MUSELER, W, TDI 
(Transamerica Delaval, Inc. ) Owners Group. Upp. 24068:015. 24X 

Fiche: 50-000, 84/04/04. 8403140267. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF AE piston 
skirts. 

MUSELER, W.J. TDI (Transamerica Delaval, Inc. ) Owners Group. 

84/04/09. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985:144. 24X Fiche; 50-000, 84/04/09, 84041 10507. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC S', Transamerica Delaval, Inc Diesel 
Generator Owners Group. 

MUSELER, W. J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/04/12. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 24043:161, 24X Fiche: 50-000, 84/04/ 12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis cylinder head stud evaluation. 

MUSELER, W.J, TDI ( Transamer i ca Delaval, Inc, ) Owners Group. 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 88pp. 24053:184. 24X Fiche: 50-000, 84/04/13, 8404170203. 


0404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pomp Design Review." Rept forwarded to BNWL, per NRC 
request. 

MUSELER, W.J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/04/16. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071.225. 24X Fiche: 50-000. 84/04/16, 8404180323. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W. J. TDI ( TransaTier i ca Delaval, Inc. ) Owners^ Group. 
84/04/19. DENTON, H. R, Office of Nuclear Reactor Regulation. 
Director. 2pp. 24154:259, 24X Fiche: 50-000, 84/04/19, 8404230057. 

8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ, J F Operati-;: Reactors Branch 4. 28pp, 24225:166. 24X 

Fiche: 5C— OCC. E4.’T,4, 


8404300033 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/04/24. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director, 3pp. 
24227: 104, 24X Fiche: 50-000, 84/04/24, 8404300083. 
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T. Hearing transcripts on non-antitrust matters 


8403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting & addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINQ 
Commissioners. 5pp. 24067:106. 24X Fich e : 50-000, 84/04/04, 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator rel iab i 1 i ty . Pp 1-197. 

* Commissioners. 84/03/22. 19Spp. 24067: 132. 24X 

Fiche: 50-000, B4/04/04, 8403140267. 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


S. Reportable occurrences, LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE- 323 qualification 
program of post-LOCA hydrogen recombiner component. Time 
delay relays & jumper will be removed from relay contacts. 

EKPEY, D. C. Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche: 50-000, 83/05/05, 8404170419. 


8404090429 Forwards safety evaluation based on addl info provided in 
830223,1114 & 840206 submittals re commitment to upgrade 
fire protection & exemption from App R to 10CFR50. Proposed 
mods for alternative safe shutdown in compliance. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/04. LINDER, F. 

Dairyland Power Cooperative. 4pp. 22936:021. 24X 

Fiche: 50-409, 84/04/04, 8404090429. 


— 8404090432 Safety evaluation based on addl info provided in 830223, 
1114 it 840206 submittals re commitment to upgrade fire 
protection it exemption from App R to 10CFR50. Proposed mods 
alternative safe shutdown in compliance. 

* Operating Reactors Branch 5. 84/04/04. 4pp. 22936:025. 24X 

Fiche: 50-409, 84/04/04, 8404090429. 


— 8404090436 Exemption from requirements of Section III.G of App R to 
10CFR50 re fire protection features. 

PURPLE, R. A. Division of Licensing. 84/04/04. Dairyland Power 
Cooperative. 7pp. 22936:029. 24X Fic h e : 50-409, 84/04/04, 

8404090429. 


— 8404090440 Safety evaluation re 831114 submittal requesting two addl 
exemptions from App R. Exemptions for electrical equipment 
room & containment not needed. 

Division of Licensing. 84/04/04. 9pp. 22936:036. 24X 

Fiche: 50-409, 84/04/04, 8404090429. 


DOCKET 50-405 NORTH ANNA POWER STATION, UNIT 4 


S. Reportable occurrences, LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qual if ica tion 
program of post-LOCA hydrogen recombiner component. Time 
delay relays it jumper will be removed from relay contacts. 

EHPEY, D.C. Rockwell Internationa 1 Carp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054: 336. 24X 

Fiche: 50-000, 83/05/05, 8404170419. 


DOCKET 50-406 TUSKEGEE INST. RESEARCH REACTOR 


8404250040 Addresses fee requirements of 10CFR170 re actions pertaining 
to fire protection requirements of 10CFR50. Fee of $4,000 due 
for review of alternate safe shutdown capability. 

MILLER, W. 0, License Fee Management Branch. 84/04/12. LINDER, F. 
Dairyland Power Cooperative. 3pp. 24202:357. 24X 

Fiche: 50-409, 84/04/12, 8404250040. 


8404230169 Requests signed ack forms for end transmittal Itrs re 
emergency planning Zt safeguards info to assist in 
maintaining accurate S: consistent document control program. 

LINDER, F. Dairyland Power Cooperative. 84/04/13. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 2pp. 24155:080. 24X 

Fiche: 50-409, 84/04/13, 8404230169. 


U. Operator Examinations 


8404160165 Generic Ltr 84-06 
operator it senior operator 
grade. Svc list end. 
EISENHUT, D. G. Division of 
of, Ann Arbor, MI. 37pp. 
8404160165. 


to all nonpower reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan, Univ. 
24285:135. 24X Fiche: 50-000, 84/04/16. 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


V. Operator Examinations 


8404270069 Advises that detailed control room design review final rept 
does not contain all required info per Suppl 1 to 
NUREG-0737. Info re justification for human engineering 
discrepanc ies requested, 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/13. LINDER, F. 

Dairyland Power Cooperative. 3pp. 24223: 142. 24X 

Fiche: 50-409, 84/04/13, 8404270069. 


8404240363 Addresses final exercise evaluations of offsite emergency 
preparedness exercise conducted on S20S03 for Vernon County, 

WI, Houston County, MN it States of MN it WI. Forwards final rept 
for 820803 small-scale joint emergency exercise. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/19. 

LINDER. F. W. Dairyland Power Cooperative. 2pp. 24168:205. 24X 

Fiche: 50-409, 84/04/19, 8404240363. 


8404160165 Generic Ltr 84-06 
operator St senior operator 
grade. Svc list end. 
EISENHUT, D. G. Division of 
of, Ann Arbor, MI. 3Tpp. 
8404160165. 


to all nonpower reactor licensees re 
license exam criteria for passing 

Licensing. 84/04/16. Michigan, Univ. 
24285:135. 24X Fiche: 50-000, 84/04/16, 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


I. Financial information 


8404160204 Forwards Annual Financial Rept it certified financial 
statements for 1982 S< 1983. Annual Rept for 1983 will be 
forwarded upon comp letion. W/o Annual Financial Rept. 

MUELLER, R.C. Dairyland Power Cooperative. 84/04/09. Office of 
Nuclear Reactor Regulation, Director. 14pp. 24039:265. 24X 

Fiche: 50-409, 84/04/09, 8404160204. 


F. Security, medical, emergency St fire protection plans 


8404030268 Revised Emergency Plan Implementing Procedure EPP-9, Issue 0, 
"Distribution of Potassium Iodide." W/84032S transmittal 
ltr. 

LINDER, F. Dairyland Power Cooperative. 84/03/28. CRUTCHFIELD. D. 
Operating Reactors Branch 5, 9pp. 22869:208. 24X 

Fiche: 50-409, 84/03/28, 8404030268. 


P. Operating license stage documents it correspondence 


8404030289 Forwards Rev 2 to QA program descr iption. Changes provided 
for clarity St administrative purposes only. 

LINDER, F. Dairyland Power Cooperative. 84/03/06. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 2pp. 22872:095. 24X 

Fiche; 50-409, 84/03/06. 8404030289. 


8404030174 Forwards final exercise rept for 820803 joint offsite 
radiological emergency preparedness exercise w/States of 
MN Si WI.No impediments to protecting public in emergency 
identified. 

KRIMM,R,W. Federal Emergency Management Agency. 84/03/29. 

JORDON, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 2pp. 22849:066. 24X Fiche; 50-409, 84/03/29, 

8404030174. 


— 8404030178 Evaluation of States of MN & WI, Counties of Vernon Zc Houston 
it util 820803 small-scale joint exercise. 

* Federal Emergency Management Agency. 82/09/10. 100pp. 

22849 ; 068. 24X Fiche; 50-409, 94/03/29, 8404030 1 74. 


— 8404030291 Rev 2 to QA program description. 

# Dairyland Power Cooperative. 84/03/12. 16pp. 22072:097. 24X 

Fiche; 50-409. 84/03/06, B404030289. 


8404090266 Requests author! ration for use of preliminary peak broadened 
response spectra for seismic evaluation of control rod 
drives. Spectra stamped preliminary since EG&G acceleration 
time histories not formally provided. 

WAR API US, K. C, Impell Corp. 84/03/09. CHENG, T. Systematic 

Evaluation Program Branch. 5pp. 22943:155. 24X 

Fiche: 50-409, 84/03/09, 8404090266. 
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8404090328 Comments on Integrated Plant Safety Assessment Rept. 
NURE0-0827( Section 4.21.3.3 re uiaste water line 
penetrat ions. Valve lineup revised for lines which pass 
through Penetrations M-22 & M-27, 

LINDER- F. Dairyland Power Cooperative. 04/03/28. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 3pp. 22942:075. 24X 

Fiche: 50-409, 84/03/28, 8404090328. 


8404120155 Forwards Rev 1 to "Offsite Dose Calculation Manual." 
Manual will be implemented by util within & months of 
receipt of approved license amend incorporating App I 
Tech Specs. 

LINDER, F. Dai-glor.d or;..er Cooperative. 84/03/30. CRUTCHFIELD, D. 
Operating Reacto-s K- ti'-- . 5. Ip. 24013:124. 24X 

Fiche: 50-409, 84/03/30, 8404120155. 


— 8404120161 Rev 1 to "Offsite Dose Calculation Manual. " 

SHAFER, P.W., HENNEN, E. H. , STEELE, T. A Dairyland Power Cooperative. 

84/03/31. 99pp. 24013:125. 24X Fiche: 50-409, 84/03/30, 

8404120155. 


8404130245 Forwards Rev 1 to "Calculations of Dose to Public from 
Postulated Potential Undetected Shutdown Condenser Tube 
Leakage," reflecting revs to integrated plant safety 
assessment SEP ( NUREG-0G27 ) . 

LINDER, F. Dairyland Power Cooperative. 84/04/03. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 3pp. 24029; 169. 24X 

Fiche: 50-409, 84/04/03, 8404130245, 


— 8404130248 Rev 1 to "Ca 1 c u lati ons of Dose to Public from Postulated 
Potential Undetected Shutdown Condenser Tube Leakage. " 

GOODMAN, L. S. Dairyland Power Cooperative. LAC-TR-121 ROl. 
84/04/03. 12pp. 24029 172. 24X Fic he : 50-409, 84/04/03, 8404130245. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Svc list end. 

EISENHUT, D, 0. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404120306 Proposes valve testing Jk insp program, in response to SEP 
Topic III-4, B, "Turbine Missiles," per util 830919 ltr. Util 
would commit to shut down G-3 turbine within 72 h for 
failures found during listed testing. 

LINDER, F. Dairyland Power Cooperative. 84/04/04. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 6pp. 24021:275. 24X 

Fiche: 50-409. 84/04/04, 8404120306. 


8404190368 Forwards response to 840229 ltr re NUREG-0737, Item II. B. 3, 
"Post-Accident Sampling Sys, " per util 840110 ltr. Noble gas 
concentrations will be used to analyze containment bldg 
atmosph ere. 

LINDER, F. Dairyland Power Cooperative, 84/04/12. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 6pp. 24096:033. 24X 

Fiche: 50-409, 84/04/12, 8404190368. 


8404180115 Forwards request for addl info re NUREO-0737, Item II.D. 1, 
"Performance Testing of Relief St Safety Valves," Info 
requested within 60 days of ltr receipt. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 84/04/16. LINDER, F. 

Dairyland Power Cooperative. 3pp. 24078:040. 24X 

Fiche: 50-409. 84/04/16, 8404180115. 


8404260118 Lists results of review of proposed seismic analysis of 
certain required sys located within containment bldg. Methods 
acceptable, provided damping factors greater than Reg Guide 
1.61 recommendation not used. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 04/04/20. LINDER, F. 

Dairyland Power Cooperative. 3pp. 24210: 177, 24X 

Fiche: 50-409, 84/04/20, 8404260118. 


8404300192 Forwards SER re radiation monitoring for shutdown condenser 
vent, per Section 4.21.1 4 of NUREO-0827. Ac c ep tab 1 e radiation 
monitoring sys & procedures for detecting condenser tube 
ruptures exist Issue resolved. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/26. LINDER. F. 

Dairyland Power Cooperative. 5pp. 24225:089. 24X 

Fiche: 50-409, 84/04/26, 8404300192. 


Q. Inspection reports, IE Bulletins & correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN. E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp, 22933:122 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21^ "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 04/03/28. Consolidated Edison Co, of New 

York, Inc. 05pp. 22092 145. 24X Fiche; 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29. 8403140247. 


8404190209 Forwards IE Insp Rept 50-409/84-02 on 8401 16-031 5. No 
noncompliance noted. 

SHAFER, W, S, Region 3, Office of Director 84/04/02. LINDER, F.U, 
Dairyland Power Cooperative. 2pp. 24100:057, 24X 

Fiche: 50-409, 84/04/02, 8404190209, 


“8404190217 IE Insp Rept 50-409/84-02 on 840 1 16-0315. No noncompliance 
deviations noted. Major areas inspected. op erational safety 
verification, IE bulletin followup, LER f o 1 1 owup , tra in ing 
rept review & TMI action items. 

WIEBE.J. , STASEK, S. , RIDGWAY, K. R. Region 3, Office of Director. 
84/03/28. 15pp. 24100:059. 24X Fiche: 50-409, 84/04/02. 8404190209. 


8404120306 Proposes valve testing insp pro," ra.m, in response to SEP 
Topic III-4. B, "Turbine Missiles," per util S309i9 ltr, Util 
would commit to shut down G-3 turbine within 72 h for 
failures found during listed testing. 

LINDER, F. Dairyland Power Cooperative. 84/04/04. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 6pp. 24021:275. 24X 

Fiche: 50-409, 84/04/04, 8404120306. 


8403140259 IE Info Notice 84-24, "Physical Qu a 1 i f i c ati on of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc, 149pp, 24)( F i c h e : 50-000, 84/04/ 05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/04/05, Consolidated Edison Co. of New 

York, Inc. I03pp, 24066:164. 24X Fi c he ; 50-000, 84/04/05, 8403140263. 


8404160180 Ack receipt of 840320 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-409/83-22. 

SHAFER, W.D, Region 3, Office of Director. 84/04/10. LINDER, F. W. 
Dairyland Power Cooperative Ip. 24041:259, 24X 

Fiche: 50-409, 84/04/10, 8404160180. 


— 8404160183 Responds to NRC 840125 & 0505 Itrs re violations noted in 
Insp Rept 50-409/83-22 Corrective actions: stop watches used 
for Tech Specs requiring testing placed on instrument calibr 
equipment list it tested on 840105. 

LINDER, F. Dairyland Power Cooperative, 84/03/20. KEPPLER, J. G. 
Region 3, Office of Director, 2pp. 24041:260. 24X 

Fiche; 50-409, 84/04/10, 8404160180. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
encl. 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

a6pp. 24109:001. 24X Fi c h e: 50-000, 84/04/ 1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc, 

86pp. 24163:205, 24X Fi c h e : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list encl. 

GRACE, J. N, Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi ch e ; 50-000, 84/04/ 1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "Gc Magne-Blast Circuit Breaker 
Problems." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fi c he: 50-000, 04/04/17, 8403140280. 


8403140234 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001, 24X Fiche; 50-000, 84/04/18, 8403140284. 
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8403140286 IE Info Notice 84-31* "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Sf Seal Set. ” Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. 117pp. 24188:119. 24X Fi che: 50-000* 84/04/18* 8403140286. 


8404040256 Oeneric Ltr 84-08 to all licensees of operating reactors^ 
applicants for OUs holders of CPs re interim proctdwrtt 
for NRC mgt of plant-specific back# itting, Svc list end. 

EISENHUT* D. 0. Division of Licensing, 84/04/04. Coniol idated 
Edison Co, of New York* Inc. 20pp. 24066:264, 24X 

Fiche: 50-000* 04/04/04. 8404040256, 


B404130404 IE Info Notice 84-32, “Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. ” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness tc Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. 119pp. 24195:343. 24X Fiche: 50-000* 84/04/18* 8404130404. 


8404160130 IE Info Notice 84-33* "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000* 84/04/20, 8404160130. 


R. Periodic operating reports Sc related correspondence 


8404160046 Submits anonymous allegation® r# root cause of OA problaa 
at faci lity. Attenti on directed to listed findings 6 
harassment re QA problems as result of 040124-0203 OA 
Audit 4. 

a Affiliation Not Assigned. 04/04/10 0EYOUNO* R, C, Director''®: 
Office, Office of Inspection and Enforcement 2pp, 24043*276 2 

Fiche; 50-410* 84/04/10* 8404160046. 


8404160070 Forwards response to Generic Ltr 83-201 *'Re«iuired Actiond 
Based on Generic Implications of Salem ATWS Events, '• 

Safety-related engineering specs uill contain gualif ication 
testing requirements* per FSAR Section 3.11. 

RHODE* O.K. Niagara Mohawk Power Corp, 04/04/10, SCHWENCER* A 
Licensing Branch 2. 12pp, 24040:105. 24X Fiche : 50-410* 84/04/10* 

8404160070. 


8404110120 Annual Rept 1983 covering changes* tests Ic experiments. 
W/840228 ltr. 

LINDER, F. Dairyland Power Cooperative. 83/12/31. KEPPLER* J. G. 
Region 3* Office of Director. 13pp. 22986:059. 24X 

Fiche: 50-409, 83/12/31* 8404110120. 


S, Reportable occurrences* LERs St related correspondence 


C. Utility Environmental Report (ER)* amend® 6 eorret pondenct 


8404030147 Forwards Suppl 6 to environ rept - Cl, stage (filed in P0W 
Category C), 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/26. EISENHUf, D. 0 
Division of Licensing. 2pp, 22093’ 001- 24X Fiche: 50-410* 84/03/^2 

8404030147. 


8404120300 Special Rept 84-01: on 840107 S< 17, reactor thermal power 
changed by 15X, of rated thermal power within 1 h while in 
Operational Condition 1 or 2 due to opening of 480-volt 
breaker 452-52A St low accumulator gas pressure. 

LINDER, F, Dairyland Power Cooperative. 84/04/02. KEPPLER* J. G. 
Region 3* Office of Director. 7pp. 24012:006. 24X 

Fiche; 50-407*84/04/02* 8404120300. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees St 
applicants for OLs re change to NUREG-1021, “Operator 
Licensing Examiner Stds, '* Svc list end. 

EISENHUT* D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000* 84/04/02* 8404020019. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION* UNIT 2 
A. Application/construction stage documents St correspondence 


8403210162 Ltr to all applicants for OLs St full power authorizations 
summarizing 840126 meeting in Bethesda, h® to inform utils of 
NRC concerns re limited operating experience of operating 
crews St development of acceptable experience profile. 

HAmOHi J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp, 24106: 202. 24X Fiche: 50-000* 84/03/01* 8403210162. 


8404040099 Informs of approval of 831213 request for listed info to be 
withheld from public disclosure per 10CFR2. 790, 

SCKWEfCER, A. Licensing Branch 2. 84/03/20. RHODE* 6. K. Niagara 

Mohawk Power Corp. 5pp. 22892:355. 24X Fiche: 50-410* 84/03/20, 


8404030147 Amend 9 to OL appl ication, consisting of Amend 9 to 
FSAR (filed in PDR Category K) St Suppl 6 to environ rept ^ 

CR- stage (filed in PDR Category C). 

WANGAN* C. V. Niagara Mohawk Power Corp. 84/03/26. EISENHUT, D G 
Div^„4„f app, 2^:001. 24X Fich.: 50-410, e4/i»>S!6, 


840400<raM l*>tlF4«s tk»t » oan.rship a* f»cillts tisvi Kot 

Changed in response to request. As interim measure, util is 
paying for LILCO current financial commitment for cost of 
facility. 

MtWGAN. C. V. Niagara Mohawk Power Corp. 84/03/28. EISENHUT* D G 
OTMolSSsa 22’30-355. 24X Fich.: SO-410, 84/03/™, 


— 8404030156 Suppl 6 to environ rept - OL itege. 

* Niagara Mohawk Power Corp. 04/03/31. 9®9pp, 22193' 003 2-4 

Fiche: 50-410, 84/03/26* 8404030147, 


8404160039 Forwards affidavit of «vc indicating Amend 9 t« Iwppl 6 
FSAR 8< environ rept - OL stage provided to appropriate 
parties delineated in 830329 ltr* per 10CFR2. 101 

MANGAN* C.V. Niagara Mohawk Power Corp, 14/04/09 KIlKfSMUT, 0. 0 
Division of Licensing. 5pp, 24043:236, 24X Fiche: 50-410* 14/0-4/0 

8404160039. 


E. NRC Safety Evaluation Report <8ER), suppls 4 cerrtspendence 


8404050106 Notification of 940320-22 meetings w/util in B#tht»d**HD ^ 
discuss open items from draft SER. 

HAUGHET*M, F. Licensing Branch 2 @4/03/16 SCMWfNCtR* A, L4c«in«i 

Branch 2. 3pp. 22918:105. 24X Fiche; 50-410. 04/03/16, 0404050106 


8404110035 Notification of ©40327 meeting w/util in Bethetda*MO 
discuss open geology 6 seismology istuti from draft t«R. 

HAU0HET*M F. Licensing Branch 2, 14/03/21. »CW«NCgR*A, Ltc»n«i 

Branch 2. 3pp, 24006:107 24X Fiche; 50-410. 84/03/«t* 1404110035 


8404160257 Requests schedule for submittal of FUAR amend incerpprmtii 
changes in mgt organization structure* in prder tp cemplttt 
draft SER for QA. Response reguested within 7 days of ltr 
receipt. 

SCHWENCp,A. Licensing Branch 2. 84/03/20 RMO0E. 0 K Niaearm 

Mohawk Power Corp. 2pp. 24066:065, 24X Fiche 50-410* 04/O:;i/2a. 

8404160257. 


"'•‘^ical* emergency l< fire pretefitipn plant 


c'ompletion date for reviaw a# ap'^'t'idenl 'mmi 
submittal 6 identif 1 catl on of open items ra physitel 

840410* in response to 140307 mmn. ' 

riIRAGLIA*F. J Assistant Director for iafety Attt'#*#*e«t. '§4/03/*^ i 

n Licensing, 2pp. 22927 351. 


NOVAK* T. M, 


Fiche: 50-410* 84/03/20. 0404050441 


Analysis Report <F®AR) It amends 


--rw-rwww*f F rorwaros Amend 


MANGAN, C. V. Niagara Mohawk Power Corp’ 

bIoISmux' =>">• OO' 


in PDR Category H) 

14 /03/26 . E t igNHUT* 0 ., ©■ 

24X Fuh#.: 50-410* 14/03/a6 


8*0*13 ...ting u/utii in B.tl>..t.,m) to 
discuss radiological assessment. 

8*'®3/23- SCHWENCER. A. Ulc.n.ino 
Branch 2 . agp. 22993:358. 2*X Fich.: 50-410, 84/03/28, 8404100245 . ” 

'""fi™*-* ftch h»nn*.r, 

a°4it ;*•"* »tructur.l 

hatch uses STRUDL code 

c^pahb ilxty,! 

HiWGANiX. V. Niagara Mohawk Power Corp. 84/03/30 SCHWEhKJFR A 
U™n|^Br.nch 2 . 11 pp. 22924: 17o' 24X FichS;5<^J?SfSS%i^bo, 


»<■ •fi't'Uv. R«,.. ,ftcl.l,/t4« «v.r,i 
di.or.m.'l Ji**"*®*' *n**ru«i.nt loc.tion dr.wingt k an»-l*ni 
diagrams. Apy tore cards are available in FOR 

Fichi*sniS,°8;:o3/5rs4MS§oi4?*''”"='‘ 

0404160039 ^ 24043: ;Si6, a4X Fi eh#: 50-410. 84/O4/0l| 
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Q. Inspection reports- IE Bulletins & correspondence 


8403220073 Forwards "Preservice 8< Inservice Insp Plan- " in response to 
request for addl info re Question F250. 1. 

MANOAN- C. V. Miagara Mohawk Power Corp. 84/03/15. SCHWENCERiA. 
Licensing Branch 2, Ip. 22724:001. 24X Fiche; 50-410, 84/03/1 5- 
8403220073. 


— 3403220076 "Preservice ?< Inservice Insp Plan." W/5S2 oversize drawings 
figures. Aperture cards are available in PDR. 

Niagara Mohawk Power Corp. 84/03/15, 129pp. 22724:002. 24X 

Fiche: 50-410, 84/03/15, 8403220073. 


0404030133 Discusses IE insps on 831001-31 & 1109-10 for Unit I S' 
831107-19 Zt 28-1209 for Unit 2 8; forwards notices of 
violation & proposed imposition of civil penalty, 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement, 84/03/20, DONLON, W, Niagara Mohawk Power Corp. 5pp. 
22888: 107, 24X Fiphe: 50-220,84/03/20,8404030133. 


— 8404030142 Notice of violation & proposed imposition of civil penalty 
in amount of *100, 000, Violation noted: deficiencies 
identified in util SSiW program for review & acceptance of 
radiographs 8< document control program. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/03/20. 0pp. 22880:115. 24X 

Fiche: 50-220, 84/03/20, 8404030133. 


— 8404030150 Order requiring submittal of plan for review of const 
assessment team find ing s, most recent SALP rept & licensee- 
identified deficiencies within 60 days, 

DEYOUNG, R. C. ' Director's Office, Office of Inspection and 
Enforcement. 84/03/20, Niagara Mohawk Power Corp, 10pp. 
22888:129. 24X Fiche: 50-220, 84/03/20, 8404030133, 


9404090215 Forwards IE Insp Rept 50-410/84-02 on 840207-09 h notice of 
violation. 

MARTIN, T. T, Division of Engineering ?< Technical Programs. 84/03/23. 

RHODE, G, K, Niagara Mohawk Power Corp, 2pp, 22940:022. 24X 

Fiche: 50-410, 84/03/23, 8404090215, 


— 8404090224 Notice of violation from insp on 840207-09. 

* Region I, Office of Director, 84/03/05. Ip, 22940:024. 24X 

Fiche: 50-410, 84/03/23, 8404090215, 


— 84040*foase le insp Rept 50-410/84-02 on 840207-09. Violation noted: 
failure to change nonconf ormance & disposition rept form 
Si procedures to reflect documentation used onsite. 

FINKEL, A. , ANDERSON, C. U. Region 1, Office of Director, 84/03/19. 
9pp. 22940:025. 24X Fiche: 50-410, 84/03/23, 0404090215. 


8404120066 Forwards IE Mgt Meeting Rept 50-410/84-03 on 840222. Meeting 
provided better understanding of review/audit studies 
conducted by Mgt Analysis Co NRC involvement will be 
accelerated. 

STAROSTECKI, R. Division of Project Sk Resident Programs, 84/03/26. 
RHODE, O.K. Niagara Mohawk Power Corp. 2pp. 24014:319. 24X 

Fiche: 50-410, 84/03/26, 8404120066. 


—8404120070 IE Mgt Meeting Rept 50-410/84-03 on 840222. Major areas 
discussed: organizational 4i personnel changes, response to 
const appraisal team S'. SALP findings. 

GRAMM, R, Region 1. Office of Director. COLLINS, S. J. Division of 

Project 8c Resident Programs, 84/03/08. 3pp. 24014:321. 24X 

Fiche: 50-410, 04/03/26. 8404120066. 


8404170131 Forwards response to IE Bulletin 83-07 re apparently 
fraudulent matl mfg by Ray Mi 1 ler, Inc. Sub j matl neither in 
stock nor installed in saf ety-related sys, 

MANOAN, C. V. Niagara Mohawk Power Corp, 84/03/27. STAROSTECKI, R. 
Division of Project 8c Resident Programs. 12pp. 24051:177. 24X 

Fiche: 50-410,84/03/27,8404170131. 


8402090047 lE info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. I38pp. 22933:122. 24X Fiche; 50-000, 84/03/28, 8402090047. 


0403140241 IE Info Notice 04-21, "Inadequate Shutdown Margin. " Svc list 
encl. , 

JORDAN, L.. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103) 84/03/28, Consolidated Edison Co of New 

York, eSpp. 22892 145. 24X Fiche: 50-000, 84/03/28, 8403140241 , 


840M4O247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
CataTytt.' 'Svc list ,encl. 

JC^PAN, E. L, ©iyision of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York/ Int, I24pp. 22892:231. 24X Fiche; 50-000, 04/03/29, 8403140247, 


8404260131 Responds to IF Bulletin 83-08 "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip Sys. " No subj breakers 
in use at facility. 

MANOAN. C. V. Niagara Mohawk Power Corp, 84/03/30. STAROSTECKI, R. 
Division of Project Zi Resident Programs. 2pp, 24205:220. 24X 

Fiche: 50-410, 84/03/30, 8404260131. 


8404260136 Clarifies 790710 response to IE Bulletin 79-02 "Pipe 
Support Basep late. Des i gns Using Concrete Anchor Bolts." 

Preload not required for anchor bolts using design 
criteria for facility, 

MANOAN, C. V, Niagara Mohawk Power Corp. 84/04/02. STAROSTECKI, R. 
Division of Project Z'. Resident Programs. Ip. 24205:219. 24X 

Fiche: 50-410, 84/04/02. 8404260136. 


8403140259 IE Info Notice 84-24, "Physical CJual if ication of Individuals 
to Use Respiratory Protective Devices, " Bvc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp, 24X Fiche: 50-000, 84/04/05. 8403140259, 


8403140263 IE Info Notice 04-23, "Results of NRC-Sponsored 
Qual if i cation Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness «t Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fi c he ; 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc, 

86pp, 24189:001. 24X Fi che: 50-000, 84/04/16, 8403140271, 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J. N, Division of QA, Safeguards «( Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list encl. 

GRACE, J. N, Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205, 24X Fi ch e : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards << Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c h e ; 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "OE Maghe-Blast Circuit Breaker 
Problems. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/17, Consolidated 0disdn Co. of New 

York, Inc. I29pp. 24188:237, 24X Fiche: 5O-CO0, 84/04/17, 8403140280. 


8404200321 Requests extension until 840504 for response to notice of 
violation & proposed imposition of civil penalties dtd 
840320 in order to develop Z>. verify info. 

CON.NER, T, B. Conner &: Wetterhahn. 84/04/17. DEYOUNG, R. Director's 
Office, Office of Inspection and Enforcement, 2pp, 24116: 107, 24X 

Fiche: 50-220, 84/04/17, 8404200321. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Sk Engineering 
Response (Post 830103). 84/04/10. Consolidated Edison Co, of New 

York, Inc. U7pp. 24188:001. 24X Fich e; 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Robber Seals 
& Seal Set." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co of New 

York, Inc. n7pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 'ik Engineering 
Response (Post 030103), 84/04/18. Consolidated Edison Co, of New 

York, Inc. 119pp. 24195:343. 24X Fiche; 50-000, 84/04/18* 0404130404. 


8404200261 Grants 15-day extension to respond to notice of violation it 
proposed imposition of civil penalties, pOr 840417 reguest, 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/04/19, DONLON, W. Niagara Mohawk Power Corp. 2pp. 
241 16: 051, 24X Fiche; 50-220, 84/04/19, 8404200261 . 
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8404230041 Grants 840417 request for 15-day extension of time to 
respond to 840320 notice of violation & proposed 
imposition of civil penal ties. Related correspondence. 

DEVOUNG^R. C. Director s Office, Office of Inspection and 
Enforcement. DSB 699. 84/04/19. DONLAN, W. Niagara Mohawk Power 
Corp, Ip. 24152:001. 24X Fic her 50-220, 84/04/19, 8404230041 


8404260187 Final Deficiency Rept 84-04 re hydrostatic uplift pressure 
in reactor bldg mat design. Inital ly reported on 840130. Item 
determined not reportable per 10CFR50, 55( e ) , 

MANOAN, C. V. Niagara Mohawk Power Corp, 84/04/03. STAROSTECKI, R. 
Division of Project & Resident Programs. 2pp 24205:256. 24X 

Fiche; 50-410, 84/04/03, 8404260187. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs & related correspondence 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc. 

EMPEY, D. C. Rockwell International Corp. 83/05/27. COLLINS, J T 
Region 4. Office of Director. 6pp. 24054:330. 24X 

Fiche: 50-000, 83/05/27, 8404170427, 


8404240166 Interim deficiency rept re undersized structural steel shop 
welds. Final rept will be submitted by 840629, per extension 
granted in 840330 telcon, 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/04/05 STAROST'ECKI , R. 
Division of Project & Resident Programs. Ip. 24164:052. 24X 

Fiche: 50-410. 84/04/05, 8404240166. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS & K-4, OOOS pircuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri Co., Ltd. ), 
84/04/16. Record Services Branch (Document Control Desk), 4pp 
24114:161. 24X Fiche; 50-000, 84/04/16, 84042003f?3. 


8404030285 Interim Deficiency Rept (55(e) - 84-05) re feedwater piping 
spools. Initially reported on 840201. Mat 1 in eight feedwater 
pipe spools does not meet impact testing requirements of 
ASME Section III. Final rept will be submitted by 840427. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/05. STAROSTECKI, R. 
Division of Project Resident Programs. 2pp. 22872’ 055 24X 

Fiche: 50-410,84/03/05,8404030285. uoo. 24X 


8404060109 Interim Deficiency Rept 84-06 re problem w/liquid penetrant 
exam of welds performed by ITT Grinnell. Reexam revealed 
linear ind ications. Final rept will be submitted by 841017. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI. R 
Division of Project ?! Resident Programs. 2pp. 22927’ 101 24X 

Fiche; 50-410,84/03/08,8404060109. eCTc:/. lui. 24X 


V. Operator Examinations 


8404020019 Generic Utr 84^05 to all power reactor licensees 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02 Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche; 50-000, 84/04/02, 8404020019 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 
A. Application/construction stage documents &i correspondence 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Initially reported on 840213. Vendor 
investigation of possible causes of excessive wear underway 
Also reportable per Part 21. Next rept by 840730. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI, R 

D.vi^on Of Project S. Re.id.nt Prosra^s. Bpp. 22940-24I 24* 

Fiche; 50-000, 84/03/08, 8404090375. 


8402280306 Documents results of 840109 telcon bet'ween Westinghouse, ut x 1 
^ F Burroughs & T Donning of NRC Instrumentation ?< Control 
Sys Branch re lack of credit for reactor trip on turbine 
trip logic in FSAR Chapter 15. 

WOOLEVER, E J Duquesne Light Co. 84/02/21. KNIGHTON, G, W 
8402280306 ^'**" 216. 24X Fi che ’ 50-41 2, 84 ,^02/21 , 


8404030162 Interim Deficiency Rept 84-09 re failure to consider 
hydraulic transient for pump restart in svc water piping 
sys analysis. Initially reported on 840215. Investigation 
continuing. Final rept will be submitted by 840928. 

MANGAN. C. V, Niagara Mohawk Power Corp. 84/03/14. STAROSTECKI, R 

mv,„on Of Prpj.ct 8, R.sid.nt ProjrpL. 2 pp, 22853 - 111 24V 

Fxche;50-410, 84/03/14, 8404030162. iii. ^4X 

deficiency rept re pipe matl supplied by Guyon Alloys 
Sharon Tube performed mechanical tests as required by SA-106 ^ ' 

ilL notT P^'operties. Reportability not me? i 

Item not reportable per 10CFR50. 55(e ). 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/14 STAROSTECKI R 
Divi.xon Of Project J. Re.id.nt Propremo. 2pp. 22870 250 25-J 

Fiche: 50-410, 84/03/14, 8404030543. 24< 

8404030101 Interim deficiency rept re GH Bettis actu.atnT'e Pin i 

MAMCAN*C*v^"'^N’*‘* 8-^0629 rather than 840316. ^ 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/19 STAROSTFCKT r 
Division of Project 8c Resident Programs Ip 22853 172 ^ 

Fiche: 50-410, 84/03/19, 8404030101. 22853.172. 24X 

Deficiency Rept 84-11 re RHR HX support bracing 
840217. Bracing details added to dedg^ 

S released for const. ® 

8404030107 Interim Deficiencu Rent a 4 -in t.. i. l 

S;n oPPr*:;:;%"R;:r;e"r;;oo"'- ^TAROSTECKI.R, 

Fiche: 50-410, 84/03/21, 8404030107. ’ 22853:180, 24X 

“"it* "fs 

j:2r52.tio„ 

S^:''OTPic^“p“n.pl;tUn'';;n5V';' Director-. 

riche: 50-000, 84/i3/a"4M;SoSS7. °''""“"‘' 2 ^X 


exemption from ODC 4 per Generic Ltr 84 04. bated on 
net safety increase of plant design by application of 

tnru.at !! criteria. Overall plant benefits would 

include reduced piping heat loss. 

0^/03/24. DENTON, H R Office of 
Nuclear Reactor Regulation, Director. 3pp. 22434 016 24X 

Fiche: 50-412. 84/02/24, 8403010416. ui6 

8403210162 Ltr to all applicants for OLs it full power authorizations 

NRr?once:® Bethesda.MD to inform ut^ln 0 , ° 

NRC concerns re limited operating experience of operating 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Wot 

sjisn.d. 7pp. 24106:202. 24X Fiche- 50-000, 84/0.3/01. 8403210162. 

!. We.tinjhaue. xn 

k:^4°5"ooi:-‘";rp?c^:“r4?2.8i%^%if8,o4i^i::s”'- 

°'*rei«i»i.2°^ri;Lill:'‘ '■ t-POT.rily removed Prom plant 

3Ac^;s^R®’ ^osnak, r. , lear, o. , 

24X Fiche: 50-^412,84/03/26,^404130441. J-ven. 2 pp 24045:015, 

N„ r.doct,on in 

Fiche; 50-412, 84/03/264 84040^0273. 4872, 274. 24X 

:T;in'e^r?i:^^r!!:ire::dZT'8R%"* ^et .it. 

^«;2B^.‘''SlrFtcI"5^412.W/M^M;B4<Mi'35S?5.‘"’ ^ ’’’’’ 

B404060210 F6r wards responsiB t© Generic Ltr oo 

6Fl^n;U' ?S8 pT"mwS* 0§2' eiSE^UT.D.O, Olviaion 

84040602l(J. 004, 44X Fxche* 50-412, 84/03/30, 
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8404040256 Generic Ltr 84-08 to all licensees of operating reactors* 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tt ing . Svc list end. 

EISENHUT* D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York* Inc. 20pp. 24066: 264. 24X 

Fiche; 50-000* 84/04/04* 8404040256 


8404300061 Discusses review of util 831115 reciuest that Questions 
240.01 240.08 re local flooding be rescinded site 

drainage plan be reviewed per SRP ( NUREG-0900 ) . Si te water 
levels must be addressed, 

N0VAK*T. M, Assistant Director for Licensing, 84/04/11. 
WOOLEVER* E. J. Duquesne Light Co. 4pp. 24253:189. 24X 

Fiche: 50-412* 84/04/11* 8404300061. 


8404230072 Notifies that fuel load date could be extended to May 1986* 
based on normal workshifts 5( other std const advancement 
processes. Possib 1# actions accelerating const progress could 
advance projected fuel load schedule. 

WOOlEVER* E. J. Duquesne Light Co. 84/04/13. EISENHUT* D. G. Division 
of Licensing. 2pp. 24153:284. 24X Fiche; 50-412* 84/04/13* 

8404230072, 


8404260117 Comments on general statement of policy S< procedure for 
enforcement action. Definition of natl false statement should 
be changed to apply only to written statements submitted 
under oath. 

WOOLEVER. E' J. Duquesne Light Co. 84/04/18 Docketing Xe Services 

Eranch. 2pp. 24205:304 24X Fi ch e ; 50-412* 84/04/18* 84042601 1 7. 


8404300120 Discusses 830808 program plan rept for detailed control room 
design review containing section entitled* "Mgt ^ Staffing*" 
outlining min qual if ication for team members. Resumes end. 

WOOLEVER, E. J. Duquesne Light Co. 84/04/24. KNIGHTON* 0. W. 

Licensing Brapch 3. 6pp. 24225:206 24X Fiche: 50-412, 84/04/24* 

8404300120. 


C, Utility Environmental Report (ER), amends t/. correspondence 


8404160103 Forwards certification of distribution of Amend 5 to environ 
rept. Di str ibution list also end. 

WOOLEVER* E, J. Duquesne Light Co 84/04/06 DENTON* H, R, Office of 
Nuclear Reactor Regulation* Director. 4pp. 24042' 243, 24X 

Fiche: 50-412.84/04/06. 0404160103, 


E, NRC Safety Evaluation Report < SER ) . suppls correspondence 


8404030407 Forwards responses to draft SER Open Items 64 fk 67 F8AR 
Questions 430.97*430.100 ?< 480 26 Responses will be 
incorporated into upcoming Rev 6 to FOAR 

WOOLEVER* E. J, Duquesne Light Co 84/03/28. KNIGHTON* 0, W. 
Licensing Branch 3. 10pp. 22869' 005, 24X Fi c h e 50-412* 84/03/20* 

8404030407. 


8404050231 Forwards proposed schedule of written responses to 
outstanding issues presented in Table 1.2 of draft SER* per 
NRC 840301 ltr. Requests NRC schedule for issuing remaining 
draft SER sections in support of meetings by 840430. 

WOOLEVER.E. J, Duquesne Light Co. 84/03/30. KNIGHTON, G. W. 
Licensing Branch 3. 5pp 22896:116 24X Fi c h e ; 50-412, 84/03/30* 

8404050231, 


8404270014 Notification of 840419 meeting w/util in Bethesda* MD to 
discuss fire protection open items in draft SER (Section 
9, 5. l>. 

LEY*M. Licensing Branch 3. 84/04/09, KNI GHTON* 0, W. Licensing 

Branch 3. 4,pp. 24223:285. 24X Fic he: 50-4 1 2* 84/04/09* 8404270014. 


B40416OQ66 Forwards responses to FSAR Question 430, 119 Sc draft SER Open 
Item 57 re test of engineered safeguards P-4 interlock. 

Response to F3AR question will be incorporated into FSAR* 

Amend 6. 

WOOLEVER* E J, Duquesne Light Co. 84/04/10. KNIGHTON* G. W. 

Licensing Branch 3, 4pp, 24043' 232. 24X Fiche; 50-412, 84/04/10, 

8404160066, 


8404230165 For,waTds response to draft SEH Open Items 78-81 in Table 
1.2* revs to FSAR Section 9. 3. 2, 3 ?< response to NRC Question 
281 4 re post’-atcident sampling 8< NUREG-0737* Item II. 3. 

WOOLEVER. E. U, Duquesne Light Co, 84/04/18, KNIOHTOlM, G,. W. 
Licensing Branch 3, 6pp, 24155:086. 24X Fiche: 50-412*. 84/04/18* 

8404230165. 


F, Sec.urity* medical*' emergency fire protection plans 



840426(^32 FoTgdTds list of matters from physical security plan 'that 
raq:uire Uipgteding to satisfy regulatory requirements. 

Resp.tnnse irequested within 30 days of ltr date, 

KNIGHTON* O. a Licensing Branch 3. 84/04/09. WOOLEVER, E. J. 

IHrqueette Light Co. 5pp. 24220:323. 24X Fiche: 50-412* 84/04/09* 

,8404260432 ■ • ' 


8404270014 Notification of B40419 meeting w/util in Bethesda, MD to 
discuss fire protection open items in draft SER (Section 
9. 5. 1). 

LEY, M. Licensing Branch 3. 84/04/09. KNIGHTON, G. W. Licensing 
Branch 3. 4pp. 24223:285. 24X Fiche; 50-412* 84/04/09, 8404270014. 


Q, Inspection reports* IE Bulletins 8< correspondence 


8404090232 Forwards IE Insp Rept 50-412/84-02 on 840206-10. No 
violations observed. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/03/20. 

WOOLEVER* E. J. Duquesne Light Co. 2pp. 22940:001. 24X 

Fiche; 50-412* 84/03/20* 8404090232, 


— 8404090233 IE Insp Rept 50-412/84-02 on 840206-10. No violations 
identified. Major areas inspected : welding of supports* 
resolution of unresolved items S< drawing control. 

REYNOLDS* S. D. , RAVAL, J, H. * DURR* V. Region 1, Office of Director. 
84/03/16. 8pp. 22940:003, 24X Fiche: 50-412, 84/03/20* 8404090232. 

8402090047 IE Info Notice 84-05* Rev 1, "Exercise Frequency," Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness 8* Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York* Inc. 138pp. 22933:122. 24X Fic he : 50-000* 84/03/28* 8402090047. 


8403140241 IE Info Notice 04-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Sk Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York* Inc. S5pp. 22892:145, 24X Fiche: 50-000, 84/03/28* 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP* Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000* 84/03/29* 84031 "'247, 


8404060076 Ack receipt of 840314 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-412/82-01. 

STAROSTECKI, R. Division of Project Resident Programs. 84/03/30. 
WOOLEVER* E. J. Duquesne Light Co. 2pp. 22920:007. 24X 

Fiche: 50-412, 84/03/30, 8404060076. 


— 8404060082 Responds to NRC 820421 ltr re violations noted in IE Insp 
Rept 50-412/82-01 . Corrective actions: unacceptable ASME III 
Class 3 pipe-to-fitting* fitting-to-valve & p ipe-to-valv# 
welds will be reworked. 

WOOLEVER, E. J. Duquesne Light Co. 84/03/14, STAROSTECKI* R. 
Division of Project St Resident Programs. 3pp. 22920:009. 24X 

Fiche: 50-412,84/03/30* 8404060076. 


8404060097 Ack receipt of 840301 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-412/83-11. 

STAROSTECKI* R. Division of Engineering 8< Technical Programs. 
84/03/30. WOOLEVER* E, J. Duquesne Light Co. 2pp, 22920.208. 24X 

Fiche: 50-412* 04/03/30* 8404060097, 


— 0404060102 Reponds to NRC 840104 ltr re violations noted in IE Insp 
Rept 50-412/83-1 1 . Correct ive actions: unacceptable ASME III 
pipe spools will receive final post-weld heat treatment. 

WOOLEVER, E. J. Duquesne Light Co. 84/03/01. STAROSTECKI* R, 
Division of Project Sk Resident Programs. 3pp. 22920:210. 24X 

Fiche: 50-412* 84/03/30* 8404060097. 


8404260196 Responds to IE Bulletin 03-08 "Electrical Circuit Breakers 
w/Undervoltage Trip Feature Use in Safety-Related 
Applications Other Than Reactor Trip Sys. " No subj breakers* 
other than reactor trip breakers* in use at facili'ty. 

WOOLEVER* E, J, Duquesne Light Co. 84/04/02. MURLEV* T. E. Region 1* 
Office of Director. 2pp. 24207:236. 24X Fiche: 50-412, 84/04/02, 

8404260196. 


8403140259 IE Info Notice 84-24* "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness .S< Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York* Inc. 149pp. 24X Fiche: 50-000* 84/04/05, 8403140259. 

8403140263 IE Info No'tice 04-23* "Results of NRC-Sp on sored 
Qualification Methodology Research Test on Automatic Switch' 

Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 94/04/05, Consolidated Edison Co, of New 

York* Inc. 103pp. 24066:164. 24X Fi che : 50-000* 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26* "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Syc list 
end. 

GRACE* U. N. Division of QA* Safeguards Jk Inspection Programs (Post 
030103). 84/04/16. Consolidated Edison Co, of New York* Inc. 

86pp. 24189: 001. 24X Fiche: 50-^000* 84/04/16* 0403140271, 
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8403140278 IE Info Notice 84-25# "Recent Serious Violations of NRC 
Requirements fay Radiography Licensees," Svc list end. 

CRACEi J. N. Division of QA# Safeguards & Inspection Programs (Post 
830103). 94/04/16. Consolidated Edison Co. of New York# Inc 

114pp. 24X Fiche: 50-000# 84/04/16# 8403140278. 


8403140273 IE Info Notice 84-27# "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE# J. N. Division of QA# Safeguards St Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York# Inc. 

86pp. 24163:205. 24X Fi ch e: 50-000# 84/04/1 7# 8403140273. 


8403140277 IE Info Notice 84-28# "Recent Serious Violations of NRC 
Requirements fay Well Logging Licensees." Svc list end. 

GRACE# J. N. Division of QA# Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York# Inc. 

89pp. 24163:292. 24X Fi che ; 50-000# 84/04/1 7# 8403140277. 


8403140280 IE Info Notice 84-29# "OE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fiche: 50-000# 84/04/17# 8403140280. 


8403140284 IE Info Notice 84-30# "Discrepancies in Recordkeeping & Mail 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York# Inc. 117pp. 24188:001. 24X Fiche: 50-000# 84/04/18# 8403140284. 


8403140286 IE Info Notice 84-31# "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Robber Seals 
& Seal Set. " Svc list end. 

JORDAN# E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York# Inc. 117pp. 24188:119. 24X Fiche; 50-000# 84/04/18, 8403140286 


8404130404 IE Info Notice 84-32# "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage, " Svc list end. 

JORDAN# E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York# Inc. 119pp. 24195:343. 24X Fiche: 50-000# 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33# "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20 Consolidated Edison Co. of New 

York# Inc. 119pp, 24285:015. 24X Fiche : 50-000# 84/04/20# 8404160130. 


S. Reportable occurrences# LERs St related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qual if ication 
program of post-LOCA hydrogen recombiner component. Time 
delay relays St jumper will be removed from relay contacts. 

EMPEY, D. C. Rockwell International Corp. 83/05/05. COLLINS# J. 
Region 4, Office of Director. 5pp. 24054:336, 24X 

Fiche: 50-000# 83/05/05# 8404 17041 9. 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qualif ication of ESQ hydrogen 
recombiners. Specific magnetic— only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY# D.C. Rockwell International Corp. 83/05/27. C0LLINS#J. 
Region 4, Office of Director. Spp. 24054:314. 24X 

Fiche; 50-000# 83/05/27# 8404170440. 


8404170471 Part 21 rept re ap propriateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Viton seal issue not 
reportable per Part 21. Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY# D.C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4# Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000# 83/12/19# 8404170471. 


8404170354 Interim Significant Deficiency Re^i 84-04 rtt factory wiring 
w'or kmanehjip ' O'F' main contro.l board' 'furnished b;'y, York Elejctrq ' 

Panel Control Co Se control St relay panels furnished by Sys 
Control Corp, Initial ly reported on 840301. 

WOOLEVER# E, J. Duquesne Light Co, 84/04/02, MURLEY# T. £. Region 1# 
Office of Director. 3pp. 24062:345. 24X Fiche: 50-412, 84/04/02# 

8404170354, 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2# OOOS# 

K-3# 0008 8c K-4# OOOS circuit breakers. Reported in Jan 1904 
by Philadelphia Electric Company for Limerick, 

DUVALL# 0. D. Brown Boveri Corp. (subs, of Brown Boveri << Co.# Ltd.). 
84/04/16. Record Services Branch (Document Control Desk). 4?p, 
241X4; 161. 24X Fiche; 50-000# 84/04/16# 8404200323. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021# "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT# D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02# 8404020019. 


DOCKET 50-413 CATAWBA NUCLEAR STATION# UNIT 1 


A. Application/construction stage documents St correspondence 


8404040017 FOIA request for records generated in connection w/ 
investigation of issues raised by H Langley S< in camera 
witnesses who testified in licensing proceeding. 

GARDE# B. P. Government Accountability Project. 84/01/18. Office 
of Administration. 2pp. 22889:008. 24X Fiche: 50-413# 84/01/ 18# 

8404040017. 


8404190066 Appeals denial of FOIA request for records re WR McAfee 
allegations for period Mar 1977 - Mar 1979# open conference 
held by NRC at site in Nov 1979 St staff discussions of util 
topical QA manual. 

GARDE#B.P. Government Accountability Project. 84/02/08. 

DIRCKS# W. J. Office of the Executive Director for Operations. Ip. 
24122: 160. 24X Fiche: 50-413# 84/02/08# 8404190066. 


0404040021 Partial response to FOIA request for records generated as 
result of investigation into issues raised by H Langley S< 
in camera witnesses who testified in licensing proceeding. 

Forwards App A# B 8< C documents. Records also in PDR. 

FELTON, J.M. Division of Rules and Records. 84/02/22. GARDE# B, P. 
Government Accountabil i ty Project. Spp. 22889:010. 24X 

Fiche: 50-413, 84/02/22, 8404040021. 


—8404040024 Provides prioritization of concerns received from A6LB re 
issues to be addressed at resumption of hearings. 

URYC# B. Region 2# Office of Director. 84/01/06. HERDT# A. Region 
2# Office of Director. Ip, 22889:015. 24X Fiche: 50-413# 84/02/22# 
8404040021. 


— 8404040028 Advises that case numbers have been assigned to in camera 
allegations/al legers. RI I-83-A-0091 assigned to Nunn & 

RII-84-A-0004 to Langley. 

URYC# B. Region 2# Office of Director. 84/01/06. HERDT# A. Region 
2# Office of Director. Ip. 22089:016, 24X Fiche: 50-413. 84/02/22# 

8404040021. 


— 8404040029 Discusses concerns expressed by in camera alleger in 
interview conducted by N Economos on 831116-17. 

URYC# B. Region 2# Office of Director. 83/12/05. HERDT# A. Region 
2# Office of Director. 4pp, 22889:017. 24X Fiche; 50-413, 

84/02/22# 8404040021. 


— 8404040032 Requests assistance in performing interview w/alleger re 
possible welding Si instrumentation problems of QC 
inspectors# Case RI I-83-A-0091. 

HERDT, A. R. Region 2# Office of Director. 83/11/15. TODD# (J. A. 
Region 2# Office of Director. Ip, 22809:021. 24X 

Fiche: 50-413# 84/02/22# 0404040021. 


— 8404040035 Forwards allegation rept by N Economos resulting from 
interview u/alleger re possible welding problems St 
intimidation of (3C inspectors. 

TODD# G. A. Region 2, Office of Director. 83/11/03. HERDT, A R. 
Region 2# Office of Director. 23pp. 22889:022. 24X 

Fiche; 50-413# 84/02/22# 8404040021. 


— 8404040039 Forwards statement of concerns based on 831014 discussions 
w/NRC inspector N Economos. Related info end. 

TODD# 0. A. Region 2. Office of Director. 83/10/18# NUNNf H. S. 
Affiliation Not Assigned. S8pp. 22889:044. 24X 

Fiche: 50-413# 84/02/22# 8404040021. 


— 8404040049 Testimony of WE Rogers, LR Barnes# LW Rudasill.JE Cavender# 
AW Roy St OH Llewellyn concerning in camera witness 
allegations re welding matl. 

ROGERS# W.E.# BARNES#L, R. # R UD AS I LL# L. W. Duke Power Co. 84/02/22. 
9pp. 22889:195. 24X Fiche: 50-413# 04/02/22, 8404040021. 


— 8404040055 Forwards affidavit of H Langley re QC concerns for info St 
review. 

GARDE# B, P. Government Accountability Project. 84/01/27. URYC# B. 
Region 2# Office of Director. Ip. 22989:213, 24X 

Fiche; 50-413. 84/02/22# 8404040021. 


— 8404040:057 Affidavit of H Langley re QC concerns at site. 

LANGLEY# H. Affiliation Not Assigned. 84/01/26. 15pp. 22889:214. 

24X Fiche: 50-413# 84/02/22, 8404040021. 



DOCKETED ITEMS 


313 


84Q3210I62 Ltr to all applicants for OLs 8/ full power author i zations 
summarizing S40126 meeting in Bethesda»HD to inform utils of 
NRC concerns re limited operating experience of operating 
creuis 8< development of acceptable experience profile. 

HAN'NOtJ* J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fi c he: 50-000. 84/03/01 , 9403210162. 


8404200039 Requests proof review of end Tech Specs by 840330. 
Written response required, W/o end. 

THOMAS. C. 0. Standard i zat ion Special Projects Branch. 84/03/02. 
Standar di zation it Special Projects Branch.' 2vp. 24159:359. 24X 

Fiche: 50-413. 84/03/02, 8404200039, 


8404190467 Responds to FOIA request for documents re discussions of 
topical QA manual. Forwards App A documents. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records, 84/03/05. GARDE, B. P. 
Government Accountability Project. 2pp, 24122:322. 24X 

Fiche; 50-413, 84/03/05, 8404190467. 


— 8404190471 Forwards topical rept evaluation of Amend 4 to DUKE-l-A, 
'•QA Program." Rept acceptable for referencing in license 
app I ications. 

HAASS,W. P. Quality Assurance Branch, 78/06/29. WELLS, J. Duke 
Power Co, 2pp. 24122 324. 24X Fiche: 50-413, 84/03/05, 8404190467. 


— 8404190472 Topical rept evaluation of Amend 4 to DUKE-l-A, "QA 
Program." Rept acceptable for referencing in license 
app lications. Related info re alleged safety hazards end, 

* NRC - No Detailed Affiliation Given. 78/06/29. ISpp. 
24122:326. 24X Fiche: 50-413, 84/03/05, 8404140467. 


8404060120 Confirms 840306 telcon w/W Owens re 840313 meeting u/util 
in AtlantaiGA to discuss selected welding i ssues. Proposed 
agenda end. 

O'REILLY, J. P. Region 2, Office of Director. 84/03/09 TUCKER, H.B. 
Duke Power Co. 2pp. 22927:139. 24X Fiche : 50-413, 84/03/09, 

8404060120. 


8404190070 Responds to appeal re lack of response to 831121 FOIA 
request. NRC completed action on 840305, No further action 
will be taken on appeal. 

FELTON, J, M. Division of Rules and Records. 84/03/15. GARDE, B. P. 
Government Accountability Project, Ip, 24122:163. 24X 

Fiche: 50-413. 84/03/15, 8404190070 


8404060235 Summarizes 840313 meeting in Region II ofc w/util re 
allegations that foreman of welding crew engaged in 
activities contrary to approved const procedures St caused 
members of crew to utilize unacceptable welding procedures. 
LEWIS, R, C, Division of Project & Resident Programs. 84/03/26. 
TUCKER, H.B. Duke Power Co. 5pp. 22921; 355. 24X 

Fiche: 50-413, 84/03/26, 8404060235, 


8404060366 Forwards J Sapir 750301 ltr to DL 7,iemann inadvertently 
omitted from 840315 ltr re proof review Tech Specs for 
snubb ers, 

TUCKER, H.B. Duke Power Co, 84/03/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E, G. Licensing Branch 
4. 4pp. 22931:246. 24X Fiche: 50-413, 04/03/28, 8404060366, 


— 8404060370 Annotated note forwarding proposed Tech Specs for snubber 
operability surveillance requirements S: SER. Snubber Tech 
Spec should be required for all saf ety-re lated hydraulic 
snubbers, 

SAPIRiJ. Division of Reactor Licensing <NRR-1975 only), 75/03/01 
ZIEHANN, D. L. NRC - No Detailed Affiliation Given. 3pp, 

22931: 247. 24X Fiche. 50-413, 84/03/28, 8404060366. 


8403140260 Board Noti 'Pica t i on 84-057: describes recent calculations 
performed to investigate equipment temp response in ice 
condenser containment. 

NOVAK, T.H. Assistant Director for Licensing. 84/04/02. KELLEY, J. , 
PURD0M,P. , FOSTER, R, Atomic Safety and Licensing Board Panel. 4pp. 
22976: 243. 24^ Fiche; 50-413, 84/04/02, 8403140260, 

— 8404040242 Discusses MARCH-HECTR analysis of effects of selected 
accident scenarios on equipment in ice condenser 
containment. 

DANblNI, V. U, , MCCULLOCH. U, H. Sand ia Laboratories. 84/01/24. 
LARKINS, J. Savers Accident Assessment Branch. 13pp. 22976:247. 

24X Fiche: 50-^413, #4/04/02, 8403140260. 


— ^8404040232 Fanaards for Comment, "HECTR Analysis of Equipment Temp 
Raapansaa to Burns in Ice Condenser Containment, " 

dra#t ■ iprel iwinarf r a-p t , 

MCCULLOCH, W. H. Sandia Laboratories. 04/02/22, LARKINS, U. , 
FARMER, B. Office of Nuclear Regulatory Research, Director. Ip. 
22976:260. 24X Fiphe: 50-413, 84/04/02, 8403140260. 


— 8404040239 "HECTR Analysis of Equipment Temp Responses to Selected 
Hydrogen Burns in Ice Condenser Containment, " draft 
preliminary rept, 

DANDINI, V. J. . MCCULLOCH, W. H. Sandia Laboratories. FIN A-1270. 
84/02/29. Severe Accident Assessment Branch. 45pp, 22976:261. 

24X Fiche: 50-413, 84/04/02, 8403140260. 


8404230225 Notification of 840410 meeting w/util in Bethesda, MD to 
discuss licensee responses to NRC seismic equipment 
qualif ication & draft SER, Section 3. 10. 

LEY,M Licensing Branch 3. 84/04/03. KNIGHTON, 0. W, Licensing 

Branch 3. 5pp. 24186:224. 24X Fiche; 50-413, 84/04/03, 8404230225. 


8404230309 Responds to 840208 ltr appealing NRC lack of response to 
831121 FOIA request re allegations raised by N Hoopingarner 
re faci lities. Since NRC completed initial request on 840328, 
no further action on appeal will be taken. 

FELTON, J. M. Division of Rules and Records. 84/04/03. GARDE, B.P. 
Government Accountability Project. Ip. 24183:234. 24X 

Fiche: 50-413, 84/04/03, 8404230309. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404160017 Forwards marked-up proof S< review Tech Specs re reactor trip 
sys instrumentation trip setpo ints, reactor core, 1 imiting 
safety sys settings, flow paths, charg ing pump shutdown Se 
power distribution limits. 

TUCKER, H.B. Duke Power Co. 84/04/04. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G, Licensing Branch 
4, 67pp. 24043:353. 24X Fi c h e : 50-413. 84/04/04, 8404160017. 


0404100155 Requests exemption from lOCFR.App J, HI. A(d ), Type A test 
requirement that certain piping be drained St vented for 
listed penetrations. Proposed test method presents acceptable 
alternative to App U requirements. 

TUCKER, H.B. Duke Power Co. 84/04/05. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 22963:235, 24X 

Fiche: 50-413, 84/04/05, 8404100155, 


8404130250 Forwards response to followup items from pomp ?k valve 
operability review team audit on 840313-16, Valve 1/NF/234A 
qualified for operation at -10 F. 

TUCKER, H. B. Duke Power Co, 84/04/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G, Licensing Branch 
4 2pp. 24029:184, 24X Fi ch e : 50-413, 84/04/11, 8404130250. 


8404200299 Forwards proposed changes to proof St review Tech Specs, per 
telcon re radiation monitoring instrumentation 8< radioactive 
liquid effluent monitoring. Marked-up Tech Specs end. 

TUCKER, H.B, Duke Power Co. 84/04/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4, 18pp. 24116:144. 24X Fiche: 50-413, 84/04/11. 8404200299. 


8404180407 Forwards documentation packages for containment purge sys 
containment isolation valves, RHR pumps St pressurizer PORV, in 
response to NRC 030303 request, per 840306-08 onsite audit of 
environ qualification of mechanical equipment. 

TUCKER, H.B. Duke Power Co. 84/04/16. DENTON, H. R. Office of 

Nuclear Reactor Regu.lation, Director. ADENSAM, E. G. Licensing Branch 

4. 108pp. 24070:216. 24X Fiche: 50-413, 84/04/16, 8404180407. 


8404230214 Forwards followup response to items noted in 830531 draft 
technical evaluation rept (DTER) re Phase I , NUREO-0612, 

"Control of Heavy Loads. " Responses also provided to open 
items identified in 831121 DTER re Phase II , NUREG-0612. 

TUCKER, H.B. Duke Power Co. 04/04/19. DENTON. H, R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G, Licensing Branch 

4. 10pp. 24152:002. 24X Fiche: 50-413, 84/04/19, 8404230214, 


8404300019 Forwards Rev 3 to response to NUREG-OS80 re environ 
qualif ication of electrical equipment. Rev provides general 
update to equipment tables St info requested at 840200 
meeting Ik 040306-08 environ qualification audit. 

TUCKER, H.B, Duke Power Co. 04/04/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, ADENSAM, E. G, Licensing Branch 

4. 200pp. 24227:107. 24X Fiche: 50-413, 84/04/25, 0404300019, 


E. NRC Safety Evaluation Report (SER), suppls 8< correspondence 


8404040332 Notification of date St location change for 840319 meeting 
w/util S( Ulestinghouse in Bethesda, MD to discuss resolution 
of main steam line break analysis (SER Confirmatory Issue 
12). Meeting originally scheduled for 840312, 

UABBOUR,K, N. Licensing Branch 4. 84/02/24. ADENSAM, E. 0. Licensing 

Branch 4. 3pp. 22910:329, 24X Fiche: 50-413, 84/02/24, 8404040332. 
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8404050282 Forwards revised Requests for Relief CN-l-OOi ^ CN-1-002 it 
original Request for Relief CN--1-003> in response to SER 
Section 5. 2. 4(per Confirmatory Item 11 re preservice insp 
program. 

TUCKER, H.B. Duke Power Co. 84/03/30. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAN, E. 0. Licensing Branch 

4. 15pp. 22899:234. 24X Fic he; 50-413, 84/03/30, 8404050282. 


8404230225 Notification of 840410 meeting w/util in Bethesda.MD to 
discuss licensee responses to WRC seismic equipment 
qualification it draft SER, Section 3. 10. 

LEV, M. Licensing Branch 3. 84/04/03. KNIGHTON, G. W. Licensing 

Branch 3. 5pp. 24186:224. 24X Fiche: 50-413, 84/04/03, 8404230225. 


8404110359 Forwards response to open items re detailed control room 
design review, per 840309 draft SER. Upgraded emergency 
program will be fully implemented by fuel load, per NUREG- 
0737, Items II. B. 1, II. D. 3, II. F. 1 it II. F. 2. 

TUCKER, H.B. Duke Power Co. 84/04/09. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAH, E. 0. Licensing Branch 
4, 8pp. 22990:001. 24X Fiche: 50-413, 84/04/09, 8404110359. 


8404110376 Identifies valves requiring power lockout from outside 
control room, per NRC request in Section 8.4.4 of SER re 
Open Item 13, "Power Lockout to Motoi — Operated Valves. " 

Marked-up proposed Tech Specs end. 

TUCKER, H.B. Duke Power Co. 84/04/09, DENTON. H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 

4. 4pp. 22989:351. 24X Fiche: 50-413, 84/04/09, 8404110376. 


8404130163 Forwards supplemental response to portion of fire protection 
preTinrinary draft SER addressing associated circuits. 

TUCKER.H, B. Duke Power Co. 84/04/11. DENTON. H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 5pp. 24030:318. 24X Fiche: 50-413, 04/04/1 1, 8404130163. 


8404240256 Advises that required circuit mod, described in SER Page 
7-22, will be installed prior to fuel load. No change to Tech 
Specs requiring monthly tests of any slave relay having 
proving lamp required. 

TUCKER, H.B. Duke Power Co. 84/04/11. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 24165:286. 24X Fiche: 50-413, 84/04/11, 8404240256, 


8404180357 Forwards proprietary ;S< nonproprietary responses re SER Open 
Item 5 concerning thermal design procedures & flow 
measurement techniques, per EG Adensam 840410 Itr. Proprietary 
response withheld (ref 10CFR2. 790), Info deleted. 

TUCKER, H.B. Duke Power Co. 84/04/16. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 

4, 14pp. 24075:025. 24X Fiche; 50-413, 84/04/16, 8404180357. 


— >8404180^0 Requests proprietary matl transmitted by util 040416 Itr 
be withheld, per 10CFR2, 790. Affidavit CAW-76-60 end. 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/04/09, DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. Spp. 24075:039. 
24X Fiche: 50-413, 84/04/16,8404180357. 


8404180377 Forwards Rev 3 to "Preservice Insp Plan, " per SER Section 
5.2.4 request re Confirmatory Item 11. Relief requests for 
Unit 1 submitted on 840330. 

TUCKER, H.B. Duke Power Co. 84/04/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 24075:065. 24X Fiche: 50-413, 84/04/16, 9404180377. 


— 8404180379 Rev 3 to "Preservice Insp Plan. " 

CHERRY,U. E. , CHEGEM, C. B. , BARBOUR, U. Duke Power Co. 83/12/07. 
200pp. 24075:066. 24X Fiche ; 50-413, 84/04/16, 0404180377. 


0404200293 Advises that Section 12,2 of preop erational test on Train A 
essential V bacirout power sys verified proper operation of 
accelerated sequence blackout loading, per SER Item 37. 

TUCKER/ H. B. Duke Power Co. 84/04/18. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director, ADENSAM, E. G. Licensing Branch 

4. Ip. 24115:328. 24X Fiche: 50-413, 84/04/18, 0404200293. 


6404300161 Advises that listed commitments re ECCS flow measurements it 
NP8H verificatiph completed, per SER License Condition 11. 

TUCKER, H, B, Duke Power Cp. 04/04/24. DENTON, H.R. Office of 

Hue lear Reaetpr Regulation, Director. EDENSAM, E. G. Licensing Branch 

4. 2pp, 24;ffi;5: 003. 24X Fiche: 50-413. 84/04/24, 0404300161, 


8404300159 Responds to SER Section 7. 3. 2. 2 re Confirmatory Item 26, per 
IE Bulletin 80r06. Installed instrumentation St controls in 
compliance W/Teq^uirements of IE Bulletin 80-06. Train B 
testing scbetfuled' for '140429. . 

TUCKER* H.B. Duke Power Co. 04/04/25. DENTON, H.R. Office of 
Nutlear Reaqitor Regulation, Director. ADENSAM, E.G, Licensing Branch 
4. Ip. 24aa5: ®34, 24X Ficite: 50-413. 84/04/25, 8404300159. 


8404300183 Submits clarification to previous submittals re SER Open 
Item 14 concerning fire protection. Excess flow valve will be 
provided prior to fuel load. Hydrogen concentration in event 
of pipe break will not exceed 2%, 

TUCKER, H. B. Duke Power Co. 84/04/25. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 2pp. 24225:084. 24X Fi ch e : 50-413, 84/04/25, 8404300183. 


F. Security, medical, emergency it fire protection plans 


8404100098 Public version of Rev 10 to crisis mgt p Ian. W/031201 Itr & 
UM Felton 840323 memo. 

TUCKER, H.B. Duke Power Co. 83/12/01. 52pp. 22995:066. 24X 

Fiche: 50-000, 83/12/01, 8404100098. 


8404240480 Public version of revised crisis mgt plan implementing 
procedures, including Rev 7 to 5.3.1 re recovery manager it 
immediate staff group plan it Rev 6 to 5.3.2 re crisis news 
group p Ian. W/S40224 Itr. 

TUCKER, H.B. Duke Power Co. 84/02/24. 474pp. 24197:323. 24X 

Fiche: 50-000, 84/02/24, 8404240480. 


8404170526 Forwards IE Insp Repts 50-413/84-23 it 50-414/84-14 on 
840126-0226. No violations or deviations noted. 

DANCE, H. C. Division of Project it Resident Programs. 84/03/21. 
TUCKER, H.B. Duke Power Co. 2pp. 24058:293. 24X 

Fiche: 50-413, 84/03/21, 8404170526, 


— 8404170546 IE Insp Repts 50-413/84-23 Sc 50-414/84-14 on 840126-0226. No 
violations or deviations noted. Major areas inspected; 
partic ipation in licensing hearings Sc emergency response 
drill, observation of PDR Sc maint Sc followup of IE bulletins. 
VANDDORN, P. K. , SKINNER, P. H. Region 2, Office of Director. 

BROWNLEE, V. L. Division of Project 8< Resident Programs, 84/03/20, 
6pp. 24058:295. 24X Fiche: 50-413, 84/03/21, 8404170526. 


8404020132 Forwards marked-up proposed proof Sc review Tech Specs re 
fire detection instrumentation limiting condition for 
operation Sc plant sys, per 840316 Sc 21 telcons. 

TUCKER, H. B. Duke Power Co. 84/03/22. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E.G. Licensing Branch 
4. Ip. 22837:099. 24X Fiche: 50-413, 84/03/22, 8404020132. 


— 8404020133 Marked-up proposed proof Sc review Tech Specs re fire 
detection instr umentat i on limiting condition for operation 
Sc plant sys. 

* Duke Power Co. 84/03/22. 14pp. 22837; 100. 24X 

Fiche: 50-413, 84/03/22, 8404020132. 


8404170473 Forwards IE Insp Rept 50-413/84-26 on 840306-09. No 
violations or deviations noted, 

DANCE, H.C. Division of Project Sc Resident Programs. 84/03/23. 
TUCKER, H.B. Duke Power Co. 2pp. 24059:166. 24X 

Fiche: 50-413, 84/03/23. 8404170473. 


— 8404170478 IE Insp Rept 50-413/04-26 on 840306-09. No violations or 
deviations noted. Major areas inspected: fi re protection/ 
prevention. 

MILLER, W. H. Region 2, Office of Director. CONLON, T. E. Division 
of Engineering Sc Operational Programs. 84/03/20, App. 24059.168, 
24X Fiche; 50-413,84/03/23, 8404170473. 


8404090407 Forwards "City of Charlotte Protective Response Plan for 
All Hazards. " 

TUCKER, H. B, Duke Power Co. 84/03/29. DENTON, H. Office of Nuclear 
Reactor Regulation, Director. ADENSAM, E, G. Licensing Branch 4. 

MAY, M P. Federal Emergency Management Agency. Ip. 22941:047. 24X 

Fiche; 50-413, 84/03/29, 8404090407. 


— 8404090415 "City of Charlotte Protective Response Plan for All 
Hazards, " 

* Charlotte. NC. 82/12/31. 22pp. 22941:048. 24X 

Fiche ; 50-413, 84/03/29, 8404090407. 


8404110359 Forwards response to open items re detailed control room 
design review, per 840309 draft SER. Upgraded emergency 
program will be fully implemented by fuel load, per NUREG- 
0737, Items II, B. 1, II. D. 3, II, F. 1 & II. F. 2. 

TUCKER, H.B. Duke Power Co. 84/04/09. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director, ADENSAM, E. 0. Licensing Branch 
4. Bpp. 22990:001. 24X Fiche: 50-413, 84/04/09, 8404110359. 


8404130343 Forwards info as followup to NRC 831101-^04 fire protection 
site audit. W/12 oversize drawings. Ap erture cards are 
available in PDR. 

TUCKER, H.B. Duke Power Co. 84/04/09. DENTON, M. R. Office of 
Nuclear Reactor Regulation, Director, ADENSAM, E. G. Licensing Branch 

4. 28pp. 24027:095. 24X Fiche: 50-413, 84/04/09, 8404130343. 
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3404130163 Foruiards supplemental response to portion of fire protection 
nreliminaru draft SER addressing associated circuits. 

TUCKER. HB DukePouerCo. 84/04/11. DENTON. H. R. Office or 
Nuclear Reactor Regulation. Director. ADENSAN. E. 0. Licensing Branch 

4. 5pp. 24030:318. 24X Fich e: 50--413. 84/04/ 1 1 . 0404130163. 


8404060396 Forwards motion for protective order re response to 
Carolina Environ Study Group & Palmetto Alliance 840402 
interrogatories. Related correspondence 

CARR. A. V. Duke Power Co. DSB 347. 84/04/04. KELLEY. J L. . 

FOSTER. R.F., PURDOM. P. W. Atomic Safety and Licensing Board Panel. 
Ip. 22934:125. 24X Fi ch e: 50-413, 84/04/04, 8404060396. 


8404180177 Forwards response to 840410 request for addl info re 
development of plume exposure emergency planning zone. 

Emergency plan public brochure for 1984 encl. 

tucker, H B Duke Power Co, 84/04/13. DENTON. H. R, Office of 
Nuclear Reactor Regulation, Director. ADENSAN. E. G. Licensing Branch 
4. 13pp. 24076:347 24X Fiche; 50-413, 84/04/13, 8404180177. 


8404200191 Forwards Rev 5 to physical security plan re changes to 
interior protected area barrier layout, deta i Is of access 
through interim barrier portals S< control of locks, keys St 
combinations. Rev withheld (ref 10CFR73. 21). 

TUCKER, H, B, Duke Power Co, 84/04/16. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director, Ip. 24117:055. 24X 

Fiche: 50-413, 84/04/16, 8404200191, 


— 8404060401 Motion for protective order re further response to Palmetto 
Alliance St Carolina Environ Study Group interrogatories 8 < 
requests to produce documents on contenti ons. W/Certif icate 
of Svc, Related correspondence. 

CARR, A V Duke Power Co. 84/04/04. Atomic Safety and Licensing 
Board Panel. 4pp. 22934:126. 24X Fic h e : 50-413, 84/04/04, 

8404060396. 


8404060404 Response to interrogatories 8 < requests to produce documents 
on diesel generator c on tent i ons. Certifi cate of Svc encl. 

Related correspondence. „ , .j. 

J0HNS0^4, 0. E. Hearing Branch 4. DSB 352. 84/04/04. Palmetto 

Alliance, 57pp. 22934:151. 24X Fiche : 50-413, 84/04/04, 8404060404. 


8404200245 Forwards Rev 3 to safeguards contingency plan, correcting 
editorial err or s.Rev withheld (ref 1 0CFR73. 21). 

TUCKER, H. fl. Duke Power Co. 84/04/16. DENTON, H, R, 

Nuclear Reactor Regulation, Director, Ip. 

Fiche; 50-413, 84/04/16, 8404200245. 


Office of 
24115:361. 24X 


8404300183 Submits clar if ication to previous submittals re SER Open 
Item 14 concerning fire protec tion, ETxcess flow valve will be 
provided' prior to fuel load Hydrogen concentration in event 
of pipe break will not exceed 2 '/.. 

TUCKER, H.B. Duke Power Co. 84/04/25. DENTON, H, R. Office of 

Nuclear Reactor Regulation, Director, ADENSAN, E, G. Licensing Branch 

4 2pp 24225-084. 24X Fi c h e : 50-413, 84/04/25, 8404300183, 


8404100142 Forwards list of 10CFR21 repts identified in NRC responses 
to Palmetto Alliance Si Carolina Environ Study Group 840404 
interrogatories & request for documents on diesel generator 
for inclusion in PDR. W/o encl. Related correspondence. 

JOHNSON, CJ. E. Hearing Branch 4. DSB 400. /nn 

Public Document Branch. Ip. 22967:178. 24X Fiche: 50-413, 84/04/05, 

8404100142, 


8404190502 Forwards listing of Part 21 repts identified to intervenors 
Palmetto Alliance Carolina Environ Study Group in response 
to interrogatories on diesel generator contentions, 

JOHNSON, G.E NRC - No Detailed Affiliation Given, 84/04/05. 

RATHJE, J, Public Document Branch. 600pp. 24123:001. 24X‘ 

Fiche: 50-413, 84/04/05. 8404190502. 


G. Adjudicatory correspondence 


8404120012 Forwards listed exhibits for h ear i ng . Related correspondence. 
EYSTER, R. E. Tayloe Associates 84/02/24. PLEASANT, E. 

Administrative & Logistical Support Branch. 2pp. 24034:011. 24X 

Fiche: 50-413, 84/02/24, 8404120012. 


8404110358 Forwards applicant Exhibit 4 in hear ing, received into 
evidence on 831005. W/o encl. Related correspondence. 

EYSTER, R. Tayloe Associates, 84/03/05. PLEASANT, E, Administrative 
Logistical Support Branch. Ip. 24003:362. 24X 

Fiche; 50-413, 84/03/05, 8404110358, 


8404040151 Forwards applicant supplemental answers to Carolina Environ 
Study Group Palmetto Alliance 840329 first set of 
interrogatories, consisting of answers from agencies 
included in emergency p lanning. Related correspondence. 

SHEARIN.R U. Duke Power Co. DSB 2B8, 84/03/29. GUILD, R Palmetto 

Alliance. GUILD, R, Guild, R. RILEY, J L Carolina Environmental 
Study Croup. Ip. 22886:271. 24X Fiche 50-413,84/03/29,8404040151. 


— 8404040162 Supplemental answers to Carolina Environ Study Group St 
Palmetto Alliance 840329 first set of interrogatories re 
emergency p lanning . Cer t i fi cate of Svc encl. Related 

correspondence - , 

MCGARRY.J.M. Duke Power Co. NCGARRY.J.M, Bishop, Liberman. Cook, 
Purcell U Reynolds, 84/03/29. Carolina Environmental Study 
Group, SSpp. 22086 272, 24X Fi c h e. 50-4 13, 84/03/29, 84040401 51 


8404060065 Palmetto Alliance 8 < Carolina Environ Study Group responses 
to util interrogatories requests to produce documents on 
ASLB contention re certain diesel generator problems. 

Certificate of Svc encl. Related correspondence. 

GUILD, R. Palmetto Alliance. GUILD, R. Guild, R DSB 337, 

04/04/01. Duke Power Co, 10pp. 22920:283. 24X 

Fiche: 50-413, 84/04/01, 8404060065. 


8404060416 Response to Palmetto Alliance Carolina Environ Study Group 
interrogatories requests to produce documents on diesel 
generator contentions. Related correspondence. ^ 

CARR, A. V, Duke Power Co. DSB 346. 04/04/06 Palmetto Alliance, 

llSpp 22934:322. 24X Fi che; 50-413, 84/04/06. 8404060416. 


3404100505 Motion to dismiss intervenor late-filed contention re 
crankshaft design of Transamerica Delaval emergency diesel 
generators. Intervenors cannot be expected to make any sound 
contribution. Certificate of Svc encl, 

MCGARRY, U. N. Duke Power Co. MCGARRY.J.M. Bishop, Liberman, Cook, 
Purcell 8 < Reynolds DSB 426 84/04/06 Atomic Safety and 

Licensing Board Panel 8 pp. 22977:009. 24X Fiche: 50-413. 84/04/06, 


8404110575 Advises that NRC agrees to suspension of activity on dxesel 
generator issues contingent on intervenors fulfilling 
obligation to provide info to ASLB by 840402, If info not 
provided, no further action required. Related correspondence. 

JOHNSO.N, G, E. Hearing Branch 4. DSB 456, 84/04/06. KELLEY, J. L. . 

PURDOM, P. W. , FOSTER, R.F Atomic Safety and Licensing Board Panel. 
2pp 22999 272 24X Fi cb e : 50-413. 04/04/06. 84041 10575. 


404110492 Informs that applicant will not impose on Palmetto Alliance 
or Carolina Environ Study Group any further discovery burden 
on diesel generator contentions now pending prior to 840511, 

Related correspondence 

CARR. A. V. Duke Power Co. DSB 465, 84/04/09. MARGULIE 8 . M. B. , 

LAZO, r! h! , HOOPER, F. F. Atomic Safety and Licensing Board Panel. Ip. 


8404120412 Forwards Planning Research Corp rept. “Assumptions 
Underlying Departure Times for Evacuation of Emergency 

Planning Zone," W/o encl, Related correspondence. 

SHEARIN.R.U, Duke Power Co. DSB 491. 84/04/09. 

Alliance, RILEY, J. L, Affiliation Not Assigned. Ip. 24025:114. 
aav Fl rhe- 50-413, 94/04/09, 8404120412. 


8404050069 Order fpr adjudicatory hearing commencing on 840501 re 
emergency planning contentions No useful purpose served in 
holding prehearing conference to narrow iss ues , Served on 
040404. 

MARGULIES, M.'B. Atofiiic Safety and Licensing Board Panel. DSB 316. 
84/04/02. 3pp. 22901 049. 24X Fiche: 50-413, 84/04/02. 8404050069. 


8404050052 Ac k receipt of 840126 request for Commission involvement 
in OL praceeding Commission decided not to entertain Itr due 
to rules of procedure prohibiting ex parte communications re 
on-the-record ad jud icati on. Served on 840404, 

CHILK. 8 , J. Office of the Secretary of the Commission. DSB 309, 
04 /^ 4 / 04 . garde. B P, Government Accountability Project. GUILD, R. 
Palmetto Alliance RILEY. J. Carolina Environmental Study Group. 
Ip. 22900:128 24X Fiche: 50-413, 04/04/04, 8404050052. 


8404130063 Response in opposition to Palmetto Alliance St Carolina 
Environ Study Group 040323 motion to amend St suppl diesel 
generator contentions or motion for admission of new diesel 
generator contention. Certificate of Svc encl. - , « 

CARR. A V. Duke Power Co, CARR, A. V, Bishop. Libprman. Cook. Pyrcell 
*< Reynolds. DSB SOI. 84/04/09. Atomic Safety «nd Licensing Board 
Panel, 15pp. 24035:267. 24X Fich e: 50-413. 04/04/09. 8404130063. 


404130126 Forwards affidavit of WH Owen. updating 840110 affidavit re 
fuel load date. Related correspondence. . , 

CARR. A V. Duke Power Co. DSB 500, 04/04/10. KELLEY. J,L. . 

PUPDOM. P.W. . FOSTER. R.F. Atomic Safefty and Licensing Board Panel. 
Ip. 24031:348. 24X Fiche: 50-413. 04/O4/lOf 8404130126. 


-8404130130 Affidavit of WH Owen reflectlhg revised schedule for fuel 
loading, testing St power ascension phases. ^ ^ , 

OWEN.W. H. Duke Power Co. 84/04/10. 2pp. 24031: 349. 24X 




. aa/ne/in. RA04130i26. 



316 


DOCKETED ITEMS 


8404160232 Motion 
conduct certain 
CARR, A. V. Duke 
Licensing Board 
8404160232. 


for author i zation to issue license to load fuel & 
precritical tests. 

Power Co, DSB 533. 84/04/11. Atomic Safety and 

Panel. 14pp. 24046:015. 24X Fiche: 50”4i3, 84/04/1 1, 


— 8404160236 Affidavit of PM Abraham & WR McCollum supporting motion 
for license to load fuel ?< to conduct certain precritical 
tests. 

ABRAHAM, R. M. , MCCOLLUM, W. R. Duke Power Co. 84/04/11. 13pp. 

24046:029. 24X Fich e ; 50-413, 84/04/1 1, 8404160232. 


— 8404160239 Affidavit of CJ Wylie describing all normal & addl sources 
of power available to support facility w/o reliance on 
emergency diesel generators. Certificate of Svc end. 

WYLIE, C. U. Duke Pouer Co. 84/04/11, 7pp. 24046:042. 24X 

Fiche; 50-413, 84/04/11. S404160232. 


8404170195 Forwards summary of 840313 meeting between Region 1 1 util 
re welding allegations made by Welder B. Related 
correspondence. 

JOHNSON, 0. E. Hearing Branch 4. DSB 559. 84/04/11. KELLEY, J. L. , 

FOSTER, R. F. , PURDOM, P, W. Atomic Safety and Licensing Board Panel. 
6pp. 24050:343. 24X Fi ch e: 50-413, 84/04/1 1 , S4041 70195. 


8404180340 Forwards initial comments & questions on two TDI Owners 
Group repts re rod bearing shells & rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations Se quality of matls. Related correspondence. 

BERLINGER, C. H, Division of Licensing. DSB 611, 84/04/11. 

MCGAUGHY, J, P. Mississippi Power & Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/11, 8404180340. 


8404170261 Motion to readmit contentions re severe accidents, control 
room design deficiencies S, lack of financial qualif ications. 
Certificate of Svc end. 

GUILD, R. Palmetto Alliance. GUILD, R. Guild, R. ■» Carolina 
Environmental Study Group. DSB 542. 84/04/12. Atomic Safety and 

Licensing Board Panel, 10pp. 24059:239, 24X Fiche; 50-413, 84/04/12, 

8404170261. 


8404170280 Forwards 840215 supplemental response to 831201 notice of 
violation. Related correspondence. 

JOHNSON, G.E. Hearing Branch 4. DSB 597, 84/04/12. KELLEY, J. L. . 

PURDOM, P. W. , FOSTER, R. F. Atomic Safety and Licensing Board Panel. 
4pp. 24058:279. 24X Fiche; 50-413, 84/04/12, 8404170280. 


8404170290 Response opposing admission of Palmetto Alliance 4, Carolina 
Environ Study Group 840323 motion to amend St suppl diesel 
generator contentions or, in alternative, mot ion for admission 
of new diesel generator contention. W/Certif icate of Svc. 

JOHNSON, G.E. Hearing Branch 4. DSB 592. 84/04/12. Atomic Safety 

and Licensing Board Panel. 15pp. 24059.221. 24X 

Fiche; 50-413, 84/04/12, 8404170290. 


8404240059 Forwards FEMA 840417 interim findings rept on adequacy of 
radiological emergency response preparedness Sc MR May 
840418 cover Itr. Related correspondence. 

MCGURREN, H. J. Hearing Branch 1. DSB 781. 84/04/20. 

MAROULIES, M. B. , LAZO, R. M. , HOOPER, F. F. Atomic Safety and Licensing 
Board Panel. 23pp. 24164:100. 24X Fiche: 50-413, 84/04/20, 

8404240059. 


8404240066 Forwards FEMA response to Carolina Environ Study Group Si 
Palmetto Alliance interrogatories to applicant S< NRC re 
emergency planning contentions, first round. Related 
correspondence. 

MCGURREN, H. J. Hearing Branch I. DSB 777. 84/04/20. GUILD. R. 

Palmetto Alliance. RILEY, J.L. Carolina Environmental Study Group, 
10pp. 24164:243. 24X Fi ch e : 50-413, 84/04/20, 8404240066. 


8404240486 Forwards listed documents re emergency planning, per 840416 
commitment. Related correspondence. 

COTTINGHAM, A. W. Bishop, Liberman, Cook, Purcell S< Reynolds. 
COTTINGHAM, A. W. Duke Power Co. DSB 789. 84/04/23. MARGULIES, M. B. , 

LAZO, R. M. , HOOPER, F. F. Atomic Safety and Licensing Board Panel. 

2pp. 24191:075. 24X Fiche: 50-413, 84/04/23, 8404240486. 


8404260089 Response opposing applicant 840411 motion for author i zati on 
to issue license to load fuel 8t conduct certain precritical 
testing, Opportunity to be heard on any further authority 
sought requested . Certificate of Svc end. 

GUILD, R. Palmetto Alliance. GUILD, R. Carolina Environmental Study 
Group. DSB 831. 84/04/23. 4pp. 24209:232. 24X 

Fiche; 50-413, 84/04/23, 8404260089. 


8404260141 Forwards addl copy of FEMA 840416 testimony re emergency 
planning contentions. Related correspondence. 

MCGURREN, H. J. Hearing Branch 1. DSB 820. 84/04/24. 

MARGULIES, M. B. , LAZO, R. M. , HOOPER, F. F. Atomic Safety and Licensing 
Board Panel. Ip. 24206:332. 24X Fiche; 50-413, 04/04/24, S404260141. 


8404260147 Advises that staff does not intend to respond to applicant 
840404 motion for protective order. App 1 ican t objections to 
respond to intervener interrogatories rel event. Related 
correspondence. 

J0HNS0^4, G. E. Hearing Branch 4. DSB 823. 84/04/24. KELLEY, J. L. , 

FOSTER, R. F. , PURDOM, P. W, Atomic Safety and Licensing Board Panel, 
Ip. 24205:215. 24X Fiche; 50-413, 84/04/24, 8404260147. 


0404270255 Forwards IE Insp Repts 50-413/04-13 St 50-414/84-09 St 
notice of violation re OA. App 1 icants have previously served 
Palmetto Alliance w/encl matl. Util response also end. 

Related correspondence. 

JOHNSON, G.E. Hearing Branch 4. DSB 862. 84/04/25. KELLEY, J. L. , 

FOSTER, R. F. , PURDOM, P.W. Atomic Safety and Licensing Board Panel. 
Ip. 24222: 314. 24X Fiche; 50-413, 84/04/25, 8404270255, 


H. General correspondence 


8404160013 Order dismissing applicant St staff 840406 St 09 motions, 
respectively, to suspend interveners diesel generator 
contention. Contention dismissed !< motion moot. Served on 
840416. 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. DSB 519. 
84/04/13. Office of the Executive Legal Director. 2pp. 
24043:104, 24X Fich e: 50-413, 84/04/13, 8404160013. 


8404250271 Objects to Carolina Environ Studf Group suggestion to 
include South/Southuest Charlotte, NC in emergency planning 
zone. 

GERNS, P. H. Affiliation Not Assigned. DSB 812. 84/04/17. 

MARGULIES, M. B. Atomic Safety and Licensing Board Panel. Ip. 
24196:234. 24X Fic he : 50-413, 84/04/17, 840f250271 . 


8404170247 Informs of util request for meeting u/NRC on 840418 in 
Atlanta, GA to discuss util preliminary findings based on 
followup of issues raised by Welder B. Summary of meeting 
will be forwarded. Related correspondence. 

JOHNSOrJ, G. E. Hearing Branch 4. DSB 550. 84/04/13. KELLEY, J. A. , 

FOSTER, R. F. , PURDOM, P.W, Atomic Safety and Licensing Board Panel. 
Ip. 24053:068. 24X Fiche: 50-413, 04/04/13, 8404170247. 


8404170556 Notice of hearing on 840402 in Rock Hill, SC re emergency 
planning contentions. Served on 840417. 

MAROULIES, M. B. Atomic Safety and Licensing Board Panel. DSB 590. 
84/04/16. Ip. 24068:128. 24X Fi c he: 50-41 3, 84/04/16, 8404170556. 


8404180305 Forwards rept of issue in camera witness raised during 
interviews w/NRC. W/o enc 1 . 

JOHNSON, G.E. Hearing Branch 4. DSB 616, 84/04/16. KELLEY. J. L. , 
FOSTER, R. F. , PURDOM, P. W. Atomic Safety and Licensing Board Panel. 
Ip. 24071:224. 24X Fich e: 50-413. 84/04/16, 8404180305. 


8404230056 Application for issuance of subpoenas requiring attendance 
& testimony of listed witnesses production of evidence at 
840501 adjudicatory hearings in Rock Hi 11, SC. Certificate of 
Svc end. Related correspondence, 

GUILD, R. Palmetto Alliance, GUILD, R. Carolina Environmental Study 
Group. GUILD, R. Guild, R. DSB 693. 84/04/16. Atomic Safety and 

Licensing Board Panel. 8pp. 24154:224 . 24X Fiche: 50-413, 84/04/16. 

8404230056* 


I. Financial information 


8404110330 Annual Financial Rept 1983. W/840402 Itr. 

LEE. W. S. Duke Power Co. 83/12/31. 50pp. 22989:199. 24X 

Fiche: 50-000, 83/12/31. 8404110330. 


M. Antitrust correspondence 


0404060001 Notifies that no significant antitrust changes in licensee 
activities occurred subsequent to previous CP review. FR 
notice 8c NRC review end. 

REGAN, W.H. Site Analysis Branch. 84/03/01. PARKER, W. 0. Duke Power 
Co. 2pp. 22944:202. 24X Fiche; 50-413, 84/03/01, 8404060001. 


— 8404060021 Notice of finding of no significant antitrust changes 8t time 
for filing requests for reevaluatiofi. 

REGAN, W. H. Site Analysis Branch. 84/03/01. 3pp, 22944:204. 24X 

Fiche: 50-413,84/03/01, 8404060001. 


— 840406002B "Finding of No Significant Antitrust ChUinges. " 

♦ NRC - No Detailed Affiliation Givan. ;84/C^/0l. 54pp. 

22944: 207. 24X Fiche: 50-413, 84/03/01 , 8404060001 . 
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N. Antitrust hearing transcripts 


8404100160 Requests# on behalf of Palmetto A1 1 iance# Inc< reevaluation of 
initial finding of no significant antitrust changes in util 
activities re facility operation Formal OL antitrust review 
should be conducted. 

guilder. Guild# R. 84/04/06. DENTON. H. R. Office of Nuclear 
Reactor Regulation# Director. 2pp. 22961:309. 24X 

Fiche: 50-413, 84/04/06. 8404100160. 


— 8404100164 Testimony of RA Rosen. on behalf of Palmetto Alliance# Inc re 
proposed util sale of 25'/, undivided ownership interest in 
facility to Piedmont Municipal Power Agency, 

ROSEN. R. A. Palmett Alliance. ROSEN. R A. Energy Systems Research 

Group, Inc. 83/06/21. 134pp. 22961:311, 24X 

Fiche: 50-413. 84/04/06, 8404100160. 


<J. Inspection reports, IE Bulletins 8< correspondence 


8404190135 Partial response to FOIA request for records generated as 
result of any investigation or insp into issues raised by 
H Langley in facility licensing proceed ing, App A documents 
withheld (ref FOIA Exemption 7), 

FELTON. J. M, Division of Rules and Records 84/03/19. GARDE. B. P. 
Government Accountability Project. 4pp. 24122:264. 24X 

Fiche: 50-413. 84/03/19. 8404190135, 


S404170526 Forwards IE Insp Repts 50-413/84-23 50-414/84-14 on 

840126-0226, No violations or deviations noted. 

dance. H. C. Division of Project Resident Programs. 84/03/21. 
TUCKER# H.B. Duke Power Co, 2pp. 24058:293. 24X 

Fiche: 50-413. 84/03/21 . 8404170526, 


. — 8404170546 IE Insp Repts 50-413/84-23 & 50-414/84-14 on 840126-0226, No 
violations or deviations noted. Major areas inspected; 
partic ipation in licensing hearings 8< emergency response 
drill, observation of PDR S# maint followup of IE bulletins. 
VANDOORN.P. K. . SKINNER. P H. Region 2. Office of Director. 

BROWNLEE# V. L. Division of Project if Resident Programs, 84/03/20. 
6pp. 24058:295 . 24X Fiche: 50-413. 84/03/21. 0404170526. 


Q404060214 Forwards response to IE Bulletin 83-07 re apparent 
fraudulent products sold by Ray Miller, Inc. Type 304 
stainless 3-inch Schedule 40 elbows used in McGuire fuel 
pool cooling sys filter holders supplied by Ray Miller. Inc. 
TUCKER.H. B. Duke Power Co. 04/03/22. 0 'REILLY, J. P. Region 2. 

Office of Director. 2pp. 22925:208 24X Fiche . 50-000, 84/03/22, 

8404060214. 


B404170262 Forwards IE Insp rept 50-413/84-22 on 840227-0302, No 
violations dr deviations identified 

DANCE#H. C. Division of Project Resident Programs. 84/03/23. 
TUCKER. H.B. Duke Power Co, 2pp. 24036 242, 24X 

Fiche: 50-413, 84/03/23, 8404170262 


— 8404170260 IE Insp Rept 50-413/84-22 on 840227-0302. No violations or 
deviations identified Major areas inspec t ed : radwaste mgt, 
process 8t effluent monitor installation testing, sys 
operating procedures fy preoperati ona 1 testing. 

TROUP, G.L., CUNNINGHAM, A. Region 2, Office of Director, 

MONTGOMERY, D. M. Division of Engineering 4: Operational Programs 
04/03/19, 5pp. 24056:244, 24X F i c h e ; 50-4 1 3, 04/03/23, 8404 170262. 


8404170267 Forwards IE Insp Repts 50-413/84-21 4 50-414/84-13 on 
840221-23 4 0301-02 No violations or deviations noted. 

DAWCE#H. C. Division of Project 4 Resident Programs. 84/03/23. 
TUCKER# H.B. Duke Power Co, 2pp. 24060:338, 24X 

Fiche: 50-413# 04/03/23, 8404170267 


— 8404170270 IE Insp Repts 50-413/84-21 Sc 50-414/84-13 on 840221-23 S< 
0301-02, No violations or deviations noted Major areas 
inspected: radiological environ monitoring , including review 
of preojrerational 5f operational monitoring programs. 

CUNNINGHAM. A.. L. Region 2, Office of Director. MONTGO.MERY# D. M. 
Division of Engineering S< Operational Programs, 04/03/20, 5pp, 
24060:340. 24X Fiche: 50-413, 84/03/23, 0404170267. 


3404170473 Forwards IE Insp Rept 50-413/04-26 on 840306-09. No 
violations or deviations noted, 

DANCE, H, C. Division of Project Sc Resident Programs. 84/03/23. 
T'iCKERrH. B, Duke Power Co, 2pp. 24059:166. 24X 

Fiche: 50-:4l3. 04/03/23. 8404170473. 


8402090047 IE Info Notice 84-05, Rev 1. "Exercise Frequency. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co of New 

York, Inc. 138pp, 22933:122, 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin," Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of Mew 

York# Inc, SSpp. 22892:145. 24X F i c h e. 50-000, 84/03/28. 8403140241 . 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list enc 1 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp, 22892:231. 24X Fi c he : 50-000. 84/03/29# 8403140247, 


8404060332 Ac k receipt of 840215 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/83-40 8< 
50-414/83-34. 

LEWIS. R.C. Division of Project S< Resident Programs. 84/03/29. 
TUCKER, H.B. Duke Power Co. Ip. 22931:359. 24X 

Fiche: 50-413, 84/03/29, 8404060332. 


— 0404060336 Responds to NRC 831201 Itr re violations noted in IE Insp 
Repts 50-413/83-40 50~414/83-34. Correct iv© actions; samp le 

of 88 supports containing welds reinspected & support 
reworked to conform w/design requirements. 

TUCKER, H.B. Duke Power Co. 84/02/15. 0 'REILLY, J, P. Region 2, 

Office of Director, 2pp. 22931:360. 24X Fiche; 50-413, 84/03/29, 

8404060332. 


8404050282 Forwards revised Requests for Relief CN-1-001 5; CN-1-002 & 
original Request for Relief CN-1-003, in response to SER 
Section 5. 2. 4, per Confirmatory Item 11 re preservice insp 
program. 

TUCKER, H.B, Duke Power Co, 84/03/30. DENTON, H.R, Office of 
Nuclear Reactor Regulation, Director ADENSAM, E. G. Licensing Branch 
4. 15pp. 22899-234. 24X Fiche: 50-413, 84/03/30, 8404050282, 


8404060135 Ack receipt of 840308 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/83-17 St 
50-414/83-16, 

LEWIS, R.C. Division of Project 8< Resident Programs. 84/04/02. 
TUCKER, H. B. Duke Power Co. Ip. 22920:128. 24X 

Fiche: 50-413. 84/04/02, 8404060135. 


— 0404060138 Responds to NRC 830811 Itr re violations noted in IE Insp 
Repts 50-413/83-17 & 50-414/83-16 Corrective actions: 
confidence level exceeding 95X established that specified 
strength mix on design drawi ngs/documents placed. 

TUCKER# H.B. Duke Power Co, 84/03/08. Q 'REILLY, J. P, Region 2, 
Office of Director. 3pp. 22920 129, 24X Fiche: 50-413, 04/04/02# 

8404060135, 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/05 Consolidated Edison Co of New 

York, Inc. 149pp. 24X Fi c he : 50-000, 84 /04/05, 8403140259, 


8403140263 IE Info Notice 84-23, "Results of NRC-8ponsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list end, 

JORDAN# E. L, Division of Emergency Preparedness & Engineering 
Response (Post 030103). 04/04/05. Consolidated Edison Co. of New 

York# Inc. 103pp. 24066:164, a4X Fiche: 50-000# 84/04/05, 8403140263, 


8404170420 Ack receipt of 840329 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/04-13 & 
50-414/84-09, 

DANCE, H. C. Division of Project 8 k Resident Programs. 04/04/06. 
TUCKER. H.B. Duke Power Co. Ip. 24063:302. - 24X- 
Fiche; 50-413, 84/04/06, 04O417O42G. 


—8404170425 Responds to NRC 040301 Itr re violations noted in IE Insp 
Repts 50-413/84-13 50-413/84-09. Correct ive actions: retest 

of relays performed to assure nuclear safety-related relays 
prop'orly set & t'ested. 

TUCKER. H.B. Duke Power Co. 84/03/29. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 24063:303. 24X Fiche: 50-413# 04/04/06# 

8404170420. 


— 8404170470 JE insp Rept 50-413/04-26 on 840306-09. No violations or 
deviati, Ohs noted. Major areas inspected; fire protection/ 
prevention. 

MILLER#, Ml H. Region 2# Office of Director. CONLON# T. E. Division 
of En;gineering «« Operational Programs. 84/03/20. 6pp. 24059:160. 
24X Fiche: 50^413, 84/03/23. 8404170473. 


— 8404170429 Forwards IE Insp Repts 50-413/84-13 4t 50-414/84-09 on 
840131-0203 It notice of violation. 

LEWIS, R.C. Division of Project & Resident Programs. 84/03/01. 
TUCKER, H.B. Duke Power Co. 2pp. 24063:305. 24X 

Fiche: 50-413# 84/04/06, 8404170420. 


•8404170432 Notice of violation from insp on 840131-0203, 

* Region 2, Office of Director. 84/03/0'l. Ip. 24063:307. 24X 

Fiche; 50-413# 84/04/06, 8404170420. 
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—8404170436 IE Insp Repts 50-413/84-13 & 50-414/84-09 on 840131-0203. 
Violation noted : fa i lure to have adequate procedures for 
protective relay adjustment activities, 

HUNT/ M. D. Region 2, Office of Director CONLON. T. E. Division of 
Engineering & Operational Programs. 84/02/22, 6pp. 24063:308. 
24X Fiche; 50-413, 84/04/06, 8404170420. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs <Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

B6pp. 24189:001. 24X Fi c h e : 50-000, 84/04/ 1 6, 8403 140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRG 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16. 8403140278. 


8404180377 Forwards Rev 3 to "Preservice Insp Plan, " per SER Section 
5.2.4 request re Confirmatory Item H. Relief requests for 
Unit 1 submitted on 840330. 

TUCKER, H. B. Duke Power Co. 84/04/16. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G, Licensing Branch 
4. Ip. 24075:065. 24X Fiche: 50-413. 84/04/16, 8404180377. 


— 8404180379 Rev 3 to "Preservice Insp Plan. " 

CHERRY, J.E., CHEGEM.C.B., BARBOUR, J. Duke Power Co. 83/12/07. 
200pp. 24075:066. 24X Fi c he : 50-413, 84/04/ 16, 8404180377. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi che: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, U. N. Division of QA, Safeguards 8, Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc 

89pp. 24163:292. 24X Fi che : 50-000, 84/04/ 1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Maqne-Blast Circuit Breaker 
Problems, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp, 24188:237 24X Fiche; 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Di screpanc i es in Recordkeeping 5< Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001, 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set, " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:119. 24X Fiche 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage, " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. U9pp. 24195:343. 24X Fiche: 50-000. 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103), 84/04/20, Consolidated Edison Co. of New 

York, Inc. 119pp, 24285:015. 24X Fiche; 50-000, 84/04/20, 8404160130. 


8404270255 Forwards IE Insp Repts 50-413/84-13 & 50-414/84-09 8< 
notice of violation re QA, App 1 icants have previously served 
Palmetto Alliance w/end matl. Util response also end 
Related correspondence. 

JOHNSON, 0. E. Hearing Branch 4. 053 862, 84/04/25. KELLEY, U. L. , 

FOSTER, R.F,, PURDOM, P, W. Atomic Safety and Licensing Board Panel, 
Ip. 24222:314. 24X Fiche: 50-413, 84/04/25, 8404270255. 


8404300159 Responds to SER Section 7. 3. 2. 2 re Confirmatory Item 26, per 
IE Bulletin 80-06. Installed instrumentation & controls in 
compliance w/requirements of IE Bulletin 80-06. Train B 
testing scheduled for 840429. 

TUCKER, H.B. Duke Power Co. 84/04/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4, Ip. 24225:036. 24X Fiche: 50-413, 84/04/25, 8404300159. 


S. Reportable occurrences, LERs 8< related correspondence 


8404040206 Forwards minutes of 831130 meeting w/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design def i c ienc i es, cran k shaft, b ear i ngs & connecting rods & 
pistons & skirts. 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississipoi Powe- % L-g^'t Co 70pp. 22880:226. 24X 

Fiche: 50-: jD. El 1 2/ . = . D-- : ^ 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Initially reported on 840213. Vendor 
invest i gat i on of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C. V, Niagara Mohawk Power Corp. 84/03/08. STARQSTECKI , R. 
Division of Project & Resident Programs. Spp. 22940:241. 24X 

Fiche; 50-000, 84/03/03, 8404090375. 


8403290175 Final Significant Deficiency Rept SD 413-414/83-12 re one 
metal file found in both Diesel Generator lA Z>. 2A mfg by 
Parsons & Peebles/Electric Products. Initially reported on 
830913. Diese 1 Generator IB stator replaced w/2A stator. 

TUCKER, H.B. Duke Power Co. 84/03/15. 0 'REILLY, J, P. Region 2, 

Office of Director. 3pp, 22803:360. 24X Fiche: 50-413, 84/03/15, 

8403290175. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mi ss i ss i p p i Power & Light & Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Division of Licensing. 2pp, 22838:090. 24X Fi c he ; 50-000, 04/03/22. 

8404020143. 


9403140249 Board Notification 84-063: forward s Transamerica Delaval 
Owners Group rept "Design Review of Connecting Rod Bearing 
Shells for Transamerica Delaval Enterprise Engines" & 

"Emergency Diesel Generator Rocker Arm Capscrew. ..." 

EISENHUT, D. 0. Division of Licensing. 84/03/23. PALLADINO 
Commissioners, Spp. 22871:049. 24X Fich e ; 50-000, 84/03/23, 

8403140249. 


8404050025 Interim Significant Deficiency Rept SD 413-414/84-03 re 
loose flexible coupling drive hubs on overspeed governor & 
fuel transfer shafts mfg by Love joy, Inc. Ini tial ly reported 
on 840224. Looseness of hubs will be inspected. 

TUCKER, H.B. Duke Power Co. 84/03/23. 0 'REILLY, J. P. Region 2. 

Office of Director. 3pp. 22900:120. 24X Fi c h e ; 50-413, 84/03/23, 

8404050025, 


8404060073 Final Significant Deficiency Rept SD 413-414/81-11 re failed 
Borg— Warner Corp nuclear valve div motor operated gate 
valves. Initially reported on 810602 Valves returned to 
vendor for repair. 

TUCKER, H.B, Duke Power Co. 84/03/27. 0 'REILLY, U. P. Region 2, 

Office of Director. 4pp. 22920:001. 24X Fi ch e : 50-413, 84/03/27, 

8404060073. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
St furnished to power generating facilities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J. P. Pacific Air Products Co. 84/03/28. Director's 
Office, Office of Inspection and Enforcement. 15pp, 24022; 164. 24X 

Fiche: 50-000, 84/03/28, 8404120307. 


8404050127 Interim deficiency rept re replacement of undersized motor 
operators for Westinghouse valves. Due to extension of ESF 
testing, involving two remaining valves on Unit 1, expected 
completion date for deficiency will be 840416, 

TUCKER, H.B. Duke Power Co, 84/03/29. D 'REILLY. J. P. Region 2, 
Office of Director. Ip. 22900:297. 24X Fiche: 50-413, 84/03/29, 

8404050127. 


8404050289 Supplemental Significant Deficiency SD 413-414/83-17 re 
discovery of overdrilled restrictor. Process of verifying 
correct hole sire under way. Special weld bosses installed. 

TUCKER, H.B, Duke Power Co. 84/03/29. O 'REILLY, U. P. Region 2, 
Office of Director. 2pp. 22899:273. 24X Fiche: 50-413, 84/03/29, 

8404050289. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines St svc conditions. 

MUSELER, W. J. TDI ( Transameti ca Delaval, Inc. ) Owners Group, 
84/03/30. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director, 2pp. 22863:069, 24X Fiche: 50-000, 84/03/30. 8404030354, 


8404100361 Final Significant Deficiency Rept SD 413-414/82-27 re SAB 
Nife nickel cadmium batteries w/cracks in cell containers, 
allowing electrolyte leakage. Initially reported on 831230, 

Cells replaced w/Type L307 cells. 

TUCKER, H.B. Duke Power Co. 84/03/30. 0 'REILLY, U. P. Region 2, 

Office of Director. 3pp. 22971:186. 24X Fiche: 50-413, 84/03/30, 

8404100361. 
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B404100451 Suppl to Deficiency Rept SD 413-414/83-16 re mechanical 
snubbers w/p otent ia 1 1 y defective capstan sp rings. Snubbers 
rep laced. 

TUCKER. H.B. Duke Power Co. 84/03/30. O'REILLY. J P. Region 2, 
Office of Director. 2pp. 22962:236. 24X Fiche: 50-413. 84/03/30. 

8404100451. 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Croup 840322 meeting ?•< addl info re diesel generators. 

EISENHUT. D. 0. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267. 


— 8403090331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Addl staff comments also end. 

BERLINGER.C. Division of Licensing. 84/02/28. MUSELER. W. TDI 
<Transamer ica Delaval.- Inc. ) Owners Group. 11pp. 24068:015. 24X 

Fiche: 50-000, 84/04/04. 8403140267. 


8404170237 Interim significant deficiency rept re unconsidered effects 
of superheated steam from steam generator for main steam 
line break ana ly s i s , I tern will continue to be followed as 
Confirmatory Item 12 in SER. 

TUCKER, H.B. Duke Power Co. 84/04/04. □ 'REILLY, J. P. Region 2, 

Office of Director. Ip 24053:082. 24X F i ch e : 50-413. 84/04/04, 

8404170237. 


8404100242 Forwards description of extended operation tests it insp 
plans for Diesel Generators lA ?< B description of generic 
it site-specific pr ob 1 ems , p er 840321 meeting re resolution 
of Transamerica Delaval, Inc diesel generator issue. 

TUCKER, H.B. Duke Power Co. 84/04/05. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director, ADENSAM, E. G. Licensing Branch 
4. 39pp. 22967:307. 24X Fi ch e : 50-413. 84/ 04/05, 8404100242. 


8404190502 Forwards listing of Part 21 repts identified to interveners 
Palmetto Alliance it Carolina Environ Study Group in response 
to interrogatories on diesel generator contentions. 

JOHNSON. G.E, NRC - No Detailed Affiliation Given. 94/04/05, 

RATHJE, J. Public Document Branch, 600pp. 24123:001. 24X 

Fiche; 50-413, 84/04/05, 8404190502, 


8404260047 Part 21 rept re failure of high speed Rotork 14,16 it 30 
model actuators w/torque 1 imi ters, Caused by incorrect torque 
on locking set screw. Torque changed to 12-13 ft/lbs it 
actuators w/173 RPM replaced. 

ARNOLD, R. H, Rotork Controls, Inc. 84/04/06, Director's Office, 
Office of Inspection and Enforcement. 4pp. 24209:238, 24X 

Fiche; 50-413, 84/04/06, 8404260047, 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF it AE piston 
skirts. 

MUSELER, W. J. TDI (Transamer ica Delaval, Inc.) Owners Group. 

84/04/09. DENTON. H, R, Office of Nuclear Reactor Regulation, 
Director, 3pp, 22985:144. 24X Fiche: 50-000. 84/04/09. 84041 10307. 


S404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC it Transamerica Delaval. Inc Diesel 
Generator Owners Group. 

MUSELER, W. J, TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/12. DENTON, H. R. Office of Nuclear Reactor Regulation. 
Director. 6pp. 24043:161. 24X Fi c he : 50-000, 84/04/12, 8404160030. 


S404170203 Forwards calculations for rocker arm capscrew stress 
analysis «< cylinder head stud evaluation. 

MUSELER, W.J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/13. DENTON, H.R. Office of Nuclear Reactor Regulation, 

Director. S8pp. 24053 184. 24X Fi ch e: 50-000, 84/04/ 13, 8404170203. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL, per NRC 
request 

MUSELER, W.J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/04/16. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp, 24071 225. 24X Fiche: 50-000, 84/04/16, 8404180323. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS. 

K-3. OOOS S', IK-4, OOOS circuit brea kers. Report ed in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL. D. D. Brown Boveri Corp (subs, of Drown Boveri & Co., Ltd.). 
84/04/16, Record Services Branch (Document Control Desk). 4pp. 
24114:161, 24X Fiche: 50-000, 84/04/16. 8404200323. 


8404160150 Board Notification 84-076: provides info re Westinghouse 
reactor coolant pump seal potential for failure under- loss 
of cooling cond i tions. Inf o updates Board Notification 83-139 
& AECL test results. 

EISENHUT, D. G. Division of Licensing. 84/04/19. PALLADINO 
Commissioners. 2pp. 24215:100. 24X Fich e ; 50-000, 84/04/19, 

8404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling conditions. Info updates Board 
Notification 83-139 i/. AECL test results. Sve list end. 
VOLLMER.R.H. Division of Engineering. 84/04/06. EISENHUT. D, G. 
Division of Licensing. 6pp. 24215:102. 24X Fiche: 50-000. 

84/04/19, 8404160150. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
94/04/19. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24154:259. 24X Fiche: 50-000, 84/04/19, 8404230057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ. R J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ,J.F. Operating Reactors Branch 4. 28pp. 24225:166. 24X 

Fiche: 50-000, 84/04/20, 8404300097. 


8404300083 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C, L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/04/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 3pp. 
24227:104. 24X Fi ch e : 50-000, 84/04/24, 8404300083. 


T. Hearing transcripts on non-antitrust matters 


8404040021 Partial response to FOIA request for records generated as 
result of investigation into issues raised by H Langley it 
in camera witnesses who testified in licensing proceeding. 

Forwards App A, B 15 < C documents. Records also in PDR. 

FELTON, J, M. Division of Rules and Records, 84/02/22. GARDE, B. P. 
Government Accountability Project, 5pp. 22889:010. 24X 

Fiche: 50-413, 84/02/22, 8404040021. 


— 8404040034 Testimony of JM McConaghy,LR Darner, JP Akers, JE Cavender, 
LW Rudasill.JC Sh r op s h ire , RP Ruth it DH Llewellyn re in 
camera witness allegations concerning laminations 
MCCONAGHY, J. M. , BARNES, L, R. , AKERS, J. P. Duke Power Co. 84/02/22. 
15pp. 22889:180. 24X Fi c h e ; 50-4 13, 04/02/22, 8404040021 . 


— 8404040042 Testimony of WE Rogers, LR Barnes, LW RudasilljEO McKenzie, 
KR Webber, JC Shr o p s h i r e, HR Barker, DH Llewellyn it JR Wilson 
re in camera witness allegations concerning foreman 
overr i d e. 

ROGERS, W. E. , BARNES, L.. R. , RUDASILL, L. W. Duke Power Co. 84/02/22. 
24pp, 22889:131. 24X Fi che: 50-413, 84/02/22, 8404040021. 


— 8404040053 Testimony of JE Cavender.WE Rogers, DH Llewellyn tn LR Barnes 
re in camera witness allegations concerning accuracy of 
radiographs. 

CAVENDER, J. E. , ROGERS, W. E , LLEWELLYN, D. H . Duke Power Co. 

84/02/22. 9pp. 22889:204. 24X Fiche: 50-413. 84/02/22, 8404040021. 


— 8404040060 Testimony of LR Davison re Langley allegations pertaining 
to alleged harassment of welding inspector L Harris. 

DAVISON, L.R. Duke Power Co. 84/02/22. 4pp, 22889:229. 24X 

Fiche; 50-413, 84/02/22, B404040021. 


— 8404040066 Testimony of LR Davison re Langley allegation of prior 
notification of NRC insps. 

DAVISON, L.R. Duke Power Co. 84/02/22. 5pp. 22889:233. 24X 

Fiche; 50-413, 84/02/22, 8404040021. 


— 8404040070 Testimony of DL Freeze concerning Langley allegation re 
prior notification of NRC insp. 

FREEZE, D. L. Duke Power Co. 84/02/22 4pp. 22889:238. 24;< 

Fiche: 50-413, 84/02/22, 8404040021. 


—8404040073 Testimony of RA Morgan concerning Langley allegation re 
prior notification of NRC insp. 

MORGAN, R. A. Duke Power Co. 84/02/22. 3pp. 22889:242. 24X 

Fiche : 50-413, 84/02/22, 8404040021. 


— 840^040076 Testimony of L Harris re Langley allegation concerning 
prenotification of NRC insp, 

HARRIS, L. Duke Power Co. 84/02/22. 2pp. 22889:245. 24X 

Fiche: 50-413, 84/02/22, 8404040021. 


— 8404040079 Testimony of TH Mullinax re Langley allegations pertaining 
to alleged harassment of welding inspector. Related info 
end. 

MULLINAX, T. H. Duke Power Co. 84/02/22. 141pp. 22889:247. 24X 

Fiche: 50-413, 84/02/22, 8404040021. 


0404040160 Transcript of 840402 telcon between ASLB, applicant, NRC, 
Palmetto Alliance it Carolina Environ Study Group in 
Bethesda, MD. Pp 27-51. 

* Commissioners. 84/04/02. 24pp. 22886: 163, 24X 

Fiche: 50-413, 84/04/02, 8404040160. 
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8403140267 Board Notification 84-072: for wards transcript of TDI Owners 
Group 840322 meeting & addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267. 


—8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator rel iab i 1 i ty . Pp 1-197. 

* Commissioners. 84/03/22 198pp. 24067: 132. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404170470 Testimony of SC Sholly on emergency planning Contention 11 
re plume exposure pathway z one. Certi fi cate of Svc end. 

Related correspondence. 

SHOLLY, S. C. Onion of Concerned Scientists. SHOLLY, S. C. Palmetto 
Alliance. SHOLLY, S. C. Carolina Environmental Study Group. DSB 599. 
84/04/16. 40pp. 24058:301. 24X Fiche: 50-413, 84/04/16, 8404170470. 


8404190050 Forwards testimony of L Soffer,JE Fairofaent & P Robinson re 
Contention 11 & testimony of T Urbanik re evacuation time 
estimate studies, Related correspondence. 

MCGURREN, H. J. Hearing Branch 1. DSB 646, 84/04/16. 

MARGUlIES, M. B. , LAZO, R. M. , HOOPER, F. F. Atomic Safety and Licensing 
Board Panel. Ip. 24104:354. 24X Fich e: 50-413, 84/04/16, 8404190050. 


— 8404190053 Testimony of T Urbanik re evacuation time estimate studies. 
URBANIK, T. Texas A&M Univ. , College Station, TX. 84/04/16. 12pp. 

24104:355. 24X Fi ch e; 50-413, 84/04/16, 8404190050. 


— 8404190058 Testimony of L Sof f er, JE Fairobent !k P Robinson on 
Contention 11 re improper determination of northeast 
q.uadrant of plume exposure pathway emergency planning zone. 

Prof ciual if ications & Certificate of Svc end. 

SOFFER,L. Accident Risk Section. FAIROSEhJT, J. E. Meteorology & 
Effluent Treatment Branch. ROBINSON, P. Emergency Preparedness 
Branch. 64/04/16. 33pp. 24105:005, 24X Fi ch e: 50-413, 84/04/16, 

B4041 90050, 


8404190144 Forwards testimony re emergency planning contentions. 
Certificate of Svc end. Related correspondence. 

MCGARRYfJ. M. Bishop, Liberman, Cook, Purcell it Reynolds. 
MC0ARRY,J. M. Duke Power Co. DSB 648. 84/04/16. MARGULIES, .M B. , 

HOOPER, F. F. , LAZO, R.M, Atomic Safety and Licensing Board Panel. 
4pp. 24101:215. 24X Fiche: 50-413, 84/04/16, 8404190144. 


—8404190150 Testimony of RM Glover, PF Carter, ML Birch, SU Duckworth, 
UT Pugh, PR Lunsford, WM McSwain,SL Finklea,BE Phillips, 

LW Broome t>. PS Thomas re emergency planning Contentions 1 it 
7. Related correspondence. 

GLOVER, R.M. , CARTER, P. F. , BIRCH, M.L. Duke Power Co. 84/04/16. 
100pp. 24101:219. 24X Fiche: 50-413, 84/04/16, 8404190144. 


—8404190159 Testimony of UE Neves, JT Pogh,J Gregory, PR Lunsford, 

WM McSwain,BE Phillips, LW Broome, D Johnson it P Needham re 
emergency planning Contention 3. Related correspondence, 

NEVES,J,E,, PUGH,J.T. North Carolina, State of. GREGORY, J. South 
Carolina, State of. 84/04/16. 64pp, 24101:322. 24X 

Fiche: 50-413, 04/04/16, 8404190144. 


— 8404190166 Testimony of RM Glover, D Brown, JT Pugh,WM McSwain,BE 
Phillips, LW Broome it PS Thomas re emergency planning 
Contention 6. Related correspondence, 

GLOVER, R. M. Duke Power Co. BROWN, D. , PUGH, J, T. North Carolina, 
State of. 84/04/16. 23pp. 24102:024. 24X Fiche: 50-413, 84/04/16. 

8404190144. 


— 8404190171 Testimony of SD Coleman, JT Pugh, EH Harris, PR Lunsford, 
WM McSwain,BE Phillips, LW Broome & PS Thomas re emergency 
planning Contention 0. Related correspondence. 

COLEMAN, S.D. Duke Power Co. PUGH, J. T. , HARRIS, E. H. North 
Carolina, State of. 84/04/16. 57pp. 24102:047. 24X 

Fiche: 50-413, 84/04/16, 8404190144. 


— 8404190179 Testimony of RM Glover, MR BassiounijJT Pugh, PR Lunsford, 
WM McSuiain.BE Phillips, LW Broome it PS Thomas re emergency 
planning Contention 9. Related correspondence. 

GLOVER, R.M. Duke Power Co. BASSIOUNI, M. R, Acoustic Technology, 
Inc. PUGH, J. T. North Carolina, State of. 84/04/16. 37pp. 

24102: 104. 24X Fiche; 50-413, 84/04/16, 8404190144. 


— 8404190187 Testimony of RF Edmonds, MA Casper, RM Glover, TE Potter, 
WM Kulash it LW Broome re emergency planning Contention 11. 
Related correspondence. 

EDMONDS, R. F. , CASPER, M. A. , GLOVER, R. M Duke Power Co. 84/04/16. 
90pp, 24102:141. 24X Fiche: SO-413, 84/04/16. 8404190144, 


— 8404190194 Testimony of RM Glover, JT Pugh, PR Lunsford, WM McSwain, 

BE Phillips, LW Broome, WM Kulash it PS Thomas re emergency 
planning Contentions 14 i< 15, Related correspondence. 

GLOVER. R.M. Duke Power Co. KULASH, W. M. Planning Research Corp. 
PUOH, J. T. North Carolina, State of. 84/04/16. 200pp. 24102:232. 

24X Fiche: 50-413, 84/04/16, 8404190144. 


— 8404190201 Testimony of SD Coleman, ME Bolch.JT Pugh, PR Lunsford, BE 
Phillips, LW Broome it PS Thomas re emergency planning 
Contention 18. Related correspondence. 

COLEMAN, S. D. , BOLCH, M. E. Duke Power Co. PUGH, J. T. North 
Carolina, State of. 84/04/16. 29pp. 24103:149. 24X 

Fiche; 50-413, 84/04/16, 8404190144. 


0404230098 Prefiled testimony of JL Riley, R Twerry.PL Rutledge, 

AB Andrews 5< RW Pittard on emergency planning contentions. 
Certificate of Svc end. Related correspondence. 

GUILD, R. Palmetto Alliance. RILEY, J.L. Carolina Environmental 
Study Group. GUILD, R. Guild, R. DSB 692. 84/04/16. 2pp. 

24153:347. 24X Fiche: 50-413, 84/04/16, 8404230098. 


8404230134 Forwards FEMA testimony on admitted emergency planning 
contentions, per ASLB 840402 order. 

MCGURREN, H. J. Hearing Branch 1. DSB 743. 84/04/16. 

MARGULIES, M. B. , HOOPER, F, F. . LAZO, R. M. Atomic Safety and Licensing 
Board Panel. Ip. 24152:335. 24X Fiche: 50 -413, 84/04/16, 8404230134. 


— 8404230139 Testimony of FEMA on emergency planning contentions. 

HEARD, J. C. , HAWKINS, T. I, Federal Emergency Management Agency. 
84/04/16. 39pp. 24152:336. 24X Fiche; 50-413, 84/04/16, 8404230134. 


8404230055^ Forwards attachment, "EPC-9 Bassiouni Attachment B, 
Analysis, Verification Z>. Testing of Siren Prompt 
Notif ication Sys for Catawba Nuclear Station," to applicant 
prefiled testimony. Related correspondence. 

CALVERT, M.S. Bishop, Liberman, Cook, Purcell & Reynolds. 

CALVERT, M.S. Duke Power Co. DSB 711. 84/04/19. Operations 

Branch. 200pp. 24152:057. 24X Fiche: 50-413, 84/04/19, 8404230055. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds, " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8404040017 FOIA request for records generated in connection w/ 
investigation of issues raised by H Langley & in camera 
witnesses who testified in licensing proceeding. 

GARDE, B.P. Government Accountability Project. 84/01/18. Office 
of Administration. 2pp. 22889:008. 24X Fiche: 50-413, 84/01/18, 

B404040017. 


8404190066 Appeals denial of FOIA request for records re WR McAfee 
allegations for period Mar 1977 - Mar 1979, open conference 
held by NRC at site in Nov 1979 & staff discussions of util 
topical QA manual. 

GARDE, B. P. Government Accountability Project. 84/02/08. 

DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
24122:160. 24X Fiche: 50-413, 04/02/08, 04041 90066. 


8404040021 Partial response to FOIA request for records generated as 
result of investigation into issues raised by H Langley & 
in camera witnesses who testified in licensing proceeding. 

Forwards App A, B 8< C documents. Records also in PDR. 

FELTON, J. M. Division of Rules and Records. 84/02/22. GARDE, B. P. 
Government Accountability Project. 5pp, 22889:010. 24X 

Fiche; 50-413, 84/02/22, 8404040021. 


— 8404040024 Provides prioritization of concerns received from ASLB re 
issues to be addressed at resumption of hearings. 

URYC, B, Region 2, Office of Director. 84/01/06. HERDT, A. Region 
2, Office of Director. Ip. 22889:015. 24X Fi che: 50-413, 84/02/22, 
8404040021. 


— 8404040028 Advises that case numbers have been assigned to in camera 
allegations/allegers, RI I— 03-A-OO91 assigned to Nunn & 

RI I— 84-A-0004 to Langley. 

URYC,B. Region 2, Office of Director. 84/01/06. HERDT, A. Region 
2, Office of Director. Ip. 22889:016. 24X Fiche: 50-413, 84/02/22, 

8404040021. 


—8404040029 Discusses concerns expressed by in camera alleger in 
interview conducted by N Economos on 831116-17, 

URYC, B, Region 2, Office of Director. 83/12/05. HERDT, A. Region 
2, Office of Director. 4pp. 22889:017. 24X Fiche: 50-413, 

84/02/22. 8404040021. 
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— 8404040032 Requests assistance in performing interview w/alleger re 
possible welding V, instrumentation problems of QC 
inspectors* Case R I I-83"A”0091 , 

HERDTiA. R. Region 2* Office of Director, 83/11/15, TODD, G. A. 
Region 2* Office of Director. Ip. 22889:021. 24X 

Fiche: 50-413* 04/02/22* 8404040021. 


— 8404040035 Forwards allegation rept by N Economos resulting from 
interview u/alleger re possible welding problems 
intimidation of QC inspectors. 

TODD* G. A. Region 2* Office of Director. 83/11/03. HERDT* A R, 
Region 2* Office of Director. 23pp. 22889:022, 24X 

Fiche: 50-413, 84/02/22* 8404040021, 


—8404040242 Discusses MARCH-HECTR analysis of effects of selected 
accident scenarios on e(iuipment in ice condenser 
c onta inment. 

DANDINI* V. J. * MCCULLOCH* W. H. Sandia Laborator ies. 84/01/24. 
LARKINS* J. Severe Accident Assessment Branch. 13pp. 22976:247 

24X Fiche: 50-413* 84/04/02* 8403140260. 


— 8404040232 Forwards for comment. "HECTR Analysis of Equipment Temp 
Responses to Hydrogen Burns in Ice Condenser Containment**' 
draft preliminary rept. 

MCCULLOCH* W. H. Sandia Laboratories 84/02/22. LARKINS.J. * 
FARMER* B. Office of Nuclear Regulatory Research* Director. Ip 
22976:260, 24X Fi ch e 50-413, 84/04/02. 8403140260. 


' — 8404040039 Forwards statement of concerns based on 831014 discussions 
w/NRC inspector N Economos. Related info end, 

TODD, G. A. Region 2* Office of Director. 83/10/18. NUNN* H. S. 
Affiliation Not Assigned, 08pp, 22889:044. 24X 

Fiche: 50-413* 84/02/22* 8404040021. 


— 8404040049 Testimony of WE Rogers. LR Barnes* LW Rudasill.UE Cavender, 
AW Roy 8< DH Llewellyn concerning in camera witness 
allegations re welding matl. 

ROGERS* W. E, * BARNES* L R, . RUDASILL* L. W. Duke Power Co. 84/02/22. 
9pp, 22889:195, 24X F i c h e : 50-413* 84/02/22, 8404040021 , 


— 8404040055 Forwards affidavit of H Langley re QC concerns for info & 
review. 

GARDE, B.P. Government Accountability Pro ject. 84/01/27. URVC* B, 
Region 2, Office of Director, Ip. 22889:213. 24X 

Fiche: 50-413* 84/02/22* 8404040021. 


8404040239 "HECTR Analysis of Equipment Temp Responses to Selected 
Hydrogen Burns in Ice Condenser Containment*" draft 
preliminary rept. 

DANDINI* V, J. , MCCULLOCH* W. H. Sandia Lab orator i es. FIN A-1270. 
84/02/29. Severe Accident Assessment Branch. 45pp. 22976:261. 

24X Fiche: 50-413, 84/04/02, 8403140260. 


8404180075 Forwards safety evaluation re util 831118*840215*0301 & 0308 
transmittals concerning elimination of arbitrary 
intermediate pipe breaks Deviation from SRP acceptable. 

NOUAK, T. M, Assistant Director for Licensing. 84/04/02. TUCKER, H. B. 

Duke Power Co. 3pp. 24106:307, 24X Fich e; 50-414, 84/04/02, 

8404180075, 


— B404180079 Safety evaluation re elimination of arbitrary intermediate 
pipe breaks. Deviation from SRP acceptable. 

# Division of Engineering. 84/04/02. 16pp. 24106:310. 24X 

Fiche: 50-414* 84/04/02, 8404180075. 


— 8404040057 Affidavit of H Langley re QC concerns at site. 

LANGLEY, H, Affiliation Not Assigned. 84/01/26. 15pp. 22839:214. 

24X Fiche: 50-413* 84/02/22. 8404040021, 


8403210162 Ltr to all applicants for OLs & full power authorizations 
summarizing 840126 meeting in Bethesda.MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews !< development of acceptable experience profile. 

HANNON, J. Division of Licensing 84/03/01, Affiliation Not 
Assigned, 7pp. 24106:202, 24X Fiche: 50-000* 84/03/01, 8403210162. 


840'^190467 Responds to FOIA request for documents re discussions of 
topical QA manua 1 . Forwar d s App A documents. Documents also 
available in PDR. 

FELTON. J. M, Division of Rules and Records, 84/03/05 GARDE, B. P. 
Government Ac c cuntab i 1 i t y Project. 2pp. 24122' 322, 24X 

Fiche: 50-413, 84/03/05. :-;:-'l04l90467, 


-"8404190471 Forwards topical rept evaluation of Amend 4 to DUKE-l-A, 
"QA Program," Rept acceptable for referencing in license 
app 1 ications. 

HAASS* W. P, Quality Assurance Branch 78/06/29. WELLS* J. Duke 
Power Co, 2pp. 24122:324, 24X Fiche: 50-413, 84/03/05* 8404190467. 


—0404190472 Topical rept evaluation of Amend 4 to DUKE-l-A, "QA 
Program. " Rept acceptable for referencing in license 
app 1 1 cations, Re la ted info re alleged safety hazards end. 

•«* NRC - No Detailed Affiliation Given. 78/06/29. 18pp 
24122:326. 24X Fiche: 50-413* 84/03/05* 8404190467, 


8404230309 Responds to 840208 ltr appealing NRC lack of response to 
831121 FOIA request re allegations raised by N Hoopingarner 
re f ac i 1 xties. Sine e NRC completed initial request on 84032S* 
no further action on appeal will be taken. 

FELTON* U. M. Division of Rules and Records. 84/04/03. GARDE, B. P. 
Government Accountability Project. Ip. 24183:234. 24X 

Fiche: 50-413* 84/04/03* 8404230309. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors* 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting . Sve list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York* Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404100155 Requests exemption from lOCFR.App U, 1 1 1. A( d ) , Ty pe A test 
requirement that certain piping be drained Sc vented for 
listed penetrations. Proposed test method presents acceptable 
alternative to App J r-- : . : r o-nrt': 

TUCKER.H.B. Duke Powe- ’ DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director. 3pp. 22963:235. 24X 

Fiche: 50-413* 84/04/05. 8404100155. 


8404130250 Forwards response to followup items from pump Sc valve 
operability review team audit on 840313-16. Valve 1/NF/234A 
qualified for operation at -10 F. 

TUCKER.H.B. Duke Power Co, 84/04/11. DENTON* H. R. Office of 

Nuclear Reactor Regulation* Director. ADENSAM* E. G. Licensing Branch 

4. 2pp. 24029:184. 24X Fiche: 50-413* B4/04/1 1, 8404130250. 


8404060120 Confirms 840306 telcon w/W Owens re 840313 meeting u/util 
in Atlanta*QA to discuss selected welding i ssues. Proposed 
agenda end, 

0 'REILLY* U. P, Region 2* Office of Director. 84/03/09. TUCKER.H.B. 
Duke Power Co, 2pp. 22927:139, 24 X Fiche : 50-413* 84/03/09* 

8404060120, 


9404180407 Forwards documentation packages for containment purge sys 
containment isolation valves* RHR pumps St pressurizer PQRV* in 
response to NRC 830303 request* per 840306-08 onsite audit of 
environ qual if i ca t i on of mechanical equipment. 

TUCKER.H.B. Duke Power Co. 84/04/16. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director. ADENSAM, E. G. Licensing Branch 
4 lOSpp. 24070:216. 24X Fiche : 50-413, 84/04/16, 8404180407. 


8404190070 Responds to appeal re lack of response to 831121 FOIA 
request, NRC completed action on 840305. No further action 
will be taken on appeal, 

FELTON* J.M, Division of Rules and Records, 84/03/15. GARDE* B, P. 
Government Accountability Project, Ip. 24122:163. 24X 

Fiche: 50-413* 84/03/15* Q404190070. 


8404060235 Summarizes 840313 meeting in Region 11 ofc w/util re 
allegations that foreman of welding crew engaged in 
activities contrary to approved const procedures caused 
members of crew to utilize unacceptable welding procedures. 
LEWIS.R.C. Division oP Project 8« Resident Programs. 84/03/26 
TUCKER.H.B, Duke Power Co. 5pp. 22921:355. 24X 

Fiche: 50-413. 84/03/26, 8404060235. 


8403140260 Board Notification 04-057: d escri b e s recent calculations 
performed to investigate equipment temp response in ice 
condenser containment, 

NOUAK* T.M. Assistant Director for Licensing, 84/04/02. KELLEY, J.* 
PURDOM*P.. FOSTER* R. Atomic Safety and Licensing Board Panel. 4?p. 
22976:243. 24X Fi c h e : 50-413* 84/04/02, 84031 40260, 


8404230214 Forwards followup response to items noted in 830531 draft 
technical evaluation rept (DTER) re Phase I * NUREO-0612, 

"Control of Heavy Loads. " Responses also provided to open 
items identified in 831121 DTER re Phase n*NUREG-0612 
TUCKER.H.B, Duke Power Co. 84/04/19. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director. ADENSAM, E. G. Licensing Branch 
4. lOpp, 24152:002. 24X Fi ch e : 50-413, 84/04/19* 0404230214. 


8404300019 Forwards Rev 3 to response to NUREG-0580 re environ 
qual if ication of electrical equipment. Rev provides general 
update to equipment tables S< info requested at 840208 
meeting & 840306-08 environ qualification audit. 

TUCKER.H.B. Duke Power Co. 84/04/25. DENTON* H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 200pp. 24227:107. 24X Fiche; 50-413* 84/04/25* 8404300019. 
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E. NRC Safety Evaluation Report (SER)^ suppls & correspondence 


8404040332 Notification of date & location change for 840319 meeting 
u/util 8t Westinghouse in BethesdaiMD to discuss resolution 
of main steao line break analysis (SER Confirmatory Issue 
12/. Meeting originally scheduled for 840312. 

JABBOUR/K. N. Licensing Branch 4, 84/02/24. ADENSAM* E. 0. Licensing 

Branch 4. 3pp. 22910.329, 24X Fi che: 50-4 13/ 84/02/24, 8404040332. 


8404050282 Forwards revised Req,uests for Relief CN-1-001 & CN-1-002 & 
original Request for Relief CN-1-003, in response to SER 
Section 5. 2. 4. per Confirmatory Item 11 re preservice insp 
program. 

TUCKER, H. B. Duke Power Co. 84/03/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAN, E. G. Licensing Branch 
4 15pp. 22899:234. 24X Fi che: 50-413. 84/03/30, 8404050282. 


8404110359 Forwards response to open items re detailed control room 
design review, per 840309 draft SER. Upgraded emergency 
program will be fully implemented by fuel load, per NUREG- 
0737. Items 11. B. 1, 1 1. D. 3, II. F. 1 & II. F. 2. 

TUCKER.H. B. Duke Power Co. 84/04/09. DENTON, RR. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. epp. 22990:001. 24X Fiche: 50-413, 84/04/09, 8404110359. 


8404110376 Identifies valves requiring power lockout from outside 
control room, per NRC request in Section 8.4.4 of SER re 
Open Item 13, "Power Lockout to Motor-Operated Valves. " 

Marked-up proposed Tech Specs end. 

TUCKER, R B. Duke Power Co. 84/04/09. DENTON, R R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 4pp. 22989:351. 24X Fiche: 50-413, 84/04/09, 8404110376. 


8404130163 Forwards supplemental response to portion of fire protection 
preliminary draft SER addressing associated circuits. 

TUCKER,RB. Duke Power Co. 84/04/11. DENTON, R R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 5pp. 24030:318. 24X Fiche: 50-413, 84/04/1 1, 8404130163, 


F. Security, medical, emergency fire protection plans 


8404100098 Public version of Rev 10 to crisis mg t p Ian. W/831201 Itr 8t 
JM Felton 840323 memo. 

TUCKER, H. B. Duke Power Co. 83/12/01. 52pp. 22995:066. 24X 

Fiche: 50-000, 83/12/01, 8404100098. 


8404240480 Public version of revised crisis mgt plan implementing 
procedures, including Rev 7 to 5.3.1 re recovery manager & 
immediate staff group plan 8< Rev 6 to 5.3.2 re crisis news 
group p Ian. W/840224 Itr. 

TUCKER, R B. Duke Power Co. 84/02/24. 474pp. 24197:323. 24X 

Fiche: 50-000, 84/02/24, 8404240480. 


8404170526 Forwards IE Insp Repts 50-413/84-23 & 50-414/84-14 on 
840126-0226. No violations or deviations noted. 

DANCE, H.C. Division of Project Resident Programs. 84/03/21. 
TUCKER, R B. Duke Power Co. 2pp. 24058:293. 24X 

Fiche: 50-413, 84/03/21, 8404170526. 


— 8404170546 IE Insp Repts 50-413/84-23 50-414/84-14 on 840126-0226. No 

violations or deviations noted. Major areas inspected: 
participation in licensing hearings it emergency response 
drill, observation of PDR & maint S< followup of IE bulletins. 

VANDOORN, P. K. Region 2, Office of Director. 84/03/20. 6pp. 
24058:295. 24X Fiche: 50-413, 84/03/21, 8404170526. 


8404090407 Forwards "City of Charlotte Protective Response Plan for 
All Hazards. " 

TUCKER, H. B. Duke Power Co. 84/03/29. DENTON, H. Office of Nuclear 
Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 4. 

MAY, M. P. Federal Emergency Management Agency. Ip. 22941:047. 24X 

Fiche: 50-413, 84/03/29, 8404090407. 


— 8404090415 "City of Charlotte Protective Response Plan for AH 
Hazards. " 

e Charlotte, NC. 82/12/31. 22pp. 22941:048. 24X 

Fiche: 50-413, 84/03/29, 8404090407. 


8404180357 Forwards proprietary & nonproprietary responses re SER Open 
Item 5 concerning thermal design procedures & flow 
measurement techniques, per EG Adensam 840410 1 tr. Propr ietary 
response wic.^'held (ref 10CFR2. 790). Info deleted. 

TUCKER, H.B. Duke Power Co. 84/04/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM, E. G. Licensing Branch 
4. I4pp. 24075:025. 24X Fiche: 50-413. 84/04/16, 8404180357. 


8404110359 Forwards response to open items re detailed control room 
design review, per 840309 draft SER. Upgraded emergency 
program will be fully implemented by fuel load, per NUREG- 
0737, Items II. B. 1, II. D. 3, II. F. 1 & II. F. 2. 

TUCKER, H.B. Duke Power Co. 84/04/09. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 8pp. 22990:001. 24X 

Fiche: 50-413, 84/04/09, 8404110359. 


— 8404180360 Requests proprietary mat! transmitted by util 840416 Itr 
be withheld, per 10CFR2 790. Affidavit CAW-76-60 end. 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/04/09. DENTON, H.R, 
Office of Nuclear Reactor Regulation, Director. 8pp. 24075:039. 
24X Fiche: 50-413, 84/04/16, S4041B0357. 


B404180377 Forwards Rev 3 to "Preservice Insp Plan," per SER Section 
5-2.4 request re Confirmatory Item 11. Relief requests for 
Unit 1 submitted on 840330. 

TUCKER, H. B. Duke Power Co. 84/04/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 24075:065. 24X 

Fiche: 50-413,84/04/16. 8404180377. 


8404130343 Forwards info as followup to NRC 831101-04 fire protection 
site audit. W/12 oversize drawings. Ap erture cards are 
available in PBR. 

TUCKER, H.B. Duke Power Co. 84/04/09. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4, 28pp. 24C27 C9i. 2^ X Fi c h e : 50-413, 84/04/09, 8404130343. 


8404130163 Forwards supplemental response to portion of fire protection 
preliminary draft SER addressing associated circuits. 

TUCKER, H.B. Duke Power Co. 84/04/11. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director, 5pp. 24030:318. 24X 

Fiche: 50-413, 84/04/ 1 1 , 8404130163. 


— 8404180379 Rev 3 to "Preservice Insp Plan. " 

CHERRY, J.E. Duke Power Co. 83/12/07. 200pp. 24075:066. 24X 

Fiche: 50-413, 84/04/16, S4041S0377. 


8404200293 Advises that Section 12.2 of preop erational test on Train A 
essential St backout power sys verified proper operation of 
accelerated sequence blackout loading, per SER Item 37. 

TUCKER, RB. Duke Power Co. 84/04/18. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. ip. 24115:328. 24X Fiche; 50-413, 84/04/18, 8404200293. 


8404300161 Advises that listed commitments re ECCS flow measurements & 
NPSH verification comp leted, per SER License Condition 11. 

TUCKER* H. B. Duke Power Co. 84/04/24. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. EDENSAM, E. G. Licensing Branch 

4 2pp, 24225:003. 24X Fiche; 50-413, 84/04/24, 8404300161. 


8404300159 Responds to SER Section 7. 3. 2. 2 re Confirmatory Item 26, per 
IE Bulletin 80-06. Installed instrumentation & controls in 
compliance w/requirements of IE Bulletin 80-06. Train B 
testing scheduled for 840429. 

TUCKER* H. B. Duke Power Co, 84/04/25. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4 Ip. 24225:036. 24X Fiche: 50-413, 84/04/25, 8404300159. 


8404300163 Submits clarif ication to previous submittals re SER Open 
Item 14 concerning fire protection. Excess flow valve will be 
provided prior to fuel load. Hydrogen concentration in event 
of pipe break will not exceed 2% 

TUCKER* H. B. Duke Power Co. 84/04/25. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4 2pp. 24225:084. 24X Fiche: 50-413, 84/04/25, 8404300183. 


8404180177 Forwards response to 840410 request for addl info re 
development of plume exposure emergency planning zone. 

Emergency plan public brochure for 1984 end. 

TUCKER, H.B. Duke Power Co. 84/04/13. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 13pp. 24076:347, 24X Fiche: 50-413, 84/04/13, 8404180177. 


8404200191 Forwards Rev 5 to physical security plan re changes to 
interior protected area barrier lay out, data i Is of access 
through interim barrier portals 8< control of locks, keys 8< 
combinations. Rev withheld (ref 10CFR73.21). 

TUCKER, H. B. Duke Power Co. 84/04/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 24117:055. 24X 

Fiche; 50-413, 84/04/16, 8404200191. 


8404200245 Forwards Rev 3 to safeguards contingency plan, correcting 
editorial errors. Rev withheld (ref 10CFR73. 21). 

TUCKER, H. B. Duke Power Co. 84/04/16, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 24115:361. 24X 

Fiche; 50-413, 84/04/16, 8404200245. 


8404300183 Submits clarif ication to previous submittals re SER Open 
Item 14 concerning fire protection. Excess flow valve will be 
provided prior to fuel load. Hydrogen concentration in event 
of pipe break will not exceed 25C. 

TUCKER, H. B. Duke Power Co. 84/04/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24225-084 24X 

Fiche: 50-413, 84/04/25, 8404300183. 
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0. Adjudicatory correspondence 


0404120012 Forwards listed exhibits for hearing, Related correspondence. 
EVSTERiR.E. Tayloe Associates. 84/02/24. PLEASANT, E. 
Administrative Logistical Support Branch. 2pp. 24034:011. 24X 

Fiche: 50-413, 84/02/24, 8404120012. 


6404110358 Forwards applicant Exhibit 4 in hear ing, received into 
evidence on 831005. W/o end, Related correspondence. 

EYSTER, R. Tayloe Associates. 84/03/05, PLEASANT. E. Administrative 
Logistical Support Branch. Ip, 24003:362. 24X 

Fiche: 50-413, 84/03/05, 8404110358, 


0404040151 Forwards applicant supplemental answers to Carolina Environ 
Study Group Palmetto Alliance 840329 first set of 
interrogatories, consisting of answers from agencies 
included in emergency p lanning. Related correspondence, 

SHEARIN,R,V Duke Power Co DSB 288. 84/03/29, GUILD, R. Palmetto 

Alliance. GUILD, R Guild, R, RILEY, J.L. Carolina Environmental 
Study Group. Ip 22886 271, 24X Fiche: 50-413, 84/03/29, 8404040151. 


— -8404040162 Supplemental answers to Carolina Environ Study Group Sc 
Palmetto Alliance 840329 first set of interrogatories re 
emergency planning Certificate of Svc encl. Related 
correspondence, 

NCGARRY, J, li Duke Power Co. MCGARRY, J. M, Bishop, Liberman, Cook, 
Purcell Reynolds. 84/03/29, Carolina Environmental Study 
Group. 58pp. 22886:272. 24X Fiche: 50-4 13, 84/03/29. 8404040151. 


8404060065 Palmetto Alliance Carolina Environ Study Group responses 
to util interrogator 1 es requests to produce documents on 
ASLB contention re certain diesel generator problems. 

Certificate of Svc encl Related correspondence. 

GUILD, R. Palmetto Alliance, GUILD, R, Guild, R. DSB 337. 
84/04/01, Duke Power Co, lOpp. 22920:283, 24X 

Fiche: 50-413. 04/04/01 , 8404060065. 


8404060416 Response to Palmetto Alliance & Carolina Environ Study Group 
interrogatories & requests to produce documents on diesel 
generator contentions, Related correspondence. 

CARR, A V. Duke Power Co. DSB 346. 84/04/06. Palmetto Alliance. 

115pp. 22934:322, 24X Fiche: 50-413, 84/04/06, 8404060416. 


8404100505 Motion to dismiss intervenor late-filed contention re 
crankshaft design of Transamerica Delaval emergency diesel 
generators. Interveners cannot be expected to make any sound 
contr ib ut ion. Cert i f i cate of Svc end. 

MCGARRY, J.M. Duke Power Co. MCGARRY, J. M Bishop, Liberman, Cook, 

Purcell it Reynolds. DSB 426. 84/04/06. Atomic Safety and 

Licensing Board Panel. Bpp. 22977:009. 24X Fiche: 50-413, 84/04/06, 

8404100505. 


8404110575 Advises that NRC agrees to suspension of activity on diesel 
generator issues contingent on intervenors fulfilling 
obligation to provide info to ASLB by 840402. If info not 
provided, no further action required. Related correspondence. 

JOHNSON, G.E. Hearing Branch 4. DSB 456. 84/04/06. KELLEY, J. L. . 

PURDQM, P. W, , FOSTER, R.F. Atomic Safety and Licensing Board Panel. 
2pp 22999:272. 24X Fi c he. 50-413. 84/04/06, 84041 10575. 


8404110492 Informs that applicant will not impose on Palmetto Alliance 
or Carolina Environ Study Group any further discovery burden 
on diesel generator contentions now pending prior to 840511. 

Related correspondence. 

CARR, A V. Duke Power Co. DSB 465. 84/04/09. MARGULIES, M. B. , 

LAZO, R. M. , HOOPER, F. F. Atomic Safety and Licensing Board Panel. Ip. 

22999:348. 24X Fi ch e : 50-413, 84/04/09, 8404 1 10492. 


8404120412 Forwards Planning Research Corp rept. “Assumptions 
Underlying Departure Times for Evacuation of Emergency 
Planning Zone. " W/o end Related correspondence. 

SHEARIN.R.V. Duke Power Co. DSB 491. 84/04/09. GUILD, R. Palmetto 

Alliance, RILEY, J. L. Affiliation Not Assigned. Ip. 24025:114. 

24X Fiche: 50-413, 84/04/09, 8404120412. 


8404050069 Order for adjudicatory hearing commencing on 840501 re 
emergency planning contentions, No useful purpose served in 
holding prehearing conference to narrow i ss ues, Served on 
B40404. 

MARGULIES, M. B. Atomic Safety and Licensing Board Panel. DSB 316. 
84/04/02. 3pp. 22901 049. 24X Fiche; 50-413, 84/04/02, 8404050069. 


84040S0052 Ac k receipt of 840126 request for Commission involvement 
in OL proceeding Commission decided not to entertain Itr due 
to rules of procedure prohibiting ex parte communications re 
on-the-record adjudication. Served on 840404. 

CHILK, S. J, Office of the Secretary of the Commission. DSB 309, 
04/04/04. GARDE, B. P. Government Accountability Project. GUILD, R. 
Palmetto Alliance RILEY, J. Carolina Environmental Study Group. 
Ip. 22900:128. 24X Fie h e : 50-413, 84/04/04, 8404050052. 


8404060396 Forwards motion for protective order re response to 
Carolina Environ Study Group & Palmetto Alliance 840402 
in terrogatories. Related correspondence. 

CARR, A. U Duke Power Co. DSB 347, 84/04/04, KElLEY, J, L. , 

FOSTER, R.F,, PURDOM/P.W, Atomic Safety and Licensing Board Panel. 
Ip 22934:125. 24X Fich e : 50-413, 84/04/04, 8404060396. 


—8404060401 Motion for protective order re further response to Palmetto 
Alliance !k Carolina Environ Study Group interrogatories 8, 
requests to produce documents on content! ons, W/Certificate 
of Svc. Related correspondence. 

CARR, A. V, Duke Power Co. 84/04/04. Atomic Safety and Licensing 
Doard Panel, 4pp, 22934:126 24 X Fiche ; 50-413, 84/04/04, 

8404060396 


8404060404 Response to interrogatories & requests to produce documents 
on diesel generator contentions. Certificate of Svc encl. 

Related correspondence. 

JOHNSON, G.E. Hearing Branch 4. DSB 352. 84/04/04, Palmetto 

Alliance. 57pp. 22934:151. 24 X Fiche: 50-413, 84/04/04, 8404060404. 


8404130063 Response in opposition to Palmetto Alliance & Carolina 
Environ Study Group 840323 motion to amend ic suppl diesel 
generator contentions or motion for admission of new diesel 
generator contention. Certificate of Svc encl. 

CARR, A V. Duke Power Co CARR, A. V. Bishop, Liberman, Cook, Purcell 
'’ry-.olds DSB 501. 84/04/09. Atomic Safety and Licensing Board 

».*-.e; 24035:267 24X Fiche: 50-413, 84/04/09, 8404130063. 


8404130126 Forwards affidavit of WH Owen, updating 84011S affidavit re 
fuel load date. Related correspondence. 

CARR, A V. Duke Power Co DSB 500. 84/04/10. KELLEY, J. L. , 

PURDOM, P. W. , FOSTER, R.F. Atomic Safety and Licensing Board Panel. 
Ip. 24031:348. 24X Fiche; 50-413, 84/04/10, 8404130126. 


— 8404130130 Affidavit of WH Owen reflecting revised schedule for fuel 
loading, testing & power ascension phases, 

OWEN, W. H. Duke Power Co. 84/04/10, 2pp. 24031:349. 24X 

Fiche : 50-413, 84/04/10, 8404130126. 


8404160232 Motion for author ilation to issue license to load fuel & 
conduct certain precritical tests. 

CARR, A. V. Duke Power Co. DSB 533. 84/04/11. Atomic Safety and 

Licensing Board Panel. 14pp. 24046:015. 24X Fi che : 50-413, 84/04/1 1, 

8404160232. 


— 8404160236 Affidavit of PM Abraham 5< WR McCollum supporting motion 
for license to load fuel ?< to conduct certain precritical 
tests. 

ABRAHAM, R, M. , MCCOLLUM, W. R, Duke Power Co, 84/04/11. 13pp. 

24046:029. 24X Fiche: 50-413. 84/04/11, 8404160232. 


— 8404160239 Affidavit of CJ Wylie describing all normal it addl sources 
of power available to support facility w/o reliance on 
emergency diesel generators, Certificate of Svc encl. 

WYLIE, C.J. Duke Power Co. 84/04/11, 7pp. 24046:042. 24X 

Fiche: 50-413, 84/04/U, 8404160232. 


8404100142 Forwards list of 10CFR21 repts identified in NRC responses 
to Palmetto Alliance ?>: Carolina Environ Study Group 840404 
interrogatories it request for documents on diesel generator 
for inclusion in PDR- W/o encl. Related correspondence. 

JOHNSON, G.E. Hearing Branch 4. DSB 400. 84/04/05. RATHJE, J. 

Public Document Branch. Ip, 22967:178. 24 X Fiche: 50-413, 84/04/05, 

8404100142. 


8404170195 Forwards summary of 840313 meeting between Region II & util 
re welding allegations made by Welder B. Related 

correspondence. . , 

JOHNSON, G. E. Hearing Branch 4. DSB 559. 84/04/11. KELLEY, J. L. , 

FOSTER, R. F. , PURDOM, P. W. Atomic Safety and Licensing Board Panel. 
6pp. 24058:343. 24X Fi c h e; 50-413, 84/04/1 1 , 8404170195. 


8404190502 Forwards listing of Part 21 repts identified to intervenors 
Palmetto Alliance 8< Carolina Environ Study Group in response 
to interrogatories on diesel generator contentions. 

JOHNSON, G. E. NRC - No Detailed Affiliation Given. 84/04/05. 

RATHJE, J. Public Document Branch. 600pp. 24123:001, 24X 

Fiche: 50-413, 84/04/05. 8404190502. 


8404180340 Forwards initial comments it questions on two TDI Owners 
Group repts re rod bearing shells it rocker arm capscrew 
stress. Addl info required re failure mechan i sms, r ef er enced 
calculations it quality of matls. Related correspondence. 

BERLINGER, C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P. Mississippi Power it Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/11, 8404100340. 
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8404170261 Motion to readmit contentions re severe acc identSi control 
room design deficiencies ?; lack of financial qua! if ications. 
Certificate of Svc end, 

GUILDiR. Palmetto Alliance. GUILD< R, Guildj R. * Carolina 
Environmental Study Croup. DSB 542. 84/04/12. Atomic Safety and 

Licensing Board Panel. 10pp. 24059; 239. 24X Fi che; 50-413, 84/04/12. 

8404170261, 


8404170280 Forwards 840215 supplemental response to 831201 notice of 
violation. Related correspondence. 

JOHNSON, G. E. Hearing Branch 4. DSB 597. 84/04/12. KELLEY, J. L. , 
PURDOM, P. W, , FOSTER, R F. Atomic Safety and Licensing Board Panel. 
4pp 24058:279. 24X Fi c h e : 50-413. 84/04/ 12, 8404170280. 


8404170290 Response opposing admission of Palmetto Alliance & Carolina 
Environ Study Group 840323 motion to amend suppl diesel 
generator contentions or, in alternative, mot ion for admission 
of new diesel generator c on tent i on, W/Cert i f i cate of Svc. 

JOHNSON, G. E. Hearing Branch 4. DSB 592. 84/04/12. Atomic Safety 

and Licensing Board Panel. 15pp. 24059:221, 24X 

Fiche: 50-413, 84/04/12, 8404170290. 


8404160013 Order dismissing applicant S< staff 840406 Z< 09 motions, 
respectively, to suspend interveners diesel generator 
content i 'jn, Contention dismissed motion moot. Served on 
840416. 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. DSB 519. 
84/04/13. Office of the Executive Legal Director. 2pp. 

24043: 104. 24X Fiche: 5o-4l3, 84/04/13, 8404160013. 


8404170247 Informs of util req,uest for meeting ui/NRC on 840418 in 
Atlanta, GA to discuss util preliminary findings based on 
followup of issues raised by Welder B. Summary of meeting 
will be forwarded. Related correspondence. 

JOHNSON, G. E. Hearing Branch 4, DSB 550. 84/04/13. KELLEY. J. A. , 

FOSTER, R. F. , PURDOM, P. W. Atomic Safety and Licensing Board Panel. 
Ip. 24053:068. 24X Fi c h e : 50-413, 94/04/13, 84041 70247. 


8404170556 Notice of hearing on 840402 in Rock Hill, SC re emergency 
planning contentions. Served on 840417. 

MARC-JLIES, f'; B. Atomic Safety and Licensing Board Panel. DSB 590. 
84/04/16. Ip, 24068:128. 24X Fiche: 50-413, 84/04/16, 8404170556. 


8404180305 Forwards rept of issue in camera witness raised during 
interviews w/NRC. W/o end. 

JOHNSON, G, E. Hearing Branch 4. DSB 616, 84/04/16, KELLEY, J. L. , 

FOSTER, R.F., PURDOM, P. W. Atomic Safety and Licensing Board Panel. 
Ip. 24071:224. 24X Fich e: 50-413, 84/04/16, 8404180305. 


S4042300S6 Application for issuance of subpoenas requiring attendance 
Si testimony of listed witnesses & production of evidence at 
840501 adjudicatory hearings in Rock Hi 1 1 , SC, Certificate of 
Svc end. Related correspondence, 

GUILD, R. Palmetto Alliance. GUILD, R. Carolina Environmental Study 
Group. GUILD, R. Guild, R. DSB 693. 84/04/16. Atomic Safety and 

Licensing Board Panel. 8pp. 24154:224. 24X Fiche: 50-413, 84/04/16, 

8404230056, 


8404240059 Forwards FEMA 840417 interim findings rept on adequacy of 
radiological emergency response preparedness 2< MP Hay 
840418 cover Itr. Related correspondence. 

MCG'JRREN, H. J. Hearing Branch 1. DSB 781. 84/04/20. 

MARGULIES, M. B. , LAZO, R, M, , HOOPER, F. F. Atomic Safety and Licensing 
Board Panel. 23pp. 24164:100. 24X Fi ch e; 50-413. 84/04/20, 

8404240059. 


8404240066 Forwards FEMA response to Carolina Environ Study Group & 
Palmetto Alliance i nterrogator i es to applicant 5k NRC re 
emergency planning contentions, first round. Related 
corresp ondence. 

MCOURREN, H, J. Hearing Branch I. DSB 777. 84/04/20. GUILD, R. 

Palmetto Alliance. RILEY, J.L. Carolina En vironmental Study Group. 
10pp. 24164:243. 24X Fi ch e : 50-413, 84/04/20, 8404240066. 


8404240486 Forwards listed documents re emergency planning, per 840416 
commitment. Related correspondence. 

COTTINOHAH, A. W, Bishop, Liberman, Cook, Purcell & Reynolds. 

COT r INGHAM, A. W. Duke Power Co. DSB 789. 84/04/23. MARGULIES, M. B. , 

LAZO.R. M. * HOOPER, F. F, Atomic Safety and Licensing Board Panel. 

2 pp. 24191:075. 24X Fiche; 50-413, 84/04/23, 8404240486. 


8404260089 Response opposing applicant 840411 motion for authorization 
to issue license to load fuel !■< conduct certain precritical 
testing . Oppor tun i ty to be heard on any further authority 
sought requested, Certi ficate of Svc end. 

GUILD, R. Palmetto Alliance, GUILD, R, Carolina Environmental Study 
Group. DSB 831, 34/04/23. 4pp. 24209:232. 24X 

Fiche; 50-413,84/04/23, 8404260089. 


8404260141 Forwards addl copy of FEMA 840416 testimony re emergency 
planning contentions. Related correspondence. 

MCGURREN, H. J. Hearing Branch 1, DSB 820. 84/04/24. 

MARGULIES, M. B, , LAZO, R. M. , HOOPER, F. F. Atomic Safety and Licensing 
Board Panel. Ip. 24206:332. 24X Fiche: 50-413, 84/04/24, 8404260141. 


8404260147 Advises that staff does not intend to respond to applicant 
840404 motion for protective order. App 1 ican t objections to 
respond to intervener interrogatories relevant. Related 
correspondence. 

JOHNSON, G.E, Hearing Branch 4. 038 823. 84/04/24. KELLEY, J. L. , 
FOSTER, R. F. , PURDOM, P. W Atomic Safety and Licensing Board Panel. 
Ip. 24205:215. 24X Fiche: 50-413, 84/04/24, 8404260147. 


8404270255 Forwards IE Insp Repts 50-413/84-13 50-414/84-09 ?< 

notice of violation re QA. Ap p 1 i cants have previously served 
Palmetto Alliance w/encl matl. Util response also end. 

Related correspondence, 

JOHNSON, G.E. Hearing Branch 4. DSB 862. 84/04/25. KELLEY. J. L. , 

FOSTER, R. F. , PURDOM, P. W. Atomic Safety and Licensing Board Panel. 
Ip. 24222:314. 24X Fi ch e : 50-413, 84/04/25, 8404270255. 


H. General correspondence 


9404250271 Objects to Carolina Environ Study Group suggestion to 
include South/Southwest Charlotte, NC in emergency planning 
zone. 

GERNS, P.H. Affiliation Not Assigned. DSB 812. 84/04/17. 

MARGULIES, M. B. Atomic Safety and Licensing Board Panel. Ip. 
24196:234. 24X Fi c h e : 50-41 3, 84/04/1 7, 8404250271. 


I. Financial information 


8404110330 Annual Financial Rept 1983. W/S40402 Itr. 

LEE, W. S. Duke Power Co. 83/12/31. 50pp. 22989:199. 24X 

Fiche: 50-000, 83/ 12/31 , 84041 10330. 


N. Antitrust hearing transcripts 


8404100160 Requests, on behalf of Palmetto A1 1 iance, Inc, reevaluation of 
initial finding of no significant antitrust changes in util 
activities re facility operation. Formal OL antitrust review 
should be conducted. 

GUILD, R, Guild, R. 84/04/06. DENTON, H. R, Office of Nuclear 
Reactor Regulation, Director. 2pp. 22961:309. 24X 

Fiche: 50-413, 84/04/06, 8404100160. 


— 8404100164 Testimony of RA Rosen, on behalf of Palmetto Alliance, Inc re 
proposed util sale of 257. undivided ownership interest in 
facility to Piedmont Municipal Power Agency. 

ROSEN, R. A. Palmetto Alliance. ROSEN- R. A. Energy Systems Research 

Group, Inc. 83/06/21. 134pp. 22961:311. 24X 

Fiche: 50-413, 84/04/06, 8404100160. 


Q. Inspection reports, IE Bulletins St correspondence 


S404190135 Partial response to FOIA request for records generated as 
result of any investigation or insp into issues raised by 
H Langley in facility licensing proceeding. App A documents 
withheld (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records. 84/03/19. GARDE, B. P. 
Government Accountability Project. 4pp. 24122:264. 24X 

Fiche: 50-413, 84/03/19, 8404190135. 


8404170526 Forwards IE Insp Repts 50-413/84-23 Si 50-414/84-14 on 
840126-0226. No violations or deviations noted. 

DANCE, H. C. Division of Project St Resident Programs. 84/03/21. 
TUCKER, H. B. Duke Power Co. 2pp. 24058:293. 24X 

Fiche: 50-413, 84/03/21, 8404170526. 


--8404170546 IE Insp Repts 50-413/84-23 St 50-414/84-14 on 840126-0226. No 
violations or deviations noted. Major areas inspected: 
parti ci pation in licensing hearings St emergency response 
drill , observation of PDR St maint St followup of IE bulletins. 

VANDOORN, P. K. , SKINNER, P.H. Region 2, Office of Director. 

BROWNLEE, V. L. Division of Project & Resident Programs. 84/03/20. 
6pp. 24058:295. 24X Fich e: 50-413, 84/03/21 , 8404170526. 


8404060214 Forwards response to IE Bulletin 83-07 re apparent 
fraudulent products sold by Ray Miller, Inc. Type 304 
stainless 3-inch Schedule 40 elbows used in McGuire fuel 
pool cooling sys filter holders supplied by Ray Miller, Inc. 
TUCKER, H.B. Duke Power Co. 84/03/22. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 22925:208. 24X Fich e; 50-000, 84/03/22, 

8404060214. 


8404170267 Forwards IE Insp Repts 50-413/84-21 St 50-414/84-13 on 
840221-23 8c 0301-02. No violations or deviations noted. 

DANCE, H. C. Division of Project St Resident Programs. 84/03/23. 
TUCKER, H. B. Duke Power Co. 2pp. 24060:338. 24X 

Fiche: 50-413, 84/03/23, 8404170267. 
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—8404170278 IE Insp Repts 50-413/84-21 & 50-414/84-13 on 840221-23 & 
0301-02. No violations or deviations noted. Major areas 
' inspected ; rad iolog ica 1 environ man i tor ing < inc 1 ud ing review 
of preoperational S': operational monitoring programs. 

CUNNINGHAM, A. L. Region 2, Office of Director. MONTGOMERY, D. M. 
Division of Engineering Operational Programs. 84/03/20. 5pp. 
24060:340. 24X Fi ch e : 50-413, 84/03/23, 8404170267. 


8402090047 IE Info Notice 84-05. Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness S: Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 138pp. 22933:122. 24X Fic he; 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. SSpp. 22892 145. 24X Fi ch e : 50-000. 84/03/28. 8403 140241 . 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404060332 Ac k receipt of 840215 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/83-40 h( 
50-414/83-34. 

LEWIS, R.C. Division of Project ?< Resident Programs. 84/03/29. 
TUCKER. H. B. Duke Power Co. Ip. 22931:359. 24X 

Fiche: 50-413. 84/03/29, 8404060332, 


— 8404060336 Responds to NRC 831201 Itr re violations noted in IE Insp 
Repts 50-413/83-40 50-414/83-34. Correc t ive ac t ion s : samp 1 e 

of 88 supports containing welds reinspected support 
reworked to conform w/design requirements. 

TUCKER. H.B. Duke Power Co. 84/02/15. 0 'REILLY. J. P. Region 2. 

Office of Director, 2pp. 22931:360, 24X Fiche: 50-413. 04/03/29. 

8404060332. 


8404050282 Forwards revised Requests for Relief CN-1-001 CN-1-002 & 

original Request for Relief CN-1-003. in response to SER 
Section 5. 2. 4, per Confirmatory Item 11 re preservice insp 
program. 

TUCKER. H.B. Duke Power Co 84/03/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 15pp, 22899:234. 24X 

Fiche: 50-413. 84/03/30, 8404050282, 


8404060135 Ack receipt of 840308 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/83-17 it. 
50-414/83-16. 

LEWIS. R. C, Division of Project S: Resident Programs. 84/04/02. 
TUCKER. H, B. Duke Power Co. Ip. 22920:128. 24X 

Fiche: 50-413, 84/04/02, 8404060135. 


—8404060138 Responds to NRC 830811 Itr re violations noted in IE Insp 
Repts 50-413/83-17 S. 50-414/83-16. Correc t ive actions: 
confidence level exceeding 957. established that specified 
strength mix on design drawings/documents placed, 

TUCKER, H.B. Duke Power Co, 84/03/08. 0 'REILLY, J. P. Region 2. 

Office of Director, 3pp. 22920:129. 24X Fiche; 50-413, 84/04/02, 

8404060135. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices," Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fiche: 50-000. 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23. "Results of NRC-Sp onsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404170420 Ack receipt of 840329 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/84-13 
50-414/84-09, 

DANCE. H. C. Division of Project & Resident Programs. 84/04/06. 
TUCKER, H.B. Duke Power Co, Ip, 24063:302. 24X 

Fiche: 50-413. 84/04/06. 8404170420. 


— 9404170425 Responds to NRC 840301 Itr re violations noted in IE Insp 
Repts 50-413/84-13 fy, 50-413/84-09. Correct ive ac tions: retest 
of relays performed to assure nuclear safety-related relays 
properly set & tested. 

TUCKER. H.B. Duke Power Co. 84/03/29. 0 'REILLY, J. P. Region 2. 

Office of Director. 2pp. 24063:303. 24X Fich e: 50-413, 84/04/06, 

8404170420. 


— 8404170429 Forwards IE Insp Repts 50-413/84-13 8< 50-414/84-09 on 
840131-0203 notice of violation. 

LEWIS, R.C. Division of Project & Resident Programs. 84/03/01. 
TUCKER, H.B. Duke Power Co, 2pp. 24063:305. 24X 

Fiche; 50-413, 84/04/06, 8404170420. 


— 8404170432 Notice of violation from insp on 840131-0203. 

» Region 2, Office of Director, 84/03/01. Ip. 24063:307. 24X 

Fiche; 50-413, 84/04/06, 8404170420. 


—8404170436 IE Insp Repts 50-413/84-13 8< 50-414/84-09 on 840131-0203. 
Violation noted : fa i 1 ure to have adequate procedures for 
protective relay adjustment activities, 

HUNT, M. D, Region 2, Office of Director. CONLON, T. E, Division of 
Engineering S'. Operational Programs. 84/02/22. 6pp. 24063:308, 
24X Fiche: 50-413, 84/04/06, 8404170420. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
enc 1. 

GRACE, J, N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000, 84/04/1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8404180377 Forwards Rev 3 to "Preservice Insp Plan, " per SER Section 
5.2.4 request re Confirmatory Item 11. Relief requests for 
Unit 1 submitted on 840330. 

TUCKER, H.B. Duke Power Co. 84/04/16. DENTON, H, R. Office of 

Nuclear Reactor Regulation, Director, ADENSAM, E. G. Licensing Branch 
4. Ip. 24075:065. 24X Fiche : 50-413, 84/04/16, 8404180377. 


--8404180379 Rev 3 to "Preservice Insp Plan. " 

CHERRY. J. E, , CHEGEM, C.B. , BARBOUR, J. Duke Power Co. 83/12/07. 
200pp, 24075:066. 24X Fi ch e : 50-413, 84/04/ 16, 8404180377. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X F i c h e ; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X F i c h e : 50-000, 84/04/1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp, 24188:237, 24X Fi c he : 50-000, 84/04/ 17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Sk Mat! 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:001. 24X Fi c he; 50-000, 84/04/18, 8403140204. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8,. Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fic he : 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins, " Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness lit Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche; 50-000, 84/04/20, 8404160130. 


8404270255 Forwards IE Insp Repts 50-413/04-13 50-414/84-09 S< 

notice of violation re C3A. App 1 icants have previously served 
Palmetto Alliance w/encl matl.Util response also end. 

JOHNSON, G.E. Hearing Branch 4. DSB 862. 84/04/25. KELLEY, J. L. 

Atomic Safety and Licensing Board Panel. Ip, 24222:314. 24X 

Fiche: 50-413, 84/04/25. 0404270255. 
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S404300159 Responds to SER Section 7. 3. 2. 2 re Confirmatory Item 26» per 
IE Bulletin 80-06. Installed ins tr umentat i on & controls in 
compliance tu/requirements of IE Bulletin 80-06. Train B 
testing scheduled for 840429. 

TUCKER, H. B. Duke Pou/er Co. 84/04/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. Ip. 24225:036. 24X 

Fiche; 50-413. 84/04/25. 8404300159. 


S. Reportable occurrences. LERs & related correspondence 


8404040206 Forwards minutes of 831130 meeting w/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design defic ienc ies. crankshaft, bearings Zt connecting rods S. 
pistons & skirts. 

MATHEWS. C. S. Transamerica Delaval. Inc. 83/12/15. ANGLE. C. W. 
Mississippi Power & Light Co. 70pp. 22880:226. 24X 

Fiche; 50-000, 83/12/15. 8404040206. 


8404090375 Interim deficiency rept re linear converters furnished fay 
Pacific Air Produc ts. In i t ial ly reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI. R. 
Division of Project Resident Programs. 8pp. 22940:241. 24X 

Fiche: 50-000. 84/03/08. 8404090375. 


8403290175 Final Significant Deficiency Rept SD 413-414/83-12 re one 
metal file found in both Diesel Generator lA $! 2A mfg by 
Parsons !k Peeb les/El ec tr i c Products. Initial ly reported on 
830913. Diesel Generator IB stator replaced w/2A stator. 

TUCKER. H.B. Duke Power Co. B4/03/15. 0 'REILLY. J. P. Region 2, 

Office of Director. 3pp. 22803:360. 24X Fiche: 50-413. 84/03/15. 

8403290175. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO. CPC. Mississippi Power & Light Zt. Southern 
California Edison. 

MATHEWS. C. S. Transamerica Delaval. Inc. 84/03/22. BERLINGER. C. H. 
Division of Licensing. 2pp. 22838' 090. 24X Fiche: 50-000. 84/03/22. 

8404020143. 


8403140249 Board Notification 84-063; forwards Transamerica Delaval 
Owners Group rept "Design Review of Cnnrecti ''3 Pod Bearing 
Shells for Transamerica Delaval E-.re-p-' lae E';girps' & 

"Emergency Diesel Generator Rocker Arm Capscrew...." 

EISENHUT. D. G. Division of Licensing. 84/03/23. PALLADINO 
Commissioners. 5pp. 22871:049. 24X Fiche ; 50-000, 84/03/23, 

8403140249. 


8404050025 Interim Significant Deficiency Rept SD 413-414/84-03 re 
loose flexible coupling drive hubs on overspeed governor & 
fuel transfer shafts mfg by Lovejoy. Inc. Initially reported 
on 840224. Looseness of hubs will be inspected. 

TUCKER. H. B. Duke Power Co. 84/03/23. 0 'REILLY. J. P. Region 2. 

Office of Director. 3pp. 22900:120. 24X Fi che; 50-413. 84/03/23. 

8404050025. 


8404060073 Final Significant Deficiency Rept SD 413-414/81-11 re failed 
Eorg-Warner Corp nuclear valve div motor operated gate 
valves. Initially reported on 810602. Valves returned to 
vendor for repair. 

TUCKER. H.B. Duke Power Co 84/03/27, 0 'REILLY, J. P. Region 2. 

Office of Director. 4pp, 22920:001. 24X Fiche: 50-413. 04/03/27. 

8404060073. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
5c furnished to power generating fac i 1 i ties. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON. J. P. Pacific Air Products Co. 84/03/28. Director's 
Office. Office of Inspection and Enforcement. 15pp, 24022; 164. 24X 

Fiche; 50-000. 84/03/28. 8404120307. 


8404050127 Interim deficiency rept re replacement of undersized motor 
operators for Westinghouse valves. Due to extension of ESF 
testing. involving two remaining valves on Unit 1, expected 
completion date for deficiency will be 840416, 

TUCKER. H;B. Duke Power Co, 84/03/29, □ 'REILLY. J. P. Region 2. 

Office of Director. Ip. 22900:297. 24X Fiche; 50-413. 84/03/29. 

8404050127. 


8404050289 Supplemental Significant Deficiency SD 413-414/83-17 re 
discovery of overdrilled restrictor. Process of verifying 
correct hole size under way. Special weld bosses installed. 

TUCKER. H.B. Duke Power Co. 84/03/29. 0 'REILLY. J. P. Region 2. 

Office of Director. 2pp. 22899:273. 24X Fi ch e: 50-413. 84/03/29. 

8404050289. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis. “ Bounding cylinder head stud designs 
adequate for applicable engines 5< svc conditions. 

MUSELER. W. J. TDI ( Transamer i ca Delaval. Inc. ) Owners Group. 
84/03/30, DENTON, H. R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 22863:069. 24X Fi che : 50-000, 84/03/30. 8404030354. 


8404100361 Final Significant Deficiency Rept SD 413-414/82-27 re SAB 
Nxfe nickel cadmium batteries w/cracks in cell containers, 
allowing electrolyte leakage. Initially reported on 831230. 

Cells replaced w/Type L307 cells. 

TUCKER, H.B. Duke Power Co. 84/03/30. 0 'REILLY, U. P. Region 2, 

Office of Director. 3pp. 22971:186. 24X Fi c h e : 50-413, 84/03/30, 

8404100361. 


8404100451 Suppl to Deficiency Rept SD 413-414/83-16 re mechanical 
snubbers w/p oten t ia 1 1 y defective capstan sp r ing s. Snub b er s 
replaced. 

TUCKER. H.B. Duke Power Co. 84/03/30. 0 'REILLY. J. P. Region 2, 

Office of Director. 2pp, 22962:236. 24X Fiche: 50-413. 84/03/30, 

8404100451, 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting & addl info re diesel generators. 

EISENHUT. D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp, 24067:106. 24X Fich e : 50-000, 84/04/04. 
8403140267. 


— 840308-0331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Addl staff comments also end. 

BERLINGER, C. Division of Licensing. S4/02/2B, MUSELER, W. TDI 
(Transamerica Delaval, Inc. 1 Owners Group. Upp- 24068:015. 24X 

Fiche; 50-000. 84/04/04, 8403140267. 


8404170237 Interim significant deficiency rept re unconsidered effects 
of superheated steam from steam generator for main steam 
line break analysis. Item will continue to be followed as 
Confirmatory Item 12 in SER, 

TUCKER, H, B. Duke Power Co. 84/04/04. 0 'REILLY. J. P. Region 2. 

Office of Director. Ip, 24053:082. 24X Fiche: 50-413. 84/04/04. 

8404170237, 


8404100242 Forwards description of extended operation tests & insp 
plans for Diesel Generators lA it B & description of generic 
& site-specific problems, per 840321 meeting re resolution 
of Transamerica Delaval, Inc diesel generator issue. 

TUCKER. H.B. Duke Power Co. 84/04/05. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADEN8AM, E G Licensing Branch 

4. 39pp. 22967:307. 24X Fiche: 50-413. 84/04/05, 8^04 : 0024;“ 


8404190502 Forwards listing of Part 21 repts identified to interveners 
Palmetto Alliance 8t Carolina Environ Study Group in response 
to interr ogatories on diesel generator contentions. 

JOHNSON. O.E. NRC - No Detailed Affiliation Given. 84/04/05, 

RATHJE. J. Public Document Branch. 600pp. 24123:001. 24X 

Fiche; 50-413. 84/04/05, 8404190502. 


8404260047 Part 21 rept re failure of high speed Rotork 14.16 S< 30 
model actuators w/torque 1 imiters. Caused by incorrect torque 
on locking set screw. Torque changed to 12-13 ft/lbs 8< 
actuators w/173 RPM replaced. 

ARNOLD. R. H, Rotork Controls. Inc. 84/04/06. Director's Office. 
Office of Inspection and Enforcement. 4pp. 24209:238. 24X 

Fiche: 50-413, 84/04/06, 8404260047. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF & AE piston 
skirts. 

MUSELER. W. J, TDI ( Transamer i ca Delaval. Inc. ) Owners Group. 

84/04/09. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. 3pp. 22985:144. 24X Fiche: 50-000, 84/04/09. 84041 10307. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC & Transamerica Delaval. Inc Diesel 
Generator Owners Group. 

MUSELER.W. J, TDI < Transamer i ca Delaval, Inc, ) Owners Group. 
84/04/12. DENTON. H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 24043:161. 24X Fiche; 50-000. 84/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis it cylinder head stud evaluation. 

MUSELER. W. J. TDI ( Transamer ica Delaval. Inc. ) Owners Group. 
84/04/13. DENTON. H. R. Office of Nuclear Reactor Regulation, 
Director. 88pp. 24053:184. 24X Fiche: 50-000, 84/04/13, 8404170203. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review, " Rept forwarded to BNWL. per NRC 
request. 

MUSELER, W. J, TDI ( Transamer i ca Delaval. Inc.) Owners Group, 
84/04/16. DENTON. H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071:225. 24X Fiche: 50^000, 84/04/16. 8404180323 


8404200323 Part 21 rept re silicon controlled rectifiers in IT£ (Broun 
Boveri) solid state trip devices of Type K-600S-K-2. 0008. 

K-3, OOOS & K-4. 0008 circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL. D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co.. Ltd, ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fi c h e: 50-000. 84/04/16. 8404200323. 
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8404160150 Board Notification 84-076; provides info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of cooling condi tions. Inf o updates Board Notification 83-139 
& AECL test results. 

EISENHUT. D. G. Division of Licensing. 84/04/19. PALLADINQ 
Commissioners. 2pp. 24215:100. 24X Fich e : 50-000. 84/04/19, 

8404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling c ond itions. Inf o updates Board 
Notification 83-139 8/ AECL test results, Svc list end. 

VOLLMER.R H. Division of Engineering. 84/04/06. EISENHUT, D. G. 
Division of Licensing. 6pp, 24215:102. 24X Fiche; 50-000, 

84/04/19, 8404160150. 


8404230057 Foruards "Design Revieu) of Push Rods for TDI Generators.*' 
MUSELEfi, W. J. TDI ( Tran samer ica Delaval, Inc, ) Owners Group, 
84/04/19. DENTON, H R. Office of Nuclear Reactor Requlatin-i, 
Director. 2pp. 24154.259. 24X Fiche; 50-000, 84/04/1=', •j*:C423C05~. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R J Sacramento Municipal Utility District. 84/04/20. 
STOLZ, J. F. Operating Reactors Branch 4, 28pp. 24225:166. 24X 

Fiche: 50-000, 84/04/20, 8404300097, 


8404300033 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAV.C.L. TDI ( Tran samer 1 ca Delaval, Inc. ) Owners Group. 84/04/24. 
DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 3pp. 
24227:104. 24X Fic h e: 50-000, 84/04/24, S404300083. 


T Hearing transcripts on non-anti trust matters 


8404040021 Partial response to FOIA request for records generated as 
result of investigation into issues raised by H Langley 
in camera witnesses who testified in licensing proceeding. 

Forwards App A, B & C documents. Records also in PDR. 

FELTON, J. M. Division of Rules and Records. 84/02/22, GARDE, B. P. 
Government Accountability Project. 5pp. 22889:010. 24X 

Fiche 50-413, 84/02/22, 8404040021. 


— 8404040034 Testimony of JM McConaghy,LR Earner, UP Akers, JE Cavender, 
LW Rudasill,UC Shropsh ire, RP Ruth Sf DH Llewellyn re in 
camera witness allegations concerning laminations, 

MCCDNAGHV, J. M, , BARNES, L. R, , AKERS, J. P. Duke Power Co. 84/02/22. 
15pp. 22889:180. 24X F i c h e : 50-413, 04/02/22, 8404040021 . 


— 8404040042 Testimony of WE Rogers, LR Barnes, LW Rudasill,EG McKenzie, 
KP Webber, UC Shr o p sh i r e , HR Barker, DH Llewellyn & JR Wilson 
re in camera witness allegations concerning foreman 
overr i de. 

ROGERS, W.E., BARNES, L.R., RUDASILL, L. W. Duke Power Co, 84/02/22. 
24pp. 22889 131. 24X Fi che : 50-413. 84/02/22, 8404040021. 


— 8404040053 Testimony of JE Cavender, WE Rogers, DH Llewellyn LR Barnes 
re in camera witness allegations concerning accuracy of 
radio g rap h s, 

CAVENDER, J, E. , ROGERS, W. E. , LLEWELLYN, D. H. Duke Power Co. 

84/02/22. 9pp. 22889:204, 24X Fi c h e : 50-41 3, 84/02/22, 8404040021 . 


— B404040060 Testimony of LR Davison re Langley allegations pertaining 
to alleged harassment of welding inspector L Harris. 

DAVISON.L. R. Duke Power Co. 84/02/22. 4pp. 22889:229. 24X 

Fiche: 50-413, 84/02/22, 8404040021. 


— 8404040066 Testimony of LR Davison re Langley allegation of prior 
notification of NRC insps. 

DAVISON, L.R. Duke Power Co. 84/02/22 5pp. 22889:233, 24X 

Fiche: 50-413. 84/02/22, 8404040021. 


— 8404040070 Testimony of DL Freeze concerning Langley allegation re 
prior notification of NRC insp, 

FREEZE, D.L. Duke Power Co, 84/02/22 4pp, 22889:238. 24X 

Fiche; 50-413, 84/02/22, 8404040021. 


--8404040073 Testimony of RA Morgan concerning Langley allegation re 
prior notification of NRC insp, 

MORGAN,R. A, Duke Power Co. 84/02/22, 3pp. 22889:242. 24:< 

Fiche; 50-413, 84/02/22, 8404040021. 


'0404040076 Testimony of L Harris re Langley allegation concerning 
prenotification of NRC insp. 

HARRIS, L. Duke Power Co. 84/02/22, 2pp. 22889:245. 24X 

Fiche: 50-413, 84/02/22, 8404040021. 


— S404040079 Testimony of TH Mullinax re Langley allegations pertaining 
to alleged harassment of welding i nsp ec to r , Re lated info 
enc 1 . 

MULLINAX, T. H, Duke Power Co, 84/02/22. 141pp. 22889:247. 24X 

Fiche: 50-413, 84/02/22, B404040021. 


8404040160 Transcript of 840402 telcon between ASLB, applicant, NRC, 
Palmetto Alliance & Carol ina Environ Study Group in 
Bethesda. MD. Pp 27-51. 

Commissioners. 84/04/02. 24pp. 22886: 163. 24X 

Fiche: 50-413, 84/04/02, 8404040160. 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting 2< addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fic h e : 50-000, 84/04/04, 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator rel iab i 1 i ty . Pp 1-197. 

Commissioners, 84/03/22 198pp. 24067: 132. 24X 

Fiche : 50-000, 84/04/04, 8403140267. 


8404170470 Testimony of SC Sholly on emergency planning Contention 11 
re plume exposure pathway z one. Cert i fi cate of Svc end. 

Related correspondence, 

SHOLLY, S. C. Union of Concerned Scientists. SHOLLY, S C. Palmetto 
Alliance. SHOLLY, S. C, Carolina Environmental Study Group. DSB 599. 
84/04/16. 40pp. 24058:301. 24X Fiche: 50-413, 84/04/16, 8404170470. 


8404190050 Forwards testimony of L Sof far, JE Fairobent & P Robinson re 
Contention 11 S', testimony of T Urbanik re evacuation time 
estimate stud ies. Re lated correspondence. 

MCG'JRREN, H. J. Hearing Branch 1. DSB 646. 84/04/16. 

MARGULIES,M. D. , LAZO.R.M. , HOOPER, F. F. Atomic Safety and Licensing 
Board Panel, Ip. 24104:354. 24X Fic he; 50-413, 84/04/16, 8404190050. 


— 0404190053 Testimony of T Urbanik re evacuation time estimate studies. 
URBANIK, T, Texas ASsM Univ. , College Station, TX. 84/04/16. 12pp. 

24104:355. 24X Fi c h e : 50-413, 84/04/ 16, 8404190050. 


— 8404190058 Testimony of L Soffer,JE Fairobent 8< P Robinson on 
Contention 11 re improper deterninati on of northeast 
quadrant of plume exposure pathway emergency planning zone. 

Prof qualifications Si Certificate of Svc end. 

SOFFER, L. Accident Risk Section. FAIRDB ENT, J. E. Meteorology & 
Effluent Treatment Branch. ROBINSON. P. Emergency Preparedness 
Branch. 84/04/16. 33pp. 24105:005. 24X Fiche: 50-413, 84/04/16, 

8404190050. 


8404190144 Forwards testimony re emergency planning contentions. 
Certificate of Svc end. Related correspondence. 

MCGARRY, J, M. Bishop, Liberman, Cook, Purcell Reynolds. 
MCGARRY.J. M. Duke Power Co, DSB 648. 84/04/16. MARGULIES, M B. , 

HOOPER, F. F, , LAZO, R.M. Atomic Safety and Licensing Board Panel. 
4pp. 24101:215. 24X Fi c he: 50-413, 84/04/16, 8404190144. 


— 8404190150 Testimony of RM Glover, PF Carter, ML Birch, SV Duckworth, 
JT Pugh, PR Lunsford, WM McSwain.SL Finklea,BE Phillips, 

LW Broome PS Thomas re emergency planning Contentions 1 S< 

7. Related correspondence. 

GLOVER, R.M,, CARTER, P, F. , BIRCH, M. L. Duke Power Co. 84/04/16. 
100pp. 24101:219. 24X Fi c h e ; 50-413, 84/04/16, 8404190144. 


— 8404190159 Testimony of JE Neves, JT Pugh.J Gregory, PR Lunsford, 

WM McSwain.BE Phillips, LW Broome, D Johnson P Needham re 
emergency planning Contention 3, Related correspondence. 

NEVES, J.E., PUGH, J. T. North Carolina, State of. GREGORY, J. South 
Carolina, State of. 84/04/16. 64pp. 24101:322. 24X 

Ficha; 50-413, 84/04/16, 8404190144. 


— 8404190166 Testimony of RM Glover, D Brown, JT PughiWM McSwain, BE 
Phillips, LW Broome S< PS Thomas re emergency planning 
Contention 6. Related correspondence. 

GLOVER, R.M. Duke Power Co. BROWN, D. , PUGH, J. T. North Carolina, 

State of. 84/04/16. 23pp, 24102:024. 24X Fiche: 50-413, 84/04/16, 

8404190144. 


— 8404190171 Testimony of SD Coleman, JT Pugh, EH Harris, PR Lunsford, 
WM McSwain, BE Phillips, LW Broome 8< PS Thomas re emergency 
planning Contention 8. Related correspondence. 

COLEMAN, S. D. Duke Power Co. PUGH, J. T. , HARRIS, E.H. North 
Carolina, State of. 84/04/16. 57pp. 24102:047. 24X 

Fiche: 50-413, 84/04/16, 8404190144. 


— 8404190179 Testimony of RM Glover, MR Bassiouni,JT Pugh , PR Lunsford, 
WM McSwain, BE Phillips, LW Broome it PS Thomas re emergency 
planning Contention 9. Related correspondence. 

GLOVER, R.M. Duke Power Co. BASSIOUNI, M. R. Acoustic Technology, 
Inc. PUGH, J. T, North Carolina, State of. 84/04/16. 37pp. 

24102:104. 24X Fiche: 50-413, 04/04/16, 8404190144. 
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— 8404190187 Testimony of RF Edmonds. MA Casper, RM Glover, TE Potter, 
WM Kulash & LW Broome re emergency planning Contention 11. 
Related correspondence. 

EDHONDS, R, F. , CASPER, M. A. , GLOVER, R. M Duke Power Co. 84/04-/16. 
90pp, 24102:141. 24X Fi c he : 50-413, 84/04/16, 8404190144. 


— 8404190194 Testimony of RM Glover, JT Pugh, PR Lunsford, WM KcSuain, 

BE Phillips, LW Broome, WM Kulash 8t PS Thomas re emergency 
planning Contentions 14 & 15. Related correspondence. 

GLOVER, R. M. Duke Power Co. KULASH, W. M. Planning Research Corp. 
PUGH. J. T, North Carolina, State of. 84/04/16. 200pp. 24102:232. 

24X Fiche; 50-413, 84/04/16, 8404190144. 


— 8404190201 Testimony of SD Coleman, ME Bolch,UT Pugh, PR Lunsford, BE 
Phillips, LW Broome Sk PS Thomas re emergency planning 
Contention 18. Related correspondence. 

COLEMAN, S. D. , BOLCH, M. E. Duke Power Co. PUGH, J. T. North 
Carolina, State of. 84/04/16. 29pp. 24103:149. 24X 

Fiche: 50-413, 84/04/16, 8404190144. 


8404230098 Prefiled testimony of JL Riley, R Twerry, PL Rutledge, 

AB Andrews RW Pittard on emergency planning contentions. 
Certificate of Svc end, Related correspondence. 

GUILD, R. Palmetto Alliance. RILEY, J.L. Carolina Environmen ta 1 
Study Group. GUILD, R. Guild, R. DSB 692. 84/04/16. 2pp. 

24153:347. 24X Fi c h e : 50-413, 84/04/16. 8404230098. 


8404230134 Forwards FEMA testimony on admitted emergency planning 
contentions, per ASLB 840402 order. 

MCGURREN, H. U. Hearing Branch 1. DSB 743. 84/04/16. 

MARGULIES, M, B. , HOOPER, F. F. , LAZO, R. M. Atomic Safety and Licensing 
Board Panel, Ip. 24152:335. 24X Fiche' 50-413, 84/04/16, 8404230134. 


— 8404230139 Testimony of FEMA on emergency planning contentions. 

HEARD, J.C., HAWKINS, T, I, Federal Emergency Management Agency 
84/04/16. 39pp. 24152:336. 24X Fiche: 50-413, 84/04/16, 8404230134. 


8404230055 Forwards attachment, "EPC-9 Bassiouni Attachment B, 
Analysis, Verification Testing of Siren Prompt 
Not if ication Sys for Catawba Nuclear Station, " to applicant 
prefiled testimony, Related correspondence. 

CALVERT, M.S. Bishop, Liberman, Cook, Purcell Reynolds. 
CALVERT,M. S. Duke Power Co. DSB 711. 84/04/19. Operations 

Branch, 200pp. 24152:057. 24X Fiche: 50-4 13. 84/04/19, 8404230055. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees ?k 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000- 84/04/02, S4040200I9. 
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F, Security, medical, emergency & fire protection plans 


8404050512 Public version of corrected Pages 7-25 ?< 7-26 of Rev 8 to 
emergency p Ian, W/8401 19 ltr & UM Felton 840326 release memo. 
MCGAUGHY, J. P. Mississippi Power & Light Co. 84/01/19. 

O'REILLY, J. P. Region 2, Office of Director. 3pp. 22919:330. 24X 

Fiche; 50-416, 84/01/19, 8404050512, 


0404170227 Responds to 840130 reciuest to perform survey of methods of 
securing openings to vital areas. Areas rec^uiring 
upgrading identified. Design change packages initiated. Iron 
bars will be welded to openings. 

DALE, L. F. Mississippi Power !< Light Co. 04/04/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24054:085. 
24X Fiche: 50-416, 84/04/13, 8404170227. 


G, Adjudicatory correspondence 


8404040142 Response to licensee response to first order following 
prehearing conference (modifying brief schedule). Contentions 
1-6 should be considered in proceeding. Certificate of Svc 
end, 

STEWART, C, Jacksonians United for Livable Energy Policies, DSB 294. 
34/03/02. 4pp, 22086:342, 24X Fi che: 50-416, 84/03/02, 8404040142. 


8404110200 Petition to show cause on revocation of low power license 
denial of full power license re Transamerica Delaval, 

Inc generators. Summary of generator operation experience 
»'nc 1. 

STEWART, C. Uacksonians United for Livable Energy Policies. DSB 439. 

84/03/29. Commissioners. 36pp. 22986: 023. 24X 

Fiche: 50-416, 04/03/29, 8404110200. 


S4041S0340 Forwards initial comments & questions on two TDI Owners 
Group repts re rod bearing shells S< rocker arm capscrew 
stress, Addl info required re failure mechan i sms, ref er enced 
calculations 8< quality of mat 1 s . Related correspondence. 

BERLINGER, C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P. Mississippi Power & Light Co. 7pp. 24072:333. 24X 

Fiche; 50-000, 84/04/11, 8404180340. 


8404240122 Second order following prehearing conference admitting 
petitioner, JULEP, to proceeding as intervenor 8< ruling on 
contentions, Served on 840423. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. DSB 763. 
84/04/23. Uacksonians United for Livable Energy Policies. 17pp, 
24164:142, 24X Fi c h e : 50-416, 84/04/23, 84042401 22. 


8404260491 Notice of withdrawal of appearance in proceed ing. Certificate 
of Svc end. 

CONNER, T. B, , RADER, R. M. Mississippi Power & Light Co. CONNER, T, B. 
Conner & Wetterhahn. DSB 832. 84/04/25. 3pp. 24214:275. 24X 

Fiche; 50-416, 84/04/25, 8404260491. 


H. General correspondence 


8404300239 Advises that policy requiring any specific min or max time 
between initial mothballing & final dismantling of reactor 
has not been estab 1 ished, per 840405 request. No specific 
requirements imposed on licensee in selection of contractor. 

THOMAS, C. 0. Standard i zat i on Special Projects Branch. 84/04/10. 
TYDEMAN, J. Affiliation Not Assigned. Ip. 24253:258. 24X 

Fiche; SO-416. 84/04/18, 8-;04300269. 


J. Insurance S: indemnity information 


8404030240 Forwards Endorsement 30 to NELIA Policy NF-257 
Endorsement 12 to MAELU Policy MF-106. 

DALE, L. F. Mississippi Power & Light Co. 84/03/23. KERR, G. W. 
Office of State Programs, Director. 4pp. 22869:184. 24X 

Fiche; 50-416, 84/03/23, 8404030240. 


P. Operating license stage documents 8< correspondence 


8402280545 Requests due date for balance of info re isolation actuation 
instrumentation, p er util 831215 & 0912 ltrs,be extended 
until 840316. Addl time required to prepare formal submittal 
to address Instrumentation & Control Sys Branch concerns. 

DALE,L. F. Mississippi Power S, Light Co. 84/02/15. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. 2pp. 22406:278. 

24X Fiche: 50-416, 84/02/15, 8402280545. 


8403070262 Advises that 1 iner, penetrations S< containment structure 
evaluated at 5 psid 1 : found capable of withstanding 
differential pressure w/o compromise of containment pressure 
boundary, per util 840209 NRC 840213 Itrs. 

DALE,L F. Mississippi Power 8. Light Co. 84/02/22. DENTOfJ, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22547:296. 
24X Fiche: 50-416, 84/02/22, 8403070262. 


8403210162 Ltr to all applicants for OLs & full power au t h or i za ti ons 
summarizing 840126 '"'>et:rg in Bethesda,MD to inform utils of 
NRC concerns re *zc:f.e; r:ie-'ar:'’g experience of operating 
crews S' deve lopmor. '. ii( r s ;; *.uci e experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fi che; 50-000, 84/03/01, 840321 0162 


8404050480 Requests addl info re Tech Specs addressing core thermal 
power at high pressure high flow. Confirmation requested by 
840430. 

NOVAK, T. M. Assistant Director for Licensing. 84/03/19. 

MCGAUGHY, V. P. Mississippi Power & Light Co. 2pp. 22915:361. 24X 

Fiche: 50-416, 84/03/19, 8404050488. 


8404170629 Notification of date & location change for 840322,28,0405 Ik 
11 meetings w/util in Bethesda,MD to review program for 
processing Tech Spec change requests. 

KINTNER,L L. Licensing Branch 1. 84/03/19. ADENSAM, E. G. Licensing 

Branch 4. 3pp. 24091:103. 24X Fiche: 50-416, 84/03/19, 8404170629. 


8404050012 Forwards final rept, "Grand Gulf Nuclear Station Unit 1 
Audit of Nuclear Plant Tech Specs. " Rept determined 
inconsistencies exist between Tech Specs, FSAR & SER. 

LEACH, L.P. EG&G, Inc. FIN A-6016. 84/03/27. SIMS, F. L. Energy, 

Dept. of. Ip. 22902:213. 24X Fiche: 50-41 6, 04/03/27, 8404050012. 


8404090479 Staff requirements memo re 040320 briefing on facility Tech 
Spec requirements. Commiss i on requested that staff provide 
summary of safety significance of Tech Spec changes. 

CHILK, S. J. Office of the Secretary of the Commission. 84/03/27. 
DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
22972:357. 24X Fic he: 50-416, 84/03/27, 8404090479. 
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8404170251 Notification of 340403 meeting uj/util in Bethesda»MD to hear 
results of licensee Tech Spec review program. 

KINTNERvL. L. Licensing Branch 1. 84/03/28. ADENSAM, E. G. Licensing 

Branch 4. 3pp. 24093 261. 24X Fiche: 50-4 16, 84/03/28. 8404170251. 


8404020162 Application for amend to License NPF- 13, c hang ing Tech Spec 
Table 3, 7. 4-2 to add Mechanical Snubber Q1E51G180R01 to RCIC 
sys. 

MCGAUGHY, J. P. Mississippi Power Light Co, 84/03/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director, 4pp. 22838:150. 

24X Fiche: 50-416. 84/03/29, 8404020162, 


— 8404020168 Proposed changes to Tech Spec Table 3. 7. 4-2 to add 
Mechanical Snubber Q1E51G1S0R01 to RCIC sys. 

* Mississippi Power Light Co. 84/03/29. 17pp. 22838: 154. 24X 

Fiche: 50-416. 84/03/29, 8404020162. 


8404030486 Forwards payment for 840329 proposed license amend 
Remittance inadvertently omitted from 840329 submittal. 

DALE. L. F, Mississippi Power Light Co. 84/03/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director, 2pp. 22869:278. 
24X Fiche: 50-416, 84/03/30, 8404030486, 


8404030502 Forwards updated info on shift advisors & qualifications 
originally submitted on 831026 Info on training conducted 
8< methods used for examining & determining adequacy of shift 
advisor training ?< experience also end, 

DALE. L F. Mississippi Power ?v Light Co, 84/03/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 22870:106. 
24X Fiche: 50-416, 84/03/30. 8404030502. 


— 8404030511 Rev 1 to Procedure 14~S-01-4, "Training Administrative 
Section Procedure " 

* Mississippi Power ?. Light Co. 84/03/30. 44pp. 22870:109. 24X 

Fiche; 50-416, 84/03/30, 8404030502. 


8404040065 Handwritten memo forwarding Procedure TS-1. "Requirements 
for Grand Gulf Nuclear Station Tech Spec Review" Revs 0, 

1 t 2. per licensee 840329 submittal. 

KINTNER.L, L, NRC - No Detailed Affiliation Given. 84/04/03. NRC 
- No Detailed Affiliation Given. Ip, 22884:298. 24X 

Fiche; 50-416, 84/04/03, 8404040065, 


— 8404040067 Administrative Procedure TS-1, "Requirements for Grand Gulf 
Nuclear Station Tech Spec Review," 

JACKSON, R.W. Mississippi Power fU Light Co. 84/03/22, 16pp. 

22884:299 24X F i c h e 50-41 6, 84/04/03, 8404040065. 


— 8404040069 Rev 0 to Administrative Procedure TS-1, "Grand Gulf Nuclear 
Station Tech Spec Revi ew, Safety-Related. " 

« Mississippi Power ?y. Light Co. 84/03/13. 63pp. 22884:314. 24X 

Fiche: 50-416, 84/04/03, S404040065. 


— 8404040071 Rev I to Administrative Procedure TS~1, "Grand Gulf Nuclear 
Station Tech Spec Revi ew, Saf ety -Re lated, " W/S4031S memo. 

* Mississippi Power Light Co, 84/03/18. 21pp. 22885:015. 24X 

Fiche: 50-416, 84/04/03. S404040065. 


--8404040074 Rev 2 to Administrative Procedure TS-1. "Grand Gulf Nuclear 
Station Tech Spec Revi ew, Safety-Re lated. " W/B40323 memo. 

» Mississippi Power Light Co, 84/03/23. 6pp, 22885:036. 24X 

Fiche: 50-416,84/04/03, 8404040065. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs ?/>. holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co, of New York, Inc, 20pp. 24066:264. 24X 

Fiche; 50-000. 84/04/04, 8404040256. 


8404060343 Forwards response to request for addl info on hydrogen 
control re 1/4 scale Mark III test facility H2 combustion 
test program. 

DALE, L F Mississippi Power «< Light Co, 84/04/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 23pp. 22931:296, 

24X Fiche: 50-416, 84/04/04 , 8404060343, 


8404130390 Notification of 840405 meeting w/util in Bethesda, MD to 
discuss reliablility of onsite power, 

HOUSTON, MD. Licensing Branch 4. 84/04/04. ADENSAM, E. G, Licensing 

Bf'anch 4. 3pp, 24035 359 24X Fi c h e ; 50-4 1 6, 84/04/04, 8404130390. 


8404120302 Application to amend License NPF-1 3, revi s ing Tech Specs to 
change channel calibr frequency from refueling (18 months) 
to annual <366 days) for radiahion monitoring 
instrumentation channels. 

MCGAUGHY, J, P, Mississippi Power & Light Co. 84/04/07. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 3pp. 24022:119. 

24X Fiche; 50-416, 84/04,'07, 8404120302. 


— 8404120303 Proposed Tech Specs changing channel calibr frequency from 
refueling (18 months) to annual (366 days) for radiation 
monitoring instrumentation channels. 

* Mississippi Power Light Co. 84/04/07. 38pp, 24022:122. 24X 

Fiche . 50-416. 84/04/07, 8404120302. 


9404110210 Responds to D Eisenhut 840224 ltr requesting util perform 
review of Tech Specs provide certification that Tech Specs 
accurately reflect plant, F5AR S( SER analyses. Plant conforms 
to safety requirements, SER 8f FSAR, as amended. 

RICHARD, J.B. Mississippi Power Light Co, 34/04/09. DENTON. H-R. 
Office of Nuclear Reacts- Pp g u 1 a t : n- > Director. 4pp, 22986:001. 
24X Fiche: 50-416, 84/OC T if,*'. .. 1 C;.' . : 


8404110244 Forwards summary of 840404 meeting w/NRC re Tech Spec review 
program, admini strat ive procedure re saf ety-related 
evaluation app 1 i c ab 1 1 i t y , v i ewgrap h s problems sheets. 

MCGAUGHY, J. P. Mississippi Power Zt Light Co, 84/04/09. DENTON. H.l^. 
Office of Nuclear Reactor Regulation, Director. 21pp. 22991:070. 

24X Fiche: 50-416, 84/04/09, 8404110244. 


— 8404110374 Rev 2 to Administrative Procedure TS~1, "Grand Gulf Nuclear 
Station Tech Spec Revi ew, Saf ety-Related Evaluation 
Applicability." Related info end. 

FRON, P, C. Mississippi Power Zt Light Co. 84/03/23. 196pp 

22993:001, 24X F i c h e : 50-416, 84/04/09, 84041 10244, 


8404120047 Application to amend License NPF-13, revising Tech Specs re 
isolation actuation instrumentation trip setpoints 8< 
allowable value determinations for reactor water cleanup 
sys, RCIC sys RHR sys, 

RICHARD. J.B. Mississippi Power Light Co. 84/04/10, DENTON. H, R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 24022:212. 
24X Fiche: 50-416, 84/04/10, 8404120047, 


— 8404120052 Proposed Tech Spec changes revising isolation actuation 
instrumentation trip setpoints allowable value 
determinations for reactor water cleanup sys, RCIC sys RHR 
sy sf 

* Mississippi Power Light Co. 84/04/10, 11pp. 24022:217. 24X 

Fiche, 50-416, 84/04/10, 8404120047. 


8404230247 Forwards Tech Spec change 1 i st ing, status of NRC concerns re 
proof review Tech Specs ?< Tech Spec problem sheets for 
filing in document control sys. 

KINTNER.L. L. NRC - No Detailed Affiliation Given. 84/04/10 
MCKNIGHT, U. NRC - No Detailed Affiliation Given, I09pp. 24186:112. 
24X Fiche; 50-416, 84/04/10, 8404230247, 


8404130333 Application for amend to License NPF-13, changing Tech Specs 
re ECCS surveillance requirements. 

MCGAUGHY, U. P. Mississippi Power Light Co. 84/04/11, DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director, 5pp. 24027:017. 

24X Fiche: 50-416, S4/04.'U, 8404130333. 


— 8404130334 Proposed Tech Specs re ECCS surveillance requirements. 

* Mississippi Power ?, Light Co. 84/04/11. 3pp, 24027:024. 24X 

Fiche. 50-416, 84/04/1 1 , 8404130333. 


8404250061 Forwards evaluation of util 84031B Tech Spec review program 
S< implementation, Certain deficiencies identified. 

MIRAGLIA, F. U. Assistant Director for Safety Assessment. 84/04/11. 
NOVAK, T. M. Assistant Director for Licensing. 7pp, 24212. 085. 24X 

Fiche: 50-416, 84/04/ 1 1 , 8404250061 , 


8404180.364 Forwards Rev 0 to "Third Party Review of Grand Gulf Nuclear 
Station Tech Spec Review Program. " 

RICHARD, U.B. Mississippi Power ?< Light Co. 84/04/16. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 24071:246. 24X 

Fiche: 50-416, 84/04/16, 8404180364 


— 8404180368 Rev 0 to "Third Party Review of Grand Gulf Nuclear Station 
Tech Spec Review Program. " 

GUIBERT, U. C. Impell Corp. 01-0200-1296 RO, 84/04/11, 130pp. 

24071:247. 24X Fic, he: 50-416, 84/04/16, 8404180364. 


8404190190 Requests withdrawal of Item 2 of 830809 ltr transmitting 
proposed changes to Tech Specs, Changes unnecessary to 
safe plant operations involved in restart of operations 
exceeding 5X power. 

DALE. L, F. Mississippi Power 5< Light Co. 84/04/17, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24100:194. 
24X Fiche: 50-416, 84/04/17, E404190190, 


8404200136 Responds to 840328 request for info re mgt 4( staff 
organization Z< qua! if icat ions. Recent changes to senior 
corporate mgt, current mgt organization Sk resumes, technical 
advisor positions & shift supervisor resumes end. 

DALE,L. F. Mississippi Power 8< Light Co, 84/04/18. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 130pp. 24117:106. 

24X Fiche: 50-416, 84/04/18, 8404200136. 
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8404230052 Forwards responses to NRC concerns re diesel generator & 
gas turbine re 1 iab i 1 i ty, p er 840405 meeting. Safety relief 
valves sequentially operated to maintain reactor pressure 
below relief valve setpoint. 

MCGAUeHY, J. P, Mississippi Power & Light Co. 84/04/18. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 27pp. 24153:303. 

24X Fiche: 50-416, 84/04/18, 8404230052. 


8404230113 Order restricting conditions for operati on. Certa in Tech 
Specs inconsistent w/as-built plant & may create unnecessary 
confusion to operating staff or increase risk of human 
error. Related correspondence. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. DSB 
730 84/04/18, Mississippi Power & Light Co. 4pp. 24154:150. 

24X Fiche: 50-416, 84/04/18, 8404230113. 


8404300291 Forwards order restricting conditions for operation, 
effective immediatel y. Safety evaluation 8< revised Tech Spec 
also end. 

ADENSAMiE. 0. Licensing Branch 4. 84/04/18. MCGA'JGHY, J. P. 

Mississippi Power & Light Co, 2pp. 24232:272, 24X 

Fiche; 50-416, 84/04/18, 8404300291. 


— 8404300302 Safety evaluation re revised Tech Specs for low power 
operation. Changes required under existing low power license. 

«• Office of Nuclear Reactor Regulation, Director. 84/04/18. 
30pp. 24232:278. 24X Fiche; 50-416, 84/04/18, 8404300291. 


— 8404300305 Rejvised Tech Specs limiting operation of facility. 

Office of Nuclear Reactor Regulation, Director. 84/04/18. 
46pp. 24232:309. 24X Fiche; 50-416. 84/04/18, 8404300291. 


8404250026 Forwards program completion rept re conclusion of Tech Spec 
review program. Rept documents that thorough & in-depth 
eng ineer ing, operati ons licensing review of Tech Specs 

conducted per programmatic commitments. 

MCGAUO.HYfO. P. Mississippi Power S-. Light Co. 84/04/19. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director, 200pp. 24194:154. 

24X Fiche: 50-416, 84/04/19, 8404250026. 


8404300102 Responds to informal request for addl info re trip setpoints 
for radiation monitors & allowable value for HPCS 8< RCIC 
suction shift on high suppression pool level, per 830909 
proposed Tech Spec change. 

DALE,L, F. Mississippi Power & Light Co. 84/04/26. DENTON, H.R. 
Office of Nuclear Reactor Regulation. Director. 5pp. 24225:194. 

24X Fiche: 50-416. 84/04/26, 8404300102. 


Q. Inspection reports, lE Bulletins correspondence 


8404020091 Forwards IE Insp Rept 50-416/84-06 on 840221-24, No 
violations or deviations noted. 

VERRELLI, D. M, Division of Project it. Resident Programs. 84/03/13. 
RICHARD, J.B. Mississippi Power Zt Light Co. 2pp. 22932:347, 24X 
Fiche: 50-416, 84/03/13, 0404020091. 


— 8404020095 IE Insp Rept 50-416/84-06 on 840221-24. No violations or 
deviations noted. Major areas inspected: verification 
accuracy of Tech Specs. 

BUTLER/S., CALDWELL, J. , CARROLL, R. Region 2, Office of Director. 
84/03/13, 12pp. 22932:349. 24X Fiche: 50-416, 84/03/13. 8404020091. 


8404060132 Responds to IE Bulletin 83-08, "Electrical Circuit 
Breakers, .. Reactor Trip Sys. " CE confirmation of supplying 
eight saf ety-re lated breakers w/undervoltage trip features 
still pending. Extension until 840601 requested. 

MCOAUOHY, J. P. Mississippi Power it Light Co. 84/03/27. 

O'REILLY, J. P. Region 2, Office of Director. 3pp. 22927:262. 24X 

Fiche: 50-416, 84/03/27, 8404060132, 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103?. 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, ‘Tnadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103?. 84/03/28. Consolidated Edison Co. of New 

York, Inc. SSpp. 22892:145. 24X Fiche; 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/0-3/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231, 24X Fiche; 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cati on of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103? 84/04/05. Consolidated Edison Co. of Netu 

York, Inc. I49pp. 24X F i c h e ; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qual i f i ca t ion Methodology Research Test on Automatic Switch 
Co Solenoid Val /es. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. I03pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404170016 Discusses IE mgt meeting on 840328 at Region II ofc re 
planned organization changes within uti 1, proposed 
improvements in procedural compliance at facility & status 
of training for all plant p ersonne 1 . Meeti ng beneficial. 

O'REILLY, J. P. Region 2, Office of Director. 84/04/05. RICHARD, J.B, 
Mississippi Power it Light Co. Ip. 24051:031. 24X 

Fiche: 50-416, 84/04/05, 8404170016. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103?. 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e ; 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

il4pp. 24X Fiche; 50-000, 84/04/16, B40314027S. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end, 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205. 24X Fi c h e , 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc, 

89pp. 24163:292. 24X' Fi c h e : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end 

JORDAN, E L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fic he; 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Di screpanc i es in Recor d k eep ing & Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001, 24X Fic he ; 50-000, 84/04/ 18, 8403140234. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Bet. " Svc list encl. 

JORDA.N, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:119. 24X Fic he ; 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp, 24195:343. 24X Fiche : 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84—33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins," Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015, 24X Fi c he : 50-000, 04/04/20, 8404160130. 


R. Periodic operating reports related correspondence 


S404180393 Monthly operating rept for Mar 1984, W/840413 Itr. 

CESARE, J. G. , DALE,L.F. Mississippi Power 5t Light Co. 84/03/31. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 7pp. 24076:294. 24X Fiche: 50-416, 84/03/31, 8404180393. 
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S. Reportable occurrences, LERs related correspondence 


8404040206 Forwards minutes of 831130 meeting u/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design d ef ic i enc i es , cran k shaft, b ear ing s connecting rods ?/ 

p istons & sk irts. 

MATHEWS, C.S. Transamersca Delaval, Inc, 83/12/15. ANGLE, C. W 
Mississippi Power S'. Light Co. 70pp, 22880:226, 24X 

Fiche: 50-000, 83/12/15, 8404040206. 


8404060386 Corrected LER 83-169/03X-1 : on 831 023, n i trog en pressure 
control rod scram accumulators 40-53 S< 24-29 fell below Tech 
Specs. Caused by normal 1 ea kag e, Ac c umu 1 ator s recharged. W/ 

840321 Itr. 

BYRD,R. , DALE, L. F. Mississippi Power S< Light Co. 84/03/21. 
O'REILLY, J. P. Region ?, Office of Director 3pp. 22930:356. 24.X 

Fiche; 50-416, 84/03/--;’3 , 3,iC4060:-;06 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mi ss i ss i p p i Power S« Light S, Southern 
California Edison, 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERL INGER. C. H. 
Division of Licensing 2pp 22838.090. 24X Fiche; 50-000, 84/03/22, 

8404020143. 


— 8404020176 Test results for first Transamerica Delaval engine produced 
in each model line 

MEILA, G, W, Transamerica Delaval, Inc. 77/02/14, 2pp. 22833:102. 
24X Fiche: 50-000, 84/03/22, 8404020143. 


— 8404020178 Test results for first Transamerica Delaval engine produced 
in each line. 

Transamerica Delaval, Inc. 77/02/15, 2pp, 22838: 104. 24X 

Fiche : 50-000, 84/03/22, 8404020143, 


0404130202 Informs of B40321 telcon w/S Stecklow of Philadelphia 
Inquirer re LERs on diesel generator fuel line rupture 
LERs will bo forwarded to Stecklow, 

CHIPAMAL, M. Reactor Operations Analysis Branch. 84/03/23. 
HELTEMES, C. J. Director's Office. Ip. 24036:347. 24X 

Fiche: 50-416, 84/03/23, 8404130202 


8404050034 Updated LER 83-187/03X-1 : on 831122, maint technicians filling 
ref leg caused spike on reactor vessel level transmitters, 
resulting in Div 1 automatic actuations. Caused by personnel 
error, W/840326 Itr, 

BYRD, R. , DALE, L. F. Mississippi Power Light Co, 84/03/26, 

O'REILLY, U. P, Region 2, Office of Director 5pp. 22901:115. 24.X 

Fiche: 50-416, 84/03/26, 9404050084 


8404050132 Updated LER 83-107/03X~2; on 830726 , d ur ing tes t, mount ing 
bolts for Div 1 diesel generator turbocharger found loose 
or broken associated parts welds crac k e d , Caused by 
misaligned turbocharger Longer bolts insta 11 ed . W/840327 Itr, 

BYRD, R.W. , DALE,L,F Mississippi Power ?/ Light Co, 84/03/27. 
O'REILLY, U. P, Regions, Office of Director. 5pp. 22899:325. 24X 

Fiche: 50-416, 84/03/27. 8404050132. 


B404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis. " Bounding cylinder head stud designs 
adequate for applicable engines svr conditions. 

MUSELER, W, U TDI < Transamer i c a Delaval, Inc ) Owners Group, 
84/03/30, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director 2pp, 22863:069 24X Fi c h e : 50-000, 84/03/30, 0404030354. 


8404090279 Final Part 21 Rept PRD-84/01 re incorrect installation by 
Broun Boveri of 30-volt, dc 22 microfarad capacitor in solid 
state trip unit Initially reported on 840105 Defective trip 
unit replaced. 

MCGAUGHY, U. P. Mississippi Power & Light Co. 84/03/30. 

O'REILLY, U.P Region 2, Office of Director 5pp, 22943:049, 24X 

Fiche: 50-416, 84/03/30, 8404090279. 


0404090344 Updated LER a3“078/03X-?; on 830701 , c ontro 1 room operator 
unable to maintain air receiver pressure for diesel 
generator 11, Caused by setpoint drift damaged valve seals 
Sensing point to air recr-ivir.g tanks r e loca ted . W/840330 Itr. 
BYRD,R.W. , DALE, L. F. i s s i s s i c p : Power Light Co. 84/03/30 

O'REILLY, U P Regicr, 2. Office of Director. 4pp, 22942*029. 24X 

Fiche 50-416, 04/03/30. 8404090344, 


8404090393 Updated LER 83- 136/03X-4: on 830830, Div 1 diesel generator 
shut down due to failure of exhaust gaskets on RBI ?< LBS 
cylinders Z>. two broken welds on intercoolers. Caused by loose 
JW«iiifold bolts 2< turbocharger misal ignment, W/840330 Itr. 

BYRDiR, W, , DALEfL. F. Mississippi Power Light Co. 84/03/30. 

0 REILLY, U.P. Regions), Office of Director. 4pp, 22940:259. 24X 

Fiche: 50^416,84/03/30, 8404090393. 


8404120211 Updated LER 84-005-01: on 8401 19, dr ywel 1 purge compressor 
logic A relay compressor inadvertently star ted. Caused by 
defective proc edure. Memo written to all technical section 
engineers re adequate engineering review. W/840330 Itr. 

PARKER, U, L. , DALE, L. F. Mississippi Power Light Co. 84/03/30, 
3pp. 24012:336. 24X Fi che. 50-416, 84/03/30, 840412021 1. 


8404100166 Final deficiency rept for Unit 1 6< interim rept for Unit 2 
re calculated max teitip for main feedwater movement guides 
exceeding original design limitation for concrete within 
auxiliary bldg G-line wall. Also reportable per 10CFR21. 

MCG,AUGHY, J, P. Mississippi Power St Light Co. 84/04/02. O'REILLY, R. 
Region 2, Office oP Director, 5pp. 22964:015. 24X 

Fiche; 50-416, 84/04/02, 8404100166, 


8404060247 LER 84-011-00: on 840309, arc ing occurred in 500 kV switchyard 
breaker,as breaker returned to svc after maint. Cause 
unknown. Phase B of breaker being completely overhauled. 

W/840403 Itr, 

PARKER, J. L. , DALE, L.F, Mississippi Power St Light Co. 84/04/03. 

3pp. 22925.157. 24X Fi c he: 50-416, 84/04/03, 8404060247, 


8404100268 Special Rept 84-016/0: on 840301, fire barriers in U712 
control room floor module LA57-L072 opened for planned maint 
ac t i vi t i e 5 . Fir e watch established until barriers restored 
on 840329. 

DALE, L. F. Mississippi Power & Light Co. 84/04/03. O'REILLY, J. P. 
Region 2« Office of Director. Ip, 22963:001. 24X 

Fiche: 50-416, 84/04/03, 8404100268. 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting '®/. addl info re diesel generators. 

EISENHUT, D, 0. Division of Licensing, 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267, 


— S4030S0331 Forwards request for addl info re Transamerica Delaval 
diesel generators Addl staff comments also end. 

BERLINGER,C. Division of Licensing. 84/02/28. MUSELER, W. TDI 
< Transamer i ca Delaval, Inc. ) Owners Group. Hpp. 24068:015. 24X 

Fiche: 50-000, 84/04/04 , 8403140267. 


8404160007 Final Part 21 rept for Unit 1 8< interim rept for Unit 2 
re potential defect in spare piston skirt; castings. 

Initially reported on 840402. Caused by improper heat 
treating during mfg.Next rept expected by 841005, 

MCGAUGHY, J, P. Mississippi Power Si Light Co. 84/04/06. 

0 'REILLY, J, P. Region 2. Office of Director. 5pp, 24043:086, 24X 

Fiche; 50-416, 84/04/06, 8404160007. 


8404160117 Final Deficiency Rept PRD-B4/04 for Unit 1 & interim Rept 1 
for Unit 2 re failure of deluge valves mfg by Automatic 
Sprinkler Corp of America. Initially reported on 840319, 

Also reportable per Part 21 for Unit 1. 

MCGAUGHY, J. P. Mississippi Power 8< Light Co. 84/04/06. 

O'REILLY, J, P. Region 2, Office of Director. 5pp. 24041:062, 24X 

Fiche: 50-416, 84/04/06, S404160117. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF AE piston 
skirts. 

MUSELER, W.U. TDI C Transamer i ca Delaval, Inc.) Owners Group 
84/04/09, DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985:144. 24X Fiche: 50-000, 84/04/09, 8404110307. 


8404130246 Forwards parametric info from Transamerica De laval, Inc, per 
840228 request. 

MUSELER, W.U. TDI ( Transamer ica Delaval, Inc.) Owners Group. 
84/04/10. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 24029:202. 24X Fiche: 50-000, 84/04/10, 8404130246, 


8404170128 LER 04-012-00: on 840314, d iscovered that verification of 
closed fire doors once every 24 h did not include elevator 
doors Caused not stated, Survei 1 lance revised to include 
elevator doors. W/840410 Itr, 

PARKER. J. , DALE, L.F. Mississippi Power & Light Co. 84/04/10. 2pp. 
24050:030. 24X Fi c h e : 50-416, 84/04/10, 84041 70128. 


8404160108 LER 84-013-00: on 840322, during surveillance of reactor 
vessel high pressure trip sys, common shutdown cooling 
suction valve c losed , isolating both loops of shutdown 
coo 1 ing . Caused by personnel error. W/840411 Itr. 

PARKER, J, , DALE, L.F, Mississippi Power «< Light Co. 84/04/11. 3pp. 
24041:192. 24X Fiche: 50-416, 84/04/11, 8404160108. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC vt Transamerica Delaval, Inc Diesel 
Generator Owners Group, 

MUSELER, W.J, TDI (Transamer ica Delaval, Inc.) Owners Group. 
MUSELER, W.J. Long Island Lighting Co. 84/04/12. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 24043: 161. 
24X’ Fiche: 50-000, 84/04/12, 8404160030. 
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8404170203 Forwards calculations for rocker arm capscrew stress 
analysis & cylinder bead stud evaluation. 

MUSELERiW. J. TDI C Transamer i ca Delaval. Inc.) Owners Group. 
84/04/13. DENTON. H.R. Office of Nuclear Reactor Regulation, 
Director. Sapp. 24053.184. 24X Fiche: 50-000, 84/04/ 13, 8404170203. 


8404170385 LER 84-014-00: on 840314, field engineering identified 10 
breached penetrations functioning as fire barriers 8«/or 
secondary containment boundary seals. Caused fay personnel 
error. Fire watches estab I i shed . Seal s restor ed. W/84041 3 Itr. 

BYRD.R. , DALE/L.F. Mississippi Power s^Liobt Co 84/04/13. 3pp. 
24060:334. 24X Fiche: 50-416, 84/04/13, B'i04 1 7C3S5. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL.per NRC 
request. 

MUSELER.W. J. TDI ( Transameri ca Deiaval, Inc. ) Owners Group. 
MUSELER.W. J. Long Island Lighting Co. 84/04/16. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24071:225. 
24X Fiche: 50-000, 84/04/16, 8404180323. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, 0008, 

K-3, OOOS 8« K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri it Co. . Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fiche: 50-000, 84/04/16, 8404200323. 


8404250204 Notification of 840418 meeting w/util in Bethesda, MD to 
discuss TDI diesel generators. 

HOUSTON, M.D. Licensing Branch 4. 84/04/17. ADENSAM, E. G. Licensing 

Branch 4, 3pp. 24214 009. 24X Fiche; 50-4 1 6, 84/04/ 17, 8404250204. 


8404200230 Forwards responses to NRC 840411 questions re major 
unresolved issues concerning TDI diesel eng i nes. Summary 
matrix of enhanced raaint & insp testing program also end. 

DALE, L. F. Mississippi Power & Light Co. 84/04/18. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 19pp. 24114:200. 

24X Fiche: 50-416, 84/04/18, 8404200230. 


T. Hearing transcripts on n on-ant i t rus t matters 


8403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting S', addl info re diesel generators. 

EISENHUT, D, 0. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fi c h e : 50-000, 84/04/04, 
8403140267, 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
:;TP-a<-r- -e ! iat i 1 i ty , Pp 1-197. 

« 84/03/22. I98pp. 24067:132. 24X 

Fiche: 50-000, 84/04/04, 8403140267, 


V. Operator Examinations 


8404060243 Confirmation of action Itr discussing results of licensed 
operator V. senior operator NRC requa 1 i f i cat i on exams 
conducted on 840213-24. Three operators who failed exam it. 
three who did not take exam removed from licensed duties, 

O'REILLY, J. P. Region 2, Office of Director, 84/02/29. RICHARD, J. D. 

Mississippi Power Light Co. 2pp, 22925: 185, 24X 

Fiche: 50-416, 84/02/27, 8404060243. 


8404060137 Confirms 840320 & 23 telcons re results of licensed operator 
& senior operator NRC simulator requal i f i ca t i on exams. 

Summary of remedial training Si training program improvements 
requested by 840416. 

O'REILLY, J. P. Region 2, Office of Director. 84/03/23. RICHARD, J. B 
Mississippi Power S'. Light Co. 3pp. 22927:265. 24X 

Fiche: 50-416, 84/03/23, 8^04060137, 


8404030502 Forwards updated info on shift advisors 8< qualifications 
originally submitted on 831026, Info on training conducted 
it methods used for examining i< determining adequacy of shift 
advisor training i>. experience also end 

DALE,L. F. Mississippi Power it Light Co. 84/03/30. DENTON, H, R 
Office of Nuclear Reactor Regulation, Director. 4pp, 22870: 106. 
24X Fiche: 50-416, 84/03/30, 8404030502 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELERiW. J. TDI ( Transamer i ca Deiaval, Inc, ) Owners Group. 
84/04/19, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24154:259. 24X Fiche' 50-000, 84/04/19, 8404230057. 


— 8404030511 Rev 1 to Procedure 14-S-01-4, "Training 8< Administrative 
Section Procedure. " 

* Mississippi Power it. Light Co. 84/03/30, 44pp, 22870: 109 a4X 

Fiche: 50-416, 84/03/30, 8404030502. 


—8404230082 "Design Review of Push Rods for TDI Generators. " 

* Failure Analysis Associates. FAAA-84-3-17. 84/04/30. 49pp. 

24154:261. 24X Fiche: 50-000. 84/04/19, 8404230057. 


8404240430 Forwards "Update Rept on TDI Standby Diesel Generators. " 
Info provided in support of resolution of TDI diesel 
generator issues. 

MCGAUGHY, J. P. Mississippi Power & Light Co. 84/04/20. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24180:072. 

24X Fiche; 50-416, 84/04/20, 8404240430. 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl, 

EISENHUT, D. G. Division of Licensing, 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019, 
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A. Application/construction stage documents i. correspondence 


—8404240436 "Update Rept on TDI Standby Diesel Generators. " 

* Mississippi Power Light Co. 84/04/30. 81pp, 24180:074 24X 

Fiche: 50-416, 84/04/20, 8404240430. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ.J. F. Operating Reactors Branch 4. 2Spp, 24225:166. 24X 

Fiche; 50-000, 84/04/20, 8404300097. 


8404260170 LER 84-016-00; on S40324, during test to measure LPCI A 
isolation valves, Div I containment isolated i> auto start 
signal sent to Div 1 diesel generator. Cause d by procedure 
error, Personnel cautioned. W/S40423 ltr. 

PARKER, J. L. , DALE,L, F. Mississippi Power it Light Co. 84/04/23. 
3pp. 24205:286, 24X Fiche: 50-416, 84/0^/23, 8404260170. 


8404270034 LER 84—015—00: on 840326, control room fresh air Unit B 
inadvertently started in isolation mode. Caused by technician 
touching terminal w/jumper which caused relay to drop out it 
start fresh air unit. W/840423 ltr. 

P^KER,J., Df«_E,L.F. Mississippi Power & Light Co. 84/04/23. 
24217:348. 24X Fiche: 50-416, 84/04/23, 8404270034, 


2pp. 


8404300033 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 


RAY, C. L. TDI (Transamerica Deiaval, Inc.) Owners 
DENTON, H, R. Office of Nuclear Reactor Regulation, 
24227; 104. 24X Fiche: 50-000, 84/04/24, 8404300083. 


Group. 84/04/24. 
Director, 3?p. 


8403070262 Advises that 1 iner, penetrations i. containment structure 
evaluated at 5 psid i< found capable of withstanding 
differential pressure w/o compromise of containment pressure 
boundary, per util 840209 NRC 840213 Itrs. 

DALE, L. F. Mississippi Power it Light Co. 84/02/22, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 2pp. 22547:296. 
24X Fiche: 50-416, 84/02/22, 8403070262. 


8404090479 Staff requirements memo re 840320 briefing on facility Tech 
Spec requirements. Commission requested that staff provide 
summary of safety significance of Tech Spec changes, 

CHILK.S. J. Office of the Secretary of the Commission. 84/03/27. 
DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
22972:357. 24X Fiche; 50-416, 84/03/27, 8104090479. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting, Svc list end. 

EISENHUT, D O. Division of Licensing, 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404060343 Forwards response to request for addl info on hydrogen 
control re 1/4 scale Mark III test facility it. H2 combustion 
test program. 

DALErL. F. Mississippi Power it Light Co. 84/04/04. DENTON, H, R 
Office of Nuclear Reactor Regulation, Director. 23 dp 22931 ■ 2‘?6 

24X Fiche: 50-416, 84/04/04, 8404060343, 


, — M V w-rwB.e.’T JL f' I euues^inu uvii DOT'rFivT*m 

review of Tech Specs 8< provide certif ication that Tech Specs 
accurately reflect plant, FSAR & SER analyses. Plant conforms 
to safety requirements, SER «< FSAR, as amended, 

, 'Mississippi Power Light Co. 84/04/09. DENTON, H. R. 
Sit Nuclear Reactor Regulation, Director. 4pp. 22986:001 

24X Fiche: 50-416, 84/04/09, 8404110210, 
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8404110244 Forwards summary of 840404 meeting w/NRC re Tech Spec review 
programi administrative procedure re safety-related 
evaluation app 1 icab i 1 i ty > vi ewgrap h s S< problems sheets. 

MCOAUGHY, J. P. Mississippi Power Z< Light Co. 84/04/09. DEMTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 21pp. 22991:070. 

24X Fiche: 50-416, 84/04/09, 8404110244. 


— 8404110374 Rev 2 to Administrative Procedure TS-1, "Grand Gulf Nuclear 
Station Tech Spec Review, Safety-Related Evaluation 
Applicability." Related info end. 

FRON, P. C. Mississippi Power Zt Light Co. 84/03/23. 196pp. 

22993:001. 24X Fiche: 50-416, 84/04/09, 8404110244. 


8404180364 Forwards Rev 0 to "Third Party Review of Grand Gulf Nuclear 
Station Tech Spec Review Program. " 

RICHARD, J.B. Mississippi Power Light Co. 84/04/16. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 24071:246. 24X 

Fiche: 50-416. 84/04/16. 8404180364. 


— 0404180368 Rev 0 to "Third Party Review of Grand Gulf Nuclear Station 
Tech Spec Review Program. " 

GUIBERT, J. C. Impel 1 Corp. 01-0200-1296 RO. 84/04/11 130pp. 

24071:247. 24X Fiche 50-416,84/04/16,8404180364. 


8404250026 Forwards program completion rept re conclusion of Tech Spec 
review program Rept documents that thorough ?< in-depth 
eng ineering, operations S- licensing review of Tech Specs 
conducted per programmatic commitments. 

MCGAUGHY, J. P. Mississippi Power Z> Light Co. 84/04/19. DENTON.H. R. 
Office of Nuclear Reactor Regulation, Director. 200pp. 24194:154. 

24X Fiche; 50-416, 84/04/19, 8404250026. 


0404300102 Responds to informal reciuest for addl info re trip setpoints 
for radiation monitors S- allowable value for HPCS S( RCIC 
suction shift on high suppression pool level, per 830909 
proposed Tech Spec change. 

DALE. L, F. Mississippi Power Light Co, 84/04/26, DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 5pp, 24225:194. 

24X Fiche: 50-416, 84/04/26. 8404300102. 


F. Security, medical, emergency fire protection plans 


8404050512 Public version of corrected Pages 7-25 7-26 of Rev 8 to 

emergency p Ian. W/8401 19 Itr Zt JM Felton 840326 release memo. 
MCGAUGHY, J. P. Mississippi Power & Light Co. 84/01/19. 

O'REILLY, J. P. Region 2, Office of Director. 3pp. 22919:330. 24:< 

Fiche: 50-416, 84/01/19, 8404050512. 


8404170227 Responds to 840130 request to perform survey of methods of 
securing openings to vital areas. Areas requiring 
upgrading i dent i f i ed , Des i gn change packages in i tiated , Iron 
bars will be welded to openings. 

DALE, L. F. Mississippi Power S< Light Co, 84/04/13, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24054:085. 
24X Fiche: 50-416, 84/04/13, 8^04170227 


G. Adjudicatory correspondence 


8404180340 Forwards initial comments questions on two TDI Owners 
Group repts re rod bearing shells Z< rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations & quality of matls. Related correspondence. 

BERLINGER, C. H. Division of Licensing, DSB 611. 04/04/11. 

MCGAUGHY. J. P. Mississippi Power V, Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/ 1 1 , 8404180340, 


J. Insurance indemnity information 


8404030240 Forwards Endorsement 30 to NEI-IA Policy NF-257 
Endorsement 12 to MAELU Policy MF-106. 

DALE, L. F. Mississippi Power Light Co. 84/03/23, KERR, G. W. 
Office of State Programs, Director. 4pp. 22869; 184. 24X 
Fiche: 50-416, 84/03/23, 8404030240. 


Q. Inspection reports, IE Bulletins & correspondence 


8404060132 Responds to IE Bulletin 83-08, "Electrical Circuit 
Breakers. Reactor Trip Sys. " GE confirmation of supplying 
eight safety-related breakers w/undervoltag e trip features 
still p ending. Extension until 840601 requested, 

MCGAUGHY, J. P. Mississippi Power Light Co. 84/03/27, 

O'REILLY, J. P. Region 2, Office of Director. 3pp. 22927:262. 24X 
Fiche: 50-416, 84/03/27, 8404060132, 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency," Svc list 
end. 

JORDAN, E L, Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York. Inc. 85pp, 22892:145. 24X Fi c h e: 50-000, 84/03/28, 8403140241 , 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end 

JORDAN, E, L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc, 126pp. 22892:231. 24X Fi c he : 50-000, 84/03/29, 84031 40247. 


8404060300 Ack receipt of 840316 Itr i if nr.m : n c NRC of steps taken to 
correct violations noted in IE Insp "ept I?') - 1 //S4-01 . 

VERRELLI, D. M. Division of Project S< Resident Programs, 84/03/29, 
RICHARD, J.B. Mississippi Power Zy. Light Co. Ip. 22924:051, 24X 

Fiche: 50-417, 84/03/29, 8404060300. 


— 8404060304 Responds to NRC 840208 Itr re violations noted in IE Insp 
Rept 50-417/84-01 . Corrective ac t i ons: pr oc edure issued to 
specify requirements for control Sc evaluation of NRC 
bulletins Sc notices. 

DALE, L. F. Mississippi Power Sc Light Co. 84/03/16. 0 'REILLY, J. P. 

Region 2, Office of Director, 3pp. 22924:052. 24X 

Fiche: 50-417, 84/03/29, 8404060300. 


—8404060306 Forwards IE Insp Rept 50-417/84-01 on 840116-20 Sc notice 
of violation. 

VERRELLI, D. M. Division of Project Zt Resident Programs. 84/02/08, 
RICHARD. J.B. Mississippi Power S< Light Co. 2pp. 03966:001. 24X 

Fiche; 50-417, 84/03/29, 8404060300. 


— 8404060309 Notice of violation from insp on 840116-20. 

* Region 2, Office of Director. 84/02/08. Ip, 22924:057. 24X 

Fiche : 50-417, 84/03/29, 8404060300, 


— 8404060314 IE Insp Rept 50-417/84-01 on 840 1 16-20. Vi ola t i on noted: 
failure to provide procedure to control Sc evaluate NRC 
bulletins, circulars .Sc notices. 

MCFARLAND, C. R. , JACKSON, L. H. , WRIGHT, R.W. Region 2, Office of 
Director, 84/02/06 lOpp, 22924:058. 24X Fiche : 50-417, 84/03/29, 

8404060300. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103) 84/04/05, Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Goal if i cation Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees," Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co, of New York, Inc. 

06pp. 24189:001, 24X Fi c h e ; 50-000, 84/04/ 1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees," Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


0403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc, 

86pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees," Svc list end, 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
a30103>. 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fiche : 50-000, 84/04/ 1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. I29pp. 24188,237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche; 50-000, 84/04/18, 8403140284. 
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8403140286 IE Info Notice 84-31- "Increaserl Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fi c h e : 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger ?< Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp, 24195:343. 24X Fiche; 50-000, 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fi c he ; 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs S< related correspondence 


8404040206 Forwards minutes of 331130 meeting u/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design def i c i enc i es , cran k shaft , fa ear ing s connecting rods & 
pistons S< skirts. 

MATHEWS, C. 8. Transamerica Delaval, Inr. 83/12/15. ANGLE, C. W. 
Mississippi Power S< Light Co. 70pp. 22880:226. 24X 

Fiche; 50-000, 83/12/15, 8404040206. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mi s s i s s i p p i Power 3< Light Z>. Southern 
California Edison, 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Division of Licensing. 2pp. 22838:090. 24X Fiche: 50-000, 84/03/22, 

8404020143, 


— 8404020176 Test results for first Transamerica Delaval engine produced 
in each model line. 

MEILA, G. W. Transamerica Delaval, Inc. 77/02/14. 2pp. 22838:3 02 
24X Fiche: 50-000, 84/03 '22, 8404020143. 


--8404020178 Test results for first Transamerica Delaval engine produced 
in each line. 

* Transamerica Delaval, Inc. 77/02/15. 2pp. 22838; 104. 24X 

Fiche' 50-000, 84/03/22, 8404020143. 


8403140249 Board Notification 84-063' forwards Transamerica Delaval 
Owners Group rept "Design Review of Connecting Rod Bearing 
Shells for Transamerica Delaval Enterprise Engines" & 

"Emergency Diesel Generator Rocker Arm Capscrew. ..." 

EISENHUT, D. G. Division of Licensing. 84/03/23, PALLADINO 
Commissioners. 5pp. 22871:049. 24X Fiche : 50-000, 84/03/23. 

8403140249, 


8404030354 Forwaros "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adeq.uats for applicable engines & svc conditions. 

MUSELER,W. J, TDI (Transamerica Delaval, Inc. ) Owners Group. 
84/03/30. DENTON, H. R, Office of Nuclear Reactor Regulation, 
Director. 2pp. 22863 069. 24X Fiche; 50-000, 84/03/30, 8404030354 


8404100166 Final deficiency rept for Unit 1 interim rept for Unit 2 
re calculated max temp for main feedwater movement guides 
exceeding original design limitation for concrete within 
auxiliary bldg G-line wall. Also reportable per 10CFR21. 

MCGAUGHY, J, P. Mississippi Power tt Light Co, 84/04/02, O'REILLY, R. 
Region 2, Office of Director. 5pp. 22964:015. 24X 

Fiche: 50-416, 84/04/02, 8404100166. 


8403140267 Board Notification 84-072; forwards transcript of TDI Owners 
Group 840322 meeting S< addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp, 24067:106. 24X Fiche : 50-000, 84/04/04. 
8403140267. 


—8403080331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Addl staff comments also end. 

BERLINGER, C. Division of Licensing, 84/02/28. MUSELER, W. TDI 
(Transamerica Delaval, Inc.) Owners Group. Upp. 24068:015. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404160007 Final Part 21 rept for Unit 1 S< interim rept for Unit 2 
re potential defect in spare piston skirt castings. 

Initially reported on 840402. Caused by improper heat 
treating during mfg.Next rept expected by 841005. 

MCGAUGHY, J. P. Mississippi Power & Light Co, 84/04/06. 

O'REILLY, J. P. Region 2, Office of Director. 5pp. 24043:086. 24X 

Fiche: 50-416, 84/04/06, 8404160007. 


8404160117 Final Deficiency Rept PRD-84/04 for Unit 1 & interim Rept 1 
for Unit 2 re failure of deluge valves mfg by Automatic 
Sprinkler Corp of America. Initially reported on 840319. 

Also reportable per Part 21 for Unit 1. 

MCGAUGHY, J. P. Mississippi Power Light Co. 84/04/06. 

O'REILLY, J. P. Region 2, Office of Director. 5pp. 24041:062. 24X 

Fiche; 50-416, 84/04/06, 8404160117. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF AE piston 
sk irts. 

MUSELER, W, J. TDI ( Tran samer ica Delaval, Inc. ) Owners Group. 

84/04/09. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985 144. 24X Fi c h e : 50-000, 84/04/09, 84041 1 0307. 


8404130246 Forwards parametric info from Transamerica De la va 1 , I nc , per 
840228 request. 

MUSELER, W. J. TDI ( Transamer ica Delaval, Inc, ) Owners Group. 
84/04/10, DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director, 3pp. 24029:202. 24X Fi c h e : 50-000, 84/04/10. 84041 30246. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluati on, in response to request made at S403^.'2 
meeting between NRC S: Transamerica Delaval, Inc Diesel 
Generator Owners Group 

MUSELER, W. J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/04/12. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director, 6pp. 24043.161. 24X Fiche: 50-000, 84/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis St cylinder head stud evaluation 

MUSELER, W. J. TDI ( Transamer ica Delaval, Inc. ) Owners Group 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. S8pp. 24053:184. 24X Fiche: 50-000, 84/04/13, 8404170203. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL, per NRC 
request. 

MUSELER, W. J, TDI ( Tran samer i ca Delaval, Inc. ) Owners Group. 
84/04/16. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071 225. 24X Fiche: 50-000, 84/04/16, 8404180323. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS St K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd. ), 
84/04/16. Record Services Branch (Document Control Desk), 4pp, 
24114:161. 24X Fi c h e ; 50-000, 84/04/16, 8404200323. 


8404200230 Forwards responses to NRC 840411 questions re major 
unresolved issues concerning TDI diesel eng ines. Summary 
matrix of enhanced maint 8< insp testing program also encl. 

DALE,L. F. Mississippi Power & Light Co 84/04/18. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 19pp. 24114:200 

24X Fiche: 50-416, 84/04/18, 8404200230. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W. J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/04/19. DENTON, H. R. Office of Nuclear Reactor Reg'ulation, 
Director. 2pp. 24154 259, 24X Fiche' 50-000, 84/04/19, 8404230057, 


— 840423'0082 "Design Review of Push Rods for TDI Generators. " 

a- Failure Analysis Associates. FAAA-84-3- 17. 84/04/30. 49pp 

24154:261, 24X F i c h e ; 50-000, 84/04/19, 8404230057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel g enerator s. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ, J. .*=■, Operating Reactors Branch 4. 28pp, 24225:166. 24X 

Fiche: 50-000, 84/04/20. 8404300097. 


8404300083 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C. L. TDI (Tran samer i ca Delaval, Inc. ) Owners Group, 84/04/24. 
DENTON, H, R. Office of Nuclear Reactor Regulation, Director. Upp. 
24227:104. 24X Fi c he . 50-000, 84/04/24, 8404300083. 


T, Hearing transcripts on non-anti trust matters 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting S', addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche ; 50-000, 84/04/04, 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator rel iab i 1 i ty. Pp 1-197. 

* Commissioners. 84/03/22. 198pp. 24067: 132, 24X 

Fiche: 50-000, 84/04/04, 8403140267. 
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V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all pouer reactor licensees & 
applicants for QLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A. Application/construction stage documents & correspondence 


8403210162 Ltr to all applicants for OLs full pouer authorizations 
summarizing 840126 meeting in Bethesda, MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews development of acceptable experience profile. 

HANNON. J. Division of Licensing, 84/03/01. Affiliation r4at 
Assigned. 7pp. 24106 202. 24X Fi c h e: 50-000, 84/03/01 , 940321 0162. 


8404020147 Responds to Generic Ltr 83-28, "Generic Implications of 
Salem ATWS Events," providing status of current conformance 
w/provisions of generic ltr .?< plans schedules for any 
improvements. 

CQUNSIL, W. G. , SEARS, C.F. Connecticut Yankee Atomic Pouer Co. 

SEARS, C.F. ^4ortheast Nuclear Energy Co. (subs, of Northeast 
Utilities). 84/03/16. EISENHUT, D. G, Division of Licensing. 9pp. 

22838:110. 24X Fiche: 50-000, 84/03/16, 8404020147. 


— S404020151 Rev 0 to Procedure OP 2671, "Duty Officer Requirements After 
Trip or ESF Actuation. " 

ASHEY,R.J. Connecticut Yankee Atomic Pouer Co, 84/01/06. 6pp. 
22838:119, 24X F i c h e ■ 50-000, 04/03/ 16, 84040201 47. 


— 8404020155 Rev 0 to Procedure OP 2671-1, "Unit 2 Duty Officer Trip 
Determination Checklist " 

KEENAN, U, S. Connecticut Yankee Atomic Pouer Co. 84/01/06. 23pp. 

22838:125. 24X F i c h e 50-000. 84/03/ 16, 84040201 47. 


8404240189 Foruards responses to questions in 831007 840217 Itrs re 

noise impact. Responses uill be incorporated in Amend 7 to 
environ rept scheduled for Apr 1984. W/f our oversize 
drauing s. Aperture cards are available in PDR. 

COUNSIL, W. G, , SEARS, C. F, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities), COUNSIL, W, G. Northeast Utilities. 84/03/16. 
YOUNGBLOOD, B. U. Licensing planch 1, 60pp. 24183:170. 24X 

Fiche: 50-423, 84/03/ 


— 8404050241 Amend 2 to probabilistic safety study. 

■» Northeast Utilities. 84/04/02. 744pp. 22896:244. 24X 

Fiche : 50-423, 84/03/30, 8404050234. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for DLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting . S vc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of Neu York, Inc, 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


0404130393 Foruards Northeast Utils 840323 comments on SECY-94-106 
proposed rule uhich uould require licensees to have senior 
manager on each shift u/listed qua 1 i f icat i o ns. Info may be 
relevant to 840409 Commission meeting. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/04/04. PALLADINO Commissioners, Ip. 67263:342. 24X 

Fiche: 50-000, 84/04/04, 8404130393. 


— 8404130400 Comments on proposed rulemaking concerning requirements for 
senior managers at nuclear pouer p Ian ts, P rop osa 1 uould 
inv-alidate licensed operator upgrade program. NRC is rushing 
rule through u/o concern for impact or justification. 

COUNSIL. W.O. Connecticut Yankee Atomic Pouer Co. 84/03/23. 

STELLO, V. Regional Operations Generic Requirements. 14pp. 
24199:235. 24X Fi c h e . 50-000. 84/04/04, 8404130393, 


8404190002 Foruards revised responses to Power Sys Branch mechanical 
series questions. 

COUNSIL, W. G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W G. Northeast Utilities. 84/04/06. 
YOUNGBLOOD, B, J. Licensing Branch 1. 50pp. 24103:342. 24X 

Fiche: 50-423, 84/04/06, Q404190002. 


S404120154 Foruards SMA fragility calculation package floor response 
spectra for probabilistic safety study seismic fragilities. 

COUNSIL# W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G, Northeast Uti 1 i t ies. 84/04/09. 
YOUNGBLOOD, B. J Licensing Branch 1. 362pp. 24008:001, 24X 

Fiche: 50-423, 84/04/09, 8404120154, 


8404200229 Advises that info in Generic Ltr 84-04 uill be utilized as 
basis for not postulating pipe breaks in primary coolant 
loop p i p ing. Plan t-sp ec i f i c rep t, demonstrati ng applicability 
of Westinghouse generic analyses. ui 11 be submitted. 

COUNSIL, W, G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W, G. Nor th east Ut i i i t ies . 84/04/09. 

DENTON. H. R, Office of Nurlea- Proctor Pr^ v ! at i o- ■ Director. 2pp. 
24113: 313. 24X Fiche: 3-'.'CC 'C':. 


8404020049 Foruards response to NRC 840116 request for addl info re 480 
series questions on containment sys, Response to request 
Numbers 480.11,19 34 uill be submitted by 840410. W/one 

oversize tab le. Aperture card is available in PDR, 

COUNSIL, W, G. , SEARS, C, F Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W, G. Northeast Utilities. 84/03/20. 
YOUNGBLOOD, B. J, Licensing Branch 1. 48pp, 22827:001. 24X 

Fiche: 50-423, 84/03/20, 8404020049, 


8404250020 Forwards responses to Items 8,14, 15 25 from NRC 

840227-0302 structural aud it. Responses to all remaining open 
& confirmatory items will be provided on or before 840501, 
per 840402 telcon. 

CQUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), COUNSIL, W G. Northeast Utilities. 84/04/09. 
YOUNGBLOOD. B J L.i r »-'*.■ -q B-.i-rh 1. 33pp, 24195:065. 24X 

Fiche: 50-i23. 3^/C4/C' : 4 'XIO 


8404030406 Responds to Licensee Qua 1 i f i ca t i on Branch draft SER open 
items discussed at 840223 meeting re operator training !5< 
qual if ication. Responses uill appear in FSAR Amend 8 
scheduled for submittal in mid-May 1984 

COUNSIL, W.G, Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). SEARS, C, F. Northeast Utilities. 84/03/20. 
YOUNGBLOOD, B. J. Licensing Branch 1, 15pp. 22865:170. 24X 

Fiche; 50-000, 84/03/20. 8404030406. 


— 8404030413 Comments on draft policy statement re engineering expertise 
on shift. Util long-term plans to eliminate position of 
dedicated shift technical advisor by upgrading 
quali f ications of shift personnel well knoun. 

COUNSIL, W. 0, , WERNER, R P. Connecticut Yankee Atomic Power Co. 

WERNER, R. P, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 83/09/23. CHILK, S. J, Office of the Secretary of the 
Commission. 12pp. 22865:213. 24X Fic h e ; 50-000, 84/03/20, 

8404030406. 


C. Utility Environmental Report (ER), amends 8< correspondence 


8404190126 Forwards Amend 7 to environ rept, p rovi d ing responses to all 
remaining review questions Sf updates & corrections to info 
in environ rept, 

COUNSIL, W. G. , FEE, W. F, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/04/05. 
YOUNGBLOOD, B. U. Licensing Branch 1, 2pp. 24094:032. 24X 

Fiche; 50-423, 84/04/05, 8404190126. 


— 8404190136 Amend 7 to environ rept - DL stage. 

Northeast Utilities, 84/04/30. 35pp, 24094:034. 24X 

Fiche : 50-423, 84/04/05. 8404190126. 


E. NRC Safety Evaluation Report (SER), suppls Sk correspondence 


8404030548 Summarizes Structural it Geotechnical Engineering Branch 
840227-0302 structural design audit of facility per draft 
SER. Audit agenda.list of attendees status of items 
developed during audit end. 

COUNSIL, W. G, Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W.G, Northeast Utilities. 84/03/23. 
YOUNGBLOOD, B. J. Licensing Branch 1. 23pp. 22870:289, 24X 

Fiche: 50-423, 84/03/23, 8404030548, 


8404050234 Forwards Amend 2 to probabilistic safety study, 

COUNSIL, W. G, , SEARS, C, F Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W G. Northeast Utilities. 84/03/30. 
YOUNGBLOOD, B. J. Licensing Branch 1. Ip. 22896:243. 24X 

Fiche: 50-423, 84/03/30, 8404050234. 


8404040227 Notification of 840314 meeting w/util in Bethesda, MD to 
discuss responses to unresolved items contained in draft 
SER. 

DOOLITTLE, E. L. Licensing Branch 1. 84/03/13. YOUNGBLOOD. B. J. 

Licensing Branch 1. 3pp 22911:001. 24X Fi c h e; 50-423. 84/03/13, 

8404040227. 


8404030406 Responds to Licensee Qualification Branch draft SER open 
items discussed at 840223 meeting re operator training 8{ 
qualification. Responses will appear in FSAR Amend 8 
scheduled for submittal in mid-May 1984. 

COUNSIL, W. 0. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/03/20. 
YOUNGBLOOD, B. J. Li c ens i ng Branch 1. 15pp, 22865:170, 24X 

Fiche: 50-000, 94/03/20. :5404030406 
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— 8404030413 Comments on draft policy statement re engineering expertise 
on shift. Util long-term plans to eliminate position of 
dedicated shift technical advisor by upgrading 
qual i f ications of shift personnel well known. 

CQUNSIL. W. G. Connecticut Yankee Atomic Power Co. CQUNSIL. W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL.W.G. Northeast Utilities. 83/09/23. CHILK, S. J. Office 
of the Secretary of the Commission. 12pp. 22865:213. 24X 

Fiche: 50-000, 84/03/20, 8404030406. 


8404030514 Forwards response to End 4, Item 1 of NRC 830131 Itr re 
safety-related structures, sys Z< components controlled by 
QA program $t draft SER open item re Q-list. 

COUNSiLiW. O. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, U. G. Northeast Utilities. 84/03/22. 
YOUNGBLOOD, B. U. Licensing Branch 1. ISpp. 22365:085. 24X 

Fiche: 50-423, 84/03/22, 8404030514. 


8404030411 Forwards response to Radiological Assessment Branch SER open 
items discussed at 840301 meeting. End formalizes responses 
given orally at meeting. Info will be included in FSAR 
Amend 8, scheduled for submittal in May 1984. 

COUNSIL, W, G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), COUNSIL, W,G. Northeast Utilities. 84/03/23. 

YOUNGBLOOD, B, J. Licensing Branch 1. 40pp. 22868:327. 24X 

Fiche; 50-423, 84/03/23, 8404030411 


8404030420 Forwards status of Chemical Engineering Branch draft SER 
open items re fire pro tec t i on, d i sc ussed at 840307 meeting. 
Responses formalize commitments St will be incorporated into 
next FSAR amend. 

COUNSIL, W.G. Northeast Nuclear Energy Go, (subs, of Northeast 
Utilities). COUNSIL, W.G Northeast Utilities, 84/03/23. 
YOUNGBLOOD, B. U. Licensing Branch 1. 44pp. 22869:060. 24X 

Fiche; 50-423,84/03/23, 8404030420. 


8404030549 Summarizes Structural Geotechnical Engineering Branch 
840227-0302 structural design audit of facility per draft 
SER. Audit agenda, list of attendees St status of items 
developed during audit end. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W, G, Northeast Utilities. 84/03/23, 
YOUNGBLOOD. 3 J Lir«n?.:"T Pra“ = h 1, 23pp. 22870:289. 24X 

Fiche: 50-423, .:03().r,4A 


8404050247 Forwards marked-up page to draft SER Chapter 18. 0, "Homan 
Factors Engineering, " correcting errors re response Itr 
commitment dates. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W, G. Northeast Utilities. 84/03/23. 
YOUNGBLOOD, B. J. Licensing Branch 1. 3pp. 22896:144. 24X 

Fiche: 50-423, 84/03/23, 0404050247. 


8404060141 Summarizes 840314 meeting w/NRC in Bethesda,MD re 13 draft 
SER open items (end).Addl info re confirmatory items will 
be submitted as available. 

COUNSIL, W, G, Northeast Nuclear Energy Co. (subs of Northeast 
Utilities). 84/03/27. YOUNGBLOOD, B. J, Licensing Branch 1, 16pp 
22927:300, 24X Fiche: 50-423, 84/03/27, 8-104060141. 


8404110165 Notification of 840328 meeting w/util in Bethesda,HD to 
discuss response to Chemical Engineering Branch unresolved 
fire protection items contained in draft SER. 

DOOLITTLE, E. L. Licensing Branch 1, 84/03/27. YOUNGBLOOD, B. J. 

Licensing Branch 1. 2pp 22997:356. 24X Fiche: 50-423. 84/03/27, 

8404110165. 


8404240344 Forwards revised summary of NRC 840214 meeting w/util SStW 
re status 8< proposed resolution of draft SER open items on 
geotechnical issues, per NRC request for addl info. W/aeven 
oversize f i gures. Ap erture cards in PDR. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G. Northeast Utilities, 84/03/27. 

YOUNGBLOOD, B. U. Licensing Branch 1, 60 pp. 24191:001. 24X 

Fiche: 50-423, 84/03/27, 8404240344, 


84C4190225 Forwards addl info re status 8< formal responses to 19 
draft SER open items, per 840313 review meeting 
w/Instrumentation ii Control Sys Branch. Resp onses will be 
incorporated into future FSAR amend. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G, Northeast Utilities. 84/04/02. 
YOUNGBLOOD, B. J. Licensing Branch 1. 100pp. 24101:067. 24X 

Fiche: 50-423, 84/04/02, 8404190225. 


8404190252 Forwards safety parameter display sys SAR, per 840111 
commitment, dosing two open items in draft SER Chapter 18.0. 

Util will provide NRC w/perlodic repts re Suppl 1 to NUREG- 
0737. 

COUNSIL, W, G. , FEE, W. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W.G. Northeast Utilities. 84/04/05. 
YOUNGBLOOD, B. J. Licensing Branch 1. 2pp, 24098:324. 24X 

Fiche: 50-423. 84/04/05. 8404190252. 


— 8404190258 "Millstone Nuclear Power Station, Unit 3 Safety Para.meter 
Display Sys SAR. *' 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
84/04/30. 57pp. 24098:326. 24X Fiche: 50-423, 84/04/05, 8404190252. 


8404200156 Notification of 840409 meeting w/util in Bethesda, MD to 
discuss unresolved draft SER items re safe shutdown & 
alternate shutdown capability. 

DOOLITTLE, E. L. Licensing Branch 1. 84/04/09. YOUNGBLOOD, B. J. 

Licensing Branch 1. 2pp, 24156:242 24X Fiche; 50-423, 84/04/09, 

8404200156. 


8404200217 Forwards response to Chemical Engineering Branch draft SER 
open item re pos t-a c c i d en t sampling sys. Sys meets five of 11 
criteria in NUREG-0737, Item II. B. 3. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/04/09. 
YOUNGBLOOD, B. U. Licensing Branch 1. 4pp. 24114:153. 24X 

Fiche: 50-423, 84/04/09, 8404200217. 


8404250039 Responds to 831220 draft SER open item re N-1 loop 
operation. Fac i 1 i ty equipped for subj operat ion. FSAR will 
be revised accor d ing 1 y . Cone urr enc e w/position requested, 
COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G, Northeast Utilities. 84/04/09. 
YOUNGBLOOD, B. J. Licensing Branch 1. 2pp. 24194:356. 24X 

Fiche: 50-423, 84/04/09, 8404250039. 


S404200043 Notification of 840410-12 meetings w/util in Berlin & 
Waterford, CT to review mgt structure & technical resources 
in support of SER. Agenda end. 

DOOLITTLE, E L. Licensina Branch 1. 84/04/10. YOUNGBLOOD, B. U. 

Licensing Branch 1, 5pp. 24160:320. 24X Fi c he : 50-423, 84/04/10, 

8404200043, 


8404250004 Forwards revised response to FSAR Question 420.5 & draft SER 
Open Item ICSB-20 (#166) re control sys f a i 1 ures. Resp onse 
will be incorporated into future FSAR amend. 

COUNSIL, W. G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/04/11. 

YOUNGBLOOD, B. J. Licensing Branch 1. 28pp, 24194:104. 24X 

Fiche; 50-423, 84/04/ 1 1 , 8404250004, 


8404250014 Forwards responses to draft SHR open items. Turbine seal 
condenser vent containment vacuum steam ejector exhaust 
addressed. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, WG. Northeast Utilities. 84/04/12, 
YOUNOLOOD, B. U Licensing Branch 1. 13pp. 24195:098. 24X 

Fiche; 50-423, 84/04/12. S40425C014. 


8404250011 Forwards response to J Chen 840214 request for addl info *< 
draft SER Open Item SEB-23 re lateral earth coefficient. 

Analysis re stability of beach sand deposits not yet 
c omp 1 e t ed . 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G, Northeast Utilities. 84/04/13. 
YOUNGBLOOD, B J Licensing Branch 1. llpp, 24194:143. 24X 

Fiche: 50-423, 84/04/13, g4C4250011. 


8404250022 Responds to Core Performance Branch (CPB) draft SER Open 
Item CPB~7 re ECCS model used for small break LOCA analysis, 
per 840224 Itr. Analysis performed using Oct 1975 version of 
Westinghouse ECCS small break evaluation model. 

COUNSIL, W. G, Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W, G Nor th east Ut j 1 i t i es. 84/04/13. 
YOUNGBLOOD, B, J. Licensing Branch 1. 2pp. 24195:139. 24X 

Fiche; 50-423, 84/04/13, 8404250022, 


8404250029 Forwards response to Core Performance Branch 840224 draft 
SER Open Item CPB-S re on-line fuel sys mon itoring. Should 
monitor alarm, personnel will take reactor coolant sample. 

Response should fully resolve NRC concerns. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/04/13. 
YOUNGBLOOD, B. J. Licensing Branch 1. 2pp. 24194:358 24X 

Fiche: 50-423, 84/04/ 1 3, 8404250029. 


F, Security, medical, emergency & fire protection plans 


8404030420 Forwards status of Chemical Engineering Branch draft SER 
open items re fire protection, discussed at 840307 meeting 
Responses formalize commitments & will be incorporated into 
next FSAR amend. 

COUNSIL, W, G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/03/23. 
YOUNGBLOOD, B. J. Licensing Branch 1. 44pp. 22869:060. 24X 

Fiche: 50-423. 84/03/23, 8404030420. 
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8404110165 Notification of 840328 meeting u/util in BethesdaiMD to 
discuss response to Chemical Engineering Branch unresolved 
fire protection items contained in draft SER. 

DOOLITTLE, E. L. Licensing Branch 1. 84/03/27. YQUN<^BLOOD, B. J. 

Licensing Branch 1. 2p p 22997:356. 24X Fi c h e : 50-423, 84/03/27. 

8404110165. 


8404190252 Forwards safety parameter display sys SAR, per 840111 
commitment, closing tuo open items in draft SER Chapter 18.0. 

Util will provide NRC uj/perlodic repts re Suppl 1 to NUREG- 
0737. 

COUNSIL, W. 0. , FEE, W F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities ). CQUNSIL.W.G. Northeast Utilities. 84/04/05. 
YOUNGBLOOD, B. U. Licensing Branch 1 2pp, 24098.324, 24X 

Fiche: 50-423, 84/04/05. 0404190252, 


— 8404190258 "Millstone Nuclear Power Station, Unit 3 Safety Parameter 
Display Sys SAR. " 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
84/04/30. 57pp, 24093.326, 24X Fi c he : 50-423, 84/04/05, 0404190252. 


8404120134 Informs that two deficiencies noted for evacuation time 
estimate studies performed in Mar 1980 by Storch Engineers, 
per re-review u/NUREO-0654 g u i danc e. Rep ts deficient in 
consideration of persons w/o autos, Tables end. 

URBANIK.T. Texas Af..M Uni V. , Co 1 1 eg e Stat i o n, TX. 84/04/06. 

ROB INSON, P. D. Director s Office, Office of Inspection and 

Enforcement, 3pp. 24013:098. 24X Fi c h e : 50-000, 84/04/06, 8404120134. 


8404260178 Forwards draft modified amended security p 1 an, i nc 1 ud ing 
physical security f eatur es . P Ian withheld (ref 10CFR73. 21). 

CQUNSIL, U, G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 84/04/13, DENTON, H R. Office of Nuclear Reactor 
Regulation, Director. 2pp. 24205:267, 24X Fi c h e : 50-423, 84/04/13, 

8404260178 


I Financial information 


0404100354 Forwards 1983 Annual Financial Repts for Connecticut Light S, 
Power Co ?< Western Massachusetts Electric Co. Annual 
Financial Rept for 1983 for Northeast Nuclear Energy Co 
unavailable until 840415 Ack of receipt requested. 

BISHOP, R. W. Northeast Utilities Service Co. (subs, of Northeast 

Utilities), 84/04/06. Office of Nuclear Reactor Regulation, 

Director. Ip, ,22963:233, 24X Fiche: 50-000, 84/04/06, 8404100354. 


— 8404100359 Annual Financial Rept 1983. 

£lLIS,W, B. Western Massachusetts Electric Co. (subs, of Northeast 
Utilities). 83/12/31 3lpp 22968:234. 24X 

Fiche: 50-000, 84/04/06. 8404 100354, 


— 8404100366 Annual Financial Rapt 1983. 

ELLIS, W. B. Connecticut Light .V Power Co. (subs, of Northeast 
Utilities), 83/12/31 37pp 22968:268 24X 

Fiche: 50-000, 84/04/06, 8404100354. 


Q. Inspection reports, IE Bulletins correspondence 


8404100018 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Product Sold by Ray Miller, Inc. " No Ray Miller, Inc matls 
identified. Review results from Millstone 3 will be provided 
by 840701. List of potential suppl,iers encl. 

COUNSIL, W. G, Northeast Nuclear r-'f"';-. f- (subs, of Northeast 
Utilities). 84/03/27, MURLEY, T ■'.uci:- 1, Office of Director. 

7pp 22967:146. 24X F i c h e ■ 50-000, 84/03/27, 8404100018, 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1 , 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/03/28, Consolidated Edison Co, of New 

York, Inc. 138pp. 22933 122 24X Fiche: 50-000, 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness S' Engineering 
Response (Post 830103) 84/03/28 Consolidated Edison Co. of New 

York, Inc. 85pp. 22892 145 24X F i c h e : 50-000/ 84/03/28, 8403140241 , 


84031^0247 IE Info Notice 84”22, "Deficiency in CQMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/29, Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231, 24X Fi c h e ; 50-000, 84/03/29. 8403140247. 


S404I00390 Responds to IE Bulletin 83~06, "Nr’“rcfnf o-nir-g Matls Supplied 
by Tube-Line Corp, . . " Three vendors pp I : e-; Ti.ri-? Li'-e 

matls to facility, including Tubeco, Cap itol Pipe Steel 
Products Co RECO Industries. Inc. 

COUNSIL, W. 0. , SEARS, C.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities) COUNSIL, W. 0. Northeast Utilities. 84/03/30. 
MURLEY, T, E. Region 1, Office of Director, 2pp. 22960:063. 24X 

Fiche; 50-423, 84/03/30, 8404100390. 


8403140259 IE Info Notice 84-24, "Physical Qu a 1 i f i c a 1 1 on of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/05, Consolidated Edison Co of Mew 

York, Inc. 149pp. 24X F i c h e . 50-000, 84/04/ 05, 84031 40259. 


840.3140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066- 164 24X Fiche 50-000,84/04/05,8403140263. 


8404240236 Forwards IE Insp Rept 50-423/84-02 on 340122-0303 It notice 
of violation. 

STAROSTECKI , R. Division of Project S' Resident Programs. 84/04/10. 
COUNSIL, W.G. Northeast Nuclear Energy Co (subs, of Northeast 
Utilities). 2pp. 24165 298. 24X Fiche: 50-423, 84/04/10, 8404240236. 


— 8404240241 Notice of violation from insp on 840122-0303. 

* Region 1, Office of Director. 84/04/10. Ip, 24165:300. 24X 

Fiche . 50-423, 84/04/10, 8404240236, 


— 8404240246 IE Insp Rept 50-423/84-02 qm 840 122-0303. Vi o I st i on noted: 
reactor coolant inlet S- outlet manholes of steam generator 
3PCS-SG-1D found uncovered Sk unattended. 

PEBELOWSKI, T. A. Region 1, Office of Director. ELSASSER, T. 
Division of Project 5 Resident Programs. 84/04/05. 11pp. 

24165:301. 24X Fiche 50-423- 84/04/10, 8404240236, 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
enc 1. 

GRACE, J. N. Division of GA, Safeguards S, Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X F i c h e : 50-000, 84/04/ 1 6, 8403140271 , 


8403140270 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards h Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc, 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278, 


8403140273 IE Info Notice B4--27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees," Svc list encl. 

GRACE, J. N. Division of GA. Safeguards &( Inspection Programs (Post 
8301.03). 84/04/17 Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi che : 50-000, 84/04/1 7, 8403140273, 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl, 

GRACE, J N, Division of GA, Safeguards Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc 

B9pp. 24163:292. 24X F i c h e ; 50-000. 84/04/ 1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "(3E Magne-Blast Circuit Breaker 

Problems." Svc list end. 

JORDAN, E. L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York, Inc, I29pp. 24188:237. 24X Fic he 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fic he : 50-000, 84/04/10, 8403140284. 


8403140286 IE Info Notice 84-31, "Increase'l Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Ruober Seals 
& Seal Set. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc, 117pp, 24188.119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Sk Pipe 
Hanger Damage." Svc last encl. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp, 24195'343, 24X Fiche: 50-000. 84/04/18, 8404130404, 


8404J60130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20 Consolidated Edison Co. of New 

York. Inc. U9pp, 24285:015. 24X Fi c he : 50-000, 84/04/20, 8404160130. 
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S. Reportable occurrences. LERs related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qual if icat ion 
program of post-LOCA hydrogen recombiner component. Time 
delay relays & jumper ufill be removed from relay contacts, 

EMPEY. D.C. Rockwell International Corp. 83/05/05. COLLINS. J. 
Region 4, Office of Director. 5pp. 24054; 336, 24X 

Fiche; 50-000.83/05/05,8404170419. 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qualif ication of ESG hydrogen 
recombiners. Specif ic magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEV. D. C. Rockwell International Corp. 83/05/27. COLLINS. J. 
Region 4. Office of Director 5pp. 24054: 314, 24X 

Fiche: 50-000. 83/05/27,8404170440. 


8404030470 Interim Significant Const Deficiency Rept SD-52 re svc water 
pipe trunions. Design & fabrication details of carbon steel 
trunion attachments to copper nickel piping reevaluated by 
S8<W. Next rept by 840515. 

COUNSIL.W. 0. Northeast Utilities. 84/03/07. MURLEY. T. E. Region 1. 
Office of Director. Ip 22869:306. 24X Fiche: 50-423, 84/03/07. 

8404030470. 


8404090244 Updated potential Significant Deficiency Rept SD-47 re 
possibly underdesigned seismic duct welds. Initially reported 
on 831 109. Calculations on required weld strength being 
reviewed. Next rept fay 840608. 

COUNSIL. W. 0. , SEARS. C.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/03/09. 
MUPLEY, T. E. Region 1. Office of Director. 2pp, 22940:084. 24X 

Fiche: 50-423, 84/03/09. 8404090244. 


8404090302 Final Significant Deficiency Repts SD-43 Sf 44 re inadequate 
Brown Boveri 480-volt load ctr anchors S' FI ak t-Bahnson air 
handling units. Initially reported on 831007. Fi 1 1 et welds 
used to attach load ctrs. 

COUNSIL. W. G. , SEARS. C.F. Northeast Utilities. 84/03/14. 

MURLEY. T. E. Region 1. Office of Director, 2pp. 22942:249. 24X 

Fiche: 50-423, 84/03/ 14. 8404090302. 


8404030533 Interim Significant Const Deficiency Rept SD-S3 re 
improperly crimped lugs on isolator cab inets/main 
venti lation. air conditioning S< other panels. Initially 
reported on 840215. Next rept by 840601. 

COUNSIL. W. G. , SEARS'C.F Northeast Utilities. 84/03/16. 

MUPLEY. T. E. Region 1. Office of Director. 2pp, 22870:271. 24X 

Fiche: 50-423. 84/03/16, 8404030533. 


8404030209 Potential Significant Deficiency Rept SD-50 re phase-to- 
phase electric fault in motor control ctr supplied by 
Gould, Inc. Initially reported on 840116. All uninsulated 
cable adapters removed. Next rept by 840620. 

COUNSIL.W. G. Northeast Utilities. 84/03/23, MURLEY. T. E. Region 1, 
Office of Director. 2pp 22849:030. 24X Fiche: 50-423. 84/03/23, 

8404030209. 


8404240132 Final Signifirar.t Deficiency Rept SD-46 re potential 
defective springs on Pacific Scientific mechanical 
snubbers. Initially reported on 831018. Defic iency not 
reportable per 10CFR50. 55( e). 

COUNSIL.W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities!, COUNSIL, W, G. Northeast Utilities. B4/04/13. 

MURLEY. T. E. Region 1. Office of Director, 2pp. 24165:009. 24X 

Fiche; 50-423. 84/04/13. 8404240132, 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS. 

K-3. 0008 Ss K-4, OOOS circuit breakers, Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUYALL. D. D, Brown Boveri Corp. (subs, of Brown Boveri Co. , Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161, 24X Fiche: 50-000? 84/04/16. 8404200323. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREG-1021. "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT.D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp, 24066; 297. 24X 

Fiche; 50-000. 84/04/02. 8404020019. 


DOCKET 50-424 VOGTLE ELECTRIC GENERATING PLANT 


A. Application/construction stage documents St correspondence 


8403210162 Ltr to all applicants for OLs S' full power authorizations 
summarizing 840126 meeting in Bethesda.MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews S' development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fi c h e : 50-000, 84/03/01 . 8403210162. 


8404030603 Forwards request for addl info re 1 ea k~b ef ore-break 
analysis St fracture toughness of piping matls under thermal 
aging conditions. 

ADENSAM/ E. G. Licensing Branch 4. 84/03/19. FOSTER, D. A. Georgia 

Power Co. 4pp. 22886:356. 24X Fiche: 50-424, 04/03/19. 8404030603 


8404060229 Advises that addl c larif ication re description of 
design St const QA program acceptab le. Reques ts clarifying 
info be incorporated in appropriate rev to SAR. 

LEWIS, R.C. Division of Project St Resident Programs. 84/03/26 
KELLY, R.J. Georgia Power Co. Ip. 22925:187, 24X 

Fiche; 50-424. 84/03/26. 8404060229. 


8404200011 Notification of 840411 meeting w/util in Bethesda.MD to 
discuss NRC power sys review of facilities St to clarify 
questions sent to applicant, 

MILLER. M. A. Licensing Branch 4. 84/03/28. ADENSAM. E. G. Licensing 

Branch 4. 3pp. 24156:352. 24X Fiche: 50-424. 84/03/28. 8404200011, 


8404100290 Forwards "Safety Balance for Elimination of PCS Main Loop 
Pipe Break Protective Devices. " as justification for 
application of alternative pipe break design criteria. 

FOSTER. D, □. Georgia Power Co. 84/04/02. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 22960:031. 24X 

Fiche: 50-424, 84/04/02, 8404100290. 


— 8404100295 "Safety Balance for Elimination of RCS Main Loop Pipe Break 
Protective Devices. " 

* Bechtel Corp. 84/03/23. 19pp. 22960:035. 24X 

Fiche; 50-424, 84/04/02, 8404100290. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end, 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 64/04/04, 8404040256. 


C. Utility Environmental Report (EH), amends & correspondence 


8404030169 Comments on Amend 1 to environ rept - OL stage. Potential 
impact on drifting anadromous fish eggs •!< larvae discussed. 

Aquatic issues should be addressed through brief special 
studies. 

MCBAY,L. G. Interior, Dept, of, Fish & Wildlife Service. 84/03/26. 
FOSTER, D. □. Georgia Power Co, 2pp, 22853:129. 24X 

Fiche: 50-424, 84/03/26, 8404030169. 


8404190345 Forwards Amend 2 to environ rept - OL stage. Submittal 
completes responses to review questions in DG Eisenhut 
831128 ltr. 

FOSTER, D. 0. Georgia Power Co. 84/04/15. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24098:268, 24X 

Fiche: 50-424, 84/04/15, 8404190345. 


— 8404190348 Amend 2 to environ rept - OL stage. 

* Georgia Power Co. 84/04/30. 43pp. 24098:270. 24X 

Fiche: 50-424, 84/04/15, 8404190345. 


F. Security, medical, emergency it fire protection plans 


8404030338 Forwards security plan St security training qualification 
plan. Plans withheld (ref I0CFR2. 790). 

FOSTER, D. 0. Georgia Power Co. 84/03/30, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22872: 140. 24X 

Fiche: 50-424, 84/03/30, 8404030338. 


G. Adjudicatory correspondence 


8404060027 Requests any hearings re facility be held in Burke County, 
GA. Residents of Burke County will benefit from positive 
impact St suffer from negative impact of facility & should be 
heard. 

FERRELL, J.T, Affiliation Not Assigned. DSB 325, 84/03/29. 

Office of the Secretary of the Commission. Ip, 22920' 213 24X 

Fiche: 50-424, 84/03/29, 8404060027. 
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8404100496 Extends gratitude for 840321 public meeting on environ 
matters & forwards meeting transcrip t. W/o end. Related 
corresp ondence. 

ADEMSAM* E 0. Licensing Branch 4, DSQ 418. 84/04/06. DELOACH, 0. 

Waynesboro, OA. Ip. 22976:351. 24X Fi c h e : 50-424. 84/04/06, 

8404100496, 


8404130148 Request to establish PDR reschedule prehearing conference 
to allow greater time to study matls in LPDR. Svc list end. 

Related correspondence. 

TEPER, D. Georgians Against Nuclear Energy. DSB 495. 84/04/09. 

2pp 24031:143. 24X F i c he • 50-424, 84/04/09, 84041 30148. 


8404170183 Suppl to 840127 petition for leave to intervene S? request 
for hearing. App 1 icant has not adequately or correctly 
addressed potential releases of radionuclides during normal 
transient c ond i t i ons . W/Cert i f i cate of Svc. 

FEIG, D. Georgians Against Nuclear Energy. DSB 575. 84/04/11. 

Atomic Safety and Licensing Board Panel. 35pp. 24050:078. 24X 

Fiche: 50-424, 84/04/11,8404170183. 


8404170480 Suppl to 840127 petition for leave to intervene request 
for hearing. App licant has failed to show that in event of 
accident, adequate notification, c ommuni cat i on, educ , evac uation 
8< relocation can oc c ur , W/Cer t i f i ca te of Svc. 

FOWLER, L. Campaign for Prosperous Georgia. FOWLER, L. Legal 
Env ironmental Assistance Foundation. DSB 585, 84/04/11, Atomic 

Safety and Licensing Board Panel. 34pp, 24058:353. 24X 

Fiche: 50-424. 84/04/ 11 , 8404170480. 


8404180340 Forwards initial comments 8< questions on two TDI Owners 
Group repts re rod bearing shells %>. rocker arm capscrew 
stress. Addl info required re failure mechan i sms, r ef erenced 
calculations quality of ma 1 1 s , Re la ted correspondence. 

BERLINGER, C, H. Division of Licensing. DSB 611, 84/04/11. 

MCGAUGHY, J. P. Mississippi Power & Light Co. 7pp, 24072:333. 24X 

Fiche; 50-000, 84/04/11, 8404180340, 


a40'^200021 Response opposing Georgians Against Nuclear Energy 840409 
request to establish PDR b reschedule prehearing conference 
in Atlanta, GA. Certi ficate of Svc end, 

TROWBRIDGE. G. F. Georgia Power Co, TROWBR I DGE, G. F. Shaw, Pitt.man, 
Potts & Trowbridge. DSB 671, 84/04/17, 7pp. 24119:166. 24X 

Fiche: 50-424, 04/04/17, 8^04200021. 


8404270270 Response opposing Georgians Against Nuclear Energy <QANE) 
840409 request to reschedule prehearing conference. Request 
to establish LPDR in Atlanta, GA should be deferred, 

Certificate of Svc end. 

BORDENICK, B. M. Hearing Branch 3. DSB 867, 84/04/26. 6pp. 

24223:058. 24X Fiche: 50-424, 84/04/26, 8404270270. 


K. Utility Final Safety Analysis Report (PSAR) b. amends 


8404180007 Forwards Amend 5 to FSAR in response to Adensam 840123 S' 
26 Itrs. 

FORSTER, D.O, Georgia Power Co. 84/04/09. DENTON, H. R. Office of 
Nuclear Reactor Rijcu’ a* ! ?" r’-ector, 3pp. 24072:084, 24X 

Fiche: 50— '=24 "'4 , O-’ ,' ■' ■' 4 !' •• : C 


—8404180008 A.rend 5 to FSAR, 

* Georgia Power Co. 84/04/30, 220pp. 24072:087. 24X 

Fiche: 50-424, 84/04/09, 8404180007. 


Q. Inspection reports, IE Bulletins St correspondence 


8404060163 Forwards IE Insp Repts 50-424/84-03 b. 50-425/84-03 on 
840221-24. No violations or deviations noted. 

DANCE, H, C. Division of Project b Resident Programs. 84/03/12. 
KELLY, R.J. Georgia Power Co. 2pp, 22926:337. 24X 

Fiche; 50-424, 84/03/12, 8404060163. 


—8404060174 IE Insp Repts 50-424/84-03 b 50-425/84-03 on 840221-24. No 
violations or deviations noted. Major areas inspected: steel 
structures & supports outside c onta inment , rad i ograp h i c exam 
procedure review b independent insp effort, 

COLEY, U.L. Region 2, Office of Director. BLAKE, J. U. Division of 
Engineering 8< Operational Programs. 84/03/08. 9pp. 22926:339. 
24X Fiche: 50-424, 84/03/12, 8404060163, 


8404060171 Forwards summary of heat numbers b purchase order item 
numbers by vendor, further supplementing 031123 response to 
IE Bulletin 83-06, "Nonconforming Matls Supplied by 
Tube-Line Corp Facilities. " 

FOSTER, D. 0. Georgia Power Co. 84/03/22. D 'REILLY, J. P, Region 2, 
Office of Director. 5pp, 22926:357. 24X Fi c h e : SO-424, 84/03/22, 

8404060171. 


8404170450 Forwards IE Insp Repts 50-424/84-06 b. 50-425/84-06 on 
840227-0302. No violations or deviations identified. 

DANCE, H. C. Division of Project Si Resident Programs. 84/03/23. 
KELLY, R.J. Georgia Power Co. 2pp. 24055:030. 24X 

Fiche: 50-424, 84/03/23, 8404170450, 


— 8404170455 IE Insp Repts 50-424/84-06 b 50-425/84-06 on 840227-0302. No 
violations or deviations i d en t i f i ed . Ma j or areas inspected: 
in-depth QA insp of performance in p i p i ng /we 1 d i ng , c i vi 1 / 
structural electrical/instrumentation, 

JACKSON, L. H. , MCFARLAND, C. R, , WRIGHT, R.W, Region 2> Office of 
Director, 84/03/20. 15pp. 24055:032. 24X Fi c h e : 50-424, 84/03/23, 

8404170450, 


8404060191 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/under vo 1 tag e trip feature in use in safety-related 
applications other than reactor trip sys.Subj breakers not 
in use in safety-related applications at facilities. 

FOSTER, D. 0, Georgia Power Co. 84/03/27. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 22926:022, 24X Fi c h e : 50-424, 84/03/27, 

8404060191, 


8402090047 IE Info Notice B4-05, Rev 1, "Exercise Frequency " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fi c h e : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/20. Consolidated Edison Co. of New 

York. Inc. aSpp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 , 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/03/29. Consolidated Edison Co, of New 

York, Inc. I26pp, 22892:231, 24X Fiche 50-000,84/03/29,9403140247. 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f icat i on of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness ?-! Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X F i c h e ■ 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qual if i cation Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103), 84/04/05, Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fic he: 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list , 
enc 1 . , 

GRACE, J. N. Division of QA, Safeguards 8,. Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc, 

S6pp. 24189:001. 24X Fi c h e : 50-000, 84/04/ 1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end, 
grace, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York, Inc, 

114pp. 24X Fiche: 50-000. 04/04/16,- 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees, " Svc list end. 

GRACE, J. N, Division of QA, Safeguards b Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X F) c h e ; 50-000, 84/04/1 7, 8403140273, 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end, 

GRACE, J.N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co, of New York, Inc. 

89pp. 24163:292, 24X Fi c h e : 50-000, 84/04/1 7, S403140277, 


8403140230 IE Info Notice 84-29, "GE Magne-Qlast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/17, Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping b Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001, 24X Fi c he . 50-000, 84/04/18, 8403140284. 
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8403140236 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN/ E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche : 50-000> 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, “Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20. 8404160130. 


B. Reportable occurrences, LERs & related correspondence 


8404040206 Forwards minutes of 831130 meeting w/Nudear Power Plant 
Standby Diesel (?enerator Users Group re questions concerning 
design deficiencies, crankshaft, bearings connecting rods & 
pistons Jk skirts. 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power & Light Co. 70pp. 22880:226. 24X 

Fiche: 50-000. 83/12/15, 8404040206. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mississipp i Power & Light i>. Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Division of Licensing. 2pp. 22838:090. 24X Fi che; 50-000, 84/03/22, 

8404020143. 


8404050079 Final deficiency rept re pipe support design calculations. 
Initially reported on 831 121. Bechtel analysis indicated 
support sys design adequate meets design margins. Item 
determined not reportable per 10CFR50. 55( e ) or Part 21. 

FOSTER, D, a. Georgia Power Co. 84/03/26. 0 "REILLY, J. P. Region 2, 

Office of Director, 4pp. 22901:075. 24X Fiche: 50-424, 84/03/26, 

8404050079. 


8404090312 Significant deficiency rept re inadequate backup electrical 
protection of some control level electrical penetration 
assembly c ir cui ts. In i t la 1 ly reported on 831219. Bechtel 
drawings revised. Also reportable per Part 21. 

FOSTER. D.O. Georgia Power Co 84/03/29. 0 "REILLY, J. P. Region 2. 

Office of Director. 6pp. 22939:312. 24X Fiche: 50-424, 84/03/29, 

8404090312. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis " Bounding cylinder head stud designs 
adequate for applicable engines & svc conditions. 

MUSELER, W, J. TDI (Transamerica Delaval, Inc, ) Owners Group. 
84/03/30, DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director, 2pp. 22863:069. 24X Fiche: 50-000, 84/03/30, 8404030354. 


8403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting 8< addl info re diesel generators, 

EISENHUT, D, G, Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267. 


— 8403080331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Add 1 staff comments also encl. 

BERLINGER, C. Division of Licensing. 84/02/28. MUSELER, W. TDI 
(Transamerica Delaval, Inc. ) Owners Group. 11pp. 24068:015. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF AE piston 
skirts. ‘ 

MUSELER, W.J. TDI (Transamerica Delaval, Inc.) Owners Group. 

84/04/09. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985:144. 24X Fi che; 50-000, 84/04/09, 84041 10307. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 040322 
meeting between NRC & Transamerica Delaval, Inc Diesel 
Generator Owners Group. 

MUSELER, W.J. TDI < Transamer ica Delaval, Inc.) Owners Group. 
84/04/12. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 24043:161, 24X Fiche: 50-000, 84/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis It cylinder head stud evaluation. 

MUSELER, W.J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 88pp. 24053:184. 24X Fiche: 50-000, 84/04/13, 8404170203. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pomp Design Review, " Rept forwarded to BNWL, per NRC 
request. 

MUSELER, W.J. TDI (Transamerica Delaval, Inc.) Owners Group. 
84/04/16. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071:225. 24X Fiche: 50-000, 84/04/16, 8404180323. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W.J TDI ( Transamer ica Delaval, Inc.) Owners Group, 
84/04/19. DENTON, H.R, Office of Nuclear Reactor Regulation, 
Director. 2pp. 24154:259. 24X Fiche: 50-000, 84/04/19, 8404230057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel g enerator s. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
ST0L2, J. F. Operating Reactors Branch 4, 28pp. 24225:166. 24X 

Fiche: 50-000, 84/04/20, 8404300097. 


8404300083 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C. L. TDI (Transamerica Delaval, Inc, ) Owners Group. 84/04/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
24227: 104. 24X Fiche: 50-000, 84/04/24, 8404300083. 


T. Hearing transcripts on non-antitrust matters 


8404040030 Transcript of 840321 meeting in Wa ynesbor o, GA re environ 
matters associated w/plant operation. Pp 1-119. 

* NRC - No Detailed Affiliation Given. 84/03/21. 121pp. 

22882:291. 24X Fi che : 50-424, 84/03/21 , 8404040080. 


8403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting 8-. addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator rel iab i 1 i ty . Pp 1-197. 

Commissioners. 84/03/22. 198pp. 24067: 132. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-425 VOGTLE ELECTRIC GENERATING PLANT 


A. Application/construction stage documents 8< correspondence 


8403210162 Ltr to all applicants for OLs & full power authorizations 
summarizing 840126 meeting in BBthesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews 8< development of acceptable experience profile. 

HANNON. J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche; 50-000, 84/03/01, 8403210162. 


8404030603 Forwards request for addl info re leak-before-break 
analysis 8< fracture toughness of piping matls under thermal 
aging conditions. 

ADENSAM.E. G. Licensing Branch 4. 84/03/19, FOSTER, D. A. Georgia 

Power Co. 4pp. 22886:356. 24X Fi che: 50-424, 84/03/19, 8404030603. 


8404060229 Advises that addl c larif ication re description of 
design l< const QA program acceptab le. Requests clarifying 
info be incorporated in appropriate rev to SAR. 

LEWIS, R.C. Division of Project 8< Resident Programs, 04/03/26. 
KELLY, R.J. Georgia Power Co. Ip. 22925:187. 24X 

Fiche: 50-424, 84/03/26, 8404060229. 


8404200011 Notification of 840411 meeting w/util in Bethesda.MD to 
discuss NRC power sys review of facilities It to clarify 
questions sent to applicant. 

MILLER, M. A. Licensing Branch 4. 84/03/28. ADENSAM. E. G. Licensing 

Branch 4. 3pp. 24156:352. 24X Fiche; 50-424, 84/03/20. 84042000U. 


8404100290 Forwards "Safety Balance for Elimination of RCS Main Loop 
Pipe Break Protective Devices, " as justification for 
application of alternative pipe break design criteria. 

FOSTER, D.O. Georgia Power Co. 84/04/02. DENTON,H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 22960:031. 24X 

Fiche: 50-424, 84/04/02, 8404100290. 
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— 8404100295 "Safety Balance for Elimination of RCS Main Loop Pipe Break 
Protective Devices." 

* Bechtel Corp. 84/03/23. 19pp. 22960:035. 24X 

Fiche: 50-424, 84/04/02, 8404100290. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing . S vc list end. 

EIBENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 

Edison Co. of New York, Inc. 20pp. 24066:264 24X 

Fiche: 50-000,84/04/04, 8404040256. 


C. Utility Environmental Report ( ER ) , amends Zt correspondence 


8404030169 Comments on Amend 1 to environ rept - OL stage. Potential 
impact on drifting anadromous fish eggs larvae discussed. 

Aquatic issues should be addressed through brief special 
studies. 

MCBAY, L.G. Interior, Dept of. Fish & Wildlife Service. 84/05/26. 

FOSTER, D.O Georgia Power Co. 2pp. 22853:129. 24X 

Fiche: 50-424, 84/03/26, 8404030169. 


8404190345 Forwards Amend 2 to environ rept - OL stage. Submitta 1 
completes responses to review questions in DG Eisenhut 
831128 ltr. 

FOSTER, D.O. Georgia Power Co. 84/04/15. DENTON, H. R, Office of 
Nuclear Rrec'c- "c- r, v ! n - Di-nctor 2pp. 24098:268. 24X 

Fiche; 50- ii -' \ ' 


— 8404190348 Amend 2 to environ rept - O' "tngp 

Georgia Power Co. S4/04/30. 43 j:; ■''■■.O'O r 70. 24X 

Fiche ; 50-424, 84/04/15, 8404190345. 


F. Security, medical, emergency fire protection plans 


8404030338 Foruards security plan Z security training qualif ication 
plan. Plans withheld (ref 10CFR2. 790). 

FOSTER. D. □. Georgia Power Co. 84/03/30. DENTON, H. R. Office of 
Nuclear Reactn- o er u ! a V. Di-^ctor. 2pp. 22872:140. 24X 

Fiche; 50-/J:'-- f T ■ ' 


G. Adjudicatory correspondence 


8404060027 Requests any hearings re facility be held in Burke County, 
GA. Residents of Burke County will benefit from positive 
impact Z suffer from negative impact of facility & should be 
heard . 

FERRELL, J.T. Affiliation Not Assigned. DSS 325, 84/03/29. 

Office of the Secretary of the Commission. Ip. 22920:213, 24X 

Fiche: 50-424, 84/03/29, 8404060027, 


8404100496 Extends gratitude for 840321 public meeting on environ 
matters Sk forwards meeting transc r i p t . W/o end. Related 
correspondence. 

ADENSAM.E. G. Licensing Branch 4, DSB 418. 84/04/06. DELOACH, C. 

Waynesboro, GA. Ip. 22976:351. 24X Fic h e : 50-424, 84/04/06, 

8404100496. 


B40413014B Request to establish PDR .?< reschedule prehearing conference 
to allow greater time to study matls in LPDR. Svc list end. 

Related correspondence 

TEPERrD. Georgians Against Nuclear Energy, DSB 495. 84/04/09. 

2pp, 24031 143 24X Fiche 50-424,84/04/09,8404130148. 


8404170103 Suppl to 840127 petition for leave to intervene Z. request 
for hearing. Appl leant has not adequately or correctly 
addressed potential releases of radionuclides during normal 
transient cond i t i ons . W/Cer t i f i cat e of Svc, 

FEIG, D, Georgians Against Nuclear Energy, DSB 575. 84/04/11. 

Atomic Safety and Licensing Board Panel, 35pp. 24050:078, 24X 

Fiche: 50-424, 84/04/1 1. 8404170183. 


8404170480 Suppl to 840127 petition for leave to intervene !< request 
for hear ing. Appl leant has failed to show that in event of 
accident, adequate notification, communication, educ, evacuation 
relocation can occur W/Certif icate of Svc. 

FOWLER, L. Campaign for Prosperous Georgia, FOWLER, L. Legal 
Environmental Assistance Foundation, DSD 585, 84/04/11. Atomic 

Safety and Licensing Board Panel. 34pp. 24058:353. 24X 

Fiche: 50-424, 84/04/1 1, 8404170480. 


8404180340 Forwards initial comments St questions on two TDI Owners 
Group repts re rod bearing shells rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations quality of matls. Related correspondence. 

BERLINOER, C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J, P. Mississippi Power Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/1 1, 8404180340, 


8404200021 Response opposing Georgians Against Nuclear Energy 840409 
request to establish PDR Sy reschedule prehearing conference 
in At 1 an ta, GA. Cert i f i cd te of Svc end. 

TROWBRIDGE. 0, F. Georgia Power Co. TROWBR I DGE, G. F. Shaw, Pittman. 
Potts 8- Trowbridge DSB 671, 34/04/17. 7pp. 24119: 166. 24X 

Fiche- 50-424, 84/04/17, 8404200021 


8404270270 Response opposing Georgians Against Nuclear Energy (OANE) 
840409 request to reschedule prehearing c on ferenc e. Request 
to establish LPDR in Atlanta.GA should be deferred. 

Certificate of Svc end, 

BORDENICK, B, M. Hearing Branch 3, DSB 867. 84/04/26. 6pp, 

24223:058, 24X Fi c h e . 50-424, 84/04/26, 8404270270. 


K. Utility Final Safety Analysis Report (FSAR) Sy amends 


8404180007 Foruards Amend 5 to FSAR in response to Adensam 840123 S' 
26 Itrs. 

FORSTER, D.O. Georgia Power Co. 84/04/09. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. 3pp. 24072:084. 24X 

Fiche; 50-424, 84/04/09, 8404180007. 


— 8404180008 Amend 5 to FSAR. 

* Georgia Power Co, 84/04/30, 220pp, 24072:087, 24X 

Fiche; 50-424, 84/04/09, 8404180007. 


Q. Inspection reports, IE Bulletins 2* correspondence 


8404060163 Foruards IE Insp Repts 50-424/84-03 i< 50-425/84-03 on 
840221 — 24. No violations or deviations noted. 

DANCE, H. C. Division of Project Resident Programs. 84/03/12. 
KELLY, R.J. Georgia Power Co. 2pp. 22926:337. 24X 

Fiche; 50-424, 84/03/12, 8404060163, 


—8404060174 IE Insp Repts 50-424/84-03 50-425/84-03 on 840221-24. No 

violations or deviations noted. Major areas i nsp ec ted : stee 1 
structures supports outside con tainment , rad i ograp h ic exam 
procedure review Z. independent insp effort. 

COLEY, J.L. Region 2, Office of Director. BLAKE, J, J, Division of 
Engineering S< Operational Programs. 84/03/08. 9pp. 22926:339. 
24X Fiche; 50-424, 84/03/12, 8404060163. 


8404060171 Forwards summary of heat numbers Z. purchase order item 
numbers by vendor, fur ther supp 1 ement ing 831123 response to 
IE Bulletin 83-06, "Nonconforming Matls Supplied by 
Tube-Line Corp Facilities. " 

FOSTER, D. 0. Georgia Power Co. 84/03/22, 0 'REILLY, J, P, Region 2. 

Office of Director 5pp, 22926:357, 24X Fiche: 50-424, 84/03/22, 

8404060171. 


8404170450 Forwards IE Insp Repts 50-424/84-06 -I: 50-425/84-06 on 
840227-0302. No violations or deviations identified, 

DANCE, H. C. Division of Project Z. Resident Programs. 84/03/23. 
KELLY, R.J. Georgia Power Co. 2pp. 24055:030. 24X 

Fiche; 50-424, 84/03/23- 8404170450, 


—8404170455 IE Insp Repts 50-424/84-06 50-425/84-06 on 840227-0302, No 

violations or deviations i den t i f i e d . Ma j or areas inspected: 
in-depth QA insp of performance in p ip ing /weld ing, c ivi 1/ 
structural Z. electrical /instrumentation. 

JACKSON, L. H. , MCFARLAND, C, R. , WRIGHT, R.W, Region 2, Office of 
Director, 84/03/20 1 Sp p 24055:032, 24X Fi ch e : 50-424, 84/03/23, 

8404170450. 


8404060191 Responds to IE Bulletin 83-08 re electrical circuit breakers 
lu/undervol tage trip feature in use in safety-related 
applications other than reactor trip sys. Subj breakers not 
in use in saf ety -r e 1 ated applications at facilities. 

FOSTER, D. 0. Georgia Power Co, 84/03/27, O'REILLY. J.P Region 2, 
Office of Director, 2pp. 22926:022. 24X Fiche; 50-424, 84/03/27, 

8404060191. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of Mew 

York, Inc. 138pp. 22933:122. 24X Fic he : 50-000, 34/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Z. ET'fj : ree" J nr 
Response (Post 830103), 84/03/28. Consolidated i-!::'..;- Cn of New 

York, Inc. 85pp. 22892 145, 24X F ic h e ; 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list enc 1 

JORDAN, E. L. Division of Emergency Preparedness Z. Engineering 
Response (Post 830103), 84/03/29, Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247. 
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8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. ” Svc list end. 

JORDAN, E. L. Division of Emergency Prepared ness Zt Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualif i cation Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fi che ■ 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
S30103) , 84/04/16. Consolidated Edison Co. of New York, Inc. 

S6pp. 24189:001. 24X Fi che: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violatio.js of NRC 
Requirements fay Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

U4pp. 24X Fi che; 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end 

GRACE, J. N. Division of OA, Safeguards & Inspection Programs (Post 
S30103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

S6pp. 24163:205. 24X Fi ch e ; 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice S4-2S, ".Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. *' Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
B30103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

89pp. 24163:292. 24X Fiche. 50-000, 84/04/1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "G£ Magne-Blast Circuit Breaker 

Problems. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness S' Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp, 24188:237. 24X Fiche: 50-000. 84/04/17. 8403140280. 


8403140284 IE Info Notice 84-30, "Di scr epanc i es in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness Sr Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. n7pp. 24188:001. 24X Fiche; 50-000, 84/04/18, 8403140284 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
S< Seal Set. " Svc list end, 

JQRDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119, 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger f< Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343, 24X Fiche: 50-000, 84/04/18, 8404130404. 


S404I60130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc, 119pp. 24285:015, 24X Fiche: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs & related correspondence 


8404040206 Forwards minutes of 831130 meeting w/Nudear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design deficiencies, crankshaft, bearings ?k connecting rods Sc 
pistons Sc skirts. 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power Sc Light Co. 70pp. 22880:226. 24X 

Fiche: 50-000, 83/12/15, 8404040206, 


B404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mississippi Power & Light Sc Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Division of Licensing. 2pp. 22838:090. 24X Fiche: 50-000, 84/03/22, 

8404020143. 


8404050079 Final deficiency rept re pipe support design calculations. 
Initially reported on 831 121. Bechtel analysis indicated 
support sys design adequate meets design margins. Item 
determined not reportable per 10CFR50. 55( e ) or Part 21. 

FOSTER, D.O. Georgia Power Co. 84/03/26, O'REILLY, JP. Region 2. 
Office of Director. 4pp 22901:075. 24X Fiche ; 50-424, 84/03/26, 

8404050079. 


8404090312 Significant deficiency rept re inadequate backup electrical 
protection of some control level electrical penetration 
assembly c ir cu i t s. Ini t ia 1 ly reported on 831 219, Bechtel 
drawings revised. Also reportable per Part 21. 

FOSTER, D.O. Georgia Power Co, 84/03/29. 0 'REILLY, J. P, Region 2. 

Office of Director. 6pp, 22939:312. 24X Fi c h s : 50-424, 84/03/29, 

8404090312. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis. " Bounding cylinder head stud designs 
adequate for applicable engines Sc svc conditions. 

MUSELER, W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/03/30, DENTON, H. R Office of Nuclear Reactor Regulation, 
Director. 2pp. 22863:069. 24X Fi che : 50-000,84/03/30,8404030354. 


9403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting St addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267. 


— 8403090331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Add 1 staff comments also encl. 

BERLINGER,C. Division of Licensing. 84/02/28. MUSELER, W. TDI 
(Transamerica Delaval, Inc, ) Owners Group. Upp. 24068:015. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF Sc AE piston 
skirts. 

MUSELER, W. J. TDI C Transamer ica Delaval, Inc. ) Owners Group. 
84/04/09. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director, 3pp, 22985:144. 24X Fiche; 50-000. 84/04/09, 84041 10307 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC S>. Transamerica Delaval, Inc Diesel 
Generator Owners Group 

MUSELER, W.J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group, 
84/04/12. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp, 24043:161. 24X Fiche: 50-0 00, 84/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis cylinder head stud evaluation 

MUSELER, W.J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/13. DENTON, H. R Office of Nuclear Reactor Regulation, 
Director. 8Spp. 24053:184. 24X Fi che; 50-000, 84/04/13, 84041 70203. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL,per NRC 
request. 

MUSELER, W.J. TDI ( Transamerica Delaval, Inc. ) Owners Group. 
84/04/16. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071. 225. 24X Fiche: 50-000, 84/04/16, 8404180323. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W. J. TDI ( Tran samer i ca Delaval, Inc. ) Owners Group. 
84/04/19, DENTON, H. R, Office of Nuclear Reactor Regulation, 
Director, 2pp. 24154.259, 24X Fiche: 50-000, 84/04/19, 8404230057. 


8404300097 Forwards response to 840131 request "Pot addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974, 

RODRIGUEZ, R, J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ, J.F. Operating Reactors Branch 4, 28pp. 24225:166. 24X 

Fiche; 50-000, 84/04/20, 8404300097. 


8404300083 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C. L. TDI ( Tran samer i ca Delaval, Inc. ) Owners Group. 84/04/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
24227: 1 04. 24X Fiche: 50-000, 84/04/24, 8404300083. 


T. Hearing transcripts on non-antitrust matters 


8404040030 Transcript of 840321 meeting in Waynesboro, GA re environ 
matters associated w/plant operation. Pp 1-119. 

* NRC - No Detailed Affiliation Given. 84/03/21. 121pp. 

22882: 291. 24X Fiche: 50-424, 84/03/21, 0404040080. 
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8403140267 Board Notification 84-072: forwards transcript of TDI Ouiners 
Group 840322 meeting 8* addl info re diesel generators. 

EISENHUT* D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000< 84/04/04, 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator re 1 iab i 1 i ty , Pp 1-197. 

■* Commissioners. 84/03/22. 198pp. 24067: 132. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees Sk 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 9404020019. 


DOCKET 50-433 UC-SANTA BARBARA RESEARCH REACTOR 


F, Security, medical, emergency ^ fire protection plans 


8404050395 Public version of revised emergency p Ian. W/8401 18 ltr 
JM Felton 840326 release memo. 

PROFIO, A. E. , KROES, R J. California, Univ. of, Santa Barbara, CA. 
84/01/18. THOMAS, C. □. Standard i zat ion ?< Special Projects Branch. 
22pp. 22932:243. 24X Fi c h e ; 50-433, 84/01/ 1 S, 8404050395. 


Q, Inspection reports, IE Bulletins correspondence 


8404050299 Forwards IE Insp Rept 50-433/84-01 on 840123-25 notice of 
violation. 

SCAPANO, R. A. Division of Radiological Safety 8< Safeguards Program. 
84/03/23. KROES, R, J. California, Univ, of, Santa Barbara, CA, 2pp. 
22896:001. 24X Fi c h e : 50-433, 84/03/23, 8404050299. 


— 8404050301 Notice of violation from insp on 840123-25. 

WENSLAWSKI, F. A, Region 5, Office of Director, 84/03/23. 3pp. 
22896:003, 24X F i c h e : 50-433, 84/03/23, 8404050299. 


—8404050302 IE Insp Rept 50-433/84-01 on 840 123-25. Noncomp 1 ianc e noted: 
failure to maintain current 10CFR19, 11 postings failure to 
maintain administrative controls per Tech Spec Section 6,0. 

CILLIS, M. , WENSLAWSKI, F A, Region 5, Office of Director. 

84/03/15 10pp. 22896:006, 24X Fi t h e : 50-433, 84/03/23, 8404050299. 


U. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator h. senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp 24285:135 24X Fiche: 50-000, 84/04/16, 

8404160165, 


DOCKET 50-434 SURRY POWER STATION, UNIT 3 


S Reportable occurrences, LERs related correspondence 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re q,ual if ication of ESG hydrogen 
rec omb i ners. Spec i f i c magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D.C, Rockwell International Corp, 83/05/27. COLLINS, J. 
Region 4, Office of Director, 5pp. 24054:314. 24X 

Fiche: 50-000, 83/05/27, 8404170440, 


DOCKET 50-435 SURRY POWER STATION, UNIT 4 


S. Reportable occurrences, LERs & related correspondence 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qualification of ESG hydrogen 
recombiners. Specif ic magnetic-only breakers identified to 
replace thermo-magnetic breakers, 

EMPEY, D.C. Rockwell International Corp, 83/05/27, COLLINS, J. 
Region 4, Office of Director. 5pp, 24054:314, 24X 

Fiche: 50-000, 83/05/27, 8404170440. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A. Application/construction stage documents correspondence 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing . Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


Q. Inspection reports, IE Bulletins correspondence 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292, 24X Fiche: 50-000, 84/04/17, 8403140277. 


8404170010 Responds to IE Bulletin 83-08. Circ uit breakers not purchased 
or specified for safety-related ap p 1 i cat i on s. No further 
design activities planned prior to obtaining customer. 

RAHE, E. P. Westinghouse Electric Corp. 84/03/27. Region 2, Office 
of Director. 2pp. 24051:022. 24X Fiche: 50-437, 84/03/27, 8404170010. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fic he : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin," Svc list 
end . 

JORDAN, E, L. Division of Emergency Preparedness ^ Ei-y: 

Response (Post S30103). 84/03/28. Consolidated Ecis:- C.-. of New 

York, Inc. 85pp. 22892:145. 24X Fi cbe: 50-000, 84/03/28, 8403140241, 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co. of New 

York. Inc, 126pp. 22892:231, 24X Fiche: 50-000, 84/03/29, 84031 40247, 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices," Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York. Inc. I47pp, 24X F ic h e ; 50-000, 84/04/05, 8403140259, 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164, 24X Fiche: 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
enc 1 . 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

B6pp. 24189:001. 24X Fi c h e : 50-000, 84/04/ 1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Jk Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000. 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees, " Svc list encl. 

GRACE, J.N, Division of GA, Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

06pp. 24163:205. 24X Fiche: 50-000, 84/04/17, 8403140273. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc, 129pp. 24188:237. 24X Fi c he: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Matl 
Defects in Bahnson HVAC Units. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 04/04/18. Consolidated Edison Co. of Mew 

York, Inc. 117pp. 24188:001, 24X Fi c he ; 50-000, 84/04/18, 8403140284. 
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8403140286 IE Info Notice 84-31* "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of Neui 

York, Inc. 117pp. 24188:119. 24X Fi ch e: 50-000. 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger If Pipe 
Hanger Damage. " Svc list end. 

JORDAN, £. L. Division of Emergency Preparedness &. Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, 119pp. 24195:343. 24X Fiche: 50-000, 84/04/13. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. ' of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


V. Operator Examinations 


8404020019 Oeneric Ltr 84-05 to all power reactor licensees 8< 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York. Inc. 2lpp. 24066:297. 24X 

Fiche: 50-000. 84/04/02. 8404020019. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT. UNIT 1 


A. App lication/construction stage documents it correspondence 


8403210162 Ltr to all applicants for OLs & full power author i za tions 
summarizing 840126 meeting in Bethesda.MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews it development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Nat 
Assigned. 7pp. 24106.202. 24X Fiche: 50-000. 84/03/01. 8403210162. 


8404060423 Notification of 840329 meeting w/util in Bethesda.MD to 
discuss proposed changes to util Nuclear Safety Review 
Board. 

KENYON, T. J. Licensing Branch 4. 84/03/23. ADENSAM, E. Licensing 

Branch 4. 6pp. 22944:299. 24X Fiche; 50-000, 84/03/23, 8404060428. 


8404060068 Summarizes 840327 meeting u/util in Knoxville, TN re QA 
program description. Attendance list encl. 

LEWIS, R.C. Division of Project & Resident Programs. 84/03/30. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 22927:078. 24X 
Fiche: 50-000,84/03/30. 8404060068. 


0404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs 5 holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list encl. 

EISENHUT, D. G. Division of Licensing, 84/04/04. Consolidated 
Edison Co, of New York, Inc. 20pp. 24066: 264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404100020 Informs that scheduled fuel load date remains Oct 1987 for 
Unit l.per S10S03 request. 

MILLS, L.M. Tennessee Valley Authority. 84/04/05. EISENHUT, D. G. 
Division of Licensing. Ip. 22967:145. 24X Fiche; 50-438, 84/04/05, 

8404100020. 


G, Adjudicatory correspondence 


B404180340 Forwards initial comments 8< questions on two TDI Owners 
Group repts re rod bearing shells & rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations & quality of matls. Related correspondence, 

BERLINGER, C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P. Mississippi Power & Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/11, 8404180340. 


M, Antitrust correspondence 


8404060311 Forwards revised /updated Reg Guide 9.3 antitrust inf o, in 
response to NRC 830SOS request. W/one oversize map. Aperture 
card is available in PDR. 

HAMMER, D.S. Tennessee Valley Authority. 84/03/30. ADENSAM, E. 
Licensing Branch 4. 143pp. 22929:173. 24X Fiche: 50-438, 84/03/30, 

8404060311. 


Q. Inspection reports, IE Bulletins & correspondence 


B4040600S4 Forwards IE Insp Repts 50-390/84-07,50-391/84-07, 
50-438/84-02 & 50-439/84-02 on 840206-10. No violations or 
deviations identified. 

VERRELL I, D. M. Division of Project St Resident Programs. 84/03/12. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 22920:018. 24X 

Fiche: 50-000, 84/03/12, 8404060084. 


— 8404060090 IE Insp Repts 50-390/84-07,50-391/34-07,50-438/84-02 & 
50-439/84-02 on 840206-10. No violations or deviations 
identified. Major areas ins pec ted ; 1 i censee mgt of corporate 
QA program for ongoing activities re design & procurement, 

WRIGHT, R.W., JACKSON, L, H. , MCFA.RLAND, C. R. Region 2. Office of 
Director. 84/03/09, 16pp. 22920:020. 24X Fiche ; 50-000, 84/03/12. 

8404060084. 


8404060363 Ack receipt of 840314 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/84-01 & 
50-439/84-01. 

LEWIS, R.C. Division of Project & Resident Programs. 84/03/21. 
PARRIS, H. G. Tennessee Valley Authority. Ip. 22931:254. 24X 

Fiche: 50-438, 84/03/21 . 8404060363, 


— 8404060372 Responds to NRC 840217 ltr re violations noted in IE Insp 
Repts 50-438/84-01 & 50-439/84-01, Correct ive actions: 

Nonconf ormanc e Rept 2721 generated to document rework of 
rusted Unit 1 c ond u i t . Mot or starter will be replaced. 

MILLS, L.M. Tennessee Valley Authority. 84/03/14. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 22931:255. 24X 

Fiche: 50-438, 84/03/21, 8404060363. 


— 8404060375 Forwards IE Insp Repts 50-438/84-01 8,. 50-439/84-01 on 
840101-31 &! notice of violation. 

LEWIS, R.C. Division of Project S< Resident Programs. 84/02/17. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 22931:258. 24X 
Fiche: 50-438,84/03/21, 8404060363. 


— 8404060376 Notice of violation from insp on 840101-31. 

Region 2. Office of Director. 84/02/17, Ip. 22931:260. 24X 

Fiche; 50-438, 84/03/21, S404060363. 


— 8404060381 IE Insp Repts 50-438/84-01 & 50-439/84-01 on 840101-31, 
Violation noted: measur es not established to control 
preservation of Unit 1 motor starter controllers to prevent 
damage or deterioration. 

YORK.J.W., BRANCH. M.W, Region 2, Office of Director. JULIAN, C. A. 
Division of Project ?, Residn"'*: 84/02/15. 6pp. 

22931: 261. 24X Fiche; 50-'‘-”e.. .’02/2: . f.;-': I" 40,30 Do" 


8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Miller, Inc found installed in 
Be 1 lefonte, Sequoyah Yellow Creek saf ety-r e lated sys.No 
safety concerns created. 

MILLS, L.M. Tennessee Valley Authority. 84/03/22. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 22920: 109. 24X 

Fiche; 50-000, 84/03/22, 8404060136. 


8404170089 Forwards IE Insp Repts 50-438/84-06 & 50-439/84-06 on 
840306-09. No violations or deviations identified. 

VERRELLI, D. M. Division of Project St Resident Programs. 84/03/27. 
PARRIS, H. G, Tennessee Valley Authority. 2pp. 24050; 308. 24X 

Fiche; 50-438, 84/03/27, 8404170089. 


— 8404170093 IE Insp Repts 50-438/84-06 S< 50-439/84-06 on 840306-09. No 
violations or deviations identified. Major areas inspected; 
weld insp t echni que , we 1 d ing matl control, RCPB piping 
(welding) S,. saf ety-related piping welding. 

GIRARD, E. H. Region 2, Office of Director. BLAKE, J. J. Division of 
Engineering St Operational Programs. 84/03/26. 5pp, 24050:310. 

24X Fiche; 50-438, 84/03/27, 8404170089. 


8402090047 IE Info Notice 34-05, Rev 1, "Exercise Frequency, " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 138pp. 22933:122. 24X Fi che : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. B5pp. 22892.145. 24X Fiche: 50-000. 84/03/28, 8403140241 , 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fic he: 50-000, 84/03/29, 8403140247. 



DOCKETED ITEMS 


345 


8404060329 Responds to IE Bulletin 83-08 re electrical circuit breakers 
uj/und er VO 1 tag e trip feature used in safety-related 
applications other than reactor trip sys. Breakers replaced 
uj/breakers that do not have undervoltage trip attachment, 

KAMMERi D. S. Tennessee Valley Authority. 84/03/29. O'REILLY. J P. 
Region 2. Office of Director. 3pp. 22932' 203. 24X 

Fiche: 50-000. 84/03/29, 8404060329, 


S403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 030103), 84/04/05. Consolidated Edison Co of Neui 

York, Inc. 149pp. 24X F i c h e ' 50-000, 84/04/05. 8403140259. 


8403140263 IE Info Notice 84-23. "Results of NRC-Sp onsored 
Qua 1 if i cation (lethodology Research Test on Automatic Switch 
Co Solenoid Valves." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York, Inc. 103pp, 24066.164. 24X Fiche : 50-000, 84/04/05. 8403140263. 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1. 

GRACE. J. N Division of GA, Safeguards 8< Inspection Programs (Post 
830103) 84/04/16. Consolidated Edison Co. of New York. Inc. 

a6pp 24189:001 24X Fi ch e : 50-000, 84/04/ 1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees " Svc list end. 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103), 84/04/17 Consolidated Edison Co, of New York, Inc. 

86pp. 24163:205. 24X Fi c h e : 50-000, 84/04/ 1 7, 8403140273, 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees " Svc list end, 

GRACE, J. N, Division of QA, Safeguards S' Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X F i c h e : 50-000, 84/04/ 1 7, 84031 40277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/17 Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fi c he : 50-000, 84/04/ 1 7, 8403140230. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Sahnson HVAC Units, " Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 84/04/18 Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fi t he : 50-000, 84/04/ 18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fi c: he : 50-000, 84/04/ 18. 8403140286. 


B404I30404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger S'. Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18 Consolidated Edison Co. of New 

York, Inc. 119pp 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl, 

JORDAN, E, L. Division of Emergency Preparedness !5< Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp 24285:015, 24X Fic he: 50-000. 84/04/20, 8404160130. 


S. Reportable occurrences- LERs -S, related correspondence 


8404040206 Forwards minutes of 831130 meeting u/Nudear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design d ef i c ienc ie s , cran kshaf t , b ear ing s 8< connecting rods 8, 
pistons 8< skirts, 

MATHEWS, C. S. Transamerica Delaval, Inr, 83/12/15. ANGLE, C. W. 
Mississippi Power 8< Light Co, 70pp. 22880:226. 24X 

Fiche: 50-000, 83/12/15, 8404040206, 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC , Mi s s i s s i pp i Power 8< Light !k Southern 
California Edison, 

MATHEWS, C. S Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Di'vision of Licensing. 2pp. 22838:090. 24X Fiche: 50-000, 84/03/22, 

8404020143. 


8404050123 Second interim deficiency rept re overtorqued studs on 
Borg-Warner gate valve motor operators. Initially reported on 
831 121. Vendor continuing review of affected drawings for 
identification of deficient valves. Part 21 applicable. 

MILLS, L. M. Tennessee Valley Authority. 84/03/23. 0 'REILLY, J. P. 

Region 2, Office of Director, 2pp. 22899:323. 24X 

Fiche: 50-438, 84/03/23, 8404050123. 


9404050062 Final deficiency rept re failed large expansion valve 
control unit for water chiller in auxiliary bldg air 
conditioning sys mfg by Dunham-Dush. Initially reported on 
820727. Also reported per Part 21, 

MILLS, L. M, Tennessee Valley Authority. 84/03/26, 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp, 22900:302. 24X 

Fiche: 50-433, 84/03/26, 8404050062, 


8404050217 Fourth interim deficiency rept re flex hose connections not 
qua 1 if i ed. Ini t ia 1 1 y reported on 821027. Ana 1 y s i s problems 
reassigned to Gilbert Commonwealth Co to incorporate recent 
operating mode changes. Also reportable per Part 21. 

MILLS, L.M. Tennessee Valley Authority. 84/03/28. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip, 22900:236, 24X 

Fiche: 50-438, 84/03/28, 8404050217. 


8404050076 First interim deficiency rept r© r e tr i evab i 1 i ty of QA 
r ec or ds . In i t ia 1 1 y reported on 840301. Proced ures will be 
updated to accommodate index ing, storage S« retrieval needs. 

Next rept expected by 840731. 

MILLS, L.M. Tennessee Valley Authority. 84/03/29. 0 'REILLY, J, P, 

Region 2, Office of Director, 2pp. 22901:070. 24X 

Fiche: 50-000, 84/03/29, 8404050076, 


8404050113 First interim deficiency rept re o ver pressur i zati on of 
emergency raw cooling water piping due to two mechanical 
failures. Initially reported on 840301. Defec tive valve 
discarded pressure gauge rewor ked. Next rept by 840601. 

MILLS, L.M. Tennessee Valley Authority, 84/03/29. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp 22902:207. 24X 

Fiche: 50-433, 84/03/29. 84040501 13. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines svc conditions. 

MUSELER.W, J, TDI ( Transamer i ca Delaval, Inc.) Owners Group. 
84/03/30. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 22863 069. 24X Fi c h e : 50-000, 84/03/30, 8404030354, 


9404090334 Final deficiency rept re incorrect identification of 
auxiliary feedwater pump trip throttle valve electrical 
c ircuits. Ini tial ly reported on 830719. Caused by 
misinterpretation of design criteria. 

MILLS, L. li. Tennessee Valley Authority. 84/04/02. 0 'REILLY, J. P, 

Region 2, Office of Director. 2pp, 22941:312. 24X 

Fiche: 50-438, 84/04/02, 8404090334, 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fic h e : 50-000, 84/04/04, 
8403140267, 


--8403080331 Forwards request for addl info re Transamerica Delaval 
diesel g enerators . Add i staff comments also encl. 

BERLINGER, C, Division of Licensing. 84/02/28. MUSELER, W. TDI 
(Transamer ica Delaval, Inc. ) Owners Group. 11pp. 24068:015. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404130021 First interim deficiency rept re adjustable riser connectors 
for electrical cable trays not supported on each side of 
hinge bolt. Initial ly reported on 840308. Connectors will be 
analyzed. Next rept expected fay 850124. 

MILLS, L.M. Tennessee Valley Authority. 84/04/04. 0 'REILLY, J. P, 

Region 2, Office of Director. 2pp, 24030:273. 24X 

Fiche: 50-438, 84/04/04, 8404130021. 


8404130031 First interim deficiency rept re stiffeners not installed to 
revised drawing requirements. Initially reported on 840308, 

Util will review all cable tray supports changed per 
Nonconformance Rept 1894. Next rept expected by 840713. 

MILLS, L. M. Tennessee Valley Authority. 84/04/04. 0 'REILLY, J. P. 

Region 2, Office of Director, 2pp. 24030: 254. 24X 

Fiche: 50-438, 84/04/04, 8404130031. 


8404060274 Requests reconsideration re decision to close listed 
deficiency items until listed factors considered. 

LEWIS, R, C. Division of Project ■?< Resident Programs. 84/02/09, 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 22925:136. 24X 
Fiche: 50-000, 84/02/09, 8404060274 
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8404160032 Eleventh interim deficiency rept re B&UI none onservat ive 
analysis of neutron flux. Initially reported on S01105. Rod 
position & axial offset revised to produce acceptable 
results. Next rept expected by B40605. 

MILLS. L,M. Tennessee Valley Authority. 84/04/06. 0 'REILLY, J. P. 

Region 2. Office of Director. Ip. 24043; 180. 24X 

Fiche: 50-433. 84/04/06, 8404160032. 


8404170006 Second interim deficiency rept re fuel oil line rupture in 
TDI generators. In i t ia 1 1 y reported on 831121 . Sh ield will be 
installed between fuel line St turbocharger exhaust gas inlet 
to prev'ent fuel igni tion. Also reported per Part 21. 

MILLS. L.M. Tennessee Valley Authority. 84/04/06. 0 "REILLY, J. P. 

Region 2. Office of Director. 2pp. 24051:094. 24X 

Fiche: 50-433, 84/04/06, 8404170006. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF & AE piston 
s k irts. 

MUSELER.W. J, TDI ( Transamerica Delaval, Inc. ) Owners Oroup. 

84/04/09. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985:144. 24X Fiche: 50-000. 84/04/09. 84041 10307. 


8404170202 Fourth interim deficiency rept re evaluation of flange 
joints for ANS Safety Class 2 & 3 alternate analysis piping 
sy s. Ini t ial 1 y reported on 820601. Evaluation continuing. Next 
rept will be submitted by 841012 

MILLS, L.M. Tennessee Valley Authority. 84/04/10. 0 "REILLY, J. P. 

Region 2, Office of Director. 2pp. 24053:099. 24X 

Fiche: 50-439, 84/04/10, 8404170202. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC & Transamerica Delaval, Inc Diesel 
Generator Owners Group, 

MUSELER.W. J. TDI { Transamer ica Delaval, Inc. > Owners Group. 
84/04/12. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 24043.161. 24X Fiche; 50-000, 84/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis ■?< cylinder head stud evaluation. 

MUSELERiW. J. TDI < Transamer ica Delaval, Inc. ) Owners Group. 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. SSpp. 24053:184. 24X Fi che : 50-000, 84/04/13, 8404170203. 


8404100323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL, per NRC 
request. 

MUSELER. W, J. TD.T ( Transamer i ca Delaval, Inc, ) Owners Group. 
84/04/16. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director, 2pp. 24071:225. 24X FI che: 50-000, 84/04/16, 8404180323. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W.J. TDI ( Transameri ca Delaval, Inc. ) Owners Group. 
84/04/19. DENTON, H, R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24154.259, 24X Fi ch e: 50-000, 84/04/19, 8404230057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
ST0L2, J. F. Operating Reactors Branch 4. 28pp. 24225:166. 24X 

Fiche; 50-000, 84/04/20, 8404300097. 


8404300083 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC, 

RAY, C. L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/04/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
24227:104. 24X Fiche: 50-000, 84/04/24, 8404300083. 


T. Hearing transcripts on non-ant itrust matters 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting ^ addl info re diesel generators. 

EISENHUT, D, G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche ; 50-000, 84/04/04, 
8403140267. 


—8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator reliability. Pp 1-197. 

* Commissioners. 84/03/22. 198pp. 24067:132, 24X 

Fiche: 50-000, 84/04/04, 8403140267, 


V, Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Sve list end. 

EISENHUT, D. G. Division of Licensing, 84/04/02. Consolidated 
Edison Co, of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. App 1 ication/cons tructi on stage documents correspondence 


8403210162 Ltr to all applicants for OLs S< full power authorizations 
summarizing 840126 meeting in Bethesda, HD to inform utils of 
NRC concerns re limited operating experience of operating 
crews 5( development of acceptable experience profile. 

HANNON, J, Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106, 202. 24X Fi che : 50-000, 84/03/01 , 8403210162. 


8404060428 Notification of 840329 meeting w/util in Bethesda, MD to 
discuss proposed changes to util Nuclear Safety Review 
Board. 

KENYON, T. J. Licensing Branch 4. 84/03/23. ADENSA*^, E. Licensir:; 

Branch 4. 6pp. 22944 299. 24X Fiche: 50-000, D.:/G3/2.'':,-340q0.oCM:;;- 


8404060068 Summarizes 840327 meeting w/util in Knoxville, TN re QA 
program description. Attendance list end. 

lewis, R.C. Division of Project S< Resident Programs. 84/03/30. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 22927: 078. 24X 

Fiche; 50-000, 84/03/30, 8404060068. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for Ol.s ?< holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Sve list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/04, Consolidated 
Edison Co. of New York, Inc. 20pp, 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256, 


8404100020 Informs that scheduled fuel load date remains Oct 1987 for 
Unit 1, per 810B03 request, 

MILLS, L.M. Tennessee Valley Authority. 84/04/05. EISENHUT, D. G. 
Division of Licensing. Ip. 22967:145. 24 X Fi c h e ; 50-438, 84/04/05. 
8404100020. 


G. Adjudicatory correspondence 


8404180340 Forwards initial comments S', questions on two TDI Owners 
Group repts re rod bearing shells & rocker arm capscrew 
stress. Addl info required re failure mechan i sms, ref erenced 
calculations & quality of matl s. Related correspondence. 

BERLINGER, C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P. Mississippi Power S< Light Co. 7pp. 24072:333 . 24X 

Fiche: 50-000. 84/04/ 1 1, 8404180340. 


M. Antitrust correspondence 


8404060311 Forwards revised/updated Reg Guide 9,3 antitrust info, in 
response to NRC 830808 r equest, W/one oversize map. Aperture 
card is available in PDR. 

KAMMER/D.S. Tennessee Valley Authority. 84/03/30. ADENSAM, E. 
Licensing Branch 4. 143pp. 22929:173. 24X Fi c h e ; 50-438. 84/03/30, 

8404060311. 


Q. Inspection reports, IE Bulletins & correspondence 


8404060084 Forwards IE Insp Repts 50-390/84-07, 50-391/84-07, 
50-438/84-02 & 50-439/84-02 on 840206-10. No violations or 
deviations identified 

VERRElLI, D. M, Division of Project ■?< Resident Programs 84/03/12. 
PARRIS, H.G, Tennessee Valley Authority. 2pp. 22920:018. 24X 

Fiche; 50-000, 84/03/12. 9404060084. 


— 8404060090 IE Insp Repts 50-390/84-07.50-391/84-07,50-438/84-02 & 
SO-439/84-02 on 840206-10. No violations or deviations 
identified. Major areas inspected; 1 icensee mgt of corporate 
QA program for ongoing activities re design & procurement. 

WRIGHT, R.W. Region 2, Office of Director. UPRIGHT, C. M. Division 
of Engineering & Operatio-aZ 9-'./C3/C9. 16pp. 

22920:020. 24X Fi che : 50- Ta/::.)/; 


8404060363 Ack receipt of 840314 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/84-01 & 
50-439/84-01. 

LEWIS, R.C. Division of Project & Resident Programs. 84/03/21. 
PARRIS, H.G. Tennessee Valley Authority. Ip, 22931:254. 24X 

Fiche; 50-438, 84/03/21 , 8404060363. 


8404060372 Responds to NRC 840217 ltr re violations noted in IE Insp 
Repts 50-438/84—01 S< 50-439/84-01. Correct ive actions: 

Nonconformance Rept 2721 generated to document rework of 
rusted Unit 1 conduit. Motor starter will be replaced. 

MILLS, L.M. Tennessee Valley Authority. 84/03/14. O "REILLY, J. P. 
Region 2, Office of Director. 3pp. 22931:255. 24X 

Fiche; 50-438, 84/03/21, 8404060363, 
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—8404060375 Forwards IE Insp Repts 50-438/84-01 «< 50-439/84-01 an 
840101—31 S/ notice of violation. 

LEWISiR, C Division of Project Sf Resident Programs. 84/02/17. 
PARRIS) H.G. Tennessee Valley Authority. 2pp. 22931:258. 24X 
Fiche: 50-438. 84/03/21, 8404060363. 


—8404060381 IE Insp Repts 50-438/84-01 Z< 50-439/84-01 on 840101 - 31 . 
Violation noted . measures not established to control 
preservation of Unit 1 motor starter controllers to prevent 
damage or deterioration. 

YORK, U. W. , BRANCH- M,W Region 2. Office of Director. JULIAtl. C. A. 
Division of Project ?< Resident Programs. 84/02/15. 6pp. 
22931:261, 24X Fi c he: 50-438, 04/03/21 , 8404060363. 


8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Miller, Inc found installed in 
Be 1 1 efonte, Sequoyah Yellow Creek safety-related sys. No 
safety concerns created, 

MILLS, L.M. Tennessee Valley Authority. 84/03/22. 0 "REILLY, J. P. 

Region 2, Office of Director, 3pp. 22920: 109. 24X 

Fiche: 50-000, 84/03/22. 8404060136 


8404170089 Forwards IE Insp Repts 50-438/84-06 ?/. 50-439/84-06 on 
840306— 09. No" violations or deviations identified. 

VERRELLI,D. M Division of Project Resident Programs. 84/03/27, 
PARRIS, H.G. Tennessee Valley Authority, 2pp. 24050:308. 24X 

Fiche: 50-438- 84/03/27, 8404170089. 


—8404170093 IE Insp Repts 50-438/84-06 50-439/84-06 on 840306-09. No 

violations or deviations i d en t i f i ed . M-a j or areas inspected: 
weld insp tec hn i que, we 1 d i ng matl control, RCPB piping 
(welding) 8, safety-related piping welding. 

GIRARD, E. H, Region 2, Office of Director. BLAKE, J. J. Division of 
Engineering Operational Programs. 84/03/26, 5pp. 24050:310. 

24X Fiche: 50-438, 84/03/27, 8404170089. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103.', 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fi c he : 50-000, 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103) 84/03/28, Consolidated Edison Co. of New 

York, Inc, 85pp, 22892 145 24X Fi c h e , 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 04-22, "Deficiency in CQMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 84/03/29, Consolidated Edison Co. of New 

York, Inc, l26pp, 22892:231. 24X Fi c he : 50-000, 84/03/29, 8403140247. 


8404060329 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature used in saf ety -r e lated 
applications other than reactor trip sys. Breakers replaced 
w/breakers that do not have undervoltage trip attachment, 

KA.MMER,D. S. Tennessee Valley Authority, 84/03/29, 0 "REILLY, J, P. 

Region 2, Office of Director, 3pp, 22932.203, 24X 

Fiche. 50-000, 84/03/29, 9404060329, 


0403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/04/05, Consolidated Edison Co. of New 

York, Inc. I49pp. 24X F i c h e ; 50-000, 04/04/05, 8403140259, 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
(Jual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E, L Division of Emergency Preparedness Sk Engineering 
Response (Post 830103', 84/04/05 Consolidated Edison Co of New 

York, Inc. 103pp. 240o6. 164, 24X Fi c h e : 50-000. 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
encl. 

©RACE, J. N, Division ot r.A, Safeguards 8, Inspection Programs <Post 
830103). 84/04/16 C .:r s o i i a a t ed Edison Co. of New York, Inc. 

86pp. 24189:001, 24X F i c h e ; 50-000, 84/04/ 1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list encl. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche, 50-000' 84/04/16, 8403140270. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees," Svc list end. 

GRACE, J N, Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/17 Consolidated Edison Co. of New York, Inc. 

e6pp. 24163:205. 24X Fi ch e: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

B9pp. 24163:292. 24X F i c h e : 50-000, 84/04/ 1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
problems " Svc list encl 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York. Inc, 129pp. 24188:237. 24X Fi c he : 50-000, 84/04/ 1 7. 8403140230. 


8403140284 IE Info Notice 84-30, "Di screpanc i es in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp, 24188:001. 24X Fi c he : 50-000, 84/04/ 18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
Seal Seb, " Svc list encl, 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. I17pp, 24188:119. 24X Fi c he ; 50-000, 84/04/ 18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp, 24195:343, 24X Fi c h e : 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015 24X Fi c he : 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs related correspondence 


8404040206 Forwards minutes of 831130 meeting w/Nuclear Power Plant 
StandPy Diesel Generator Users Group re questions concerning 
design de f i c ienc ie s , c ran k sha ft , b ear i ng s connecting rods 8e 
pistons 8< skirts. 

MATHEWS, C,S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power !U Light Co, 70pp. 22880:226. 24X 

Fiche, 50-000, 83/12/15, 8404040206. 


8404060274 Requests r ec ons id era b ion re decision to close listed 
deficiency items until listed factors considered. 

LEWIS, R.C, Division of Project 8« Resident Programs. 84/02/09 
PA.RPIS, H 0, Tennessee Valley Authority. 2pp, 22925:136. 24X 

Fiche: 50-000, 84/02/09, 8404060274. 


8404020143 Forwards test T'esults on first engine produced in each model 
line for LILCO, CPC, Mi ss i ssipp i Power & Light Sk Southern 
California Edison 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Division of Licensing. 2pp. 23838:090. 24X Fi c he : 50-000, 84/03/22, 

8404020143. 


8404050092 Second interim deficiency rept re Limitorque valve damaged 
by flood in reactor bldg normal su.mp, Initia lly reported on 
831201. Valve motor operator will be refurbished onsite or 
reworked by vendor Next rept by 840703. 

MILLS, L.M. Tennessee Valley Authority. 84/03/23, 0 'REILLY, J. P. 

Region 2, Office of Director, 2pp 22901 137, 24X 

Fiche: 50-439,84/03/23, 8404050092. 


8404050123 Second interim deficiency rept re overtorqued studs on 
Borg— Warner gate valve motor operators. Initially reported on 
831 121. Vendor c orh, i r.u i no review of affected drawings for 
identification o^ de-i'. i»nt; valves. Part 21 applicable, 

MILLS. L,M, Tennessee Valley Authority. 84/03/23. 0 'REILLY. J, P. 

Region 2, Office of Director. 2pp. 22999:323, 24X 

Fiche: 50-438, 84/03/23. 8404050123, 


8404050217 Fourth interim deficiency rept re flex hose connections not 
qualified. Initially reported on 821027, Anal ys i s problems 
reassigned to Gilbert Commonwealth Co to incorporate recent 
operating mode changes, Also reportable per Part 21, 

MILLS, L.M Tennessee Valley Authority. 84/03/28, □ 'REILLY, J, P. 

Region 2. Office of Director. Ip, 22900:236, 24X 

Fiche: 50-438, 84/03/28, 8404050217, 


8404050076 First interim deficiency rept re r etr ievab i 1 ity of QA 
records, Initially reported on 840301, Proced ures will be 
updated to accommodate indexing, storage ?< retrieval needs. 

Next rept expected by 840731. 

MILLS, L.M, Tennessee Valley Authority. 84/03/29. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 22901:070, 24X 

Fiche: 50-000, 84/03/29, 8404050076. 
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8404050113 First interim deficiency rept re o verpressuri zation of 
emergency rau cooling water piping due to two mechanical 
failures. Ini tial ly reported on 840301. Defec tive valve 
discarded ^ pressure gauge reworked. Nex t rept by 840601. 

MILLS/ L, M. Tennessee Valley Authority. 84/03/29. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 22902:207. 24X 

Fiche; 50-438, 84/03/29, 84040501 13. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis. " Bounding cylinder head stud designs 
adeq.uate for applicable engines -S< svc conditions. 

MUSELERiW. J. TDI ( Transamer i ca Delaval, Inc, ) Owners Group, 
84/03/30. DEMTON/H. R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 22863:069. 24X Fi c he; 50-000, 84/03/30, 8404030354. 


8404090334 Final deficiency rept re incorrect identification of 
auxiliary feedwater pump trip & throttle valve electrical 
circuits. Initial 1 y reported on 830719. Cause d by 
misinterpretation of design criteria. 

MILLS, L.M. Tennessee Valley Authority. 84/04/02. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 22941:312. 24X 

Fiche; 50-438, 84/04/02. 8404090334. 


8403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting S< addl info re diesel generators. 

EISENHUT, D. G, Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fi ch e : 50-000, 84/04/04, 
8403140267. 


— 8403080331 Forwards rec^uest for addl info re Transamerica Delaval 
diesel generators, Add 1 staff comments also end. 

BERLINGER, C. Division of Licensing. 84/02/28. MUSELER, W. TDI 
(Transamerica Delaval, Inc. ) Owners Group. Upp. 24068:015. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404130021 First interim deficiency rept re adjustable riser connectors 
for electrical cable trays not supported on each side of 
hinge b ol t, In i tia 1 1 y reported on 840308. Connec tors will be 
analy zed. Next rept expected by 850124. 

MILLS/L. M. Tennessee Valley Authority, 84/04/04. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 24030:273. 24X 

Fiche; 50-438, 84/04/04, 8404130021. 


8404130031 First interim deficiency rept re stiffeners not installed to 
revised drawing requirements. Initial ly reported on S40308. 

Util will review all cable tray supports changed per 
Nonconf ormance Rept 1894, Next rept expected by 840713. 

MILLS, L.M. Tennessee Valley Authority. 84/04/04. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 24030:254. 24X 

Fiche: 50-438, 84/04/04, 8404130031. 


8404160032 Eleventh interim deficiency rept re B?<W nonconserva t i ve 
analysis of neutron flux. Initial ly reported on 801105. Rod 
position Sf axial offset revised to produce acceptable 
results. Next rept expected by 840605, 

MILLS, L. M. Tennessee Valley Authority. 84/04/06. 0 'REILLY. J. P. 

Region 2, Office of Director, Ip. 24043:180. 24X 

Fiche: 50-438, 84/04/06, 8404160032. 


8404170006 Second interim deficiency rept re fuel oil line rupture in 
TDI generators. Initially reported on 831121 . Shield will be 
installed between fuel Ixne turbocharger exhaust gas inlet 
to prevent fuel ign i ti on. A1 so reported per Part 21. 

MILLS, L, M. Tennessee Valley Authority. 84/04/06. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp 24051; 094, 24X 

Fiche; 50-438, 84/04/06, 8404170006. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF AE piston 
skirts. 

MUSELER, W.J. TDI ( Transamer ica Delaval, Inc. 5 Owners Group. 

84/04/09. DENTON, H R, Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985:144, 24X Fi ch e : 50-000, 84/04/09, 84041 10307. 


8404170202 Fourth interim deficiency rept re evaluation of flange 
joints for ANS Safety Class 2 ?< 3 alternate analysis piping 
sys. Initially reported on 820601. Evaluation continuing. Next 
rept will be submitted by 841012 

MILLS. L.M. Tennessee Valley Authority. 84/04/10. 0 'REILLY, J. P. 

Region 2, Office of Director, 2pp. 24053:099. 24X 

Fiche: 50-438, 84/04/10,8404170202. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC & Transamerica Delaval, Inc Diesel 
Generator Owners Group. 

MUSELER, W.J, TDI (Transamerica Delaval, Inc. ) Owners Group, 
84/04/12. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 6pp, 24043 161, 24X Fiche: 50-000, 84/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis St cylinder head stud evaluation. 

MUSELER, W.J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 88pp. 24053 184. 24X Fi che ; 50-000, 84/04/13, 8404 1 70203. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL, per NRC 
request. 

MUSELER,W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/16, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071 225. 24X Fi c h e: 50-000, 84/04/ 16, 8404100323. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W.J. TDI ( Transamer ica Delaval, Inc, ) Owners Group. 
84/04/19. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24154,259. 24X Fiche: 50-000, 84/04/ 19. 8404230057. 

8404300097 Forwards response to 840131 request for addl info re TDI 
gen?-£tr“s Ltss of voltage to emergency buses has not 
r. : -c-c Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ, J. F. Operating Reactors Branch 4. 28pp. 24225:166. 24X 

Fiche; 50-000, 84/04/20, 8404300097, 


8404300083 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C. L. TDI (Transamerica Delaval, Inc, ) Owners Group, 84/04/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
24227:104. 24X Fic h e ; 50-000, 84/04/24, 8404300083. 


T. Hearing transcripts on non-ant i trust matters 


8403140267 Board Notification 84-072; forward s transcript of TDI Owners 
Group 840.322 meeting S', addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 04/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267, 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator rel iab i 1 i ty Pp 1-197. 

« Commissioners. 84/03/22. 198pp. 24067: 132. 24X 

Fiche: 50-000,84/04/04, 8403140267, 


V, Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8.: 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end 

EISENHUT, D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents correspondence 


8404100239 Corrected notification of contract execution: "Dresden & 
Perry Simulator Leasing" awarded to GE. 

JESSUP, a. Technical Assistance Contracts Branch. FIN B-S713. 
84/02/17. HAVINS, 0 H. Director's Office, Office of Inspection and 
Enforcement. Ip. 22982:362. 24X Fi ch e: 50-000, 84/02/ 1 7, 8404 1 00239, 


S403210162 Ltr to all applicants for OLs ^ full power author! zat ions 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews Zt development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106 202. 24X Fiche: 50-000, 84/03/01, 84032 1 0 1 62. 


8404060038 Requests addl info re use of stiff piping clamps, in order to 
review pipe-to-pipe clamp interface design. Response 
requested within 7 days, 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/03/19. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 3pp. 22935:315. 24X 

Fiche: 50-440, 84/03/19, 8404060088, 


8404120139 Summarizes 840312 meeting w/util Si Bechtel re IDVP. 
Independent evaluations involved piping sys design Sc sus 
functional capab i 1 i ty , Mee t ing attendees list end. 

STEFAND, J. J, Licensing Branch 1. 84/03/23. YOUNGBQOD, B. J, 

Licensing Branch 1. 37pp. 24033:099. 24X Fi c he : 50-440, 34/03/23, 

8404120139. 


8404100017 Notification of 840412 meeting w/BWR Owners Group in 
Dethesda, MD to discuss BWR hydrogen water chemistry status S: 
considerations for implementation. 

STEFANO,J. J. Licensing Branch 1. 84/03/26. YOUNGBLOOD, B. J. 

Licensing Branch 1. 4pp. 22981: 356. 24X Fich e; 50-440, 84/03/26, 

8404100017. 
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840411054'7 Requests addl info re Mark III containment design ultimate 
pressure capability for f ac i 1 i t y . Re s p onse requested within 7 
days of Itr receipt. 

YOUNGBLOOD- B. J Licensing Branch 1. 34/03/30. EDELMAN- M. R. 

Cleveland Electric Illuminating Co, 3pp, 24025:077. 24X 

Fiche: 50-440- 04/03/30. 84041 10547. 


8404040256 Generic Ltr B4-08 to all licensees of operating reactors, 
applicants for OLs ■!' holders of CPs re interim procedures 
for NRC mgt of plant-specific b ac k f i 1 1 ing . Svc list encl. 

EISENHUT. D. G. Division of Licensing. 84/04/04 Consolidated 

Edison Co of New York. Inc. 20pp. 2406.6:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256, 


9404100197 Confirms 840402 telcon re schedule for onsite audits by 
Seismic Qua 1 f i c lat i on Review Team .?< Pump ■*!< Valve Operability 
Review Team. Audits requested during uk of 840813. 

EDElMAN. M. R, Cleveland Electric Illuminating Co. 84/04/05. 
YOUNGBLOOD. B, J. Licensing Branch 1 Ip. 22967:346, 24X 

Fiche: 50-440. 84/04/05, 8404100197. 


8404100232 Responds to 840104 request for assurance that designs 
const in conformance u/SAR c ommi tnents. Fina 1 repts on design 
assurance programs uill be submitted upon completion 
EDELMAN, M. R Cleveland Electric Illuminating Co, 84/04/05, 
EISENHUT, D. G. Division of Licensing, 2pp. 22960:072 24X 

Fiche; 50-440. 84/04/05, 8404100282. 


8404100410 Forwards revised sys component evaluation wor ksheets, i n 
response to NRC 840116-20 environ qua 1 i f i c a 1 1 on audit 
EDElMAN, M.R Cleveland Electric Illuminating Co. 84/04/05. 
YOUNGBLOOD, B. J. Licensing Branch 1, 357pp. 22969:047, 24X 

Fiche: 50-440, 84/04/05 • 84041 004 1 0. 


8404160122 Forwards status, plans schedules in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events " Submittal represents BUR Owners Group 
INFO/NUTAC positions ^ 

EDELMAN, MR. Cleveland Electric Illuminating Co. 84/04/06. 

EISENHUT, D. G. Division of Licensing, 33pp 24038 079 24X 

Fiche: 50-440, 84/04/06, 8404160122 


— 8404160129 "Vendor Equipment Technical Info Program " 

* Nuclear Utility Task Action Committee 84/03/31 86pp. 

24038 112. 24X Fiche 50-440,84/04/06,8404160122. 


8404130257 Forwards info re pressure isolation valve leak testing, in 
response to NRC 840125 request per Outstanding Issue 5, 

Valves leak tested at least once each refueling outage 
W/five oversize drawings Aperture cards are in PDR 
EDELMAN, MR Cleveland Electric Illuminating Co 84/04/09 
YOUNGBLOOD, B. J. Licens ,i. ng Branch 1, 3pp. 24029,084, 24X 

Fiche’ 50-440, 84/04/09, 8404130257 


8404200334 Notification of 040502 meetinq w/util,BNL Gilbert Assoc in 
Bethesda, MD to discuss preliminary findings rc LOCA-related 
pool dynamic loads, 

STEFANO.J. J. Licensing Branch 1, 84/04/09. YOUNGBLOOD. B J. 

Licensing Branch 1. 3pp 24159 328 24X Fi c h o : 50-440, 84/04/09, 

8404200334. 


8404130419 Board Notification 84-067: forwards info re BWR main steam 
line in terac tion < as followup to 83122/ Board Notification 
83-187, 

EISENHUT, D G. Division of Licensing 04/04/13, PALLADINO, 
GILINSKY, ROBERTS Commissioners. 4pp 24106:151. 24X 

Fiche' 50-000, 84/04/13, 8404130419, 


— 8404110519 Concludes that based on results of study re design aspects 
of Zimmer main steam sys, main steam sys restraints 
applicable main turbine bldg supporting s true ture, Zimmer 
unique situation. No addl ’iction.per 831206 memo, necessary . 

MATTSON, R. Division of Systems Integration (post 811005). 

84/03/23, EISENHUT.D Division of Licensing. 5pp. 24106:155 
24X Fiche: 50-000, 84/04/13, 8404130419, 


6404170528 Responds to NRC S40314 ltr reytjesting addl copies of 
inservice testing program for pumps ?< valve s. Program Sk 
drawings encl W/o end, 

EDELMAN, H, R. Cleveland Electric 1 1 lum.iriating Co. 84/04/13, 
YOUNGBLOOD, B, J. Licensing Branch 1. 3pp 24058:257, 24X 

Fiche: 50-440, 84/04/13, 8404 1 70528. 


E. NRC Safety Evaluation Report ( SER ) , suppls 8/ correspondence 


8404260114 Informs that 840131 response to SER confirmatory issue re 
manual initiation term,ina1:ion of ESF acceptable issue 
fully resol ved, Prop osed mod should be reflected in FSAR 
amend before fuel load 

YOUNGBLOOD, B, J, Licensing Branch 1. 84/04/15. EDELMAN, M, R. 

Cleveland Electric Illuminating Co 2pP- 24221:021. 24X 

Fiche: 50-440, 84/04/15, 84042601 14 


G. Adjudicatory correspondence 


8404040059 Motion to extend deadline for filing discovery requests on 
Issue 16 re Transamerica Delaval diesel generator 
re 1 iab 1 1 i ty . Cer t i f i ca te of Svc. Related correspondence. 

HIATT, S.L. Ohio Citizens for Responsible Energy. DSB 291. 
84/03/29. Atomic Safety and Licensing Board Panel. 3pp. 
22884:281. 24X Fi c h e : 50-440, 84/03/29, 8404040059, 


8404180340 Forwards initial comments S' questions on two TDI Owners 
Group repts re rod bearing shells S: rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations S< quality of mat 1 s . R e la ted correspondence, 

BERLINGER, C, H. Division of Licensing. DSB 611, 84/04/11. 

MCGAUGHY. J. P, Mississippi Power Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 04/04/11, 8404180340, 


8404180326 Answer opposing Ohio Citizens for Responsible Energy (OCRE) 
840328 motion to extend discovery deadline on Issue 16 re 
standby diesel generator r e 1 iab i 1 i ty . OCRE motion w/o good 
cause !/. should be d en i e d . Cert i f i c at e of Svc end. 

SWIGER,H. A. Cleveland Electric Illuminating Co, SWIGER, M. A. Shaw, 
Pittman, Potts ?< Trowbridge. DSB 621. 84/04/13. Atomic Safety 

and Licensing Board Panel. 7pp. 24071:019. 24X 

Fiche 50-440, 84/04/13, 8404180526. 


8404190267 Response supporting Ohio Citizens for Responsible Energy 
840328 request for extension of discovery on Issue 16 re 
reliability of TDI diesel g enerat or s. Cert i f i c a t e of Svc 
encl. Related correspondence 

WOODHEAD, C. P, Hearing Branch 4. DSB 643, 84/04/17. Atomic 

Safety and Licensing Board Panel. 3pp. 24099:039. 24X 

Fiche- 50-440, 84/04/17, 8404190267, 


8404270266 Brief in opposition to Sunflower Alliance, Inc appeal of 
partial initial decision on QA c on t ent i on. C er t i f i ca te of 
Svc encl. 

GLASSPIEGEL, H. Cleveland Electric Illuminating Co, DSB 854. 
84/04/25, Atomic Safety and Licensing Appeal Panel. S5pp, 
24223.069, 24X Fi c h e : 50-440, 04/04/25, 8404270266. 


H. General correspondence 


8404040085 Requests written permission to remove ANL from direct 
distribution list. ANL no longer reviews documentation for 
fac 1 1 i t i es, 

EDELMAN, M, R. Cleveland Electric Illuminating Co. 84/03/30. 
EISENHUT, D, G. Division of Licensing. Ip. 22883:073. 24X 

Fiche; 50-440, 84/03/30, 8404040085. 


M. Antitrust correspondence 


8404050142 Affirms that ai'ititrust license conditions ordered by ASLB 
on 790906 continuing nothing in director's decision 
prevents City of Cleveland from seeking relief before 
Commission to enforce obligations of applicants. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director, 
84/03/21. GOLDBERG, R. Goldberg, Fieldman Letham, P. C. 3pp. 
22912:360. 24X Fi c he : 50-440, 84/03/21, 8404050142. 


8404030192 Confirms 840328 telcon re status of antitrust OL review. 
W/o Denton 840321 ltr to R Go 1 d berg . Rel ated correspondence, 
VOGLER, B. H. Hearing Branch 2. DSB 253. 84/03/29. CHARNOFF, G, 

Shaw, Pittman, Potts !k Trowbridge. Ip, 22853:071. 24X 

Fiche: 50-440, 84/03/29. 8404030192. 


Q. Inspection reports, IE Bulletins correspondence 


8404160196 Forwards IE Insp Repts 50-440/84-02 50-441/04-02 on 

840101-0229. No noncompliance identified 

WARNICK,R. F. Region 3, Office of Director, 04/03/27. EDELMAN, M.R, 
Cleveland Electric Illuminating Co. 2pp. 24042:176. 24X 

Fiche: 50-440, 84/03/27, 0404160196, 


— 8404160199 IE Insp Repts 50-440/84-02 ^ 50-441/84-02 on 840101-0229. No 
noncompliance noted. Major areas inspected ; plant housekeeping 
pract ices, equipment maint, act ions on 10CFR50. S5( e ) items Sk 
code component repair activities, 

OILDNER, M. L. , KNOP, R. C Region 3, Office of Director, 84/03/26, 

7pp, 24042:178, 24X Fic he: 50-440, 04/03/27, 8404160196, 

8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency," Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc, 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047, 
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8403140241 IE Info Notice S4-21» “Inadequate Shutdown Kargin. " Svc list 
end. 

JORDAN^ E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

Yorfc, Inc. 85pp. 22892:145. 24X Fiche. 50-000, 84/03/28, S40314C24I. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end, 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S6pp, 24163:205. 24X Fi c h e ; 50-000, 84/04/1 7, 84031 40273. 


8404030499 Informs that notice of violation re matl false statement 
concerning use of herbicides to control vegetation along 
transmission lines reissued, per 84022B Commission decision 
to decline review of director's decision. 

WARWICK, R.F. Region 3. Office of Director. 84/03/28, EDELMAN. M. R. 
Cleveland Electric Illuminating Co. 2pp. 22870:154. 24X 

Fiche; 50-440, 84/03/28, 8404030499 


— 8404030509 Notice of violation re matl false statement made in 
application concerning use of herbicide to control 
vegetation along transmission lines. 

WARWICK, R.F. Region 3, Office of Director. 84/03/28. 2pp. 
22870:156. 24X Fiche 50-440,84/03/28,8404030499. 


— 8404030518 Advises that Commission approved recommendation not to 
review Director's Decision DD-e3-I7, deny ing request for 
enforcement action. Commissioner Roberts & Bernthal 
d isapproved. Di ssenting comments end 

CHILK, S. J. Office of the Secretary of the Commission. 84/02/28. 
PLAINE, H. H. E. Office of the General Counsel. 3pp. 22870:153. 
24X Fiche: 50-440, 84/03/28. 8404030499. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

v/ORDAN, E. L. Division of Emergency Preparedness iS< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fic he: 50-000, 84/03/29, 8403140247. 


8404090398 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature in use in safety-related 
applications other than reactor trip sys. Subj breakers not 
in use at facilities. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/04/02. 

KEPPLER.J. G, Region 3, Office of Director. Ip. 22940:258 24.X 

Fiche: 50-440, 84/04/02, 8404090398. 


8404190278 Forwards IE Insp Repts 50-440/84-03 50-441/84-03 on 

840227—0302. No noncompliance noted. 

LITTLE, W, S. Region 3, Office of Director. 84/04/04. EDELMAN. M. R 
Cleveland Electric Illuminating Co. 2pp. 24099: 286. 24X 

Fiche: 50-440, 84/04/04.8404190278 


—8404190280 IE Insp Repts 50-440/84-03 & 50-441/84-03 on 840227-0302. No 
none omp 1 ianc e or deviations noted. Major areas inspected: 
saf ety-related pipe support & restraint sys installation .?< 
insp, review of document control procedures. 

KAUFMAN, P. D- , DANIELSON, D. H. Region 3, Office of Director. 

84/04/03, 6 pp. 24099 288. 24X Fiche. 50-440, 84/04/04, 8404190278. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Se Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi che: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche ; 50-000, 84/04/17, 0403140280, 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettxs 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fic he ; 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fi t he : 50-000, 84/04/ 18, 84041 30404. 


8404270121 Notifies that due to extent of engineering review it field 
insps being perf ormed, c orrec ti ve action associated w/Item 6 
of 831223 notice of violation contained in IE Insp Repts 
50-440/83-31 if. 50-441/83-30 will be completed by 840731. 

EDELMAN, M.R. Cleveland Electric 1 1 1 uminat : rp Co, 84/04/19. 
KEPPLER,J.G. Region 3, Office of .'J i ■■ ec t, or Ip. 24215:326 24X 

Fiche: 50-440, 84/04/19, S404270121. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co, of New 

York, Inc. 119pp. 24285:015 24X Fiche: 50-000, 84/04/20. 8404160130. 


S. Reportable occurrences, LERs i>. related correspondence 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN. £. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/04/05, Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


0403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

^RDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263 


8404190321 Forwards IE Insp Repts 50-440/84-04 it 50-441/84-04 on 
840312-16. No noncompliance noted. 

Wi^NICK,R. F. Region 3, Office of Director. 84/04/05, EDELMAN, M. R 
Cleveland Electric Illuminating Co. 2pp 24098 - 024 24 X 

Fiche; 50-440,84/04/05,8404190521. 


--.8404190328 IE Insp Repts 50-440/84-04 it 50-441/84-04 on 840312-16 h 
noncompliance or deviations noted. Major areas inspected- 
licensee actions on lOCFR 50. 55(e) reportable items, IE 
bulletins & previous insp findings. 

Region 3, Office of Director. 84/04/05. 

6pp. 24098.026. 24X Fiche: 50-440, 84/04/05, 8404190321. 

84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 

Inspection Programs (Post 

BO-pp. -£4189.001. 24X Fiche: 50-000, 84/04/16, 8403140271. 

Violations of NRC 

CRACF J S * Licensees." Svc list end. 

830103 ) 84/04/16°" °^Con' ** iT’spection Programs (Post 

3 AY p- k Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140278. 


8404040206 Forwards minutes of 831130 meeting w/Nudear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design def ic i enc ies , cran k shaft, b ear ing s it connecting rods if. 
pistons it skirts. 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C W 
Mississippi Power Light Co, 70pp, 22800:226 24X 

Fiche; 50-000, 83/12/15, 8404040206. 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Initially reported on 840213, Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C. V. Niagara Mohawk Power Corp, 84/03/08, STAROSTECKI , R, 
Division of Project it Resident Programs, Spp, 22940:241. 24X 

Fiche; 50-000. 84/03/08, 8404090375. 


8404020143 Forwards test 
line for LILCO, CPC, Mi ss 
California Edison. 
M'^THEWS, C. S. Transamer 
Division of Licensing, 
8404020143. 


results on first engine produced in each mode 
issippi Power i< Light it Southern 

ica Delaval, Inc, 84/03/22. BERLINOER, C. H. 
2 pp. 22838:090. 24X Fi che: 50-000, 84/03/22, 


1 


7 T ' " roT-waras iransamerica Del 

Shpii! Design Review of Connecting Rod Bearing 

Shells for Transamerica Delaval Enterprise Engines" & 
FlSFNm?‘^n Derierator Rocker Arm Capscrew. . . , " 

EISENHUT, D. G. Division of Licensing. 84/03/23. PALLADINO 

STOsUSw'’''' ®'"’' S'** Fithe: 50-000. 34/03/23, 


’■•ft r. installation of oddl 
tubing supports for Transamerica Delaval, Inc engine 

340701 ° ..p.ct.d to b, compl.t.d by 

KEPPLEr'j a Electric Illuminating Co. 84/03/28. 

cr- k 3' Office of Director. Id 22941' 297 3 AX 

Fiche: 50-440. 84/03/28, 8404090359. 22941.297. 24X 
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S404120307 Part 21 rept re abnormal wear on linear converter units mfg 
& furnished to pouer generating f ac i 1 i ties . Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSONi J. P. Pacific Air Products Co. 84/03/28. Director's 
Office* Office of Inspection and Enforcement, 15pp. 24022:164. 24X 

Fiche: 50-000* 84/03/28* 8404120307. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis " Bounding cylinder head stud designs 
adequate for applicable engines svc conditions. 

MUSELER*W. J. TDI ( Transamer i ca Delaval* Inc. ) Owners Group. 
84/03/30. DENTON, H.R. Office of Nuclear Reactor Regulation* 
Director. 2pp. 22863:069, 24X Fi c he : 50-000* 84/03/30, 8404030354. 


8404090281 Deficiency rept re lubricating oil sys defect in standby 
diesel g enerator s. Transamer i ca Delaval, Inc corrective action 
recommendation will be complete by 840416 vice 840415. Next 
rept within 2 wks of corrective action receipt. 

EDELMAN*M. R, Cleveland Electric Illuminating Co. 84/03/30. 
KEPPLER* sJ, G. Region 3, Office of Director. Ip, 22943:048. 24X 

Fiche: 50-440, 84/03/30* 8404090281. 


8404120063 Interim deficiency rept re potential defect in Class IE 
electrical penetrations (1R72) furnished by Westinghouse. 

Initially reported on 830915 ASME Code Case N242 invoked. 

Next rept by 840727 

EDELMAN,M. R, Cleveland Electric Illuminating Co, 84/04/03, 
KEPPLER*J. G. Region 3, Office of Director. Ip. 24023:085. 24X 

Fiche: 50-440* 84/04/03,8404120063. 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group B40322 meeting addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04, PALLADINQ 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000, 84/04/04, 
8403140267. 


— 8403030331 Forwards request for addl info re Transamerica Delaval 
diesel g enerat ors . Add 1 staff comments also end, 

BERLINGER,C. Division of Licensing. 84/02/28. MUSELER,W. TDI 
(Transamerica Delaval* Inc. ) Owners Group, 11pp. 24068:015. 24X 

Fiche: 50-000, 84/04/04. 8403140267, 


8404160170 Final deficiency rept re HPCS diesel generator electrical 
panels supplied by GE, Initially reported on 830615. 

Nrnca-.f 0 " • 'T items for Unit 1 repa ired, Non conforming items 
f::- Un ■. r 2 i, : 1 1 be repaired 8< completed by 840808. 

EDELMAN.M, R Cleveland Electric Illuminating Co, 84/04/05, 

KEPPLER.J. G, Region 3, Office of Director. 2pp. 24041:262. 24X 

Fiche; 50-440. 84/04/05, 9404160170, 


B404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Typer, AF AE piston 
sk irts. 

MUSELER-W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 

84/04/09. DENTON. H.R. Office of Nuclear Reactor Regulation* 
Director. 3pp. 22985 144. 24X Fi che: 50-000, 84/04/09* 84041 10507. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC ?•( Transamerica Delaval* Inc Diesel 
Generator Owners Group, 

MUSELER.W, J, TDI (Transamerica Delaval, Inc. ) Owners Group. 
84/04/12, DENTON, H.R, Office of Nuclear Reactor Requlatis-. 
Director. 6pp, 24043 161. 24X Fi c h e : 50-000* /; 2 8^0^ 1 fCCOO 


0404230229 Interim rept re numerous deficiencies associated w/ 
Limitorque NOV actuators detected during Phase III rework 
program. Initially reported on 840316, Defic i enc ies documented 
or corrected. Final rept by 840701, 

EDELMAN.M. R, Cleveland Electric Illuminating Co. 84/04/12. 
KEPPLER.U. G, Region 3* Office of Director. 2pp. 24152:042. 24X 

Fiche: 50-440* 84/04/12, 8404230229, 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis 8« cylinder head stud evaluation. 

MUSELER.W. J, TDI ( Transamer ica Delaval* Inc. ) Owners Group. 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation* 
Director. 88pp. 24053:184. 24X Fiche: 50-000* 84/04/13* 8404170203, 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review, " Rept forwarded to BNWL* per NRC 
request. 

MUSELER*W. J. TDI ( Transamer i ca Delaval* Inc. ) Owners Group, 
84/04/16. DENTON, H. R, Office of Nuclear Reactor Regulation* 
Director. 2pp. 24071,225. 24X Fi che: 50-000* 84/04/16* 8404180323, 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2* OOOS* 

K-3* OOOS It K-4; OOOS circuit br ea k ers. Report ed in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D, D. Brown Boveri Corp. (subs, of Brown Boveri & Co,* Ltd,). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fic he: 50-000* 84/04/16* 8404200323, 


8404260001 Revised final deficiency rept re potential lubricating oil 
sys defect on TDI Model DSRV16 standby diesel generators. 

Initially reported on 801230, Turbocharger lube oil sys 
modified. Reported per Part 21 by TDI on 801216. 

EDELMAN.M, R. Cleveland Electric Illuminating Co. 84/04/17, 

KEPPLER.J. G. Region 3, Office of Director, 2pp. 24210:071, 24X 

Fiche: 50-440. 84/04/17* 8404260001. 


0404260034 Interim deficiency rept re unrepresentative radiographs for 
two Borg-Warner valve assemblies. Initially reported on 
830816. Necessary changes made on Borg-Warner radiographs it 
reader sheets. Item not reportable per lOCFR 50. 55 ( e > , 

EDELMAN.M. R. Cleveland Electric Illuminating Co. 84/04/18. 
KEPPLER.J.G. Region 3, Office of Director. 2pp. 24208:235. 24X 

Fiche: 50-440* 84/04/18, 8404260034, 


8404230057 Forwards "Drsigr Po/iew of Push Rods for TDI Generators." 
MUSELER.W. J. TDI ( *■' -l•'s.■^.ov ; .-j Delaval* Inc. ) Owners Group. 
84/04/19. DENTON* H. R, Office of Nuclear Reactor Regulation* 
Director. 2pp. 24154:259, 24X Fi che: 50-000, 84/04/19, 8404230057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel g enerators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ* R. J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ.J. F. Operating Reactors Branch 4. 28pp. 24225:166, 24X 

Fiche; 50-000. 84/04/20, 8404300097. 


8404300033 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY.C.L. TDI ( Tran samer i ca Delaval, Inc. ) Owners Group. 84/04/24, 
DENTON* H. R. Office of Nuclear Reactor Regulation* Director, 3pp. 
24227: 104. 24X Fiche: 50-000, 84/04/24, 8404300083. 


T. Hearing transcripts on non-antitrust matters 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting addl info re diesel generators. 

EISENHUT, D, G. Division of Licensing, 84/04/04. PALLADINO 
Commissioners. 5pp 24067 106 24X Fiche ; 50-000* 84/04/04* 
8403140267, 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator r el iab i 1 i ty . Pp 1-197. 

* Commissioners. 84/03/22. 19Spp. 24067: 132. 24X 

Fiche ; 50-000, 84/04/04* 8403140267. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREO-1021* "Operator 
Licensing Examiner Stds •’ Svc list end, 

EISENHUT* D. G. Division of Licensing. 84/04/02, Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02* 8404020019. 


8404090264 Advises that operator S< senior operator oral licensing exams 
scheduled for wks of 840618 ?< 0723* resp ec t i vel y . Ap proved 
ref matl listed in Enel 1 requested by 840422. Delay in 
receiving matl will result in delaying exams. 

WALKER* R. D. Region 3* Office of Director, 84/04/03. EDELMAN*M. R, 
Cleveland Electric Illuminating Co. 5pp, 22943:144. 24X 

Fiche; 50-440* 84/04/03* 8404090264. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT* UNIT 2 


A. Application/construction stage documents correspondence 


8404100289 Corrected notification of contract execution: "Dresden 8* 
Perry Simulator Leasing" awarded to GE, 

JESSUP* B. Technical Assistance Contracts Branch, FIN B-8713. 
84/02/17. HAVINS, O.H. Director's Office* Office of Inspection and 
Enforcement. Ip. 22982:362. 24X Fi c h e : 50-000* 84/02/1 7* 8404100289. 


8404060088 Requests add! info re use of stiff piping clamps, in order to 
review pipe-to-pipe clamp interface design. Response 
requested within 7 days, 

YOUNGBLOOD, B, J. Licensing Branch 1. 84/03/19. EDELMAN* M, R. 

Cleveland Electric Illuminating Co. 3pp, 22935:315. 24X 

Fiche: 50-440* 84/03/19* 8404060088. 


0404120139 Summarizes 840312 meeting w/util S*. Bechtel re IDVP. 
Independent evaluations involved piping sys design & sys 
functional capability. Meeting attendees list end. 

STEFANO*J. J. Licensing Branch 1, 84/03/23. YOUNGBOOD* B. J. 

Licensing Branch 1. 37pp. 24033:099. 24X Fiche: 50-440, 04/03/23, 

8404120139. 
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8404100017 Notification of 840412 meeting w/BWR Owners Oroup in 
Bethesda^MD to discuss SWR hydT-ogen water chemistry status & 
considerations for implementation. 

STEFANQ,J. J. Licensing Branch 1. 84/03/26. YOUNOBLOOP. B. J. 

Licensing Branch 1. 4pp. 22981:356. 24X Fi c h e : 50-440, 84/03/26, 

8404100017. 


8404110547 Req.uests addl info re Mark III containment design ultimate 
pressure capability for f ac i 1 i ty . Response requested within 7 
days of Itr receipt. 

YOUNGBLOOD 2. J Licens-.nc S-nnch 1. B<\/Q3/30. EDELMAN, M R. 

Cleveland EJecir::. I ■ : .i - 1 "ly Co. 3pp. 24025:077. 24X 

Fiche; 50-440, 84/03/30, 8404110547. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs 8! holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 04/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04,8404040256. 


8404100197 Confirms 840402 telcon re schedule for onsite audits by 
Seismic Qualf iciati on Review Team & Pump S< Valve Operability 
Review Team. Audits requested during uk of 840813. 

EDELMAN, M.R. Cleveland Electric 1 1 ’ u/ri-at: r.g Cc 84/04/05. 
YOUNGBLOOD, B. J, Licensing Branch i :p ?<^6V.346. 24X 

Fiche; 50-440, 84/04/05,8404100197. 


8404100282 Responds to 840104 request for assurance that designs ?< 
const in conformance w/SAR commitments. Fina 1 repts on design 
assurance programs will be submitted upon completion. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/04/05. 
EISENHUT, D. G. Division of Licensing. 2pp. 22960:072. 24X 

Fiche: 50-440. 84/04/05. 8404100282. 


8404100410 Forwards revised sys component evaluation worksheets, in 
response to MRC 840116-20 environ qualif ication audit. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/04/05. 
YOUNGBLOOD, E U Lice"ri-,g Prarch 1. 357pp. 22969:047. 24X 

F i c h e : 5 2- 4 dC 04/04/05. d : i c 


8404160122 Forwards status, plans & schedules in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events. " Submittal represents BWR Owners Group & 

INPO/NUTAC positions. 

EDELMAN, M.R, Cleveland Electric Illuminating Co. 84/04/06. 

EISENHUT, D. G. Division of Licensing. 33pp. 24038:079. 24X 

Fiche : 50-440, 84/04/06, 8404160122 


8404130257 Forwards info re pressure isolation valve leak testing, in 
response to NRC 840125 request per Outstanding Issue 5. 

Valves leak tested at least once each refueling outage. 

W/five oversize drawings. Aperture cards are in PDR. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/04/09, 
YOUNGBLOOD, B, J. Licensing Branch 1. 3pp. 24029:084. 24X 

Fiche: 50-440,84/04/09, 8404130257, 


8404200334 Notification of 840502 meeting w/util.BNL Gilbert Assoc in 
Bethesda, MD to discuss preliminary findings re LOCA-related 
pool dynamic loads. 

STEFANO.J, J. Licensing Branch 1. 84/04/09. YOUNGBLOOD, B. U, 

Licensing Branch 1, 3pp. 24159:328. 24X Fiche: 50-440, 84/04/09, 

B404200334. 


8404130419 Board Notification 84-067: forward s info re BWR main steam 
line interacti on, as followup to 831227 Board Notification 
83-107. 

EISENHUT, D, 0, Division of Licensing. 84/04/13. PALLADINO 
Commissioners. 4pp. 24106:151. 24X Fich e ; 50-000- 84/04/13, 

8404130419. 


—8404110519 Concludes that based on results of study re design aspects 
of Zimmer main steam sys*main steam sys restraints !< 
applicable main turbine bldg supporting s true ture, Zimmer 
unique si tuation. No addl action, per 831206 memo, necessary, 

MATTSON, R. Division of Systems Integration (post 811005). 

04/03/23, EISENHUT, D. Division of Licensing. Spp, 24106:155. 

24X Fiche; 50-000, 84/04/13, 8404130419. 


— 8312190346 Recommentls that board notification be made for listed 
facilities re potential for interaction of nonseismic 
feedwater lines w/seismic Category I main steam lines. 

MATTSON, R. Division of Systems Integration (post 811005). 
83/12/06. EISENHUT, D, G. Division of Licensing. 4pp, 24106:160. 
24X Fiche: 50-000, 84/04/13, 8404130419, 


8404170528 Responds to NRC 840314 ltr requesting addl copies of 
inservicB testing program for pumps it valve s. Program 
drawings encl.W/o end. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/04/13. 
YOUNGBLOOD, B. J. Licensing Branch 1. Spp. 24058:257. 24X 

Fiche; 50-440. 84/04/13, 8404170528. 


E. NRC Safety Evaluation Report ( SER ) , suppls S< correspondence 


S404260114 Informs that 840131 response to SER confirmatory issue re 
manual initiation termination of ESF acceptable !■< issue 
folly resol ved. Prop osed mod should be reflected in FSAR 
amend before fuel load. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/04/15. EDELMAN, M. R. 

Cleveland Electric Illuminating Co, 2pp. 24221:021. 24X 

Fiche; 50-440, 84/04/15, 8404260114. 


G. Adjudicatory correspondence 


8404040059 Motion to extend deadline for filing discovery requests on 
Issue 16 re Transamerica Delaval diesel generator 
rel iabi lity. Certificate of Svc. Related correspondence. 

HIATT, S. L. Ohio Citizens for Responsible Energy, DSB 291. 

84/03/29, Atomic Safety and Licensing Board Panel. 3pp. 
22884:281. 24X Fiche : 50-440, 84/03/29, B404040059. 


8404180340 Forwards initial comments questions on two TDI Owners 
Oroup repts re rod bearing shells & rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations it quality of matl s. Related correspondence. 

BERLINGER, C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, U. P. Mississippi Power Light Co. 7pp. 24072:333. 24X 

Fiche; 50-000, 84/04/ 1 1 , 8404 180340. 


8404180326 Answer opposing Ohio Citizens for Responsible Energy (OCRE) 
S4032S motion to extend discovery deadline on Issue 16 re 
standby diesel generator re I iab i 1 i ty , OCRE motion w/o good 
cause it should be d en i e d . Cert i f i cate of Svc end, 

SWIGER,M, A. Cleveland Electric Illuminating Co. SWIGER, M. A. Shaw, 
Pittman, Potts i>. Trowbridge. DSB 621. 84/04/13. Atomic Safety 

and Lree-siT.’ B-'s-d Panel. 7pp. 24071:019. 24X 

Fich“ £C---'-C v-i "13. 8404180326. 


8404190267 Response supporting Ohio Citizens for Responsible Energy 
840328 request for extension of discovery on Issue 16 re 
reliability of TDI diesel generators. Certif icate of Svc 
end. Related correspondence. 

WOODHEAD, C. P. Hearing Branch 4, DSB 643. 84/04/17. Atomic 

Safety and Licensing Board Panel 3pp. 24099:039. 24X 

Fiche: 50-440, 84/04/17, 8404190267. 


8404270266 Brief in opposition to Sunflower Alliance, Inc appeal of 
partial initial decision on QA c on tent i on. C er t i f i ca te of 
Svc end. 

GLASSPIEGEL, H. Cleveland Electric Illuminating Co. DSB 854. 
84/04/25. Atomic Safety and Licensing Appeal Panel. 55pp. 
24223:069. 24X Fi c he : 50-440, 84/04/25, 8404270266. 


H. General correspondence 


S404040035 Requests written permission to remove ANL from direct 
distribution list. ANL no longer reviews documentation for 
facilities. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/03/30. 
EISENHUT, D, G. Division of Licensing, Ip. 22883:073. 24X 

Fiche 50-440, 84/03/30, 3404040085. 


M. Antitrust correspondence 


8404030192 Confirms 840328 telcon re status of antitrust OL review. 
W/o Denton 840321 ltr to R Go 1 dberg . Re lated correspondence, 

VOGLER, fl. H. Hearing Branch 2. DSB 253. 84/03/29. CHARNCFF. G. 
Shaw, Pittman, Potts i'. Trowbridge. Ip. 22853:071. 24X 
Fiche; 50-440, 84/03/29, 8404030192. 


Q. Inspection reports, IE Bulletins & c orresp ond enc e 


8404160196 Forwards IE Insp Repts 50-440/84-02 it 50-441/84-02 on 
840101-0229, No none omp 1 iance identified 

WARNICK,R.F. Region 3, Office of Director, 84/03/27. EDELMAN. M, R. 
Cleveland Electric Illuminating Co, 2pp. 24042:176. 24X 

Fiche: 50-440, 84/03/27, 8404160196. 


— 8404160199 IE Insp Repts 50-440/84-02 & 50-441/84-02 on 8401 01-0229. No 
noncomp 1 iance noted. Major areas inspected ; p lant housekeeping 
pract ic es, equipment maint, actions on 10CFR50, 55 ( e ) items & 
code component repair activities. 

GILDNER, M. L. , KNQP,R,C. Region 3, Office of Director. 84/03/26. 
7pp. 24042:178. 24X Fi che; 50-440, 84/03/27, 8404160196. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 13Bpp. 22933:122. 24X Fiche; 50-000, 84/03/20, 8402090047. 
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8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." 3vc list 
enc I . 

JORDAN, E. L, Division of Emergency Preparedness S- Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 95pp. 22892:145. 24X Fiche; 50-000, 84/03/28, 8403140241. 


8404030499 Informs that notice of violation re matl false statement 
concerning use of herbicides to control vegetation along 
transmission lines reissued, per 840228 Commission decision 
to decline review of director's decision, 

WARNICK.R.F, Region 3, Office of Director. 84/03/28. EDELMAN, M. R. 

Cleveland Flectrir Tl’.-. Co, 2pp. 22870: 154. 24X 

Fiche: 50-4.;o, /Ol-/:.".' •. 


— 8404030509 Notice of violation re matl false statement made in 
application concerning use of herbicide to control 
vegetation along transmission lines. 

WARNICKiR.F. Region 3, Office of Director. 84/03/28. 2pp. 
22870:156. 24X F i c h e : 50-440, 84/03/28, 8404030499. 


— 8404030518 Advises that Commission approved recommendation not to 
review Director's Decision DD-S3~17, deny i ng request for 
enforcement action Commissioner Roberts Z>. Bernthal 
disapproved. Dissenting comments end. 

CHILK, S. J. Office of the Secretary of the Commission. 84/02/28. 
PLAINE.H H. E. Office of the General Counsel. 3pp. 22870:158. 
24X Fiche: 50-440, 84/03/28, 8404030499, 


B403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst. '* Svc list encl 

JORDAN* E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/03/29, Consolidated Edison Co. of New 

York, Inc, 126pp. 22892:231, 24X Fi c. h e : 50-000, 84/03/29, 84031 40247. 


8404090398 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature in use in safety-related 
applications other than reactor trip sys, Subj breakers not 
in use at facilities 

EDELMAN, M, R. Cleveland Electric Illuminating Co. 84/04/02. 
KEPPLER,JO Regie" cf Director, Ip, 22940:258. 24X 

Fiche: 50-- ^0 . iiiA /C 4 / - r- ^ ;; _ ^ 


8404190278 Forwards IE Insp Repts 50-440/84-03 b. 50-441/84-03 on 
840227-0302. No noncompliance noted. \ 

LITTLE, W.S. Region 3. Office of Director, 84/04/04. EDELMAN. M. R. 
Cleveland T : na * i- Co. 2pp. 24099:286, 24X 

Fiche; 50-44:i 54 / c 4 / : t 4 4 u' , 


— 8404190280 IE Insp Repts 50-440/84-03 ?< 50-441/84-03 on 840227-0302. No 
noncompliance or deviations noted, Major areas inspected: 
saf ety-r e lated pipe support restraint sys installation ?< 
insp, review of document control i( procedures. 

KAUFMAN, P. D. , DANIELSON. D. H. Region 3, Office of Director. 

84/04/03, 6pp. 24099,288. 24X Fiche : 50-440. 84/04/04. 8404190278, 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cat i on of Individuals 
to Use Respiratory Protective Devices," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp, 24X F i c h e : 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qua 1 if i cati on Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness S; Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp, 24066:164. 24X Fi c h e : 50-000, 84/04/05. 8403140263, 


8404190321 Forwards IE Insp Repts 50-440/84-04 50-441/84-04 on 

840312-16. No none omp 1 i anc e noted 

WARNICK.R.F, Region 3, Office of Director. 84/04/05. E0ELMA^4, M. R . 
Cleveland Electric I ! I -.t"'i rat inq Co. 2pp, 24098:024. 24X 

Fiche; 50-440, Ba./04/C5, 8404190321 


— 8404190328 IE Insp Repts 50-440/84-04 S< 50-441/84-04 on 840312-16. No 
noncompliance or deviations noted. Major areas inspected; 
licensee actions on 10CFR50. 55 ( e ) reportable items, IE 
bulletins previous insp findings, 

PELKE.P.R. . KNOP.R, C, Region 3, Office of Director. 84/04/05. 

6pp. 24098:026. 24X Fiche : 50-440, 84/04/05, 8404190321. 


8403140271 IE Info Notice 04-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
encl. 

GRACE, J. N, Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co of New York, Inc. 

86pp. 24189:001. 24/ F i c h e : 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees," Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
S30I03). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees, " Svc list encl. 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205. 24X Fi c h e , 50-000, 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE, J. N, Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c h e : 50-000, 84/04/ 1 7. 8403140277. 


B403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York. Inc, 129pp. 24188.237. 24X Fit h e: 50-000, 84/04/ 17, 8403140280, 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, 117pp. 24188:001. 24X Fithe: 50-000. 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Eth y 1 ene- P rop y lene Rubber Seals 
St Seal Set. " Svc list encl. 

JORDA.N, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:119, 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co of New 

York. Inc. 119pp. 24195:343. 24X Fi c h e : 50-000, 84/04/ 18, 8404130404. 


8404270121 Notifies that due to extent of engineering review St field 
insps being per forme d , c or rec t ive action associated w/Item 6 
of 831223 notice of violation contained in IE Insp Repts 
50-440/83-31 it 50-441/83-30 will be completed by 840731. 

EDELMAN, M.R, Cleveland Electric Illuminating Co. 84/04/19. 
KEPPLER.J, 0. Region 3, Office of Director, Ip. 24215:326 24X 

Fiche; 50-440, 84/04/19, 8404270121 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fic he ; 50-000, 04/04/20, 8404160130. 


S. Reportable occurrences, LERs related correspondence 


8404040206 Forwards minutes of 831130 meeting u/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design deficiencies, crankshaft, bearings ,!< connecting rods ?< 
pistons & skirts. 

MATHEWS. C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE. C. W. 
Mississipoi "ewer *■ '.i"^t Or 70pp. 22800 226. 24X 

Fiche: 50-3C,C w!- '' 1 2 ■ . t !; 4 ^.V■ 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products, Initially reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21, Next rept by 840730, 

MANGAN. C. U. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI, R, 
Division of Project it Resident Programs. Spp. 22940:241. 24X 

Fiche: 50-000, 84/03/08, 8404090375, 


6404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mi ss i ssi p p i Power & Light it Southern 
California Edison, 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Division of Licensing, 2pp. 22838:090. 24X Fiche: 50-000, 84/03/22, 

8404020143 


8403140249 Board Notification 84-063: forwards Transamerica Delaval 
Owners Group rept "Design Review of Connecting Rod Bearing 
Shells for Transamerica Delaval Enterprise Engines" it 
"Emergency Diesel Generator Rocker Arm Capscrew,.,," 

EISENHUT, D. 0. Division of Licensing. 84/03/23. PALLADINO 
Commissioners. Spp. 22871:049. 24X Fi ch e : 50-000, 84/03/23, 

8403140249. 


8404090359 Supplemental final deficiency rept re installation of addl 
tubing supports for Transamer i ca Delaval, Inc engine 
mounted fuel oil lines Rework expected to be completed by 
840701. 

EDELMAN, M, R. Cleveland Electric Illuminating Co. 04/03/28. 
KEPPLER.J. G. Region 3, Office of Director. Ip. 22941:297. 24X 

Fiche; 50-440. 84/03/28, 8404090359. 
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8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
St furnished to power generating f ac i 1 i ties. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON. J.P. Pacific Air Products Co. 84/03/28. Director's 
Office. Office of Inspection and Enforcement. 15pp. 24022:164. 24X 

Fi c h e : 50-000. 84/03/28, 8404120307. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines St svc conditions. 

MUSELER.W. J. TDI < Transamer ica Delaval. Inc. ) Owners Group. 
84/03/30. DENTON. H.R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 22863:069. 24X Fiche: 50-000, 84/03/30. 8404030354. 


8404090231 Deficiency rept re lubricating oil sys defect in standby 
diesel generators. Transamerica Delaval. Inc corrective action 
recommendation will be complete by 840416 vice 840415. Next 
rept within 2 wks of corrective action receipt. 

EDELMAN, M, R. Cleveland Electric Illuminating Co. 84/03/30. 
KEPPLER.J. G. Region 3, Office of Director. Ip. 22943:048. 24X 

Fiche; 50-440, 84/03/30, 8404090281. 


8404120063 Interim deficiency rept re potential defect in Class IE 
electrical penetrations (1R72) furnished by Ulestingh ouse. 

Initially reported on 830915, ASME Code Case N242 invoiced. 

Next rept by 840727. 

EDElMAN, M. R. Cleveland Electric Illuminating Go. 84/04/03. 
KEPPLER.J. G. Region 3. Office of Director. Ip. 24023:085. 24X 

Fiche: 50-440, 84/04/03. 8404120063. 


8403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting Sc addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADIhJO 
Commissioners. 5pp 24067:106. 24X Fich e ; 50-000, 84/04/04, 
8403140267. 


— 3403080331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Addl staff comments also end. 

BERLINGER.C. Division of Licensing. 84/02/28. MUSELER.W. TDI 
CTransamer ica Delaval, Inc.) Owners Group. 11pp. 24068:015. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404160170 Final deficiency rept re HPCS diesel generator electrical 
panels supplied by OE. Initially reported on 830615. 

Nonconforming items for Unit 1 repaired. Nonconforming items 
for Unit 2 will be repaired Sf completed by 840808. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/04/05. 
KEPPLER.J. 0. Region 3, Office of Director. 2pp. 24041:262, 24X 
Fiche: 50-440, 84/04/05, 8404160170. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NSC 
840326 Itr requesting addl info re Types AF it AE piston 
skirts. 

MUSELER, W. J. TDI (Transamerica Delaval, Inc. ) Owners Group. 

84/04/09, DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985.144. 24X Fiche: 50-000, 84/04/09, 8404110307. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to req.uest made at 840322 
meeting between NRC 8« Transamerica Delaval, Inc Diesel 
Generator Owners Group. 

MUSELER.W, J. TDI (Transamerica Delaval, Inc. ) Owners Group. 
84/04/12. DENTON, H.R, Office of Nuclear Reactor Regulation, 
Director. 6pp, 24043.161. 24X Fi c h e: 50-000, 84/04/12, 8404160030. 


8404230229 Interim rept re numerous deficiencies associated w/ 
Limitorque MOV actuators detected during Phase III rework 
program. Initially reported on 840316. Defici enc ies documented 
or corrected. Final rept by 840701. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/04/12. 

KEPPLER, J.G. Region 3, Office of Director. 2pp. 24152:042. 24X 

Fiche; 50-440, 84/04/12, 8404230229. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis %( cylinder head stud evaluation. 

MUSELER, W.J. TDI (Transamerica Delaval, Inc. ) Owners Group. 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 88pp. 24053:184, 24X Fiche: 50-000, 84/04/13, 8404170203. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL, per NRC 
request. 

MUSELER, W.J, TDI (Transamer ica Delaval, Inc, ) Owners Group. 
84/04/16. DENTON, H.R. Office of Nuclear ^Reactor Regulation, 
Director. 2pp. 24071:225. 24X Fiche: 50-000* 84/04/16, 8404180323. 


8404200323 Part 21 rept re silicon controlled rectifiers in IT£ (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS (k K-4, OOOS circuit brea kers. Report ed in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D, Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114: 161. 24X Fiche: 50-000, 84/04/16, 8404200323. 


8404260001 Revised final deficiency rept re potential lubricating oil 
sys defect on TDI Model DSRV16 standby diesel generators. 

Initially reported on 801230. Turbocharger lube oil sys 
modif ied. Reported per Part 21 by TDI on 801216. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/04/17. 
KEPPLER,J. G. Region 3, Office of Director. 2pp. 24210:071. 24X 

Fiche: 50-440, 84/04/17, 8404260001. 


8404260034 Interim deficiency rept re unrepresentative radiographs for 
two Borg-Warner valve ass emb 1 i es. Ini t ial ly reported on 
830816. Necessary changes made on Borg-Warner radiographs 
reader sheets. Item not reportable per 10CFR50. 55(e). 

EDELMAN, M. R. Cleveland Electric Illuminating Co. S4/04/1S, 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 24208:235. 24X 

Fiche: 50-440, 84/04/18, 8404260034. 


S404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W. J. TDI (Transamerica Delaval, Inc. > Owners Group. 
84/04/19. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24154.259. 24X Fiche: 50-000, 84/04/19, 340423 0 057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
ST0L2, J. F. Operating Reactors Branch 4. 2Spp. 24225:166. 24X 

Fiche: 50-000, 84/04/20, 8404300097. 


8404300033 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. S4:/04/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp- 
24227; 1 04. 24X Fiche; 50-000, 84/04/24, 8404300083. 


T. Hearing transcripts on non-antitrust matters 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting !-< addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing. 84/04/04. PALLADINO 
Co.mmi ssioners 5pp. 24067:106. 24X Fic h e ; 50-000, 84/04/04, 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator reliab i 1 ity. Pp 1-197. 

* Commissioners. 84/03/22. 198pp. 24067; 132. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


V. Operator Examinations 


B404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


8404090264 Advises that operator senior operator oral licensing exams 
scheduled for wks ot* 840618 i 0723, respect! vely. Approved 
ref matl listed in End 1 requested by 840422. Delay in 
receiving matl will result in delaying exams. 

WALKER, R. D. Region 3, Office of Director. 84/04/03. EDELMAN, M. R. 
Cleveland Elect-ic T : 1 : -at :r-g Co. 5pp. 22943:144. 24X 

Fiche: 50—^40. aA. Oq.-Or -i--:iC-C.Tr>4 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8403210162 Ltr to all applicants for OLs & full power auth or i za t i on s 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews it development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation h4ot 
Assigned. 7pp. 24106.202. 24X Fiche: 50-000. 84/03/01. 8403210162. 


8404040077 Forwards Rev 4 to Westinghouse STS, mar ked-up to reflect 
proposed facility Tech Specs. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. DEVINCENTIS, J. 
Yankee Atomic Electric Co. 84/03/30. KNIGHTON, 0. W. l^icensing 
Branch 3. Ip. 22800:348, 24X Fiche: 50-443, 84/03/30, 8404040077. 


— 8404040078 Marked-up Rev 4 to Westinghouse STS. 

* Public Service Co of New Hampshire. * Westinghouse Electric 
Carp. 84/03/30. 5S9pp. 22880:349. 24X Fi ch e : 50-443, 84/03/30, 

8404040077. 
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8404110283 Concurs w/beliefs that Markowitz allegations in 831103 
Board Notification 83-121A concerning design review of JELCQ 
seismic calculations neither safety nor technical concerns, 
Resolution of QA concerns listed. 

DEVINCENTISi J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/04/03. KNIGHTQN» G. W. Licensing 
Branch 3. 3pp. 22985:120. 24X Fi c h e : 50-443, 84/04/03. 84041 1 0283. 


8404170327 Accepts use of ASME Section 111,1983 Ed i t i on, Sub paragrap h 
NF-3324. 05 Paragraph NF~4427 (component supports) provided 
final weld stress analysis based on allowable stress values 
& weld geometry documented in revised design spec. 

KNIGHTON, G. W. Licensing Branch 3. 84/04/03. HARRISON, R. J, Public 

Service Co. of New Hampshire. 3pp. 24068:358 24X 

Fiche; 50-443, 84/04/03- 8404170327 


B404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing . S vc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York. Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404300113 Documents clarifications on post-accident sampling 
requirements, p er NUREG-0737, Item II. B. 3 re dissolved 
hydrogen ?< oxygen monitoring 8< pH measurement of reactor 
coolant. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co, of New Hampshire, 84/04/16. KNIGHTON, G, W. Licensing 
Branch 3. 2pp. 24225,204. 24X FI c h e 50-443, 04/04/ 16, 84043001 13. 


F. Security, medical, emergency fire protection plans 


8404050392 Public version of revised radiological emergency plan, 
consisting of revised pages apps to Fb’AR, Itrs of agreement 
w/local hosps equipment 1 1 sts. W/8401 18 ltr JM Felton 
840326 release memo. 

DEVINCENTIS. J. Yankee Atomic Electric Co, DEVINCENTIS, J. Public 
Service Co of New Hampshire 84/01/18, KNIGHTON, G, W. Licensing 
Branch 3. 19pp. 22932,265 24X F i c h e : 50-443, 84/01 /1 8, 8404050392. 


0. Adjudicatory correspondence 


8404030190 Response opposing New England Coalition on Nuclear Pollution 
840315 motion to file supplemental contention on State of NH 
Sc local emergency response p Ians. Cert i f icat e of Svc end. 

PATTERSON, N F. Hearing Branch 3. DSB 250. 84/03/30. Atomic 

Safety and Licensing Board Panel. 5pp, 22853:058. 24X 

Fiche: 50-443, 84/03/30, 8404030190 


8404100161 Contention re financial qua 1 if icat i ons to operate Sc 
decommission fac i 1 ity. Contention should be accepted due to 
submittal of substantial info to conclude applicant has 
severe financial problems Certificate of Svc encl. 

ZALESKI , M, A. , KANOFF, R A Massac husetts. Commonwealth of. DSB 409. 
84/04/05. Atomic Safety and Licensing Board Panel. 29pp, 
22963:275. 24X Fi c h e : 50-443, 84/04/05. 84041 001 61 , 


B404110187 Notifies that installation of emergency notification sus 
prohibited until emergency response plan approved by town 
meeting. 

BREISETH, S. Hampton Falls, NH. DSB 436. 84/04/05. Public 

Service Co. of New Hampshire, Ip, 22986:022, 24X 

Fiche- 50-443, 84/04/05, 84041.10187. 


8404130144 Motion to withdraw Contention NH-21 re onsite protective 
actions. 

BISBEE, G. D. New Hampshire, State of. DSB 493. 84/04/10. Atomic 

Safety and Licensing Board Panel, 2pp. 24031; 145. 24X 

Fiche; 50-443, 04/04/10. S404130144, 


— 8404130149 Supplemental response to applicant 821208 interrogatories on 
Contention NH-10 re control room d es i gn. C er t i f i ca te of Svc 
end Related correspondence, 

FAN, S. S. New Hampshire, State of, 84/04/10. Public Service Co. 
of New Hampshire. 8pp 24031:147, 24X Fi c h e : 50-443, 84/04/10, 

8404130144. * 


8404170147 Certificate of Svc for JF Doherty second petition for leave 
to intervene. 

DOHERTY, J. F. Doherty, u F, DSB 578. 84/04/11 2pp. 24051:124. 

24X Fiche; 50-443, 84/04/3 1, 8404170147 


8404170295 Response opposing JF Doherty 840322 second petition for 
leave to intervene, Pet i t i on proffers single contention which 
does not meet requirements fails to apply as proceeding 
issue. Certi ficate of Svc encl. 

PATTERSON, W. F, Hearing Br"nch 2. DSB 558. 84/04/11. Atomic 

Safety and Licensing Board Panel 13pp 24059:208. 24X 

Fiche; 50-443, 84/04/ 1 1 , 84041 70295. 


8404160203 Forwards renewed motion for summary disposition on 
Contention NH-21. W/sta tement of matl facts 

GAD,R.K. Ropes •?< Gray GAD, R, K Public Service Co. of New 

Hampshire. DSB 539. 84/04/12, Office of the Secretary of the 

Commission. Ip, 24047,049. 24X Fi c h e : 50-443, 84/04/ 12, 8404160203, 


— 8404160206 Renewed motion for summary disposition of Contention NH-21. 
Motion based on 840406 affidavit of JA MacDonald. 

GAD, R. K. Public Service Co, of New Hampshire. GAD, R. K. Ropes it 
Gray. 84/04/12. Atomic Safety and Licensing Board Panel. Ip. 
24047:050, 24X F i c h e , 50-443, 84/04/ 12, 8404 160203. 


— 8404160208 Statement of matl facts as to which there is no genuine 
issue to be heard Certificate of Svc encl. 

* Public Service Co of New Hampshire. 04/04/12. Atomic Safety 
and Licensing Board Panel, 5pp. 24047- 051. 24X 

Fiche: 50-443, 84/04/12, 8404160203. 


— 8404160213 Affidavit of JA MacDonald on Contention NH-21 re onsite 
emergency planning. 

MACDONALD, J, A, Public Service Co. of New Hampshire. 84/04/06. 
4pp, 24047:056. 24i F i c h e : 50-443, 84/04/ 1 2, 8404160203. 


8404170164 Motion to join State of MA atty general contention re 
financial qua 1 i f i c a t i or.s to operate & decommission facility. 
Certificate cf Svc encl 

BACKUS, R. A. Seacoast An t i -Pol 1 u t i on League. BACKUS, R. A. Backus, 
Shea & Meyer. DSB 573 84/04/13. Atomic Safety and Licensing 

Board Panel. 3pp 24050:255, 24X Fiche : 50-443, 84/04/13, 8404170164. 


8404240444 Advises that in light of Court of Appeals 840416 Mandate 
82-1531 reinstating rule re financial qua 1 1 f i cat i ons to 
op er a te , Commi s s i on policy statement no longer precludes 
consideration of contention Related correspondence. 

CURRAN. D. Harmon Weiss. CURRAN, D. New England Coalition on 
Nuclear Pollution, DSB 800. 84/04/19. HOYT, H. F. , LUEBKE, E A , 

HARBOUR, J. Atomic Safety and Licensing Board Panel. 2pp. 
24191:112. 24X Fic he: 50-443, 84/04/19, 8404240444. 


8404250261 Forwards applicant response to Atty General of MA 
contentions re financial qualifications to operate it 
decommission plant. W/o encl, Related correspondence. 

GAD, R. K, Ropes Gray GAD, R, K Public Service Co. of New 

Hampshire DSB 819. 84/04/20. Public Document Branch. Ip. 

24196:353. 24X Fa c h e , 50-443, 84/04/20, 8404250261 . 


8404250267 Response to State of MA atty general 840405 contention re 
financial qualifications to operate .?/ "decommission plant. 

W/Certi ficate of Svc Related correspondence, 

DIGNAN, T. G. Public Service Co of New Hampshire. DIGNAN, T, 0. Ropes 
it Gray, DSB 820 84/04720 Atomic Safety and Licensing Board 

Panel. 11pp. 24196 319, 24X Fiche; 50-443, 84/04/20, 8404250267. 


8404270275 Motion to defer consideration of Atty General of MA 
840405 contention on financial qualif ications it motion 
for extension of time until further Board order, Cert if icate 
of Svc encl. 

PATTERSON, W F Hearing Branch 3, DSB 863. 84/04/25, Atomic 

Safety and Lice-s-irg Board Panel. 5pp. 24223:064, 24X 

Fiche: 5: -.;q:i .'.3*- 0404270275, 


8404270253 Order granting staff 840425 motion to defer consideration of 
Atty General of MA contention on financial qualifications it 
extension of time until 5 days from NRC statement of policy 
guidance on financial qua 1 if i cat i on. Se rved on 040427. 

HOYT, H. F. Atomic Safety and Licensing Board Panel. DSB 868. 

84/04/26. 2pp 24222 312. 24X Fiche : 50-443, 84/04/26, 8404270253. 


Q. Inspection reports, IE Bulletins & correspondence 


8404190035 FOIA request for info re investigation followup actions 
taken as result of discovery of falsified welding insp repts 
by util. 

DOUGHTY, J. Seacoast Anti-Pollution League. 84/01/03. FELTON, J. M. 
Division of Rules and Records. 2pp. 24121; 357. 24X 

Fiche: 50-443, 84/01/03, 8404190035, 


8404190041 Further response to FOIA request for documents re 
invest! gat i on it followup actions taken as result of alleged 
discovery of falsified welding insp repts by uti 1. Forwards 
App A documents. Search for addl documents continuing. 

FELTON. J. M, Division of Rules and Records. 84/03/15. DOUGHTY, J. 
Seacoast Anti~Pol lution League. 2pp. 24121:359. 24X 

Fiche: 50-443, 84/03/15, 8404190041. 


— 8404190046 Forwards notice of initiation of investigation. 

PALLADINQ, N. J. Commissioners, 83/05/U. GILIN3KY, AHEARNE, 
ROBERTS Commissioners Ip. 24121:361. 24X Fich e : 50-443, 

B4/03/15, 8404190041. 
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— S404I90052 Informs of opening of new Ofc of Investigations inquiry. 
Investigation status record- Case 1-83-008- enc 1. W/o end. 

HAYES, B.B. Office of Investigation 83/05/09. PALLADINO 
Commissioners. Ip. 362 2-+X Fic h e : 50-443- 84/03/1 5- 
8404190041, 


8404200401 Further response to FOIA request for documents re 
investigation St follouup actions taken as result of 
alleged discovery of falsified welding insp repts by util. 

Forwards App A documents. Search continuing. 

FELTON, J. M, Division of Rules and Records. 84/03/19, DOUGHTY, J. 
Seacoast Anti-Pollution League. 2pp. 24151:324. 24X 

Fiche: 50-443, 84/03/19, 8404200401. 


8404200402 Partial response to FOIA request for documents re falsified 
welding insp repts. Forwards App A Documents 16,72 & portions 
of 17. Document 17 partially withheld & remainder of 
documents entirely withheld (ref FOIA Exemption 7). 

FELTON. U. M. Division of Rules and Records. 84/03/21. DOUGHTY, J. 
Seacoast Anti-Pollution League. 6pp. 24151:330. 24X 

Fiche: 50-443. 84/03/21 . 8404200402. 


8404100219 Responds to IE Bulletin 83-07 & su pp 1 s. Di esel fuel oil 
storage tanks, w/potential Ray Miller, Inc ma tl» purchased 
from Norwalk Fabricators, Inc. Supp lemental response will be 
submitted c y 840530. 

JOHNSON, W,P. Public Service Co. of New Hampshire. 84/03/22. 
HURLEY. T, E, Region 1, Office of Director, 4pp. 22962:317. 24X 

Fiche: 50-443,84/03/22,8404100219. 


8404120130 Forwards IE Insp Repts 50-443/84-01 Sc 50-444/84-01 on 
840123-0312 No violations noted. 

STAROSTECKI, R, Division of Project 8< Resident Programs. 84/03/26. 
HARRISON, R. J, Public Service Co. of New Hampshire. 2pp. 24013:081. 
24X Fiche: 50-443, 84/03/26, 8404120130. 


—8404120135 IE Insp Repts 50-443/84-01 S< 50-444/84-01 on 840123-0312. No 
violations noted. Major areas inspected: work activities, 
procedures, records re piping support instal lation, weld 
qual i f ication -Sc electrical cable >5! terminations. 

CERNE- A. C. I WESCOTT, H, M. - BEALL, J. Region 1, Office of Director. 
84/03/23. 15pp. 24013:083. 24X Fiche: 50-443, 84/03/26- 8404120130. 


8404170078 Responds to IE Bulletin 83-08- ''Electrical Circuit Breakers 
W/Under vol tage Trip Feature in Use in Saf et y-Related 
Applications Other Than Reactor Trip Sys, " Subj breakers 
not used at facilities. 

JOHNSON, W. P, Public Service Co. of New Hampshire. 84/03/27. 

MURLEY, T. E, Region 1, Office of Director. 3pp. 24053:054. 24X 

Fiche; 50-443, 84/03/27, 8404170078. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E, L, Division of Emergency Preparedness & Engineering 
Response (Post 830103L 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fic he : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin , " Svc list 
enc 1. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp, 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc, 126pp 22892:231. 24X Fiche: 50-000, 84/03/29. 8403140247. 


8404090409 Ack receipt of 840321 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/83-22 S< 
50-444/83-15. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/04/03. 
HARRISON, R. J. Public Service Co. of New Hampshire. Ip, 22936:045. 
24X Fiche* 50-443, 84/04/03, 8404090409. 


— 8404090428 Responds to NRC 840217 Itr re violations noted in IE Insp 
Repts 50-443/83-22 & 50-444/83-15. Correct ive actions;FBM 
will revise procedures re startup test dept (STD). Work 
request is governing document for work under STD. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/03/21. STAROSTECKI. R. Division 
of Project & Resident Programs, 5pp. 22936:046. 24X 

Fiche: 50-443. 84/04/03, 8404090409 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ft Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8405140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Spunsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc, 103pp. 24066:164. 24X Fi c h e : 50-000, 84/04/05, 8403140263. 


8404240051 Forwards IE Insp Rept 50-443/84-02 on 840228-0302. No 
violations observed, 

MARTIN, T. T, Division of Engineering & Technical .Programs. 84/04/09. 

HARRISON, R. J. Public Service Co. of New Hampshire, 2pp, 

24165.029. 24X Fi c h e : 50-443, 84/04/09, 8404240051 . 


—8404240053 IE Insp Rept 50-443/84-02 on 840228-0302. No violations 
identified. Major areas inspected: followup of inspector 
identified i tern, p reop era t i onal i'. acceptance test procedure 
review & special procedure sys turnover review. 

BRIGGS, L., BETTENHAUSEN, L. Region 1, Office of Director. 

84/03/31. 4pp, 24165 031. 24X Fiche: 50-443. 84/04/09, 8404240051. 


8404170001 Ack receipt of 840319 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-443/83-20. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/10. 

HARRISON, R, J. Public Service Co. of New Hampshire. 2pp. 

24050:357. 24X Fi c h e : 50-443, 84/04/10. 84041 70001 . 


— 8404170009 Responds to NRC 840214 Itr re violations noted in IE Insp 
Rept 50-443/83-20. Corrective ac t i ons ; Draw ing 9763-M-300230, 

Sheet 27, Note 2 deleted requirement for bolted tie 
connectors St required connectors to be expired. 

DEVINCENTIS, J. Yankee Atomic Electric Co, DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/03/19. STAROSTECKI, R. Division 
of Project St Resident Programs. 3pp. 24050:359. 24X 

Fiche: 50-443, 84/04/10, 8404170001. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000, 84/04/ 1 6, 8403140271 , 


840-3140278 IE Info Notice 34-25, "Recent Serious Violations of MRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi c he : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi che: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circjit Breaker 
Problems. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 5: Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24180: 237. 24X Fir he; 50-000, 84/04/1 7, B403I402S0. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fic he : 50-000, 84/04/ IS, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) >84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/lB, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger S< Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20, Consolidated Edison Co, of New 

York, Inc. I19pp. 24285:015. 24X Fiche; 50-000, 84/04/20, 8404160130. 
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S. Reportable occurrencesj LERs S: related correspondence 


B404190459 Partial response to FOIA request for documents re 
investigation & actions concerning falsified util welding 
insp repts at s ite. Forward s App A documents , Documents also 
available in PDR. 

FELTON> J. M, Division of Rules and Records. 84/03/07, DOUOHTVi J. 
Seacoast Anti-Pollution League. 2pp. 24122:352, 24X 

Fiche: 50-443. 84/03/07. S404190459, 


B404030365 Interim deficiency rept re inadvertent closure of Brown 
Boveri 5-kV circuit br ea k er s . In i t ia 1 1 y reported on 840210. 

Close latch antishock springs added to Unit 1 breakers. per 
vendor r ec ommendat i on. Un i t 2 breakers mfg after 1977. 

DEVINCENTIS. U. Yankee Atomic Electric Co. DEUINCENTIS. J, Public 
Service Co. of New Hampshire, 84/03/09. STAROSTECKI. R, Division of 
Project St Resident Programs. 3pp. 22871:242. 24X 

Fiche; 50-443, 84/03/09. 8404030365, 


0404030465 Interim deficiency rept re ceramic cooling tower. Ini tial ly 
reported on 840213. Vendor evaluating impact on overall 
operation of cooling tower. Next rept will be provided by 
840515. 

DEVINCENTIS. J. Public Service Co, of New Hampshire. 84/03/13. 
STAROSTECKI , R. Division of Project Resident Programs, 2pp 
22865,149, 24X Fi c h e : 50-443, 84/03/ 13, 8404030465, 


— 8404040078 Narked-up Rev 4 
* Public Service Co. of 
Corp. 84/03/30, 5S9pp, 
8404040077. 


to Westinghouse STS, 

New Hampshire. * Westinghouse Electric 
22880:349. 24X Fi c h e : 50-443. 84/03/30. 


8404110283 Concurs w/beliefs that Markowitz allegations in 831108 
Board Notification S3-121A concerning design review of JELCO 
seismic calculations neither safety nor technical concerns. 
Resolution of QA concerns listed. 

DEVINCENTIS, J, Yankee Atomic Electric Co. DEVINCENTIS, U, Public 
Service Co, of New Hampshire. 84/04/03. KNIGHTON, G. W. Licensing 
Branch 3. 3pp. 22985:120. 24X Fiche: 50-443, 84/04/03, 8404110283. 


8404170327 Accepts use of ASME Section 111,1983 Ed i t ion, Sub paragrap h 
NF— 3324, 05 Paragraph NF— 4427 (component supports) provided 
final weld stress analysis based on allowable stress values 
& weld geometry documented in revised design spec. 

KNIGHTON, G. W. Licensing Branch 3. 84/04/03. HARRISON, R. J. Public 

Service Co, of New Hampshire. 3pp. 24068:353. 24X 

Fiche: 50-443, 84/04/03, 8404170327. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for QLs ?< holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting, Svc list end. 

EISENHUT, D. G, Division of Licensing. 84/04/04, Consolidated 
Edison Co, of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404030144 Second interim deficiency rept re cracked ti broken puffer 
piston rods in Brown Boveri-type 5HK breakers. Initially 
reported on 840119. Insp revealed number of piston rods 
w/hairline cracks Final rept expected at end of June. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 84/03/19. 
STAROSTECKI, R, Division of Project Resident Programs, 3pp, 
22849: 357. 24X Fic he 50-443, 84/03/19, 8404030144. 


040416,0150 Board Notification 84-076 ' pro vi d es info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of cooling cond i tions, Info updates Board Notification 83-139 
& AECL test results 

EISENHUT, D. 0. Division of Licensing 84/04/19, PALLADINO 
Com-missioners. 2pp 24215: 100 24X Fic h e : 50-000, 84/04/ 19, 

8404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling cond i tions. Info updates Board 
Notification 83-139 AECL test results. Svc list encl. 
VOLLNER.R.H. Division of E'',g i Moer me; 84/04/06. EISE-NHUT, D. G. 
Division of Licensing 6pp 24215 102, 24X Fiche: 50-000, 

84/04/19, 84041603 50 


8404240318 PN0-I-S4-034: on 040418, util announced temporary suspension 
of const of facility due to financial press ures, Suspension 
effective immediately, 

DORCHARDT, R. , KISTER,H, Region 1, Office of Director. 84/04/19. 
ip 24168:336, 24X Fi c he . 50-443, 84/04/19, 8404240318, 


8404300113 Documents clarifications on post-accident sampling 
requirements, per NUREG-0737, Item II. B, 3 re dissolved 
hydrogen & oxygen monitoring S< pH measurement of reactor 
coolant. 

DEVINCENTIS, J. Yankee Atomic Electric Co, DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/04/16. KNIGHTON, G. W. Licensing 
Branch 3. 2pp. 24225 204, 24X Fi c he: 50-443, 84/04/16, 84043001 13. 


F. Security, medical, emergency S< fire protection plans 


8404050392 Public version of revised radiological emergency plan, 
consisting of revised pages ?•< apps to FSAR, Itrs of agreement 
w/local hosps equipment 1 i sts. W/8401 18 ltr & JM Felton 
840326 release memo 

DEV INCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/01/18, KNIGHTON, G. W. Licensing 
Branch 3, 19pp. 22932 265, 24X Fiche: 50-443, 84/01/18, 8404050392. 


G. Ad judicatory c orr e sp ond enc e 


8404030190 Response o :p d ■' i g N,?'.j England Coalition on Nuclear Pollution 
840315 motion to -:;e u,p p 1 e.renta i contention on State of NH 
Si local emergency response p Ians, Certificate of Svc encl. 

PATTERSON, W, F, Hearing Branch 3. DSB 250. 84/03/30. Atomic 

Safety and Licensing Board Panel. 5pp, 22853:058. 24X 

Fiche: 50-443, 84/03/30, 8404030190. 


8404260090 Part 21 rept re seam closure welds on expansion joints for 
fuel transfer line stressed beyond ASNE Code limits. 

Reported per 10CFR50, 55 ( e ) by util. Mods made to add gusset 
plates to end plate of expansion joint. 

KREIDER, H. C, United Engineers Sv. Constructors, Inc, (subs, of 
Raytheon Co, ). 84/04/19 Director's Office, Office of Inspection 

and Enforcement. 3pp. 24210:113. 24X Fi c he : 50-443, 84/04/19, 

0404260090, 


V. Operator Examinations 


S404020019 Generic Ltr 84-05 to all pouer reactor licensees & 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner Std«. " Svc list end. 

EISENHUT, D, 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


0OCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. App I ication/construction stag© documents correspondence 


0404130005 Staff requirements memo re 840323 af f irmat i on/d i scu s si on & 
vote on request to deny renewal of CP for Seabrook Unit 2 
review of ALAB-724 

CHILK, S. J. Office of the Secretary of the Commission. 84/03/29. 
PLAINS, H H. Office of the General Counsel. 2pp, 24050:001. 24X 

Fiche: 50-000, 84/03/29, i-IM 041 30005. 


8404040077 Forwards Rev 4 to Westinghouse STS, mar ked-up to reflect 
proposed facility Tech Specs. 

DEVINCENTIS, J. Public Service Co, of New Hampshire. DEVINCENTIS, J. 
Yankee Atomic Electric Co. 84/03/30, KNIGHTON, G. W. Licensing 
Branch 3. Ip. 22880 348 24X Fiche; 50-443, 84/03/30, 8404040077. 


0404100161 Contention re financial qualifications to operate 8, 
decommission f ac i 1 i ty , Con tent i on should be accepted due to 
submittal of substantial info to conclude applicant has 
severe financial prob lems. Certificate of Svc encl, 

ZALESKI , M. A. , KANOFF, R, A, Massachusetts, Commonwealth of. DSB 409, 
84/04/05. Atomic Safety and Licensing Board Panel. 29pp. 
22963:275. 24X Fi c he : 50-443, 84/04/05, 8*4041 00161. 


8404110187 Notifies that installation of emergency notification sys 
prohibited until emergency response plan approved by town 
meeting . 

BREISETH, S. Hampton Falls, NH. DSB 436. 84/04/05. Public 

Service Co. of New Hampshire. Ip, 22986:022. 24X 

Fiche: 50-443, 84/04/05, 8404110187. 


8404130144 Motion to withdraw Contention NH-21 re onsite protective 
actions. 

BISBEE, G. D. New Hampshire, State of. DSB 493. 84/04/10. Atomic 

Safety and Licensing Board Panel, 2pp. 24031: 145. 24X 

Fiche: 50-443, 84/04/10,8404130144. 


— 8404130149 Supplemental response to applicant 821208 interrogatories on 
Contention NH-10 re control room design. Certificate of Svc 
end. Related correspondence. 

FAN, S. S. New Hampshire, State of, 84/04/10. Public Service Co. 
of New Hampshire. 8pp. 24031:147. 24X Fiche; 50-443, 84/04/10, 

8404130144, 


8404170147 Certificate of Svc for JF Doherty second petition for leave 
to intervene. 

DOHERTY, J. F. Doherty, J. F. DSB 578. 84/04/11. 2pp. 24051:124. 

24X Fiche: 50-443, 84/04/11, 8404170147, 
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S404170295 Response opposing JF Doherty 840322 second petition for 
leave to intervene. Peti t ion proffers single contention which 
does not meet requirements & fails to apply as proceeding 
issue. Certificate of Svc end. 

PATTERSON, W. F. Hearing Branch 2, DSB 558. 84/04/11. Atomic 

Safety and Licensing Board Panel. 13pp. 24059:208. 24X 

Fi c h e : 50-443, 84/04/1 1 , 8404 1 70295. 


8404160203 Forwards renewed motion for summary disposition on 
Contention NH~21. W/statement of matl facts. 

GAD, R. K. Ropes Gray. GAD, R. K. Public Service Co. of New 
Hampshire. DSB 539. 84/04/12. Office of the Secretary of the 

Commission. Ip. 24047:049. 24X Fi ch e: 50-443, 84/04/12, 8404160203. 


— 8404160206 Renewed motion for summary disposition of Contention NH-21. 
Motion based on 840406 affidavit of JA MacDonald. 

GAD,R.K. Public Service Co. of New Hampshire. GAD, R. K. Ropes & 
Gray. 84/04/12. Atomic Safety and Licensing Board Panel. Ip. 
24047:050. 24X Fiche; 50-443, 84/04/12. 3404160203. 


— 8404190046 Forwards notice of initiation of invest! gati on. 

PALLADINO, N. 0. Commissioners. 83/05/11. GILINSKY, AHEARNE, 
ROBERTS Commissioners. Ip. 24121; 36i. 24X Fiche: 50-443, 

84/03/15, S404190041. 


— 8404190052 Informs of opening of new Ofc of Investigations inquiry. 
Investigation status record. Case 1 -83-008, enc 1 . W/o end, 

HAYES, B.B. Office of Investigation. 83/05/09. PALLADINO 
Commissioners. Ip. 24121:362, 24X Fich e: 50-443, 84/03/15, 

8404190041. 


0404200401 Further response to FOIA request for documents re 
investigation S< followup actions taken as result of 
alleged discovery of falsified welding insp repts by util. 

Forwards App A documents. Search continuing, 

FELTON, J. M. Division of Rules and Records. 84/03/19. DOUGHTY, J. 
Seacoast Anti-Pollution League. 2pp. 24151:324. 24X 

Fiche; 50-443. 84/03/19, S404200401. 


— 8404160208 Statement of matl facts as to which there is no genuine 
issue to be heard. Certi ficate of Svc encl. 

Public Service Co of New Hampshire. 84/04/12. Atomic Safety 
and Licensing Board Panel. 5pp. 24047:051. 24X 

Fiche: 50-443, 84/04/12, 8404160203. 


— 8404160213 Affidavit of JA MacDonald on Contention NH-21 re onsite 
emergency planning. 

MACDONALD, J. A, Public Service Co. of New Hampshire. 84/04/06. 
4pp. 24047:056. 24X Fi ch e: 50-443, 84/04/ 12, 8404160203. 


8404170164 Motion to join State of MA atty general contention re 
financial qualifications to operate & decommission facility. 
Certificate of Svc end, 

BACKUS, R. A. Seacoast Anti-Pol lution League. BACKUS, R. A. Backus, 
Shea Meyer. DSB 573. 84/04/13. Atomic Safety and Licensing 

Board Panel. 3pp. 24050:255. 24X Fi che; 50-443, 84/04/13, 8404170164. 


8404240444 Advises that in light of Court of Appeals 840416 Mandate 
82-1581 reinstating rule re financial quali fications to 
operate, Commission policy statement no longer precludes 
consideration of contention. Related correspondence. 

CURRAN, D, Harmon Weiss. CURRAN, D. New England Coalition on 
Nuclear Pollution, DSB 800. 84/04/19. HOYT, H. F. , LUEBKE, E A. , 

HARBOUR, J. Atomic Safety and Licensing Board Panel, 2pp. 
24191:112 24X Fi c he ; 50-443, 84/04/19, 8404240444. 


8404250261 Forwards applicant response to Atty General of MA 
contentions re financial qua 1 i f ica t ions to operate & 
decommission plant. W/o end. Related corresp ondence. 

GAD, R. K. Ropes Gray. GAD,R.K. Public Service Co. of New 
Hampshire, DSB S19. 84/04/20. Public Document Branch. Ip. 

24196:353. 24X Fiche; 50-443, 84/04/20, 8404250261. 


8404250267 Response to State of MA atty general 840405 contention re 
financial qual if icat ions to operate & decommission plant. 

W/Cert i ficate of Svc. Related correspondence. 

DIGNAN, T. G. Public Service Co. of New Ha.mp shire. DIGNAN, T. 0. Ropes 
& Gray. DSB 820. 84/04/20. Atomic Safety and Licensing Board 

Panel. llpp, 24196.319, 24X Fiche; 50-443, 84/04/20, 8404250267. 


8404270275 Motion to defer consideration of Atty General of MA 
840405 contention on financial qual if ications & motion 
for extension of tine until further Board order. Certificate 
of Svc end. 

PATTERSON, W. F. Hearing Branch 3. DSB 863. 84/04/25. Atomic 

Safety and Licensing Board Panel. 5pp. 24223:064, 24X 

Fiche: 50-443, 84/04/25, 8404270275, 


8404200402 Partial response to FOIA request for documents re falsified 
welding insp repts. Forwards App A Documents 16,72 & portions 
of 17. Document 17 partially withheld & remainder of 
documents entirely withheld (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records. 84/03/21. DOUGHTY, J. 
Seacoast Anti-Polluti on League. 6pp. 24151:330. 24X 

Fiche: 50-443, 84/03/21, 8404200402. 


8404100219 Responds to IE Bulletin 83-07 & supp 1 s. Diesel fuel oil 
storage tanks, w/potential Ray Miller, Inc ma tl, purchased 
from Norwalk Fabricators, Inc, Supplemental response will be 
submitted by 840530. 

JOHNSON, W. P. Public Service Co. of New Hampshire, 84/03/22. 
MURLEY, T. E. Region 1, Office of Director, 4pp. 22962:317. 24X 

Fiche: 50-443, 84/03/22, S‘:C4l002l9. 


8404120130 Forwards IE Insp Repts 50-443/84-01 & 50-444/84-01 on 
840123-0312. No violations noted. 

STAROSTECKI, R. Division of Project S( Resident Programs. 84/03/26 
HARRISON, R. J. Public Service Co. of New Hampshire, 2pp- 24013:081. 
24X Fiche: 50-443, 84/03/26, 8404120130. 


— 8404120135 IE Insp Repts 50-443/84-01 & 50-444/84-01 on 840123-0312. No 
violations noted. Major areas inspected: work activities, 
procedures, records re piping support instal lation, weld 
qual if ication S< electrical cable & terminations, 

CERNE, A. C, , WESCOTT, H. M. , BEALL, J. Region 1, Office of Director. 
84/03/23. 15pp. 24013:083. 24X Fi c h e : 50-443, 84/03/26, 8404120130 


8404170078 Responds to IE Bulletin 83-00, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip Sys. " Subj breakers 
not used at facilities 

JOHNSO.N, W. P. Public Service Co. of New Hampshire, 84/03/27. 

HURLEY, T.E. Region 1, Office of Director. 3pp. 24053:054. 24X 

FiChe: 50-443, 84/03/27, 8404170078. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

York, Inc. 13Spp. 22933:122. 24X Fi c h e : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc I. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

York, Inc. S5pp, 22892:145. 24X Fi ch e ■ 50-000, 84/03/28, 8403140241 . 


8404270253 Order granting staff 840425 motion to defer consid erat ion of 
Atty General of MA contention on financial qualif ications St 
extension of time until 5 days from NRC statement of policy 
guidance on financial qual if ication. Served on 840427. 

HOYT, H. F. Atomic Safety and Licensing Board Panel. DSB 868. 

84/04/26. 2pp. 24222,312. 24X Fiche: 50-443, 84/04/26, 8404270253. 


Q. Inspection reports, IE Bulletins Se co,'resp ondence 


8404190035 FOIA request for info re investigation St followup actions 
taken as result of discovery of falsified welding insp repts 
by util. 

DOUGHTY, J. Seacoast Anti-Pollution League. 84/01/03. FELTON, J. M 
Division of Rules and Records. 2pp. 24121:357. 24X 

Fiche: 50-443, 84/01/03, 8404190035. 


8404190041 Further response to FOIA request for documents re 
investigation & followup actions taken as result of allegedi 
discovery of falsified welding insp repts by uti 1. Forwards 
App A documents. Search for addl documents continuing. 

FElTON, J. M, Division of Rules and Records. 84/03/15, DOUGHTY, J. 
Seacoast Anti-Pollution League. 2pp. 24121:359. 24X 

Fiche: 50-443, 84/03/15, 8404 19004 1. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness Sf Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp 22892:231, 24X Fi c he : 50-000, 84/03/29, 8403140247. 


8404090409 Ack receipt of 840321 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/83-22 St 
50-444/83-15. 

STAROSTECKI, R, Division of Project *e Resident Programs. 84/04/03. 
HARRISON, R. J. Public Service Co. of New Hampshire. Ip. 22936:045, 
24X Fiche; 50-443, 84/04/03, 8404090409. 


— 8404090428 Responds to NRC 840217 Itr re violations noted in IE Insp 
Repts 50-443/83-22 50-444/83-1 5. Correc t ive actions. FBM 

will revise procedures re startup test dept (STD). Work 
request is governing document for work under STD. 

DEVINCENTIS, J. Yankee Atomic Electric Co DEVINCENTIS, J, Public 
Service Co, of New Hampshire. 84/03/21. STAROSTECKI, R. Division 
of Project Resident Programs. 5pp. 22936:046. 24X 

Fiche: 50-443, 84/04/03, 8404090409. 
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S403140259 IE Info Notice 84-24, "Physical Qua! i f ication of Individuals 
to Use Respiratory Protective Devices," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. I49pp, 24X Fi c h e : 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/05 Consolidated Edison Co. of New 

York, Inc 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


S403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE, J. N Division of QA, Safeguards ?< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc, 

a6pp. 24189:001, 24X F i che: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees, " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8, Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees, " Svc list end. 

GRACE, J. N Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co, of New York, Inc. 

aapp. 24163:205. 24X F x ch e ; 50-000, 84/04/ 1 7, 8403140273, 


3403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees, " Svc list end. 

GRACE, J. N, Division of QA, Safeguards S, Inspection Programs (Post 
830103), 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp, 24163:292. 24X F i c h e : 50-000, 84/04/ 1 7, 8403140277. 


3403140280 IE Info Notice 04-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post S30103) 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepanc i es in Recordkeeping 8^ Matl 
Defects in Qahnson HVAC Units. " Svc list end. 
vlORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. U7pp, 24)88. 001, 24X Fiche: 50-000, 04/04/18, 8403140234. 


£3403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8- Seal Set, " Svc list sncl. 

JORDAN, E L. Division of Emergency Preparedness S'. Engineering 
R^^spanse (Post 830103) 84/04/18. Consolidated Edison Co, of New 

York, Inc, 117pp. 24188:119, 24X Fic he : 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger S< Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343, 24X Fiche: 50-000, 84/04/18, 8404130404. 


9404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York, Inc, 119pp, 24285:015. 24X Fi c he : 50-000, 84/04/20, 8404160130, 


S. Reportable occurrences, LERs & related correspondence 


8404190459 Partial response to FOIA request for documents re 
investigation )ik actions concerning falsified util welding 
insp repts at si te. Forwards App A documents. Documents also 
ava i lab le in PDR. 

FELTON, J.M. Division of Rules and Records. 84/03/07. DOUGHTY, J. 
Seacoast Anti-Pollution l.eague 2pp. 24122:352, 24X 

Fiche: 50-443, 84/03/07. 0404190459. 


8404030365 Interim deficiency rept re inadvertent closure of Brown 
Boveri 5-kV circuit breakers Initially reported on 840210. 

Close latch antishock springs added to Unit 1 breakers, per 
vendor recommendation Unit 2 breakers mfg after 1977. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co- of New Hampshire, 84/03/09. STAROSTECKI, R. Division of 
Project ftt Resident Programs, 3pp. 22871:242. 24X 

Fiche; 50-443, 84/03/09, 8404030365. 


8404030465 Interim deficiency rept re ceramic cooling tower. Initial iy 
reported on 840213. Vendor evaluating impact on overall 
operation of cooling tower, Next rept will be provided by 
840515. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 84/03/13. 
STAROSTECKI, R. Division of Project & Resident Programs. 2pp. 
22865:149. 24X Fiche: 50-443, 84/03/13, 8404030465. 


8404030144 Second interim deficiency rept re cracked & broken puffer 
piston rods in Brown Boveri-type 5HK brea kers. Ini tial ly 
reported on 840119. Insp revealed number of piston rods 
w/hairline cracks. Final rept expected at end of June. 

DEVINCENTIS, J. Public Service Co. of ^4ew Hampshire. 84/03/19. 
STAROSTECKI, R. Division of Project & Resident Programs. 3pp. 
22849:357. 24X Fi c h e : 50-443, 84/03/19, 8404030144. 


8404160150 Board Notification 84-076: provides info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of cooling conditions. Info updates Board Notification 83-139 
& AECL test results. 

EISENHUT, D. G. Division of Licensing. 84/04/19. PALLADINP 
Commissioners. 2pp. 24215:100. 24X Fiche ; 50-000, 84/04/19, 

8404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling conditions. Info updates Board 
Notification 83-139 AECL test results. Svc list encl. 
VOLLMER,R.H. Division of Engineering. 84/04/06. EISENHUT, D. 0. 
Division of Licensing. 6pp. 24215:102. 24X Fiche: 50-000, 

84/04/19, 84041601 50, 


8404240318 PNO-I-84-034: on 940418, util announced temporary suspension 
of const of facility due to financial pressures. Suspension 
effective immediately. 

BORCHARDT, R. , KISTER, H, Region 1, Office of Director. 84/04/19. 

Ip. 24168:336. 24X Fi c h e : 50-443, 84/04/19, 8404240318. 


8404260090 Part 21 rept re seam closure welds on expansion joints for 
fuel transfer line stressed beyond ASME Code limits. 

Reported per 10CFR50. 55( e ) by util. Mods made to add gusset 
plates to end plate of expansion joint. 

KREIDER, H. G. United Engineers Constructors, Inc. (subs, of 
Raytheon Co. ). 84/04/19. Director's Office, Office of Inspection 

and Enforcement. 3pp. 24210:113. 24X Fic he: 50-443, 84/04/19, 

8404260090. 


V, Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees St 
applicants for DLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019, 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STA. , UNIT 1 


A. Application/construction stage documents & correspondence 


8403210162 Ltr to all applicants for DLs S< full power authorizations 
summarizing 840126 meeting in Bethesda, HD to inform utils of 
NRC concerns re limited operating experience of operating 
crews Zi development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000, 84/03/01, 8403210162. 


8404160031 Forwards responses to Items 1 & 3 of 840222 brief summary 
of generic problems it Item 10 to cross-examination questions 
re independent assessment program. 

WILLIAMS, N. H. CYGNA Energy Services. 84/03/02. ELLIS, J. Citizens 
Association for Sound Energy. 13pp. 24043:167. 24X 

Fiche: 50-445, 84/03/02. 8404160031. 


8404160035 Forwards response to Items 13 & 17 of 840222 brief summary 
of generic problem from J Doyle & Items 4 Jk 6 of brief 
summary of cross-examinat ion questions from M Walsh re 
independent assessment program. 

WILLIAMS, N. H. CYGNA Energy Services. 84/03/07. ELL IS, U. Citizens 
Association for Sound Energy. 7pp. 24043:112. 24X 

Fiche: 50-445, 84/03/07, 8404160035. 


9404160053 Forwards response to B40222 summary of generic problem. 
Items 5,6,9,14 5k 18 !< summary of cross-examination question. 

Item 1 re independent assessment program. Further responses 
forthcoming. 

WILLIAMS, N. H. CYGNA Energy Services. 84/03/09. ELLIS, J. Citizens 
Association for Sound Energy. 18pp. 24043:312. 24X 

Fiche; 50-445, 84/03/09, 8404160053. 
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8404160097 Forwards response to 840222 summary of generic problems & 
cross-examination questions re facility independent 
assessment program. Pi p ing Segment AB-1-70 reanalyzed by 
Gibbs Jt Hill & original engineering judgement verified, 

WILLIAMS, N, H. CYGNA Energy Services. 84/03/15. ELLIS, J. Citizens 
Association for Sound Energy. 10pp. 24041:074. 24X 

Fiche; 50-445, 84/03/15, 8404160097. 


8404190198 Further response to FOIA request for documents considered or 
relied upon by NRC in preparation of three categories of 
documents concerning fac i 1 ities. App B documents entirely 
withheld (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/03/16. HARTMAN, S. L. 
Debevoise 8< Liberman. 2pp. 24122:318. 24X Fiche: 50-445, 84/03/16, 

8404190198. 


8404050048 Forwards listed exhibits from 840319 8 20 h^a-i-gs W/o end. 
EYSTER,R.E. Tayloe Associates. 84/03/22. P-EAsiNr. =: NRC. -No 

Detailed Affiliation Given. Ip. 22919:206. 24X 

Fiche: 50-445, 84/03/22, 8404050048. 


8404100031 Requests CYGNA ?■< util comments on questions re adequacy of 
independence maintained between CYGNA staff & util staff 
during course of independent assessment program. 

EISENHUT, D. G. Division of Licensing 84/03/22. KAM.MER2ELL, L L. 
CYGNA Energy Services. GARY. R J "exap Utilities Electric Co. 
(formerly Texas Utilities Generating Co.). 3pp. 22981:349. 24X 

Fiche: 50-445, 84/03/22, 8404100031. 


8404100542 Forwards supporting data re reasoning behind current 
estimate for fuel load for facility. Two oversize graphs 
enc 1. Aperture cards available in PDR. 

GEORGE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 84/03/22. IPPOLITQ, T. A. NRC - No Detailed 

Affiliation Given, 32pp, 22977:282. 24X Fiche: 50-445, 84/03/22, 

8404100542, 


8404120318 Forwards request for addl info re CYGNA independent 
assessment program, inc 1 ud ing info on adequacy of document 
controls on piping & pipe supports not included in 
computerized document listing. 

EISENHUT, D. G, Division of Licensing, 84/03/30, SPENCE, M. D. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co,). 
HAMMER ZELL, L. L. CYGNA Energy Services. 5pp. 24033:066. 24X 

Fiche: 50-445, 34/03/30. 8404120318. 


8404060193 Comments on containment sump isolation valves & 
recommendations made in CYGNA independent assessment program 
rept re cable tray supports & anchor bolt embedment lengths. 

Std set of instructions for supports expected by 840501, 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
0!'"e’'at:no Co ) 84/04/02. YOUNGBLOOD, J3. J. Licensing Branch 1. 

4:," 22926 312 24X Fi c he : 50-445, 84/04/02, 8404060193. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific backfitting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404160060 Forwards comments on CYO.NA independent assessment program, 
per request. Some comments relate to concerns in util 840402 

1 tr, 

SCHMIDT, H.C. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co.), 84/04/06. YOUNGBLOOD, B, J. Licensing Branch 1. 

12pp. 24043:341. 24X Fi che: 50-445, 84/04/06, 8404160060, 


8404170486 Comments on draft environ protection plan. Section 4. 2 1 re 
groundwater levels i: station water use monitoring should 
reflect that Observation Well OB-1 not owned by util. 

Groundwater pumpage rate should be clarified as stated. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/06. YOUNGBLOOD, B. J. Licensing Branch 1. 

2pp. 24059:100. 24X Fi c h e: 50-445, 84/04/06, 84041 70486. 


8404230248 Submits request for addl info re steam generator tube 
rupture accident event sc enario. Requests notification of 
participation in proposed Westinghouse generic program & 
schedule for submittal of plant-specific info, 

YOUNGBLOOD, B. U. Licensing Branch 1. 84/04/09. SPENCE, M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
3pp. 24187:150, 24X Fiche: 50-445, 84/04/09, 8404230248, 


8404300233 Notification of 840419 meeting w/util in Bethesda, MD to 
discuss performance & results of independent assessment 
program. 

BURWELL, S. B. Licensing Branch 1. 84/04/17, YOUNGBLOOD, B. U. 

Licensing Branch 1. 3pp. 24253:357. 24X Fi ch e: 50-445, 94/04/17, 

8404300233. 


8404260168 Amend to application for OLs, consi sting of Amend 47 to FSAR. 
CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/04/18, DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 2pp. 24208:147. 24X Fiche: 50-445, S4/04/IB. 

S40426016S. 


8404250007 Forwards value-impact analysis for elimination of large 
primary loop pipe ruptures. Proposed exemption from adding 
protective structures recommended. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/04/23. DENTON, H. R. Office of Nuclear Reactor 

Rr,.--! Director. 13pp. 24194:091. 24X Fi che: 50-445, 84/04/23, 


8404250180 Forwards nonproprietary & proprietary topical rept, 
"Technical Bases for Eliminating Large Primary Loop Pipe 
Rupture as Structural Design Basis for....” Application for 
uithhclding enc 1. Proprietary rept withheld (ref 10CFR2. 790). 
SC-iMIDT.H C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/04/23. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 2pp. 24192:043. 24X Fich e: 50-445, 84/04/23, 

8404250180. 


— Q4042501S1 Application for withholding proprietary rept, “Technical 
Bases for Eliminating Large Primary Loop Pipe Rupture as 
Structural Design Basis for Comanche Peak, Units 1 S, 2. " 

WIESEHANN, R. A, Westinghouse Electric Corp. 84/04/15. DENTON, H. R, 
Office of Nuclear Reactnr t : a:- , Director. 6pp 24192:045. 

24X Fiche: 50-445, 84/04/23. CaC'"* 2 50 


— 8404250182 Nonpropr ietary "Technical Bases for Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Basis for 
Comanche Peak, Units 1 2. " 

SWAMY,S.A., FURCHI/E.L., CLARK, H. F. Westinghouse Electric Corp. 
WCAP-10S28. 84/04/30 40pp. 24192:051. 24X 

Fiche: 50-445, 84/04/23, 8404250180. 


S4043000SS Submits results of interviews w/welders related to 
allegations re welding practices at fac i 1 i t i es . Reques ts 
response to listed questions within 30 days. 

DENISE, R, P. Division of Resident, Reactor Project 2< Engineering 
Programs. 84/04/23. SPENCE, M. D. Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co. ). 4pp. 24225:155. 24X 

Fiche: 50-445, 84/04/23, 84043000S8. 


E h4PC Safety Evaluation Report (SER), suppls 2, correspondence 


8404030009 Forwards SSER re findings & review status of listed 
unresolved core performance issues, 

YOUNGBLOOD, B. J, Licensing Branch 1. 84/03/15. GARY, R. U. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
7pp. 22888:227. 24X F i c he : 50-445, 84/03/1 5, 8404030009. 


8404050408 Forwards NRC findings on SER Confirmatory Issue 7 re steam | 
generator ref leg temp ."S, low-low level setpoint per IE | 

Bulletin 79-21 & Co n f i r.ma tory Issue 8 re confirmation of | 

procedure review per IE Bulletin 79-27. W/o encl. ] 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/03/22. GARY, R. J. Texas | 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). f 

4pp. 22932:216. 24X Fi c h e : 50-445, 84/03/22, 8404050408. 1 


8404060180 Forwards updated schedule for responses to SER outstanding 
issues, confirmatory issues & licensing conditions. Issues 
include TMI Items III. A. 1.2 re emergency support facilities, 

III. A. 2 re emergency preparedness it I. D. 1. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 84/04/03. YOUNGBLOOD, B. J, Licensing Branch 1. 

4pp. 22926:166. 24X Fiche: 50-445, 84/04/03, 8404060180. 


8404190245 Forwards justi f ications for two exceptions (7a & 7b ) to use 
of Class A wired detection circuits,per SSER 1 fire 
protection commitments, Manual override pull stations 
available to actuate deluge sys. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/04/13. YOUNGBLOOD, B, J. Licensing Branch 1. 

5pp. 24100:041. 24X Fiche: 50-445, 84/04/13, 8404190245. 


F. Security, medical, emergency fire protection plans 


8404030328 Notifies of 10CFR50,App R lessons learned workshop on 
840426 in Arlington, TX to discuss fire protection safe 
shutdown insps, per IE Info Notice 84-09. Agenda end. 

COLLINS, J.T. Region 4, Office of Director. 84/03/26. SPENCE, M, D, 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 4pp. 22872:119, 24X Fi c he : 50-445, 84/03/26, 8404030328. 


8404060180 Forwards updated schedule for responses to SER outstanding 
issues, confirmatory issues ?< licensing cond itions. Issues 
include TMI Items III. A. 1.2 re emergency support facilities, 

III. A. 2 re emergency preparedness ?< I. D. 1. 

SCHMIDT, H.C, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co ), 84/04/03. YOUNGBLOOD, B. J. Licensing Branch 1. 

4pp. 22926:166. 24X Fiche: 50-445, 84/04/03, 8404060180. 
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8404190245 Forwards justifications for two exceptions (7a & 7b ) to use 
of Class A wired detection circuits. per SSER 1 fire 
protection c ommi tments, Manua 1 override pull stations 
available to actuate deluge sys. 

SCHMIDT. H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/13 YOUNGBLOOD. B. J. Licensing Branch 1. 

5pp. 24100:041. 24.X Fic he: 50-445. 84/04/13. 6404190245 


G. Adjudicatory correspondence 


8404100246 Forwards Vol 1 2 of ASLB Exhibit 1 for hearing on 840220. 

Related correspondence. 

EYSTER.R. Tayloe Associates. 84/03/12. PLEASANT. E. Administrative 
3. Logistical Support Branch. Ip 22993:326. 24X 

Fiche: 50-445. 84/03/12. 8404100246. 


8404160092 Forwards response to 840222 cross-examination Questions 
6.8.9 8( 12 from CASE witness M Walsh. 

WILLIAMS. N. H. CYGNA Energy Services. 84/03/13, ELLIS, J. Citizens 
Association for Sound Er.e^'gy. 15pp. 24042:249, 24X 

Fiche: 50-445.84/03/1". ■:>-04:60092 


8404160012 Forwards response to 840222 summary of generic problems from 
CASE witness J Doyle. Items 2 8. 

WILLIAMS, N. H. CYGNA Energy Services, 84/03/14, ELLIS, J. Citizens 
Association for Sound Energy, 12pp, 24043:092 24X 

Fiche: 50-445. 84/03/14. 8404160012. 


8404260490 Forwards CASE response to ASLB request re satisfactory/ 
unsatisfactory check lists in CYGNA rept.addl exhibits to be 
used for cross-examinat ion S< list of CASE exhibits supplied 
to CYGNA. 

ELLIS, J, Citizens Association for Sound Energy. DSB 833, 84/03/23. 

PIGOTT.D.R. Orrick, Herrington !< Sutcliffe, 2pp. 24214:256. 24X 

Fiche: 50-445. 84/03/23. 8404260490 


— 8404260492 Response to ASLB request re satisfactory 8< unsatisfactory 
check lists in CYGNA repts, Calculati ons reviewed by J Doyle 
S' found in Uol 2 of CYGNA independent assessment program, 

App H pipe support check lists. Certificate of Svc end. 

ElLIS, J. Citizens Association for Sound Energy. 84/04/23. 17pp. 

24214:258, 24X Fic he ; 50-445. 84/03/23. 8404260490. 


8404030139 Forwards BB Hayes 840321 Itr to ASLB not served on parties 
Related correspondence 

MIZUNO, G. S, Hearing Branch 1. DSB 259, 84/03/27. ELLIS, U. 

Citizens Association for Sound Energy. HICKS. R, Environmental 
Protection Agency, REYNOLDS. N. S. Debevoise & Liberman. 3pp. 
22849:352. 24X Fiche : 50-445, 84/03/27, 8104030139. 


8404030226 Forwards Ofc of Inspector S< Auditor 831020 repts of 
investigations, "Review of Concerns Expressed by Citizens 
Assoc for Sound Energy About Conduct of Region IV Insps" .V. 

"Markey Ltr Re:Region IV Insps." Related correspondence. 

TREBY, S. A Hearing Branch 1. DSB 249, 84/03/27. BLOCH, P, B. , 

JORDAN, W. H, , MCCOLLOM, K A. Atomic Safety and Licensing Board Panel. 
165pp. 22850:214. 24X F i c h e : 50-445. 84/03/27. 8404030226. 


— 8404030247 Comments on Ofc of Inspector Auditor repts, "Markey Ltr 
Re: Region IV Insps." "Review of Concerns Expressed By 
Citizens Assoc for Sound Energy About Conduct of Region IV 
Insps. " Actions could have been better executed. 

DIRCKS.W.J, Office of the Executive Director for Operations. 
84/01/03. PALLADINO. N Commissioners. 3pp. 22851:012. 24X 

Fiche: 50-445, 84/03/27, 8404030226. 


— 8404030235 Comments on Dfc of Inspector 2< Auditor repts on Region IV 
investigations insps No action required. 

HAYES, B. B. Office of International Programs. Director. 84/01/09. 
PALLADINO, N. Commissioners. 4pp. 22851:015, 24X 

Fiche; 50-445, 84/03/27. 8404030226. 


8404030093 Forwards request for addl info to be transmitted to Cygna, 
Certificate of Svc end. Related correspondence, 

ELLIS. J. Citizens Association for Sound Energy. DSB 267, 84/03/29. 

PIGOTT.D.R. Orrick, Herrington 8* Sutcliffe. 4pp, 22849:332. 24X 

Fiche; 50-445. 84/03/29. 8404030093. 


8404020222 Answer to Citizens Assoc for Sound Energy (CASE) motion for 
discovery re T-shirt inc i dent. Ap p 1 icant will provide 
discovery & respond to CASE 17th set of interrogatories. 

Certificate of Svc end. Related correspondence. 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). REYNOLDS, N. S, Bishop. Liberman. Cook. Purcell S< 
Reynolds. DSB 248, 84/03/30. Atomic Safety and Licensing Board 

Panel. 3pp. 22847:250. 24X Fi ch e ; 50-445. 84/03/30. 9404020222 


8404030171 Notice of ASLB c ons titution. PB B 1 o c h. c ha irman it H Grossman 
(k WH Jordan, members , Served on 840402, 

COTTER. B, P, Atomic Safety and Licensing Board Panel. DSB 260, 
04/03/30. 2pp, 22853:134, 24X Fi c he ; 50-445. 84/03/30. 8404030171 . 


8404020267 Forwards Doyle clarifying comments re Doyle Contention 16. 
CASE Exhibit 969 (IE Bulletin 79-02) to be used in CYGNA 
cross-examination in ca s e . Cert i f i cat e of Svc encl, Related 
correspondence, 

ELLIS. J. Citizens Association for Sound Energy. DSB 239, 84/03/31. 

PIGOTT.D.R. Orrick, Herrington ?< Sutcliffe. 6pp. 22846:022. 24X 

Fiche: 50-445, 84/03/31 , 8404020267. 


8404100151 Motion objecting to certain inconsistencies in ASLB 840315 
me.TiQrandum re timing of responses from part i es. Str ingent 
time limits not placed on applicant or NRC to respond to 
orders or requests for in fo. Certi f icate of Svc end, 

ELLIS, J, Citizens Association for Sound Energy. DSB 410. 84/04/02. 

25pp. 22964:296. 24X F i c h e : 50-445, 84/04/02, 84041001 51 . 


8404050063 Forwards completed redacted versions of Ofc of 
Investigations Rept 4-84-006 re alleged intimidation of QC 
personnel. Related correspondence. 

TREBY, S. A. Hearing Branch 1. DSB 310. 84/04/03. BLOCH, P. B. , 

JORDAN, W. H, , GROSSMAN, H, Atomic Safety and Licensing Board Panel 
261pp. 22901:139. 24X F i c h e ; 50-445, 84/04/03, 8404050063. 


8404060165 Responds to 840315 order for comment re applicant 
observations of onsite i n ter vi ews. Confi dent ia 1 sources 
should be protec ted . b ut observations would not impact 
investigations. 

WARD,W. J. Office of Inv e s t i gat i on. DSB 339. B4/04/03. BLOCH, P. B. , 

MCCOLLOM, K, A. . JORDAN, W. H. Atomic Safety and Licensing Board Panel. 
2pp. 22926:355. 24X Fi c h e : 50-445, 84/04/03, S404060165. 


8404060063 Notice of appearance in pr oc eed ing . Cer t i f i cate of Svc end 
belter, L. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. >.• BELTER, L. W, Bishop, Liberman, Cook, Purcell (k 
Reynolds. DSB 322. 84/04/04. 3pp. 22920:280. 24X 

Fiche: 50-445, 84/04/04, 8404060063, 


8404060147 Notice of appearance in proc eed ing , Cer t i f i cate of Svc encl 
BELTER, L. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). BELTER, L. W. Bishop, Liberman, Cook, Purcell & 
Reynolds. DSB 345, 84/04/04, 3pp, 22927:060. 24X 

Fiche; 50-445, 84/04/04, S404060147. 


8404060149 Notice of appearance in proceeding . Certificate of Svc encl. 
DOWNEY, B, L, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). DOWNEY, B. L. Bishop, Liberman, Cook, Purcell tt 
R<»:;rolds DSR 344 84/04/04. 3pp, 22927:023. 24X 

F-. .-:,e DO- 4A5. H4/0-;/04, 8404060149. 


8404100503 Forwards list of documents requested in 840404 telcon.No 
request made of CYGNA for documentation prior to 1982. 

Related correspondence. 

PIGOTT, D.R, Orrick, Herrington Sutcliffe. DSB 442, 84/04/04. 

ELLIS, J. Citizens Association for Sound Energy. 5pp. 22977:001. 
24X Fiche- 50-445, 84/04/04, 8404100503. 


04O4Q6O169 Motion to establish 840331 as cut-off date for litigating 
allegations of intimidation ef f ec ts. Cer t i f i c tat e of Svc 
encl. 

BELTER, L, W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). BELTER, L. W, Bishop, Liberman, Cook, Purcell it 
Reynolds, DSB 338. 84/04/05, Atomic Safety and Licensing Board 

Panel. 4pp, 22926:351, 24X Fiche: 50-445, 84/04/05, 8404060169. 


0404060411 Response to 17th-20th sets of interrogator ies & requests to 
produce. Certificate of Svc encl. Related correspondence. 

HORIN, W. A. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ). HORIN, W. A. Bishop, Liberman, Cook, Purcell & 
Reynolds. DSB 364. 84/04/05. Citizens Association for Sound 

Energy, 23pp. 22934:243. 24X Fiche: 50-445, 84/04/05, 8404060411. 


8404060424 Motion for summary disposition of certain Citizens Assoc 
for Sound Energy allegations re welding issues. No genuine 
issue of matl facts exists applicants entitled to 
favorable decision. Related correspondence. 

REYNOLDS, N, S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. >. REYNOLDS, N. S, Bishop* Liberman, Cook, Purcell 8< 
Reynolds. DSB 363. 04/04/05. Atomic Safety and Licensing Board 

Panel. 26pp. 22934:051. 24X Fiche: 50-445, 84/04/05, 8404060424. 


— 8404060427 Affidavit of WE Baker, MD Muscente,JD Stevenson S< RE Lorentz 
re allegations involving AWS it ASME Code provisions 
concerning welding issues. Related correspondence. 

BAKER, W. E, , MUSCENTE, M, D. Brown it Root Corp. (subs, of Halliburton 
Corp, ). STEVENSON, J. D. Stevenson & Associates. 84/04/02. 38pp. 

22934:077, 24X Fi c h e : 50-445, 84/04/05, 8404060424, 


— 8404060430 Statement of matl facts as to which there is no genuine 
issue. Certificate of Svc encl. Related correspondence. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/05. Atomic Safety and Licensing Board 

Panel. 10pp. 22934.115, 24X Fiche; 50-445, 84/04/05, 8404060424. 
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8404100495 Response to Citizens Assoc for Sound Energy seventeenth 
through twentieth sets of interrogator ies & requests to 
produce. Certificate of Svc end. 

HORIN. W. A. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). HORIN. W. A. Bishop. Liberman. Cook. Purcell & 
Reynolds. DSB 424, S4/04/05. Citizens Association for Sound 

Energy. 23pp. 22976:328. 24X Fi ch e : 50-445, 84/04/05, 8404100495. 


8404110534 Forwards transcripts of open NRC meetings re discussion/ 
possible vote on Diablo Canyon criticality & low power 
operation, per Board request. Related correspondence. 

TREBY, S. A. He.~-:-f; Dro-.ch 1. DSB 450. 84/04/05. BLOCH. P. B. , 

JOHNSON. W. H. . ''.CI'JLl.C-' ,v A. Atomic Safety and Licensing Board Panel. 
2pp. 22998:001. 24X Fi che : 50-000, 84/04/05, 84041 10534. 


— 8404110542 Transcript of 840326 meeting in Wash ington. DC re discussion/ 
possible vote on criticality & low power operation. Pp 1-135. 

* Commissioners. 84/03/26. 425pp, 22998:003. 24X 

Fiche: 50-000, 84/04/05, 8404110534. 


8404120427 Forwards DO Eisenhut 840330 Itr to MD Spence. W/o end. 
Related correspondence. 

BACHMANN, R. 0. Hearing Branch 1. DSB 485. 84/04/05. BLOCH. P. B. , 

JORDAN, W. H. , HCCOLLOM, K. A. Atomic Safety and Licensing Board Panel. 
Ip. 24025:202. 24X Fiche; 50-445, 84/04/05, 8404120427. 


8404110592 Comments on suppl to applicant 840313 plan to respond to 
841228 memorandum ?< order re QA for design. ASLB should 
provide guidance whether record need be held open for 
receipt of evidence. W/Certificate of Svc. 

BACHMANN, R. 0. Hearing Branch 1. DSB 448. 84/04/06. 5pp. 

22999:227. 24X Fiche: 50-445, 84/04/06, 8^041 10592. 


8404110601 Forwards Board Notification 84-071 from Diablo Canyon 
proceeding on 840403 re addl items presented by IT Yin at 
840326-27 meetings. Related correspondence. 

TREBY, S. Hearing Branch 1. DSB 446. 84/04/06. BLOCH, P. B, . 

JORDAN, W. H. , MCCOLLOM, K. A. Atomic Safety and Licensing Board Panel. 
131pp. 22999:068. 24X Fiche: 50-445, 84/04/06, 8404110601. 


8404090419 Forwards list of outstanding documents per 840404 Itr. 
Requests CYGNA revised testimony. Certificat e of Svc end. 

Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 375. 84/04/07. 

PIGOTT, D. R. Orrick, Herrington Sutcliffe. 6pp. 22952:332. 24X 

Fiche: 50-445, 84/04/07, 8404090419. 


8404090459 Forwards clarification of wording for eighteenth set of 
interrogatories St requests to produce, per telcon request. 

Certificate of Svc end, Related correspondence. 

ELLIS, J, Citizens Association for Sound Energy. DSB 376. 84/04/07, 

HORIN, W. A. Bishop, Liberman, Cook, Purcell & Reynolds. 5pp. 
22955:010. 24X Fiche: 50-445. 84/04/07, 8404090459. 


8404100512 Response to Citizens Assoc for Sound Energy request for info 
on polar crane shims. Insp St corrective action completed in 
late 1983. Related correspondence. 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell 8< 
Reynolds. DSB 431. 84/04/09. 3pp. 22977:031. 24X 

Fiche: 50-445, 84/04/09, 8404100512. 


— 8404100516 Affidavit of CT Brandt re evaluation of polar crane proposed 
initial decision. Certificate of Svc end. 

BRANDT, C.T, Ebasco Services, Inc. (subs, of Enserch Corp. ). 

84/04/09. 5pp. 22977:034. 24X Fiche: 50-445, 84/04/09, 8404100512. 


8404110091 Eighth set of interrogatories & requests for production of 
documents. Certificate of Svc end. Related correspondence. 

DOWNEY, B. L. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). DOWNEY, B. L. Bishop, Liberman, Cook, Purcell tt 
Reynolds. DSB 433. 84/04/09. Citizens Association for Sound 

Energy. 7pp. 22988:050. 24X Fiche: 50-445, 84/04/09, 84041 10091. 


8404120071 Forwards original verifications of RG Tolson <!< SL Spencer 
attached to applicant 840405 answers to Citizens Assoc 
for Sound Energy 17th through 20th sets of interrogatories, 

Related correspondence. 

HORIN, W. A, Bishop, Liberman, Cook, Purcell «< Reynolds. HORIN, W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co. ). DSB 471. 04/04/09, CLEMENTS, W. Docketing St Services Branch. 

3pp. 24023:086. 24X Fiche: 50-445, 84/04/09. 8404120071. 


0404120393 Forwards 840320 IE Insp Rept 50-445/84-07 re Transamerica 
Delaval diesel generators. Related correspondence. 

MIZUNO.G. S. Hearing Branch 1, DSB 483. 84/04/10. BLOCH. P.B., 

MCCOLLOM, K. A. , JORDAN, W, H. Atomic Safety and Licensing Board Panel. 
12pp. 24025:090. 24X Fiche: 50-445, 84/04/10, 8404120393. 


8404120418 Response to ASLB 840315 request for investigation S< rept on 
allegations re monitoring of employees interviewed by NRC 
Ofc of Investigation (01). No practice of monitoring 01 
interviewees or lists exists, 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell & 
R-;-j-dds DSB 478. 84/04/11. 2pp. 24025:135. 24X 

= 84/04/11, 8404120418. 


— 8404120421 Affidavit of BH Grier re passible surveillance of NRC Ofc of 
Investigation activiti es. Certificate of Svc end. 

GRIER, B.H. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ), 84/04/10. 5pp. 24025: 137. 24X 

Fiche: 50-445, 84/04/11, 8404120418. 


8404120423 Response to partial initial decision re adequate safety 
margins for A500 tubular steel. Impact of rev to steel 
correctly assessed S: acceptable. 

REYNOLDS, N. S. , HORIN, W. A. Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co. ). REYNOLDS, N. S. Bishop, Liberman, 
Cook, Purcell & Reynolds. DSB 479. 84/04/11. 22pp. 24025: 151. 

24X Fiche: 50-445. 84/04/11, 8404120423. 


— 8404120426 Affidavit of JC Finneran re use of A500 tubular steel in 
design of linear pipe supports. Certificate of Svc end. 

FINNERAN, J. C. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). 84/04/10. 13pp. 24025:173. 24X 

Fiche ; 50-445, 84/04/11, 8404120423. 


8404180340 Forwards initial comments & questions on two TDI Owners 
Group repts re rod bearing shells & rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations & quality of matl s. Re lated correspondence. 

BERLINGER,C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P. Mississippi Power & Light Co. 7pp. 24072:333, 24X 

Fiche: 50-000, 84/04/1 1 , S4041S0340. 


8404190074 Forwards addl proposed stipulations re CYGNA rept, per ASLB 
request to shorten actual hearing time need ed. Certificate of 
Svc end. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 628. 84/04/11. 

PIGOTT, DR. Orrick, Herrington 8< Sutcliffe. 17pp. 24105:066. 24X 

Fiche; 50-445, 84/04/ 1 1 , 8404190074. 


8404130124 Forwards original notarized signature page affidavit of CT 
Brandt for applicant 840409 response to CASE request for 
info re polar crane sh ims. Related correspondence. 

HORIN,W.A. Bishop, Liberman, Cook, Purcell -it Reynolds. HORIN, W.A, 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). DSB 503, 84/04/12. CLEMENTS, W. L. Docketing «< Services 

Branch. 2pp. 24031:351. 24X Fiche; 50-445, 84/04/12, 8404130124. 


8404160059 Motion re advance notice of CYGNA review of document 
control. If release of transcript is to be condition 
precedent to litigating i ssue, assessment as to when 
advance notice question can be closed out difficult. 

HARTMAN, S. L. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). HARTMAN, S. L. Bishop, Liberman, Cook, Purcell 
Reynolds, DSB 509. 84/04/12. 3pp. 24040:125, 24X 

Fiche; 50-445, 84/04/12, B404160059. 


— 8404160068 Addl testimony of HA Hutchison re CYGNA review of document 
control. 

HUTCHISON, H. A. Brown Root Corp. (subs, of Halliburton Corp. ). 
84/04/12. 3pp. 24040:128. 24X Fiche; 50-445, 84/04/ 12, 8404160059. 


— 8404160075 Testimony of JM Strange re CYGNA review of document control. 
STRANGE, J. M. Brown Root Cprp. (subs, of Halliburton Corp, ), 
84/04/12. 7pp. 24040:133. 24X Fiche: 50-445, 84/04/12, 8404160059. 


—8404160081 Testimony of FM Strand re CYGNA review of document control. 
Certificate of Svc end. 

STRAND, F. M. Brown & Root Corp, (subs, of Halliburton Corp. ). 
84/04/12. 8pp. 24040:140. 24X Fiche: 50-445, 84/04/12, 8404160059. 


8404160107 Forwards affidavit of RG Tolson & CT Brandt re reverse 
c lassif ication occurrences for safety-related ?< nonsafety- 
related sys. Related correspondence. 

HORIN, W.A. Bishop, Liberman, Cook, Purcell «< Reynolds. HORIN. W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co. >. DSB 508. 84/04/12, BLOCH, P. B. , JORDAN, W. H. , MCCOLLOM, K, A. 

Atomic Safety and Licensing Board Panel. Ip. 24043:213. 24X 

Fiche; 50-445, 84/04/12, 8404160107. 


— 8404160114 Affidavit of RG Tolson Zt CT Brandt re changes in safety 
c lassif ication. 

TOLSON, R. G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), BRANDT, C. T. Ebasco Services, Inc. (subs, of 
Enserch Corp.). 84/04/12. 2pp. 24043:214. 24X 

Fiche: 50-445, 84/04/12, 8404160107. 
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8404170253 Foruards original notarized signature page of JF Finneran 
840411 affidavit on applicant response to partial initial 
decision re A500 steel, 

HQRIN, W.A. Bishop. Liberman, Cook, Purcell & Reynolds. HORIN, W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co .1, DSB 576 84/04/12. CLEMENTS, W. L. Docketing & Services 

Branch. Ip. 2^059:066, 24X Fi che : 50-445, 84/04/12, 8404170253. 


— B404170462 Original signature page to affidavit of JF Finneran on 
applicant response to partial initial decision re A500 
steel. 

F INNERAN, J, C. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.), 84/04/10. Ip. 24059; 067. 24X 

Fiche: 50-445, 84/04/12. 8404170253. 


6404190321 Response to applicant plan to respond to memorandum & order 
re QA for design Record must be held open for receipt of 
evidence on nu 1 1 1 -d i sc i p 1 i ne r evi euj, Cer ti f i c ate of Svc end. 

ELLIS- J. Citizens Association for Sound Energy. DSB 624. 84/04/12. 

Spp. 24070:341. 24X Fiche 50-445,84/04/12,8404180321. 


84041S0319 Submits schedule for responding to outstanding ASLB requests 
for info, per 840409 conference call. Related correspondence. 

HORIN. W.A Bishop. Liberman, Cook. Purcell Reynolds. HORIN. W.A. 
Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co '. DSB 622 84/04/13, BLOCH. P, B. , JORDAN, W. H. , MCCOLLOM, K. A. 

Atomic Safety and Licensing Board Panel. 3pp. 24070: 349. 24X 

Fiche 50-445, 84/04/ JO, 8*104180319 


8404180352 Responds to ASLB requests for info on removal of unassigned 
stub buckets -S' melding procedure qua 1 i f icat i on, Re c o r d s on 
buckets removal not f ound , Ar t i c 1 es 1 & 2 of ASME Code 
Section IX relate to welding qua 1 i f i ca t i on, 

PHILIPS. M. H Bishop- Liberman, Cook, Purcell t* Reynolds. 

PHILIPS, M.H, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co ). DSB o23. 84/04/13. BLOCH, P, B. , MCCOLLOM, K. A. , 

JORDAN, W. H. Atomic Safety and Licensing Board Panel. Ip. 

24071' 147, 24X Fi c h e : 50-445, 84/04/ 1 3, 84041 80352, 


8404170525 Ninth set of interrogatories to CASE requests to produce. 
Certificate of Svc encl, Related correspondence. 

REYNOLDS, N. S. , HORIN, W.A Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co, ). REYNOLDS, N, S. Bishop, Liberman, 
Cook, Purcell Reynolds DSB 606, 84/04/16, Citizens 

Association for Sound Energy. 14pp. 24068:091. 24X 

Fiche, 50-445, 84/04/ J6, 8404170525. 


8404170535 Answer to CASE 840402 motions re ASLB 840315 memorandum on 
clarification of open issues ^ response to question posed by 
ASLB in 840409 conference ca 1 1 , Cer ti f i cate of Svc encl. 

HORIN-W, A, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. >. HORIN, W.A Bishop, Liberman, Cook, Purcell 
Reynolds. DSD 605, 84/04/16 13pp, 24068.060. 24X 

Fiche: 50-445, 84/04/16, 8404170535, 


8404190131 Provides requested documentation re disposition of const 
deficiency involving weld indications on pipe whip 
restraint IE r ep ts, doc ument ing NRC acceptance of util 
e va 1 uat i on/ d 1 sp os i t i on of matter, enc 1 . W/o end. 

HORIN, W.A. Bishop, Liberman, Cook, Purcell & Reynolds. HORIN. W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.) DSB 660. 84/04/16. BLOCH, P, B. , MCCOLLOM, K, A. , JORDAN, W, H, 

Atomic Safety and Licensing Board Panel. 2pp. 24103:215. 24X 

Fiche: 50-445, 84/04/16, 8404190131, 


8404190168 Motion to compel applicants to provide complete answers to 
CASE seventeenth, eighteenth, nineteenth twentieth set of 
interrogatories requests to produce to applicants 
Certificate of Svc end, Related correspondence, 

ELLIS, U. Citizens Association for Sound Energy, DSB 637. 84/04/16. 

Atomic Safety and Licensing Board Panel. 19pp, 24104:293. 24X 

Fiche: 50-445, 84/04/16, 8404190168. 


8404190256 Response to util 840405 motion to establish cutoff date re 
allegations of intimidation effects, Motion premature & based 
on oft-repeated tiresome Zt phony fuel load dates. Certificate 
of Svc encl. 

ELLIS, U, Citizens Association for Sound Energy. DSB 638. 84/04/16. 

Atomic Safety and Licensing Board Panel. 12pp, 24099:027, 24X 

Fiche. 50-445, 84/04/16. 8404190256. 


84042.30048 Forwards addl attachments to Doyle Question 4 Sk all 
attachments to Walsh Question 8. W/o ends. C er t i f i cate of Svc 
end. Related correspondence. 

WILLIAMS, N H CYGNA Energy Services. DSB 702. 84/04/16. ELLIS, J. 

Citizens Association for Sound Energy. 3pp. 24154:234, 24X 

Fiche: 50-445, 84/04/16, 8404230048, 


8404240433 Ninth set of interrogatories to CASE request to produce on 
reopened issues in pro, eeding. Certificate of Svc end 
RExNOLDS, N. S. , HORIN, W.A Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co, ) REYNOLDS, N. S, Bishop, Liberman, 
Cook, Purcell Reynolds. DSD 790. 04/04/16. Citizens 

Association for Sound Energy. 14pp. 24191:114. 24X 

Fiche: 50-445, 84/04/16, 8404240433. 


8404190097 Forwards Board Notification BN-84-77 transcript of ACRS 
288th meeting on 840406 re resolution of IT Yin concerns on 
small large bore piping ?y. s up p or t s, inc 1 ud ing design 
control measures. Re lated correspondence 

MIZUNO, G, S. Hearing Branch 1. DSB 645. 84/04/17. BLOCH, P.B., 

JORDAN, W, H, , MCCOLLOM, K. A. Atomic Safety and Licensing Board Panel. 
Ip. 24105:083. 24X Fi ch e: 50-445, 84/04/17, 8404190097. 


8404240111 Forwards listed exhibits on which CYGNA will be 
cross-examined during h ear i ng s . Manner in which meeting 
memoranda in 840416 Itr couched not agreeab 1 e. Cer t i f i cate of 
Svc end. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 767. 84/04/18. 

PIGGOT,D.R. Orric!'. He-ringtcn & Sutcliffe. 3pp. 24165:001. 24X 

Fiche: 50-445, S4/04/:S, £-OA,?ao 1 : 1 


8404260469 Forwards Rev 0 to CYGNA 830909 rep t, "Cable Tray Support 
Design Review Criteria," Zx Rev 1 to Teledyne "Generic 
Response IE Bulletin 79-02. , . , " per 840417 «« 790830 
requests. W/o enc 1 s. Related correspondence. 

OLDAG, D CYGNA Energy Services. DSB 834. 84/04/18. ELLIS, J. 

Citizens Association for Sound Energy. 3pp. 24214:235, 24X 

Fiche: 50-445, 84/04/18, 8404260469. 


8404240107 Response to CASE 840402 motion re ASLB 840315 me.Tiorandum on 
c lar i f 1 c a t i on of open issues, CASE motion requesting 
imposition of dates by which NRC must complete portions of 
review opposed Certificate of Svc end . 

BACHMANN, R. G. Hearing Branch 1. DSB 774. 84/04/19. 9pp, 

2«164:232 24X Fi c h e : 50-445, 84/04/ 1 9, 84042401 07. 


8404240216 Forwards list of documents referred to in staff testimony & 
affidavits re welding provided by NRC to CASE or identified 
to applicant on 840416 

MIZUNO, G.S, Hearing Branch 1, DSB 776. 84/04/19. ELLIS, J, 

Citizens Association for Sound Energy, 3pp. 24165:283. 24X 

Fiche: 50-445, 84/04/19, 8404240216. 


8404240267 Response supporting util 840405 motion to establish cutoff 
date w/respect to allegations of intimidati on. Certificate of 
Svc end. 

MIZUNO, G. S. Hearing Branch 1. DSB 775. 84/04/19. Atomic Safety 

and Licensing Board Panel. Spp. 24165:351. 24X 

Fiche: 50-445, 84/04/19, S404240267. 


8404250266 Forwards Page 1 to 840411 response to partial initial 
decision re A5000 steel Document stamped on 840412 since 
only iTiailed copy processed. Related correspondence. 

HORIN, W.A, Bishop, Liberman, Cook, Purcell & Reynolds. HORIN, W.A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co ). DSB 811. 84/04/20, CLEMENTS, W. Record Services Branch 

(Document Control Desk), 2pp. 24196:330. 24X Fiche: 50-445, 

84/04/20, 8404250266. 


8404250270 Discusses validity of conclusion in IE Rept 83-52 re 
relev-ance of allegation by craf twor ker. No request made 
that worker perform tasks in manner inconsistent w/ 
provisions of 10CFR50;App B, Related corresp ond enc e. 

HORIN, W.A. Bishop, Liberman, Cook, Purcell 8< Reynolds, HORIN, W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co,). DSB 817. 84/04/20. BLOCH, P. B. , JORDAN, W. H, , MCCOLLOM, K. A. 

Atomic Safety and Licensing Board Panel. 2pp. 24196:235 24X 

Fiche: 50-445, 84/04/20, 8404250270. 


8404350273 Advises that no base plates for ASME supports at facility 
require impact testing, in response to ASLB request re 
thermal cutting of carbon steel in fabrication of base 
p lates. Related correspondence. 

HORIN, W.A, Bishop, Liberman, Cook, Purcell Reynolds. HORIN, W.A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). DSB 818, 84/04/20. BLOCH, P. B. , MCCOLLOM, K. A. , JORDAN, W. H. 

Atomic Safety and Licensing Board Panel. Ip. 24196:233. 24X 

Fiche: 50-445, 84/04/20, 8404250273. 


8404270250 Notice of appearance in proceed ing . Certificate of Svc end. 
ORTIZ, D, A. Citizens Association for Sound Energy. ORTIZ, D. A. Hill, 
Heard, O'Neal, Gilstrap if. Goetz. DSB 859. 84/04/24. Spp. 

24223:034, 24X Fi c h e ; 50-445, 84/04/24, 8404270250. 


K. Utility Final Safety Analysis Report (FSAR) amends 


8404260168 Amend to application for OLs, consi sting of Amend 47 to FSAR. 
CLEMENTS, B. R, Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co.). 84/04/18. DENTON, H. R, Office of Nuclear Reactor 

Regulation, Director. 2pp. 24208:147. 24X Fiche: 50-445, 84/04/18, 

8404260168. 


—8404250034 Amend 47 to FSAR. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/16. 74pp. 24208:149. 24X 

Fiche; 50-445, 84/04/18, 8404260168. 
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Q. Inspection reports^ IE Bulletins Zt corresp ondence 


94040504S7 "Review of Concerns Expressed by Citizens Assoc for Sound 
Energy re Conduct of IV Irvestigations/Insps. " 

MULLEY, G. A. , RESNER/M. " = , - Office of Investigation. 

83/10/20. 100pp. 22915:239. 24X Fiche; 50-445. 83/10/20. 8404050487. 


8404100420 "Comanche Peak - Markey Ltr re Region IV Investigati ons/ 
Insp. " rept of investigation. 

MULLEY, G. A. , RESNER.M, E. . BOWERS, H. Office of Investigation. 
83/10/20. 56pp. 22981.219. 24X Fi che: 50-445, 83/10/20, 8404100420. 


8404050418 Informs of review of Ofc of Inspector S-. Auditor repts re 
Region IV investigations ?< insps at facility. No action 
req,uired. 

HAYES, B.B. Office of Investigation. 84/01/09. PALLADINO 
Commissioners, Ip. 22932:209. 24X Fiche: 50-445, 84/01/09, 

8404050418, 


8404100376 Forwards IE Insp Rept 50-445/84-02 on 840206-13. No 
violations or deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/03/19. GARY, R. J. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 22968:332. 24X Fi che: 50-445, 84/03/19, 8404100376. 


—8404100384 IE Insp Rept 50-445/84-02 on 840206-13. No violations or 
deviations noted. Major areas inspected: onsite radiation 
protection organi zation, staff qualifications *< experience, 
training 8,. internal exposure control. 

CHANEY,H.D. , MURRAY. B. , HUNNICUTT, D. M. Region 4, Office of 
Director. 84/03/19. 19pp. 22968:334. 24X Fiche: 50-445, 84/03/19, 

84041 00376. 


8404190155 Final response to FOIA request for documents considered by 
NRC in preparation of three categories of documents re 
fac i 1 ity. Forwards Investigation Repts 4-83-001 & 4-83-013. 

Info partially withheld (ref FOIA Exemption 7), 

FEU TON, J. M, Division of Rules and Records. 84/03/19. HARTMAM.S. L. 
Debevoise & Liberman, ip. 24150:211. 24X Fiche: 50-445, 84/03/19, 

8404190155, 


— 8404190157 Investigation Rept 4-83-001 on 830107-0803. Major areas 
investigated; allegations re QC supervisor intimidation of 
QC personnel Info deleted. 

DRISKILL, D. D. , HERR, R. K. , WARD, W, J. Office of Investigation. 
83/03/24. 100pp. 24150:001. 24X Fiche; 50-445. 84/03/19, 

8404190155. 


— 8404190158 Investigation Rept 4-83-013 on 830713-0803. Major areas 
investigated: allegations re QC supervisor intimidation of 
QC personnel. Info deleted, 

GRIFFIN, H, B. , HERR, R. K, , WARD, W. J. Office of Investigation. 
83/11/03. 100pp. 24150:103. 24X Fi che: 50-445, 84/03/19, 

8404190155. 


8404030451 Forwards IE Insp Rept 50-445/84-07 on 840201-29. No 
violations or deviations identified. 

JOHNSON, E.H. Region 4, Office of Director. 84/03/20. SPENCE. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co. >. 2pp, 22869:294 24X Fiche: 50-445, 84/03/20, 8404030451 . 


—8404030460 IE Insp Rept 50-445/84-07 on 840201-29. No violations or 
deviations identified. Major areas inspected: Transamerica 
Delaval deisel generator insp, IE bulletin f o I lowup. Part 21 
followup, p lant tours status. 

KELLEY, D.L,, SMITH, W.F., HUNNICUTT, D. i1. Region 4, Office of 
Director. 84/03/19. 9pp. 22869:296. 24X Fic h e; 50-445, 84/03/20, 

8404030451. 


8404050408 Forwards NRC findings on SER Confirmatory Issue 7 re steam 
generator ref leg temp low-low level setpoint per IE 
Bulletin 79-21 Confirmatory Issue 8 re confirmation of 
procedure review per IE Bulletin 79-27. W/o end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/03/22. GARY, R. J. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
4pp. 22932:216. 24X Fiche: 50-445, 84/03/22, 8404050408. 


8404030226 Forwards Ofc of Inspector & Auditor 831020 repts of 
investigations, "Review of Concerns Expressed by Citizens 
Assoc for Sound Energy About Conduct of Region IV Insps" & 

"Markey Ltr Re:Region IV Insps." Related correspondence. 

TREBY, S. A. Hearing Branch 1. DSB 249. 84/03/27. BLOCH, P. B. , 

JORDAN, W. H. , MCCOLLOM, K. A, Atomic Safety and Licensing Board Panel. 
165pp. 22850:214. 24X Fi che: 50r-445, 84/03/27, 8404030226. 


— 8404030247 Comments on Dfc of Inspector Sc Auditor repts, "Markey Ltr 
RetRegion IV Insps," Sc "Review of Concerns Expressed By 
Citizens Assoc for Sound Energy About Conduct of Region IV 
Insps. " Actions could have been better executed. 

DIRCKS, W, J. Office of the Executive Director for Operations. 
84/01/03. PALLADINO, N. Commissioners. 3pp. 22851:012. 24.X 

Fiche: 50-445, 84/03/27, 8404030226. 


— 8404030235 Comments on Ofc of Inspector Auditor repts on Region IV 
investigations Sc insps No action required. 

HAYES, B. B, Office of I nternat i ona 1 Programs, Director. 84/01/09. 
PALLADINO, N. Commissioners. 4pp. 22851:015. 24X 

Fiche: 50-445, 84/03/27, S404030226. 


8402090047 IE Info Notice S4-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

York, Inc. 13Spp, 22933:122. 24X Fi c he : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc, S5pp, 22892:145. 24X Fi c h e : 50-000, 84/03/28. 8403140241 , 


8403140247 IE Info Notice 84-22. "Deficiency in CDMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8,. Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co, of New 

York, Inc. 126pp. 22892:231. 24X Fic he ; 50-000, 84/03/29, 8403140247. 


8404060271 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/under VO 1 tag e trip feature in use in saf ety-related 
applications other than reactor trip sys. Subj circuit 
breakers not used at facilities. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 04/04/02, COLLIN.S, J, T. Region 4, Office of 

Director. 3pp. 22922:001. 24X Fiche: 50-445, 84/04/02, 8404060271. 


8404260351 Forwards IE Insp Repts 50-445/84-06 & 50-446/84-03 on 
840305-09. No violations or deviations noted. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/02. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.), 2pp. 24203:294 24X Fi ch e ; 50-445, 84/04/02, 8404260351 . 


— 8404260354 IE Insp Repts 50-445/84-06 Z< 50-446/84-03 on 840305-09. No 
violations or deviations noted. Major areas inspected: 
preop erat iona 1 environ protection programs, i nc 1 ud i ng 
organ i zation, audi ts, tra in ing & procedures. 

HOLLEY, W.L., MURRAY, B. , HUNNICUTT, D. M, Region 4, Office of 

Director. 84/04/02, Spp. 24203:296. 24X Fi c h e : 50-445, 84/04/02, 

8404260351. 


8404260446 Forwards IE Insp Repts 50-445/84-04 Z'. 50-446/84-02 on 
840305-09, No violations or deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/04/02, SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co,). Spp, 24203:002 24X Fiche: 50-445, 84/04/02, 8404260446. 


— 8404260452 IE Insp Repts 50-445/84-04 & 50-446/84-02 on 840305-09. No 
violations or deviations noted, Major areas inspected: 
raduaste program, inc 1 ud ing organization, training, personnel 
selection Zi qual i f ications Z( air cleaning sys. 

BAER, R. E. , MURRAY, B., HUNNICUTT, D. M. Region 4, Office of Director, 
84/03/30. Spp. 24203:005, 24X Fi c he : 50-445, 84/04/02, 8404260446. 


8404050063 Forwards completed & redacted versions of Ofc of 
Investigations Rept 4-84-006 re alleged intimidation of QC 
personnel. Related correspondence. 

TREBY, S. A. Hearing Branch 1, DSB 310. 84/04/03, BLOCH, P. D. , 

JORDAN, W. H. , GROSSMAN, H. Atomic Safety and Licensing Board Panel. 
261 pp. 22901:139, 24,X Fiche: 50-445, 84/04/03, 9404050063. 


8404090418 Forwards vendor insp repts identifying Vendor Program Branch 
concerns as result of insps. Util requested to evaluate 
significance of findings re quality Zt accep tab i 1 i ty of 
product or svc. W/o end 

JOHNSON, E. H. Region 4, Office of Director. 84/04/03. SPENCE, M. D, 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co ). Spp. 22941:110, 24X Fic h e : 50-445, 84/04/03, 8404090418. 


8403140259 IE Info Notice 84-24, "Physical Qual if icati on of Individuals 
to Use Respiratory Protective Devices, " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qual i f i cat ion Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 
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S404I30329 Foriuards vendor insp repts for info action. Repts identify 
concerns found by 'v’endor Program Branch. Eva 1 uat ion of 
significance of reported findings re quality & acceptability 
of product or svc provided requested. W/o encl. 

JO! -'NSOrJ, E. H. Region 4, Office of Director. 84/04/09. SPENCE, M. D. 
Tej^as Utilities Electric Co. (formerly Texas Utilities Generating 
Co ). 2pp. 24028:259. 24X Fic h e 50-445, 84/04/09, 8404130329. 


9404120393 Forwards 840320 IE Insp Rept 50-445/04-07 re Transamerica 
Delaval diesel generator s . Re lated correspondence. 

MIZUNO, G. S. Hearing Branch 1. DSB 483. 84/04/10. BLOCH, P. B. , 

MCCDLLOM, K. A. , JORDAN, W. H. Atomic Safety and Licensing Board Panel. 
12pp. 24025:090. 24X Fi c h e : 50-445, 84/04/1 O. 8404120393. 


6403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of Neu> York, Inc. 

86pp. 24189.001. 24X Fi che . 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 
grace, J. N, Division of GA. Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

Il4pp, 24X Fiche; 50-000, 84/04/16, 840314027S. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NHC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

86pp. 24163,205, 24X Fi che; 50-000, 84/04/1/, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE, J. N Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc, 

89pp, 24163:292, 24X Fi c h e ; 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-BIast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24183 237. 24X Fi c he : 50-000, 84/04/17, B403140280. 


S4031402S4 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 04/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp 24188:001, 24X Fiche: 50-000, 84/04/18, 8403140284. 


84031402S6 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8( Seal Set. " Svc list' encl 

JORDAN, E, L, Division of Emergency Preparedness S' Engineering 
Response (Post 830103) 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger fit Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. n9pp. 24195:343, 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp, 24285:015. 24X Fi che; 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs & related correspondence 


8404040206 Forwards minutes of 831130 meeting w/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design d efi c ienc i ea , cran k sha f t . b ear i ng s fit connecting rods St 
pistons St skirts, 

MATHEWS, C.S Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power fit Light Co, 70pp, 22880:226. 24X 

Fiche; 50-000, 83/12/15, 8404040206, 


8404170394 Final deficiency rept re failure of Type CFD differential 
relays on emergency diesel generator control panels. 

Initially reported on 830719, Mi d land fit Comanche Peak relays 
will be replaced. 

MIET2,G. 0, RTE-Delta Corp. 93/12/20, Region 4, Office of 
Director, Ip. 24062 117, 24X Fi c h e ; 50-000, 03/12/20, 8404170394. 


— 8404170404 Deficiency rept re failure of Type CFD differential 
on emergency diesel generator control panels during seismic 
testing. Info conveyed to TDI Texas Utils will replace 
relays. CPC has not responded, 

MIETZ,G. □. RTE-Delta Corp. 83/07/19. Region 4. Office oi 
Director. 2pp. 24062 118. 24X Fi c h e : 50-000, 83/ 12/20, 8404 IT 


8404170445 Rept re emergency diesel generators control panels. 
Nonqualified component, States Co Type M-25004 sliding link 
terminal block actually installed in pane 1 s , s imi 1 ar to what 
drawings call for. Field change proposed. 

MIETZ, G. 0. RTE-Delta Corp. 83/12/20. Director's Office, Of 
of Inspection and Enforcement. 6pp. 24063:289. 24X 

Fiche: 50-445. 83/12/20, 8404170445, 


6404020143 Forwards test results on first engine produced in each 
line for LILCO, CPC, Mi s s i s s i p p i Power S< Light S' Southern 
California Edison. 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, 
Division of Licensing. 2pp. 22838:090. 24X Fiche ; 50-000, 04/0 

8404020143. 


8403140249 Board Notification 84-063: forward s Transamerica Delava 
Owners Group rept "Design Review of Connecting Rod Bearing 
Shells for Transamerica Delaval Enterprise Engines" fie 
"Emergency Diesel Generator Rocker Arm Cap s crew. , . . " 

EISENHUT, D. G. Division of Licensing. 84/03/23. PALLADINO 
Commissioners. 5pp. 22871:049. 24X Fich e ; 50-000, 84/03/23, 

8403140249. 


8404090280 Interim Deficiency Rept SDAR-131 re defective lug crim 
field routed c ab 1 e. Equ i p ment supplied by Reliance will be 
inspected for proper terminal S' connector pin crimping. 

Equipment rework will be completed by 840531, 

CLEMENTS, B . R. Texas Utilities Electric Co. (formerly Texas Uti 
Generating Co, ). 84/03/29 JOHNSON, E. H. Region 4, Office of 

Director. 2pp. 22939 361. 24X Fiche: 50-445, 04/03/29, 840409021 


B404030354 Forwards "Emergency Diesel Generator Cylinder Head Stu- 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines svc conditions. 

MUSELER,W, J. TDI ( Tran samer i ca Delaval, Inc.) Owners Group, 
84/03/30. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 22863:069, 24X Fi che; 50-000, 84/03/30, 84040303! 


8404100154 Interim deficiency rept re discrepancy w/instal lation 
curtain five dampers w/o proper provisions for thermal 
e xp ans i on. Ini t ial I y reported on 840309. Comp 1 et i on of 
evaluation expected by 840615. 

CLEMENTS, E. H. Texas Utilities Electric Co, (formerly Texas Util 
Generating Co.), 84/03/30. JOHNSON, E. H. Region 4, Office of 

Director. Ip, 22963 238. 24X Fi c h e: 50-445, 84/03/30, 84041001 54 


8403140267 Board Notification 84-072: forward s transcript of TDI Oii 
Group 840322 meeting fit addl info re diesel generators. 

EISENHUT, D. G, Division of Licensing, 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106, 24X Fic h e : 50-000, 84/04/04, 
8403140267. 


— 8403030331 Forwards request for addl info re Transamerica Delava 
diesel generator s. Add 1 staff comments also encl. 

BERLINGER, C. Division of Licensing. 84/02/28. MUSELER, W. T 
( Tran samer i ca Delaval, Inc. ) Owners Group. 11pp. 24068:015. 

Fiche: 50-000, 84/04/04, 8403140267. 


8404110307 Submits transcript ref from 840322 meeting correlated ui 
840326 Itr requesting addl info re Types AF St AE piston 
skirts. 

MUSELER,W. J, TDI (Transamerica Delaval, Inc. ) Owners Group. 
84/04/09, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985 144, 24X Fiche: 50-000, 84/04/09, 84041 1030 


8404160030 Forwards fatigue data for nodular cast iron used in pis 
skirt evaluation, in response to request made at 840322 
meeting between NRC fi< Transamerica Delaval, Inc Diesel 
Generator Owners Group, 

MUSELER, W,J, TDI ( Transamer i ca Delaval, Inc.) Owners Group. 
84/04/12. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 24043' 161. 24X Fiche: 50-000, 84/04/12, 840416003 

8404170203 Forwards calculations for rocker arm capscrew stress 
analysis 5< cylinder head stud evaluation, 

MUSELER,W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/13. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. SSpp. 24053:184. 24X Fiche: 50-000, 84/04/13, 84041702 

9404200083 Interim deficiency rept re vendor documentation of QA 
inspector eye exam record s. Initially reported on 840215. 
Evaluation completion expected by 840515, 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Util 
Generating Co„ ). 84/04/13. JOHNSON, E. H. Region 4, Office of 

Director, Ip, 24120:134. 24X Fiche: 50-445, 84/04/13, 8404200083 
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8404180323 For-jards 
Water Pump Design 
request 

MUSELEP;W. J TDI 
84/04/16, DENTON 
Director. 2pp. 


"Emergency Diesel Generator Engine Driven Jacket 
Review " Rept foroiarded to BNWL/per NRC 

( Transamer ica Delaval» Inc. ) Owners Group. 

, H. R. Office of Nuclear Reactor Regulation^ 
24071:225, 24X Fi c he: 50-000, 94/04/ 16. 3404180323. 


8404260218 Interim deficiency rept re laminations S-. de laminations in 
cable tray support column. Initially reported on 840111. Item 
not reportable under 1 OCFR50. 55 ( e ) Supporting documentation 
available onsite. 

CLEMENTS, B. R, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/17, JOHNSON. E. H. Region 4. Office of 

Director. Ip. 24207:266. 24X Fiche: 50-445, 84/04/17. 8404260218. 


8404260457 Interim deficiency rept re discrepancy in diesel generator 
turbocharger thrust bearing lubrication Initially reported 
on 840321. Evaluation continuing. Comp ietion expected by 
840507. 

CLEMENTS. B. R Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/17. JOHNSON. E. H, Region 4, Office of 

Director. Ip. 24203 001. 24X Fiche; 50-445, 84/04/17. 8404260457. 


8404160150 Board Notification 84-076: provides info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of cooling cond i t i ons . I nf o updates Board Notification 83-139 
& AECL test results. 

EISENHUT. D. G. Division of Licensing. 84/04/19. PaLLADINO 
Commissioners. 2pp, 24215:100. 24X Fic h e : 50-000. 84/04/1 9. 

84041 60 ISiO. 


— 0404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling c ond i t i ons. Inf o updates Board 
Notification 83-139 AECL test results. Svc list end. 

VOLLHER. R. H. Division of Engineering. 84/04/06. EISENHUT. D. G. 
Division of Licensing. 6pp. 24215:102. 24X Fi c h e : 50-000, 

84/04/19, 8404160150. 


— 8404160081 Testimony of FM Strand re CYGNA review of document control. 
Certificate of Svc end. 

■STRAND. F. li. Brown •?< Root Corp. (subs, of Halliburton Corp. ). 
84/04/12. epp. 24040,140. 24X Fiche: 50-445. 84/04/12. 8404160059, 


8404180335 Forwards staff testimony on welding fabrication concerns 
raised by Steiner unexpected joint affidavit of 
EJ Collins. LD Gilbert, DE Smith &: RG Tay lor. Related 
corresp ondence. 

MIZUNO, G. S. Hearing Branch 1. DSB 614. 84/04/14. BLOCH, P. B. , 

JORDA.N, W. H. . HCCOLLOM, K. A. Atomic Safety and Licensing Board Panel. 
2pp. 24071:148. 24X Fic he: 50-445. 84/04/14, 8404180335. 


— 3404180338 Testimony of WJ Collins, LD Gilbert. DE Smith RG Taylor on 
welding fabrication issues raised by D Steiner. Unexecuted 
affidavit & Certificate of Svc end, 

COLLINS, W.J. Division of Emergency Preparedness Engineering 
Response (Post 830103) GILBERT, L, D. Region 4. Office of 
Director. SMITH. D. E. Division of Engineering. 84/04/14. 65pp. 

24071:150. 24X Fiche 50-445, 84/04/14^ 8404180335. 


8404200071 Transcript of 840418 telephone conference call in Bethesda, 
MD. Pp 12,034-12,137. 

* Atonic Safety and Licensing Board Panel, S4/04/18. 104pp. 

24119:333. 24X Fiche 50-445, 84/04/18. 8404200071 . 


U. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, '•Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02, 8404020019, 


DOCf^ET 50-446 COMANCHE PEAK STEAM ELECTRIC STA. . UNIT 2 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER, W J, TDI ( Tran samer i ca Delavai. Inc. ) Owners Group. 
84/04/19, DENTON. H.R Off re of Nuclear Reactor Regulation, 
Director, 2pp. 24154 259, 24X Fiche; 50-000, 84/04/19. 8404230057. 


B404300097 Forwards response to 040131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ.R J, Sacramento Municipal Utility District. 84/04/20. 
STOLZ.J. F. Operating Reactors Branch 4 gSpp. 24225:166. 24X 

Fiche: 50-000. 84/04/20, 8404300097, 


3404300033 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C.L TDI ( Transamer i ca Delavai, Inc, ) Owners Group. 84/04/24. 
DENTON, H.R. Office of Nuclear Reactor Regulation. Director. 3pp. 
24227: 104, 24X Fiche: 50-000, 84/04/24. 8404300083. 


7 Hearing transcripts on non-antitrust matters 


J404030197 Transcript of B40330 telephone conference in Beth esda. MD. Pp 
11. 999-12. 033, 

Atomic Safety and Licensing Board Panel.. 84/03/30. 37pp, 

22849:176. 24X Fi che: 50-445. 84/03/30. 8404030197. 


'403140267 Board Notification 84-072; forwards transcript of TDI Owners 
Group 840322 meeting Sf addl info re diesel generators. 

EISENHUT. D. G. Division of Licensing. 84/04/04, PALLADINO 
Commiss ioners. 5pp. 24067:106. 24X Fich e : 50-000. 84/04/04. 
8403140267, 


A. Application/constructxon stage documents S' correspondence 


8403210162 Ltr to all applicants for DLs full power authorizations 
summarizing 840126 meeting 'in Beth esda. MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews ?< development of acceptable experience profile. 

HANNON, J, Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X F i ch e : 50-000. 84/03/01 , 8403210162 


8404160031 Forwards responses to Items 1 8. 3 of 840222 brief summary 
of generic problems Item 10 to cross-examination questions 
re independent assessment program. 

WILLIAMS, N. H. CYGNA Energy Services. 84/03/02. ELLIS. J. Citizens 
Association for Sound Energy. 13pp, 24043: 167, 24X 

Fiche; 50-445, 84/03/02, 8404160031. 


'8404160035 Forwards response to Items 13 8. 17 of 840222 brief summary 
of generic problem from J Doyle .?< Items 4 ?. 6 of brief 
summary of cross-examinat ion questions from M Walsh re 
independent assessment program. 

WILLIAMS. N. H. CYGNA Energy Services. 84/03/07. ELLIS. J. Citizens 
Association for Sound Energy. 7pp. 24043.112. 24X 

Fiche; 50-445.84/03/07. 8404160035. 


9404160053 Forwards response to 840222 summary of generic problem, 
Ite.ms 5.6,9,14 18 summary of cross-examination question. 

Itsim 1 re independent assessment program, Further responses 
fc'-tf ccir-ing 

h: ..lA-c. CYGNA Energy Services, 84/03/09. ELLIS. J. Citizens 
Association for Sound Energy. 18pp. 24043:312. 24X 

Fiche: 50-445. 84/03/09. 8404160053. 


“8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator re 1 iab i 1 i ty , Pp l-l^i/. 

^ Commissioners. 84/03/22, 19Spp. 24067; 132, 24X 

Fiche; 50-000. 84/04/04, 8403140267. 


404160059 Motion re advance not.ice of CYGNA review of document 
control. If release of transcript is to bo condition 
precedent to litigating i ssue, assessment as to when 
advance notice question can be closed out difficult. 

HARTMAN. S. L. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. L HARTMAN, S. L. Bishop, Liberman. Cook. Purcell & 

Reynolds. DSB 509. 84/04/12, 3pp. 24040:125. 24X 

Fiche: 50-445. 84/04/12. 8404160059, 


■8404160069 Addl testimony of HA Hutchison re CYGNA review of document 
control. 

HUTCHISON, H, A, Brown S', Root Corp. (subs, of Halliburton Corp. ). 
84/04/12. 3pp. 24040 128. 24X Fiche: 50-445. 84/04/12. 8404160059. 


*8404160075 Testimony of JM Strange re CYGNA review of document control. 
STRANGE. J, M. Brown Root Corp, (subs, of Halliburton Corp. 

84/04/12. 7pp. 24040 133, 24X Fiche 50-445. 84/04/12. 8404160059. 


8404160097 Forwards response to 840222 summary of generic problems & 
cross-examination questions re facility independent 
assessment program. Pip i ng Segment AB-1-70 reanalyzed by 
Gibbs S'. Hill 8« original engineering judgement verified, 

WILLIAMS. N. H. CYGNA Energy Services. 84/03/15. ELLIS. J, Citizens 
Association for Sound Energy. 10pp. 24041:074. 24X 

Fiche; 50-445. 84/03/15. 8404160097, 


8404190198 Further response to FOIA request for documents considered or 
relied upon by NRC in preparation of three categories of 
documents concerning faq i lities. App S documents entirely 
withheld (ref FOIA Exemption 5). 

FELTON. J. M. Division of Rules and Records. 84/03/16. HARTMAN. S, L. 
DebevoisB .t- Liberman. 2pp. 24122:318. 24X Fi c h e : 50-445. 04/03/16. 

8404190198. 


8404050048 Forwards listed exhibits from 840319 St 20 hearings. W/o end. 
EYSTER. R. E. Tayloe Associates. 84/03/22 PLEASANT. E. NRC - No 
Detailed Affiliation Given. Ip. 22919:206. 24X 

Fiche: 50-445, 84/03/22. 8404050048, 
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8404060193 Comments on containment sump isolation valves & 

recommendations made in CYGNA independent assessment program 
rept re cable tray supports Zt anchor bolt embedment lengths. 

Std set of instructions for supports expected by 840501. 

SCHMIDT, H. C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/02. YOUNGBLOOD, B. J. Licensing Branch 1. 

4Dp. 22926:012. 24X Fi c h e: 50-445, 84/04/02, 8404060193. 


8404050408 Forwards NRC findings on SER Confirmatory Issue 7 re steam 
generator ref leg temp low-low level setpoint per IE 
Bulletin 79-21 Confirmatory Issue 8 re confirmation of 
procedure review per IE Bulletin 79-27. W/o end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/03/22. GARY, R. J. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
4pp. 22932:216. 24X Fi c h e : 50-445, 84/03/22, 8404050408 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mg t of p Ian t- sp ec i f i c bac k f i tt ing , S vc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 

Edison Co. of New York, Inc. 20pp 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404160060 Forwards comments on CYGNA independent assessment program, 
per request. Some comments relate to concerns in util 840402 
1 tr . 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/06. YOUNGBLOOD, B. U. Licensing Branch 1. 

12pp. 24043:341, 24X Fi c h e : 50-445, 84/04/06. 8404160060. 


8404170486 Comments on draft environ protection plan. Section 4.2. 1 re 
groundwater levels i. station water use monitoring should 
reflect that Observation Well OB-1 not owned by util. 

Groundwater pumpage rate should be clarified as stated. 

CLEMENTS, B. R, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/06. YOUNGBLOOD, B. J. Licensing Branch 1. 

2pp. 24059:100. 24X F i c h e : 50-44 5, 84/04/06 , 8404 1 70486. 


8404230240 Submits request for addl info re steam generator tube 
rupture accident event s c enar i o. R eques ts notification of 
participation in proposed Westinghouse generic program it 
schedule for submittal of plant-specific info. 

YOUNGBLOOD, B. J Licensing Branch 1. 84/04/09. SPENCE, M. D. Texas 

Utilities Electric Co, (formerly Texas Utilities Generating Co. ). 
3pp 24187:150 24X F i c h e : 50-445, 84/04/09, 8404230248. 


8404260168 Amend to application for OLs, c ons i s t i ng of Amend 47 to FSAR, 
CLEMENTS, B, R, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/04/18. DENTON, H. R, Office of Nuclear Reactor 

Regulation, Director 2pp. 24208:147, 24X Fich e: 50-445, 84/04/18, 

8404260168. 


8404250007 Forwards value-impact analysis for elimination of large 
primary loop pipe ruptures. Proposed exemption from adding 
protective structures recommended. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,), 84/04/23, DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director 13pp 24194.091, 24X Fi c h e: 50-445, 84/04/23, 

8404250007, 


8404060180 Forwards updated schedule for responses to SER outstanding 
issues, confirmatory issues 8< licensing cond itions. Issues 
include TMI Items III. A. 1.2 re emergency support facilities, 

III. A. 2 re emergency preparedness S< I. D. 1. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/03. YOUNGBLOCD, B. U. Licensing Branch 1. 

4pp 22926:166. 24X Fi c h e : 50-445, 84/04/03, 8404060180, 


8404190245 Forwards j us t i f i c a t i on s for two exceptions (7a i>. 7b) to use 
of Class A wired detection circuits, per SSER 1 fire 
protection commitments Manual override pull stations 
available to actuate deluge sys. 

SCHMIDT, H.C, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/04/13. YOUNGBLOOD, B. U. Licensing Branch 1. 

5pp. 24100:041. 24X Fi c h e : 50-445, 84/04/13, 8404190245. 


F. Security, medical, emergency it fire protection plans 


8404030328 Notifies of 10CFR50, App R lessons learned workshop on 
840426 in Arlington, TX to discuss fire protection safe 
shutdown insps, per IE Info Notice 84-09. Agenda end. 

COLLINS, J.T, Region 4, Office of Director. 84/03/26. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 4pp. 22872; 119. 24X Fi c h e : 50-445, 84/03/26, 8404030328, 


8404060180 Forwards updated schedule for responses to SER outstanding 
issues, confirmatory issues licensing cond i tions. Issues 
include TMI Items III. A. 1.2 re emergency support facilities, 

III. A. 2 re emergency preparedness & I. D. 1. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/04/03. YOUNGBLOOD, B. J. Licensing Branch 1. 

4pp. 22926:166. 24X Fi c he: 50-445, 84/04/03, S4040601SO. 


8404190245 Forwards justifications for two exceptions (7a & 7b) to use 
of Class A wired detection circuits, per SSER 1 fire 
protection commitments. Manual override pull stations 
available to actuate deluge sys. 

SCHMIDT,H. C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/13, YOUNGBLOOD, B. J. Licensing Branch 1. 

5pp 24100:041. 24X Fiche: 50-445, 84/04/13,8404190245. 


G. Adjudicatory correspondence 


8404250180 Forwards nonproprietary Si proprietary topical rept, 
"Technical Bases for Eliminating Large Primary Loop Pipe 
Rupture as Structural Design Basis for..." Application for 
withholding enc 1 . Pr opr i etary rept withheld (ref 10CFR2. 790). 

SCHMIDT, H.C, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/23. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 2pp, 24192 043. 24X Fiche, 50-445, 84/04/23, 

8404250180, 


— 8404250181 Application for withholding proprietary rept, 
Bases for Eliminating Large Primary Loop Pipe Rupture 
Structural Design Basis for Comanche Peak, Units 1 & 2. 


WIESEMANN, R A, Wes^-; 
Office of Nucleu" 

'ir't'rusp Flect-ir Corp, 84/04/15. 

24X Fiche; 50-445. r.-'-:.' ■■ 



"Technical 


DENTON, H. R. 
24192: 045. 


— 8404250182 Nonproprietary "Technical Bases for Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Basis for 
Comanche Peak, Units 1 2, " 

SWAMY, S. A , FURCHI,£, L., CLARK, H. F. Westinghouse Electric Corp. 
WCAP-10528, 84/04/30, 40pp, 24192:051, 24X 

Fiche: 50-445, 84/04/23, 8404250180. 


8404300088 Submits results of interviews w/welders related to 
allegations re welding practices at fac: i 1 i t i es. Requests 
response to listed questions within 30 days. 

DENISE, R. P. Division of Resident, Reactor Project it Engineering 
Programs. 84/04/23. SPENCE, M. D. Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co. ), 4pp. 24225:155, 24X 

Fiche; 50-445, 04/04/23, 8404300088. 


E. NRC Safety Evaluation Report (SER), suppls ?< correspondence 


8404100246 Forwards Uol I 2 of ASLB Exhibit 1 for hearing on 840220. 
Related correspondence. 

EYSTER,R. Tayloe Associates. 84/03/12. PLEASANT, E. Administrative 
It Logistical Surco-t Branch. Ip. 22993:326, 24X 

Fiche: 50-4.15. 8-/03/ 8404100246. 


8404160092 Forwards response to 840222 cross-examinati on Questions 
6,8,9 12 from CASE witness M Walsh. 

WILLIAMS, N. H, CYGNA Energy Services. 84/03/13. ELLIS, U. Citizens 
Association for Sound E'-'cr:!! 15pp, 24042:249, 24X 

Fiche: 50-445,84/03/13, Il-i :-4 : 6C(:9:;‘ 


8404160012 Forwards response to 840222 summary of generic problems from 
CASE witness J Doyle, Items 2 8. 

WILLIAMS, N. H, CYGNA Energy Services. 04/03/14. ELLIS, U. Citizens 
Association for Sound Energy. 12pp. 24043:092. 24X 

Fiche; 50-445, 84/03/14, 8404160012. 


8404260490 Forwards CASE response to ASLB request re satisfac tory/ 
unsat i sfac tory check lists in CYGNA rept, addl exhibits to be 
used for cross-examination 8< list of CASE exhibits supplied 
to CYGNA. 

ELLIS, J. Citizens Association for Sound Energy. DSB 833. 84/03/23. 

PI00TT,D.R. Orrick, Herrington Sutcliffe. 2pp. 24214:256. 24X 

Fiche; 50-445, 84/03/23, 8404260490. 


— 8404260492 Response to ASLB request re satisfactory & unsat i sfac tor y 
check lists in CYGNA rep ts. Calculations reviewed by U Doyle 
found in Vol 2 of CYGNA independent assessment program, 

App H pipe support check 1 ists, Certificate of Svc end, 

ELLIS, U. Citizens Association for Sound Energy. 84/04/23. 17pp. 

24214:258. 24X Fi c he : 50-445, 84/03/23, 8404260490. 


8404030009 Forwards SSER re findings & review status of listed 
unresolved core performance issues. 

YOUNGBLOOD, B. U. Licensing Branch 1. 84/03/15. GARY, R. J. Texas 
Utilities Electric Co, (formerly Texas Utilities Generating Co. ), 
7 pp. 22880:227. 24X Fic he: 50-445, 84/03/15, 8404030009. 


8404030139 Forwards BB Hayes 840321 ltr to ASLB not served on parties, 
Related correspondence, 

MIZUNO, 0. S. Hearing Branch 1. DSB 259. 84/03/27. ELLIS, J, 

Citizens Association for Sound Energy. HICKS, R, Environmental 
Protection Agency. REYNOLDS, N. S. Debevoise 8« Liberman. 3pp. 
22849:352. 24X Fi che: 50-445, 84/03/27, 0404030139. 
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8404030226 Forwards Ofc of Inspector & Auditor 831020 repts of 
invest! gationSf "Review of Concerns Expressed by Citizens 
Assoc for Sound Energy About Conduct of Region IV Insps" & 

"Martcey Ltr Re: Region IV Insps, " Related correspondence. 

TREBV^S.A. Hearing Branch 1. DSB 249. 84/03/27, BLOCH, P. B. , 

JORDAN, W.H,, MCCOLLOM, K. A. Atomic Safety and Licensing Board Panel. 
165pp. 22850:214. 24X Fiche • 50-445, 84/03/27.- 8404030226. 


8404030093 Forwards request for addl info to be transmitted to Cygna. 
Certificate of Svc end. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 267. 84/03/29. 

PIGQTT,D.R. Orricic, Herrington ?< Sutcliffe. 4pp. 22849:332. 24X 

Fiche: 50-445, 84/03/29. 8404030093 


8404020222 Answer to Citizens Assoc for Sound Energy (CASE) motion for 
discovery re T-shirt inc i dent. App 1 i cant will provide 
discovery respond to CASE 17th set of interrogatories. 

Certificate of Svc end. Related correspondence. 

REYNOLDS, W. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell & 
Reynolds. DSB 248. 84/03/30. Atomic Safety and Licensing Board 

Panel. 3pp. 22847:250. 24X Fiche: 50-445, 84/03/30, 8404020222. 


8404030171 Notice of ASLB constitution. PB Bloch, cha irman S< H Grossman 
Sc WH Jordan, member s. Served on 840402, 

COTTER, B. P. Atomic Safety and Licensing Board Panel. DSB 260. 
84/03/30. 2pp. 22053:134. 24X Fiche; 50-445, 84/03/30, 8404030171. 


8404020267 Forwards Doyle clarifuina comments re Doyle Contention 16. 
CASE Exhibit 969 (IE Bulletin 79-02) to be used in CYGNA 
cross-examination in case. Certificate of Svc end. Related 
corresp ondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 239. 84/03/31. 

PIGOTT.D.R. Orrick, Herrington Sc Sutcliffe. 6pp. 22846:022. 24X 

Fiche: 50-445, 84/03/31, 8404020267. 


8404100151 Motion objecting to certain inconsistencies in ASLB 840315 
memorandum re timing of responses from part ies. Stringent 
time limits not placed on applicant or NRC to respond to 
orders or requests for info. Certificate of Svc end. 

ELLIS, J. Citizens Association for Sound Energy. DSB 410. 84/04/02. 

25pp. 22964:296. 24X Fi ch e: 50-445, 84/04/02, 84041001 51 . 


8404050063 Forwards completed 8< redacted versions of Ofc of 
Investigations Rept 4-a4--006 re alleged intimidation of QC 
personnel. Related correspondence. 

TREBY, S.A. Hearing Branch 1. DSB 310. 84/04/03. BLOCH, P. B. , 

JORDAN, W. H. , GROSSMAN, H. Atomic Safety and Licensing Board Panel. 
261pp, 22901:139. 24X Fi ch e: 50-445, 84/04/03, 8404050063. 


8404060165 Responds to 840315 order for comment re applicant 
observations of onsite interviews. Confident ial sources 
should be protec ted , but observations would not impact 
investigations. 

WARD, W. J Office of Investigation DSB 339. 84/04/03. BLOCH, P. B. , 

MCCOLLOM. K A. , JORDAN, W. H. Atomic Safety and Licensing Board Panel. 
2pp. 22926:355. 24X Fi c h e: 50-445. 84/04/03, 8404060165 


8404060063 Notice of appearance in proceeding. Certificate of Svc end. 
BELTER, L. W. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co.), BELTER, L. W. Bishop, Liberman. Cook. Purcell 
Reynolds, DSB 322. 84/(54/04. 3pp. 22920:230. 24X 

Fiche: 50-445, 84/04/04, 8404060063. 


8404060147 Notice of appearance in proceeding. Certificate of Svc end. 
BELTER, L. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). BELTER, L. W. Bishop, Liberman, Cook, Purcell 
Reynolds. DSB 345. 84/04/04. 3pp. 22927:060. 24X 

Fiche: 50-445, 84/04/04. 8404060147. 


0404060149 Notice of appearance in proceeding . Certificate of Svc end. 
DOWNEY, B.L. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). DOWNEY, B. L. Bishop, Liberman, Cook, Purcell ?< 
Reynolds. DSB 344, 84/04/04. 3pp, 22927:023. 24X 

Fiche: 50-445, 94/04/04, 8404060149. 


B404100503 Forwards list of documents requested in B40404 telcon.No 
request made of CYGNA for documentation prior to 1982. 

Related correspondence. 

PIGOTT.D.R. Orrick, Herrington & Sutcliffe. DSB 442. 84/04/04. 

ELLIS, J. Citizens Association for Sound Energy. 5pp, 22977:001. 
24X Fiche: 50-445, 34/04/04, 8404100503. 


8404060169 Motion to establish 840331 as cut-off date for litigating 
allegations of intimidation ef f ects. Certi f i c tate of Svc 
end. 

BELTER, L. W, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). BELTER, L. W. Bishop, Liberman, Cook, Purcell & 
Reynolds. DSB 338. 84/04/05. Atomic Safety and Licensing Board 

Panel. 4pp. 22926:351. 24X Fiche : 50-445, 84/04/05, 8404060169. 


8404060411 Response to 17th-20th sets of interrogatories & requests to 
produce . Certifi cate of Svc end. Related correspondence. 

HORIN, W. A. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). HORIN, W. A. Bishop, Liberman, Cook, Purcell it 
Reynolds. DSB 364. S4/04/05. Citizens Association for Sound 

Energy. 23pp. 22934:243. 24X Fiche: 50-445, 84/04/05, 840406041 1. 


8404060424 Motion for summary disposition of certain Citizens Assoc 
for Sound Energy allegations re welding issues. No genuine 
issue of matl facts exists it applicants entitled to 
favorable dec i s ion. Re la ted correspondence. 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). REYNOLDS, N, S, Bishop, Liberman, Cook, Purcell 8< 
Reynolds. DSB 363. 84/04/05. Atomic Safety and Licensing Board 

Panel. 26pp. 22934:051. 24X Fiche; 50-445, 84/04/05, 8404060424. 


— 8404060427 Affidavit of WE Baker, MD Muscente, JD Stevenson & RE Lorentz 
re allegations involving AWS & ASME Code provisions 
concerning welding i s sues. Re lated correspondence. 

BAKER, W.E., MUSCENTE, M. D. Brown it Root Corp. (subs, of Halliburton 
Corp. ). STEVENSON, J. D. Stevenson & Associates. 84/04/02. 38pp. 

22934:077, 24X Fi che : 50-445. 84/04/05, 8404060424. 


— 8404060430 Statement of matl facts as to which there is no genuine 
issue. Certificate of Svc end. Related correspondence. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ), 84/04/05. Atomic Safety and Licensing Board 

Panel. 10pp. 22934:115. 24X Fiche: 50-445, 84/04/05, 8404060424. 


8404100495 Response to Citizens Assoc for Sound Energy seventeenth 
through twentieth sets of interrogator ies it requests to 
produce. Certificate of Svc end. 

HORIN, W. A. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). HORIN, W. A. Bishop, Liberman. Cook, Purcell it 
Reynolds. DSB 424. 84/04/05, Citizens Association for Sound 

Energy. 23pp. 22976:328. 24X Fiche: 50-445. 84/04/05, 8404100495. 


8404110534 Forwards transcripts of open NRC meetings re discussion/ 
possible vote on Diablo Canyon criticality it low power 
operation, per Board request. Related correspondence. 

TREBY, S. A. Hearing Branch 1. DSB 450. 84/04/05. BLOCH, P. B. , 

JOHNSON, W. H. , MCCOLLOM, K A. Atomic Safety and Licensing Board Panel. 
2pp, 22998:001. 24X Fi c h e: 50-000, 84/04/05, 84041 10534. 


8404120427 Forwards DO Eisenhut 840330 ltr to MD Spence. W/o end. 
Related correspondence 

BACHMANN, R. G. Hearing Branch 1. DSB 485. 84/04/05. BLOCH, P. B. , 

JORDAN, W. H. , MCCOLLOM, K, A. Atomic Safety and Licensing Board Panel. 
Ip, 24025:202. 24X Fi ch e: 50-445, 84/04/05, 8404120427, 


8404110592 Comments on suppl to applicant 840313 plan to respond to 
841228 memorandum order re QA for design. ASLB should 
provide guidance whether record need be held open for 
receipt of evidence. W/Cer ti f icate of Svc. 

BACHMANN. R. G. Hearing Branch 1. DSB 448. 84/04/06. 5pp. 

22999:227. 24X Fi c h e : 50-445, 84/04/06, 84041 10592. 


8404110601 Forwards Board Notification 84-071 from Diablo Canyon 
proceeding on 840403 re addl items presented by IT Yin at 
840326-27 meetings. Related correspondence. 

TREBY, S. Hearing Branch 1. DSB 446. 84/04/06. BLOCH, P. B. , 

JORDAN, W. H . MCCCJLL TM, K. A. Atomic Safety and Licensing Board Panel. 
I31pp, 22999:068. 24X Fiche: 50-445, 84/04/06, 84041 10601. 


8404090419 Forwards list of outstanding documents per 840404 ltr. 
Requests CYGNA revised testimony. Certificate of Svc end. 

Related correspondence, 

ELLIS, J. Citizens Association for Sound Energy. DSB 375. 84/04/07. 

PIGOTT.D.R, Orrick, Herrington & Sutcliffe. 6pp. 22952:332. 24X 

Fiche: 50-445. 84/04/07, 8404090419. 


8404090459 Forwards clarification of wording for eighteenth set of 
interrogator ies it requests to produce, per telcon request. 

Certificate of Svc end. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 376. 04/04/07. 

HORINi W. A. Bishop, Liberman, Cook, Purcell it Reynolds. 5pp. 

22955: 010. 24X Fiche; 50-445, 84/04/07^ 8404090459, 


8404100512 Response to Citizens Assoc for Sound Energy request for info 
on polar crane shims. Insp it corrective action completed in 
late 1983. Related correspondence. 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell & 
Reynolds. DSB 431. 84/04/09. 3pp. 22977:031. 24X 

Fiche: 50-445, 84/04/09, 8404100512. 


—8404100516 Affidavit of CT Brandt re evaluation of polar crane proposed 
initial decision, Certificate of Svc end. 

BRANDT, C. T. Ebasco Services, Inc. (subs, of Enserch Corp. ). 

84/04/09. 5pp. 22977:034. 24X Fiche: 50-445, 84/04/09, 8404100512. 
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8404110091 Eighth set o-F interrogatories 8< requests for production of 
documents. Certificate of Svc enc 1 , Re lated correspondence, 

DOWNEY# B. L, Texas Utilities Electric Cc. (formerly Texas Utilities 
Generating Co. >. DOWNEY, B. L. Bishop# Liberman# Cook# Purcell & 
Reynolds. D3B 433. 84/04/09. Citizens Association for Sound 

Energy. 7pp. 22988 050 24X' F i c h e : 50-445 # 84/04/09# 84041 10091. 


8404120071 Forwards original verifications of RG Tolson SL Spencer 
attached to applicant 840405 answers to Citizens Assoc 
for Sound Energy 17th through 20th sets of interrogatories. 

Related correspondence. 

HORIN# W. A. Bishop# Liberman. Cook# Purcell •!'; Reynolds. HORIN.W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co ). DSB 471 84/04/09, CLEMENTS, W. Docketing ?.# Services Branch. 

3pp. 24023:086. 24X F i c h e , 50-445, 84/04/09, 8404120071 . 


8404120393 Forwards 840320 IE Insp Rept 50-445/84-07 re Transanerica 
Delaval diesel generators. Re lated correspondence. 

MIZUNO.G, S. Hearing Branch 1. DSB 483. 84/04/10, BLOCH. P. B. # 

MCCOLLQM, K, A, # JORDA.N, W, H Atomic Safety and Licensing Board Panel. 
12pp. 24025.090, 24X F i c h e : 50- 445, 84/04/ 1 0. 8404 120393, 


8404120418 Response to A5LB 840515 request for investigation ?< rept on 
allegations re monitoring of employees interviewed by NRC 
Ofc of Investigation (GI).No practice of monitoring 01 
interviewees or lists exists, 

REYNOLDS, N. S. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co. ). REYNOLDS# N, S. Bishop# Liberman# Cook, Purcell 
Reynolds. 033 478. 84, ‘04/11, 2pp. 24025:135. 24X 

Fiche' 50-445# 84/04/ 1 1 # 8404120418 


— 8404120421 Affidavit of BH Grier re passible surveillance of NRC Ofc of 
Investigation ac t i vi t i e s , C er t i f i c a te of Svc enc 1 

GRIER#B,H. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/10, 5pp, 24025: 137 24X 

Fiche: 50-445# 84/04/11, 8404120418. 


8404120423 Response to partial initial decision re adequate safety 
margins for A500 tubular steel, Impact of rev to steel 
correctly assessed acceptable. 

REYNOLDS# N, S. # HORIN# W, A, Texas Utilities Electric Co, (formerly 
Texas Utilities Generating Co ). REYNOLDS. N, S. Bishop# Liberman# 
Cook# Purcell Reynolds DSB 479. 84/04/11. 22pp. 24025:151. 

24X Fiche: 50-445# 84/04/11, 8404120423 


— 8404120426 Affidavit of JC Finneran re use of A500 tubular steel in 
design of linear pipe sup p or t»s, Cer t i f ica t e of Svc end. 

FINNERAN# J, C. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). 84/04/10, 13pp, 24025:173. 24X 

Fiche: 50-445# 84/04/ 1 1 , 8404 120423. 


8404180340 Forwards initial comments ?>', questions on two TDI Owners 
Group repts re rod bearing shells rocker arm capscrew 
stress. Addl info required re failure mechan i sns# r ef erenced 
calculations & quality of matls, Related correspondence. 

BERLINGER# C, H, Division of Licensing, DSB 611 84/04/11. 

MCGAUGHY# J, P. Mississippi Power ii Light Co. 7pp. 24072:333. 24:< 

Fiche: 50-000# 84/04/ 1 1 # S4041 80340, 


8404190074 Forwards addl proposed stipulations re CYGNA rept# per ASLB 
request to shorten actual hearing time need ed . Cer t if i cate of 
Svc end, Related correspondence, 

ELLIS# U, Citizens Association for Sound Energy. DSB 628, 84/04/11. 

PIGOTT.D. R. Orrick# Herrington Z< Sutcliffe, 17pp. 24105.066. 24X 

Fiche: 50-445, 84/04/11# 8404190074, 


8404130124 Forwards original notarized signature page affidavit of CT 
Brandt for applicant 840409 response to CASE request for 
info re polar crane sh ims . Re la ted correspondence. 

HORIN.W, A. Bishop# Liberman# Cook# Purcell S; Reynolds, HQRIN/W. A, 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co ). DSB 503. 84/04/12, CLEMENTS# W L, Docketing S< Services 

Branch 2pp. 24031.35) 24X Fi c h e : 50-445 # 84 /04/ 12# 8404130124. 


8404160059 Motion re advance notice of CYGNA review of document 
control. If release of transcript is to be condition 
precedent to litigating i s sue# assessment as to when 
advance notice question can be dosed out difficult. 

HARTMAN# S. L, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). HARTMAN, S. L Bishop# Liberman# Cook# Purcell & 

Reynolds. DSB 509. 84/04/12, 3pp. 24040:125. 24X 

Fiche' 50-445, 04/04/12# 8404160059. 


8404160107 Forwards affidavit of RO Tolson S# CT Brandt re reverse 
c lassif icat ion occurrences for safety-related Sk nonsafety- 
related sys. Related correspondence. 

HORIN# W. A Bishop# Liberman# Cook# Purcell Z: Reynolds. HORIN. W, A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.;. DSB 508. 84/04/12 BLOCH.P. B.# JORDAN, W. H. , MCCOLLOM# K. A. 

Atomic Safety and Licensing Board Panel. Ip. 24043:213. 24X 

Fiche: 50-445# 84/04/12# 8404160107, 


■8404160114 Affidavit of RG Tolson ?< CT Brandt re changes in safety 
classification. 

TOLSON. R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ). BFANCT#C. f. Ebasco Services# Inc. (subs, of 
Enserch Corp.). 84/04/12 2pp. 24043:214. 24X 

Fiche: 50-445# 84/04/12, 8404 160107, 


8404170253 Forwards original notarized signature page of JF Finneran 
840411 affidavit on applicant response to partial initial 
decision re A500 steel. 

HORIN# W. A, Bishop# Liberman# Cook# Purcell Z-. Reynolds HORIN# W, A. 
Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co.). DSB 576. 84/04/12. CLEMENTS# W, L , Docketing Services 

Branch. Ip. 24059:066. 24X F i c h e : 50-445# B4/04/ 12# 8404 170253 


— 8404170462 Original signature page to affidavit of JF Finneran on 
applicant response to partial initial decision re A500 
steel. 

FINNERAN# J. C, Texas Utilities Electric Co, (formerly Texas 
Utilities Generating Co.). 84/04/10. Ip, 24059:067. 24X 

Fiche: 50-445# 84/04/12, 8404170253. 


8404180321 Response to applicant plan to respond to memorandum order 
re QA for de s i gn . Rec or rl must be held open for receipt of 
evidence on mu 1 1 i -d i s c i p 1 i ne r e vi ew. Certi f i ca te of Svc end. 

ELL.IS# J. Citizens Association for Sound Energy, DSB 624. 84/04/12, 

8pp. 24070:341. 24X F i c h e : 50-445# 84/04/ 1 2# 8404 180321 . 


8404180319 Submits schedule for responding to outstanding ASLB requests 
for info# per 840409 conference call. Related correspondence. 

HORIN.W, A. Bishop# Liberman# Cook# Purcell Zy. Reynolds, HORIN.W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Go- or .t: : r.c 
Co.). DSB 622. 84/04/13. BLOCH, P. B. , JORDAN# W. H. # 

Atomic Safety and Licensing Board Panel. 3pp. 24070:349. 24X 

Fiche: 50-445# 84/04/13, 9404180319. 


8404180352 Responds to ASLB requests for info on removal of unassigned 
stub buckets 8< welding procedure qual if icat ion, Records on 
buckets removal not f ound . Artie 1 os 1 2 of ASME Code 

Section IX relate to welding qua 1 1 f i cat ion, 

PHILIP3#M. H. Bishop# Liberman# Cook# Purcell Reynolds. 

PHILIPS# M. H. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co.). DSB 623, 84/04/13. BLDCH# P. B, . MCCOLLOM# K. A # 

JORDAN# W. H, Atomic Safety and Licensing Board Panel. Ip. 

24071:147 24X Fi c h e , 50-445# 84/04/ 13# 84041 80352. 


8404170525 Ninth set of interrogatories to CASE requests to produce. 
Certificate of Svc encl. Related correspondence, 

RE YNOLDS# N. S. # HORIN.W. A Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co. ), REYNOLDS# N. S. Bishop# Liberman# 
Cook# Purcell ?< Reynolds. DSG 606. 84/04/16, Citizens 

Association for Sound Energy 14pp. 24068:091, 24X 

Fiche: 50-445. 84/04/16# 8404170525 


8404170535 Answer to CASE 640402 motions re ASLB 840315 memorandum on 
c lar if ication of open issues St response to question posed by 
ASLB in 840409 conference c a 1 1 . Cer t i f i c ate of Svc ©ncl. 

HORIN. W. A. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). HORIN.W, A, Bishop# Liberman# Cook# Purcell ^ 
Reynolds. DSB 605. 84/04/16. 13pp 24068 • 060, 24X 

Fiche: 50-445# 84/04/16# 8404170535, 


8404190131 Provides requested documentation re disposition of const 
deficiency involving weld indications on pipe whip 
restraint. IE repts# documenting NRC acceptance of util 
eva 1 uat i on/d 1 sp os i t i on of matter# enc 1. W/o encl. 

HORIN# W. A. Bishop# Liberman# Cook# Purcell •?< Reynolds. HORIN# W. A. 
Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co ). DSB 660, 84/04/36. BLOCH, P. B. # MCCOLLOM, K, A. # JORDAN, W, H. 

Atomic Safety and Licensing Board Panel. 2pp. 24103:215 24X 

Fiche: 50-445# 84/04/16# 8404190131. 


8404190168 Motion to compel applicants to provide complete answers to 
CASE se ven teenth # e i g h teen th # n ineteen th twentieth set of 
interrogatories 8? requests to produce to applicants 
Certificate of Svc end. Related correspondence, 

ELLIS# J. Citizens Association for Sound Energy. DSB 637, 84/04/16, 

Atomic Safety and Licensing Board Panel. 16pp. 24104:293. 24X 

Fiche: 50-445# 84/04/16# 8404190168. 


8404190256 Response to util 840405 motion to establish cutoff date re 
allegations of intimidation ef fee ts. Motion premature 8* based 
on oft-repeated tiresome phony fuel load da tes. Cer t if icat e 
of Svc encl. 

ELLIS# J. Citizens Association for Sound Energy. DSB 638, 84/04/16. 

Ato.mic Safety and Licensing Board Panel. 12pp. 24099:027. 24X 

Fiche: 50-445. 84/04/16# 8404190256. 


8404230048 Forwards addl attachments to Doyle Question 4 S: all 
attachments to Walsh Question 8. W/o enc Is, Certificate of Svc 
encl. Related correspondence. 

WILLIAMS# N, H, CYGNA Energy Services. DSB 702, 84/04/16, ELLIS# J. 

Citizens Association for Sound Energy. 3pp 24154:234. 24X 

Fiche: 50-445# 84/04/16# 8404230048. 
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8404240433 Ninth set of interrogatories to CASE S< request to produce on 
reopened issues in proceeding. Certificate of Svc end. 

REYNOLDS; N, S. » HORIN; W. A. Texas Utilities Electric Co. <formerly 
Texas Utilities Generating Co. ). REYNOLDS. N. S. Bishop; Libernan# 
Cook; Purcell & Reynolds. DSB 790. 84/04/16. Citizens 

Association for Sound Energy. 14pp. 24191:114. 24X 
Fiche; 50-445. 84/04/16, 8404240433. 


8404190097 Forwards Board Notification BN-84-77 & transcript of ACRS 
288th meeting on 840406 re resolution of IT Yin concerns on 
small Zi large bore piping & supports, incl ud ing design 
control measures. Re lated correspondence. 

mZUNO. G. S, Hearing Branch 1. DSB 645. 84/04/17. BLOCH, P. B. . 

JORDAN, W. H. , liCCOLLON, K. A. Atomic Safety and Licensing Board Panel. 
Ip. 24105:083. 24X Fiche: 50-445. 84/04/17. 8404190097. 


8404240111 Forwards listed exhibits on which CYGNA will be 
cross-examined during hearings. Manner in which meeting 
memoranda in 840416 1 tr couched not agreeab le. Certificate of 
Svc end. Related correspondence. 

ELLIS; J. Citizens Association for Sound Energy. DSB 767. 84/04/18. 

PIGGOTiD.R. Orrick, Herrington & Sutcliffe. 3pp. 24165:001. 24X 

Fiche: 50-445. 84/04/18. 84042401 1 1 


8404260469 Forwards Rev 0 to CYGNA 830909 rept, "Cable Tray Support 
Design Review Criteria." Rev 1 to Teledyne "Generic 
Response IE Bulletin 79-02. ..." per 840417 & 790830 
requests. W/o enc 1 s. Re lated correspondence. 

OLDAG. D. CYGNA Energy Services. DSB 834. 84/04/18. ELLIS, J. 

Citizens Association for Sound Energy. 3pp, 24214:235. 24X 

Fiche: 50-445, 84/04/ 18. 8404260469, 


8404240107 Response to CASE 840402 motion re ASLB 840315 memorandum on 
c larif i cation of open issues. CASE motion requesting 
imposition of dates by which NRC must complete portions of 
review op p osed . Cert i f ica te of Svc end. 

BACHMANN, R, G, Hearing Branch 1. DSB 774. 84/04/19. 9pp. 

24164:232. 24X Fic h e ; 50-445. 84/04/1 9, 8404240107. 


8404240216 Forwards list of documents referred to in staff testimony & 
affidavits re welding provided by NRC to CASE or identified 
to applicant on 840416, 

MIZUNO.G. S. Hearing Branch 1. DSB 776. 84/04/19. ELLIS, J, 

Citizens Association for Sound Energy. 3pp. 24165:283. 24X 

Fiche; 50-445, 84/04/19. 8404240216. 


8404240267 Response supporting util 840405 motion to establish cutoff 
date w/respect to allegations of intimidati on. Certificate of 
Svc end. 

MIZUNO. G, S. Hearing Branch 1. DSB 775. 84/04/19. Atomic Safety 

and Licensing Board Panel. 5pp. 24165:351. 24X 

Fiche; 50-445,84/04/19, 8404240267. 


8404250266 Forwards Page 1 to 840411 response to partial initial 
decision re A5000 steel, Document stamped on 840412 since 
only mailed copy processed . Related correspondence. 

HORIN, W. A. Bishop. Liberman, Cook, Purcell Reynolds. HORIN, W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co. ). DSB 811. 84/04/20. CLEMENTS. W. Record Services Branch 

(Document Control Desk). 2pp. 24196:330. 24X Fi ch e: 50-445, 

84/04/20, 8404250266, 


8404250270 Discusses validity of conclusion in IE Rept 83-52 re 
relevance of allegation by craftworker. No request made 
that worker perform tasks in manner inconsistent w/ 
provisions of 10CFR50. App B. Related correspondence. 

HORIN. W, A. Bishop, Liberman, Cook, Purcell &. Reynolds. HORIN. W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). DSB 817. 84/04/20. BLOCH, P. B. . JORDAN, W.H., MCCOLLOM, K. A. 

Atomic Safety and Licensing Board Panel. 2pp. 24196:235. 24X 

Fiche: 50-445,84/04/20, 8404250270. 


0404250273 Advises that no base plates for ASME supports at facility 
require impact testing. in response to ASLB request re 
thermal cutting of carbon steel in fabrication of base 
plates. Related correspondence. 

HORIN.W.A, Bishop, Liberman. Cook. Purcell S: Reynolds. HORIN. W, A, 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). DSB 818. 84/04/20. BLOCH. P. B. , MCCOLLOM. K. A. . JORDAN, W. H, 

Atomic Safety and Licensing Board Panel. Ip. 24196:233. 24X 

Fiche: 50-445,84/04/20, 8404250273. 


8404270250 Notice of appearance in proceed ing . Cert i f ic ate of Svc end. 
ORTIZ, D. A. Citizens Association for Sound Energy. ORTIZ, D. A. Hill. 
Heard. O'Neal. Gilstrap S? Goetz, DSB 859. 84/04/24. 3pp. 

24223: 034. 24X Fiche; 50-445, 84/04/24, 8404270250. 


K, Utility Final Safety Analysis Report (FSAR) & amends 


8404260168 Amend to application for OLs. consisting of Amend 47 to FSAR. 
CLEMENTS, B, R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/04/18. DENTON. H. R. Office of Nuclear Reactor 

Regulation. Director. 2pp. 24203:147. 24X Fic h e ; 50-445. 84/04/18. 

8404260168. 


— 8404250034 Amend 47 to FSAR. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Gp-e-at:ng Co ) 84/04/16. 74pp. 24208: 149. 24X 

Fi 5(;--,5,iF -x.-c-'! .'18, 8404260168. 


Q, Inspection reports. IE Bulletins &: correspondence 


84040504S7 "Review of Concerns Expressed by Citizens Assoc for Sound 
Energy re Conduct of Region IV Invest i gat i o ns / Insp s . " 

MULLEY. G. A. , RESNER. M. E, < BOWERS. H. Office of Investigation. 
83/10/20. 100pp. 22915:239. 24X Fi c h e: 50-445. 83/ 1 0/20. 8404050487. 


8404100420 "Comanche Peak - Markey Ltr re Region IV Investigations/ 
Insp," rept of investigation, 

MULLEY, G. A. , RESNER. M. E. . BOWERS. H. Office of Investigation. 
83/10/20. 56pp, 22981:219. 24X Fiche: 50-445. 83/10/20, 8404100420. 


8404050418 Informs of review of Ofc of Inspector 8. Auditor repts re 
Region IV investigations & insps at facility. No action 
required. 

HAYES. B.B. Office of ve s t i gat i .ir 84/01/09. PALLADINO 
Commissioners. Ip. 04 a Fiche: 50-445. 84/01/09, 

8404050418. 


8404190155 Final response to FOIA request for documents considered by 
NRC in preparation of three categories of documents re 
fac i 1 i ty. Forwards Investigation Repts 4-83-001 & 4-83-013 
Info partially withheld (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records. 84/03/19, HARTMAN. S. L, 
Debevoise & Liberman. Ip. 24150:211, 24X Fi c h e : 50-445. 84/03/19. 

8404190155, 


— 8404190157 Investigation Rept 4-83-001 on 830107-0803. Major areas 
i nv'e s t i ga t e d : a 1 1 e g a t i on s re QC supervisor intimidation of 
QC personnel. Info deleted. 

DR I SKILL. D. D. . HERR . R . K , . WARD, W. J. Office of Investigation. 
83/08/24. 100pp. 24150:001 24X Fiche; 50-445, 84/03/19, 

8404190155. 


— 8404190158 Investigation Rept 4-83-013 on 830713-0803. Major areas 
inves t i ga ted : a 1 1 e g a t i on s re QC supervisor intimidation of 
QC personnel. Info deleted. 

GRIFFIN. H. B. , HERR. R K . WARD. W. J, Office of Investigation, 
83/11/03. lOOpp, 24150:103. 24X Fi che : 50-445. 84/03/19. 

8404190155, 


8404050408 Forwards NRC findings on SER Confirmatory Issue 7 re steam 
generator ref leg temp S. low-low level setpoint per IE 
Bulletin 79-21 &; Confirmatory Issue 8 re confirmation of 
procedure review per IE Bulletin 79-27. W/o end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/03/22. GARY, R. J. Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co. ), 
4pp. 22932:216. 24X Fi c h e . 50-445. 84/03/22, 8404050408. 


8404030226 Forwards Ofc of Inspector Auditor 831020 repts of 
investigations, "Review of Concerns Expressed by Citizens 
Assoc for Sound Energy About Conduct of Region IV Insps" St 
"Markey Ltr Re:Region IV Insps." Related correspondence. 

TREBY. S. A. Hearing Branch 1. DSB 249, 84/03/27. BLOCH. P. B, 

Atomic Safety and Licensing Board Panel. ISpp. 22851:001. 24X 

Fiche: 50-445, 84/03/27. 8404030226, 


■8404030247 Comments on Ofc of Inspector & Auditor repts, "Markey Ltr 
Re.Region IV Insps," ,».< "Review of Concerns Expressed By 
Citizens Assoc for Sound Energy About Conduct of Region IV 
Insps. " Actions could have been better executed. 

DIRCKS. W. J, Office of the Executive Director for Operations. 
84/01/03. PALLADIMD, N, Commissioners. 3pp, 22851:012 24X 

Fiche: 50-445. 84/03/27, 8404030226. 


•8404030235 Comments on Ofc of Inspector & Auditor repts on Region IV 
investigations & insps. No action required, 

HAYES. B. B. Office of International Programs, Director 84/01/09. 
PALLADINO, N. Commissioners, 4pp, 22851:015. 24X 

Fiche; 50-445. 84/03/27. 8404030226. 


0402090047 IE Info Notice 84— 05. Rev 1, "Exercise Frequency. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. I38pp, 22933:122. 24X Fiche: 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of Mew 

York, Inc. 85pp. 22892:145. 24X Fiche; 50-000, 84/03/28. 8403140241 , 
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8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list encl 

JORDAN. E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co. of New 

York. Inc. 126pp. 22892; 231. 24X Fi c he : 50-000. 84/03/29, 8403140247. 


8404060271 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature in use in safety-related 
applications other than reactor trip sys.Subj circuit 
breakers not used at facilities. 

CLEMENTS. B, R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/04/02. COLLINS. J. T. Region 4, Office of 

Director. 3pp. 22922:001. 24X Fi c h e ; 50-445. 84/04/02. 8404060271 . 


8404260351 Forwards IE Insp Repts 50-445/84-06 Si 50-446/84-03 on 
840305-09. No violations or deviations noted. 

JOHNSON.E. H Region 4. Office of Director. 84/04/02. SPENCE. H. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co,), 2pp, 24203:294, 24X Fi c h e : 50-445. 84/04/02. 8404260351 . 


__9404260354 IE Insp Repts 50-445/04-06 & 50-446/84-03 on 840305-09, No 
violations or deviations noted. Major areas inspected: 
preoperational environ protection programs , inc 1 ud ing 
or gan i z a 1 1 on, aud 1 1 s. t ra i n i ng St procedures. 

HOLLEY, W L. , MURRAY, B , HUNNICUTT, D. M, Region 4. Office of 
Director, 84/04/02. 8pp. 24203:296. 24X Fi c h e ; 50-445, 84/04/02, 

8404260351 


8404260446 Forwards IE Insp Repts 50-445/84-04 S’. 50-446/84-02 on 
840305-09, No violations or deviations noted. 

JOHNSON.E, H. Region 4, Office of Director. 84/04/02. SPENCE. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co,), 3pp. 24203:002, 24X Fi c h e ; 50-445, 84/04/02, 8404260446. 

—8404260452 IE Insp Repts 50-445/84-04 S 50-446/84-02 on 840305-09. No 
violations or deviations noted. Major areas inspected: 
radwaste program, inc 1 ud ing or gan i zat i on, t ra i ni ng , p er sonne 1 
selection Z< qual if ications S air r:*’.'.-;-” t ; p 

BAER, R. E. , MURRAY, B. , HUNNICUTT, D M il.'c, i-- 4, Office of Director 
84/03/30. 8pp. 24203 005 24X " ' o f O-4/.^j. 84/04/02, 8404260446. 


8404050063 Forwards completed S redacted versions of Ofc of 
Investigations Rept 4-84-006 re alleged intimidation of QC 
personnel, Related correspondence, 

TREBY, S,A. Hearing Branch 1. DSB 310. 84/04/03. BLOCH, P.B. 

Atomic Safety and Licensing Board Panel. 261pp. 22901:139. 24X 

Fxche’ 50-445, 84/04/03, 8404050063 


9404090418 Forwards vendor insp repts identifying Vendor Program Branch 
concerns as result of inspsUtil requested to evaluate 
significance of findings re quality ac cep tab i 1 i ty of 
product or svc. W/o encl, 

JOHNSON.E, H Region 4, Office of Director, 84/04/03. SPENCE, M. D. 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ). 3pp, 22941 110 24X Fi C h e ; 50-445, 84/04/03, 8404090418. 


8403140259 IE Info Notice 04-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/05 Consolidated Edison Co. of New 

York, Inc, 149pp, 24x F i c h e : 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp on sored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/05, Consolidated Edison Co. of New 

York, Inc, 103pp, 24066:164, 24X Fiche: 50 - 000 , 84/04/05, 8403140263, 


8404130329 Forwards vendor insp repts for info !< action, Repts identify 
concerns found by Vendor Program Branch, Eva luation of 
significance of reported findings re quality acceptability 
of product or svc provided requested, W/o end. 

JOHNSON, E. H Region 4, Office of Director. 84/04/09. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities (Senerating 
Co ), 2pp, 24028:259 24X Fi c h e : 50-445, 84/04/09, 8404130329. 


8404120393 Forwards 840320 IE Insp Rept 50-445/84-07 re Transamerica 
Delaval diesel generators Related correspondence. 

MIZUNO, 0. S. Hearing Branch 1, DSB 483. 84/04/10. BLOCH, P. B. 
Atomic Safety and Licensing Board Panel. 12pp, 24025:090. 24X 

Fiche: 50-445, 84/04/10, 8404120393. 


B403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE, J, N, Division of QA, Safeguards S' Inspection Programs (Post 
B30103). 84/04/16 Consolidated Edison Co. of New York, Inc. 

86pp. 24109:001 24X F i c h e : 50-000, 84/04/ 1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements fay Radiography Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp, 24X Fiche: 50-000, 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees, " Svc list end. 

GRACE, J. N. Division of QA, Safeguards S: Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp, 24163:205. 24X F i c h e : 50-000, 84/04/ 1 7, 84031 40273 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements fay Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c h e : 50-000, 84/04/ 1 7, 8403140277, 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list encl 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237, 24X Fiche: 50-000, 84/04/17. S403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping St Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18 Consolidated Edison Co. of New 

York. Inc. 117pp, 24188:001. 24X Fi c he : 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc, 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403J40286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger S< Pipe 
Hanger Damage." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, 119pp. 24195:343. 24X Fi c he : 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/20, Consolidated Edison Co. of New 

York, Inc. 119pp. 24285,015, 24X Fi c he : 50-000, 94/04/20. 8404160130. 


S. Reportable occurrences, LERs & related correspondence 


Q404040206 Forwards minutes of 831130 meeting u/Nudear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design deficiencies, crankshaft, bearings St connecting rods St 
pistons skirts. 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Powpt* S' Linht Co 70pp, 22880:226. 24X 

Fiche: 50-COD '’.3/ : . V ; h ..‘■‘'.■■O,?:.-. 


8404170394 Final deficiency rept re failure of Type CFD differential 
relays on emergency diesel generator control panels. 

Initially reported on 830719. Midland & Comanche Peak relays 
will be replaced. 

MIETZ.G.O. RTE-Delta Corp, 83/12/20. Region 4, Office of 
Director, Ip. 24062:117, 24X Fi che: 50-000, 83/12/20, 8404170394. 


— 8404170404 Deficiency rept re failure of Type CFD differential relays 
on emergency diesel generator control panels during seismic 
testing. Info conveyed to TDI Texas Utils willl replace 
relays. CPC has not responded. 

MIETZ.G.O. RTE-Delta Corp. 83/07/19. Region 4, Office o9 
Director 2pp. 24062:118, 24X Fiche: 50-000, 83/12/20. 8404170394. 


8404170445 Rept re emergency diesel generators control panels. 
Nonqualified component, States Co Type M-25004 sliding link 
terminal block actually installed in panels, similar to what 
drawings call for. Field change proposed, 

MIETZ.G.O. RTE-Delta Corp, B3/12/20, Director's Office, Office 
of Inspection and Enforcement. 6pp. 24063:289. 24X 

Fiche; 50-445, 83/12/20, 8404170445. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mi ssiss ipp i Power & Light S< Southern 
California Edison. 

MATHEWS, C. S, Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H. 
Division of Licensing. 2pp. 22838:090. 24X Fiche: 50-000, 84/03/22, 

8404020143. 
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8403140249 Board Notification 84-063: foriuard s Transamerica Delaval 
Owners Group rept "Design Review of Connecting Rod Bearing 
Shells for Transamer i ca Delaval Enterprise Engines" & 

"Emergency Diesel Generator Rocker Arm Capscrew.... " 

EISENHUT, D. G. Division of Licensing. 84/03/23. PALLADINO 
Commissioners. 5pp. 22871:049. 24X Fi c h e : 50-000- 84/03/23. 

8403 140249. 


8404090280 Interim Deficiency Rept SDAR-131 re defective lug crimps on 
field routed cable. Equipment supplied by Reliance will be 
inspected for proper terminal S' connector pin crimping. 

Equipment rework will be completed by 840531. 

CLEMENTS. B, R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. >. 84/03/29. JOHNSON. E. H. Region 4, Office of 

Director. 2pp. 22939:361. 24X Fi che: 50-445. 84/03/29, 8404090280. 


9404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines ?< svc conditions. 

MUSELER. W. J. TDI ( Transamerica Delaval. Inc. ) Owners Group. 
84/03/30. DENTON. H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 22863:069. 24X Fiche: 50-000, 84/03/30. 8404030354. 


8404100154 Interim deficiency rept re discrepancy w/installation of 
curtain five dampers ui/o proper provisions for thermal 
expansion. Initially reported on 840309. Comp letion of 
evaluation expected by 840615. 

CLEMENTS, E. H. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/03/30, JOHNSON. E H Rpcicn a, D^^icp of 

Director. Ip. 22963:238. 24X Fich e ; 5, O-: /-Dj.' 30. Du : 54. 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting S: addl info re diesel generators. 

EISENHUT, D. 0. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp, 24067:106. 24X Fiche : 50-000. 84/04/04, 
8403140267, 


—8403080331 Forwards request for addl info re Transamerica Delaval 
diesel generators . Add 1 staff comments also end. 

BERLINGER.C, Division of Licensing. 84/02/28. MUSELER, W. TDI 
( Transamerica Delaval, Inc.) Owners Group. Hpp. 24068:015. 24X 

Fiche: 50-000, 84/04/04. 8403140267, 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF S: AE piston 
skirts. 

MUSELER. W, J. TDI ( Tran samer i ca Delaval. Inc. ) Owners Group. 

84/04/09. DENTON. H.R. Office of Nuclear Reactor Regulation. 
Director. 3pp. 22985:144. 24X Fiche: 50-0 00. 84/04/09, 8404110307. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC Transamerica Delaval, Inc Diesel 
Generator Owners Group 

MUSELER. W. J, TDI ( Transamerica Delaval. Inc. ) Owners Group. 
84/04/12. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. 6pp. 24043,161. 24X Fiche: 50-000. 84/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis & cylinder head stud evaluation. 

MUSELER. W.J. TDI (Transamerica Delaval. Inc. ) Owners Group. 
84/04/13, DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. S8pp. 24053:184 . 24X Fi ch e: 50-000. 84/04/ 13. 8404170203. 


8404200083 Interim deficiency rept re vendor documentation of QA 
inspector eye exam records. Initially reported on 840215. 

Evaluation completion expected fay 840515. 

CLEMENTS. B. R, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/04/13. JOHNSON. E. H. Region 4, Office of 

Director. Ip, 24120:134. 24X Fiche: 50-445. 84/04/13. B404200093, 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL, per NRC 
request, 

MUSELER, W. J. TDI (Transamer ica Delaval. Inc.) Owners Group. 
84/04/16, DENTON. H. R, Office of Nuclear Reactor Regulation. 
Director, 2pp. 24071:225. 24X Fiche: 50-000. 84/04/16, 8404180323. 


8404260218 Interim deficiency rept re laminations & de laminations in 
cable tray support column. Initially reported on 840111. Item 
not reportable under 10CFR50. 55( e ), Sup port i ng documentation 
available onsite. 

CLEMENTS. B. R, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 84/04/17. JOHNSON. E. H. Region 4. Office of 

Director. Ip. 24207:266, 24X Fich e: 50-445. 84/04/1 7. 8404260218, 


8404260457 Interim deficiency rept re discrepancy in diesel generator 
turbocharger thrust bearing lubrication, Initially reported 
on 840321. Evaluation continu ing. Comp letion expected by 
840507. 

CLEMENTS. B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/04/17. JOHNSON. E.H. Region 4. Office of 

Director. Ip. 24203:001. 24X Fiche: 50-445, 84/04/17. 8404260457. 


8404160150 Board Notification 84-076: provides info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of cooling c ond i t ions. Inf o updates Board Notification 03-139 
«c AECL test results. 

EISENHUT. D. G. Division of Licensing. 84/04/19. PALLADINO 
Commissioners. 2pp. 24215:100. 24X Fiche : 50-000, 84/04/19, 

8404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling c ond i t i ons, Inf o updates Board 
Notification 83-139 ?< AECL test results. Svc list end. 
VOLLHER.R.H. Division of Engineering. 84/04/06. EISENHUT. D. G, 
Division o-f Li cons : 6pp. 24215:102. 24X Fiche: 50-000, 

84/04 / 1 9 , c i 1 6 J '. :;C 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER. W.J. TDI (Transamerica Delaval. Inc. ) Owners Group. 
84/04/19. DENTON, H. R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 24154:259. 24X Fiche; 50-000, 84/04/19. 8404230057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ.J. F. Operating Reactors Branch 4, 28pp. 24225:166. 24X 

Fiche; 50-000. 84/04/20, S404300097, 


8404300033 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY.C.L, TDI (Transamer ica Delaval. Inc. ) Owners Group. 84/04/24, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 3pp. 
24227:104. 24X Fiche- 50-000. 84/04/24. 8404300083. 


T. Hearing transcripts on non-ant i trust matters 


8404030197 Transcript of 840330 telephone conference in Bethesda, MD. Pp 
11, 999-12,033. 

* Atomic Safety and Licensing Board Panel. 84/03/30. 37pp. 

22849:176. 24X Fi c h e : 50-445. 84/03/30. 84040301 97. 


8403140267 Board Notification 84-072; forwards transcript of TDI Owners 
Group 840322 meeting S', addl info re diesel generators. 

EISENHUT. D. G. Division of Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fic h e ; 50-000. 84/04/04. 
8403140267. 


8404170605 Transcript of 840322 meeting in Wading River. NY re diesel 
generator rel iab i 1 i ty . Pp 1-197. 

Commissioners. 84/03/22. 19app. 24067: 132. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8404160059 Motion re advance notice of CYGNA review of document 
control. If release of transcript is to be condition 
precedent to litigating i ssue. assessment as to when 
advance notice question can be closed out difficult. 

HARTMAN. S.L. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). DSB 509. 84/04/12 3pp. 24040:125, 24X 

Fiche: 50-445. 84/04/12, 8404160059. 


■8404160068 Addl testimony of HA Hutchison re CYGNA review of document 
control. 

HUTCHISON, H. A. Brown S-; Root Corp. (subs, of Halliburton Corp, ). 
84/04/12. 3pp. 24040:128. 24X Fi ch e; 50-445. 84/04/12. 8404160059. 


8404160075 Testimony of JM Strange re CYGNA review of document control, 
STRANGE. J. 11, Brown Root Corp. (subs, of Halliburton Corp. ) 
84/04/12. 7pp, 24040:133. 24X Fiche; 50-445. 84/04/12, 8404160059. 


8404160081 Testimony of FM Strand re CYGNA review of document control. 
Certificate of Svc end, 

STRAND, F, M, Brown S,. Root Corp. (subs, of Halliburton Corp, ). 
84/04/12. 8pp. 24040:140. 24X Fiche: 50-445. 84/04/12. 8404160059. 


8404180335 Forwards staff testimony on welding fabrication concerns 
raised by Steiner unexpected joint affidavit of 
EJ Collins. LD Gilbert, DE Smith RG Tay lor. Related 
corresp ondence, 

MIZUNO. G. S. Hearing Branch 1. DSB 614. 84/04/14. BLOCH, P. B. . 

JORDAN. W. H. , MCCOLLOM. K. A. Atomic Safety and Licensing Board Panel, 
2 pp. 24071:148. 24X Fiche: 50-445. 84/04/14, 8404180335. 


— 84O418v}330 Testimony of WJ Collins. LD Gilbert. DE Smith St RG Taylor on 
welding fabrication issues raised by D Steiner. Unexecuted 
affidavit ?< Certificate of Svc end, 

COLLINS, W.J. Division of Emergency Preparedness St Engineering 
Response (Post 830103), GILBERT, L.D. Region 4. Office of 
Director. SMITH, D, E. Division of Engineering. 84/04/14. 65pp 

24071:150. 24X Fi c he : 50-445. 84/04/14, 8404180335. 
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8404200071 Transcript of 840418 telephone conference call in Bethesdaj 
Pp 12. 034-12. 137. 

*■ Atomic Safety and Licensing Board Panel. 84/04/18. 104pp. 

24119:333. 24X Fi c h e : 50-445, 84/04/ 18, 8404200071 . 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all pouer reactor licensees 8< 
applicants for OLs re change to IMUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G, Division of Licensing, 84/04/02. Consolidated 
Edison Co. of Neui York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019, 


DOCKET STN-50-447 GESSAR-238 


A. Ap p 1 ic at i on/c onstr uc 1 1 an stage documents correspondence 


8404270007 Requests addl info re severe accident review of GESSAR II. 
Potential design improvements for consideration end. 

THOMAS, C. 0, Standar d i z a t i on Sy Special Projects Branch. 84/04/13. 
SHERWOOD, 0, G. General Electric Co. 9pp. 24223:296, 24X 

Fiche 50-447, 84/04/13, 8404270007, 


DOCKET STN-50--454 DYRO,N STATION, UNIT 1 


A. App 1 1 c at i on/c onstr uc 1 1 on stage documents ?y correspondence 


8403210162 Ltr to all applicants for OLs full power authorizations 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews y.i development of acceptable experience profile, 

HAN'NON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned, 7pp, 24106 202, 24X Fi c he : 50-000, 84/0.3/01, 8403210162. 


8404050184 Responds to 8:11129 petitions 8< 840106 addendum. Petitions it 
addendum denied for reasons stated in enc 1 Director's 
decision under 10CFR2 206, 

DENTON, H, R, Office of Nuclear Reactor Regulation, Director, 
84/03/16. GOGOL, E M Affiliation Not Assigned. 3pp. 22919:001. 
24:x Fiche’ 50-000, 84/03/ 16, 8404050184, 


8404030329 Forwards "Reactor Containment Bldg Integrated Leakrate 
Test, " conducted 830902-26. 

TRAMM, T. R Commonwealth Edison Co. 84/03/26. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director, 2pp, 22871:332. 24!< 

Fiche; 50-454, 84/03/26, 8404030329, 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list end. 

EISENHUT, D. G. Division of Licensing 84/04/04. Consolidated 
Edison Co, of New York, Inc, 20pp, 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256 


8404120136 Forwards updated schedule for ongoing environ qualification 
testing programs, per 810528 commitment. 

BARNES, P. L. Commonwealth Edison Co. 84/04/04. KEPPLER, U. G. Region 
3, Office of Director. 11pp. 24011:354. 24X Fi c he : 50-000, 84/04/04, 
8404120136. 


9403140269 Board Notification 84-059: forwards listed addl info re 
a 1 1 ega t i ons , Enc 1 s withheld, 

NOVAK, T. M. Assistant Director for Licensing, 84/04/11. 

R0SEf4THAL, A. S. , GOTCHY, R L. , WILBER, H. A. Atomic Safety and Licensing 
Appeal Panel. 4pp. 24038:270. 24X Fiche: 50-454, 84/04/1 1 , 

B403140269, 


8404170343 Responds to 840406 telcon request to provide info re Section 
2, 3. 4C of Phase I response concerning resolution of control 
of heavy loads, per DG Eisenhut 801222 ltr it Generic Ltr 
81-07, Westinghcuse std QC procedures used. 

BARNES. F.L. C ommnrwea i r :i Edison Co. 84/04/11. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 24054:241. 24X 

Fiche: 50-000, 84/04/11, 8404170343. 


8404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated matl s. Request 
denied since provisions for generic release of small 
quantities of radioactive matls not developed. 

CRUTCHFIELD, D, Operating Reactors Branch 5, 84/04/13. FARRAR, D. L, 

Commonwealth Edison Co Bpp. 24077:216. 24X Fich e ; 50-000, 84/04/13, 

8404180203. 


8404160120 Board Notification 84-070 ; forward s documents re allegations 
concerning QA matters. Enc 1 s withheld (ref 48FR36358), 

NOVAK, T. M. Assistant Director for Licensing. 84/04/16. 

ROSENTHAL, A. S. , GOTCHY, R L, , WILBER, H. A. Atomic Safety and Licensing 
Appeal Panel, 3pp, 24114:189. 24X Fi c h e : 50-454, 84/04/ 16, 

8404160120. 


8404160137 Board Notification 84-087 : forward s WJ Dircks 840321 memo to 
Chairman Palladino re response to questions raised by 
Commissioner Gilinsky concerning QA at LaSalle County 
Station, Byron QA program discussed in ends. 

NOVAK, T. M. Assistant Director for Licensing. 84/04/20. 

ROSENTHAL, A. S, , GOTCHY. R L. , WILBER, H, A. Atomic Safety and Licensing 
Appeal Panel. 2pp. 24180:200. 24X Fi the: 50-000, 84/04/20, 

8404160137. 


— 8404030335 "Reactor Containment Bldg Integrated Leakrate Test,'* 
conducted 830902-26, 

SCHUSTER, T. K. Commonwealth Edison Co. 84/03/26. 62pp. 

22871:334. 24X F i c h e 50-4 54. 84/03/26, 840 4030329. 


8404030438 Suppls response to Generic Ltrs 83-lOC it D, "Automatic 
Trip of Reactor Coolant Pumps. " Rev 1 to emergency response 
guidelines resolves issues associated w/automatic tripping 
of reactor coolant pumps 

BARNES, P.L, Commonwealth Edison Co. 84/03/26, DENTON, H.R. Office 
of Nuclear Reactor Re- .ati on, Director. 3pp. 22869:043. 24X 

Fiche: 50-000, 84/03/26. LA04(j304;:j8 


8404030487 Provides comments ?>! suggestions re proof it review Tech 
Specs, submitted by NRC 831216 ltr Marked-up pages of various 
Tech Spec sections summary explanation of changes end. 

Recommends meeting w/NRC to review proposed changes, 

TRAMM. T, R Commonwealth Edison Co. 84/03/26. DENTON,H. R. Office 
of Nuclear Reactor Regulation.- Director, 67pp. 22863:141. 24X 

Fiche: 50-454- 84/03/26. 8404030487 


E. t4RC Safety Evaluation Report ( SER ) , suppls li< correspondence 


8404030469 Forwards "Well Monitoring Program Annual Rept, 1983. " 
Further groundwater monitoring unnecessary to address 
liquefaction issues discussed in SER. Section 2. 4. 6, No Tech 
Specs being proposed. 

TRAMM, T. R. Commonwealth Edison Co, 84/03/26. DENTDN, H. R. Office 
of Nuclear Reactor Regulation, Director. Ip. 22869:255. 24X 

Fiche; 50-454, 84/03/20, 8404030469, 


0404230205 Forwards addl info re seismic design basis for river 
screenhouse, in response to SER Confirmatory Issue 1 & 

FSAR (Suestions 241. 8 i. 362. 1, Site soil column frequency 
significantly affects site-specific spectrum. 

TRAMM, T. R. Commonwealth Edison Co. 84/04/18. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 28pp. 24155:049, 24X 

Fiche: 50-454, 84/04/18, 8404230205. 


F, Security, medical, emergency i. fir© protection plans 


8404100015 Notification of 840426 .meeting w/util in Bethesda.MD to 
discuss util analyses n«ied to justify increased outage times 
in Tech Spec 

OLSHAN. L. Licensing Branch 1. 84/03/26. YOUNGBLOOD, B. J. Licensing 

Branch 1, 3pp. 22981 360 24X Fi che: 50-454, 84/03/26, B404100015. 


8404120053 Reiterates po'.ition that util perform evaluation of environ 
qualification of sa f e t y ■ -r e la t ed mechanical equipment located 
in harsh environ areas using method described in 830520 ltr 
& confirm Westinghouse use of method in evaluations. 

YOUNGBLOOD, B, J, Licensing Branch 1. 84/03/30. FARRAR, D. L. 

Commonwealth Edison Co 3pp. 24033-231. 24X Fi che ; 50-000, 84/03/30, 

8404120053 


8404120062 Forwards mark.i'd-up pages of sections of proof i review Tech 
Specs. Addl changes will he submitted by 840409, 

TRAMM, T.R, Commonwealth Edison Co. 84/04/02, DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 200pp. 24023:328. 24X 

Fiche: 50-454, 84/04/02, 8404120062. 


84042702S6 Public version of ltr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
i withheld from PDR as well as LPDR. W/JM Felton 840419 
release memo. 

GOLDEN, J. C. Commonwealth Edison Co. 84/03/06. VASBALLO, D. B. 
Operating Reactors Branch 2. Ip. 24229:331. 24X 

Fiche: 50-000, 84/03/06. 8404270286. 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE, D. D. Commonwealth Edison Co, 84/02/29, 73pp. 24229:332. 

24X Fiche: 50-000, 84/03/06, 8404270286. 


840404017S Revised emergency implementing procedures, including Revs 0 
to Procedure BZP 380-19 re core damage asse ssment, to 
Procedure BZP 3S0-AS re suggested sampling locations &; to 
Procedure BZP 3ao-TA re RCS activity, . . , " W/840323. 

* Commonwealth Edison Co. B4/03/23. 68pp, 22879:249, 24X 

Fiche: 50-454, 84/03/23, 8404040178, 
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8404242033 Revised emergercy iroplenent: 
0 tc 2ZP 330-4, “Post-Accident Sanp 1 : 
Moritsr-' & Rev 1 to Frocedunes BZF 6'. 
priZT it 1 zed C9 11 listing for staff •?<< 
# Coffifflcnaea I th Edison Co. S4/C3/26 
Fiche 50-454. S4/D3/2S. 3404040033. 


ing p r cc edur es. c on 5 i st i ng of Rev 
ing Station Bloudown 
50- A 1 -t 600-A2 re 
phone lists, 

32pp. 22832; 218, 24X 


8404170153 Notifies that argument' 
proceeding will be presented by 
correspondence. 

RAWSON. R. J. Hearing Branch 4. 
WILBUR. H. A. , GOTCHY.R.L. Atomii 
Ip. 24051:278. 24X Fi c h e ; 50-41 


; on behalf of NRC in 840819 
RJ Rawson. Related 

DSB 553 84/04/12. ROSENTHAL. A- O . 

Safety and Licensing Appeal 
>4, 94/04/12. 8404170,153. 


B404:,CC‘20R Revised emergency plan inpiementing procedures, including 
3ZP 320-2 re manual input of monitoring data. BZP 360-19 re 
cor# damage assesssient .!< BZP 330~A9 re example of core 
damage assessment:, 14/340323 transmittal notice. 

# Commonufealth Edison Cc 84/03/31. 75pp. 22963 089. 24X 

Ficte, 50-454. 8^/03/31. 3404100209 


8404240198 Revised emergency plan inpiementing procedures. including 
Procedure BZP 310-5 re acting station director. BZP 380-12 
re post-acc ident sampling of diluted reactor coolant & 

BZP 600-1 re remote alarm response. Transmittal memo end, 

«• Commonwealth Edison Co. 84/04/12. 15pp. 24164:084. 24X 

Fiche: 50-454, 84/04/12, 3404240198. 


B40423C237 Req.wests NRR assistance re listed fire protection issues, 
based on findings of IE Insp Repts 50-454/83-62 8t 
50-455/83-42 Stated insp repts not end. 

SPE3SARD. R, L. Region 3, Office of Director. 84/04/19. 

EISENH'JT. D, G. Division of Engineering. 3pp, 24152:015. 24X 

Fxche; 50-454.84/04/19. =404230237 


8404160221 Forwards response to 840412 Itr re location of oral .argument 
of pending appeal in proc eed i ng . Re la ted correspondence. ^ 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. o +x 

84/04/13. VON ZELLEN. B. W, DeKalb Area Alliance ^ ” 

Energy. Ip. 24046. 001. 24X Fi ch e : 50-454, 84/04/ IF 


IF, 8404160221. 


— 3404160227 Req,uests 840419 oral arguments re appeal of ASL.U Q4L113 
denial of OL be moved to Rockford or Chicago, iL. 

VON ZELLEN, B. W, DeKalb Area Alliance for Responsible Energy 
84/04/08. ROSENTHAL, A. S. Atomic Safety and Licensing Appeal 
Panel. Ip. 24046:004, 24X Fi c h e: 50-454. 84/04/ 1 3. 0404160,^21 . 


8404170302 Informs that JM Whicher will .jrgue for intervenoro Rockford 
League of Women Voters ?< Dekalb Area Alliance for 
Responsible Energy/SAFE, Related c or resp ond enc e, 

WHICHER. J.M. Businessmen for the Public Interest. DSB 544 
84/04/13. ROSENTHAL. A S. . GOTCHY.R.L.. WILBUR. W. L Atomic Safety 
and Licensing Board Panel. Ip. 24058:274, 24X 

Fiche: 50-454, 84/04/13, 8404170302 


C, Adjudicatory correspondence 


8404030143 Forwards IE Insp Repts 50-454/84-09 JJ, 50-455/84-07 notice 
of violation as relevant matl to appeal re calculation of 
electrical cable sidewall pressure & cable rework. Related 
corresp ondence, 

RAWSON. R J. Hearing Branch 4. DSB 258. 84/03/28. ROSENTHAL. A. S . 

KOHL. C. N. , GOTCHY.R.L. Atomic Safety ar'< l.i re-'-ii’-g Board Panel. 

17pp. 22869:148, 24X Fic he: 50- -5- ■ ■'■VB '.L?'. 


8404170543 Forwards ASLAB 840412 Itr to Whicher. per 840411 requffut. 
W/o end. Related c orr esp oend ence. 

TOMPKINS. B. A. Atomic Safety and Licensing Appeal Panel DSB 601 
84/04/16. LEWIS, E, League of Women Voters of Rockford. IL Ip 
24068:082. 24X Fi c h e : 50-454, 84/04/ 1 6. 84041 70543. 


—8404170545 Requests that 040419 meeting for util appeal be held in 
Rockford or Chicago. IL to enable league members to attend 
LEWIS. E. League of Women Voters of Rockford, IL. S4/04/11. 
ROSENTHAL, A S. Atomic Safety and Licensing Appeal Panel 2pp. 
24069-083. 24X Fi c he : 50-454, 84/04/1 6. 8404 1 70543, 


8404020245 Brief in response to three addl reasons for license denial 
raised in interveners 840312 brief. Certificate of Sve end. 

MILLER. M I Commonwealth Edison Co, MILLER. .M. I. Isham. Lincoln & 
Beale. DSB 236 B4/03/30. Atomic Safety and Licensing Appeal 

Panel, i22pp, 22847: 253, 24X Fiche: 50-454. 84/03/30. 8404020245. 


8404190067 Motion for protective order & release of expurgated vorsinn 
of in camera ex parte transcript re cotist >V QA def i c: ienc 
RAWSON, R.J, Hearing Branch 4. DSB 644, 84/04/16. Atom.ic Safwty 

and Licensing Appeal Panel. 8pp. 24105- 039, 24X 

Fiche: 50-454, 84/04/16, 8404190067. 


9404040173 Notice of ASLAB reconstitution AS Rosenthal. chairman Zt 
RL Cotchy & HA Wi lb er, members. Served on 840403. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 2S6. 
84/04/02. ip. 22879:212, 24X Fiche; 50-454. 84/04/02- 8404040173. 


8404040153 Order scheduling oral argument on 840419 in Bethesda.MD 
re ASLB S40113 initial dec i si on. Part ies will provide name of 
representative counsel by 840413 Served on 840403. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 296. 
84/04/03, 2pp. 22886 267. 24X Fiche: 50-454, 84/04/03. 8404040153. 


840405C045 Notice of S40419 oral arguments on applicant appeal of 
ASLB 840113 initial decision in proceed ing. Served on 840404, 
SHOEMAKER, C, J. Atomic Safety and Licensing Appeal Panel. DSB 304 
94/04/03, Ip 22900:127. 24X Fiche: 50-454. 84/04/03. 8404050045. 


8404060421 Forwards potentially relevant matl to matters pending before 
ASLAB. including RL Spessard 840306 Itr to C Reed w/Insp Rept 
50-454/83-60 S< notice of violation re failure to comply 
w/lOCFRSO. App B, Related correspondence 

RAWSON. R.J. Hearing Branch 4 DSB 348. 84/04/05. ROSENTHAL. A. S. . 

WILBER, H. A. , COTCHY. R- L, Atomic Safety and Licensing Appeal Panel. 
79pp, 22935: 082. 24X Fiche: 50-454. 84/04/05. 8404060421. 


8404130152 Forwards current organizational charts from QA manual. in 
response to ALAS~143. Related correspondence. 

BIELAWSKI. A. P. Isham, Lincoln & Beale, BIELAWSKI, A- P. Commonwealth 
Edison Co. DSB 496 84/04/09. ROSENTHAL, A, S. , WILBER. H. A. , 

OOTCHV, R. L. Atomic Safety and Licensing Appeal Panel. 12pp. 

24030: 306. 24X Fiche; 50-454, 84/04/09. 8404130152. 


— 8404190071 Affidavit of AB Davis re public disclosure of dohiitls. (tf 
allegations concerning facility identity of c onf i dent i»» I 
sources. Draft protective order ?< affidavit of nond i sc 1 
end. 

DAVIS. A. B. Region 3. Office of Director. 84/04/il Ilpp 
24105:047. 24X Fi ch e 50-454, 84/04/16. 8404 190067, 


— 8404190072 Affidavit of KA Connaughton re results of NRC l n'> e st i y a t i 
of allegations concerning Hatfield Electric Co, Cer t i f i cat t? 
of Sve end. 

CONNAUGHTON, K. Region 3, Office of Director 84/04/12 8pp 
24105:058. 24X Fi c h e . 50-454. 84/04/ 16. 8404190067 


8404230111 Advises that US Court of Appeals for DC Circuit ord«»r & 
mandate denying NRC motion to stay issuance of mandate in 
New England Coalition on Nuclear Pollution vs NRC will b 
served upon ava i lab i 1 i ty , Re la ted correspondence 

RAWSON. R. J Hearing Branch 4, DSB 745 84/04/17. ROSENTHAL- A, S 

WILBER. H. A. . GOTCHY. R L. Atomic Safety and Licensing Appeal Panel 
Ip 24154:179. 24X Fi c h e : 50-454. 84/04/ 1 7. 8404230 11 1 . 


8404240275 Forwards IE Insp Repts 50-454/84-13 ^ 50--455/84-09. 
documenting NRC review of QC inspector reinsp program S< 
certain allegations. Repts submitted per requirements of 
ALAB-143. Re lat ed correspondence. 

RAWSON, R. U. Hearing Branch 4. DSB 771 84/04/18. ROSENTHAL. A S. . 

WILBER. H. A. , GOTCHY. R L. Atomic Safety and Licensing Appeal Panel. 
60 pp. 24166:281, 24X Fi che: 50-454. 84/04/1 8, 8404240275, 


8404130156 Requests that ASLAB hearing of util appeal from denial of 
request for CM- be held in either Rockford or Chicago. IL. 
kfrfICHER.J. M. Businessmen for the Public Interest. WHICHER, U. M. 
Whicher, J.M, WICHER, J. M. DeKalb Area Alliance for Responsible 
Energy. DSB 502. 84/04/10. ROSENTHAL. A. S. . KOHL. C. N. . GOTCHY, R. L 

Atomic Safety and Licensing Appeal Panel. 2pp. 24031: 133 24X 

Fiche: 50-454,84/04/10.8404130156. 


54^t600p Ack receipt of 840410 Itr re oral argument of util appeal 

argument will be sent to 

LrDR. Re lated correspondence. 

Licensing Appeal Panel. DSB 504 
. Businessmen for the Public Interest. 
WHlChCR. J, M, Whicher. J.M, 2pp. 24043-181 24X 

Fiche: 50-454,84/04/12. 8404160023 


8404240465 Order extending time until 840427 for applicant 
supplemental memorandum extending time until 840504 to 
file responses. Served on 840424. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel 
84/04/23. Office of the Executive Legal Director Ip 
24X Fiche; 50-454. 84/04/23, 8404240465. 


to file 

DSB 797 
24191; 106 


8404270263 Forwards executed affidavit 
corresp ondence. 

WHICHER. J.M. Businessmen for the Pub 
84/04/25. RAWSON, R.J. Office of the 
24222:347. 24X Fiche: 50-454, 84/04/25 


of nondisclosure. Related 

lie Interest. DSB 852. 
General Counsel. 4pp, 

. 84042 70263. 
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Q. Inspection reportsi IE Bulletins 8< correspondence 


8404030440 Foruards IE Insp Repts 50-454/84-09 & 50-455/84-07 on 
840123-27 notice of violation. 

little. W. S. Region 3, Office of Director. 84/03/19. REED. C. 

Commonuealth Edison Co 2pp. 22870:274. 24X Fiche: 50-454, 84/03/19, 

8404030440. 


— 8404030448 Notice of violation from insp on B40123-27. 

LITTLE, W.S Region 3. Office of Director. 84/03/19. Ip. 
22870:276. 24X Fi c h e , 50-454, 84/03/19, 8404030440. 


—8404030456 IE Insp Repts 50-454/84-09 50-455/84-07 on 840123-27. 

Noncomp 1 iance no t e d i n a d e qua t e disposition on Deviation Rept 
3382 re overstressed saf ety-related cables. 

LOVE- R. S. , WILLIMS. C C. Region 3, Office of Director. 84/03/15. 
12 pp. 22870:277. 24)< Fic he : 50-454, 84/03/19, 8404030440. 


9404060352 Forwards IE Insp Repts 50-454/84-14 50-455/84-10 on 

840221-24. No none omp 1 1 an c e noted. 

little, W S. Region 3. Office of Director. 84/03/21. REED, C. 
Coirmonuealth Edison Co 2pp 22930:326. 24X Fiche: 50-454, 84/03/21, 

8404060352, 


—8404060358 IE Insp Repts 50-454/84-14 & 50-455/84-10 on 840221-24. No 
noncompliance noted l*iajor areas i nsp ec t ed : 1 i c en see action 
on previous insp findings, observation of electrical 
component calibr trjp setting cable terminations. 

MENDEZ, P., WILLIAMS, C.C Region 3, Office of Director. 84/03/15. 
7pp. 22930,328, 24 v F i c h e . 50-454, 8^ /03/21 , 8404060352 


8404300507 Forwards comments on util 831230 responses to Integrated 
Design Insp Rept 50-454 ,<'83-32, Ad d 1 insp in areas of 
internal flooding & postulated cracks ?< breaks in high & 
moderate energy lines ua 1 1 be conducted during wk of 840326. 

GRACE, 3, N Division of OA, Safeguards & Inspection Programs (Post 
8303 03). 84/03/23 REED, C Commonwealth Edison Co. 9pp. 

22980:352. 24X Fiche 50-454,84/03/23,8104100507. 


8404110381 Forwards IE Insp Repts 50-454/84-15 50-455/84-11 on 

8403 01 -0229. No noncompliance noted, 

WARNICK,R.F. Region 3 Office of Director. 84/03/23, REED, C. 
Coirr.onuealth Edison Co 2pp, 22989:336, 24X Fi c h e : 50-454, 84/03/23, 

8404110381. 


—8404110384 IE Insp Rept--. 50-454/84-15 50-455/84-11 on 840101-0229. No 

ncncompl iance not ed , Ma j or areas inspected : actions on 
previously identified items. IE c irculars, maint procedures, 
allegations ?- op : ■> : procedures 

HINDS, J.M., .'.■l1n,\.>-v..C.:-: V N, K , MCGREGOR, L, G. Region 3, Office of 
Director, 84/03/23 13pp 22909:333, 24X Fi c h e : 50-454, 84/03/23, 

8404110381, 


8404030179 Ac k receipt of 540323 Itr informing NRC of steps taken to 
correct violations not-'C in IE Insp Repts 50-454/83-58 
50-455/83-43, 

WALk;ER,R,D, Region 3, Office of Director. 84/03/27. REED, C. 
CoiTiTJonuealth Edison Co ip, 22849:218, 24X Fi c h e : 50-454, 04/03/27, 

8404030179 


— 8404030193 Responds to NRC 840131 Itr re violations noted in IE Insp 
Repts 50-454/83-58 S- 50- 453/83-43, Cor re c t ive ac t i ons : pro je c t 
engineering dept reviewed revised v'oltage range for 
acceptablility, 

FARRAR, D. L, Commonwealth E^dison Co 84/03/23. KEPPLER, J. G. 
Region 3, Office of Director 5pp 22849:219 24 X 

Fiche 50-454, 84/03/2 7, 8404030179 


8402090047 IE Info Notic,? 84-05. Rev 1, "Exercise Frequency." Sve list 
enc 3 , 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

V.3rk, Inc. l3Spp 229:-i3,122 24X Fi c he : 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice S4-21, "Inadequate Shutdown Margin. " Sve list 
enc 1 , 

JORDAN. E. L. Division ot Emergency Preparedness S< Engineering 
Response (Post 830103) 84/03/23. Consolidated Edison Co. of New 

York, Inc. 85pp 22892 145 24X Fi ch e : 50-000, 84/03/28, 8403140241 . 


8404030143 Forwards IE Insp Repts 50-454/84-09 50-455/04-07 £< notice 

of vioilatian as relevant matl to appeal re calculation of 
electrical cable sidewall pressure &. cable rework. Related 
co’-respondence. 

RAWSON, R.J Hearing Branch 4 DSB 258. 84/03/28. ROSENTHAL, A. S. , 

KOHL.C.N. , G3TCHY, R.L. Atomic Safety and Licensing Board Panel. 

ITpp 22869:148, 24X F i c h e , 50-454, 84/03/28, 8404030143. 


S403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness &: Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co of New 

York, Inc. 126pp. 22892:231. 24X Fic he : 50-000, 84/03/29. 8403140247. 


8404060250 Discusses Region III position re util reinsp program 
established in response to Noncompliance Item 454/82-05-19 
concerning improper certification of contractor QC 
inspectors. Issuance of OL not recommended. 

KEPPLER, J G. Region 3, Office of Director. 84/03/30. 
CUNNINGHAM, G. H, Office of the Executive Legal Director. 2pp. 
22925:155, 24X Fi c he : 50-454, 84/03/30, 8404060250. 


8404100239 Forwards response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Under vo 1 tag e Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Subj 
breakers not used at facilities. 

BARNES, P. L. Commonwealth Edison Co. 84/04/04. KEPPLER, J. G. Region 
3, Office of Director. 3pp. 22960:189. 24X Fiche: 50-000, 84/04/04, 

8404100239. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness S: Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X F i c h e ; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qua 1 i f i ca t i on Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc, 103pp. 24066:164. 24X Fi c he : 50-000, 84/04/05, 8403140263. 


8404180516 Requests response to end followup concerns identified 
in IE Insp Rept 50-454/83-32 re postulated cracks f< breaks 
in high-energy moderate-energy lines. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/09. REED, C. Commonwealth Edison Co. 7pp. 

24108:255. 24X Fi c h e : 50-454, 84/04/09, 84041 80516. 


8404190339 Ac k receipt of 840405 Itr informing NRC of steps taken to 
correct noncomp 1 iance noted in IE Insp Rept 50-454/83-60. 

SPESSARD, R. L. Region 3, Office of Director. 84/04/13. REED, C. 
Commonwealth Edison Co Ip. 24095:360. 24X Fic h e : 50-454, 84/04/ 13, 

8404190389. 


— 8404190392 Responds to MRC 840306 Itr re noncompliance noted in IE Insp 
Rept 50-454/83-60. Corrective ac t i ons ' isome tr i c drawings 
for d oub 1 e-p i p ed, saf ety -related instruments will be revised 
to show proper high ?, low pressure connections, 

FARRAR, D.L. Commonwealth Edison Co. 84/04/05. KEPPLER, J. 0. 

Region 3, Office of Director. 2pp. 24095:361, 24X 

Fiche: 50-454, 84/04/13, 8404190389. 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofc re util regulatory improvement 
program. Meeting notice end, 

NORELIUS, C. E. Region 3, Office of Director. 84/04/13. REED. C. 
Commonwealth Edison Co. 3pp. 24095:320. 24X Fi ch e : 50-000, 84/04/1 3, 

8404190397. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Sve list 
end. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X F i ch e : 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Sve list end. 

GRACE, J. N. Division of (2A, Safeguards & Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8404190257 Forwards lE Insp Repts 50-454/84-13 it 50-455/84-09 on 
840124-0412. No none omp 1 ianc e identified. 

SPESSARD, R. L, Region 3, Office of Director. 84/04/16, REED. C. 
Commonwealth Edison Co 2pp. 24098:182. 24X Fiche: SO-454, 84/04/16, 

8404190257. 


— 8404190264 IE Insp Repts 50-454/84-13 50-455/84-09 on 840124-0412. No 

noncompliance or deviations identified. Ma jor areas 
i nsp ec ted : revi ew of licensee actions on QC inspector reinsp 
program it previous insp findings St IE bulletins. 

WARD, K, D. , MUFFETT, J, W, , DANIELSON, D. H. Region 3, Office of 

Director, 84/04/16. 57pp. 24098:184. 24X Fi ch e : 50-454. S4/04/1 6, 

8404190257, 
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8403140273 IE Info Notice S4-27* "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE* J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

86pp. 24163:205, 24X Pi che: 50-000. 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards 8< Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

B9pp. 24163:292 24X F i c h e : 50-000. 84/04/ 1 7. 8403140277. 


8403140230 IE Info Notice 84-29, 'GE Magne-Blast Circuit Breaker 
Problems. " Svc list end, 

JORDAN. E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000. 84/04/17. 8403140280. 


8404160125 Board Notification 84-074: forwards CE Noreiius 840404 Itr 
to Eisenhut discussing recent insp f ind ing s . wh i c h indicated 
addl deficiency in Sys Control Corp supplied equipment. 

Related correspondence. 

NOVAK, T. M. Division of Licensing. DSB 655. 04/04/17, 

ROSENTHAL, A. S. . GOTCHY, R, L. Atomic Safety and Licensing Appeal 
Panel. SMITH, I. W. Atomic Safety and Licensing Board Panel. 2pp. 
24094:003. 24X Fi c h e: 50-454, 84/04/17. 84041 60125. 


— 8404190456 Discusses equipment supplied by Sys Control Corp at 
f ac i 1 iti es, One add! deficiency still requires resolution. 

NORELIUS. C, E. Division of Project & Resident Programs. 84/04/04. 
EISENHUT, D. G. Office of Nuclear Reactor Regulation. Director. 

2pp. 24094:005. 24X riche: 50-454, 84/04/ 17. 8404160125. 


8403140284 IE Info Notice 84-30. "Discrepanc i es in Recordkeeping ic Matl 
Defects in Bahnson HVAC Units. *’ Svc list encl, 

JORDAN. E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc, 117pp, 24188:001. 24X Fiche : 50-000. 84/04/18, 8403140284, 


8403140236 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp, 24188:119. 24X Fiche : 50-000. 84/04/18, B4031402S6. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list encl, 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc, U9pp, 24195:343. 24X Fich e : 50-000, 84/04/ 18. 8404130404 


8404240275 Forwards IE Insp Repts 50-454/84-13 ?< 50-455/84-09, 
documenting NRC review of QC inspector reinsp program 
certain al legations. Repts submitted per requirements of 
ALAB-143. Related correspondence. 

RAWSON. R. J. Hearing Branch 4, DSB 771. 84/04/18. ROSENTHAL. A. S. , 

WILBER. H. A. . GOTCHY, R, L. Atomic Safety and Licensing Appeal Panel. 
60pp. 24166:281. 24X Fi c h e ; 50-454, 84/04/ 1 8, 8404240275. 


8404260142 Provides addl info in support of S30S26 & 1206 requests for 
relief from requirement to examine cast stainless steel 
components during preservice insp program. Info summarizes 
attempts made to examine components by ultrasonic means. 

TRAMM. T, R, Commonwealth Edison Co. 84/04/18, DENTON. H. R. Office 
of Nuclear Reactor Regulation, Director. 3pp. 24205:151. 24X 

Fiche: 50-454. 84/04/18, 8404260142, 


8404230237 Requests NRR assistance re listed fire protection issues, 
based on findings of IE Insp Repts 50-454/83-62 
50-455/83-42. Stated insp repts not encl. 

SPESSARD. R. L, Region 3, Office of Director, 84/04/19. 

EISENHUT. D. G. Division of Engineering. 3pp. 24152:015. 24X 

Fiche; 50-454, 84/04/19, 8404230237. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc, U9pp. 24285:015. 24X Fiche: 50-000, 84/04/20. 8404160130. 


8404160136 Board Notification 84-086: forward s JN Grace 840323 8< 0409 
Itrs to Retd discussing IE Insp Rept 50-454/83-32 re 
integrated design insp, 

NOVAK, T. M. Assistant Director for Licensing. 84/04/20. 

ROSENTHAL, A. S. . GOTCHY, R.L. Atomic Safety and Licensing Appeal 
Panel, SMITH, I. W. Atomic Safety and Licensing Board Panel. 3pp. 
24180:247. 24X Fiche: 50-454, 84/04/20. 8404160136, 


R. Periodic operating reports 8< related correspondence 


8404030469 Forwards "Well Monitoring Program Annual Rept, 1983. " 
Further groundwater monitoring unnecessary to address 
liquefaction issues discussed in SER, Section 2. 4. 6. No Tech 
Specs being proposed. 

TRAMM, T.R. Commonwealth Edison Co, 84/03/26. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. Ip. 22869:255. 24X 

Fiche: 50-454, 84/03/26. 8404030469. 


— 8404030480 "Well Monitoring Program Annual Rept, 1983. " 

■» Commonwealth Edison Co. 83/12/31. 8pp. 22869:256. 24X 

Fiche: 50-454. 84/03/26, 8404030469. 


S. Reportable occurrences, LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification' 
program of post-LOCA hydrogen recombiner component. Time 
delay relays & jumper will be removed from relay contacts. 

EMPEY. D. C. Rockwell International Corp. 83/05/05. COLLINS. J. 
Region 4, Office of Director, 5pp. 24054:336. 24X 

Fiche: 50-000. 83/05/05, 8404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that te.mp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc. 

EMPEY. D. C. Rockwell International Corp. 83/05/27. COLLINS. J. T. 
Region 4. Office of Director. 6pp. 24054:330. 24X 

Fiche; 50-000. 83/05/27. S404170427. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Viton seal issue not 
reportable per Part 21 Insufficient data exists to 
demonstrate full confidence ,in seals. 

EMPEY, D. C. Rockwell International Corp, 83/12/19. COLLINS. J. 

Region 4. Office of Director. 3pp. 24059:109. 24X 

Fiche: 50-000, 83/12/19- 8404170471. 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Initially reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21, Next rept by S40730. 

MANGAN.C. V. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI. R. 
Division of Project Resident Programs. 8pp. 22940:241, 24X 

Fiche: 50-000, 84/03/08, 8404090375. 


8404090345 Interim Deficiency Repts 84-01 8< 84-03 re failure of 
Pacific Air Products Co (PAPCO) linear torque converters. 

Initially reported on 840228. PAPCO will publish final rept 
on interim lubrication procedure by 840417, 

TRAMM, T. R, Commonwealth Edison Co, 84/03/28. KEPPLER, J, 0. Region 
3, Office of Director, 2pp. 22941:322. 24X Fi c h e : 50-000. 84/03/28. 

8404090345. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
& furnished to power generating fac i 1 ities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J. P, Pacific Air Products Co. 84/03/28. Director's 
Office, Office of Inspection and Enforcement. 15pp, 24022; 164. 24X 

Fiche; 50-000. 84/03/28. 8404120307. 


8404260225 Deficiency rept re cracked containers of lead-acid storage 
batteri es. Probl em caused during maint S< not inherent in 
design. Rept should be distributed to affected utils. 

DESAI.R.H, GNB Batteries. Inc. 84/04/10. DEYOUNG, R. Director's 
Office, Office of Inspection and Enforcement, Ip, 24207:281. 24X 

Fiche; 50-000, 84/04/10. 8404260225. 


— 8404260223 "Failure Ana 1 y s i s. Crac ked Contai ners, Lead-Ac id Storage 
Batteries. " 

HOPEWELL. R. W, . KREUTZFELDT. R, , DESHPANDE. S. L. GNB Batteries, Inc, 
84/04/10. 5pp. 24207:282. 24X Fiche: 50-000, 84/04/10, 8404260225. 


8404160150 Board Notification 84-076: provides info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of cooling conditions. Inf o updates Board Notification 83-139 
& AECL test results. 

EISENHUT, D. G, Division of Licensing. 84/04/19. PALLADINO 
Commissioners. 2pp. 24215:100. 24X Fiche : 50-000. 84/04/19, 

8404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling c ond i tions. Inf o updates Board 
Notification 83-139 AECL test results. Svc list encl. 

VOLLMER.R. H. Division of Engineering. 84/04/06. EISENHUT. D. G. 
Division of Licensing, 6pp. 24215:102. 24X Fich e; 50-000. 

84/04/19. 8404160150. 
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T, Hearing transcripts on non-antitrust matters 


8404230186 Transcript of 840419 oral argument in Beth esda.- HD. Pp 1-131. 
* Atomic Safety and Licensing Appeal Panel. 84/04/19. 132pp. 

24155:104. 24X Fiche: 50-454, 84/04/19, 8404230186. 


U. Congressional/Executive Correspondence 


8404020273 Comments on recent NRC budget hearing in vieu) of exceptions 
taken by NRC in enc 1 memo. NRC believed staff could deal more 
conveniently w/issue of QA. 

GILINSKY, V. Commissioners. 84/03/16. UDALL, M. K. House of Rep., 
Interior & Insular Affairs. 2pp. 22873:338, 24X 

Fiche: 50-454. 84/03/16, 8404020273, 


— 8404020275 Notifies that remarks re hearing process NRC actions in 
prepared testimony for Udall & Simpson Committees 
bothersome. ASLB statements do not support conclusion that 
NRC circumvented ASLB. 

DIRCKS, W, J. Office of the Executive Director for Operations. 
84/03/14. GILINSKY.V Commissioners, 3pp. 22873:340. 24.X 

Fiche: 50-454, 84/03/16, 8404020273, 


V Operator Examinations 


8404020019 Generic Ltr 84-05 to all pouer reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds, " Svc list end. 

EISENHUT, D. G, Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp, 24066:297. 24X 

Fiche: 50-000. 84/04/02, 8404020019. 


8404170426 Discusses arrangements for op erat o r / sen i or operator 
licensing exams scheduled for uks of 840716 23. Ref matls 

listed in end required by 840514, 

WALKER, R.D. Region 3, Office of Director, 84/04/11 REED, C. 
Commonwealth Edison Co. 5pp. 24063:281. 24X Fi ch e : 50-454, 84/04/1 1 , 

8404170426. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 


A. Application/construction stage documents correspondence 


8403210162 Ltr to all applicants for OLs S< full power author i rations 
summarizing 040126 meeting in Bethesda.MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews !' development of acceptable experience profile, 

HANNON, J. Division of Licensing. 84/03/01, Affiliation Not 
Assigned, 7pp, 24106 202 24X Fic he: 50-000, 84/03/01, 8403210162. 


8404C50184 Responds to 831129 petitions ?< 840106 ad dendum. Pe t i t ions S< 
addendum denied for reasons stated in end Director's 
decision under 10CFR2. 206 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director, 
84/03/16. GOGOL, E. M. Af f i 1 iati on h4ot Assi gned . 3pp, 22919:001. 

24X Fiche: 50-000, 84/03/16, 8404050184, 


8404030438 Suppls response to Generic Ltrs 83-lOC D, "Automatic 
Trip of Reactor Coolant Pumps. " Rev 1 to emergency response 
guidelines resolves issues associated w/automatic tripping 
of reactor coolant pumps 

BARNES, P,L. Commonwealth Edison Co. 84/03/26. DENTON, H, R. Office 
of Nuclear Reactor Regulation, Director. 3pp. 22869:043. 24!< 

Fiche: 50-000, 84/03/26, 8404030438. 


8404100015 Notification of 840426 meeting w/util in Bethesda.MD to 
discuss util analyses used to justify increased outage times 
in Tech Spec, 

OLSHAN, L, Licensing Branch 1, 84/03/26. YOUNGBLOOD, B, J. Licensing 

Branch 1. 3pp. 22981 360. 24X Fi c h e: 50-454, 84/03/26, 8404100015. 


8404120053 Reiterates position that util perform evaluation of environ 
qual if ication of sa f e ty -r e la t ed mechanical equipment located 
in harsh environ areas using method described in 830520 ltr 
S( confirm Westinghouse use of method in evaluations. 

YOUNGBLOOD, B, J. Licensing Branch 1. 84/03/30, FARRAR, D. L. 

Commonwealth Edison Co, 3pp. 24033:201. 24X Fiche: 50-000, 84/03/30, 

8404120053. 


8404120062 Forwards marked-up pages of sections of proof review Tech 
Specs. Addl changes will be submitted by 840409. 

TRAMM,T.R. Commonwealth Edison Co. 84/04/02, DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director, 200pp. 24023:328. 24X 

Fiche: 50-454, 04/04/02, 840412006?. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs S', holders of CPs re interim procedures 
for NRC mgt of p 1 an t-sp e c i f i c bac k f i tt ing . Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp, 24066:264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404120136 Forwards updated schedule for ongoing environ qualification 
testing programs, per S10528 commitment. 

BARNES, P. L. Commonwealth Edison Co. 84/04/04. KEPPLER, J, G. Region 
3, Office of Director, 11pp. 24011:354. 24X Fiche: 50-000, 84/04/04, 
8404120136, 


8403140269 Board Notification 84-059: forward s listed addl info re 
allegations. Ends withheld. 

NOUAK, T. M, Assistant Director for Licensing. 84/04/11. 

ROSENTHAL, A. S. , GOTCHY, R. L. , WILBER, H. A. Atomic Safety and Licensing 
Appeal Panel. 4pp, 24038:270. 24X Fic h e : 50-454, 84/04/ 1 1 , 

8403140269. 


8404170343 Responds to B40406 telcon request to provide info re Section 
2. 3. 4C of Phase I response concerning resolution of control 
of heavy loads, per DG Eisenhut 801222 ltr & Generic Ltr 
81-07. Westinghouse std QC procedures used. 

BARNES, P. L. Commonwealth Edison Co. 84/04/11. DENTON, H. R, Office 
of Nuclear Reactor Regulation, Director. 2pp 24054:241. 24X 

Fiche: 50-000, 84/04/ 1 1 , 8404170343. 


8404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated matls. Request 
denied since provisions for generic release of small 
quantities of radioactive matls not developed. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 84/04/13, FARRAR, D. L. 

Commonwealth Edison Co. 8pp, 24077:216. 24X Fiche: 50-000, 84/04/13, 

8404180203. 


8404160120 Board Notification 84-070; forward s doruments re allegations 
concerning QA matters. Enc Is withheld (ref 48FR36358). 

NOVAK, T, M. Assistant Director for Licensing. 84/04/16. 

ROSENTHAL, A. S. , GOTCHY, R L. , WILBER, H. A. Atomic Safety and Licensing 
Appeal Panel, 3pp. 24114:189, 24X Fi c h e : 50-454, 84/04/16, 

8404160120, 


8404160137 Board Notification 84-087: forward s WU Dircks 840321 memo to 
Chairman Palladino re response to questions raised by 
Commissioner Gilinsky concerning QA at LaSalle County 
Station. Byron QA program discussed in ends. 

NOVAK, T. M. Assistant Director for Licensing, 84/04/20. 

ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 2pp. 
24180:200. 24X Fi c h e : 50-000, 84/04/20, 04041 60137. 


E. NRC Safety Evaluation Report (SER), suppls 8< correspondence 


9404-030469 Forwards "Well Monitoring Program Annual Rept, 1983. " 
Further groundwater monitoring unnecessary to address 
liquifaction issues discussed in SER, Section 2. 4. 6. No Tech 
Specs being proposed. 

TPAMM, T, R. Commonwealth Edison Co. 84/03/26. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. Ip. 22869:255. 24X 

Fiche; 50-454, 84/03/26, 8404030469. 


8404230205 Forwards addl info re seismic design basis for river 
screenhouse, in response to SER Conf irmatory Issue 1 & 

FSAR Questions 241.8 8< 362. 1, Site soil column frequency 
significantly affects site-specific spectrum. 

TRAHM.T, R. Commonwealth Edison Co. 84/04/18, DENTON, H, R. Office 
of Nuclear Reactor Regulation, Director. 28pp. 24155:049. 24X 

Fiche; 50-454, 84/04/18, 8404230205. 


F. Security, medical, emergency Jk fire protection plans 


0404270286 Public version of ltr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
& withheld from PDR as well as LPDR. W/JM Felton 840419 
release memo. 

GOLDEN. J.C. Commonwealth Edison Co. 04/03/06. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24229:331, 24X 

Fiche: 50-000, 84/03/06, 8404270286. 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE, D. D, Commonwealth Edison Co. 84/02/29. 73pp. 24229:332. 

24X Fiche: 50-000, 84/03/06, 8404270286. 


9404040178 Revised emergency implementing procedures, including Revs 0 
to Procedure BZP 380-19 re core damage asse ssment, to 
Procedure BZP 380-AS re suggested sampling locations 8( to 
Procedure BZP 380-TA re RCS activity, ..." W/040323. 

* Commonwealth Edison Co. 84/03/23. 68pp. 22879:249. 24X 

Fiche: 50-454, 84/03/23, 8404040178, 
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8404040033 Revised emergency implementing procedures. consisting of Rev 
0 to BZP 380-4. "Post-Accident Sampling Station Bloudown 
Monitor" S< Rev 1 to Procedures BZP 600“A1 & &00-A2 re 
prioritized call listing for staff phone lists, 

* Commonwealth Edison Co. 84/03/26. 32pp. 22882:218. 24X 

Fiche: 50-454,84/03/26. 8404040083. 


S404I70153 Notifies that arguments on behalf of NRC in 840819 
proceeding will be presented by RJ Rawson, Related 
correspondence. 

RAWSON, R. J. Hearing Branch 4. DSB 553. 84/04/12. ROSENTHAL. A. S. 

WILBUR, H. A, , eOTCHY. R. L. Atomic Safety and Licensing Appeal Panel 
Ip. 24051:278. 24X Fiche: 50-454, 84/04/12. 84041701 53. 


8404100209 Revised emergency plan implementing procedures. including 
BZP 320-2 re manual input of monitoring data, BZP 380-19 re 
core damage assessment S>. BZP 380-A9 re example of core 
damage assessment. W/840326 transmittal notice. 

* Commonwealth Edison Co. 84/03/31. 75pp. 22963:089. 24X 

Fiche: 50-454, 84/03/31, 8404100209. 


0404240198 Revised emergency plan implementing proc edures, inc 1 ud ing 
Procedure BZP 310-5 re acting station director, BZP 380-12 
re post-accident sampling of diluted reactor coolant & 

BZP 600-1 re remote alarm response. Transmittal memo end. 

* Commonwealth £di son Co. 84/04/12. 15pp. 24164:084. 24X 

Fiche: 50-454, 84/04/12, 8404240198, 


8404230237 Requests NRR assistance re listed fire protection issues, 
based on findings of IE Insp Repts 50-454/83-62 St 
50-455/83-42. Stated insp repts not end. 

SPESSARD, R. L, Region 3, Office of Director. 84/04/19. 

EISENHUT, D. G. Division of Engineering, 3pp. 24152:015. 24X 

Fiche; 50-454, 84/04/19,8404230237. 


8404160221 Forwards response to 840412 Itr re location of oral argument 
of pending appeal in proc eed ing , Related correspondence. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel, DSB 541 
04/04/13. VON ZELLEN, 3. W. DeKalb Area Alliance for Responsible 
Energy. Ip, 24046:001. 24X Fiche : 50-454, 84/04/13, 8404160221 


0404160227 Requests 840419 oral arguments re appeal of ASLB 840113 
denial of OL be moved to Rockford or Chicago, IL. 

VON ZELLEN, B.W. DeKalb Area Alliance for Responsible Energij. 
84/04/08. ROSENTHAL, A. S. Atomic Safety and Licensing Appeal 
Panel. Ip, 24046:004. 24X Fi c h e : 50-454 , 84/04/ 13, 8404160221 , 


8404170302 Informs that JM Whicher will argue for interveners Rockford 
League of Women Voters Dekalb Area Alliance for 
Responsible Energy/SAFE. Related correspondence. 

WHICHER, J.M. Businessmen for the Public Interest. DSB 544 
34/04/13. ROSENTHAL, A. S. , GOTCHY, R. L, , WILBUR, W, L, Atomic Safety 
and Licensing Board Panel. Ip. 24058:274, 24X 

Fiche; 50-454, 84/04/13, 8404170302. 


0. Adjudicatory correspondence 


8404030143 Forwards IE Insp Repts 50-454/84-09 8< 50-455/84-07 Zt notice 
of violation as relevant mat! to appeal re calculation of 
electrical cable sidewall pressure & cable rework. Related 
corresp ondence. 

rawson, R. J. Hearing Branch 4. DSB 258. 84/03/28. ROSENTHAL, A. S. , 

KOHL, C. N. , GOTCHY, R.L. Atomic Safety and Licensing Board Panel. 

17pp. 22869:148, 24X Fi che: 50-454, 84/03/28, 8404030143. 


8404020245 Brief in response to three addl reasons for license denial 
raised in interveners 840312 brief. Certificate of Sve end. 

MILLER, M. I. Commonwealth Edison Co. MILLER, M. I. Isham, Lincoln & 
Beale. DSB 236. 84/03/30. Atomic Safety and Licensing Appeal 

Panel. 122pp. 22847:253. 24X Fiche; 50-454, 84/03/30, 8404020245. 


8404040173 Notice of ASLAB reconstitution. AS Rosenthal, cha irman & 

RL Gotchy Sc HA Wi iber, members. Served on 840403. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 286. 
84/04/02, Ip, 22879: 212 . 24X Fiche: 50-454, 84/04/02, B404040173. 


8404040153 Order scheduling oral argument on 840419 in Bethesda,MD 
re ASLB 840113 initial decision. Parties will provide name of 
representative counsel by 840413. Served on 840403. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 296 
84/04/03. 2 pp. 22886:267. 24X Fiche: 50-454. 84/04/03, 8404040153. 


8404050045 Notice of 840419 oral arguments on applicant appeal of 
ASLB 840113 initial decision in proceeding. Served on 840404. 
SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 304. 
84/04/03. Ip. 22900:127, 24X Fi ch e : 50-454, 84/04/03, 8404050045. 


8404060421 Forwards potentially relevant matl to matters pending before 
ASLAB, including RL Spessard 840306 Itr to C Reed w/Insp Rept 
50-^54/83-60 ?< notice of violation re failure to comply 
w/lOCFRSO, App B. Related correspondence. 

RAWSON, R. J. Hearing Branch 4. DSB 348. 84/04/05. ROSENTHAL, A. 8. , 

WILBER, H. A, , GOTCHY, R L. Atomic Safety and Licensing Appeal Panel. 
79pp. 22935:082. 24X Fi che; 50-454, 84/04/05. 8404060421. 


8404130152 Forwards current organizational charts from QA manual, in 
response© to ALAB-143, Related correspondence. 

BIELAWSKI, A, P. Isham, Lincoln & Beale. BIELAWSKI, A. P. Commonwealth 
Edison Co, DSB 496. 84/04/09. ROSENTHAL, A. S. , WILBER, H. A. , 

GOTCHY, R.L. Atomic Safety and Licensing Appeal Panel, 12pp, 
24030:306. 24X Fiche: 50-454, 84/04/09, 8404130152. 


8404130156 Requests that ASLAB hearing of util appeal from denial of 
request for OL be held in either Rockford or Chicago, IL. 

WHICHER.U. M. Businessmen for the Public Interest. WHICHER, J M 
Whicher, J. M. WHICHER, J. M. DeKalb Area Alliance for Responsible 
Energy, DSB 502. 84/04/10. ROSENTHAL, A. S. . KOHL, C. N. , GOTCHY, R. L. 

Atomic Safety and Licensing Appeal Panel. 2pp. 24031: 133 24X 

Fiche: 50-454,84/04/10, 8404130156. 


8404160023 Ack receipt of 840410 Itr re oral argument of util appeal. 
Request untimely. Transcri pt of argument will be sent to 
LPDR. Related correspondence. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel, DSB 504. 
84/04/12. WHICHER, J. M. Businessmen for the Public Interest. 
WHICHER, J.M. Whicher, J, M. 2pp. 24043:181. 24X 

Fiche: 50-454, 84/04/12, 8404160023. 


D 1 I J - X U. VU «fr/ per request. 

W/o end. Related correspoend ence. 

Safety and Licensing Appeal Panel. DSB 601, 
84/04/16. LEWIS, E. League of Women Voters of Rockford, IL. Id 
24068:082. 24X Fi c h e : 50-454, 84/04/16, 84041 70543. ^ 


—8404170545 Requests that 840419 -Petirg i=or util appeal be held in 
ena.dt> Ic-.,-..,. members to attend. 

LEWIS, E. League of Women Voters of Rockford, IL. 84/04/11, 

Safety and Licensing Appeal Panel. 2pp. 
24068:083. 24X Fi c h e : 50-454, 84/04/16, 84041 70543 , 

8404190067 Motion for protective order & release of expurgated version 
parte transcript re const 8< QA deficiencies. 

RAWSON, R.J. Hearing Branch 4, DSB 644 84/04/16. Atomic Safety 

and Licensing Appeal Panel. 8pp, 24105:039 24X 

Fiche: 50-454, 84/04/16, 8404190067. 

—8404190071 Affidavit of AB Davis re public disclosure of details of 

identity of confidential 

sources. Draft protective order ?< affidavit of nondisclosure 

3, Office of Director. 84/04/11. Upn 
c.4105:047. 24X Fi ch e : 50-454, 84/04/16, 04041 90067, 

—8404190072 Affidavit of KA Connaughton re results of NRC investigations 
of allegations concerning Hatfield Electric Co. Certificate ^ 

Or Sve encl. 

CONNAUGHTON, K. Region 3, Office of Director. 84/04/12, 8pp 
€1.4105:058. 24X Fiche: 50-4S4, 84/04/16, 8404190067, 

Appeals for DC Circuit order & 
mandate denying NRC motion to stay issuance of mandate in 
New England Coalition on Nuclear Pollution vs NRC will be 
Related correspondence. 

SilSr'ha 84/04/17. ROSENTHAL, A. S. , 

24134 'it? p \ ‘-ictnsins App.al Panel, 

ip. 24154.179, 24X F i c h e : 50-454, 84/04/ 1 7, 84042301 1 1 . 

8404240275 Forwards IE Insp Repts 50-454/84-13 St 50-455/B4-09. 
ce^t^in 1 ? QC inspector reinsp program 

IlIr Jin submitted per requirements of 

ALAB-143. Related correspondence 

SSiHA 84/04/18. ROSENTHAL, A. S., 

“opf 241il-2ai ixy A' ? .'PPoal Pxn.I. 

aupp. 24166.281, 24X Fi c h e ; 50-454, 84/04/1 8, 8404240275. 


8404240465 Order extending time until 840427 for applicant to file 
supplemental memorandum S>. extending time until 840504 to 
file responses. Served on 840424. 

olv u Executive Legal Director, Ip 24191- 106 

24X Fiche: 50-454, 84/04/23, 8404240465. ^ -.‘n.i.iub 


“P npndi.plopon.. Related 

WHICHER, U.M, Businessmen for the Public Interest DKR Pi‘ 5 o 

14222^347 T.l 

24222.347. 24X Fic he; 50-454, 84/04/25, 8404270263. 
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Q, Inspection reports- IE Bulletins it correspondence 


8404030440 Forwards IE Insp Repts 50-454/84-09 It 50-455/84-07 on 
840123-27 Z< notice o-f violation. 

little. W.S. Region 3- Office of Director. 84/03/19, REED/ C. 
Commonwealth Edison Co. 2pp. 22870:274. 24X Fi che : 50-454/ 84/03/ 19/ 

8404030440. 


— 8404030456 IE Insp Repts 50-454/84-09 it 50-455/84-07 on 840123-27. 
None omp 1 iance noted , inadequate disposition on Deviation Rept 
3382 re overstressed safety-related cables, 

LOVE. R. S. , WILLIMS, C C. Region 3/ Office of Director, 84/03/15. 
12pp. 22870:277. 24X Fi c he : 50-454/ 84/03 / 19, 8404030440, 


8404060352 Forwards IE Insp Repts 50-454/84-14 50-455/84-10 on 

840221-24. No noncompliance noted. 

little. W.S. Region 3, Office of Director. 84/03/21. REED, C. 

Commonwealth Edison Co 2pp. 22930:326. 24X Fi ch e : 50-454, 84/03/21 , 

8404060352. 


— 8404060358 IE Insp Repts 50-454/84-14 & 50-455/84-10 on 840221-24. No 
noncompliance noted. Major areas inspected ; 1 ic ensee action 
on previous insp f i nd i ng s, ob ser va t ion of electrical 
component calibr ^ trip setting it cable terminations. 

MENDEZ, R., WILLIAMS, C C. Region 3, Office of Director. 84/03/15. 
7pp. 22930:328. 24X Fi c h e : 50-454, 84/03/ 21 , 8404060352. 


84041 103S1 Forwards IE Insp Repts 50-454/84-15 i>. 50-455/84-11 on 
840101-0229. No none omp 1 j anc e noted, 

WARNICK/R. F Region 3, Office of Director. 84/03/23. REED, C. 
Commonwealth Edison Co 2pp. 22989:336, 24X Fiche : 50-454, 84/03/23, 

8404110381. 


—8404110384 IE Insp Repts 50-454/84-15 8< 50-455/84-11 on 840101-0229. No 
none omp 1 lance noted Major areas inspected : actions on 
previously identified items, IE circulars, maint procedures, 
allegations S< operating procedures. 

HINDS, J.M., CONNAUGHTON, K , MCGREGOR, L. G. Region 3, Office of 
Director, 84/03/23 13pp. 22989:338, 24X Fi che : 50-454, 84/03/23. 

8404110381. 


8404030179 Ac k receipt of 840323 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/03-58 & 
50-455/83-43. 

WALKER, R. D. Region 3, Office of Director. 84/03/27. REED. C. 
Commonwealth Edison Co Ip 22849:218. 24X Fiche: 50-454, 84/03/27. 

8404030179. 


— 8404030193 Responds to NRC 840131 Itr re violations noted in IE Insp 
Repts 50-454/83-58 50-453/83-43. Correct ive ac t ions : pro ject 

engineering dept reviewed revised voltage range for 
accep tab 1 1 1 ity . 

FARRAR, D L Commonwealth Edison Co, 84/03/23. KEPPLER, J. G. 
Region 3. Office of Director, 5pp, 22849:219. 24X 

Fiche : 50-454, 84/03/27, 8404030179. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103) 84/03/20. Consolidated Edison Co. of New 

York, Inc, iGOpp. 22933:122 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 8Spp, 22892:145, 24 X Fich e: 50-000, 84/03/28. 8403140241. 


8404030143 Forwards IE Insp Repts 50-454/84-09 it 50-455/84-07 tt notice 
of violation as relevant matl to appeal re calculation of 
electrical cable sidewall pressure it cable rework. Related 
correap ondenc e. 

RAWSON. R, J. Hearing Branch 4. DSB 258, 84/03/28. ROSENTHAL. A, S. 

Atomic Safety and Licensing Board Panel. 17pp. 22869:143. 24X 

Fxche: 50-454, 84/03/28. 8404030143. 


8403140247 IE Info Notice 84-22, "Deficiency in CDMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 04/03/29. Consolidated Edison Co, of New 

York, Inc. 126pp. 22892:231. 24X Fic he : 50-000, 84/03/29, 8403140247. 


8404100239 Forwards response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Undervoltage Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Subj 
breakers not used at facilities. 

BARNES. P. L. Commonwealth Edison Co. 84/04/04. KEPPLER, J. G. Region 
3, Office of Director. 3pp. 22960:189. 24X Fiche: 50-000, 84/04/04, 

8404100239. 


8403140259 IE Info Notice 84-24, "Physical Qua! if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 34/04/05. Consolidated Edison Co of New 

York. Inc. I49pp. 24X Fiche: 5C-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofc re util regulatory improvement 
“""eting notice end. 

N:=ELIwf:-C E. Region 3, Office of Director. 84/04/13. REED, C. 
Commonwealth Edison Co, 3pp. 24095:320, 24X Fiche: 50-000, 84/04/13, 

8404190397. 


9403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86p?. 24189:001. 24X F i c h e : 50-000, 84/04/ 1 6. 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
S30103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000. 84/04/16, 8403140278. 


8404190257 Forwards IE Insp Repts 50-454/84-13 & 50-455/B4-09 on 
840124-0412. No noncomp 1 iance identified. 

SPESSARD, R, L. Region 3, Office of Director. 84/04/16. REED, C. 
Commonwealth Edison Co. 2pp. 24098:182. 24X Fiche: 50-454, 84/04/16, 

8404190257. 


— 8404190264 IE Insp Repts 50-454/84-13 it 50-455/84-09 on 840124-0412. No 
noncompliance or deviations identified. Ma jor areas 
inspected : review of licensee actions on QC inspector reinsp 
program •!< previous insp findings & IE bulletins. 

WARD, K. D. , MUFFETT, J. W. , DANIELSON. D. H, Region 3, Office of 
Director. 84/04/16. 57pp. 24098:184. 24X Fiche: 50-454, 84/04/16, 

8404190257, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8, Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi ch e: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end 
GRACE, J. N. Division of QA, Safeguards i> Inspection Programs (Post 
830103) 84/04/17. Consolidated Edison Co, of New York, Inc. 

89pp 24163:292. 24X Fi ch e : 50-000, 84/04/ 1 7, 8403140277. 


8403140280 IE Info Notice 34-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237, 24X Fiche; 50-000, 84/04/17, 8403140280. 


8404160125 Board Notification 84-074: forward s CE Norelius 840404 Itr 
to Eisenhut discussing recent insp f inding s , wh ich indicated 
addl deficiency in Sys Control Carp supplied equipment. 

Related correspondence, 

NOVAK, T. M. Division of Licensing. DSB 655. 84/04/17. 

ROSENTHAL, A. S. , GOTCHY, R. L, Atomic Safety and Licensing Appeal 
Panel. SMITH, I. W. Atomic Safety and Licensing Board Panel. 2pp. 
24094:003. 24X Fi c he : 50-454, 84/04/17, 84041 60125. 


— 8404190456 Discusses equipment supplied by Sys Control Corp at 
facil ities. One addl deficiency still requires resolution. 

NORElIUS, C. E, Division of Project it Resident Programs. 84/04/04. 
EISENHUT, D. G. Office of Nuclear Reactor Regulation, Director, 

2pp. 24094:005. 24X Fic he: 50-454. 84/04/ 17, 8404160125. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping 8c Matl 
Defects in Bahnson HVAC Units ” Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
it Seal Set." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/lS. Consolidated Edison Co. of New 

York, Inc. Ii7pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 
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8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger Zt Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche ; 50-000. 84/04/18. 8404130404. 


8404240275 Forwards IE Insp Repts 50-454/84-13 «« 50-455/84-09, 
documenting NRC review of QC inspector reinsp program & 
certain allegations. Repts submitted per requirements of 
ALAB-143. Related correspondence. 

RAWSON, R. J, Hearing Branch 4. DSB 771. 84/04/18. ROSENTHAL. A. S. 

Atomic Safety and Licensing Appeal Panel, 60pp. 24166:281. 24X 

Fiche: 50-454, 84/04/18. 8404240275. 


8404230237 Requests NRR assistance re listed fire protection issues, 
based on findings of IE Insp Repts 50-454/83-62 & 

50-455/83-42. Stated insp repts not end. 

SPESSARD. R. L. Region 3, Office of Director. 84/04/19. 

EISENHUT. D. 0. Division of Engineering. 3pp. 24152:015. 24X 

Fiche: 50-454, 84/04/19. 8404230237. 


8404160130 IE Info Notice 84-33, "Hain Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


8404160136 Board Notification 84-086: forwards JtJ Grace 840323 & 0409 
Itrs to Reed discussing IE Insp Rept 50-454/83-32 re 
integrated design insp, 

NOVAK, T. M. Assistant Director for Licensing. 84/04/20. 

ROSENTHAL, A. S. . GOTCHY, R, L. Atomic Safety and Licensing Appeal 
Panel, SMITH. I. W. Atomic Safety and Licensing Board Panel. 3pp. 
24180:247. 24X Fiche: 50-454. 84/04/20. 8404160136. 


R. Periodic operating reports & related correspondence 


8404030469 Forwards "Well Monitoring Program Annual Rept, 1983. " 
Further groundwater monitoring unnecessary to address 
liquefaction issues discussed in SER. Section 2. 4. 6. No Tech 
Specs being proposed. 

TRAMM. T. R. Commonwealth Edison Co. 84/03/26. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. Ip. 22869:255. 24X 

Fiche: 50-454, 84/03/26. 8404030469. 


— 8404030480 "Well Monitoring Program Annual Rept, 1983. " 

* Commonwealth Edison Co. 83/12/31. 8pp. 22869:256. 24X 

Fiche: 50-454, 84/03/26. 8404030469, 


S. Reportable occurrences. LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qual if ication 
program of post-LOCA hydrogen recombiner component. Time 
delay relays & jumper will be removed from relay contacts. 

EMPEY, D. C. Rockwell International Corp. 83/05/05. COLLINS. J. 
Region 4. Office of Director. 5pp. 24054:336. 24X 

Fiche: 50-000, 83/05/05, 8404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc, 

EMPEY, D. C. Rockwell International Corp. 83/05/27. COLLINS, J. T. 
Region 4, Office of Director. 6pp. 24054:330. 24X 

Fiche; 50-000, 83/05/27. 8404170427. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Vi ton seal issue not 
reportable per Part 21. Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D.C, Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche; 50-000, 83/12/19, 8404170471. 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Prod uc ts. In i t ial ly reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI, R. 
Division of Project & Resident Programs. 8pp. 22940:241. 24X 

Fiche: 50-000, 84/03/08, 8404090375, 


8404090345 Interim Deficiency Repts 84-01 84—03 re failure of 

Pacific Air Products Co (PAPCO) linear torque converters. 

Initially reported on 840220. PAPCO will publish final rept 
on interim lubrication procedure by 840417. 

TRAMM. T. R. Commonwealth Edison Co. 84/03/28. REPPLER, J. G. Region 
3, Office of Director, 2pp. 22941:322. 24X Fiche; 50-000, 84/03/28, 

8404090345. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
8t furnished to power generating fac i 1 ities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J. P. Pacific Air Products Co. 84/03/28. Director's 
Office, Office of Inspection and Enforcement. 15pp. 24022: 164. 24X 

Fiche: 50-000, 84/03/28, 8404120307. 


8404260225 Deficiency rept re cracked containers of lead-acid storage 
batteri es. Prob lem caused during maint it not inherent in 
design. Rept should be distributed to affected utils. 

DESAI,R.H. GNB Batteries, Inc. 84/04/10. DEYOUNG, R. Director's 
Office, Office of Inspection and Enforcement. Ip. 24207:281. 24X 

Fiche: 50-000, 84/04/10, 8404260225. 


— 8404260228 "Failure Ana 1 y s i s, Crac ked Conta i ners, Lead-Ac id Storage 
Batteries. " 

HOPEWELL, R. W. , KREUTZFELDT, R. , DESHPANDE, S. L. GNB Batteries, Inc. 
84/04/10. 5pp. 24207:282. 24X Fiche: 50-000, 84/04/10, 8404260225. 


8404160150 Board Notification 84-076: provides info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of cooling conditions. Inf o updates Board Notification 83-139 
& AECL test results. 

EISENHUT, D. G. Division of Licensing. 84/04/19. PALLADINO 
Commissioners. 2pp. 24215:100. 24X Fiche : 50-000, 84/04/19, 

8404160150. 


— 8404270116 Recommends board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling conditions. Info updates Board 
Notification 83-139 Z. AECL test results. Svc list end. 

VOLLMER, R. H. Division of Engineering. 84/04/06. EISENHUT, D. G. 
Division of Licensing. 6pp. 24215:102. 24X Fiche: 50-000, 

84/04/19, 8404160150. 


T. Hearing transcripts on non-ant itrust matters 


8404230186 Transcript of 840419 oral argument in Bethesda, MD. Pp 1-131. 
# Atomic Safety and Licensing Appeal Panel. 84/04/19. 132pp. 

24155:104. 24X Fiche: 50-454, 84/04/19, 8404230186. 


U. Congressional/Executive Correspondence 


8404020273 Comments on recent NRC budget hearing in view of exceptions 
taken by NRC in encl memo. NRC believed staff could deal more 
conveniently w/issue of QA. 

GILINSKY, V. Commissioners. 84/03/16. UDALL, M. K. House of Rep., 
Interior & Insular Affairs. 2pp. 22873:338. 24X 

Fiche: 50-454, 84/03/16, 8404020273. 


— 8404020275 Notifies that remarks re hearing process Xc NRC actions in 
prepared testimony for Udall it Simpson Committees 
bothersome. ASLB statements do not support conclusion that 
NRC circumvented ASLB. 

DIRCKS, W. J, Office of the Executive Director for Operations. 
84/03/14. GILINSKY, V. Commissioners. 3pp. 22873:340. 24X 

Fiche; 50-454, 84/03/16, 8404020273. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000, 84/04/02, 8404020019. 


DOCKET STN-50-456 BRAIDWOOD STATION, UNIT 1 


A. AppI ication/construction stage documents & correspondence 


8403210162 Ltr to all applicants for OLs & full power authorizations 
summarizing 840126 meeting in Bethesda, MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews it development of acceptable experience profile. 

HANNON, J, Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000, 84/03/01. 8403210162. 


8404030438 Suppls response to Generic Ltrs S3-10C 8< D, "Automatic 
Trip of Reactor Coolant Pumps. " Rev 1 to emergency response 
guidelines resolves issues associated w/automatic tripping 
of reactor coolant pumps. 

BARNES, P. L. Commonwealth Edison Co. 84/03/26. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director, 3pp. 22869:043. 24X 

Fiche; 50-000, 84/03/26, 8404030438. 
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8404040038 Forwards draft "Will County Public Water Supply»Phase Ii " 
per J Lehr request. 

RASMUSSEN. P. Will County, IL. 84/03/30. STEVENS, J. NRC - No 
Detailed Affiliation Given. Ip. 22884:186. 24X 

Fiche; 50-456, 84/03/30, 8404040038. 


— 8404040051 Draft, "Will County Public Water Supply Study. Phase I. " 

FAGAN, E.K. Metcalf Eddy, Inc. 84/01/31. 96pp. 22884:187. 24X 

Fiche: 50-456, 84/03/30, 8404040038. 


8404120053 Reiterates position that util perform evaluation of environ 
qualif ication of safety-related mechanical equipment located 
in harsh environ areas using method described in 830520 Itr 
& confirm Westingho'; -e use of method in evaluations. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/03/30. FARRAR, D. L. 

Commonuea 1 th Edison Co, 3pp, 24033:281. 24X Fi c h e : 50-000, 84/03/30, 

8404120053. 


8404170558 Appreciates willingness to consider par t i c i pa ti on in survey 
that would determine manner in which conformance of as-built 
control room to sys design ach ieved. Survey will be performed 
by ANL & NRC representative take 5 days. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/04/02. FARRAR, D, L. 

Commonwealth Edison Co 3pp 24069:349. 24X Fi c h e : 50-456, 84/04/02, 

8404170558 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt i ng . Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066: 264. 24X 

Fiche; 50-000. 84/04/04, 8404040256. 


8404120136 Forwards updated schedule for ongoing environ qual if ication 
testing programs, per 810528 commitment. 

BARNES, P. L, Commonwealth Edison Co. 84/04/04. KEPPLER, J. G. Region 
3, Office of Director, 11pp. 24011:354, 24X Fi c h e : 50-000, 84/04/04, 

8404120136. 


8404170343 Responds to 840406 telcon request to provide info re Section 
2. 3. 4C of Phase I response concerning resolution of control 
of heavy loads, per DG Eisenhut 801222 ltr i'. Generic Ltr 
81-07. Westinghouse std QC procedures used. 

BARNES, P. L. Commonwealth Edison Co. 84/04/11, DENTON. H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 24054:241. 24X 

Fiche: 50-000, 84/04/11, 8404170343, 


8404170318 Forwards tabulation indicating relevant experience of 
various individuals who work as shift station control room 
eng ineer, sh if t foreman, nuclear station 8« equipment operator 
Jk equipment attendant. 

3WART7- E. D Commonwealth Edison Co. 84/04/13. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 9pp, 24060:313. 24X 

Fiche: 50-456, 84/04/13, 8404170318. 


8404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated mat 1 s. Request 
denied since provisions for generic release of small 
quantities of radioactive matls not developed, 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/13. FARRAR, D. L. 

Commonwealth Edison Co, 8pp. 24077:216. 24X Fiche; 50-000, 84/04/13, 

8404180203, 


F. Security, medical, emergency S< fire protection plans 


0404270286 Public version of ltr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
St withheld from PDR as well as LPDR. W/UM Felton 840419 
release memo. 

GOLDEN. U. C. Commonwealth Edison Co. 84/03/06. VASSALLO, D, B. 
Operating Reactors Branch 2. Ip. 24229:331. 24X 

Fiche: 50-000. 84/03/06, 8404270286. 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE, D.D. Commonwealth Edison Co. 84/02/29. 73pp. 24229:332. 

24X Fiche; 50-000,84/03/06,8404270286. 


G. Adjudicatory correspondence 


8404020249 Comments on 040327 meeting in Chicago, IL re means for 
resuming hearing process. Rul ing on Contention 4 requested 
by 840426. Related correspondence. 

GALLO, J, Isham, Lincoln St Beale. GALLO, J. Commonwealth Edison Co. 
DSB 235. 84/03/30. MILLER, H, E. , CALLIHAN, A. D. , COLE, R, F. Atomic 

Safety and Licensing Board Panel. 2pp. 22846: 100, 24X 

Fiche: 50-456, 84/03/30, 8404020249. 


Q. Inspection reports, IE Bulletins Ze correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc I . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. l3Spp. 22933:122. 24X Fi c he : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 85pp. 22892:145. 24X Fich e; 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list enci, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche : 50-000. 84/03/29, 8403140247. 

8404100239 Forwards response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Undervol tage Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys." Subj 
breakers not used at facilities, 

BARNES, P. L. Commonwealth Edison Co. 04/04/04, KEPPLER, J. G. Region 
3, Office of Director. 3pp, 22960:189. 24X Fiche: 50-000, 84/04/04, 

8404100239. 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cation of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co, of New 

York, Inc. 149pp. 24X’ Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsor ed 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263, 


8404170059 Ac k receipt of 840410 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/78-06 Sk 
50-457/78-06. 

LITTLE, W. S. Region 3, Office of Director. 84/04/12. REED, C. 
Commonwealth Edison Co Ip. 24051:088. 24X Fi che: 50-456, 84/04/12, 

8404170059. 


— 8404170065 Responds to NRC 780807 ltr re violations noted in IE Insp 
Repts 50-456/78-06 b. 50-457/78-06. Correc t i ve actions : upper 
bound limit on ratio of chloride content to cement well 
below AC I limit. 

SWARTZ, E. D. Commonwealth Edison Co, 84/04/10. KEPPLER, J.G. 
Region 3, Office of Director. 5pp, 24051:089. 24X 

Fiche: 50-456, 84/04/12, 8404170059. 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofc re util regulatory improvement 
program, Meeting notice encl. 

NORELIUS, C. E. Region 3, Office of Director. 84/04/13. REED, C. 
Commonwealth Edison Co. 3pp. 24095:320. 24X Fiche: 50-000, 84/04/13, 

8404190397. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
enc 1. 

GRACE, J. N. Division of QA, Safeguards b Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000, 84/04/1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp, 24X Fiche: 50-000, 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Se Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

a6pp. 24163:205. 24X Fi ch e : 50-000, B4/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees," Svc list encl, 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
030103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c h e; 50-000, 84/04/ 1 7, 8403140277. 
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84031402B0 IE Info Notice 84-29, “GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


B4031402S4 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Jy Engineering 
Response (Post 030103). 84/04/18. Consolidated Edison Co. of Netu 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18. 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Su/ollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E, L. Division of Emergency Prepared nes s & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. il7pp. 24188:119. 24X Fic he: 50-000. 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins," Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche; 50-000. 84/04/20. 8404160130. 


S. Reportable occurrences. LERs St related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qua 1 i f i c a tion 
program of post-LOCA hydrogen recombiner c omp onen t. Time 
delay relays Zt jumper will be removed from relay contacts. 

EMPEY. D. C, Rockwell International Corp. 83/05/05. COLLINS. J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche; 50-000, 83/05/05, 8404170419, 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qual if ication of ES(5 hydrogen 
recomb iners. Specif ic magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D.C. Rockwell International Corp. 83/05/27. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054: 314, 24X 

Fiche: 50-000. 83/05/27, 8404170440. 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Initial ly reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI . R. 
Division of Project 8< Resident Programs. 8pp. 22940:241, 24X 

Fiche: 50-'000. 84/03/08, 8404090375. 


8404090345 Interim Deficiency Repts 84-01 !/. 84-03 re failure of 
Pacific Air Products Co (PAPCO) linear torque converters. 

Initially reported on 840228. PAPCO will publish final rept 
on interim lubrication procedure by 840417, 

TRAMM. T. R, Commonwealth Edison Co. 84/03/28. KEPPLER. J. G. Region 
3. Office of Director, 2pp. 22941:322. 24X Fiche: 50-000, 84/03/28, 

8404090345, 


8404120307 Part 21 rept re abnormal wear on 1 inear converter units mf g 
& furnished to power generating fac i 1 ities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J, P. Pacific Air Products Co. 84/03/28. Director's 
Office, Office of Inspection and Enforcement. 15pp. 24022:164. 24X 

Fiche; 50-000, 84/03/28, 8404120307. 


8404190189 Interim Deficiency Rept 84-04 re out of tolerance 
radiographic film densities. Initial ly reported on 840306. 

Review of film will continue until all identified packages 
from initial time span completed, 

SWARTZ, E. D. Commonwealth Edison Co. 84/04/06. KEPPLER, J. J. Region 
3, Office of Director. 2pp. 24100:191. 24X Fiche: 50-456, 84/04/06, 

8404190189. 


8404260225 Deficiency rept re cracked containers of lead-acid storage 
batteries. Problem caused during maint S< not inherent in 
design. Rept should be distributed to affected utils. 

DESAI,R.H, GNB Batteries, Inc. 84/04/10. DEYOUNG, R. Director's 
Office, Office of Inspection and Enforcement. Ip. 24207:281, 24X 

Fiche: 50-000, 04/04/10, 8404260225. 


— 8404260228 "Failure Analysis, Crac ked Contai ners, Lead-Ac id Storage 
Batteries. " 

HOPEWELL. R. W. . KREUTZFELDT, R. , DESHPANDE, S. L. GNB Batteries, Inc. 
84/04/10, 5pp. 24207:282. 24X Fiche: 50-000, 84/04/10. 8404260225. 


8404260108 Interim Deficiency Rept 84-05 re inconsistencies in 
documentation of structural steel installed by GK Newberg. 

Initially reported on 840323. Upon reconc i 1 i ati on of 
inconsi stencies, next rept will be issued by 841115. 

SWARTZ, E.D. Commonwealth Edison Co. 84/04/17. KEPPLER, J. C. Region 
3, Office of Director. 2pp, 24209:236. 24X Fiche: 50-456, 84/04/17, 

8404260108. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co, of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000, 84/04/02, 8404020019. 


8404170318 Forwards tabulation indicating relevant experience of 
various individuals who work as shift & station control room 
engineer, shift foreman, nuclear station & equipment operator 
& equipment attendant. 

SWARTZ, E. D. Commonwealth Edison Co. 84/04/13. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 9pp. 24060:313. 24X 

Fiche: 50-456, 84/04/13, 5*04170318. 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8403210162 Ltr to all applicants for OLs 8< full power authorizations 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews it development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000. 84/03/01. 8403210162. 


8404030438 Suppls response to Generic Ltrs 83-lOC & D, "Automatic 
Trip of Reactor Coolant Pumps. " Rev 1 to emergency response 
guidelines resolves issues associated w/automatic tripping 
of reactor coolant pumps. 

BARNES, P. L. Commonwealth Edison Co. 84/03/26. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 3pp. 22869:043. 24X 

Fiche: 50-000, 84/03/26, 8404030438. 


8404040038 Forwards draft "Will County Public Water Supply, Phase I," 
per J Lehr request. 

RASMUSSEN, P, Will County, IL. 84/03/30. STEVENS, J. NRC - No 
Detailed Affiliation Given. Ip. 22884:186. 24X 

Fiche: 50-456, 84/03/30, 8404040038. 


— 8404040051 Draft, "Will County Public Water Supply Study, Phase I. " 

FAGAN, E K. Metcalf ?< Eddy, Inc. 84/01/31. 96pp. 22804:187. 24X 

Fiche: 50-456, 84/03/30, 8404040038. 


8404120053 Reiterates position that util perform evaluation of environ 
qualification of saf ety-r e lated mechanical equipment located 
in harsh environ areas using method described in 830520 ltr 
it confirm Westinghouse use of method in evaluations. 

YOUNGBLOOD, D. J. Licensing Branch 1. 84/03/30. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 24033:281. 24X Fiche: 50-000, 84/03/30, 

8404120053. 


8404170558 Appreciates willingness to consider participation in survey 
that would determine manner in which conformance of as-built 
control room to sys design ach ieved. Survey will be performed 
by ANL it NRC representative St take 5 days. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/04/02. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 24069:349. 24X Fi che: 50-456, 84/04/02, 

8404170558. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co, of New York, Inc. 20pp. 24066:264. 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


8404120136 Forwards updated schedule for ongoing environ qual i f ication 
testing programs, per 810528 commitment. 

BARNES, P. L. Commonwealth Edison Co. 84/04/04. KEPPLER, J. G. Region 
3, Office of Director. Upp. 24011:354. 24X Fi che: 50-000, 84/04/04, 
8404120136. 


8404170343 Responds to 840406 telcon request to provide info re Section 
2. 3. 4C of Phase I response concerning resolution of control 
of heavy loads, per DG Eisenhut 801222 ltr «( Generic Ltr 
81— 07. Westinghouse std QC procedures used. 

EARNER, P. L, Commonwealth Edison Co, 84/04/11. DENTON, H, R, Office 
of Nuclear Reactor Regulation, Director. 2pp. 24054:241, 24X 

Fiche: 50-000, 84/04/ 1 1 , B4041 70343. 
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8404170318 Foriuards tabulation indicating relevant experience of 
various individuals tuho work as shift Sf station control room 
eng ineeri sh i f t foreman) nuc lear station 8< equipment operator 
8< equipment attendant. 

SWARTZ. E. D. Commonwealth Edison Co. 84/04/13. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 9pp. 24060:313. 24X 

Fiche; 50-456, 84/04/13, 8404170318. 


8404180203 Responds to 821110 request for establishment of de minimis 
levels for release of slightly contaminated matls. Request 
denied since provisions for generic release of small 
quantities of radioactive matls not developed. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/13. FARRAR, D. L. 

Commonuealth Edison Co 8pp. 24077:216. 24X Fi ch e : 50-000, 84/04/13, 

8404180203. 


F. Security, medical, emergency fire protection plans 


8404270286 Public version of Itr requesting that Rev 0 to generating 
station emergency plan phone directory be marked proprietary 
& withheld from PDR as well as LPDR. W/JH Felton 840419 
release memo. 

GOLDEN, J.C. Commonwealth Edison Co. 84/03/06. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24229:331. 24X 

Fiche: 50-000, 84/03/06. 8404270286. 


— 8404270300 Public version of Rev 0 to generating station emergency 
plan telephone directory. 

MOORE, D. D. Commonwealth Edison Co. 84/02/29. 73pp. 24229:332. 

24X Fiche: 50-000, 84/03/06, 8404270286. 


G. Adjudicatory correspondence 


8404020249 Comments on 840327 meeting in Chicago, IL re means for 
resuming hearing process Ruling on Contention 4 requested 
by 840426. Related correspondence. 

GALLO, U. Isham. Lincoln Beale. GALLO, J. Commonwealth Edison Co. 
DSB 235. 84/03/30, MILLER.ME, , CALLIHAN, A. D, , COLE, R, F. Atonic 

Safety and Licensing Board Panel, 2pp. 22846; 100, 24X 

Fiche: 50-456, 84/03/30, 8404020249, 


Q, Inspection reports, IE Bulletins it correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/28, Consolidated Edison Co. of New 

York, Inc 138pp. 22933:122. 24X Fi che : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, E. L, Division of Emergency Preparedness 8,. Engineering 
Response (Post 830103) 84/03/28, Consolidated Edison Co. of New 

York, Inc, 85pp. 22892:145. 24X Fi c h e: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fi c he ; 50-000, 84/03/29, 8403140247, 


8404100239 Forwards response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Undervo 1 tag e Trip Feature in Use in Safety- 
Related Applications Other Than Reactor Trip Sys. " Subj 
breakers not used at facilities. 

BARNES, P, L. Commonwealth Edison Co. 84/04/04. KEPPLER, J. G. Region 
3, Office of Director. 3pp. 22960:189. 24X Fiche: 50-000, 84/04/04, 

8404100239. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves, " Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc, 103pp. 24066:164. 24X Fic he i 50-000, 84/04/05, 8403140263. 


8404170059 Ac k receipt of 840410 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/78-06 Sc 
50-457/78-06. 

LITTLE, W.S. Regions, Office of Director. 84/04/12. REED, C. 
Commonuealth Edison Co. Ip, 24051:088, 24X Fi c h e : 50-456, 84/04/12, 

8404170059. 


— 8404170065 Responds to NRC 780807 Itr re violations noted in IE Insp 
Repts 50-456/78-06 50-457/78-06. Correc t ive actions: upper 

bound limit on ratio of chloride content to cement well 
below ACI limit. 

SWARTZ, E.D. Commonwealth Edison Co. 84/04/10, KEPPLER, J. G. 
Region 3, Office of Director. 5pp. 24051:089. 24X 

Fiche: 50-456, 84/04/12, 8404170059. 


8404190397 Confirms 840404 discussion to schedule 840518 meeting 
w/util in Region III ofc re util regulatory improvement 
program. Meeting notice end. 

NORELIUS, C. E. Region 3, Office of Director. 84/04/13. REED, C. 
Commonuealth Edison Co 3pp. 24095:320. 24X Fiche: 50-000, 84/04/13, 

8404190397. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees, " Svc list 
enc 1 . 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001, 24X Fi c h e : 50-000, 84/04/ 1 6, B403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi ch e : 50-000, 84/04/ 1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8t Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc, 

S9pp. 24163:292, 24X Fi c h e : 50-000, 84/04/ 1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co, of New 

York, Inc. 129pp, 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness ^ Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fi c he : 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness E"y!r;ee''i-j; 
Response (Post 830103), 84/04/18, Consolidated Ed.so" Cc. of New 

York, Inc. U7pp. 24188:119. 24X Fi c he : 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

■ JORDAN, E. L. Division of Emergency Preparedness ^ Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fi che: 50-000, 84/04/20. 8404160130. 


S. Reportable occurrences, LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner c omp onent. Time 
delay relays & jumper will be removed from relay contacts. 

EMPEY, D. C. Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche; 50-000, 83/05/05, 8404170419. 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qualification of ESQ hydrogen 
recombiners. Spec if ic magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D.C. Rockwell Interna t i ona 1 Corp. 83/05/27. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:314. 24X 

Fiche: 50-000, 83/05/27, 8404170440. 
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8404170471 Part 21 rept re appropriateness of use af Viton elastomer as 
seal matl in recombiner ap p 1 icati on. Vi ton seal issue not 
reportable per Part 21. Insuf f ic ient data exists to 
demonstrate full confidence in seals. 

EMPEY.D. C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000, 33/12/19, 8404170471. 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. In i t ial ly reported on B40213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/08. SFAROSTECKI, R. 
Division of Project Resident Programs. 8pp. 22940:241. 24X 

Fiche; 50-000, 84/03/03, 8404090375. 


8404090345 Interim Deficiency Repts 84-01 & 84-03 re failure of 
Pacific Air Products Co (PAPCQ) linear torque converters. 

Initially reported on 840228, PAPCG will publish final rept 
on interim lubrication procedure by 840417. 

TRAMM, T. R. Commonwealth Edison Co. 84/03/28. KEPPLER, J. G, Region 
3, Office of Director. 2pp. 22941:322. 24X Fiche: 50-000, 84/03/28, 

8404090345. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
8< furnished to power generating f ac i 1 i ti es. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J. P. Pacific Air Products Co. 84/03/20. Director's 
Office, Office of Inspection and Enforcement. 15pp. 24022: 164. 24X 

Fiche: 50-000, 84/03/28, 8404120307, 


8404190189 Interim Deficiency Rept 84-04 re out of tolerance 
radiographic film densities. Initially reported on 840306. 

Review of film will continue until all identified packages 
from initial time span completed, 

SWARTZ, E. 0. Commonwealth Edison Co. 84/04/06. KEPPLER, J. J. Region 
3, Office of Director. 2pp. 24100:191. 24X Fi che: 50-456, 84/04/06, 

8404190189. 


840426022S Deficiency rept re cracked containers of lead-acid storage 
bat teri es. Prob lem caused during maint & not inherent in 
design. Rept should be distributed to affected utils. 

DESAI.R.H. GNQ Batteries, Inc. 84/04/10. DEYOUNG, R. Director's 
Office, Office of Inspection and Enforcement. Ip. 24207:281. 24X 

Fiche; 50-000, 84/04/10, 8404260225, 


— 8404260228 "Failure Analysis, Cracked Containers, Lead-Acid Storage 
Batteries. " 

HOPEWELL, R. W. GNB Batteries, Inc, 84/04/10. 5pp. 24207:282. 
24X Fiche; 50-000, 84/04/10, 8404260225. 


8404260108 Interim Deficiency Rept 84—05 re inconsistencies in 
documentation of structural steel installed by OK Newberg. 

Initially reported on 840323. Upon reconciliation of 
inconsi stencies, next rept will be issued by 841115. 

SWARTZ, E. D. Commonwealth Edison Co. 84/04/17. KEPPLER, J. C. Region 
3, Office of Director. 2pp. 24209:236. 24X Fiche: 50-456, 84/04/17, 

8404260108, 


V, Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees &c 
applicants for OLs re change to NUREG-I021, "Operator 
Licensing Examiner Stds, " Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


8404170318 Forwards tabulation indicating relevant experience of 
various individuals who work as shift <Sk station control room 
eng ineer, shift foreman, nuclear station & equipment operator 
S( equipment attendant. 

SWARTZ, E. D. Commonwealth Edison Co. 84/04/13. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 9pp. 24060:313. 24X 

Fiche: 50-456, 84/04/13, 8404170318. 


DOCKET 50-458 RIVER BEND STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8403210162 Ltr to all applicants for OLs if full pouter authorizations 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews & development of acceptable experience profile. 

HANNON. J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106. 202. 24X Fiche; 50-000, 84/03/01, 8403210162. 


8404040096 Forwards request for addl info re noise impact assessment. 
Info needed for review of application Ti,r OL. 

SCHWENCER, A. Licensing Branch 2. 84/03/19. CAHILL, W. J. Gulf 

States Utilities Co. 4pp. 22909:359. 24X Fiche: 50-458, 84/03/19, 

8404040096. 


8404030062 Clarifies 840301 submittal of ca 1 c u lat i ona 1 methodology for 
equipment qual if ication radiation environs, per 840327 
conference call. Addl explanation of source terms found in 
FSAR Section 11.1. 

BOOKER, J. E. Gulf States Utilities Co. 84/03/29. DENTON, H.R. 

Office of Nuclear Reacto- Regulatic*', Director. Ip. 22853:245. 24X 

Fiche: 50-458,84/03/29, I-..- "006 2 


8404100204 Forwards supplemental response to items identified by 
Structural & Geotechnical Engineering Branc h. Response in 
End 1 will be included in future FSAR amend, 

BOOKER, J. E. Gulf States Utilities Co. 84/03/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 19pp. 22963:002. 

24X Fiche: 50-458,84/03/29,8404100204. 


8404100368 Forwards changes to FSAR Section 13. 1 reflecting 
organization changes. 

BOOKER, U. E. Gulf States Utilities Co. 84/03/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 54pp. 22971:035. 

24X Fiche: 50-458, 84/03/29, 8404100368. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tting . Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


8404270164 Forwards request for addl info re combustible gas control. 
Interim sys will be required until Hydrogen Control Owners 
Group evaluations & studies complete. 

SCHWENCER, A, Licensing Branch 2. 84/04/05. CAHILL, W, J. , 

BOOKER, U. E, Gulf States Utilities Co. 4pp. 24229:327. 24X 

Fiche: 50-453, 84/04/05. 8404270164. 


8404270303 Summary of Caseload Forecast Panel 831213-15 meetings w/util 
at site re const program it schedule. Uti 1 const completion 
date op timi sti c . Fac i 1 i ty will not be ready for fuel load 
until Second Quarter CY86. 

WEINKAM, E. J. Licensing Branch 2. 84/04/16. Licensing Branch 2. 

57pp. 24229:216. 24X Fi che; 50-458, 84/04/1 6, 8404270303. 


8404240206 Forwards response to NRC 840319 ltr re noise impact 
assessment. W/four oversize drawings end. Aperture cards are 
available in PDR. 

BOOKER, J. E. Gulf States Utilities Co. 84/04/17. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 25pp. 24166:031. 

24X Fiche; 50-458, 84/04/17, 8404240206. 


8404240402 Forwards State of LA 840313 ltr re historical it 
archaeological investigation of ruins of nineteenth century 
sugar mill in West Feliciana Parish, LA, per request. 

Property ineligible for inclusion in Natl Register. 

BOOKER, J. E. Gulf States Utilities Co. 84/04/17. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 24100:293. 
24X Fiche: 50-458,84/04/17,8404240402 


E. NRC Safety Evaluation Report (SER), suppls correspondence 


8404030522 Forwards supplemental responses to draft SER open items 
identified by Radiological Assessment Branch !< addressed in 
util 831122 it 840207 Itrs. Summary listing of each item end. 
Responses will be provided in future FbAR amend, 

BOOKER, J. E. Gulf States Utilities Co. 84/03/20. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 31pp. 22865:039 

24X Fiche: 50-458, 84/03/20, 8404030522. 


8404160098 Forwards responses to open items identified in draft SER Sk 
NRC 810805 S< 1231 requests for addl info re spent fuel pool 
heat load assumptions ii. fuel discharge. 

BOOKER, J. E. Gulf States Utilities Co. 84/04/05. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 9pp. 24038:056 
24X Fiche: 50-458, 84/04/05, 8404160098. 


8404130228 Forwards supplemented responses to 831229 it 840221 Itrs 
addressing NRC requests for addl info re draft SER open 
items on preoperational vibration test ing . R esp onses will be 
included in future FSAR amend. 

BOOKER, J. E. Gulf States Utilities Co. 84/04/06. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 7pp 24029- 137 
24X Fiche; 50-458, 84/04/06, 8404130228. 
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8404200112 Foruards results of util studies re effect on plant 
structures slopes of ponding in Unit 2 excavation 
identified as open item in draft SER. Ponding uill have no 
affect on structural integrity of adjacent plant structures. 
BOOKER, J. E. Gulf States Utilities Co. 84/04/10. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 39pp. 24119:294. 

24X Fiche: 50-458, 84/04/10, 8404200112. 


F. Security, medical, emergency fire protection plans 


8404030232 Notifies of 840426 workshop in Arlington, TX to discuss 
lessons learned from App R fire protection safe shutdown 
insps Agenda end. 

COLLINS, U.T. Region 4, Office of Director 84/03/26. CAHILL, W, J. 
Gulf States Utilities Co, 4pp. 22872:257, 24X 

Fiche: 50-458, 84/03/26. 8404030282 


8404060259 Suppls util 830831 840227 responses to Generic Ltr S2-33, 

“Suppl 1 to NUREG-0737 Requirements for Emergency Response 
Capability, " Procedure 1 -ADM-3-9 replaced w/QSP-0009, 

Contents remain unchanged. 

BOCKER, J. E Gulf States Utilities Co. 84/04/02. DENTON, H. R. 

Office of Nuclear "r- r.t ■: c- Director. 3pp, 22921: 107. 

24X Fiche- 50-458, I- .V L- 


G, Adjudicatory correspondence 


8404030185 Response to Joint Interveners 840309 proposed offsite 
emergency planning c on ten t ions . Content i ons 2, 3. 4, 5, 7 Se 11 
opposed in entirety Certificate of Sve encl * 

PATTERSON, W. F, Hearing Branch 3, DSB 255 84/03/29. Atomic 

Safety and Licensing Board Panel. 15pp. 22853:075, 24X 

Fiche: 50-458, 84/03/29, 8404030185. 


8404030183 Notice of appearance in proceeding . Certificate of Sve encl. 
PATTERSON, W F, Hearing Branch 3, DSB 252. 84/03/30. 3pp. 

22853:055. 24X Fi c h e : 50-453, 84/03/30, 84040301 83. 


8404180340 Forwards initial comments 8< questions on two TDI Owners 
Group repts re rod bearing shells 8< rocker arm capscrew 
stress. Addl info required re failure mechan i sns, ref erenced 
calculations quality of matl s. Re lated correspondence. 

BERLINGER, C. H. Division of Licensing, DSB 611. 84/04/11. 

MCGAUGHV, J, P Mississippi Power Light Co, 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/ 1 1 , 8404180340, 


B404190233 Notice of appearance in proceeding . Certificate of Sve end, 
MCNEILL, U.D, Louisiana, State of. DSB 636, 84/04/17. 3pp 

24100:233. 24X Fi c h e ' 50-458, 84/04/1 7, 81041 90233. 


8404230129 Foruards NRC Caseload Forecast Panel 840416 rept. Related 
correspondence. 

WEINKAM,E. U. Licensing Branch 2, DSB 742. 84/04/18. COLE, R, F. , 

LINENBERGER, 0. , COTTER, B. P. Atomic Safety and Licensing Board Panel. 
60pp, 24154:093. 24X Fi c h e : 50-458, 84/04/ IS. 8404230129, 


I. Financial information 


0404170322 1983 Annual Rept, W/B40413 ltr. 

LEE,N. R., MURRILL, P. W. , BOOKER, J E, Gulf States Utilities Co. 
83/12/31. DENTON, H, R Office of Nuclpar Reactor Regulation, 

Director, 49pp. 24058,152, 24X Fiche: 50-45S, 83/12/31 , 8404170322. 


Q. Inspection reports, IE Bulletins correspondence 


8404030215 Forwards IE Insp Rept 50-45S/S4-05 on 840206-10, No 
violations or deviations noted. 

JOHNSON, E, Region 4, Office of Director. 84/03/06. CAHILL. W. J. 
Gulf States Utilities Co 2pp, 22863:134. 24X 

Fiche: 50-459. 84/03/06, 8404030215, 


— 8404030220 IE Insp Rept 50-458/84-05 on 340206-10. No violations or 
deviations identified. Major areas inspected : licensee action 
on previous insp f ind ing s, ob servat i on of work Si review of 
saf et y-re lated structural steel S; pipe support records, 

JOHNSON, C. E. , JAUDON, J, , CROSSMAN, W, A, Region 4, Office of 
Director. 84/03/02. 5pp. 22863:136, 24X Fiche: 50-458, 84/03/06, 

8404030215. 


8404100251 Notification of 840412 meeting w/util in Bethesda, MD 
to discuss preservice insp program. 

WEINKAM, E. J. Licensing Branch 2, 84/03/26. SCHWENCER, A. Licensing 

Branch 2. 3pp. 22993:337. 24X Fiche: 50-458, 84/03/26. 8404100251. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. ** Sve list 
enc I . 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response <Post 830103), 84/03/28 Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche; 50-000, 84/03/S8, S402090047 


8403140241 IE Info Notice 64-21, “Inadequate Shutdown Margin. " Sve list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York. Inc, S5pp. 22892:145. 24X Fiche; 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, “Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892 231. 24X Fi c h e ; 50-000, 84/03/29, 8403140247, 


8404110230 Notification of cancellation of 840412 meeting w/util in 
Bethesda, MD to discuss preservice insp program. 

WEINKAH,E. J. Licensing Branch 2. 84/03/29. SCHWENCER, A. Licensing 

Branch 2. 3pp. 24007:360, 24X Fiche: 50-458, 84/03/29, 8404110230. 


8404260349 Forwards IE Insp Rept 50-458/84-01 on 840201-29. No 
violations or deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/04/02. CAHILL, W. J. 
Gulf States Utilities Co. 2pp. 24204:142. 24X 

Fiche; 50-45S, 84/04/02, 8404260349. 


—8404260355 IE Insp Rept 50-458/84-01 on 840201-29, No violations or 
deviations noted Major areas inspected: preoperational test 
record control review overall preoperational test program 
review. 

C^HAMBERLAIN, D. , JAUDQN, J. P. Region 4, Office of Director. 
84/03/30. 3pp. 24204:144. 24X Fiche: 50-458, 84/04/02, 8404260349. 


8404090411 Forwards vendor insp repts identifying concerns noted during 
insp of vendor ac t i vi 1 1 es , Si gni f i canc e of findings should 
be evaluated re quality acceptability of product or sve. 

Ack of rept receipt requested, W/o encl. 

JOHNSON, E.H. Region 4, Office of Director. 84/04/03. CAHILL, W. J. 
Gulf States Utilities Co. 3pp. 22940:263. 24X 

Fiche: 50-458, 84/04/03, 8404090411 


8403140259 IE Info Notice 84-24, “Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103), S4/04/05. Consolidated Edison Co. of New 

York. Inc. 149pp. 24X Fi ch e : 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qua 1 i f i cat i on Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fit he; 50-000, 84/04/05, 8403140263. 


8404100114 Ack receipt of 840323 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-458/84-22. 

Corrective actions will be reviewed during future insp. 

JOHNSON, E.H. Region 4, Office of Director. 84/04/06. CAHILL, W. J. 
Gulf States Utilities Co. Ip. 22964:021. 24X Fiche: 50-458, 

84/04/06, 84041001 14. 


— 8404100117 Responds to NRC 840222 ltr re violations noted in IE Insp 
Rept 50— 458/84-22. Corrective ac t i ons: Pr oc edure MSP-0006 
revised to describe clarify use of out of tolerance 
notification form *' 1 og . Af f i davi t encl. 

CAHILL, W. J. Gulf States Utilities Co, 84/03/23. COLLINS, J. T. 
Region 4, Office of Director, 5pp, 22964:022. 24X 

Fiche 50-458, 84/04/06, B404100114, 


8404170351 Confirms info provided during 840409 independent design insp 
entrance interview for IE Insp Rept 50-458/84-07. Tentative 
insp schedule, descr ipti on of insp list of insp team encl. 

JOHNSON, E.H, Region 4, Office of Director. 84/04/11, CAHILL, W. J. 
Gulf States Utilities Go 6pp. 24060:322. 24X 

Fiche: 50-458, 84/04/11, 8404170351. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Sve list 
encl. 

GRACE, J. N. Division of GA, Safeguards Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

B6pp. 24189:001. 24X Fi c h e : 50-000, 84/04/1 6, 8403140271 , 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Sve list encl 
GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc, 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Sve list encl. 

GRACE, J, N. Division of (3A, Safeguards Sk Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

8upp 24163:205, 24X Fiche: 50-000, 84/04/1 7, 8403140273. 



386 


DOCKETED ITEMS 


8403140277 IE Info Notice B4~2S, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end, 

0RACE( J. N, Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New Yorki Inc. 

89pp. 24163:292. 24X Fxche; 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fic he: 50-000. 84/04/17, 8403140230. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. *' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188.001. 24X Fic he: 50-000, 84/04/18, 8403140234. 


84031402S6 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fic he : 50-000, 84/04/ 18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc, 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs it related correspondence 


8404040206 Forwards minutes of 831130 meeting w/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design deficiencies, crankshaft, bearings it connecting rods it 
pistons & skirts, 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power it Light Co. 70pp. 22880:226. 24X 

Fiche: 50-000, 83/12/15, 8404040206. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 i cati on. Viton seal issue not 
reportable per Part 21, Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D.C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director, 3pp. 24059: 109. 24X 

Fiche: 50-000, 83/12/19. 8404170471. 


8404020125 Interim Deficiency Rept DR-107 re Category I 125-volt air 
circuit breakers supplied by Gould Brown-Boveri Electric, 

Inc. Investigation incomplete. Next rept will be provided by 
840510. 

BOOKER, J. E. Gulf States Utilities Co. 84/03/20. COLLINS, J. T. 
Region 4, Office of Director. Ip. 22838:083, 24X 

Fiche: 50-458, 84/03/20, 8404020125. 


8404020079 Interim Deficiency Rept DR-168 re interpretation of W3 
welding procedure. Investigation incomplete. Interim or final 
status rept will be provided by 840524. 

BOOKER, J. E. Gulf States Utilities Co. 84/03/22. COLLINS, J. T. 
Region 4, Office of Director. Ip. 22838:235. 24X 

Fiche: 50-458, 84/03/22, 8404020079. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mississipp i Power it Light it Southern 
California Edison, 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/03/22. BERLINGER, C. H, 
Division of Licensing. 2pp. 22638:090, 24X Fiche: 50-000, 94/03/22, 

8404020143. 


8404020050 Interim Deficiency Rept DR-121 re motor control ctr 
equipment supplied by ITE Gould, Inc, Investi gation 
incomplete. Interim or final rept will be provided by 840424. 
BOOKER, J. E. Gulf States Utilities Co. 84/03/23. COLLINS, J. T. 
Region 4, Office of Director. Ip. 22635:134. 24X 

Fiche: 50-458, 84/03/23, 8404020050. 


8404030199 Interim Deficiency Rept DR-169 re wiring in switchgear 
supplied by Brown-Boveri. Investigation incomplete. Next 
rept will be submitted by 840522. 

BOOKER, J. E. Gulf States Utilities Co. 84/03/26. COLLINS, J. T. 
Region 4, Office of Director. Ip, 22853:064. 24X 

Fiche: 50-458, 84/03/26, 8404030199. 


8404030378 Final Deficiency Rept DR-135 re RHR St RCIC lines in 
suppression pool. Initially reported on 840224. P i p ing 
drawings for affected lines will be modified to ensure lines 
submerged after lowest post-LOCA pool excursion. 

BOOKER, J.E. Gulf States Utilities Co. 84/03/26. COLLINS, J, T. 
Region 4, Office of Director. 3pp. 22863: 104. 24X 

Fiche: 50-458, 84/03/26, 8404030378. 


8404030527 Final Deficiency Rept DR-89 re RTE primary knife-type 
disconnect used on standby diesel generator . Investigation 
determined condition not reportable per 10CFR50. 55(e ) . 

BOOKER, J.E. Gulf States Utilities Co. 84/03/26. COLLINS, J. T. 
Region 4, Office of Director. Ip. 22870:273. 24X 

Fiche; 50-458, 84/03/26, 8404030527. 


8404030537 Interim Deficiency Rept DR-llS re penetration of welds for 
platform channels on primary shield wall. Next rept will be 
provided by 840424. 

BOOKER, J.E. Gulf States Utilities Co. 84/03/26. COLLINS, J. T. 
Region 4, Office of Director. Ip. 22872:298. 24X 

Fiche: 50-458, 84/03/26,3404030537. 


8404090289 Interim Deficiency Rept DR-142 re bellows assembly of relief 
valve supplied by Crosby Valve Co Investigation incomplete. 

Next rept will be submitted by 840504. 

BOOKER, J. E. Gulf States Utilities Co. 84/03/29, COLLINS, J. T. 

Region 4, Office of Director. Ip. 22942:281. 24X 

Fiche: 50-458, 84/03/29, 8404090289. 


8404090293 laterim Deficiency Rept DR-108 re Bergen Paterson supplied 
pipe support components, Investigation incomp 1 ete, Ne x t rept 
will be submitted by 840501. 

BOOKER, J.E. Gulf States Utilities Co. 84/03/29, COLLINS, J. T. 
Region 4, Office of Director. Ip. 22942:272. 24X 

Fiche: 50-458, 84/03/29, 8404090293. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Boundi-; rylirder head stud designs 
adequate for applicable ‘.iv'- conditions. 

MUSELER,W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/03/30. DENTON, H R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 22863:069. 24X Fiche: 50-000, 84/03/30, 8404030354. 


8404090263 Interim Deficiency Rept DR-138 re ITE-Gould motor overload 
relays ?< trip ranges. Investigation i nc omp 1 e te. Ne x t rept will 
be submitted by 840524, 

BOOKER, J,E. Gulf States Utilities Co. 84/03/30, COLLINS, J. T. 
Region 4, Office of Director, Ip. 22943: 160. 24X 

Fiche: 50-458, 84/03/30, 8404090263. 


8404090276 Interim Deficiency Rept DR-139 re Model PSA-1 it PSA-3 
mechanical shock arrestors supplied by Pacific Scientific. 
Investigation inc omp 1 ete. Ne x t rept will be provided by 
840517. 

BOOKER, J.E. Gulf States Utilities Co. 84/03/30. COLLINS, J. T. 
Region 4, Office of Director. Ip. 22940:094. 24X 

Fiche: 50-453, 84/03/30, 8404090276. 


84041002H Interim Deficiency Rept DR-140 re engine mounted fuel oil 
line in standby diesel generator supplied by Transamerica 
Delaval, Inc. Investigation incomp lete. Next rept will be 
submitted by 840523. 

BOOKER, J. E. Gulf States Utilities Co. 84/04/02. COLLINS, J. T. 
Region 4, Office of Director. Ip. 22963:088. 24X 

Fiche: 50-458, 84/04/02, 8404100211. 


84041G0437 Interim Deficiency Rept DR-150 re insulation supplied by 
Posi-Seal Inti in motor operated valves. Investigation 
ongoing. Interim or final status rept will be provided by 
840502. 

BOOKER, J. E. Gulf States Utilities Co. 84/04/02. COLLINS. J. T. 
Region 4, Office of Director. Ip. 22969:024. 24X 

Fiche: 50-453, 84/04/02. 8404100437. 


8404130296 Interim Deficiency Rept DR-149 re post-weld heat treatment 
for fabricated pipe supports supplied by Bergen-Paterson. 

Interim or final status rept will be provided by 840521. 

BOOKER, J. E. Gulf States Utilities Co. 84/04/02. COLLINS, J. T, 
Region 4, Office of Director, Ip. 24028:222. 24X 

Fiche: 50-459, 84/04/02, 8404130296. 


8404130232 Interim Deficiency Rept DR-147 re end attachment of pipe 
support component supplied by Bergen-Paterson. Investigation 
incomplete. Interim or final status rept will be provided bu 
840525. ^ 

BOOKER, J, E. Gulf States Utilities Co. 84/04/03. COLLINS, J, T. 
Region 4, Office of Director. Ip. 24029:136 24X 

Fiche: 50-458, 84/04/03. 8404130232. 
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8404130312 Interim Deficiency Rept DR~126 re standby 480-volt load 
ctrs supplied by Powell Electric. Investigation 
incomp 1 ete. Ne X t rept will be submitted by 840516. 

BOOKER* J. E. Gulf States Utilities Co. 84/04/03. COLLINS* J. T. 
Region 4* Office of Director. Ip. 24028:299. 24X 

Fiche: 50-458* 84/04/03. 8404130312. 


0403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting S* addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing, 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche : 50-000* 84/04/04* 
8403140267. 


— 8403030331 Forwards request for addl info re Transamerica Delaval 
diesel g enerator s . Ad d 1 staff comments also end. 

BERLINGER.C. Division of Licensing. 84/02/28, MUSELER, W. TDI 
( Transamer i ca Delaval* Inc ) Owners Group. llpp, 24068:015. 24X 

Fiche: 50-000* 84/04/04, 8403140267. 


8404130297 Interim Deficiency Rept DR-78 re installation ^ insp of 
fillet weld between structural member & embedment plate. 
Investigation cont i nu i ng , Ne x t rept will be provided by 
840518. 

BOOKER* J, E. Gulf States Utilities Co. 84/04/04 COLLINS* J.T. 
Region 4* Office of Director. Ip. 24028: 140, 24X 

Fiche: 50-458, 84/04/04* 8404130297. 


8404130214 Interim Deficiency Rept DR-172 re jacket water blanket over 
exhaust manifold of standby diesel generator supplied by 
Transamerica Delaval. Inc. Investigation inc omp 1 ete. Ne x t rept 
will be submitted by 840524, 

BOOKER* J. E. Gulf States Utilities Co. 84/04/05, COLLINS. U. T. 
Region 4* Office of Director. Ip. 24029:168. 24X 

Fiche, 50-459* 84/04/05* 8404130214. 


8404130216 Interim Deficiency Rept DR-170 re fuel oil pipe support on 
standby diesel generator supplied by Transamerica Delaval, 

Inc. Investigation incomplete, Next rept will be provided by 
040522. 

BOOKER*J.E. Gulf States Utilities Co. 84/04/05. COLLINS* J. T. 
Region 4, Office of Director. Ip, 24029:214. 24X 

Fiche: 50-458, 84/04/05, 8404130216, 


8404130321 Interim Deficiency Rept DR-171 re Robertshaw thermostatic 
flow control valves.Model 1284. Invest! gation incomplete. 

Next rept will be provided by 840525. 

BOOKER* J. E. Gulf States Utilities Co. 84/04/05. COLLINS* J.T. 
Region 4* Office of Director, Ip, 24029.068. 24X 

Fiche: 50-458* 84/04/05, 8404130321. 


8404170220 Interim Deficiency Rept DR-110 re ultrasonic couplant 
failure to meet chemical analysis requirements. Investigation 
incomp 1 ete. Next rept by 840516 

BOOKER, J. E, Gulf States Utilities Co, 84/04/06, COLLINS. J. T. 
Region 4* Office of Director, Ip 2-<I054: 084. 24X 

Fiche: 50-458, 84/04/06* 8404170220. 


8404170240 Interim Deficiency Rept DR-154 re high voltage cable 
terminations, Interim or final status rept will be provided 
by 840521. 

BOOKER* J. E. Gulf States Utilities Co, 84/04/06. COLLINS* J.T. 
Region 4, Office of Director, Ip. 24053:081. 24X 

Fiche; 50-458, 04/04/06* 8404170240. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF in AE piston 
skirts. 

MUSELER/W. J. TDI ( Transamer i ca Delaval* Inc. ) Owners Group. 

84/04/09.. DENTON* H. R. Office of Nuclear Reactor Regulation* 
Director. 3pp, 22985:144. 24X Fiche: 50-000* 84/04/09* 8404110307. 


8404170245 Interim Deficiency Rept DR-123 re McCroskey Sheet Metal 
HVAC ductwork fabrication. Interim or final status rept will 
be provided by 840530. 

BOOKER, J. E. Gulf States Utilities Co. 84/04/09, COLLINS* J. T. 
Region 4* Office of Director. Ip, 24054:111 24X 

Fiche: 50-458, 84/04/09* 8404170245. 


8404170272 Interi.m Deficiency Rept DR-141 re internal attachment bolts 
in check valves supplied by Velan Engineering Co. 

Investigation incomplete. Next rept will be submitted by 
840530. 

BOOKER, J. E. Gulf States Utilities Co, 84/04/09. COLLINS* J. T. 
Region 4, Office of Director. Ip. 24056:256, 24X 

Fiche; 50-458* 84/04/09* 8404170272. 


8404170291 Interim Deficiency Rept DR-157 re ASflE stock fittings. 
Investigation ongo i ng . In ter in or final status rept will be 
provided by 840531. 

BOOKER* J. E. Gulf States Utilities Co. 84/04/09. COLLINS* J, T. 
Region 4* Office of Director. Ip. 24060:264. 24X 

Fiche: 50-458*84/04/09* 8404170291. 


8404170305 Final Deficiency Rept DR-128 re stainless steel tubing 
supplied by Gu 1 f a 1 1 oy * Hub * Inc & Capital Pipe Z( Steel. 

Condition not reportable under 10CFR50. 55 ( e ) . 

BOOKER, J, E. Gulf States Utilities Co, 84/04/09. COLLINS, J. T. 
Region 4* Office of Director. Ip. 24062:362. 24X 

Fiche: 50-458* 84/04/09* 8404170305, 


8404190167 Interim Deficiency Rept DR-137 re preheat requirements for 
pipe support welds. Investigation incomp lete, Next rept will 
be submitted by 840518 

BOOKER* J. E. Gulf States Utilities Co. 84/04/10. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24100:213, 24X 

Fiche: 50-458* 84/04/10* B404190167. 


8404190178 Interim Deficiency Rept DR-151 re partial penetration welds 
for square gr oove* b ut t-we 1 d ed , HVAC due twork . Investigation 
still in progr ess. Ne xt rept will be submitted by 840531. 

BOOKER* J. E. Gulf States Utilities Co. 84/04/10. COLLINS* J. T. 
Region 4* Office of Director, Ip. 24100:174. 24X 

Fiche; 50-458. 84/04/ 10, 8404190178. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation* in response to request made at 840322 
meeting between NRC ?< Transamerica Delaval* Inc Diesel 
Generator Owners Group 

MUSELER* W, J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/12, DENTON* H.R. Office of Nuclear Reactor Regulation* 
Director. 6pp 24043:161. 24X Fi che; 50-000, 84/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis 8< cylinder head stud evaluation. 

MUSELER, W. J. TDI ( Transamer i ca Delaval* Inc. ) Owners Group, 
84/04/13. DENTON* HR. Office of Nuclear Reactor Regulation* 
Director. 88pp 24053:184. 24X F i c h e ; 50-000* 84/04/13, 8404170203. 


8404260240 Final Deficiency Rept DR-112 re Class IE battery chargers 
supplied by Power Conversion Pr od uc ts* Inc . I n i t ial 1 y reported 
on 830809. Vendor revised QA program to include better 
training. 

BOOKER* J. E. Gulf States Utilities Co. 84/04/13. COLLINS, J. T. 
Region 4* Office of Director, 2pp. 24203:206. 24X 

Fiche: 50-458, 84/04/13, 8404260240. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review " Rept forwarded to BNWL* per NRC 
request 

MUSELER* W.J. TDI ( Transamer i ca Delaval* Inc. ) Owners Group, 
84/04/16, DENTON, H.R. Office of Nuclear Reactor Regulation* 
Director, 2pp. 24071 225. 24X Fiche: 50-000* 84/04/16, 8404180323. 


— 0404180349 "Emergency Diesel Generator Engine Driven Jacket Water Pump 
Design Review " 

Stone & Webster Engineering Corp. 84/04/30, 19pp, 24071:227. 

24X Fiche: 50-000* 84/04/16, 8404IB0323. 


8404260184 Interim Deficieny Rept DR-175 re HPCS diesel batteries 
supplied by GE Investigation inc amp lete, Ne x t rept will be 
provided by 840508. 

BOOKER. J.E. Gulf States Utilities Co. 84/04/16. COLLINS, J, T. 
Region 4, Office of Director. Ip. 24205:260, 24X 

Fiche: 50-453, 84/04/16, 8404260184. 


8404260206 Interim Deficiency Rept DR-156 re conductivity cells & 
indicators supplied by GE. Investigation inc omp lete. Nex t rept 
will be provided by 840607. 

BOOKER, J.E, Gulf States Utilities Co, 84/04/16, COLLINS, J.T. 
Region 4, Office of Director. Ip, 24207:247, 24X 

Fiche; 50-458* 84/04/16, 8404260206. 


8404260211 Interim Deficiency Rept DR~145 re implementation of design 
mod to beam welded to embedment plate in reactor bldg. 

Investigation incomplete, Next rept will be provided by 
840523. 

BOOKER, J. E. Gulf States Utilities Co, 84/04/16, COLLINS, J. T, 
Region 4, Office of Director. Ip. 24207:259, 24X 

Fiche: 50-458, 84/04/16, 8404260211, 


8404260229 Interim Deficiency Rept DR-173 re e 1 b ows, supp 1 i ed by OE, for 
main steam sys Investigation incomplete. Next rept will be 
submitted by 840608 

BOOKER* J.E. Gulf States Utilities Co. 84/04/16. COLLINS. J. T. 
Region 4, Office of Director Ip. 24207:287. 24X 

Fiche: 50-458* 84/04/16, 8404260229. 


8404260245 Final Deficiency Rept DR-143 re intrument tubing supports 
in auxiliary bldg Condition determined not reportable under 
10CFR50. 55(e>. 

BOOKER, J. E, Gulf States Utilities Co. 84/04/16. COLLINS, J. T. 
Region 4* Office of Director. Ip. 24207:104. 24X 

Fiche; 50-458* 84/04/16, 8404260245. 


f 
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8404260325 Interim Deficiency Rept DR-177 re cable supplied by 
Rockbectos Cable Co for neutron monitoring sys. Investigation 
incompl ete. Next rept will be submitted by 840525. 

BOOKER, J. E. Gulf States Utilities Co. 84/04/16. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24204:362. 24X 

Fiche; 50-458, 84/04/16, 8404260325. 


8404260343 Interim Deficiency Rept DR-174 re skewed angle joint fillet 
welds supplied by Reactor Controls, Inc. Investigation 
incomplete. Final rept will be provided by 840604. 

BOOKER, U. E. Gulf States Utilities Co. 84/04/16. COLLINS, J.T. 
Region 4, Office of Director. Ip. 24204:141. 24X 

Fiche: 50-458, 84/04/16, 8404260343. 


8404260276 Interim Deficiency Rept DR-146 re multi-pole circuit 
breakers mfg by I-T-E Electrical Pr oduc ts. Si emens-Al 1 i s, Inc . 
Interim or final status rept will be submitted by 840530. 
BOOKER, J. E. Gulf States Utilities Co. 84/04/17. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24207:293. 24X 

Fiche: 50-458,84/04/17, 8404260276. 


8404300108 Interim Deficiency Rept DR-136 re gouge in pipe in Class 1 
feedwater sy s. Invest igati on incomp 1 ete. Inter im or final rept 
will be provided by 840504. 

BOOKER, U. E Gulf States Utilities Co, 84/04/17. COLLINS, J. T. 
Region 4, Office of Director. ip. 24225:361. 24X 

Fiche: 50-458, 84/04/17, 8404300108. 


8404300149 Interim Deficiency Rept DR-158 re ITE-32D relays supplied 
by Brown Boveri Electric. Investigation not yet completed. 

Next rept by 840531. 

BOOKER, U, E, Gulf States Utilities Co. 94/04/18. COLLINS, J. T. 
Region 4, Office of Director, Ip. 24227:341. 24X 

Fiche; 50-458. 84/04/18, 8404300149, 


8404230057 Forwards "Design Review of Push Rods for TDI Generators.*’ 
MUSELER,W. J. TDI ( Transamerica Delaval, Inc. ) Owners Group. 
84/04/19. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director, 2pp, 24154:259. 24X Fiche; 50-000, 84/04/19, 8404230057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators, Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974, 

RODRIGUEZ, R. J. Sacramento Municipal Utility District 84/04/20. 
STOLZ, U. F. Operating Reactors Branch 4. 28pp. 24225:166. 24X 

Fiche: 50-000, 84/04/20, 8404300097. 


8404300083 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY, C. L. TDI <Transamerica Delaval, Inc. ) Owners Group. 84/04/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
24227: 104. 24X Fiche; 50-000, 84/04/24, 8T04300083. 


T. Hearing transcripts on non-antitrust matters 


8403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting St addl info re diesel generators. 

EISENHUT, D. G. Division pf Licensing. 84/04/04. PALLADINO 
Commissioners. 5pp. 24067:106. 24X Fiche ; 50-000, 84/04/04, 
8403140267. 


--8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator reliability, Pp 1-197. 

•» Commissioners. 84/03/22. 198pp. 24067; 132. 24X 

Fiche: 50-000, 34/04/04, 8403140267. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8c 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02, Consolidated 
Edison Co, of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019, 


DOCKET 50-459 RIVER BEND STATION, UNIT 2 


A. Application/construction stage documents 8c correspondence 


8404040256 Generic Ltr 84—08 to all licensees of operating reactors, 
applicants for OLs 8< holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000,84/04/04, 8404040256. 


8404240206 Forwards response to NRC 840319 ltr re noise impact 
assessment, W/four oversize drawings enc 1. Ap er ture cards are 
available in PDR. 

BOOKER, J.E. Gulf States Utilities Co. 84/04/17. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 25pp. 24166:031. 

24X Fiche: 50-458, 84/04/17, 8404240206. 


F. Security, medical, emergency S< fire protection plans 


8404030282 Notifies of 840426 workshop in Arlington, TX to discuss 
lessons learned from App R fire protection safe shutdown 
insps. Agenda end. 

COLLINS. J.T. Region 4, Office of Director. 84/03/26. CAHILL, W. J. 
Gulf States Utilities Co, 4pp. 22872:257. 24X 

Fiche; 50-458, 84/03/26, 8404030282. 


G. Adjudicatory correspondence 


8404030185 Response to Joint Interveners 840309 proposed offsite 
emergency planning c ontent i ons. Content ions 2, 3, 4, 5, 7 8< 11 
opposed in entirety . Cert i f i cate of Svc end. 

PATTERSON, W. F. Hearing Branch 3. DSB 255. 84/03/29. Atomic 

Safety and Licensing Board Panel. 15pp. 22853:075. 24X 

Fiche: 50-458, 84/03/29, 8404030185. 


8404030183 Notice of appearance in pr oceed ing . Cer t i f icate of Svc end. 
PATTERSON, W. F. Hearing Branch 3. DSB 252. 84/03/30, 3pp, 

22853:055. 24X Fic h e : 50-458, 84/03/30, 8404030183. 


8404180340 Forwards initial comments 8< questions on two TDI Owners 
Group repts re rod bearing shells & rocker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations it quality of matl s. Related correspondence. 

BERLINGER, C. H. Division of Licensing. DSB 611. 84/04/11. 

MCGAUGHY, J. P. Mississippi Power tt Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/ 1 1 , 8404180340. 


8404190233 Notice of appearance in proceeding . Certificate of Svc end. 
MCNEILL, J. D. Louisiana, State of, DSB 636. 84/04/17. 3pp. 

24100:233. 24X Fic h e : 50-458, 84/04/ 17, 84041 90233. 


8404230129 Forwards NRC Caseload Forecast Panel 840416 rept. Related 
corresp ondence. 

WEINKAM,E. J. Licensing Branch 2. DSB 742. 84/04/18, COLE, R. F. , 

LINENBERGER, 0. , COTTER, B. P. Atomic Safety and Licensing Board Panel. 
60pp. 24154:093. 24X Fiche; 50-458, 84/04/ IS, 8404230129. 


Q. Inspection reports, IE Bulletins & correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness it Fngineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 147pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84—23, "Results of NRC-Sp onsored 
Qual if ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of (SA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24187: 001 . 34X Fi ch e : 50-000, 84/04/1 6, 8403140271. 



DOCKETED ITEMS 


389 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/C4/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X F i c h e ; 50-000, 84/04/ 1 7, 84031 40273. 


B403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE, V. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X F i c h e : 50-000, 84/04/1 7, 84031 40277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S( Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fic he : 50-000. 84/04/ 17, 8403140230. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc 117pp 24188:001. 24)( Fic h e : 50-000. 84/04/ 18, 84031 40284. 


8404160030 Forwards fatigue data for nodular cast pi«to 

skirt evaluation, in response to reciuest made at 
meeting between NRC Transamerica Delaval, Inc Diesel 
Generator Owners Group. 

MUSELER.W. J. TDI (Transamerica Delaval, 

84/04/12. DENTON, H.R. Office 
Director. 6pp. 24043: 161. 


Inc. ) Owners Group, 
ofNuclear Reactor Regulation. 

24 X Fiche: 50-000, 84 /04/ 12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis St cylinder head stud evaluation. ,v . 

MUSELER.W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners 
04 / 04/13 DENTON, H R Office of Nuclear Reactor Regulation, 

D^rec^ir! slpp 24053 : 184. 24X Fiche: 50-000, 84/04/13, 8404170203 

8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review " Rept forwarded to BNWL. per NRC 

r e que s t . „ 

MUSELER/W. J TDI (Transamerica Delaval, Inc. > Owners Group 
84/04/16. DENTON. H R. Office of Nuclear 

Director Zpp. 24071.225, 24X Fic he : 50-000, 84/04/ 16, 84041803.^3 


— 8404180349 "Emergency Diesel Generator Engine Driven Jacket Wat#r Pump 
Design Review." 

«■ Stone & Webster Engineering Corp. 04/04/30. i9pp «.4071;«.rf/ 

24X Fiche: 50-000, 84/04/16, 8404180323, 


8404230057 Forwards "Design Review of Push Rods for TDI Oeneriitar®, 
MUSELER.W, J. TDI ( Trans amer i c a Delaval, Inc.) Ownerit Group. 
84/04/19. DENTON, H R. Office of Nuclear Reactor Rijguiation, 
Director 2pp. 24154,259, 24 X Fxc he : 50-000, 04/04/ 19, 84042300:37 


8403140286 IE Info Notice 94-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set. " Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:1 19. 24X Fic he : 50-000. 84/04/ 18. 8403140286 


0404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger ?< Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp, 24195:343. 24X Fi c h e 50-000. 84/04/ 18, 8404130404. 


8404300097 Forwards response to 840131 request for add! iafo r* TDI 
diesel generators, Loss of voltage to @mergi@ncy bu«®«. h«* not 
occurred since Rancho Seco startup in 1V74. 

RODRIGUEZ, R, J. Sacramento Municipal Utility District 04/04/20 
STOLZiJ.F. Operating Reactors Branch 4, 28pp, 24225:166, 24X 

Fiche: 50-000, 84/04/20, 8404300097, 


8404300033 Forwards proposed agenda for TDI Owners Group 840902 meeting 
at NRC. 

RAY, C. L. TDI (Transamer 1 ca Delaval, Inc, ) Owners Group 04/04/24 
DENTON, H.R. Office of Nuclear Reactor Regulation, Dirictar lipp 
24227: 104, 24X Fiche: 50-000,84/04/24, B40430000:.) 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness i< Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp, 24285:015 24X Fiche: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs S' related correspondence 


T. Hearing transcripts on non-ant i trus t matters 


8403140267 Board Notification 04-072: forward s transcript of TDI Owners 
Group 840322 meeting '5f addl info re diesel generators 
EISENHUT, D, G. Division of Licensing, 84/04/04 PALLAOINCI 
Commissioners. 5pp. 24067:106. S4X Fic h® : 50»'000. 04/04/04. 
8403140267 


8404040206 Forwards minutes of 831130 meeting w/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design defic ienc ies, crank shaft, bearings it connecting rods & 
pistons &! skirts. 

MATHEWS, C. S, Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power & Light Co. 70pp. ZZ’SBO: 226. 24X 

Fiche: 50-000, 83/12/15, 8404040206, 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mi ss i s s i pp i Power i Light 6 Southern 
California Edison. 

MATHEWS, C. S, Transamerica Delaval, Inr, 84/03/22. BERLINGER, C. H. 
Division of Licensing. 2pp, 22838:090 24X F x c h e : 50-000, 04/03/22, 

8404020143. 


8404030354 Forwards "Emergency Diesel (Jenerator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines i svc conditions. 

MUSELER, W. J. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 
84/03/30. DENTON, H.R. Office of Nude.-.” Teactc" Regulatic". 
Director. 2pp. 22863 069. 24X Fiche: or- . 'CO- 3^i/0:j/.’i:. 


8403140267 Board Notification 84-072: forwards transcript of TDI Owners 
Group 840322 meeting i addl info re diesel generators. 

EISENHUT, D. G, Division of Licensing. 84/04/04, PALLADINQ 
Commissioners. 5pp. 24067:106. 24X Fic he : 50-000, 84/04/04, 
8403140267, 


— 8404170605 Transcript of 840322 meeting in Wading River, NY rit 
generator rel iab i 1 i ty . Pp 1-197. 

* Commissioners. 84/03/22. 198pp. 24067:132 K4X 

Fiche: 50-000.84/04/04, 0403140267. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all pciuer reactor 1 it enswfi « 6 
applicants for OLs re change to NURE'G-1021, "Operator 
Licensing Examiner Stds " Svc list encl. 

EISENHUT, D. 0. Division of Licensing, 04/04/02 Consolidated 

Edison Co. of New York, Inc. 21pp, 24066:297. S4X 

Fiche: 50-000, 84/04/02, 8404020019 


DOCKET 50-460 WPPS9 NUCLEAR PROJECT, UNTf 1 


A. Application/construction stage document® £< c orr#spond*nci 


8403080014 FQIA request for util 760423 ltr r tc|,u«st ing proposed d»»ign 
changes for Units 1 h 4, Requested ltr referenced OD' Farr 
761019 ltr to JJ Stein 

PEDRO, J. NUS Corp, 83/12/29. DiviBion of Rule# and Recordi Ip 
22581:302. 24X Fi ch«: SO-460, 03/12/29, 8403000014. 


■8403080331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Add 1 staff comments also encl. 

BERLINGER, C. Division of Licensing. 84/02/28. MUSELER.W. TDT 
(Tran samer i ca Delaval, Inc, ) Owners Group. 11pp. 24068:015. 24X 

Fiche: 50-000, 84/04/04, 8403140267. 


8403080024 Responds to FOIA request for util 760423 ltr rtquesting 
proposed design changes for Units 1 4. Forwards, tioeum*nt 

listed on App A, Document also available in PDR. 

FELTON, J. M. Division of Rules and Records 84/01/18 PEDRO, NU8 

Corp. 2 pp. 22581:303, 24X Fiche; 90-397, 04/01/10, 8403080034. 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
040326 ltr requesting addl info re Types AF AE piston 
skirts, 

MUSELER, W, J. TDI ( Transamer ic a Delaval, Inc. ) Owners Group, 

84/04/09. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985:144, 24X Fi ch e: 50-000, 04/04/09, 84041 10307. 


8403080034 Informs of proposed design change® for Unit* 1 I 4 in 
of seismic design i safety classification of contponent 
cooling water sv5,pipe break cr i teria, se i smi c design of 
cranes & onsite power sys. 

Public Power Supply System, 76/04/23 
STOLZiJ.F, Office of Nuclear Reactor Regulation, Director aiott 

22581:305. 24X Fiche : 50-397, 04/01 / 10 , 0403000024 
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8403210162 Ltr to all applicants for OLs & full power authorirations 
summarizing 840126 meeting in Bethesda* MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews t( development of acceptable experience profile. 

HANNON. J. Division of Licensing. 84/03/01. Affiliation Mot 
Assigned, 7pp, 24106:202. 24X Fi c he : 50-000, 84/03/01 . 8403210162. 


8404060353 Forwards response to Generic Ltr 83-28, "Clar i f i cati on of 
Required Actions Based on Generic Implications of Salem; 

ATWS Events." Procedures re post-trip assessment unwritten 
due to extended const delay status. 

SORENSEN, G. C. Washington Public Power Supply System. 84/03/30. 
ADENSAH, E. G. Licensing Branch 4, 11pp. 22931:285, 24X 

Fiche: 50-460, 84/03/30, 8404060353. 


G. Adjudicatory correspondenc e 


8404040170 Submits second quarterly status rept re const activities. 
No const activities performed during first quarter. Change 
in activity not ant ic ipated. Related correspondence. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell & Reynolds. 

REYNOLD. N. S, Washington Public Power Supply System. DSB 289. 
84/03/31. GROSSMAN, H., BRIGHT, G 0. . HARBOUR, J. Atomic Safety and 
Licensing Board Panel. Ip. 22884:005. 24X Fj ch e: 50-460, 84/03/31, 

8404040170. 


8404180340 Forwards initial comments questions on two TDI Owners 
Group repts re rod bearing shells Sk rorker arm capscrew 
stress. Addl info required re failure mechan isms, ref erenced 
calculations & quality of matls. Related correspondence. 

BERLINGER. C. H. Division of Licensing. DSB 611. 84/04/11. 

MCOAUGHY. J. P. Mississippi Power Light Co. 7pp. 24072:333. 24X 

Fiche: 50-000, 84/04/ 11 , 8404180340. 


8404250025 Response to appeal by Coalition for Safe Power of Board 
840201 order granting applicant Sk NRC motions for summary 
disposition. Certificate of Svc end. 

HARTMAN/S. L, Washington Public Power Supply System. HARTMAN, S. L. 
Bishop, Liberman, Cook, Purcell & Reynolds. DSB 808. 84/04/23. 

Atomic Safety and Licensing Appeal Panel, 39pp. 24195:025. 24.X 

Fiche: 50-460. 84/04/23, 8404250025. 


I, Financial information 


8404170396 Annual Financial Rept 1983. W/840410 ltr. 

HALVDRSON, C. M. , SORENSEN, G. C. Washington Public Power Supply System. 

83/12/31. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 39pp, 24056:260. 24X Fiche: 50-397, 83/12/31, 8404170396. 


S. Reportable occurrences, LERs it related correspondence 


8404040206 Forwards minutes of 831130 meeting u/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design deficiencies, crankshaft, bear ings ?k connecting rods & 
pistons & skirts. 

MATHEWS, C.S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississippi Power & Light Co. 70pp, 22880:226. 24X 

Fiche: 50-000, 83/12/15. 8404040206. 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mxssi ssipp i Power Light ?< Southern 
California Edison. 

MATHEWS, C.S, Transamerica Delaval, Inc. 84/03/22. BERL INGER, C. H. 
Division of Licensing. 2pp. 22838:090. 24X Fiche: 50-000, 84/03/22, 

8404020143. 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines Jk svc conditions. 

MUSELER.W, J. TDI ( Transamer i ca Delaval, Inc. J Owners Group. 
84/03/30. DENTON, H-R. Office of Nuclear Reactor Regulation, 
Director. 2pp, 22863:069. 24X Fiche: 50-000, 84/03/30, 8404030354. 


8403140267 Board Notification 84-072; forward s transcript of TDI Owners 
Group 840322 meeting addl info re diesel generators. 

EISENHUT, D. G. Division of Licensing, 84/04/04. PALLADINQ 
Commissioners, 5pp. 24067:106. 24X Fi che : 50-000, 84/04/04, 
8403140267. 


— 8403080331 Forwards request for addl info re Transamerica Delaval 
diesel generators. Add 1 staff comments also end. 

BERLINGER, C. Division of Licensing. 84/02/28. MUSELER, W, TDI 
(Transamerica Delaval, Inc.) Owners Group. llpp. 24068:015. 24X 

Fiche: 50-000, 04/04/04, 8403140267, 


8404110307 Submits transcript ref from 840322 meeting correlated u>/NRC 
840326 ltr requesting addl info re Types AF & AE piston 
skirts, 

MUSELER, W.J. TDI ( Transamerica Delaval, Inc.) Owners Group. 

84/04/09. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985:144. 24X Fiche: 50-000, 84/04/09, 84041 10307. 


S404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation, in response to request made at 840322 
meeting between NRC Transamerica Delaval, Inc Diesel 
Generator Owners Group. 

MUSELER, W. J. TDI (Transamerica Delaval, Inc. ) Owners Group. 
84/04/12. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 24043:161. 24X Fiche; 50-000, 84/04/12, 8404160030. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis & cylinder head stud evaluation. 

MUSELER, W.J TDI < Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 88pp. 24053 184. 24X Fiche: 50-000, 84/04/13, 8404170203. 


8404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL, per NRC 
request. 

MUSELER, W.J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/16. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071:225. 24X Fiche. 50-000, 84/04/16, 8404180323. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators." 
MUSELER, W.J. TDI < Transamer i ca Delaval, Inc. ) Owners Group. 
94/04/19. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24154:259. 24X Fiche; 50-000, 84/04/19, 8404230057. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/04/20. 
STOLZ,J.F. Operating Reactors Branch 4. 28pp. 24225:166. 24X 

Fiche: 50-000. 84/04/20. 8*04300097 


8404300083 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY. C. L. TDI ( Transamer i ca Delaval, Inc. > Owners Group. 84/04/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
24227:104. 24X Fi c h e : 50-000, 84/04/24, 8<i04300083. 


T. Hearing transcripts on non-antitrust matters 


8403140267 Board Notification 84-072: forward s transcript of TDI Owners 
Group 840322 meeting addl info re diesel generators. 

EISENHUT, D. G. Division of L-icensing. 84/04/04. PALLADINQ 
Commissioners. 5pp. 24067:106. 24X Fiche ; 50-000. 84/04/04, 
8403140267. 


— 8404170605 Transcript of 840322 meeting in Wading River, NY re diesel 
generator rel iab i 1 i ty . Pp 1-197. 

* Commissioners. 84/03/22. 198pp. 24067:132. 24X 

Fiche ; 50-000, 84/04/04 , 8403140267. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


A. Application/construction stage documents S', correspondence 


B404110219 Notification of 840427 meeting w/util in Bethesda,MD to 
discuss diesel generator test program. 

HARRISON. G. Licensing Branch 2. 84/03/22. SCHWENCER, A. Licensing 

Branch 2 3pp. 24002:346. 24X Fiche: 50-461, 84/03/22, 84041 10219. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs S; holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing . Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264, 24X 

Fiche: 50-000. 84/04/04, 8404040256. 


8404270099 Notification of 840418 meeting w/util in Bethesda,MD to 
discuss pool dynamics. 

HARRISON, 0. Licensing Branch 2. 84/04/09. SCHWENCER, A. Licensing 

Branch 2. 3pp. 24223' 127. 24X Fiche: 50-461 , 84/04/09. 8404270099. 


8404130419 Board Notification 84-067: forwards info re BWR main steam 
line interaction, as followup to 831227 Board Notification 
83-187. 

EISENHUT, D. G. Division of Licensing. 84/04/13. PALLADINQ 
Commissioners. 4pp. 24106:151. 24X Fich e : 50-000, 04/04/13, 

8404130419. 


— 8404110519 Concludes that based on results of study re design aspects 
of Zimmer main steam sys,main steam sys restraints & 
applicable main turbine bldg supporting s true tore, Zimmer 
unique situation, No addl action, per 831206 memo, necessary. 

MATTSON, R. Division of Systems Integration (post 811005). 

84/03/23, EISENHUT, D. Division of Licensing, 5pp. 24106:155. 

24X Fiche: 50-000, 84/04/13, 8404130419. 
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— 8312190346 Reconmends that board notification be made for listed 
facilities re potential for interaction of nonseismic 
feedwater lines uj/seismic Category I main steam lines, 

MATTSONi R. Division of Systems Integration (post SHOOS). 

83/12/06. EISENHUT-D G. Division of Licensing. 4pp. 24106:160. 
24X Fiche; 50-000. 84/04/ 13, 8404130419. 


0. Adjudicatory correspondence 


8404090399 Second supplemental response to State of IL second set of 
interrogator ies. Cer t i f X c a te of Svc end. Related 
corresp ondence. 

HALL. D.P. Illinois Power Co. DSB 377. 84/03/23. Illinois. State 

of. 53pp, 22954;259, 24X Fi c h e : 50-461 , 84 /03/23, B404090399. 


8404090424 Second supplemental response to State of IL first set of 
interrogatories Certificate of Svc encl. Related 
correspondence 

FOX,C. Illinois Power Co. FOX, C, Schiff, Hardin St Waite. DSB 378. 

84/04/04 Illinois, State of, SlBpp. 22953:001, 24X 

Fiche; 50-461. 84/04/04, 8404090424, 


8404120417 Stipulation that admitted Clinton emergency plan contention 
be mod i fied . Cert i fi cate of Svc encl. Related correspondence. 

GODDARD, R. Office of the Executive Legal Director. FOX,C.D. 

Illinois Power Co. FOX, C. D. Schiff, Hardin Waite. DSB 490. 
B4/04/09. 8pp, 24025:119. 24X Fiche: 50-461, 84/04/09, 8404120417. 


8404270258 Memorandum S' order stating significant developments since 
821110 memorandum St order. Dates of prehearing conference 
& evidentiary hearing will be set after parties have had 
time to further negotiate peti ti ons. Served on 840427. 

CLARK, H. K. Atomic Safety and Licensing Board Panel. DSB 869. 
84/04/26. 9pp. 24222 334. 24X Fi c h e : 50-461 , 84/04/26. 8404270258. 


H. General correspondence 


8404240250 Advises that HR Victor named manager of nuclear station 
engineering, effective 840227. Requests HR Victor replace 
JD Geier on svc list of addressees to receive docketed matl. 

HALL, D.P. Illinois Power Co. 84/04/17. SCHWENCER, A, Licensing 
Branch 2. Ip. 24166.008, 24X Fi c h e ; 50-46 1 , 84/04/ 1 7, 8404240250. 


J. Insurance .?< indemnity information 


8404130097 Forwards Endorsement 20 to NELIA Policy NF-261. 

TURNER, C.L, Illinois Power Co, 84/04/06. NRC - No Detailed 
Affiliation Given, 2pp 24030,303. 24X F iche; 50-461, 84/04/06. 
8404130097 


K. Utility Final Safety Analysis Report (FSAR ) !< amends 


8404060342 Forwards Amend 29 to FSAR. Changes consist of revs to fuel 
assembly design, fire pr otect i on, QA organization 
responsibilities ?•< TMI action plan r esp onse s. i nc 1 ud ing HPCS 
logic mods. 

HALL, D.P. Illinois Power Co, 84/03/30. DENTON, H, R, Office of 
Nuclear Reactor Regulation, Di-ector, 2pp, 22924:207. 24X 

Fiche; 50-^61, 8^/03/30. '4 0603^ 2 


—8404060347 Amend 29 to FSAR. 

•» Illinois Power Co. 84/03/31. 287pp. 22924:209. 24X 

Fiche: 50-461, 84/03/30, 8404060342, 


Q. Inspection reports, IF Bulletins h correspondence 


8404090199 Responds to IE Bulletin 83-08 re reactor trip breaker 
fa i lures. Westmghouse DB., DS & GE AK-2 or similar breakers, w/ 
undervoltage trip a t tac hments. not used in saf ety-related 
applications. 

HALL, D.P. Illinois Power Co. 84/03/22, KEPPLER, J. 0. Region 3, 
Office of Director. Ip 22940:110. 24X F i ch e: 50-461 , 84/03/22. 

8404090199, 


8404160067 Forwards IE Insp Rept 50-461/8‘?-08 on 840306-09, No 
noncomp 1 iance identified. 

WARNICK,R.F. Region 3, Office of Director. 84/03/23. OERSTNER, W. C. 

Illinois Power Co, 2pp 24040:117, 24X Fiche: 50-461, 84/03/23, 

8404160067, 


—8404160085 IE Insp Rept 50-461/84-08 on 840306-09. No noncompliance 
i d ent i f i ed , Ma j or areas inspected; correct! ve action sys. 
allegations re installation of electrical equipment review 
of action on open items. 

JABLONSKI, F. J. , KNCP.P C, Region 3, Office of Director. 84/03/23. 
6pp 24040:119. 24X Fi c he : 50-461 , 8d/03/23, 8404160067, 


8404090369 Forwards IE Insp Rept 50-461/84-05 on 840214-0301, No 
noncompliance noted. 

LITTLE, W.S. Region 3, Office of Director. 84/03/26. GERSTNER, W. C. 
Illinois Power Co. 2pp 22942.091. 24X Fiche: 50-461, 84/03/26, 

8404090369. 


— 8404090374 IE Insp Rept 50-461/84-05 on 840214-0301. No noncompliance 
or deviations noted. Major areas inspected : review of open 
items S< 10CFR50. 55 ( e ) items, review of documentation & 
records & walk down of structural steel mods. 

KEATING, D. E. , DANIELSON, D, H. Region 3, Office of Director. 
84/03/26. 6pp, 22942:093. 24X Fiche: 50-461, 84/03/26, B404090369. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1 . 

JORDAN, E, L. Division of Emergency Preparedness S: Engineering 
Response (Post 830103). 84/03/28, Consolidated Edison Co. of New 

York, Inc. 13Spp. 22933:122. 24X Fi che: 50-000, 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 85pp, 22892 145. 24X Fie h e: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fi c he: 50-000, 84/03/29, 8403140247. 


8404170126 Forwards IE Insp Rept 50-461/84-09 on 840315-16. No 
noncomp liance noted. 

PAPER lELLO, C. J. Region 3, Office of Director, 84/04/03. 
GERSTNER, W. C. Illinois Power Co. 2pp. 24050:024. 24X 

Fiche; 50-461 , 84/04/03, 8404170126, 


— 8404170132 IE Insp Rept 50-461/84-09 on 040315-16, No noncomp 1 iance or 
deviations noted. Major areas inspected : radwaste radiation 
protection programs, inc lud ing staff ing, or gani zat ion & status 
of test procedures for gaseous radwaste. 

PAUL, R, A. , GREGER,L,R. .9 •? .i i Office r-f Director. 84/04/02. 

4pp. 24050 : 026, 24X " ; r ■■■ u ;>C a - ■ , s-i 'C.: OF . 8404 1 70 1 26, 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness i*. Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. I49pp, 24X Fiche ; 50-000, 84/04/05, 8403140259, 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fi c he : 50-000, 84/04/05. 8403140263. 


B404240263 Forwards IE Insp Rept 50-461/84-07 on 840321-23. Wo 
noncompliance noted 

LITTLE, W. S. Region 3, Office of Director. 84/04/10. GERSTNER, W. C 
Illinois Power Co. 2pp, 24166:025, 24X F i che; 50-461, 84/04/ 10, 

8404240263. 


— 8404240269 IE Insp Rept 50-461/84-07 on 840321-23. No noncompliance or 
deviations noted, Major areas inspected. 1 i censee test on 
concrete expansion anc h ors, status of 10CFR50, 55 < e ) items & 
open items. 

KEATING. D. E. , DANIELSON, D. H. Region 3. Office of Director, 
84/04/06. 4pp. 24166:027. 24X Fiche; 50-461, 84/04/10, 8404240263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees, " Svc list 
enc 1. 

grace. J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp, 24189:001. 24X F i c h e ; 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list end. 

GRACE, J, N, Division of QA, Safeguards S, Inspection Programs (Post 
B30103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


0404260262 Submits amended response to NRC 840127 1 tr re violations 
noted in IE Insp Rept 50-461/83-22, Correcti ve actions: insp 
personnel retrained to document known nonconforming 
conditions according to procedure. 

HALL, D. P. Illinois Power Co. 84/04/16, KEPPLER.J. G. Region 3, 
Office of Director. 3pp, 24207:309, 24X Fiche: 50-461, 84/04/16, 

8404260262. 
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8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

8App. 24163:205. 24X Fi ch e; 50-000. 84/04/ 1 7. 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

89pp. 24163:292. 24X Fi c h e : 50-000. 84/04/1 7. 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 15< Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fiche ; 50-000. 84/04/17. 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001, 24X Fiche: 50-000. 84/04/18. 8403140284. 


8403140286 IE Info Notice 84-31. "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set." Svc list end. 

JORDAN. E. L. Division of Emergency Pr epar eclness Engineering 

Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119, 24X Fiche : 50-000. 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger Z< Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York. Inc. 119pp. 24195:343, 24X Fiche : 50-000. 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fic he : 50-000. 84/04/20. 8404160130. 


S. Reportable occurrences. LERs Sc related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-325 qual if ication 
program of post-LOCA hydrogen recocnbiner component. Time 
delay relays Sc jumper will be removed from relay contacts. 

EMPEY, D. C. Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4. Office of Director. 5pp. 24054:336. 24X 

Fiche: 50-000, B3/05/05, 8404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc, 

EMPEY. D.C. Rockwell International Corp. 83/05/27. COLLINS. J. T. 
Region 4. Office of Director. 6pp. 24054:330. 24X 

Fiche: 50-000, 83/05/27, 8404170427. 


8404170471 Part 21 rept re appropr iateness of use of Viton elastomer as 
seal matl in recombiner application, Viton seal issue not 
reportable per Part 21. Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY. D.C. Rockwell International Corp. 83/12/19. COLLINS. J. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Ini tially reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANQAN, C.V. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI, R. 
Division of Project Resident Programs. Bpp. 22940:241. 24X 

Fiche; 50-000, 84/03/08. 8404090375. 


0404120307 Part 21 rept re abnormal wear on linear converter units mfg 
tk furnished to power generating facilities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON. J. P. Pacific Air Products Co. 84/03/28. Director's 
Office. Office of Inspection and Enforcement. 15pp. 24022:164. 24X 

Fiche; 50-000, 84/03/28, 8404120307. 


8404160163 Final Deficiency Rept 02-12 re binding of sway strut/snubb er 
piping component supports. Initially reported on 021021. 

Installed supports not having required clearances will be 
reworked to provide necessary freedom of action. 

HALL/D.P. Illinois Power Co, 84/04/04. KEPPLER. J. 0. Regions, 
Office of Director. 4pp. 24039:358. 24X Fiche: 50-461. 84/04/04, 

8404160163. 


8404160177 Interim Deficiency Rept 55-83-02 re procedural controls for 
insp of field counterbor ing/internal grinding of safety- 
related ASME pipe. Initially reported on 830113. Investigation 
to be completed in approx 90 days. 

HALL, D. P. Illinois Power Co. 84/04/04. KEPPLER, J. G. Region 3. 
Office of Director. 4pp. 24041:142, 24X Fi c h e : 50-461 , 84/04/04. 

8404160177. 


8404160190 Final potential Deficiency Rept 55-82-11 re incorrect 
identification of base matl & improper weld procedures on 
piping hanger travelers Initially reported on 821120. Issue 
not reportable per 1 0CFR50. 55 ( e ) . 

HALL, D. P. Illinois Power Co. 84/04/04. KEPPLER, J. G. Region 3, 
Office of Director. 4pp 24041:223. 24X Fi c he : 50-461 , 84/04/04, 

8404160190, 


8404170086 Interim Potential Deficiency Rept 55-83-10 re weld defects 
on containment liner dome. Initially reported on 831201. 
Investigation continuing Next rept will be issued in 90 
days. 

HALL. D. P. Illinois Power Co. 84/04/06. KEPPLER, J. G. Region 3, 
Office of Director. 3pp 24050:315. 24X Fic he: 50-461, 84/04/06. 

84041 700S6, 


8404230240 Interim Potential Deficiency Rept 55-83-08 re const damage 
to guard pipe bellows ass emb 1 i es. In i t ia 1 1 y reported on 
830627. Add 1 evaluation necessary to determine significance 
of damage to as semb 1 i e s. F ina 1 rept expected in 120 days. 

HALL. D. P. Illinois Power Co. 04/04/12. KEPPLER. J. G, Region 3. 
Office of Director. 2pp. 24152:013. 24X Fic he: 50-461, 84/04/12. 

8404230240. 


8404260181 Potential Deficiency Rept 55-83-11 re limitations in 3/8- 
inch steel plates. Initially reported on 841206. Investigation 
plan implemented to determine extent & location of plate 
matl. Final rept to be submitted in 90 days. 

HALL. D. P. Illinois Power Co, 84/04/13. KEPPLER. J. G. Region 3. 
Office of Director 3pp. 24205:261. 24X Fic he: 50-461. 84/04/13, 

8404260181. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2. OOOS, 

K-3. OOOS ?< K-4. OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL. D, D. Brown Boveri Corp, (subs, of Brown Boveri & Co., Ltd.). 
84/04/16, Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fi c h e : 50-000, 84/04/16. 8404200323, 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list encl 

EISENHUT. D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co of New York, Inc. 21pp. 24066,297. 24X 

Fiche; 50-000, 84/04/02. 8404020019. 


DOCKET 50-462 CLINTON POWER STATION. UNIT 2 


S. Reportable occurrences. LERs 8< related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner c omp onent. Time 
delay relays jumper will be removed from relay contacts. 

EMPEY, D.C. Rockwell International Corp. 83/05/05. COLLINS. J. 
Region 4. Office of Director. 5pp. 24054: 336. 24X 

Fiche: 50-000. 83/05/05, 8404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc. 

EMPEY. D.C. Rockwell International Corp. 83/05/27. COLLINS, J. T. 
Region 4. Office of Director. 6pp. 24054:330. 24X 

Fiche: 50-000, 83/05/27, 8404170427, 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Viton seal issue not 
reportable per Part 21 . Insuf f ic ient data exists to 
demonstrate full confidence in seals, 

EMPEY, D. C. Rockwell International Corp. 83/12/19. COLLINS, J, 

Region 4, Office of Director. 3pp. 24059: 109, 24X 

Fiche: 50-000. 83/12/19, 8404170471, 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Initially reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C- Y, Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI , R. 
Division of Project ?>< Resident Programs, 8pp. 22940:241. 24X 

Fiche: 50-000. 84/03/08, 8404090375. 
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8404120307 Part 21 rept re abnornial year on linear converter units mfg 
furnished to power generating f ac i 1 i t i es . Caused by 
actuator hunting. All customers provided field lubrication 
procedure, 

DODSONi J P. Pacific Air Products Co, 84/03/28. Director's 
Office/ Office of Inspection and Enforcement. 15pp. 24022:164. 24X 

Fiche: 50-000. 84/03/28. 8404120307. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Doveri) solid state trip devices of Type K-600S-K-2. OOOS, 

K-3. 0005 K-4. OOOS circuit breakers. Report ed in Jan 1984 

by Philadelphia Electric Company for Limerick 

DUVALL. D. D. Brown Boveri Corp. (subs, of Brown Boveri St Co.. Lid. ). 
84/04/16, Record Services Branch (Document Control Desk). 4pp. 
24114- 161. 24X Fiche: 50-000. 84/04/16. B404200323, 


DOCKET STN-50-470 CESSAR SYSTEM 80 


A. Application/construction stage documents correspondence 


8404120157 Forwards Rev 4 to SN'M license app 1 i cati on. add ing alpha check 
source, updating contamination limits S< changing health 
physicist title. 

KOESTER.G. L. Kansas Gas St Electric Co. 84/03/12. DAVIS. J. G. 

Office of Nuclear Material Safety 5< Safeguards. Direc tor. 3pp. 
24033:084. 24X Fi c h e : 50-482. 84/03/ 1 2. 8404 1 201 57. 


— 8404120170 Rev 4 to SNM license ap p 1 icat ion . ad d ing alpha check source, 
updating contamination limits 3.. changing health physicist 
title. 

# Kansas Oas & Electric Co. 84/03/31. 12pp. 24033:087. 24X 

Fiche: 50-482, 84/03/12, B404120157 


8404040037 Forwards proprietary nonproprietary response to NRC 
840309 questions on setpoint meth odo 1 ogy . P r opr i etary 
response withheld (ref 1 0CFR2. 790 ) . Ap p 1 i ca t i on for 
withholding S< affidavit end. 

PETRICK.N, A. Standardized Nuclear Unit Power Plant System. 
84/03/23. DENTON. H.R. Office of Nuclear Reerto" Regulation 
Director. 5pp. 228S3 052. 24X Fic he ; SO-C .TC 84,-C3-’2:- 640*.C-.0087 


8404110495 Comments on 830830 rod drop data from recent startup 
testing at facility In every case. rods scrammed faster 
under hot, no-flow conditions than under full-flow 
conditions. Deletion of hot. no-flow drops acceptable. 

THOMAS. C. 0, Standard 1 2 a t i on Special Projects Branch, 84/03/26. 
SCHERER. A E. Combustion Engineering, Inc, 3pp. 24004-235 24X 

Fiche: 50-470, 84/03/26, 8404110485, 


8404170527 Forwards SER supporting use of CESEC-III in licensing 
applications for calculating FSAR Chapter 15 events 
(excluding ATWS).SER only applicable to CESSAR, St Lucie 
2, Arkansas 2 Waterford 3, 

THOMAS, C 0. Standar d i 2 a t i on Special Projects Branch. 04/04/03. 
SCHERER. A. E. Combustion Engineering, Inc. 4pp. 24092:007, 24X 

Fiche: 50-470, 84/04/03, 8404170527. 


— 8404170536 SER of CESEC-III in licensing applications 

for calculatir.g -o 15 events (excluding ATWS). 

* NRC - No Detailed Affiliation Given. 84/04/03. 27pp 
24092:011. 24X Fiche 50-470.84/04/03.8404170527, 


E. NRC Safety Evaluation Report (SER). suppls correspondence 


8404100025 Forwards SSER of SSER 2 Confirmatory Issue 3 re statistical 
combination of uncertainties. Response satisfactory !!< 
confirmatory issue closed 

THOMAS. C. 0, Standard i za 1 1 on & Special Projects Branch. S4/03/22. 
SCHERER, A, E. Combustion Engineering. Inc, 4pp. 22981:352, 24X 

Fiche: 50-470. 84/03/22, 8404100025. 


8404110517 Forwards request for addl info re single failure 
vulnerabilities in auxiliary pressure spray design contained 
in SER (NUREG-0852) to close Confirmatory Issues 1 2 

THOMAS. C. 0, Standard! zat ion Special Projects Branch. 84/03/27. 
SCHERER, A, Elf Combustion Engineering, Inc. 7pp. 24004:110, 24X 

Fiche: 50-470. 84/03/27, 3404110517 


DOCKET STN-5C-4a2 WOLF CREEK GENERATING STATION 

A. App lication/construction stage documents S' correspondence 


— 8404040088 Application for withholding proprietary response to NRC 
questions on 5etc-:--;t r c t h c d - 1 : s; 

WIESEMANN.R. A. L.-'i--. y 'LL T'-.-cbr;.: Corp. 84/03/22. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director, 16pp, 22883:057. 

24X Fiche; 50-000. 84/03/23. 8404040087. 


8404050357 Forwards agenda of Caseload Forecast Team 840410-12 site 
visit. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/03/23. KOESTER, 0. L. Kansas 

Gas Electric Co, 6pp 22917:030. 24X Fiche: 50-482, 84/03/23. 

8404050357. 


8404110460 Notification of Caseload Forecast Team 840410-12 meetings 
ui/util at site to review const progress Se obtain info for 
assessing projected fuel load dates, 

O'CONNER, P, W. Licensing Branch 1. 84/03/23. YOUNGBLOOD, B. J. 

Licensing Branch 1. 7pp 24004-324. 24X Fiche: 50-482. 84/03/23. 

8404110460 


B404020141 Forwards Rev 2 to util rept on control of heavy loads, 
updating 820904 .!v 840127 submittals, Rev provides new App E. 
summarizing Westinghouse analysis of special lifting devices 
rev'ises App C, "Analyses of Reactor Vessel Head Drop. " 

PETRICK.N. A. Standardized Nuclear Unit Power Plant System. 
84/03/28. DENTON. H.R. Office of Nuclear Reactor Regulation. 
Director. 34pp. 22836,256. 24X Fi ch e : 50-000. 84/03/28. B404020141 . 


8404130394 Forwards request for addl info re review of instrument error 
for containment pressure setpo ints, Inf o requested within 
1 wk of Itr date in order to support licensing schedule. 

YOUNGBLOOD, B. J. Licensing Branch 1, 84/04/02. SCHNELL. D. F, Union 

Electric Co. KOESTER.G L. Kansas Gas 9*. Electric Co, 4pp, 

24035:349. 24X Fi c h e : 50- 000, 84/04/02. 84041 30394. 


8404050291 Forwards j ust i f i cat i on for interim operation for seismic 
qual if ication of Model 581A differential pressure indicating 
switch not included in NSSS qua 1 i f i cati on p rogram, Final 
resolution of issues expected by June 1984, 

PETRICK.N. A. Standardized Nuclear Unit Power Plant System, 
84/04/03. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 22899 034, 24X Fiche: 50-000, 84/04/03, 8404050291. 


8404190462 FOIA request for documents re formation & existence of 
combined review group ?. documentation task force at facility 
& info concerning F Duddy. 

STEPHENS. S. Nuclear Awareness Network 84/02/14. Office of 
Administration. Ip. 24151:248. 24X Fiche- 50-482. 84/02/14. 

8404190462, 


0404040256 Generic Ltr S4-08 to all licensees of operating reactors, 
applicants for OLs ?' holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT. D. G, Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp, 24066:264. 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


8403210162 Ltr to all applicants for OLs t< full power authorizations 
summarizing 840126 meeting in Bethesda.MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews £e development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01 Affiliation T4ot 

Assigned. 7pp. 24106-202. 24X Fiche: 50-000. 04/03/01, 8403210162. 


8404100374 Forwards revised figures not included in Rev 14 to FSAR re 
update to main steam line break ana 1 y ses. Re vi sed figures for 
inadvertent operation of ECCS analysis impact also end. 

Revised figures will be incorporated in Rev 15 to FSAR, 

PETRICK.N. A, Standard! z ed Nuclear (jrit Power Plant System. 
84/04/06. DENTON. H. R, Office of Nuclear Reactor Regulation, 

Director. 13pp, 22971 102. 24X Fi che : 50-000, 84/04/06. 8404100374, 


8404190481 Responds to FOIA request for documents re formation & 
existence of combined review group & documentation task 
force at facility info concerning F Duddy, Forwards App A 
document. App A Zt App B documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/08. STEPHENS* S. 
Nuclear Awareness Network. 3pp. 24151:249. 24X 

Fiche: 50-482. S4/03/OS. 8404190491. 


8404110299 Forwards requested changes to final draft Tech Specs, 
including Rev 2 to Procedure TOPRP. "Turbine Overspeed 
Protection..." S< proprietary RCS flow measurement 
uncertainty. Measurements withheld (ref 10CFR2. 790). 

PETRICK.N. A, Standardized Nuclear Unit Power Plant System, 
84/04/06, DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 22984:190. 24X Fiche: 50-000. 84/04/06. 8404110299. 


— 8404190486 Advises of establishment of task force to oversee completion 
of DM, EF tt EG sys. preparation St completion of associated 
quality documentation tt review of documen tat ion. Task force 
will commence on 030120 be chartered for 30 days. 

FOOTS. G.L. Kansas Gas 8, Electric Co. 83/01/13. WARRICK. L.F, 

Daniel Internati ona 1 (subs, of Fluor Corp.). Ip. 24151:252. 24X 

Fiche: 50-482. 84/03/08- 8404190481. 


— 8404110303 Authorizes use of end 761201 affidavit re withholding 
proprietary Westinghouse info from public disclosure. 

WIESEMANN.R A. Westi-ghnuse Electric Corp. 84/04/03. DENTON. H. R. 
Office of Nuclear Re,?ictnr Regulation, Director. 85pp. 22984:192. 

24X Fiche: 50-000, 84/04/06, 8404110299, 
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— 8404110309 Rev 2 to Procedure TOPRP. “Turbine Overspeed Protection 
Reliability Program. “ 

ROBINSONi W. R. Standardized Nuclear Unit Power Plant System. 
84/03/16. 15pp. 22984:277. 24X Fi ch e : 50-000, 84/04/06, 8404110299. 


8404130164 Responds to 840402 request for addl justification for 
instrument channel errors greater than 1 psi for containment 
pressure instruments at facilities. Info for Callaiuay 
provided in 840323 submi ttal. Wolf Creek info forthcoming. 
PETRICK,N. A, Standardized Nuclear Unit Power Plant System. 
84/04/09. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. Ip. 24030:345. 24X Fi ch e: 50-000, 84/04/09, 8404130164. 


8404160087 Forwards addl info & evaluation summary of environ 
qual if ication of ASCO solenoid valves described in Board 
Notification 83-12SA. Documentation currently in files 
accep table. 

PETRICKfN. A. Standardized Nuclear Unit Power Plant System. 
84/04/11, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 4pp. 24040:051. 24X Fi c h e: 50-000, 84/04/1 1 . 8404160087. 


8404170372 Submits final response to Generic Ltr 83-lOC & D. 
Implementation of Rev 1 to emergency response guidel ines, w/ 
reactor coolant pump trip setpoint sp ec if ie d, wi 1 1 resolve 
all issues re automatic tripping of reactor coolant pumps. 
PEFRICK.N. A. Standardized Nuclear Unit Power Plant System. 
84/04/13. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 24060:112 24X Fic be: 50-000, 84/04/13, 8404170372 


8404180361 Forwards proprietary & nonproprietary Westinghouse 
interconnecting wiring diagrams & process control block 
diagrams associated w/pressuri zer pressure input. Proprietary 
info withheld <ref 10CFR2. 790). 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/04/16. DENTON,H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24072:053. 24X Fi che: 50-000, 84/04/16, 8404180361. 


— 8404180366 Application for withholding proprietary Westinghouse 
interconnecting wiring diagrams St process control block 
diagrams associated w/p ressur i z er pressure input (ref 
10CFR2. 790). W/aff idavit, 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/04/11. BENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 29pp. 24072:055. 

24X Fiche: 00-000, 84/04/16, 8404180361. 


8404200266 Forwards FSAR page changes that will be formally 
implemented in Rev 15, increasing diesel generator start 
time to 12 s. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/04/17. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 31pp. 24116:062. 24X Fiche: 50-000, 84/04/17, 8404200266. 


8404230226 Responds to question re precipitation of boron in boron 
injection tank it associated piping, per Reactor Sys Branch 
840413 meeting. No provisions made to flush lines used during 
immediate borate. Normal charging path would be used. 

PETRICK,N. A. Standardized Nuclear Unit Power Plant System. 
84/04/17. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24152:033. 24X Fi che: 50-000. 84/04/17, 8404230226. 


8404300332 Forwards request for addl info to complete review of Tech 
Specs. In order to support licensing schedule, info needed 
within 7 days of ltr date. 

YOUNGBLOOD, B. Licensing Branch 1. 84/04/17. SCHNELL, D. F. Union 

Electric Co. KOESTER.G. L. Kansas Gas St Electric Co. 15pp. 
24253:121. 24X Fiche : 50-000, 84/04/17, 8404300332. 


3404270094 Forwards responses to Instrumentation St Control Sys Branch 
questions on Tech Specs, per 840417 request. 

PETRICK, N, A. Standardized Nuclear Unit Power Plant System. 

84/04/23. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 14pp. 24218:324, 24X Fiche: 50-000, 84/04/23, 8404270094. 


8404270101 Submits agreements reached per 840410 telcon St 840413 
meeting re requested changes to STS allowing use of RHR 
suction relief valves for cold overpressure protection in 
Modes 4, 5 «< 6. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
34/04/23. DENTON, H, R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24216 047. 24X Fi che: 50-000, 84/04/23, 8404270IOI. 


8404270103 Forwards addl info re comparison of SNUPPS ECCS evaluation 
model to recent 1981 evaluation model, in connection w/840417 
ltr on proposed rev of emergency diesel generator start 
time from 10 s to 12 s. 

PETRICKjN. A. Standardized Nuclear Unit Power Plant System. 

84/04/23. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 4pp. 24218:064. 24X Fiche: 50-000, 84/04/23, 8404270103. 


8404300010 Forwards FSAR page indicating specific rev to Test S-03BB08 
which will be documented in Wolf Creek site addendum. 

Preoperational test program being modified since tests 
duplicated following fuel loading. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 

84/04/25. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 4pp. 24228:079. 24X Fi che: 50-000, 84/04/25, 8404300010. 


8404300041 Submits detailed explanation of ad min i strati ve controls 
mentioned in SNUPPS 840423 ltr re RHR suction valve position 
ver if ication, in response to NRC request. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/04/26. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. Ip. 24225:129. 24X Fiche: 50-000, 84/04/26, 8404300041. 


E, NRC Safety Evaluation Report (SER), suppls correspondence 


8404030201 Forwards program description re reduction of leakage from 
sys outside containment that would or could contain highly 
radioactive fluids in post-accident situation for resolution 
of SER Confirmatory Issue B. 2S/1 1 1. D. 1. 1 <NUREG-0881 ) . 

KOESTERiG. L. Kansas Gas St Electric Co. 84/03/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 22849:023, 
24X Fiche: 50-482, 84/03/30, 8404030201. 


8404270142 Forwards Rev 0 to Procedure EDP-ZZ-00005, "Assessing Core 
Damage," re capability of post-accident sampling sys to 
meet NUREG-0737, Item II B. 3 criteria per SSER 4. Deletion of 
license conditions re post-accident sampling requested. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/04/24. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24215:054. 24X Fiche: 50-000, 84/04/24, 8404270142. 


— 8404270150 Rev 0 to Procedure EDP-ZZ-00005, "Assessing Core Damage. " 
BRYANT, K. Standardized Nuclear Unit Power Plant System. 84/04/10. 
35pp. 24215:056. 24X Fi che : 50-000, 84/04/24, 8404270142. 


F. Security, medical, emergency St fire protection plans 


840403C085 Forwards IE Insp Rept 50-482/83-40 on 831214-16, No 
violations or deviations identified. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/02/14. 
KOESTER,G. L. Kansas Gas S; Electric Co. Ip. 22849:329. 24X 

Fiche: 50-482, 84/02/14, S404030CS5. 


— 8404030089 IE Insp Rept 50-482/83-40 on 831214-16. No violations or 
deviations identified. Major areas inspected : physical 
security plan S< implementing pr oc edures. D eta i 1 s withheld 
(ref 10CFR73. 21), 

KELLY, J. A., HALL, R E , JOHNSON, W. D, Region 4, Office of Director. 
84/02/10. 2pp. 22849:331. 24X Fiche: 50-482, 84/02/14, 8404030085. 


8404030345 Notifies of 840426 workshop in Arlington, TX to discuss 
lessons learned from App R fire protection safe shutdotyn 
insps. Workshop agenda end. 

COLLINS, U.T, Region 4, Office of Director, 84/03/26. KQESTER, G. L. 
Kansas Gas St Electric Co. 4pp. 22871:191. 24X 

Fiche: 50-482, 84/03/26, 8404030345. 


8404030097 Informs that full-scale emergency plan exercise scheduled 
for 840705 rescheduled to 840912. Certificat e of Svc end. 

Related correspondence, 

SILBERG,J.E. Shaw, Pittman, Potts Trowbridge. SILBERG, J. E. 

Kansas Gas it Electric Co DSB 266. 84/03/30. WOLFE, S. J. , 

ANDERSON, 0. C. , PAXTON, H C. Atomic Safety and Licensing Board Panel, 
3pp. 22849:336. 24X Fiche; 50-482, 84/03/30. 8404030097. 


8404170509 Forwards FEMA revised interim finding rept re adequacy of 
radiological emergency response planning by state St local 
govts to aid in emergency planning efforts. Emergency 
preparedness deficiencies should be corrected. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/04/02. KOESTER, G. L. Kansas 

Gas St Electric Co. 2pp. 24092:038. 24X Fiche: 50-482, 84/04/02, 

8404170509. 


8404110258 Forwards responses to 840229 request for addl info re 
procedures generation package,Rev 2 to Procedure ADM 01-052, 
"Emergency Procedure Generation Package" St Rev 4 to 
Procedure ADM 02-022, "Writers Guide for Emergency. ..." 

KOESTER.G. L. Kansas Gas St Electric Co. 84/04/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 14pp. 22984:294. 

24X Fiche: 50-482,84/04/04,8404110258. 


— 8404110260 Rev 2 to Procedure ADM 01-052, "Emergency Procedure 
Generation Package. " 

ARMSTRONG, S. Kansas Gas St Electric Co, 84/03/30. 25pp. 

22984:308. 24X Fi c he : 50-482. 84/04/04, 84041 10258. 


— 8404110263 Rev 4 to Procedure ADM 02-022, "Writers Guide for Emergency 
Operating Procedures. " 

ARMSTRONG, S. Kansas Gas St Electric Co. 84/03/30. 52pp. 

22984:333. 24X Fic h e. 50-482. 84/04/04, 84041 10258. 
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8404300034 Notifies that util working u/State of KS & Coffey County to 
address issues raised by FENA interim findings rept. Revised 
state S' county plans scheduled to be submitted to FEMA by 
840629. 

K0ESTER<G. L. Kansas Gas & Electric Co. 84/04/23. DENTON, H. R. 

Office of Nuclear Reactn- Reg u 1 a t : o". Director. Ip. 24225:081 24X 

Fiche: 50-482, 84/04/23, ■ '---.iO" 


G. Adjudicatory correspondence 


8404020241 Proposed findings of f ac t, cone lus i ons of law 8< brief in 
form of proposed initial dec i s i on. Cer t i f i ca te of Sve end. 

SIMPSON, J.M. Kansans for Sensible Energy. SIMPSON, J. M . Simpson. 
J M. DSB 237. 84/03/30, 94pp. 22846:222. 24X 

Fiche: 50-482, 84/03/30, 8404020241 


8404030097 Informs that full-scale emergency plan exercise scheduled 
for 840705 rescheduled to 840912. Certi ficat e of Sve end. 

Related correspondence, 

SILBERG,J, E, Shaw, Pittman. Potts .!< Trowbridge. SILBERG, J. E. 

Kansas Gas Electric Co DSB 266, 84/03/30, WOLFE, S. J. , 

ANDERSON, G. C. , PAXTON, H C. Atomic Safety and Licensing Board Panel. 
3pp 22849:336. 24X F i c h e : 50-482, 84/03/30, 8404030097. 


8404100145 Forwards affidavit of CM Wilcox re addl schools within 
plume exposure pathway emergency planning z one. Sc h oo 1 s do 
not affect evacuation plan.Related correspondence. 

SILBERG, J.E. Shaw, Pittman, Potts -S'. Trowbridge. SILBERG, J. E. 
Kansas Gas Electric Co DSB 391. 84/04/06, WOLFE, S. J. , 

ANDERSON, 0. C. Atomic Safety and Licensing Board Panel. Ip. 
22967 139. 24X Fi c he: 50-432, 84/04/06, 84041 00145. 


— 8404100147 Affidavit of CM Wilcox re addl schools in plume exposure 
pathway emergency planning zone Certificate of Sve end. 

WILCOX, C.M. Coffey County, KS. 84/04/02, 4pp, 22967:140. 24X 

Fiche: 50-482, 84/04/06, 8404100145 


K. Utility Final Safety Analysis Report (FSAR) 8< amends 


8404110129 Forwards Rev 12 to FSAR ad d end urn, r ef 1 ec t ing current 
or gan i z a t i on, met eor 0 1 0 g i ca 1 model for offsite doses, training 
program, ch lor ine gas analysis minor editorial changes. 
KOESTER,G, L. Kansas Gas Electric Co. 84/03/30. DENTON, H. R. 
Office of Nuclear React-- Re a t i or . Director. 4pp. 22990:033. 
24X Fiche: 50-482, 84/03/ , ■=: 1 1 C 1 .■■9 


— 8404110134 Rev 12 to FSAR addendum 

Kansas Gas & Electric Co. 84/03/31. 324pp. 22990:037. 24X 

Fiche: 50-482- 84/03/30- 8404110129, 


8404100381 Forwards sve list tab, omitted from Rev 12 to FSAR 
add endum, transmi tted on 840330. 

KOESTER.G, L. Kansas Gas Electric Co. 84/04/04. DENTON, H, R. 
Office of Nuclear ‘^ec" lati on. Director. 3pp. 22968:081. 

24X Fiche: 50-482, L--- 84 f;.: 1 DC -fS 1 


Q, Inspection reports, IE Bulletins corresp ond ence 


8404030081 Forwards IE Insp Rept 50-432/84-02 on 840116-20. No 
violations or deviations identified. 

GAGLIARDD, J. E. Region 4, Office of Director. 84/02/09. 
KaESTER,G. L. Kansas Gas Zt Electric Co. 2p p 22853:152. 24X 

Fiche: 50-482. 84/02/09, 8404030081. 


—8404030088 IE Insp Rept 50-482/84-02 on 840116-20. No violations or 
deviations identified. Major areas inspec t ed : c omp 1 eted 
instrumentation electrical cable t erminat i ons, q,ua 1 ity 
electrical procedures S' nonconformance repts. 

MULLIKIN. R. P. . JAUDON, J. P. , JOHNSON, W. D. Region 4, Office of 
Director. 84/02/09. 7pp. 22853:154, 24X Fiche: 50-482, 84/02/09, 

8404030081. 


8404120080 Proposed findings of fact, conclusi ons of law in form of 
order &! brief on applicant proposed findings re emergency 
r ’ a-n : r ,1 i-.f'-je .authorizing full power operation should be 
; , Ce- : : - ■ TO of Sve end, 

KARMAN. M, Hearing Branch 1, CASSIDY, B. P. Federal Emergency 
Management Agency. DSB 472, 84/04/09, 31pp. 24023: 137. 24X 

Fiche: 50-482, 84/04/09, 9404120080, 


8404120408 Advises that Caseload Forecast Panel meeting scheduled for 
840410-12 canceled due to resignation of prinicipal 
staff member , Re lated correspondence. 

KARMAN, M. Hearing Branch 1, DSB 484. 84/04/09, WOLFE. S. J, , 

PA^^ TON. H. C, , ANDERSON, G. C . Atomic Safety and Licensing Board Panel, 
Ip. 24025:102. 24X Fi c h e : 50-482, 04/04/09, 84041 20408. 


8404200050 Order requesting responses to Kansans for Sensible Energy 
840222 motion seeking intervenor status financial 
qual if i cations contention be filed by 840502. Served on 
840419. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 675. 
84/04/18. Ip. 24114:184. 24X Fiche: 50-482, 84/04/18, 6404200050. 


8404030085 Forwards IE Insp Rept 50-482/83-40 on 831214-16. No 
violations or deviations identified. 

GAGLIARDO, J, E. Region 4, Office of Director. 84/02/14. 
KCESTER,0. L, Kansas Gas -?< Electric Co. Ip. 22849:329. 24X 

Fiche: 50-482, 84/02/14, 8404030085. 


— B404030089 IE Insp Rept 50-482/83-40 on 831214-16. No violations or 
deviations identified. Major areas inspected: physical 
security plan 5k implementing procedures, Detai Is withheld 
(ref 10CFR73. 21). 

KELLY, J. A. , HAL,L,R.E., JOHNSON, W, D, Region 4, Office of Director. 
84/02/10. 2pp, 22849:331, 24X Fich e: 50-482, 84/02/14, 8404030085, 


8404030477 Forwards IE Insp Rept 50-482/84-01 on 840101-31 & notice of 
violation. 

GAGLIARDO, J. E, Region 4, Office of Director, 84/02/17. 

KOESTER,G, L. Kansas Gas S< Electric Co. 2pp. 22870:181. 24X 

Fiche: 50-482, 84/02/17, 8404030477. 


— 8404030479 Notice of violation from insp on 840101-31. 

Region 4, Office of Director. 84/02/17. Ip, 22870:183. 24X 

Fiche: 50-482, 84/02/17, 8404030477, 


8404230327 Reply to interveners 840330 & NRC Zk FEMA 840409 proposed 
findings of fac t, c one 1 us i ons of law brief s. Intervenors 
proposed findings should be r e j ec ted . Cert i f i cate of Sve 
end. 

RIDGWAY,D. A, Kansas Gas I Electric Co. RIDGWAY, D. A. Shaw, Pittman, 
Potts 8, Trowbridge DSB 753, 84/04/19. B2pp, 24162:224. 24X 

F ,1 c h e , 50-482, 84/04/ 1 9, 8404230327, 


— 8404030484 IE Insp Rept 50-482/84-01 on 840 101-31 . Violati on noted: 
nonconforming matl installed in various locations, by various 
work or gan i zat i ons, Us ing different procedures not containing 
needed controls or approvals, 

SCHUM, W, S. , WHITTLESEY, K. A. , JOHNSON, W. D. Region 4, Office of 
Director. 84/02/14. 11pp. 22870:184. 24X Fiche: 50-482, 84/02/17, 

8404030477. 


1, Financial information 


B404200207 Forwards Kansas Gas Electric Co, '‘Rept to Stockholders 
1983, " "1983 Annual Rept ' S'. "Kansas Electric Power 
Cooperative, Inc Audited Financial Statement for 1983." 

KOESTER,G,L. Kansas Gas 5k Electric Co. 84/04/11. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 23pp. 24118:016. 

24:* Fiche: 50-482, 84/04,,' 1 1 , 8404200207, 


— 8404200218 "Annual Rept to Stockholders 1983." 

* Kansas Oas Electric Co. 83/12/31. 32pp. 24118:041. 24X 

Fiche: 50-432. 84/04/11, 8404200207, 


— 8404200221 "1963 Annual Rept." 

Kansas City Power S. Light. 83/12/31. 34pp. 24118:073. 24X 

Fiche: 50-482, 84/04/1 1 , 8404200207. 


8404030265 Forwards IE Insp Rept 50-482/84-05 on 840208-10 notice of 
violation 

GAGLIARDO, J, E, Region 4, Office of Director. 84/02/29.* 

KOESTER,G. L, Kansas Gas S'. Electric Co. 2pp. 22872:221. 24X 

Fiche: 50-482, 84/02/29, 8404030265. 


— 8404050271 Notice of violation from insp on 840208-10, 

* Region 4, Office of Director. 84/02/29. Ip. 22872:223. 24:< 

Fiche; 50-482, 84/02/29, 8404030265. 


— 8404030270 IE Insp Rept 50-402/84-05 on 840208-10. Noncomp 1 iance noted 
failure to have procedures to control temporary use of nylon 
fasteners in electrical terminations. 

MULLIKIN, R, P. , JAUDON, J.P., JOH.NSON, W. D. Region 4, Office of 
Director. 84/02/23. 4pp. 22872:224. 24X Fiche: 50-482, 04/02/29, 

8404030265, 


8404100502 Forwards IE Insp Rept 50-482/84-03 on 840201-29. No 
violations or deviations noted. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/03/16. 
K0ESTER,G. L. Kansas Gas Electric Co. 2pp. 22962:230. 24X 

Fiche: 50-402, 84/03/16, 8404100502. 
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— 8404100509 IE Insp Rept 50-482/S4-03 on 840201-29. No violations or 
deviations noted. Major areas inspected; ob servation of 
preoperational te sting . revi ew of procedur esi c loseout of 
const deficiency repts/ followup of IE bulletins 8f site tour. 

SCHUM, W. S. , JOHNSON. W.D. Region 4. Office of Director. 84/03/14. 
4pp. 22962:232. 24X Ficfie: 50-482. 84/03/ 16. 8404100502. 


8404100253 Forwards IE Insp Rept 50-482/84-04 on 840213-17. No 
violations or deviations noted. 

OAGLIARDO. J. E. Region 4, Office of Director. 84/03/22. 
KOESTERiG. L. Kansas Gas & Electric Co. 2pp. 22962:329. 24X 

Fiche: 50-482, 84/03/22. 8404100253. 


— 8404100262 IE Insp Rept 50-482/84-04 on 840213-17, No violations or 
deviations noted. Major areas inspected; ch emistry/ 
rad iochemistpy pr ogram. incl ud ing offsite & onsite 
organi zation. staff q.uai if icat ions & training program. 

NICHOLAS. J B, , WISE, R. . MURRAY, B. Region 4. Office of Director. 
84/03/19. ISpp. 22962:331. 24X Fiche: 50-482, 84/03/22. 8404100253. 


8404090194 Responds to IE Bulletin 83-07 advising CP holders of 
deficiencies lu/various matls furnished by Ray Miller, Inc. 

Essential svc water sys self-cleaning strainers only matl 
furnished by Ray Mi Her. Inc. Strainers can be used w/o mods. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 84/03/23. 

KEPPLER, J. G. . COLLINS, J,T. Region 3. Office of Director. 2pp. 

22940:105. 24X Fiche: 50-000, 84/03/23. 8404090194. 


— 8404260313 IE Insp Rept 50-482/84-06 on 840305-09. No violations or 
deviations identified. Major areas inspec t ed : rad ia t i on 
protection program, inc luding onsite & offsite organi ration, 
qualif ications !•< experience training. 

CHANEY, H.D., MURRAY, B. , JOHNSON, W. D. Region 4, Office of Director. 

84/04/03. 15pp. 24205:030, 24X Fi ch e: 50-482, 84/04/03, 

S404260309. 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cat i on of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. I49pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404130162 Forwards details in support of request for partial relief 
from preservice volumetric exam of four weldments in 
pressure vessel. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 84/04/09. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. App. 
24030:267. 24X Fi c he : 50-000, 84/04/09, 84041 30162. 


8402090047 IE Info Notice 34-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122, 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fi c h e : 50-000, 84/04/ 1 6, 8403140271 . 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140278. 


8404090208 Submits final response to IE Bulletin 83-08 re application 
& operation of electric circuit breakers w/undervol tage trip 
attachments in saf ety-related functions other than reactor 
trip breakers. Nei th er plant utilizes subj breakers, 

SEIKEN, S, J, Standardized Nuclear Unit Power Plant System. 84/03/28. 

KEPPLER, J.G. Region 3, Office of Director. COLLINS, J.T. Region 4, 
Office of Director. 2pp 22940:095. 24X Fiche; 50-000, 84/03/28, 

8404090208. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fic he: 50-000, 84/03/29, B403140247. 


8404060312 Ack receipt of 840316 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-482/84-01 
JOHNSON, E. H. Region 4, Office of Director, 84/04/02. KOESTER, G. L, 
Kansas Gas S, Electric Co. Ip. 22924:047. 24X Fiche: 50-482. 

84/04/02. 8404060312. 


—8404060317 Responds to NRC S40217 Itr re violations noted in IE Insp 
Rept 50-482/84-01 . Corrective ac ti ons : revi sed procedures 
requiring identification, review & disposition of 
nonconforming matls prior to use issued, 

KOESTER, G. L. Kansas Gas & Electric Co. 84/03/16. GAGLIARDO, J. E. 
Region 4, Office of Director. 3pp. 22924:048. 24X 

Fiche: 50-482, 84/04/02, 8404060312. 


8404090257 Forwards listed vendor insp repts identifying areas of 

info. Evaluation of 

re quality & accep tab i I ity of 
ed. W/o repts. 

e of Director, 84/04/03. KOESTER, G. L. 

p. 22940:091. 24X 

oe;-? 


stinghouse, PSC of Sta-te 
■> program. 

84/04/03. Licensing 
4/04/03, 8404200073. 


840305-09. No 

4/04/03. KOESTER. G. L. 
24X 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

86pp. 24163:205. 24X Fi c h e : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Past 
830103). 84/04/17. Consolidated Edison Co, of New York, Inc. 

e9pp. 24163-292. 24X Fiche; 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp, 24188:237. 24X Fi c he : 50-000. 84/04/ 1 7, 8403140280, 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping St Mlatl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18, Consolidated Edison Co. of New 

York, Inc U7pp, 24188:001. 24X Fic he ; 50-000. 84/04/1 8, 8403140204. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
S; Seal Set. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness i$! Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp, 24188:119. 24X Fiche; 50-000, 04/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Sc Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche : 50-000, 84/04/18, 8404130404. 


8404260285 Ack receipt of 831130 840323 Itrs informing NRC of steps 

taken to correct violations noted in IE Insp Rept 
50-482/83-20. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/19. KOESTER, O L 
Kansas Gas & Electric Co. Ip. 24203:352 24X Fi ch e; 50-482, 

84/04/19,8404260285. 


■8404260293 Responds to NRC 831031 «< 840208 Itrs re violations noted 
IE Insp Rept 50-482/83-20. Correc tive actions; util will 
maintain min of seven health physics tech n i c ians, w/at least 
2 yrs experience, at operating nuclear power plant. 

KOESTER, G. L. Kansas Gas & Electric Co. 84/03/23, GAGLIARDO, J E 
Region 4, Office of Director. 3pp. 24203:353 24X 

Fiche; 50-482, 84/04/19, 8404260285. 
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8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015. 24X Fiche: 50-000. 84/04/20. 8404160130. 


S. Reportable occurrences. LERs S< related correspondence 


8404170395 Final Deficiency Rept SDR 83-06 re check valves mfg by 
Anchor/Darling. Initially reported on 830323. Arrangements 
currently underway to correct. repair or rework eight valves 
at each site. Item reported per Part 21 by vendor on 830331. 

SEIKEN. S. J, Standardized Nuclear Unit Power Plant System. 83/04/20. 

KEPPLER. J. G. Region 3. Office of Director. COLLINS. J. T. Region 4. 
Office of Director. 2pp. 24062:182. 24X Fiche : 50-000. 83/04/20. 

8404170395, 


8404100306 Final deficiency rept re nonconforming matls supplied by 
Tube-Line Corp. Initially reported on 830812. Resul ts of 
investigation indicate that. w/exception of seven fittings, 
no indication of Tube-Line code matls at facility. 

KQESTER.G, L. Kansas Gas & Electric Co. 83/11/25. GAGLIARDD. J. E. 
Region 4. Office of Director, Ip. 22971:189. 24X 

Fiche: 50-482. 83/11/25, 8404100506. 


8404030117 Amend to Significant Deficiency Rept 80-3 re Corner 8/ Lada 
pipe support sway struts . Ini tial 1 y reported on 800724. 

Evaluation concluded supports acceptable as is. 

Justifications listed. 

SCKNELL.D. F, Union Electric Co, 84/03/21. KEPPLER, J.G. Region 3. 
Office of Director. 2pp 22853:194, 24X Fiche: 50-482. 84/03/21, 

8404030117, 


8404030478 Interim deficiency rept re Anchor Darling 10— inch gate valve 
in essential svc water sys w/valve guide strips too short, 
allowing valve disc to disengage bind valve body. Initially 
reported on 840223. Investigation in progress. 

KOESTER.G, L. Kansas Gas & Electric Co. 84/03/26. GAGLIARDD. J. E. 
Region 4, Office of Director. Ip. 22869:264. 24X 

Fiche: 50-482. 84/03/26. 8404030478. 


8404090175 Final Significant Deficiency Rept SDR 83-13 re Limitorque 
valve operator limit switch rotor matl. Limit switch rotors 
being replaced w/units fabricated from Fibrite matls. Unit 
replacement will be completed prior to commercial operation. 

SEIKEN. S. J. Standardized Nuclear Unit Power Plant System. 84/03/30. 

KEPPLER, J. G. Region 3, Office of Director. COLLINS, J. T. Region 4, 
Office of Director. 2pp 22939:095. 24X Fiche: 50-000. 84/03/30. 

8404090175. 


8404090218 Potential interim deficiency rept re RCS PORV relays. 
Initially reported on 840302. Relay contacts in design have 
insufficient load interrupting capacity for PORV control 
circuit. Circuit design under evaluation, 

KCESTER.O, L. Kansas Gas & Electric Co. 84/03/30, GAGLIARDD, J. E. 
Division of Resident. Reactor Project 5< Engineering Programs. Ip. 
22940:157. 24X Fi c h e ; 50-482, 84/03/30. 8404090218. 


8404090343 Final deficiency rept re missing wires on load shedder 
emergency load sequencer. Initially reported on 840227. 

Consolidated Controls representatives installed two missing 
wires in logic rack assemblies. 

KOESTER.G. L, Kansas Gas S; Electric Co. 84/03/30. GAGLIARDD. J. E. 
Region 4, Office of Director, Ip. 22942:028. 24X 

Fiche: 50-482. 84/03/30, 8404090343. 


8404100285 Forwards interim status rept on 10CFR50. 55( e > /Par t 21 open 
items. 

KOESTER.G. L. Kansas Gas & Electric Co. 84/04/04. GAGLIARDD. J. E. 
Region 4, Office of Director. 17pp. 22960:013. 24X 

Fiche: 50-482. 84/04/04, 8404100285. 


8404120137 Interim Deficiency Rept U-73 re undersized PORV relay. 
Deficiency considered g ener i c. Fina 1 rept expected to be 
submitted by SNUPPS by 840413. 

SCHNELL.D. F. Union Electric Co. 84/04/04. KEPPLER. J.G. Region 3, 
Office of Director. Ip. 24014:356. 24X Fiche: 50-000. 84/04/04. 

8404120137. 


8404130215 Interim deficiency rept on potential failure of lube oil 
keep warm pump mfg by Crane-Deming for standby diesel 
generation. Initially reported on 840309. Fai lure may be 
result of improper adjustment. 

KOESTER.G. L. Kansas Gas & Electric Co. 84/04/05. JOHNSON. E. H 
Region 4, Office of Director. Ip. 24029:165. 24X 

Fiche: 50-482. 84/04/05, 8404130215. 


8404170239 Final deficiency rept re installation of Cutlei — Hammer push 
button switches in main control panels. Init ial ly reported 
on 830609. Comsip will use prebent terminal lugs to minimize 
damage potential. 

KOESTER.G. L. Kansas Gas Electric Co. 84/04/09. JOHNSON, E. H, 
Region 4, Office of Director. 2pp. 24054: 099. 24X 

Fiche: 50-482. 84/04/09. 8404170239. 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turb ine , Bush ing will be staked to lock in place if installed 
& replacement guides will be sent to customers. 

THEROUX, R.R. Terry Corp. 84/04/09. EBMETER.S, Region 1, Office of 
Director. 6pp. 24060:247, 24X Fi c he : 50-000, 84/04/09. 8404170296, 


8404200036 Interim deficiency rept re failure of ITE-Gould containment 
cooling fan motor mechanical interlock. Initially reported 
on 840316. Caused by coil failures in starters. Final rept 
will be submitted by separate correspondenc e. 

KOESTER.G. L, Kansas Gas & Electric Co. 84/04/11. JOHNSON, E. H. 
Region 4, Office of Director. Ip. 24119:257, 24X 

Fiche: 50-482. 84/04/ 1 1 , 3404200086, 


8404200067 Final Significant Deficiency Rept 84-03 re failures in 
control devices in RCS PORVs. Initially reported on 840302. 

Design mods developed to correct problem & design drawings 
revised to reflect mods, 

SEIKEN. S, J. Standardized Nuclear Unit Power Plant System, 84/04/13. 

KEPPLER, J.G. Region 3, Office of Director. COLLINS, J. T. Region 4, 
Office of Director. 6pp. 24118:152. 24X Fiche; 50-000, 84/04/13. 

8404200067. 


8404230220 Significant Deficiency Rept 84-03 re failures in control 
devices in RCS PORVs. In i t ia 1 1 y reported on 840302. Desi gn 
change package issued to incorporate 15 amp fuses into PORV 
control circuit Ss to add dc contactor. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 84/04/13. 

KEPPLER, J. G. Region 3, Office of Director. COLLINS. J. T. Region 4, 
Office of Director. 7pp. 24152:035. 24X Fiche; 50-000. 84/04/13. 

8404230220. 


8404230233 Supplemental Deficiency Rept 84-01 re Gould/Rundel selector 
switch fai lures. Initial ly reported on 84031 6. Fa i led switches 
returned to Gou Id . Caut i on flyers 8< QC sheets will be 
supplied w/future shipments. 

SEIKEN. S. J. Standardized Nuclear Unit Power Plant System. 04/04/13. 

KEPPLER. J. G. Region 3, Office of Director. COLLINS, J. T. Region 4, 
Office of Director. 2pp. 24152:055. 24X Fiche: 50-000. 84/04/13, 

8404230233. 


8404260045 Final Deficiency Rept SDR 84-02 re field run cables for 
solenoid va 1 ves. In i tia 1 1 y reported on 84031 5. Des ign changes 
implemented to replace field wiring w/qualified high temp 
wiring w/392 F rated i ns u lat i on. A1 so reported per Part 21. 

SEIKEN. S. J. Standardized Nuclear Unit Power Plant System. 84/04/13. 

KEPPLER, J. G. Region 3, Office of Director. COLLINS. J. T. Region 4. 
Office of Director 5pp 24210:073. 24X Fi ch e : 50-000. 84/04/13. 

8404260045. 


8404260230 Final deficiency rept re field run cables for Valcor 
solenoid valves. Initial ly reported on 84031 5, Des ign changes 
implemented to replace field wiring u/qualified high temp 
wiring. Also reported by Bechtel per Part 21. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 84/04/13. 

KEPPLER. J. G, Region 3. Office of Director, COLLINS, J. T. Region 4. 
Office of Director. 5pp. 24207:288. 24X Fiche: 50-000. 84/04/13. 

8404260230. 


8404260197 Potential interim deficiency rept re possible lack of 
pressure monitoring during hydrostatic testing of safety 
in.jection accumulator vessels. Initially reported on 040319. 
Investigation continuing. 

KOESTER.G. L. Kansas Gas & Electric Co. 84/04/18, JOHNSON. E. H. 
Region 4. Office of Director. Ip. 24207:235. 24X 

Fiche: 50-482. 84/04/18, 8404260197. 


8404260236 Interim potential deficiency rept re weld defects 
nonconformances on discharge damper tank for positive 
displacement charging pump. Initial ly reported on 840310. 
Investigation underway. 

KOESTER.G. L. Kansas Gas Ik Electric Co. 84/04/18. JOHNSON. E, H. 
Region 4, Office of Director. Ip. 24205:067. 24X 

Fiche: 50-482. 84/04/18. 8404260286. 


8404260297 Final deficiency rept re control circuitry for auxiliary 
feedwater turb ine, In i t ia 1 1 y reported on 840320. Caused by 
design discrepancy. Field Rework Plan FRP RM-021-B issued 
to modify circuitry to be compatible w/vendor circuitry. 
KOESTER.G. L. Kansas Gas Electric Co. 84/04/18, JOHNSON. E. H. 
Region 4. Office of Director. Ip. 24204:177. 24X 

Fiche: 50-482. 84/04/18, 8404260297. 


8404160150 Board Notification 84-076: provides info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of coaling conditions. Inf o updates Board Notification 83-139 
ii AECL test results. 

EISENHUT, D. G. Division of Licensing. 84/04/19. PALLADINO 
Commissioners. 2pp. 24215:100. 24X Fiche : 50-000. 84/04/19. 

8404160150. 
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— 8404270116 Recommends board no t i ri ca ti on containing addl info re 
Westinghouse reactor coolant pump seal potential far failure 
under loss of cooling cond it ions. Inf o updates Board 
Notification 33-139 AECL test results. Svc list end. 

VOLLMERi R. H. Division of Engineering. 84/04/06. EISENHUTi D. O. 
Division of Licensing. 6pp. 24215:102. 24X Fiche: 50~000< 

84/04/19, 8404160150. 


V. Operator Examinations 


0404020019 Generic Ltr 84-05 to all pouer reactor licensees & 
applicants for OLs re change to NUREG-I02I, "Operator 
Licensing Examiner Stds, " Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000. 84/04/02, 8404020019. 


DOCKEr STN-50-4S3 CALLAWAY PLANT, UNIT 1 


A. App 1 i cati on/construct ion stage documents & correspondence 


8403210162 Ltr to all applicants for QLs & full power authorizations 
summarizing 840126 meeting in Bethesda, MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews ?< development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000, 84/03/01, 8403210162, 


0404130418 Forwards final draft Tech Specs to be transmitted to 
ap p 1 leant. Changes requested by 1 i c ensee, oth er than required 
to correct editorial /typograph ical errors, will be required 
to be docketed w/justif ication. W/o end. 

MIRAGLIA, F. J, Assistant Director for Safety Assessment. 84/03/01. 
NOVAK, T. M. Assistant Director for Licensing. 2pp. 24045:245. 24X 

Fiche: 50-483, 84/03/01. 8404130418, 


8404060057 Advises that util 840308 revised commitments re accuracy 
ratios for calibr measurinj, test equipment acceptable. 

YOUNGBLOOD, B. J. Licensing ’ Branch 1. 84/03/19. SCHNELL, D. E. Union 

Electric Co. 3pp. 22935: 7*3 7 24X Fic he: 50-483, 84/03/19, 8404060057. 


8404C60397 Summary of 840315 meeting w/ut il, SNUPPS «< Bechtel in 
Bethesda.MD re Tech Spec time limit for operation of 
containment minipurge sys allowable leakage rate for 
minipurge isolation valves, 

HOLONXCH, J. J. Licensing Branch 1. 84/03/21. Licensing Branch 1. 

18pp. 22944:347. 24X Fiche: 50-483, 84/03/21, 8404060397, 


8404040087 Forwards proprietary & nonproprietary response to NRC 
840309 questions on setpoint methodology. Proprietary 
response withheld Cref 10CFR2, 790) , App 1 icat ion for 
withholding & affidavit end. 

PETRICKjN. A Standardized Nuclear Unit Power Plant System. 
84/03/23. DENTON, H, R. Office of Nuclear Reactor Regulation, 
Director, 5pp. 22883 ■ 052. 24X Fiche: 50-000, 84/03/23, 8404040087. 


— 8404040088 Application for withholding proprietary response to NRC 
questions on setpoint methodology, 

WIESEMANN. R. A. Westinghouse Electric Corp. 84/03/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 16pp. 22833:057. 

24X Fiche; 50-000, 84/03/23. 8404040037. 


8404020141 Forwards Rev 2 to util rept on control of heavy loads, 
updating 820804 Jk 840127 submittals. Rev provides new App E, 
summarizing Westinghouse analysis of special lifting devices 
& revises App C, "Analyses of Reactor Vessel Head Drop, " 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/03/28. DENTON, H, R. Office of Nuclear Reactor Regulation, 
Director. 34pp. 22836:256, a4X Fiche: 50-000, 84/03/28, 8404020141. 


0404130394 Forwards request for addl info re review of instrument error 
for containment pressure setpoints. Info requested within 
1 wk of ltr date in order to support licensing schedule. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/04/02. SCHNELL, D, F, Union 

Electric Co. KOESTERiG. L, Kansas Gas it Electric Co. 4pp, 

24035: 349. 24X Fiche: 50-000, 84/04/02, 8404130394, 


8404170048 Summary of Caseload Forecast Panel 830912-14 meeting Zt site 
visit w/util re const completion sc hedu le . V iewgraph s end. 

HOLONICH, J. J. Licensing Branch 1. 84/04/02. Licensing Branch 1. 

56pp. 24069:284. 24X Fiche: 50-483, 84/04/02, 8404170048. 


8404050291 Forwards justif ication for interim operation for seismic 
qualif ication of Kodel 5S1A differential pressure indicating 
switch not included in NSSS qualification p rogram, Final 
resolution of issues expected by June 1984. 

PETRICK, N, A. Standardized Nuclear Unit Power Plant System, 
84/04/03. DENTON, H, R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 22899,034. 24X Fx che: 50-000, 84/04/03. 8404050291. 


8404100206 Responds to 810529 request for quarterly progress repts. 

Fuel load scheduled for S40423, Ex tens ion of schedule will 
allow addl time for internal review it approval of test 
resul ts. 

CORNELIUS, W. E. Union Electric Co. 84/04/03. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 22963:086. 24X 

Fiche: 50-483, 84/04/03, 8404100206. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs t-. holders of CPs re interim procedures 
for NRC mgt of p lant-spec if ic back fitting . Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066: 264. 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


8404110353 Requests appeal meeting on Tech Spec issues be held during 
wk of 840409 to support licensing schedule. Issues involved 
include containment vessel structural integrity & 
overpressure protection sy s. Mark ed-up Tech Spec pages end. 

SCHNELL, D.F. Union Electric Co. 84/04/05, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director 29pp. 22989:257. 24X 

Fiche: 50-4S3, 84/04/05, 8404110353. 


8404100374 Forwards revised figures not included in Rev 14 to FSAR re 
update to main steam line break analy ses. Revi sed figures for 
inadvertent operation of ECCS analysis impact also end. 

Revised figures will be incorporated in Rev 15 to FSAR. 

PETRICK, N. A Standardized Nuclear Unit Power Plant System. 

S4/04/06, DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director, 13pp. 22971:102, 24X Fiche: 50-000, 84/04/06, 8404100374. 


8404110272 Advises that 17 homemade scales replaced w/permanent scales, 
per audit of control room design during wk of B40227. 

SCHNELL, D.F. Union Electric Co. 84/04/06. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 22985:038. 24X 

Fiche : 50-483, 84/04/06. 8404110272. 


8404110299 Forwards requested changes to final draft Tech Specs, 
including Rev 2 to Procedure TOPRP, "Turbine Overspeed 
Protection..." & proprietary RCS flow measurement 
uncertainty. Measurements withheld <ref 10CFR2. 790). 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/04/06. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 22984:190. 24X Fiche: 50-000, 84/04/06, 84041 10299. 


— 8404110303 Authorizes use of end 761201 affidavit re withholding 
proprietary Westinghouse info from public disclosure. 

WIESEMANN.R. A Westinohouse Electric Corp. 84/04/03. DENTON, H. R. 
Office of Nurlea" Rwr,!- r. i- orio.., Director. 85pp. '22984:192. 

24X Fiche: 5D-00D /C6, 


— 8404110309 Rev 2 to Procedure TDPRP, "Turbine Overspeed Protection 
Reliability Program." 

ROB INSON, W. R. Standardized Nuclear Unit Pouer Plant System. 
84/03/16, 15pp. 22984:277, 24X Fiche : 50-000- 84/04/06. 8404110299 


8404120149 Forwards "Primary Reactor Containment Structural Integrity 
Test Si Integrated Le.'=»k,a''p Pate Test, " Jan 1984 final rept. 

SCHNELL. D.F. Unnn EIll-t-'l; Co. 84/04/09. DENTON, H. R, Office of 
Nuclear Reatton Regulation. Di'^ector. 3pp, 24021:299. 24X 

Fiche: 50--'53. 34 ■04/C=v. fi*:'','-’* '.7C 1 ^9 i 


— 8404120151 "Primary Reactor Containment Structural Integrity Test & 
Integrated Leakage Rate Test," Jan 1984 final rept. 

♦ Bechtel Corp. 84/01/31. 174pp 24021:302. 24X 

Fiche: 50-483, 84/04/09, 8404120149. 


8404120330 Forwards marked-up draft Tech Specs resolved since final 
draft, mar ked-up draft specs appealed it marked-up draft 
unresolved specs re reactor coolant radiation level 
instrumentation it boron injection tank, per NRC 840308 ltr. 

SCHNELL, D.F. Union Electric Co. 84/04/09, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. I85pp. 24016:199. 24X 

Fiche : 50-483, 84/04/09, 8404120330. 


8404130164 Responds to 840402 request for addl justification for 
instrument channel errors greater than 1 psi for containment 
pressure instruments at f ac i 1 i ti es. Inf o for Callaway 
provided in 840323 submittal. Wolf Creek info forthcoming. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/04/09. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. Ip. 24030: 345. 24X Fiche: 50-000, 84/04/09, 8404130164. 


8404160048 Forwards revised page of std plant FSAR it ASME Section XI 
Paragraphs IWA-4400Cb) IWA-4500<b) re steam generator 

leakage test following plugging of certain tubes. Change will 
be included in Rev IS to FSAR 

SCHNELL, D.F. Union Electric Co, 84/04/09. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. 5pp. 24043:277. 24X 

Fiche ; 50-4B3, 84/04/09, S4O416004B. 
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8404160087 Forwards addl info & evaluation summarg of environ 
qualification of ASCO solenoid valves described in Board 
Notification 83-128A. Doc umentati on currently in files 
acceptable. 

PETRICK/N. A. Standardized Nuclear Unit Power Plant System. 
84/04/11. DENTON, H. R. Office of Nuclear Reactor Regulation^ 
Director. 4pp. 24040:051. 24X Fiche; 50-000, 84/04/11, 8404160037. 


8404270020 Advises that revised process control program dtd 840228 
acceptable. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/04/12. SCHNELL, D. F. Union 

Electric Co. 3pp. 24223:265. 24X Fiche; 50-483, 84/04/12, 8404270020. 


8404170372 Submits final response to Generic Ltr S3-10C & D, 
Implementation of Rev 1 to emergency response g u i de 1 ines, u/ 
reactor coolant pump trip setpoint spec if ied, wi 1 1 resolve 
all issues re automatic tripping of reactor coolant pumps. 
PETRICK,N. A. Standardized Nuclear Unit Power Plant System. 
84/04/13. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 24060 112. 24X Fiche: 50-000, 84/04/13. 8404170372. 


8404180361 Forwards proprietary 8, nonproprietary Westinghouse 
interconnecting wiring diagrams process control block 
diagrams associated w/pressur i zer pressure input. Proprietary 
info withheld (ref 10CFR2. 790), 

PETRICK.N. A. Standardized Nuclear Unit Power Plant System. 
84/04/16. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24072:053. 24X Fiche: 50-000, 84/04/16, 8404180361. 


— 8404180366 Application for withholding proprietary Westinghouse 
interconnecting wiring diagrams 8< process control block 
diagrams associated w/p res sun zer pressure input (ref 
10CFR2. 790). W/aff idavit, 

WIESEMANN, R. A. West* - : ^ c, nr EVct-ic Corp. 84/04/11. DENTON, H. R. 
Office of Nuclea- F o - la'.'.o:'. Director. 29pp. 24072:055. 

24X Fiche: 50-000, 84/04/16, 8404180361. 


8404200266 Forwards FSAR page changes that will be formally 
implemented in Rev 15, me r eas ing diesel generator start 
time to 12 s. 

PETRICK.N. A. Standardized Nuclear Unit Power Plant System, 
84/04/17, DENTON, H R. Office of Nuclear Reactor Regulation, 
Director. 31pp. 24116 062 24X Fiche: 50-000, 84/04/17, 8404200266. 


8404200313 Forwards errata to Rev 2 to offsite dose calculation 
manual S< "Comparison of Callaway Plant Offsite Dose 
Calculations for Routine Effluents, " per 840416 telcon. 

SCHNELL, D.F. Union Electric Co. 84/04/17. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 24115:069. 24X 

Fiche: 50-483,94/04/17, 8404200313. 


— 8404200316 "Comparison of Callaway Plant Offsite Dose Calculations for 
Routine Effluents." 

RODDY, F.M., BELL, U. H, Bechtel Corp. 84/03/22. 34pp. 24115:075. 

24X Fiche; 50-483, 84/04/17, 8404200313, 


8404230226 Responds to question re precipitation of boron in boron 
injection tank S< associated piping, per Reactor Sys Branch 
840413 meeting No provisions made to flush lines used during 
immediate borate, Norma 1 charging path would be used. 

PETRICK.N. A. Standardized Nuclear Unit Power Plant System. 
84/04/17, DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24152,033. 24X Fiche: 50-000, 84/04/17, 8404230226. 


8404300332 Forwards request for addl info to complete review of Tech 
Specs. In order to support licensing schedul e, inf o needed 
within 7 days of ltr date. 

YOUNGBLOOD, B, Licensing Branch 1. 84/04/17. SCHNELL, D. F. Union 

Electric Co, KOESTER, G L. Kansas Gas & Electric Co. 15pp. 
24253:121. 24X Fiche : 50-000, 84/04/17, 8404300332. 


8404270094 Forwards responses to Instrumentation 8< Control Sys Branch 
questions on Tech Specs, per 840417 request, 

PETRICK,N. A Standardized Nuclear Unit Power Plant System. 

84/04/23. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 14pp. 24218,324. 24X Fi ch e ; 50-000, 84/04/23, 8404270094. 


8404270101 Submits agreements reached per 840410 telcon & 840413 
meeting re requested changes to STS allowing use of RHR 
suction relief valves for cold overpressure protection in 
Modes 4,5 it 6. 

P£TRICK,N. A. Standardized Nuclear Unit Power Plant System. 
84/04/23. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24216:047, 24X Fiche: 50-000, 84/04/23, 8404270101. 


8404270103 Forwards addl info re comparison of SNUPPS ECCS evaluation 
model to recent 1981 evaluation model, in connection w/840417 
ltr on proposed rev of emergency diesel generator start 
time from 10 s to 12 s. 

PETRICK,N, A. Standardized Nuclear Unit Power Plant System. 

84/04/23. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 4pp. 24218:064. 24X Fiche: 50-000, 84/04/23, 8404270103. 


8404300010 Forwards FSAR page indicating specific rev to Test S-03BB08 
which will be documented in Wolf Creek site addendum. 

Preoperational test program being modified since tests 
duplicated following fuel loading. 

PETRICK,N. A. Standardized Nuclear Unit Power Plant System. 

84/04/25. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 4pp. 24228:079. 24X Fi che; 50-000, 84/04/25, 8404300010. 


8404300041 Submits detailed explanation of administrative controls 
mentioned in SNUPPS 840423 Itp re RHR suction valve position 
verification, in response to NRC request. 

PETRICKiN. A. Standardized Nuclear Unit Power Plant System. 
84/04/26. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. Ip. 24225:129. 24X Fiche: 50-000, 84/04/26, 8404300041. 


E. NRC Safety Evaluation Report (SER), suppls correspondence 


8404110319 Forwards IE Insp Rept 50-483/83-32 on 831201-840215 & notice 
of violation. 

KNQP.R. C. Region 3, Office of Director. 84/03/21. SCHNELL, D. F. 
Union Electric Co. 2pp. 22985:127, 24X Fiche: 50-483, 84/03/21, 

8404110319, 


— 8404110328 IE Insp Rept 50-483/83-32 on 831201-840215. Violation noted: 
failure to establish environ conditions to meet acceptance 
criteria for PAL02 pump test. 

little, B.H., KONKLIN, J. E. Regions, Office of Director. 84/03/14. 
13pp. 22985:131. 24X Fiche: 50-483, 84/03/21, 8404110319. 


8404190346 Commits to use of six crew shift manning schedule per SER. 
New schedule eliminates relief wk,but maintains training wk. 

Change expected by Oct or Nov, 

SCHNELL, D. F. Union Electric Co. 84/04/13. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 24096:237. 24X 

Fiche: 50-483. 84/04/13, 8404190346. 


8404270142 Forwards Rev 0 to Procedure EDP-ZZ-00005, "Assessing Core 
Damage, " re capability of post-accident sampling sys to 
meet NUREG-0737, Item 11. B. 3 criteria per SSER 4. Deletion of 
license conditions re post-accident sampling requested. 

PETRICK.N. A. Standardized Nuclear Unit Power Plant System. 
84/04/24. DENTON, H.R. Office of Nuclear Reac^tor Regulation, 
Director. 2pp. 24215:054. 24X Fiche; 50-000, 84/04/24, 8404270142. 


— 8404270150 Rev 0 to Procedure EDP-ZZ-00005, "Assessing Core Damage, " 
BRYANT, K. Standardized Nuclear Unit Power Plant System. 84/04/10. 
35pp. 24215:056, 24X Fic h e : 50-000, 84/04/24, 8404270142. 


F. Security, medical, emergency fire protection plans 


8404050250 Revised emergency plan implementing procedures, including: 
Rev 3 to ElP-22-00201, "Notifications," Rev 1 to 
EIP-22-00241, "Field Monitoring Activities & Assessment" ?k 
Rev 3 to EIP-22-0021 li "Operational Support Ctr Operations. " 
GRUNDSTROM, R. Union Electric Co. 84/03/19. 85pp. 22896:147. 24X 

Fiche: 50-483, 84/03/19, 8404050250. 


8404050312 Revised emergency plan implementing procedures, including 
Procedure EIP-22-00240 re technical support ctr operations 
8< Procedure EIP-22-C0010 re duties of corporate emergency 
or gani ration. W/S40320 transmittal. 

MOSELIUS, R. M. Union Electric Co. 84/03/20. 9pp. 22904:097. 24X 

Fiche; 50-483, 84/03/20, 8404050312. 


8404020081 Revised emergency plan implementing procedures, including Rev 
0 to EIP-ZZ-00502< "Callout of Interim Emergency Operations 
Facility Organi zati on" Rev 1 to ElP-ZZ-COOlO, "Emergency 
Operations Facility Operations." 

KANYO, J. P. Union Electric Co. 84/03/23. 23pp. 22838:236. 24X 

Fiche: 50-483, 84/03/23,8404020081. 


8404030136 Retracts 831222 request for exception to emergency 
operations facility activation time recommendation, since Rev 
7 to radiological emergency response plan includes provision 
for formation of interim organi zation. 

SCHNELL. D.F. Union Electric Co. 84/03/23. DEYOUNG. R. C. Director's 
Office, Office of Inspection and Enforcement, Ip. 22849:349. 24X 

Fiche: 50-483. 84/03/23. 8404030136. 


8404030341 Forwards "Interim Findings of Adequacy of Radiological 
Emergency Response Planning by State it Local Govts at 
Callaway Nuclear Power Plant," it State of MO 740308 ltr. 

State of MO will complete corrective actions by 840519. 

KRIMM, R.W. Federal Emergency Management Agency. 84/03/27. 

JORDAN, E. L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 2pp. 22872:147. 24X Fiche: S0-4B3, 84/03/27, 

8404030341. 
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— 8404030342 "Interim Findings of Adequacy of Radiological Emergency 
Response Planning by State & Local Govts at Callaway Nuclear 
Power Plant, " 

* Federal Emergency Management Agency. 83/12/13 lApp. 
22872:149. 24X F i c h e : 50-483, 84/03/27. 8404030341 . 


8404030175 Forwards IE Physical Protection Insp Rept 50-483/84-07 on 
840305-06. No noncompliance noted. 

HIND, J. A. Region 3, Office of Director. 84/03/28. SCHNELL, D. F. 
Union Electric Co. 2pp. 22853:052. 24X Fiche: 50-483, 84/03/28, 

8404030175, 


— 8404030181 IE Physical Protection Insp Rept 50-483/84-07 on 840305-06. 
No noncompliance noted. Major areas inspec ted ; schedule for 
implementing security program & testing security equipment. 

Details withheld (ref 10CFR73. 21). 

PIRTLE, G.L, / CREED, J.R. Region 3, Office of Director, 84/03/28. 

Ip, 22853:054, 24X Fi c h e : 50-483, 84/03/28, 8404030175. 


8404050146 Pages 4-11 of Rev 3 to Emergency Plan Implementing Procedure 
EIP-ZZ-00201. W/840330 transmittal memo. 

KANYO, U. P. Union Electric Co. 84/03/30. 10pp. 22904:061. 24X 

Fiche: 50-483, 84/03/30, 8404050146. 


8404090390 Index to plant security dept procedure. W/840402 transmittal 
receipt form 

« Union Electric Co. 84/04/02. 3pp. 22941:038. 24X 

Fiche: 50-483, 94/04/02- 8404090390. 


8404120271 Forwards SALP Rept 50-483/84-08 for Oct 1982 - Nov 1983. 
Overall performance satisfactory program adequately 
implemented, 

KEPPLER,J. G. Region 3, Office of Director. 34/04/06. SCHNELL, D. F. 
Union Electric Co. 2pp 24012:039, 24X F ich e; 50-483, 84/04/06, 

8404120271. 


—8404120275 SALP Rept 50-483/84-08 for Oct 1982 - Nov 1933. Overall 
performance acceptable. 

•<* Region 3, Office of Director. 84/04/06. 29pp. 24012:041. 24X 

Fiche: 50-483, 84/04/06, 8404120271. 


— 8404120277 Comments on SALP Rept 4 S< emergency preparedness, e xperience 
level of operating staff & preservation of plant equipment. 

Licensee will continue to insure quality performance during 
facility transition. 

SCHNELL, D.F. Union Electric Co. 84/03/16. HIND, U. A. Division of 
Radiological St Materials Safety Programs. 3pp. 24012:070. 24X 

Fiche: 50-483, 84/04/06, 8404120271. 


8404170433 Ack receipt of 840406 Itr informing NRC of steps taken to 
correct areas noted in IE Emergency Preparedness Appraisal 
Rept 50-483/84-02, Acceptability of corrective actions 
contingent upon demonstration of notification sys. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/12 
SCHNELL, D.F. Union Electric Co. 2pp. 24054:254. 24X 

Fiche: 50-483, 84/04/12, 8404170433. 


— S40417043'7 Responds to NRC 840306 Itr re findings from IE Emergency 
Preparedness Appraisal Rept 50-483/84-02, Survei 1 lance test 
procedure for technical support ctr emergency ventilation 
sys completed. 

SCHNELL, D.F. Union Electric Co. 84/04/06. PAPER lELLO, C, U. 
Region 3, Office of Director. 24pp. 24054:256, 24X 

Fiche; 50-483, 84/04/12, 8404170433. 


— 8404170446 Confirms understanding that FEMA will be notified on or 
before 840421, when facility remedial alert ?k notification 
exercise can be conducted. 

CARROLL, M. Federal Emergency Management Agency. 84/03/26. 

PLOSKI, T. NRC - No Detailed Affiliation Given. RICE, R. Missouri, 
State of, STILLER, M. A. Federal E-e-gcncy Management Agency. Ip. 
24054:280. 24X Fiche: 50-483, 84/C-/:2. E*C4170433. 


8404260378 Forwards FEMA 831213 interim finding# on adequacy of offsite 
p lanning, FEMA Region VII regional assessment committee 
has several concerns w/plan. Util should coordinate efforts 
w/state 8c local authorities. 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/04/13. SCHNELL, D. F. Union 

Electric Co. 3pp. 24220:339. 24X Fiche: 50-483, 84/04/13, 8404260378. 


8404260075 Rev 0 to Emergency Plan Implementing Procedure EIP~2Z“A0022, 
■ *1 Maint Procedure." W/840420 controlled document 

Ipt form & emergency plan implementing 

.ectric Co. 84/04/19. 11pp. 24210:155. 24X 

'19,8404260075. 


G. Adjudicatory correspondence 


8404230009 Notice of appearance of LC Green 8< withdrawal of KM 
Chackes as counsel for interyenors. Cert if ic ate of Svc end. 
green, L. C. Joint Interveners - Callaway. CHACKES, K. M. Chackes 8e 
Hoare. DSB 707. 84/04/18. 3pp. 24153:336. 24X 

Fiche; 50-483, 84/04/18, 8404230009. 


8404230046 Motion for leave to file supplemental contention re 
financial qualif ication of applicant to construct & operate 
facility. Certificate of Svc end. 

GREEN, L.C. Joint Interveners - Callaway. GREEN, L. C. Green, 
Hennings & Henry, DSB 706. 84/04/18. NRC - No Detailed 

Affiliation Given. 5pp. 24153:039. 24X Fiche; 50-483, 84/04/lS, 

8404230046. 


— 8404230050 Supplemental contention re applicant financial qualification 
to construct 8< operate f ac i 1 i t y . Certi f i ca te of Svc end. 

GREEN, L. C. Joint Interveners - Callaway. GREEN, L. C. Green, 

Hennings S< Henry. 84/04/18. NRC - No Detailed Affiliation 
Given. 12pp. 24153:044. 24X Fiche: 50-483. 84/04/18, 8404230046. 


J. Insurance & indemnity information 


8404030161 Forwards Endorsement 16 to NELIA Policy NF-264. 

BUCKLES, J. A. Marsh McLennan, Inc. 84/03/22. SALTZMAN, J. 
Assistant Director for State & Licensee Relations. 2pp. 22353: 109. 
24X Fiche: 50-483, 84/03/22, 8404030161. 


Q. Inspection reports, IE Bulletins & correspondence 


8404110319 Forwards IE Insp Rept 50-483/83-32 on 831201-840215 & notice 
of violation. 

KNOP.R. C. Region 3, Office of Director. 84/03/21. SCHNELL, D. F. 
Union Electric Co. 2pp. 22985:127. 24X F iche : 50-483, 84/03/21 , 

8404110319. 


— 8404110322 Notice of violation from insp on 831201-840215. 
KNOP.R. C. Region 3, Office of Director. 84/03/21. 2pp. 
22985:129. 24X Fi c h e ; 50-483, 84/03/21 , 84041 10319. 


— 8404110328 IE Insp Rept 50-483/83-32 on 831 201-84021 5. Vi olati on noted: 
failure to establish environ conditions to meet acceptance 
criteria for PAL02 pump test. 

LITTLE, B.H., KONKLIN, J. E, Region 3, Office of Director. 84/03/14. 
13pp. 22985:131. 24X Fiche: 50-483, 84/03/21, 8404110319. 


8404090194 Responds to IE Bulletin 83-07 advising CP holders of 
deficiencies w/various matls furnished by Ray Miller, Inc. 

Essential svc water sys self— cleaning strainers only matl 
furnished by Ray Mi 1 1 er, I nc. Stra iners can be used ui/o mods. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System, 84/03/23. 

KEPPLER, J, G. , COLLINS, J.T. Region 3, Office of Director. 2pp. 

22940: 105. 24X Fiche; 50-000, 84/03/23, 8^04090194. 


8404110270 Forwards IE Insp Rept 50-483/84-06 on 840123-0203. No 
noncomp 1 iance identified. 

LITTLE, W.S. Region 3, Office of Director. 84/03/26. SCHNELL, D, F. 
Union Electric Co. 2pp. 22990:012. 24X F i ch e : 50-483, 84/03/26, 

8404110270. 


— 8404110282 IE Insp Rept 50-483/84-06 on 840 123-0203. No noncompliance 
identified. Major areas inspected : review of licensee as-built 
program !< installation of electrical 8c instrumentation 
equipment to as-built drawings. 

MENDEZ, R., OAUTAM, A. , WILLIAMS, C. C. Region 3, Office of Director. 
84/03/20. 13pp. 22990:014. 24X Fiche: 50-483, 84/03/26, 84041 10270. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end . 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co, of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York. Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


B404030175 Forwards IE Physical Protection Insp Rept 50-483/84-07 on 
840305-06. No none omp 1 ianc e noted. 

HIND,J. A. Region 3, Office of Director. 84/03/28. SCHNELL. D. F. 
Union Electric Co. 2pp. 22853:052. 24X Fiche: 50-483, 84/03/20, 

8404030175, 
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— 8404030181 IE Physical Protection Insp Rept 50-483/84-07 on 840305-06. 
No noncompliance noted. Major areas inspec ted : schedule for 
implementing security program testing security equipment. 

Details mithheld (ref 10CFR73. 21). 

PIRTLE, G. L. . CREED, J.R. Region 3, Office of Director. 84/03/28. 

Ip. 22853:054. 24X Pi c h e : 50-433, 84/03/28, 8404030175. 


8404090208 Submits final response to IE Bulletin 83-08 re application 
operation of electric circuit breakers u/undervoltage trip 
attachments in saf ety-related functions other than reactor 
trip breakers. Neither plant utilizes subj breakers. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 84/03/28. 

KEPPLERiJ. 0. Region 3, Office of Director. COLLINS, J. T, Region 4, 
Office of Director. 2pp. 22940:095. 24X Fi che; 50-000, 84/03/28, 

8404090208. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fi c h e : 50-000. 84/03/29, 8403140247. 


8404130224 Forwards IE Insp Rept 50-483/84-12 on 840319-20, No 
noncompliance noted. 

PAPERIELLO.C J, Region 3, Office of Director. 84/03/30, 
SCHNELL, D, F. Union Electric Co. 2pp. 24029:144. 24X 

Fiche: 50-483, 84/03/30, 8404130224. 


—8404130226 IE Insp Rept 50-483/84-12 on 840319-20, No noncompliance or 
deviations noted Major areas inspec ted : 1 i censee actions in 
response to findings identified during previous insps & 
review of environ monitoring requirements. 

JANUSKA, A G, , SCHUMACHER, M. C, Region 3. Office of Director. 
84/03/30 5pp. 24029:146, 24X Fiche; 50-483, 84/03/30, 8404130224. 


8404170047 Forwards IE Insp Rept 50-483/84-04 on 840130-0309 & notice 
of violation. 

WALKER, R. D. Region 3, Office of Director 84/04/03. SCHNELL, D, F. 
Union Electric Co. 2pp, 24051:062. 24X Fiche: 50-483, 84/04/03. 

S404170047, 


— 8404170051 Notice of violation from insp on 840130-0309, 

WALKER. R.D. Region 3, Office of Director. 84/04/03. 2pp. 
24051:064. 24X Fic h e : 50-483. 84/04/03. 8404170047. 


— 8404170055 IE Insp Rept 50-483/84-04 on 840 130-0309. Noncomp 1 iance 
noted: test results package for Preoperati onal Test CS-03BB13 
reviewed ?< approved w/o specified acceptance criteria for 
leak integrity of POPUs 

WQHLD.P.R. , ENG,P.L. , FARBER.M. J. Region 3, Office of Director. 
84/04/03. 10pp. 24051:066, 24X Fiche: 50-483. 84/04/03, 8404170047. 


8404200073 Summary of 840125 meeting u/uti 1. Westinghouse, PSC of State 
of MO Aptech Engineering re preservice insp program. 

O •CONNOR, P. , HOLONICH, J Licensing Branch 1. 04/04/03. Licensing 

Branch 1. 6pp. 24156 357. 24X Fiche: 50-000, 84/04/03. 8404200073. 


8404090223 Ac k receipt of 840322 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-483/84-01. 

WALKER, R. D. Region 3, Office of Director, 84/04/04. SCHNELL, D. F. 
Union Electric Co. Ip 22940:161, 24X Fi che: 50-483. 84/04/04, 

8404090223. 


— 8404090225 Responds to NRC 840222 Itr re violations noted in IE Insp 
Rept 50-483/84-01. Corrective ac ti ons; eval uation of 
requirement to test spent fuel pool cooling antisiphon 
feature conducted by AE (Bechtel Corp). Design adequate. 

SCHNELL, D.F. Union Electric Co. 84/03/2?. STREETER, U. F. Region 
3, Office of Director, 5pp. 22940:162, 24X Fiche: 50-483, 

84/04/04, 8404090223, 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cat i on of Individuals 
to Use Respiratory Protective Devices." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness !< Engineering 
Response (Post B30103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche- 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York. Inc. 103pp. 24066:164. 24X Fiche : 50-000, 84/04/05, 0403140263. 


8404120271 Forwards SALP Rept 50-483/84-03 for Oct 1982 - Nov 1933. 
Overall performance satisfactory program adequately 
imp lemented. 

KEPPLER, J.G. Region 3, Office of Director. 84/04/06. SCHNELL, D. F. 
Union Electric Co. 2pp. 24012:039. 24X F i che : 50-483, 04/04/06. 

8404120271. 


— 8404120275 SALP Rept 50-483/84-08 for Jet 1982 - Nov 1983. Overall 
performance acceptable. 

* Region 3. Office of Director, 84/04/06. 29pp. 24012:041. 24X 

Fiche: 50-433. 84/04/06, 8404120271, 


— 8404120277 Comments on SALP Rept 4 emergency preparedness, e xperience 
level of operating staff S; preservation of plant equipment. 

Licensee will continue to insure quality performance during 
facility transition. 

SCHNELL, D. F. Union Electric Co. 84/03/16. HIND, J. A. Division of 
Radiological & Materials Safety Programs. 3pp 24012:070. 24X 

Fiche: 50-493, 84/04/06, 8404120271, 


8404230217 Forwards IE Insp Rept 50-483/83-33 on 831206-840315. No 
noncamp 1 ianc e noted, 

WARNICK, R. F, Region 3, Office of Director. 84/04/06. SCHNELL, D. F, 
Union Electric Co. 2pp, 24152:044. 24X Fiche: 50-483, 84/04/06, 

8404230217. 


— 8404230222 IE Insp Rept 50-483/83-33 on 831 206-840315. No noncompliance 
or deviations noted. Major areas inspected ; 1 icensee action on 
previously identified items, items reported per 
10CFR50. 55(e), IE bulletins allegations, 

NEISLER, J. H. , FORNEY, W.L. Region 3, Office of Director, 84/04/04. 
9pp. 24152:046. 24X Fiche: 50-483, 84/04/06, 8404230217. 


8404130162 Forwards details in support of request for partial relief 
from preservice volumetric exam of four weldments in 
pressure vessel. 

SEIKEN, S. J, Standardized Nuclear Unit Power Plant System. 84/04/09. 

DENTON, H. R. Office of N'jclear Reactor Regulation, Director, 6pp. 
24030:267. 24X Fi c h e : 50-000, 84/04/09, 84041 30162. 


8404260003 Forwards IE Insp Rept 50-483/84-13 on 840306-23. No 
noncompliance noted. 

WARNICK, R.F. Region 3, Office of Director. 84/04/10. SCHNELL, D, F. 
Union Electric Co. 2pp 24208:229, 24X Fiche: 50-483, 84/04/10, 

8404260003. 


— 8404260004 IE Insp Rept 50-483/84-13 on 840306-23. No noncompliance 
or deviations noted. Major areas inspected : p lant manual 
procedures & administrative controls for compliance 
w/federal regulations ?■/, FBAR. 

BUNDY, H.F., FORNEY, W,L, Region 3, Office of Director. 84/04/05. 
4pp. 24203:231. 24X F i c h e : 50-483. 84/04/ 10, 8404260003. 


0404170433 Ac k receipt of 840406 Itr informing NRC of steps taken to 
correct areas noted in IE Emergency Preparedness Appraisal 
Rept 50-483/84-02. Acceptab i 1 ity of corrective actions 
contingent upon demonstration of notification sys, 

PAPERIELLO. C. J. Region 3, Office of Director, 84/04/12. 

SCHNELL, D.F. Union Electric Co, 2pp, 24054:254. 24X 

Fiche; 50-483, 04/04/12, 8404170433. 


— 8404170437 Responds to NRC 840306 Itr re findings from IE Emergency 
Preparedness Appraisal Rept 50-483/S4-02 Survei 1 lane e test 
procedure for technical support ctr emergency ventilation 
sys completed. 

SCHNELL, D.F. Un i on El e c tr i c Co. 84/04/06. PAPERIELLO, C. J. 
Region 3, Office of Director, 24pp. 24054:256. 24X 

Fiche: 50-483, 84/04/12, 8404170433. 


--8404170446 Confirms understanding that FEMA will be notified on or 
before 840421, when facility remedial alert notification 
exercise can be conducted, 

CARROLL, M. Federal Emergency Management Agency. 84/03/26. 
PLOSKI.T, NRC - No Detailed Affiliation Given, RICE.R Missouri, 
State of. STILLER, M. A. Federal Emergency Management Agency. Ip. 
24054:280. 24X Fi c h e : 50-483, 84/04/12, 8404170433. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements fay Moisture Density Gauge Licensees," Svc list 
enc 1 . 

GRACE, J. N. Division of GA, Safeguards Inspection Programs (Post 
S30103), 84/04/16, Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fxch e: 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE. J. N, Division o >■ GA, Safeguards «< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees," Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

e6pp. 24163:205. 24X Fi che: 50-000, 84/04/1 7, 8403140273. 
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S403140277 IE Info Notice 84-28» "Recent Serious Violations of NRC 
Req.uirements by Well Logging Licensees. " Svc list end. 

GRACEi J. N. Division of QAj Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York* Inc. 

89pp. 24163:292. 24X Fi ch e : 50-000* 84/04/1 7* 8403140277. 


8403140280 IE Info Notice 84—29* "GE Magne— Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237. 24X Fi c he: 50-000. 84/04/17* 8403140280. 


8403140284 IE Info Notice 84-30* "Di screpanc i es in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc 117pp. 24188:001. 24X Fic he: 50-000* 84/04/18* 8403140284. 


8403140286 IE Info Notice 84-31* "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethy lene— Prop y lene Rubber Seals 
Jk Seal Set. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. Ii7pp. 24188:119. 24X Fic he: 50-000* 84/04/18* 8403140286. 


8404130404 IE Info Notice 84-32* "Auxiliary Feedwater Sparger £< Pipe 
Hanger Damage. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York* Inc. ll?pp. 24195:343. 24X Fic he: 50-000* 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33. "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20* 8404160130. 


S4040902S4 Interim Deficiency Rept U-75 re potential Byron Jackson 
essential svc water pump degradation. Initia 1 ly reported on 
840302. Evaluation to verify pump performance continuing. 

Final rept will be submitted prior to fuel load. 

SCHNELL.D.F. Union Electric Co. 84/03/30. KEPPLER* J. (3. Region 3* 
Office of Director. Ip. 22943:046. 24X F i ch e ; 50-483* 84/03/30* 

8404090284. 


8404120137 Interim Deficiency Rept U-73 re undersized PORV relay. 
Deficiency considered gener i c . Fina 1 rept expected to be 
submitted by SNUPPS by 840413. 

SCHNELL.D.F. Union Electric Co. 84/04/04. KEPPLER* J. G. Region 3* 
Office of Director. Ip. 24014:356. 24X F i c h e : 50-000, 84/04/04* 

8404120137. 


8404120216 Final Deficiency Rept U-72 re penetration seal installation 
& insp. Initially reported on 840313. Reinsp Sk necessary 
repairs will be completed by 840422 on all silicone 
foam-filled wall S< floor penetrat ions. 

SCHNELL.D.F, Union Electric Co. 84/04/04. KEPPLER* J G. Region 3* 
Office of Director. 2pp. 24012:334. 24X Fiche: 50-483* 84/04/04* 

8404120216. 


8404170296 Part 21 rept re valve stem bushing found loose on valve 
stem* preventing governor valve from fully closing to control 
turbine. Bushing will be staked to lock in place if installed 
& replacement guides will be sent to customers. 

THEROUX* R.R. Terry Corp. 84/04/09. EBMETER* S. Region 1, Office of 
Director. 6pp. 24060:247. 24X Fiche- 50-000* 84/04/09, 8404170296. 


S40423020S Final Part 21 & Final Deficiency Rept U-SO re failure of 
containment cooling fans to remain in safeguards position 
following safety injection signal reset. Ini tial 1 y reported 
on 840403. Mod made to cooling fan control circuitry design. 
SCHNELL.D.F. Union Electric Co. 84/04/09. KEPPLER* J, G. Region 3* 
Office of Director. 2pp. 24155:047. 24X Fiche : 50-483* 84/04/09* 

8404230208. 


S. Reportable occurrences* LERs S< related correspondence 


8404170395 Final Deficiency Rept SDR 83-06 re check valves mfg by 
Anchor/Darling. Initially reported on 830323. Arrangements 
currently underway to correct* repair or rework eight valves 
at each site. Item reported per Part 21 by vendor on 830331. 

SEIKEN* S. J. Standardized Nuclear Unit Power Plant System. 83/04/20. 

KEPPLER.J. G. Region 3, Office of Director. COLLINS, J. T. Region 4, 
Office of Director. 2pp. 24062:182. 24X Fi ch e : 50-000* 83/04/20* 

8404170395. 


8404030435 Rev to final Significant Deficiency Rept SDR 83-07 re Type 
DS-416 reactor trip switchgear breakers mfg by Westinghouse. 
Replacement of undervoltage attachments for bypass breakers 
delayed until May 1984. 

SCHNELL.D.F. Union Electric Co. 84/03/20. KEPPLER* J. G, Region 3, 
Office of Director. 4pp. 22869:028. 24X Fiche; 50-483* 84/03/20* 

8404030435. 


8404030119 Final Deficiency Rept U-68 re emergency diesel generator 
keepwarm heater failure due to sticking check valve. 

Initially reported on 840222. Valve internals removed. 

SCHNELL.D.F. Union Electric Co. 84/03/23. KEPPLER* J. G. Region 3* 
Office of Director. 3pp. 22853:197. 24X Fiche: 50-483* 84/03/23, 

8404030119. 


8404090260 Final Deficiency Rept U-71 re induction of auxiliary boiler 
exhaust gases into control room. Initially reported on 
840224. CO/C02 monitors coupled u/smoke detector & human 
detection of malodors provides control room ventilation. 

SCHNELL.D.F, Union Electric Co, 84/03/28. KEPPLER* J. G. Region 3* 
Office of Director. 3pp. 22943:141. 24X Fiche: 50-483* 84/03/28* 

8404090260. 


8404090348 Final Deficiency Rept U-70 re emergency diesel generator B 
keepwarm lube oil pump PKJ03B mfg by Colt. Caused fay 
misalignment of rotors. Replacement parts obtained & proper 
alignment will be checked. Also reported per Par-fe 21, 

SCHNELL.D.F. Union Electric Co. 84/03/28. KEPPLER* J. G. Region 3* 
Office of Director. Ip. 22942:014, 24X Fiche: 50-483* 84/03/28* 

8404090348, 


8404090175 Final Significant Deficiency Rept SDR 83-13 re Litnitorque 
valve operator limit switch rotor matl. Limit switch rotors 
being replaced w/units fabricated from Fifarite matls. Unit 
replacement will be completed prior to commercial operation. 

SEIKEN* S, J. Standardized Nuclear Unit Power Plant System. 84/03/30. 

KEPPLER.J. G. Region 3. Office of Director. COLLINS* J. T. Region 4, 
Office of Director. 2pp. 22939:095. 24X Fiche: 50-000* 84/03/30* 

8404090175. 


8404190170 Interim Deficiency Rept U-78 re failure of Chemetron check 
valve during discharge testing of Ha Ion fire protection sys, 
Initially reported on 840319. Fa i 1 ure under evaluation. 

Defected valves being rep laced. Next rept by 840514. 

SCHNELL.D.F. Union Electric Co. 84/04/10. KEPPLER* J. G. Region 3, 
Office of Director. 2pp. 24100:231. 24X Fi c h e ; 50-483, 84/04/10, 

8404190170. 


8404230197 Final Deficiency Rept U-65 5< Part 21 rept re Gould 
containment cooling fan starter interlock f ai 1 ur e. In i tia 1 1 y 
reported on 831123. Interlocks cleaned & operated properly. 

Four replacement interlock mechanisms installed, 

SCHNELL.D.F. Union Electric Co. 84/04/10. KEPPLER.J. G. Region 3* 
Office of Director. 2pp, 24155:078, 24X Fi c h e : 50-483, 84/04/10* 

8404230197. 


8404190184 Final Deficiency Rept U-59 re inconsistent installation & 
insp of safety-related control valve accessories 8< HVAC 
instrumentation. Ini tial ly reported on 830727. Fa i 1 ure to 
prepare traveler packages not considered significant. 

SCHNELL.D.F, Union Electric Co. 84/04/11. KEPPLER* J. G, Region 3* 
Office of Director. 2pp. 24100:175. 24X Fi c he ; 50-483, 84/04/1 1 , 

8404190184, 


8404230168 Interim Deficiency Rept U-76 re Bettis actuator keying 
problem w/Fisher va 1 ves . In i t ia 1 1 y reported on 840315. Cause 
not determined. Insp incomplete pending vendor ana 1 y s i s. Final 
rept expected prior to fuel load, 

SCHNELL.D.F. Union Electric Co, 84/04/12 KEPPLER* J. G. Region 3* 
Office of Director. Ip, 24155:093. 24X F i c h e : 50-483* 84/04/12, 

8404230168. 


8404200067 Final Significant Deficiency Rept 84-03 re failures in 
control devices in RCS PORVs. Initially reported on 840302. 

Design mods developed to correct problem S* design drawings 
revised to reflect mods 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 84/04/13. 

KEPPLER* J. G. Region 3* Office of Director. COLLINS* J. T. Region 4* 
Office of Director, 6pp. 24118:152. 24X Fi ch e : 50-000, 84/04/13* 

8404200067. 


8404230220 Significant Deficiency Rept 84-03 re failures in control 
devices in RCS PORVs. In i t ia 1 1 y reported on 840302, Design 
change package issued to incorporate 15 amp fuses into PORV 
control circuit )k to add dc contactor, 

SEIKEN, S.J, Standardized Nuclear Unit Power Plant System, 84/04/13, 
KEPPLER.J. G. Region 3* Office of Director. COLLINS* J, T. Region 4^ 
Office of Director. 7pp 24152:035. 24X Fiche: 50-000* 84/04/13* 

8404230220. 



DOCKETED ITEMS 


403 


0404230233 Supplemental Deficiency Rept 84-01 re Gould/Rundel selector 
switch failures Initially reported on 84031 6. Fa i 1 ed switches 
returned to Gou 1 d . Caut i on flyers 8< QC sheets will be 
supplied ui/future shipments. 

SEIKENi S. J. Standardized Nuclear Unit Power Plant System. 84/04/13. 

(^iEPPLERi J. G. Region 3) Office of Director. COLLINS. J. T. Region 4. 
Office of Director. 2pp. 24152:055. 24X Fiche: 50-000, 84/04/13. 

8404230233. 


8404260045 Final Deficiency Rept SDR 84-02 re field run cables for 
solenoid valves. Initially reported on 84031 5. Des i gn changes 
implemented to replace field wiring w/qualified high temp 
wiring w/392 F rated i ns u 1 at i on. A1 so reported per Part 21. 

SEIIaEN. S. J. Standardized Nuclear Unit Power Plant System. 84/04/13. 

hEPPLER, J. G. Region 3. Office of Director. COLLINS, J. T, Region 4. 
Office of Director. 5pp 24210:073, 24X Fi c h e : 50-000, 84/04/ 13. 

S404260045. 


8404260230 Final deficiency rept re field run cables for Ualcor 
solenoid valves Initially reported on 84031 5, Des i gn changes 
implemented to replace field wiring u/qualified high temp 
wiring.Also reported by Bechtel per Part 21. 

SEII^EN. S. J. Standardized Nuclear Unit Power Plant System. 84/04/13. 

KEPPLER, U, G. Region 3, Office of Director. COLLINS, J. T. Region 4, 
Office of Director 5pp 24207:288. 24X Fiche: 50-000, 84/04/13, 

9404260230 


8404270162 Final Part 21 Deficiency Rept U-66 re Gould containment 
cooling fan starter coil failure. Initially reported on 
831 123. Caused by overvoltage of 130-volt diode incorporated 
in coils Diodes replaced ui/150-volt diode. 

SCHNELL.D. F. Union Electric Co. 84/04/13. KEPPLER- J.G. Region 3, 
Office of Director 2pp 24215.268, 24X Fi c h e : 50-483, 84/04/13. 

S404270162 


8404270198 Amended final Deficiency Rept U-72 re silicone foam 
penetration seal instalJation Sy insp.All seals will not be 
completed by 840422. Fire watch will be established at time 
of fuel load, 

SCHNELL.D. F, Union Electric Co, 84/04/18, KEPPLER, J.G, Region 3, 
Office of Director Ip 24215:292. 24X F i ch e : 50-483, 84/04/ 18, 

8404270198 


8404160150 Board Notification 84-076: provides info re Westinghouse 
reactor coolant pump seal potential for failure under loss 
of cooling conditions Info updates Board Notification 83-139 
S. AECL test results 

EISENHUT. D. 0. Di vi s i on d f L i c en s i ng , 84/04/19, PALLADINQ 

Commissioners, 2pp 24215:100. 24X Fiche : 50-000, 84/04/19, 

8404160150. 


— 8404270116 Reccmmend s board notification containing addl info re 
Westinghouse reactor coolant pump seal potential for failure 
under loss of cooling conditions. Info updates Board 
Notification 83-139 AECL test results, Svc list end. 

VOLLHER, R H. Division of Engineering. 84/04/06. EISENHUT, D. G. 
Division of Licensing 6pp 24215:102. 24X Fi c h e : 50-000, 

84/04/19, 8404160150 


8404250121 Supplemental Final Part 21 ?y final Deficiency Rept U-80 re 
failure of containment cooling fans to remain in safeguards 
position following safety injection signal reset. In i tia 1 1 y 
reported on 840403 Circuit modified. 

MEYER, B.L, Bechtel Corp, 84/04/20. DEYOUNG, R, Director's Office, 
Office of Inspection and Enforcement, 2pp 24192: 169. 24X 

Fiche: 50-483. 84/04/20, 8404250121. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees S< 
applicants for QLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds " Svc list end. 

EISENHUT, D. 0. Division of Licensing, 84/04/02. Consolidated 
Edison Co, of New York, Inc. 21pp. 24066:297. 24X 

Fiche; 50-000. 84/04/02, 8404020019. 


DOCKET STN-50-488 PERKINS NUCLEAR STATION, UNIT 1 


S. Reportable occurrences- LERs S', related correspondence 


B404170419 Updated Part 21 rept re failure of IEEE-323 qual if ication 
program of post-LOCA hydrogen recombiner component. Time 
delay relays jumper will be removed from relay contacts. 
EMPEYiD.C, Rockwell International Corp, 83/05/05. COLLINS, J. 
Region 4, Office of Director, 5pp, 24054:336, 24X 

Fiche; 50-000, 83/05/05, 8404170419, 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated teimp testing re qualification of ESG hydrogen 
recombiners. Specif 1 C magnet i c -on 1 y breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D.C. Rockwell International Corp. 83/05/27. COLLINS, J. 
Region 4, Office of Director. 5pp 24054:314 24X 

Fiche; 50-000, 83/05/27, 8404170440. 


8404170471 Part 21 rept re appropr lateness of use of Viton elastomer as 
seal matl in recombiner application, Viton seal issue not 
reportable per Part 21 Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D. C. Rockwell International Corp, 83/12/19, COLLINS, J. 

Region 4, Office of Director. 3pp 24059: 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471 


DOCKET STN-50-489 PERKINS NUCLEAR STATION, UNIT 2 


S. Reportable occurrences- LERs 8< related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qual if ication 
program of post-LOCA hydrogen recombiner c u mponent. Time 
delay relays •!< jumper will be removed from relay contacts. 

EMPEY, D.C. Rockwell Internet i onal Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director 5pp. 24054:336. 24X 

Fiche: 50-000, 83/05/05, 8404170419 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qualification of ESG hydrogen 
r ec omb i ner s . Sp ec i f i c mag net i c -ort 1 y breakers identified to 
replace ther-'c— i r •'""akprs 

EMPEY, D.C. Y".:. ,, I 1 I:-;. =! Corp. 83/05/27. COLLINS, J. 

Region 4, Office of Director. 5pp. 24054 314. 24X 

Fiche; 50-000, 83/05/27, 8404170440. 


8404170471 Part 21 rept ve appropr lateness of use of Viton elastomer as 
seal matl in recombinev ap p 1 i cat i on. Vi ton seal issue not 
reportable per Part 21 Insufficient data exists to 
d e, -non st rate full confidence in seals. 

EMPEY, D.C. Rockwell I nt er na t i ona 1 Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director, 3pp 24059: 109. 24X 

Fiche. 50-000, 83/12/19, 8404170471. 


DOCKET STN-50-490 PERKINS NUCLEAR STATION, UNIT 3 


S. Reportable occurrences, LERs related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner c omp onent. Time 
delay relays !y jumper will be removed from relay contacts. 

EMPEY, D. C. Rockwell International Corp, 83/05/05, COLLINS, J. 
Region 4, Office of Director, 5pp. 24054:336. 24X 

Fiche: 50-000, 83/05/05, 8404170419. 


8404170471 Part 21 rept re appropr lateness of use of Viton elastomer as 
seal matl in recombiner a p p 1 i cat i on. Vi ton seal issue not 
reportable per Part 21 Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D, C. Rockwell I n t e rna t i ona 1 Corp. 83/12/19. COLLINS. J. 

Region 4, Office of Director 3pp. 24059: 109, 24X 

Fiche: 50-000, 83/12/19, 8404170471 


DOCKET STN-50-491 CHEROKEE NUCLEAR STATION. UNIT 1 


S. Reportable occurrences, LERs related correspondence 


8404170419 Updated Part 21 rept re failure of 1EEE~323 qualification 
program of post-LOCA hydrogen recombiner component. Time 
delay relays 2< jumper will be removed from relay contacts. 

EMPEY, D. C, Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336, 24X 

Fiche: 50-000, 83/05/05, 8404170419, 


8404170440 Part 21 rept re circuit breaker failures during IEEE~323 
elevated temp testing re qualification of ESO hydrogen 
recomb iners. Spec if ic magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D. C. Rockwell Internationa 1 Corp, 83/05/27. COLLINS, J. 
Region 4, Office of Director, 5pp, 24054:314. 24X 

Fiche: 50-000, 83/05/27, 8404170440. 


8404170471 Part 21 rept re appropr lateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Viton seal issue not 
reportable per Part 21 Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D. C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp- 24059: 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 
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DOCKET STN-50-492 CHEROKEE NUCLEAR STATION. UNIT 2 


S. Reportable occurrences. LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner component. Time 
delay relays Z< jumper will be removed from relay contacts. 

EMPEY, D. C. Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche; 50-000, 83/05/05, 8404170419. 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qua 1 i f i c at i on of ESG hydrogen 
recombiners, Specif ic mag net i c-on 1 y breakers identified to 
replace thermo-magnetic breakers. 

EKPEY, D. C. Rockwell Internati onal Corp. 83/05/27. COLLINS, U- 
Region 4, Office of Director. 5pp. 24054:314. 24X 

Fiche; 50-000, 83/05/27, 8404170440. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner ap p 1 i cat i on. Viton seal issue not 
reportable per Part 21. Insufficient data exists to 
demonstrate full confidence in seals. 

ENPEY, D. C. Rockwell Internet i onal Corp, 83/12/19. COLLINS, U. 

Region 4, Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


DOCKET STN-50-493 CHEROKEE NUCLEAR STATION, UNIT 3 


S. Reportable occurrences, LERs 8< related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner comp onent. Time 
delay relays jumper will be removed from relay contacts. 

EMPEY, D. C, Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche; 50-000. 83/05/05, 8404170419. 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qualif ication of ESG hydrogen 
recombiners. Specif ic magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

EMPEY, D.C. Rockwell Interna t i ona I Corp. 83/05/27. COLLINS. J. 
Region 4, Office of Director. 5pp. 24054:314. 24X 

Fiche: 50-000, 83/05/27, 8404170440, 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Viton seal issue not 
reportable per Part 21, Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D.C, Rockwell International Corp. 83/12/19. COLLINS, U. 

Region 4, Office of Director. 3pp. 24059; 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


DOCKET 50-496 MONTAGUE NUCLEAR POWER STATION, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post S30103), 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. *’ Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 8301033. 04/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. I26pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York, Inc, 103pp. 24066:164. 24X Fi c he ; 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001, 24X Fi che; 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements fay Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103). 04/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205. 24X Fiche: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi c h e ; 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co, of New 

York. Inc, 129pp. 24188:237. 24X Fi c he : 50-000, 84/04/1 7, 84031 40280, 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8c Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:119, 24X Fi c he: 50-000, 84/04/18, 8403140286, 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Sc Pipe 
Hanger Damage." Svc list end 

JORDAN, £. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche; 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. ‘ of New 

York, Inc. 119pp. 24285:015. 24X Fi che; 50-000, 84/04/20, 8404160130. 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


Q. Inspection reports, IE Bulletins St correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fi r he: 50-000, 84/03/28, 8402090047, 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/28, Consolidated Edison Co. of Ne”w 

York, Inc. 85pp. 22892 145. 24X Fiche; 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. I26pp. 22892:231. 24X Fi c he: 50-000, 84/03/29, 84031 40247. 


8403140259 IE Info Notice 84-24, "Physical Qualif ication of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830T03), 84/04/05. Consolidated Edison Co, of New 

York, Inc, 149pp, 24X Fi ch e : 50-000, 84 /04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 0403140263. 
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8403140271 IE Info Notice 84-26. "Recent 
Requirements by Moisture Density Gauge 


Serious Violations of NRC 
Licensees. " Svc list 


enc 1 , 

GRACE.- J. N. Division of QA. Safeguards S- Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp. 24189- 001. 24X F i c h e ; 50-000. 84/04/ 1 6. 8403 140271 . 


8404030452 Documents util understanding of items discussed in 840301 
meeting in Houston. TX re engineering assurance program. 

Engineering assurance procedure manual end. „ 

GOLDBERG. J H Houston Lighting ''f Power Co. 84/03/29. KNIGHTON. G. 
Licensing Branch 3. 4pp, 22871:133. 24X Fi che : 50-498. 84/03/29, 

8404030452. 


8403140278 IE Info Notice 84-25. "Recent Serious Violations of NRC 
Requirements' by Radiography Licensees," Svc list end. 

GRACE, J. N, Division of QA. Safeguards & Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York. Inc, 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27. "Recent Serious Violations of NRC 
Requirements by Medical Licensees " Svc list end. 

grace. J. N. Division of QA, Safeguards 8-: Inspection Programs (Post 
830103) .84/04/17, Consolidated Edison Co, of New York. Inc. 

86pp. 24163:205, 24X F i c h e ■ 50-000. 84 /04/ 1 7, 8403 140273. 


— 8404030461 Rev 2 to Engineering Assurance Dept Procedure EAD-1, 
"Preparation ?< Control of Engineering Assurance Dept 
Pnocedures " 

■* Houst-- Fo. 84/02/01. 10pp. 22871:137. 24X 

Fiche: “ ■■ ' ' ' - '■ : '''452 . 


--S404030468 Rev 2 to Engineering Assurance Dept Procedure EAD-2. 
"Planning !■: Scheduling of Design Process Reviews & Technical 
Assessments." --v, 

* Houc^-rr "I Pn..iar Co 84/02/01. 8pp. 22871:147. 24X 

Fiche : 5C- --Tr- ■' ■' ' 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Lagging Licensees." Svc list end. 
grace, J. N. Division of QA. Safeguards S* Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York. Inc. 

89pp 24163:292 24X F i c h e : 50-000. 84/04 / 1 7, 8403 1 40277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN. E, L Division of Emergency Preparedness •?< Engineering 
Response (Post 830103) 84/04/17 Consolidated Edison Co. of New 

Y-ork. Inc, l29pp. 24188.237, 24X Fi i he : 50 - 000 , 84/04/17. 8403140230. 

8403140234 IE Info Notice 84-30. "Discrepancies in Recordkeeping 8. Matl 
Defects in Bahnson HVAC Units, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Rpsponse (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc 117pp. 24188,001. 24X Fi ( he : 50-000. 84/04/18. 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Eth y 1 ene-f' rop y 1 en e Rubber Seals 
& Seal Set " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inr. 117pp 24188.119, 24X Fi ( he ■ 50-000, 84/04/ 18, 8403140286 


8404130<104 IE Info Notice 84-32. "Auxili.'ary Feedwater Sparger Pipe 
Hanger Damage. " Svc list encl, 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/18 Consolidated Edison Co. of New 

York. Inc 119pp. 241®S-343 24X Fi r he , 50-000, 04/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Mam Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc 119pp. 24285' 015. 24X Fi c he : 50-000, 84/04/20, 8404160130. 


DOCKET STN-50-49S SOUTH TEXAS PROJECT, UNIT 1 


A. App 1 ication/construction stage documents correspondence 


8404030018 Responds to FQIA request for records re 830620 hearing 
before Subcommittee on Oversight Investigation Forwards 
documents listed in ap p . Doc uments also in PDR. Request fails 
to meet r eqi. i-ementc of 5USC552(a ) ( 3) . 

FELTON, J M I'M V I 1 0 r. of Rules and Records. 84/02/13. CHURCH, B. 
Government Accountability Project. Spp, 22087:007. 24X 

Fiche: 50-000, 84/02/13, 8404030018, 


— 8404030067 Requests data for Ofc of Inspector S< Auditor survey of NRC 
SA programs for nuclear power reactor Sy printouts for listed 
doc kets. 

BOULDEN, H Office of Inspector Auditor. 81/08/14. COBB.L. J. 
Director's Office, Office of Inspection and Enforcement, Ip. 
22888:020. 24 X Fiche 50-000,84/02/13,8404030018. 


8403210162 Ltr to all applicants for OLs full power authorizations 
summarizing 840126 meeting in Bethesda, MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews &; development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106 202. 24X Fi che: 50-000, 84/03/01, 8403210162 


— 8404030475 Rev 4 to Engineering Assurance Dept Procedure EAD-3, "Design 
Process Reviews Independent Technical Assessments." 

* Houston Lighting Power Co. 84/02/01. 8pp. 22871:155. 24X 

Fiche: 50-498, 84/03/29, 8404030452, 


— 8404030462 Rev 3 to Engineering Assurance Dept Procedure EAD-4, 
"Reporting of Design Process Review/Technical Assessment 
Results. " 

* Houston Lighting Power Co. 83/06/15. 6pp. 22871:163. 24X 

Fiche: 50-498, 84/03/29, 8404030452, 


— 8404030490 Rev 3 to Engineering Assurance Dept Procedure EAD-5, 
"Control of Design Process Review Assessment Records. " 

Houston Lighting ?.■. Power Co. 84/02/01. 4pp. 22871: 169. 24X 

Fiche: 50-498, 84/03/29, 8404030452. 


— 8404030504 Rev 1 to Engineering Assurance Dept Procedure EAD-6. 
"Contracting Administering Third-Party Design 
Assessments. " 

•S' Houston Lighting -?■, Power Co. 83/06/15. 9pp. 2c.871. 173. 24X 

Fiche: 50-498, 84/03/29, 8404030452, 


— 8404030513 Rev 2 to Engineering Assurance Dept Procedure EAD-7, 
"Reporting 8< Disposition of Action Items " 

* Houston Lighting Power Co. 84/02/01. 9pp. 22871:182, 24X 

Fiche: 50-498, 84/03/29. 8404030452, 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for QLs .5 holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc 20pp. 24066:264, 24X 

Fiche; 50-000, 84/04/04, 8404040256, 


8404250192 Notification of contract execution* Mod 2, to "Review of 
Tornado Missile PRA - South Texas Project," Contractor: NBS, 
UMBEL, D. Technical Assistance Contracts Branch. FIN B-8657. 
84/04/09 MATTSON, R V Division of Systems Integration (post 
811005), SINGH, R. K. NRC - No Detailed Affiliation Given. Ip. 
24214:037, 24X Fi c h e : 50-498, 84/04/09, 84042 50192, 


— 84C4250194 Mod 2, revising statement of work , e xtending period of 
performance for 4 months .5 increasing FY84 funds, to "Review 
of Tornado Missile PRA - South Texas Project, " 

SHREVE,D B, Commerce, Dept, of. National Bureau of Standards. 
SMITH. P. A. Division of Contracts, FIN B~S657. 84/04/09. 2pp. 

24214:038, 24X Fiche 50-498,84/04/09,8404250192. 


B4041S0167 Forwards final rept re control room design review, ad dressing 
NRC audit comments dtd 831031. 

GOLDBERG, J. H. Houston Lighting ?< Power Co. 84/04/12, NOVAK, T. M. 
Assistant Director for Licensing. 3pp. 24078; 106, 24X 

Fiche: 50-498, 84/04/12, 8404180167, 


8404180178 Rev 0 to "Control Room Design Revi ew; Imp lementation Plan 

«• *^Houstcn Lighting ?, Power Co. 83/03/28. 124pp. 24079:017. 24X 

Fiche: 50-498, 3'-/04/12, 8404180167, 

— 0404180184 Rev 0 to "Control Room Design Review;Sys Function h Task 
Analysis Validation Rept. " 

a Houston Lighting Power Co. 84/03/19. 400pp, 24078:110 24X 

Fiche: 50-498, 84/04/12, 8404180167. 


8404180074 Summary of 840,301 meeting w/util re engineering assurance 
program. 

VIETTI.A. Licensing Branch 3. 84/03/2/, Licensing Branch 3. 

7pp. 24106:326, 24X F i c h e • 50-498, 84/03/27, 84041 80074. 


0404180187 Rev 0 to "Control Room Design Review; Spec ial Studies Rept.’ 

* Houston Lighting Power Co. 84/03/30. 155pp, 24079:141, 24X 

Fiche: 50-498, 84/04/12, 8404180167. 


— 8404180196 Rev 0 to "Control Room Design Re vierw; Executive Summary." 

* Houston Lio'^tino Power Co. 84/02/27. 155pp. 24079:285. 24X 

Fiche; 50-^98. S4/G‘i/12, 8404180167. 
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--8404180210 Rev 0 to "Control Room Design Revi eui Control Room Survey 
Val idation Rept. " 

Houston Liahting S- Poiuer Co. 84/03/19. 40pp 24080:091. 24X 

Fiche: 50-498. 84/04/12, 8404180167. 


— 8404180216 Rev 1 to "Control Room Design Revi ewi Program Plan. " 

« Houston Lighting & Poit'er Co. 83/03/31. 150pp. 24080:131. 24X 

Fiche: 50-498, 84/04/12, 8404180167. 


— 8404180220 Rev 0 to "Control Room Design Revi eui; Operating Experience 
Reviem Validation Rept. " 

* Houston Lighting fy Power Co 84/03/07. 62pp. 24080:233. 24X 

Fiche: 50-498, 84/04/12, 8404180167. 


8404110497 Notice of ASLAB constitution. AS Ro sentha 1 , cha irman & 

WR Johnson ,!< CN Koh 1 , memb ers . Served on 840411. 

ROSENTHAL, A. S. , JOHNSON, W. R. , KOHL, C. N. Atomic Safety and Licensing 
Appeal Panel. DS13 445. 84/04/10, Ip. 22999:349. 24X 

Fiche; 50-498, 84/04/10, 8404110497. 


8404170146 Response opposing Citizens Concerned About Nuclear Power 
840329 motion for add I 90 days to prepare appeal from ASLB 
840314 partial initial d e c i s i on. Ex tens i on of 30 days would 
not delay proceeding. tJ/Cer t i f i ca t e of Svc. 

PERLIS, R. G. Hearing Branch 3. DSB 581. 84/04/12. Atomic Safety 

and Licensing Appeal Panel. 5pp 24051' 126. 24X 

Fiche: 50-498, 84/04/12, 8404170146. 


— 8404180225 Rev 0 to "Control Room Design Review* Operating Experience 
Review Rept. " 

* Houston Lighting Power Co, 83/03/25, 300pp. 24080:344. 24X 

Fiche; 50-498, 84/04/12, 8404180167. 


— 8404180231 Rev 2 to "Control Room Design Review; Criteria Rept. " 

w Houston Lighting Power Co, 84/03/27. 300pp. 24081; 181. 24X 

Fiche; 50-498, 84/04/12. 8404180167. 


— 8404180236 Rev 0 to "Control Room Design Re view; Annunc iator Study 
Rept. " 

Houston Lighting Power Co. 84/03/29. 400pp. 24082: 208. 24X 

Fiche: 50-498, 84/04/12, 8404180167. 


— 8404180242 Rev 0 to "Control Room Design Review; Sys Function tc Task 
Analysis Rept. " 

* Houston Lighting fy Power Co. 83/03/25. 800pp. 24083: 106. 24X 

Fiche: 50-498. 84/04/12, 8404180167. 


— 84041B'0246 "Control Room Design Review; Control Room Survey Rept, 

Vo Is 1-4. " 

# Houston Ligh-lrirg « “ower Co. 84/03/30. 1,800pp. 24084:290. 

24X Fiche; Li-;/.: : ,'12, 8404180167. 


F. Security, medical, emergency fire protection plans 


8404190477 Partial response to FQIA request for five categories of 
documents re May 1982 SALP board rept. Forwards listed 
documents. Documents also available in PDR. Review of 
remaining documents subj to request in progress. 

FELTON, J. M. Division of Rules and Records 84/03/05. SAMP, R. A. 
Shaw, Pittman, Potts it Trowbridge, Ip. 24125: 306. 24X 

Fiche: 50-498, 84/03/05, 8404190477. 


—8404190430 SALP Repts 50-498/81-37 50-499/81-37 for Jul 1980 - June 

1981, PS Jordan 820526 memo end. 

CROSSMA.N, W. A. Region 4, Office of Director. 82/04/29. 13pp. 

24125:307. 24X Fic h e : 50-498, 84/03/05, 8404190477. 


8404030087 Notifies of 840426 workshop in Arl ington, TX to discuss 
lessons learned from recent App R fire protection safe 
shutdown insps. Agenda end. 

COLLINS, J.T. Region 4, Office of Director 84/03/26. OPREA, G. W. 
H-si'stcn l-ig.^-tirc it “ower Co. 5pp. 22849:298. 24X 

.=■; .: -e 8-"-, C.'r,'26, -1404030087. 


8404170529 Response opposing Citizens Concerned About Nuclear Power 
(CCANP) motion for addl time to file appeal brief, CCANP 
motion should be denied due to failure to demonstrate good 
cause per 10CFR2. 71 1 . Cert i fi cate of Svc encl. 

NEWMAN, J. R. Houston Lighting ■?< Power Co. NEWMAN, J. R. Newman ik 
Holtzinger. DSB 597. 84/04/13. Atomic Safety and Licensing 

Appeal Panel. 14pp. 24068.110. 24X Fich e ; 50-498, 84/04/13, 

8404170529. 


8404170551 Response opposing Citizens Concerned About Nuclear Power 
840329 motion for addl discovery re NRC rept on 
saf ety-re 1 ated const activities & QA program. Certificate of 
Svc end. 

SILVERMAN, D. J. Houston Lighting Power Co. SILVERMAN, D. J. Newman 
& Holtzinger. DSB 596. 84/04/13. Atomic Safety and Licensing 

Board Panel. 7pp, 24068:134. 24X Fi c he : 50-498, 84/04/ 1 3. 3^0417055 l . 


8404190028 Order extending Citizens Concerned About Nuclear Power 
filing date for brief in support of appeal from ASLAB 
partial initial decision to 840622. Served on 840418. 

TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel. DSB 629. 
84/04/17. Citizens Concerned About Nudear Power, Inc. Ip. 
24104- 338. 24X Fiche: 50-498, 84/04/17, 8404190028 


8404230125 Response to Citizens Concerned About Nudear Power 840329 
motion for addl discovery re Phase II of proceeding to 
permit preparation of Issue B 1 i t i gat i on. Ru 1 ing should be 
deferred. Certificate of Svc end. Related correspondence. 

PERLIS, R. G, Hearing Branch 3. DSD 734. 84/04/19. Atomic Safety 

and Licensing Board Panel, 4pp. 24154:080. 24X 

Fiche: 50-498, 84/04/19, 8404230125. 


Q. Inspection reports, IE Bulletins it correspondence 


0404030366 Forwards IE Insp Repts 50-498/84-05 b 50-499/84-05 on 
840116-19. No violations or deviations noted. 

JOHNSOh4, E. H. Region 4, Office of Director. 84/02/13. OPREA, G. W. 
Houston Lighting St Power Co. 2pp. 22871:245, 24X 

Fiche; 50-498, 84/02/ 13. 8404030366. 


— 8404030368 IE Insp Repts 50-498/84-05 it 50-499/84-05 on 840116-19, No 
violations or deviations noted. Major areas insp ec t ed : c ons t 
ac tivities, includ ing review of procedures for welding 
safety-related piping 

GILBERT, L. D. , JAUDON, J. P. , CROSSMAN, W. A. Region 4, Office of 
Director. 84/02/10. 4pp. 22871:247. 24X Fi c he : 50-498, 84/02/1 3, 

8404030366. 


8404300016 Forwards Rev 2 to security personnel training it 
qualification plan. Rev withheld (ref 10CFR73. 21). 

GOLDBERG, J. H. Hour, ter '.ig^-ti-g i. “.iwer Co. 84/04/24 DENTON, H. 
Office of Nudear Rue:*,-,- ■"ey.latic-t, Director. 3pp. 24228:065. 
24X Fiche; 50-498, 8-' C ^ / 2-' . 04.-:0: " 1 6 


8404190077 FOIA request for documents re end IE Insp Repts 
50-498/79-13 & 50-499/79-33 on 790806-10. 

SAMP, R. A. Shaw, Pittman. Potts & Trowbridge. 84/02/14, FELTON, J. M, 
Division of Rules and Records. 2pp. 24122:229. 24X 

Fiche: 50-498, 84/02/14, 8404190077, 


G, Adjudicatory correspondence 


8404040183 Motion for add! discovery of 90 days re performance of QA/QC 
program. Certificate of Svc end. Related correspondence. 

SU4KIN, L. Citizens Concerned About Nudear Power, Inc. DSB 293, 
84/03/29. Atomic Safety and Licensing Board Panel, 3pp. 

22879: 205. 24X Fiche; 50-498, 84/03/29, 8404040183, 


8404110498 Motion for 90-day extension to file appeal brief responsive 
to ASLB 840314 Partial Initial Decision 79-421-07 re OL, 

Phase I. 

SINKIN, L. Citizens Concerned About Nudear Power, Inc. DSB 463. 
84/04/06. Atomic Safety and Licensing Appeal Panel. 5pp. 
22999:350. 24X Fiche: 50-498, 84/04/06, 84041 10498. 


— 8404110507 Motion for 90-day discovery period on performance of util, 
Bechtel it Ebasco since transition from Brown it Root to 
Bechtel it Ebasco. Cer ti ficate of Svc end. 

SINKIN, L, Citizens Concerned About Nudear Power, Inc. 84/03/29. 

Atomic Safety and Licensing Board Panel. 3pp, 22999:355. 24X 

Fiche; 50-498, 84/04/06, 8404110498. 


8404190474 FOIA request for documents re May 1902 SALP board rept. 

SAMP. R. A. Shaw, Pittman, Potts & Trowbridge. 84/02/14. FELTON, J. M. 

Division of Rules and Records. 2pp. 24125:304. 24X 

Fiche: 50-498, 04/02/14, 8404190474. 


8404190477 Partial response to FOIA request for five categories of 
documents re May 1982 SALP board rept, Forwards listed 
documents, Documents also available in PDR. Review of 
remaining documents subj to request in progress. 

FELTON. J.M. Division of Rules and Records. 04/03/05. SAMP, R A. 
Shaw, Pittman, Potts it Trowbridge. Ip. 24125:306. 24X 

Fiche: 50-498, 84/03/05, 8404190477. 


— 8404190480 SALP Repts 50-498/81-37 St 50-499/81-37 for Jul 1980 - June 
1981. PS Jordan 820526 memo end, 

CROSSMAN. W. A, , SEIDLE, W. C. Region 4, Office of Director. 

82/04/29. 13pp. 24125:307. 24X Fiche: 50-498, 84/03/05, 8404190477. 


— 8404190485 Advises that formal SALP review will be performed for 
current review period St mgt meeting will be held w/licensee 
in Aug or Sept 1981. Li censee progress in responding to 
Investigation 79-19 findings St show cause order acceptable. 
COLLINS, J.T. Region 4, Office of Director. 81/05/21. 

MOSELEY, N.C, Director's Office. 2pp. 24125:325. 24X 

Fiche: 50-498, 84/03/05, 8404190477. 
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— 8404190487 Discusses SALP revieiu improvements in QA program. Bechtel & 
Ebasco procedures now require that overdue corrective action 
items be escalated to higher mgt. 

OPREA^O. W. Houston Lighting & Power Co. 82/06/24. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 24125:327. 24X 

Fiche: 50-498, 84/03/05, 8404190477. 


B4041900SO Partial response to FOIA request for documents re IE Insp 
Repts 50-498/79-13 «< 50-499/79-13 on 790806-10. Forward s 
responses to similar requests. Documents available in PDR. 

W/o end. 

FELTON, J. M. Division of Rules and Records. 84/03/14, SAMP, R. A. 
Shaw, Pittman, Potts Trowbridge. Ip. 24111:284. 24X 

Fiche: 50-498, 84/03/14, 8404190080, 


8404190091 Final response to FOIA request for four categories of 
documents re insp of facility conducted on 790806-10. 

Forwards listed d oc ument s . Documents also placed in PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/19. SAMP, R. A. 
Shaw, Pittman, Potts & Trowbridge. Ip. 24111:285, 24X 

Fiche: 50-498, 84/03/19, 8404190091. 


— 8404190105 Argues that item of noncompliance in IE Insp Repts 
50-498/79-13 50-499/79-13 be classified as deficiency 

rather than as inf racti on. Insp plan end. 

HUBACEK, W. G. Region 4, Dallas, Office of the Director. 79/10/05. 

Region 4, Dallas, Office of the Director. 4pp. 24111:286. 24X 

Fiche: 50-498, 84/03/19, 8404190091. 


8404190121 Final response to FOIA request for five categories of 
documents re May 1982 SALP Board rept for Jul 1980 - June 
1981. Forwards listed d oc ument. Doc ument also placed in PDR. 

FELTON, J. M. Division of Rules and Records 84/03/19. SAMP, R. A. 
Shaw, Pittman, Potts 8t Trowbridge. Ip 24122:246. 24X 

Fiche: 50-498, 84/03/19, 8404190121. 


— 8404190128 Submits regional SALP rept for Jul 1980 to June 1981, 
consisting of overvi ew, 1 i c ensee performance evaluation, 
performance analysis !* supporting data & summaries. 

SEVFPITfK. V. Region 4, Dallas, Office of the Director (01/03/01). 
81/09/21. Region 4, Dallas, Office of the Director (81/03/01). 
15pp. 24122:247. 24X Fi c h e : 50-498, 84/03/ 19, 8404190121 . 


8404020031 Ac k receipt of 831007 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/83-17 S; 
50-499/83-17. Add 1 info re sys mods to be implemented for 
prevention of matl commingling requested. 

JOHNSON, E, H. Region 4, Office of Director. 84/03/23. OPREA, G. W. 
Houston Lighting J- Power Co Ip 22835:124. 24X 

Fiche: 50-498, 84/03/23, 8^04020031 


— 8404020035 Responds to NRC 830907 Itr re violations noted in IE Insp 
Repts 50-498/83-17 Zt 50-499/83-17. Correc t ive actions: Part A, 

Rev 4, Section 8 of QA program description revised to include 
c larif ication of requirements for matls identification. 

OPREA, G.W, Houston Li ghting Z>. Power Co. 83/10/07. COLLINS, J. T. 
Region 4, Office of Director. 4pp. 2283 5:125. 24X 

Fiche: 50-498, 84/03/23, 8404020031. 


8404020037 Ac k receipt of 840203 & 21 Itrs inforri-g NRC steps taken 
to correct violations noted in IE Insp Repts 5C--'-9‘3/.'aJ- 22 Xe 
50-499/83-22. Add 1 info re anchor bolt/embed evaluation 
program requested. 

JOHNSON, E.H. Region 4, Office of Director. 84/03/23. OPREA, G W. 
Houston Lighting & Power Co 2pp 22827:057. 24X 

Fiche: 50-498, 84/03/23, 8404020037. 


— B404020042 Responds to NRC 840105 Itr re violations noted in IE Insp 
Repts 50-498/83-22 50-499/83-22. Correc t i ve actions: fiel d 

fabrication of all anchor bolts & embed rods discontinued & 
enhanced matl program developed. 

OPREA. G.W. Houston Lighting S, Power Co. 84/02/21. COLLINS. J. T. 
Region 4, Office of Director. 13pp. 22827:059. 24X 

Fiche: 50-498, 84/03/23, 8404020037. 


' — 8404020048 Confirms that response to 840105 notice of violation 
contained in IE Insp Repts 50-498/83-22 & 50-499/83-22 will 
be submitted by 840221, per 8401-31 telcon. 

OPREA, G.W. Houston Lighting 8< Power Co, 84/02/03. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 22827:072. 24X 

Fiche: 50-498, 84/03/23, 8404020037, 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103), 84/03/28, Consolidated Edison Co, of New 

York, Inc, 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness 8i Engineering 
Response (Post 830103). 84/03/20. Consolidated Edison Co. of New 

York, Inc. 85pp. 22092:145. 24X Fiche: 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29, Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404260238 Forwards IE Insp Repts 50-498/84-02 i". 50-499/84-02 on 
840103-20 S< notice of violation. 

JOHNSON, E.H. Region 4, Office of Director. 84/03/29. OPREA, G. W. 
Houston Lighting Power Co. 2pp. 24203:029. 24X 

Fiche: 50-493, 84/03/29, 8404260238. 


— 8404260239 Notice of violation from insp on 840103-20. 

* Region 4, Office of Director. 84/03/29. Ip. 24203:031. 24X 

Fiche: 50-498, 84/03/29, 8404260238. 


— 8404260241 IE Insp Repts 50-498/84-02 & 50-499/84-02 on 840103-20. 
Violation identif i ed: ASME Code Class 2 inspected St accepted 
Weld CS2007FW0001 contained erroneously accepted zone of 
incomplete penetration. 

KERCH, H.W., HARRIS, R.H., CAMPBELL, R. M, Region 4, Office of 
Director. 84/02/23. 12pp. 24203:032. 24X Fiche : 50-498, 84/03/29, 

8404260238. 


8404060268 Forwards vendor insp repts for info 8< action. Repts identify 
concerns found by Vendor Program Branch during insps of 
vendor ac t i vi t i e s. S i gn i f i can ce of reported finding should 
be eva 1 uated . Ac k of receipt requested. W/o end. 

JOHNSON, E.H. Region 4, Office of Director, 84/04/02. OPREA. G. W. 
Houston Lighting 8< Power Co. 3pp. 22921:110. 24X 

Fiche: 50-498, 84/04/02. 8404060268. 


8404090248 Forwards vendor insp repts for info & action. Repts identify 
concerns found by Vendor Insp Branc h . Eval ua t i on of 
significance of quality St ac cep tab 1 i 1 ty of product or 
svc requested. W/o end. 

JOHNSON, E.H. Region 5, Office of Director. 84/04/03. OPREA, G. W, 
Houston Lighting 8< Power Co, 3pp. 22940:086. 24X 

Fiche: 50-498. 84/04/03, 8404090248. 


8403140259 IE Info Notice 84-24. "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fi c h e : 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif icatior Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sk Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066 164. 24X Fi c h e : 50-000, 84/04/05, 8403140263. 


8404170134 Notification of significant licensee meeting on 840510 
w/util at plant site to discuss SALP evaluation. 

* Region 4, Office of Director. 84/04/11, Region 4, Office of 
Director. 2pp. 24051:175, 24X Fi che : 50-498. 84/04/ 1 1, 8404170134. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co, of New York, Inc. 

86pp. 24189:001, 24X Fx che: 50-000, 84/04/1 6, 8403140271 , 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

GRACE, J. N. Division of GA, Safeguards «< Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140279. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list encl. 

GRACE, J. N. Division of GA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205, 24X Fi c h e : 50-000. 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292, 24X Fi che: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "QE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/17. Consolidated Edison Co. of New 

York. Inc. I29pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 
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8404240160 ForwardSi for info action, QA Program Insp Rept 
99900268/84-01, identi fy ing problems uj/QA program. Util revieui 
of rept luill be documented in future IE inop rept. 

JOHNSON, E.H. Region 4, Office of Director. 84/04/17. OPREA, G. W. 
Houston Lighting Pouier Co. Ip. 24164: 074. 24X 

Fiche: 50-498, 84/04/17, 8404240160. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche : 50-000, 84/04/18, 8403140284, 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettxs 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, “Auxiliary Feedwater Sparger Zt Pipe 
Hanger Damage. " Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness Zt Engineering 
Response (Post S30103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


S404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Pest 830103). 84/04/20. Conso 1 i dated Edison Co. of New 

York, Inc. 119pp. 24285:015 24X Fic he: 50-000, 34/04/20, 8404160130. 


8404260382 Ack receipt of 840406 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/84-02 & 
50-499/84-02, Weld CS2007FW0001 established sat i sf ac tony . 

JOHNSON, E.H. Region 4, Office of Director. 84/04/23. OPREA, G. W. 
Houston Lighting S< Power Co. 2pp. 24203:288 24X 

Fiche: 50-498,84/04/23, 8404260382. 


— 8404260392 Responds to NRC 840321 Itr re violations noted in IE Insp 
Repts 50-498/84-02 Z/. 50-499/84-02 Corrective actions: 
indication on original radiograph caused by rough ID 
surface Requests violation be withdrawn. 

OPREA, G. W, Houston Lighting Zt Power Co, 84/04/06. COLLINS. J.T. 
Region 4, Office of Director. 4pp, 24203:290. 24X 

Fiche: 50-498, 84/04/23, 8404260382. 


S. Reportable occurrences, LERs & related correspondence 


8404190477 Partial response to FOIA request for five categories of 
documents re May 1982 SALP board rep t. Forward s listed 
documents. Documents also available in PDR. Review of 
remaining documents sufaj to request in progress. 

FELTON, J.M. Division of Rules and Records. 84/03/05. SAMP, R. A. 
Shaw, Pittman, Potts Z Trowbridge. Ip. 24125:306. 24X 

Fiche; 50-498, 84/03/05, 3404190477. 


—8404190480 SALP Repts 50-498/81-37 Z 50-499/81-37 for Jul 1980 - June 
1981. PS Jordan 820526 memo end. 

CROSSMAN, W. A. Region 4, Office of Director. 82/04/29. 13pp. 

24125:307. 24X Fiche; 50-498, 84/03/05, 8404190477. 


— 8404190487 Discusses SALP review 8.: improvements in QA program. Bechtel it 
Ebasco procedures now require that overdue corrective action 
items be escalated to higher mgt. 

OPREA, G.W. Houston Lighting Z Power Co. 82/06/24. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 24125:327. 24X 

Fiche: 50-498, 84/03/05, B4041 90477. 


8404020038 Final deficiency rept re seepage of oil from cable supplied 
by Okonite Industri es. Exam revealed no oil seepage occurred. 
Condition not reportable under 10CFR50. 55(e ) . Item closed. 

OPREA, G.W, Houston Lighting Z Power Co. 84/03/22. COLLINS, J. T. 
Region 4, Office of Director. 4pp. 22835; 140. 24X 

Fiche: 50-498, 84/03/22, 8404020038. 


8404130252 Interim deficiency rept re control room habitability - 
hazardous chemical release. Initially reported on 840302, 

Review of design cr i ter ia, P&IDs Z logics for saf # ty-related 
HVAC sys in progres s. Ne xt rept will be submitted by 840601. 

OPREA, G.W. Houston Lighting ?( Power Co. 84/04/04. COLLINS, J. T. 
Region 4, Office of Director. 3pp. 24028:080. 24X 

Fiche: 50-498, 84/04/04, 8404130252. 


V. Operator Examinations 


8404020019 Generic Ltr 64-05 to all power reactor licensees Z 
applicants for DLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. “ Svc list end. 

EISENHUT, D. G. Division of Licensing. 04/04/02. Consolidated 
Edison Co of New York, Inc. 21pp. 24066:297, 24X 

Fiche: 50-000. 84/C4/02, 8404020019. 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


A. Application/construction stage documents Z correspondence 


8404030018 Responds to FOIA request for records re 830620 hearing 
before Subcommittee on Oversight Z/. Investigation. Forwards 
documents listed in app. Documents also in PDR. Request fails 
to meet requirements of 5USC552( a ) (3 ) . 

FELTON, J. M. Division of Rules and Records. 84/02/13. CHURCH, B. 
Government Accountafa i 1 i ty Project. Spp. 22887:007. 24X 

Fiche; 50-000, 84/02/13, 840403001B. 


— 8404030067 Requests data for Ofc of Inspector S< Auditor survey of NRC 
QA programs for nuclear power reactor Z printouts for listed 
dockets. 

BOULDEN, H. Office of Inspector & Auditor. 81/08/14. COBB, L. J. 
Director's Office, Office of Inspection and Enforcement, Ip. 
22883:020. 24X F i c h e . 50-000, 84/02/13, 8404030018 


8404180074 Summary of 840301 meeting w/util re engineering assurance 
program. 

VIETTI,A, Licensing Branch 3. 84/03/27. Licensing Branch 3. 

7pp. 24106:326. 24X Fiche: 50-498, 84/03/27, 8404180074. 


8404030452 Documents util understanding of items discussed in 840301 
meeting in Houston, TX re engineering assurance program. 

Engineering assurance procedure manual end. 

GOLDBERG, J. H. Houston Lighting Z Power Co. 84/03/29. KNIGHTON, G. 
Licensing Branch 3. 4pp, 22871:133. 24X Fiche: 50-498, 84/03/29, 

8404030452. 


— 8404030461 Rev 2 to Engineering Assurance Dept Procedure EAD-1, 
“Preparation & Control of Engineering Assurance Dept 
Procedures. " 

•» Houstc- L’cht:"g Z °cwpr Co 84/02/01. 10pp. 22871:137. 24X 

Fiche: 50-4 f 8 8*'- /C 'LV’ . 34 C ■i03C4f.'2 


— 8404030468 Rev 2 to Engineering Assurance Dept Procedure EAD-2, 
“Planning Z Scheduling of Design Process Reviews Z Technical 
Assessments. " 

Houston Lighting .5, Power Co. 84/02/01 Spp. 22871:147, 24X 

Fiche: 50-498, 84/03/29, 8404030452. 


—8404030475 Rev 4 to Engineering Assurance Dept Procedure EAD-3, “Desi 
Process Reviews Si Independent Technical Assessments. " 

* Houston Lighting Z Power Co. 84/02/01. Spp. 22871:155. 24X 

Fiche: 50-490, 84/03/29, 8404030452. 


— 8404030482 Rev 3 to Engineering Assurance Dept Procedure EAD-4, 
"Reporting of Design Process Review/Technical Assessment 
Resul ts. " 

«■ Houston Lighting Z Power Co. 83/06/15. 6pp. 22871:163. 24X 

Fiche: 50-498, 84/03/29, 8404030452. 


— 8404030490 Rev 3 to Engineering Assurance Dept Procedure EAD-5, 
"Control of Design Process Review Z Assessment Records, “ 

* Houston Lighting Z Power Co. 84/02/01, 4pp. 22071:169. 24X 

Fiche: 50-498, 84/03/29, 8404030452. 


— 8404030504 Rev 1 to Engineering Assurance Dept Procedure EAD-6, 
"Contracting Z Administering Third-Party Design 
Assessments. " 

* Houston Lighting Z Power Co. 83/06/15. 9pp. 22871:173. 24X 

Fiche: 50-498, 84/03/29, 8404030452. 


--04O4O3O513 Rev 2 to Engineering Assurance Dept Procedure EAD-7, 
"Reporting Disposition of Action Items. “ 

* Houston Lighting Z Power Co. 84/02/01. 9pp. 22871:182. 24X 

Fiche: 50-498, 84/03/29, 8404030452. 


8404040256 Generic Ltr 84-09 to all licensees of operating reactors, 
applicants for OLs Z holders of CPs re interim procedures 
for NRC mgt of plant-specific backfitting, Svc list end. 

EISENHUT, D. G. Division of Licensing, 04/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264, 24X 

Fiche: 50-000, 84/04/04, 8404040256, 


8404250192 Notification of contract e xecuti on , Mod 2, to “Review of 
Tornado Missile PRA - South Texas Project. " Contractor : NBS, 
UiMBEL, D. Technical Assistance Contracts Branch. FIN B-8657. 
84/04/09. MATTSON, R. J Division of Systems Integration (post 
811005). SINGH, R.K. NRC - No Detailed Affiliation Given. Ip. 
24214:037, 24X Fi c h e : 50-498, 84/04/09, 84042501 92. 


— 8404250194 Mod 2, revising statement of work , extending period of 
performance for 4 months ?< increasing FY84 funds- to "Review 
of Tornado Missile PRA - South Texas Project. " 

SHREVE/D. B. Commerce, Dept, of, National Bureau of Standards. 
SMITH, P. A, Division of Contracts. FIN B-8657, ■ 84/04/09. 2pp. 
24214; 038. 24X Fiche: 50-498, 84/04/09, 8404250192. 
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8404180167 Forwards final rept re control room design review^ addressing 
NRC audit comments dtd 831031. 

GOLDBERG, J. H. Houston Lighting Power Co. 84/04/12, NOVAK, T. M. 
Assistant Director for Licensing. 3pp. 24078:106. 24X 

Fiche: 50-498, 84/04/12, 8404180167, 


— B4Q4180178 Rev 0 to "Control Room Design Re vi ew; Imp 1 ementa t i on Plan 
Rept. " 

* Houston Lighting Power Co. 83/03/28. 124pp. 24079:017. 24X 

Fiche. 50-498, 84/04/12, 8404130167, 


— 0404180184 Rev 0 to "Control Room Design Review; Sys Function Ic Task 
Analysis Validation Rept. " 

* Houston Lighting Power Co, 84/03/19. 400pp. 24078; 110. 24X 

Fiche: 50-498, 84/04/12, 8404180167. 


— 8404180187 Rev 0 to "Control Room Design Re vi ew; Spec ial Studies Rept." 
* Houston Lighting Power Co, 84/03/30. lS5pp. 24079; 141, 24X 

Fiche: 50-498, 84/04/12. 8404180167. 


— -0404180196 Rev 0 to "Control Room Design Re vi ew; Executive Summary. " 

* Houston Lighting 2. Power Co. 84/02/27. 155pp. 24079:285 24X 

Fiche: 50-498, 84/04/12, 8404180167. 


— 8404180210 Rev 0 to "Control Room Design Re vi ew; Control Room Survey 
Val idation Rept. " 

Houston Lighting !>,. Power Co. 84/03/19 40pp. 24080:091. 24X 

Fiche: 50-498, 84/04/12, 8404180167. 


— 0404180216 Rev 1 to "Control Room Design Re vi ew; Program Plan. " 

# Houston Lighting 2- Power Co 83/03/31. 150pp 24080:131. 24X 

Fiche: 50-498, 84/04/12, 8404180167. 


— 8404180220 Rev 0 to "Control Room Design Re vi ew; Operating Experience 
Review Validation Rept, " 

* Houston Lighting 2- Power Co, 84/03/07. 62pp. 24080:283. 24X 

Fiche: 50-498, 84/04/12. 8404180167, 


— 8404180225 Rev 0 to "Control Room Design Re vi ew; Operating Experience 
Review Rept. " 

* Houston Lighting .2, Power Co. 83/03/25. 300pp, 24080: 34 <1. 24X 

Fiche: 50-498, 84/04/12, 8404180167, 


— 8404180231 Rev 2 to "Control Room Design Re vi ew; Criteria Rept. " 

Houston Lighting 2, Power Co, 84/03/27. 300pp. 240B1. 181. 24X 

Fiche; 50-498, 84/04/ 12, 8404180167. 


— 8404180236 Rev 0 to "Control Roo.m Design Re vi ew; Annunc iator Study 
Rept. " 

* Houston Lighting Power Co. 84/03/29, 400pp, 24082:208. 24X 

Fiche: 50-498, 84/04/12, S4041S0167, 


— 0404180242 Rev 0 to "Control Room Design Review; Sys Function & Task 
Ana lysis Rept," 

w Houston Lighting 2/ Power Co. 83/03/25. BOOpp 24083: 106. 24X 

Fiche ■ 50-498, 84/04/12. 8404180167, 


G. Adjudicatory correspondence 


8404040183 Motion for addl discovery of 90 days re performance of QA/QC 
program. Certifi cate of Svc end. Related correspondence. 

SINKIN, L. Citizens Concerned About Nuclear Power, Inc. DSB 293. 
84/03/29. Atomic Safety and Licensing Board Panel. 3pp. 

22879; 205. 24X Fiche; 50-498, 84/03/29, 8404040183. 


8404110498 Motion for 90-day extension to file appeal brief responsive 
to ASLB 840314 Partial Initial Decision 79-421-07 re OL, 

Phase I. 

SINKIN, L. Citizens Concerned About Nuclear Power, Inc. DSB 463. 
84/04/06. Atomic Safety and Licensing Appeal Panel. 5pp. 
22999:350. 24X Fic he: 50-498, 84/04/06, 84041 10498. 


— 8404110507 Motion for 90-day discovery period on performance of util, 
Bechtel S< Ebasco since transition from Brown 8« Root to 
Bechtel Ebasco. Cert if icate of Svc end. 

SINKIN, L. Citizens Concerned About Nuclear Power, Inc. 84/03/29. 

Atomic Safety and Licensing Board Panel. 3pp. 22999:355. 24X 
Fiche; 50-498, 84/04/06, 8404110498. 


8404110497 Notice of ASLAB c ons t i tut i on, AS Ro senthal, c hairman & 

WR Johnson 2< CN Koh 1, memb ers. Served on 840411. 

ROSENTHAL. A S. , JOHNSON, W. R. , KOHL, C. IM. Atomic Safety and Licensing 
Appeal Panel. DSB 445. 84/04/10. Ip. 22999:349. 24X 

Fiche: 50-498. 84/04/10. 8404110497. 


8404170146 Response opposing Citizens Concerned About Nuclear Power 
840329 motion for addl 90 days to prepare appeal from ASLB 
840314 partial initial d e c i s i on , Ex tensi on of 30 days would 
not delay proceeding W/Certificate of Svc. 

PERLIS, R. 0. Hearing Branch 3. DSB 581. 84/04/12. Atomic Safety 

and Licensing Appeal Panel. 5pp. 24051:126, 24X 

Fiche; 50-498, 84/04/12, 8404170146. 


8404170529 Response opposing Citizens Concerned About Nuclear Power 
(CCANP) motion for addl time to file appeal brief. CCANP 
motion should be denied due to failure to demonstrate good 
cause per 10CFR2. 71 1. Certificate of Svc encl. 

NEWMAN, J. R. Houston Lighting ?< Power Co. NEWMAN, J. R. Newman 8( 

Holtzinger. DSB 597. 84/04/13, Atomic Safety ard Licensing 

Appeal Panel. 14pp 24068:110. 24X Fiche : E:-493. 84/'CA, '13. 

8404170529, 


8404170551 Response opposing Citizens Concerned About Nuclear Power 
840329 motion for addl discovery re NRC rept on 
saf ety-r e lated const activities QA program, Certificate of 
Svc encl. 

SILVERMAN, D. J. Houston Lighting & Power Co. SILVERMAN. D. J. Newman 
?< Holtzinger. DSB 596. 84/04/13. Atomic Safety and Licensing 

Board Panel. 7pp. 24068:134. 24X Fic he: 50-498, 84/04/13, 8404170551 . 


8404190028 Order extending Citizens Concerned About Nuclear Power 
filing date for brief in support of appeal from ASlAB 
partial initial decision to 840622. Served on 840418. 

TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel, DSD 629. 
84/04/17. Citizens Concerned About Nuclear Power, Inc. Ip. 
24104:338, 24X Fic h e ; 50-498. 84/04/1 7, 84041 90028. 


— S4041S0246 "Control Room Design Revi ew; Con t r o 1 Room Survey Rept. 

Vo Is 1-4. " 

Houston Lighting Power Co, 84/03/30, l,S00pp. 24084:290. 
24X Fiche: 50-498. 84 .m:)4/12, S4041S0167, 


F. Security, medical, emergency fire protection plans 


8404230125 Response to Citizens Concerned About Nuclear Power 840329 
motion for addl discovery re Phase II of proceeding to 
permit preparation of Issue B 1 i ti gati on. Ru 1 ing should be 
deferred. Certificate of Svc encl. Related correspondence. 

PERLIS. R. 0. Hearing Branch 3, DSB 734. 84/04/19. Atomic Safety 

and Licensing Board Panel. 4pp. 24154:080. 24X 

Fiche: 50-498, 84/04/19, 8404230125. 


8404190477 Partial response to FOIA rec^uest for five categories of 
documents re May 1982 SALP board r ep t, Forwa rd s listed 
documents. Doc uments also available in FDR. Review of 
remaining documents sufaj to req.uest in progress. 

FELTON, J, M, Division of Rules and Records. 84/03/05 SAMP, R. A, 
Shaw, Pittman ? -"r o.-ir - i d.g o Ip, 24125:306. 24X 

Fiche: 50-498, E'- / O",' .; V. c ,’7 


Q. Inspection reports, IE Bulletins & correspondence 


8404030366 Forwards IE Insp Repts 50-498/84-05 e< 50-499/84-05 on 
840116-19. No violations or deviations noted. 

JOHNSON, E.H, Region 4, Office of Director. 94/02/13. OPREA, G. W. 
Houston Lighting & Power Co. 2pp. 22871:245. 24X 

Fiche: 50-498, 84/02/13. 8404030366. 


— 8404190490 SALP Repts 50-498/81-37 8< 50-499/81-37 for Jul 1980 - June 
1981. PS Jordan 820526 memo end. 

CROSSMAN. W. A. Region 4, Office of Director. 82/04/29. 13pp. 

24125:307. 24X F i c he : 50-498, 84/03/05. 84041 90477. 


8404030037 Notifies of 840426 workshop in Arlington, TX to discuss 
lessons learned from recent App R fire protection safe 
shutdown insp s. Agenda end, 

COLLINS. J.T, Region 4, Office of Director, 84/03/26. OPREA. 0. W. 
Houston Lighting ?t Power Co. 5pp. 22849:298. 24X 

Fiche: 50-498, 84/03/26. 8404030087. 


8404300016 Forwards Rev 2 to security personnel training 
qua 1 i f i ca t i on plan. Rev withheld (ref i0CFR73. 21). 

GOLDBERG, J. H. Houston Lighting Power Co. 84/04/24. DENTON, H. 
Office of Nuclear Reacr;or Pegulation. Director. 3pp. 24223:065. 
24X Fiche; 50-498, 84/04, 3 ^. 8404300016. 


—8404030368 IE Insp Repts 50-498/84-05 8< 50-499/84-05 on 840116-19. No 
violations or deviations noted. Major areas inspected : const 
activities, indud ing review of procedures for welding 
saf ety-related piping. 

(GILBERT. L. D. . JAUDON, J. P. . CROSSMAN, W. A. Region 4. Office of 
Director. 84/02/10. 4pp, 22871:247. 24X Fiche: 50-49B, 84/02/13, 

S404030366. 


8404190077 FOIA request for documents re end IE Insp Repts 
50-498/79-13 «< 50-499/79-13 on 790806-10. 

SAMP. R. A. Shaw, Pittman, Potts Sc Trowbridge. 84/02/14. FELTON, J. M. 

Division of Rules and Records. 2pp. 24122:229. 24X 

Fiche: 50-498. 84/02/14, 8404190077. 



410 


DOCKETED ITEMS 


8404190474 FOIA req,uest for documents re Hay 1982 SALP board rept. 

SAMPi R. A. Shaw. Pittman. Potts & Trowbridge. 84/02/14. FELTOM. J. M. 

Division of Rules and Records. 2pp. 24125:304. 24X 

Fiche: 50-498. 84/02/14. 8404190474. 


8404190477 Partial response to FOIA request for five categories of 
documents re Nay 1982 SALP board rep t. Forwards listed 
documents. Documents also available in PDR. Review of 
remaining documents subj to recLuest in progress. 

FELTON. J. M. Division of Rules and Records. 84/03/05. SAMP. R. A. 
Shaw. Pittman. Potts ?! Trowbridge. Ip. 24125:306. 24X 

Fiche: 50-498, 84/03/05. 8404190477, 


—8404190480 SALP Repts 50-498/81-37 ^ 50-499/81-37 for Jul 1980 - June 
1981, PS Jordan 820526 memo end. 

CROSSMAN. W. A, . SEIDLE, W, C. Region 4. Office of Director. 

82/04/29. 13pp. 24125:307. 24X Fic he: 50-498. 84/03/05. 0404190477. 


— 8404190485 Advises that formal SALP review will be performed for 
current review period Z* mgt meeting will be held w/licensee 
in Aug or Sept 1981 . Li c ensee progress in responding to 
Investigation 79-19 findings it show cause order acceptable. 
COLLINS.J. T Region 4, Office of Director. 81/05/21. 

MOSELEY. N C. Director's Office. 2pp. 24125:325. 24X 

Fiche: 50-498. 84/03/05, 8404190477. 


— 8404190487 Discusses SALP review S< improvements in QA program. Bechtel it 
Efaasco procedures now require that overdue corrective action 
items be escalated to higher mgt. 

OPREA.G. W. Houston Lighting Sf Power Co. 82/06/24. COLLINS. J. T. 
Region 4. Office of Director. 2pp. 24125:327, 24X 

Fiche; 50-498. 84/03/05. 8404190477. 


8404190080 Partial response to FOIA request for documents re IE Insp 
Repts 50-498/79-13 S; 50-499/79-13 on 790806-10. Forwards 
responses to similar requests Documents available in PDR. 

W/o end, 

FELTON. J. M. Division of Rules and Records. 84/03/14. SAMP, R. A. 
Shaw. Pittman. Potts Trowbridge. Ip. 24111; 284. 24X 

Fiche; 50-498. 84/03/14. 8404190080. 


8404190091 Final response to FOIA request for four categories of 
documents re insp of facility conducted on 790806-10. 

Forwards listed documents. Documents also placed in PDR. 

FELTON. J. M. Division of Rules and Records, 84/03/19. SAMP. R. A. 
Shaw. Pittman. Potts ?< Trowbridge. Ip. 24111:285. 24X 

Fiche; 50-498. 84/03/19. 3404190091. 


— 8404190105 Argues that item of noncompliance in IE Insp Repts 
50-498/79-13 Si 50-499/79-13 be classified as deficiency 
rather than as infraction. Insp plan end. 

HUBACEK. W. G. Region 4, Dallas. Office of the Director. 79/10/05. 

Region 4. Dallas, Office of the Director. 4pp. 24111:286. 24X 

Fiche: 50-498, 84/03/19. 8404190091. 


8404190121 Final response to FOIA request for five categories of 
documents re May 1982 SALP Board rept for Jul 1980 - June 
1981. Forwards listed document. Document also placed in PDR, 

FELTON, J. M. Division of Rules and Records. 84/03/19, SAMP. R. A. 
Shaw. Pittman. Potts it Trowbridge. Ip. 24122:246. 24X 

Fiche; 50-498. 84/03/19, 8404190121. 


— 8404190128 Submits regional SALP rept for Jul 1980 to June 1981* 
consisting of overview. licensee performance evaluation, 
performance analysis ?„ supporting data summaries. 

SEYFRIT. K. V. Region 4. Dallas. Office of the Director C81/03/01). 
81/09/21. Region 4. Dallas. Office of the Director <81/03/01). 
15pp. 24122:247. 24X Fiche; 50-498. 84/03/19. 8404190121. 


8404020031 Ac k receipt of 831007 Itr informing )4RC of steps taken to 
correct violations noted in IE Insp Repts 50-498/03-17 
50-499/83-17. Add 1 info re sys mods to be implemented for 
prevention of matl commingling requested. 

JOHNSON, E. H. Region 4. Office of Director. 84/03/23. QPREA. G. W. 
Houston Lighting Sc Pouer Co. Ip. 22835: 124. 24X 

Fiche: 50-493. 84/03723. 8404020031. 


— 8404020035 Responds to NRC 830907 Itr re violations noted in IE Insp 
Repts 50-498/83-17 Et 50-497/83-17. Correct ive actions: Part A, 

Rev 4, Section 8 of QA program description revised to include 
clarif ication of requirements for mails identification. 

OPREA, G. W. Houston Lighting it Power Co. 83/10/07. COLLINS. J. T. 
Region 4. Office of Director. 4pp. 22835: 125. 24X 

Fiche; 50-498. 94/03/23. 8404020031. 


8404020037 Ack receipt of 840203 & 21 Itrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-498/83-22 it 
50-499/83-22, Add! info re anchor bolt/embed evaluation 
program requested. 

JOHNSON, E.H. Region 4, Office of Director. 84/03/23. OPREA.G M. 
Houston Lighting & Power Co, 2pp. 22827:057. 24X 

Fiche: 50-498. 84/03/23. 8404020037. 


— 8404020042 Responds to NRC S40105 Itr re violations noted in IE Insp 
Repts 50-498/83-22 Sc 50-499/83-22. Correc t ive actions : field 
fabrication of all anchor bolts & embed rods discontinued S< 
enhanced matl program developed. 

OPREA.G. W. Houston Lighting & Power Co, 84/02/21. COLLINS. J. T. 
Region 4. Office of Director. 13pp. 22827:059. 24X 

Fiche: 50-498, 84/03/23, 8404020037, 


— 8404020048 Confirms that response to 840105 notice of violation 
contained in IE Insp Repts 50-498/83-22 Sc' 50-499/83-22 will 
be submitted by 840221, per 840131 telcon. 

OPREA, G. W. Houston Lighting & Power Co. 84/02/03. COLLINS* J. T. 
Region 4, Office of Director. 2pp. 22827:072. 24X 

Fiche; 50-498, 84/03/23, 8404020037. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. l3Spp. 22933:122. 24X Fiche; 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/03/28. Consolidated Edison Co. of New 

York. Inc. S5pp. 22392:145. 24X Fiche: 50-000. 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list end. 

JORDA.N, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York. Inc. 126pp. 22892-231. 24X Fi c h e : 50-000. 84/03/29. 84031 40247. 


8404260238 Forwards IE Insp Repts 50-498/84-02 Sc 50-499/84-02 on 
840103-20 it notice of violation. 

JOHNSON. E.H. Region 4, Office of Director. 84/03/29. OPREA, G. W. 
Houston Lighting Sc Pouer Co. 2pp. 24203:029. 24X 

Fiche; 50-498. 84/03/29. 8404260238. 


— 8404260239 Notice of violation from insp on 840103-20. 

* Region 4. Office of Director. 84/03/29. Ip. 24203:031. 24X 

Fiche: 50-498, 84/03/29, 8404260238. 


— 8404260241 IE Insp Repts 50-498/84-02 Sc 50-499/84-02 on 840103-20. 
Violation identified: ASME Code Class 2 inspected ?< accepted 
Weld CS2007FW0001 contained erroneously accepted zone of 
incomplete penetration. 

KERCH. H. W. , HARRIS, R. H , CAMPBELL, R. M Region 4, Office of 
Director, 04/02/23. 12pp, 24203:032, 24X Fi che ; 50-498. 84/03/29. 

8404260238. 


8404060268 Forwards vendor insp repts for info i< action. Repts identify 
concerns found by Vendor Program Branch during insps of 
vendor ac t i vi t ies. Bi g n i f i cane e of reported finding should 
be eval uated. Ack of receipt requested, W/o end. 

JOHNSON, E.H. Region 4, Office of Director. 84/04/02 OPREA, G, W. 
Houston Lighting it Power Co. 3pp. 22921:110. 24X 

Fiche: 50-498, 84/04/02. 8404060268. 


8404090248 Forwards vendor insp repts for info i< action. Repts identify 
concerns found by Vendor Insp Branch. Evalua tion of 
significance of quality ?• acceptability of product or 
svc requested. W/o end. 

JOHNSON. EH. Region 5, Office of Director. 84/04/03. QPREA, G. W. 
Houston Li.-hti-c t <^^3 22940:086. 24X 

Fiche: 50-4^8, •..*■■ j :-". CL*' L 


8403140259 IE Info Notice 84-24. "Physical Qua! i f ication of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co, of New 

York. Inc. 149pp. 24X Fi ch e ; 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC— Sp onsor ed 
Qua 1 i f i cati on Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. cf New 

York. Inc. i03pp. 24066:164. 24X Fiche ; 50-000. 84/04/05. 8403140263. 


8404170134 Notification of significant licensee meeting on 840510 
w/util at plant site to discuss SALP evaluation. 

* Region 4. Office of Director, 84/04/11, Region 4, Office or 

Director. 2pp. 24051:175. 24X Fiche: 50-498. 84/04/1 1 . 8404170134. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE. J. N. Division of QA. Safeguards it Inspection Programs (Post 
B30103), 84/04/16. Consolidated Edison Co. of New York. Inc. 

86pp. 24189:001. 24X Fiche: 50-000. 84/04/16. 8403140271. 
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8403140278 IE Info Notice 84-25» "Recent Serious Violations of r4RC 
Requirements by Radiography Licensees. " Svc list end. 

GRACEi J. N. Division of QAf Safeguards Inspection Programs (Post 
830103). 84/04/16 Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50--000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205. 24X Fiche : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE, J N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292, 24X Fiche; 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "OE Magne-Blast Circuit Breaker 
Problems, " Svc list enc i 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp. 24188 237 24X Fiche : 50-000, 84/04/17, 8403140280. 


8404240160 Forwards, for info action, QA Program Insp Rept 
9’-'’90026S/84-01, identify ing problems u/QA program, Util review 
of rept will be documented in future IE insp rept. 

JOHNSON, E.H. Region 4. Office of Director. 84/04/17. OPREA, G. W. 
Houston Lighting •S' Power Co. Ip, 24164:074. 24X 

Fiche: 50-498, 84/04/17, 8404240160, 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Sahnson HVAC Units. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/04/18, Consolidated Edison Co of New 

York, Inc 117pp, 24]88:001. 24X Fiche : 50-000. 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp, 24188 119 24X Fit he : 50-000, 84/04/18, 8403140286. 


B404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/04/18 Consolidated Edison Co. of New 

York, Inc. U9pp 24195‘343, 24X Fic he : 50-000, 84/04/18, 8404130404. 


B404160130 IE Info Notice 84-33, "Main Sseam Safety Valve Failures 
Caused by Failed Cotrer Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 84/04/20, Consolidated Edison Co. of New 

York, Inc U9pp. 24285:015. 24X Fic he : 50-000, 84/04/20, 8404160130. 


8404260382 Ac k receipt of 840406 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/84-02 
50-499/84-02, Weld CS2007FW0001 established sat i sf actory . 

JOHNSON, E.H. Region 4, Office of Director, 84/04/23. OPREA, G. W. 
Houston Lighting .5 Power Co. 2pp. 24203:288. 24X 

Fiche; 50-498, 84/04/23, 8404260382 


— 0404260392 Responds to NRC 840321 Itr re violations noted in IE Insp 
Pepts 50”498/84-02 8, 50-499/84-02 Corrective actions; 
indication on original radiograph caused by rough ID 
surface. Requests violation be withdrawn. 

OPREA, G.W, Houston Lighting S< Power Co. 84/04/06. COLLINS, J. T. 
Region 4, Office of Director, 4pp. 24203' 290. 24X 

Fiche; 50-498, 84/04/23, 8404260382. 


S. Reportable occurrences, LERs related correspondence, 


8404170440 Part 21 rept re circuit bi^eaker failures during IEEE-323 
elevated temp testing re qual if ication of ESG hydrogen 
recomb i ners. Spec if i c magnetic-only breakers identified to 
replace thermo- magnet i c breakers. 

EMPEY, D.C. Rockwell International Corp 83/05/27. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:314. 24X 

Fiche; 50-000, 83/05/27, 8404170440. 


8404190477 Partial response to FOIA request for five categories of 
documents re May 1982 SALP board rept. Forwards listed 
documen ts. Documents also available in FDR. Review of 
remaining documents sub j to request in progress, 

FELTON, J. M, Division of Rules and Records, 8.4/03/05. SAMP, R. A. 
Shaw, Pittnran, Potts Trowbridge. Ip. 24125:306. 24X 

Fiche: 50-490, 84/03/05, 8404190477. 


— 8404190430 SALP Repts 50-493/81-37 50-499/81-37 for Jul 1980 - June 

1981. PS Jordan 820526 memo encl, 

CROSSMAN, W, A, Region 4, Office of Director, 82/04/29. 13pp. 

24125:307. 24X F i c h e : 50-498, 84/03/05, 8404190477. 


— 8404190487 Discusses SALP review & improvements in QA program. Bechtel 8< 
Efaasco procedures now require that overdue corrective action 
items be escalated to higher mgt. 

OPREA, G.W. Houston Lighting Power Co. 82/06/24. COLLINS, J. T. 

Region 4, Office of Director. 2pp, 24125:327. 24X 

Fiche: 50-498, 84/03/05, 8404190477, 


8404020038 Final deficiency rept re seepage of oil from cable supplied 
by Okonite Industr i es, Exam revealed no oil seepage occurred. 
Condition not reportable under 10CFR50. 55( e > . Item closed, 

OPREA, G. W. Houston Lighting S< Power Co. 84/03/22. COLLINS, J. T. 
Region 4, Office of Director. 4pp. 22335: 140. 24X 

Fiche: 50-498, 84/03/22, 8404020038. 


8404130252 Interim deficiency rept re control room habitability - 
hazardous chemical release. Initially reported on 840302. 

Review of design cr iteria, PSiIDs ?< logics for saf ety-related 
HVAC sys in progress Next rept will be submitted by 840601. 

OPREA, G. W. Houston Lighting Power Co. 84/04/04. COLLINS, J. T. 

Region 4, Office of Director. 3pp. 24028:080. 24X 

Fiche. 50-498, 84/04/04, 8404130252 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8< 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner .Stds, " Svc list encl, 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc, 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019, 


DOCKET STN-50-508 NPPSS NUCLEAR PROJECT, UNIT 3 


A. Ap p 1 icat i on/cons tr uc t i on stage documents ?< correspondence 


8403210162 Ltr to all applicants for OLs full power author iiations 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews development of acceptable experience profile. 

HANNON, J, Division of Licensing. 84/03/01. Affiliation Not 
Assigned, 7pp. 24106,202. 24X Fi c he : 50-000, 84/03/01 , 8403210162. 


8404120018 Responds to 840307 inquiry re distribution list of 040227 
ltr to EPA. Distribution list developed in accordance 
ui/regulations in 10CFR51 24 «< 10CFR51. 54 (c ) . 

KNIGHTON, G, W. Licensing Branch 3, 84/03/26, REYNOLDS, N, S. Bishop, 

Liberman, Cook, Purcell Reynolds. Ip. 24034:010. 24X 

Fiche: 50-508, 84/03/26, 8404120018. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of p lant- sp ec j f i c backfitting Svc list encl. 

EISENHUT, D. G. Division of Licensing, 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp, 24066:264. 24X 

Fiche- 50-000, 84/04/04, 8404040256. 


8404120064 Forwards responses to NRC questions re safety review. Status 
& schedule of responses encl, 

SORENSEN, 0, C. Washington Public Power Supply System. 84/04/06. 
KNIGHTON, G. W, Licensing Branch 3. 55Spp. 24015:001. 24X 

Fiche: 50-508, 84/04/06. 8404120064, 


G. Adjudicatory correspondence 


8404060407 Brief in response to applicant appeal of decision admitting 
Coalition for Safe Power as party i ntervenor. ASLAB should 
affirm ASLB 840302 decision reinstating prior order that 
admitted coalition as in tervenor . Cer tif icat e of Svc end. 

HASSELL, D.F. Hearing Branch 1 DS0 353, 84/04/04. Atomic Safety 

and Licensing Appeal Panel. 26pp. 22934:213. 24X 

Fiche: 50-508, 84/04/04, 8404060407. 


B404090437 Response to 840320 appeal taken by applicant from ASLB 
840302 order granting intervention on remand from ASLAB. 
Coalition provided info detailed enough to determine Smith 
educ experience suf f i c i en t. Cer t if i cat e of Svc encl. 

BELL, N. Coalition for Safe Power. DSB 381. 84/04/04, 5pp, 

22952:358. 24X Fi che : 50-508, 84/04/04, 8404090437. 


0404090455 Response opposing applicant 840320 motion for 
reconsideration of memorandum ?k order granting petitioner 
intervener status, Cert i f i cate of Svc encl. 

BELL, N Coalition for Safe Power. DSB 304. 04/04/04. 9pp. 

22955:001. 24X Fi che: 50-508. 84/04/04, 8404090455. 
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8404110086 Menorandum >?< order deferring action on applicant S40320 
motion for reconsideration of ASLB 840302 order reinstating 
Coalition for Safe Pouer as intervener. Served on 840410. 

MARGULIES* M. B. Atomic Safety and Licensing Board Panel. DSB 440. 
84/04/09. °ouer Supply System. 6pp. 22936:162. 

24X Fiche; 5:---0S. £!■: I'- 1 10086. 


8404110434 Decision ALAS-767 affirming ASLB order to reinstate 
Coalition for Safe Pouer admission as intervener. Served on 
840411. 

SHOEMAKER# C. J. Atomic Safety and Licensing Appeal Panel. DSB 464. 
84/04/10. 5pp. 22999:340, 24X Fiche: 50-508# 84/04/10# 84041 10484. 


8404230036 Memorandum order denying applicant 840320 motion to 
reconsider ASLB 840302 memorandum .'!< order re admission of 
Coalition for Safe Pouer as intervenor. Ap p 1 i cant motion 
(u/o merit. Served on S40420. 

MAROULIES, M. B, , SHOW# F, J. , FOSTER. R. F. Atomic Safety and Licensing 
Board Panel. DSB 691. 84/04/19. Washington Public Pouer Supply 

System 13pp. 24153:085. 24X Fiche: 50-508. 84/04/19, 8404230086. 


I. Financial information 


8404170396 Annual Financial Rept 1983. W/84041 0 Itr. 

HALVORSQN# C. M. # SORENSEN, G. C. Washington Public Power Supply System. 

83/12/31, DENTON# H. R, Office of Nuclear Reactor Regulation# 
Director. 39pp, 24056:260. 24X Fi c h e : 50-397# 83/1 2/31 # 84041 70396. 


Q. Inspection reports. IE Bulletins correspondence 


8404020024 Responds to IE Bulletin 83-07. “Apparently Fraudulent 
Products Sold by Ray Mi 1 1 er# Inc. '' HPD# Inc supplied matl 
purchased from Ray Mi 1 1 er# Inc. Matl installed in nonsafety- 
related inorganic chemical waste separators. 

KOHLER# A, 0. Washington Public Power Supply System. 84/03/16. 
MARTIN# J. B. Region 5. Office of Director. 3pp. 22827:049. 24X 

Fiche; 50-508# 84/03/16# 8404020024. 


8404050196 Forwards IE Insp Rept 50-508/84-01 on 840206-10. No 
noncomp 1 iancB identified. 

WENSLAWSKI# F. A. Region 5# Office of Director. 84/03/20. 

KOHLER# A. D. Washington Public Power Supply System. Ip. 22896:100. 
24X Fiche: 50-508# 84/03/20# 8404050196. 


— — B4040502B4 IE Insp Rept 50-503/84—01 on 840206— 10. No noncomp 1 iance 
ident if ied. Major areas inspected: QA program for extended 
const delay# including organization# procedures & observation 
of preventative maint work 8# records. 

GARCIA# E.M., WENSLAWSK r# F. A. Region 5# Office of Director, 
84/03/IS. 6pp. 22896:101. 24X Fic he; 50~508# 84/03/20, 8404050196. 


8402090047 IE Info Notice 84-05# Rev 1# “Exercise Frequency. ” Sve list 
end. 

JORDAN. E. L. Division of Emergency Prepared ness ?# Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York# Inc. 13Bpp. 22933:122. 24X Fiche: 50-000# 84/03/28# 8402090047. 


8403140241 IE Info Notice 84-21# "Inadequate Shutdown Margin. " Sve list 
end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York# Inc. SSpp. 22892:145. 24X Fiche; 50-000# 84/03/28# 8403140241. 


8403140247 IE Info Notice 84-22# "Deficiency in COMSIP# Inc Std Bed 
Catalyst. " Sve list end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York# Inc. 126pp. 22892:231. 24X Fiche; 50-000# 84/03/29# 8403140247. 


S403140259 IE Info Notice S4-24# "Physical Qual if ication of Individuals 
to Jse Respiratory Protective Devices. '■ Sve list encl. 

JORDAN# E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York/ Inc, 149pp, 24X Fiche: 50-000# 84/04/05# 8403140259. 


0403140263 IE Info Notice 84-23# "Results of NRC-Sp onsored 
Oualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Sve list end. 

JORDAN# £. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/05, Consolidated Edison Co. of New 

York# Inc. 103pp. 24066:164. 24X Fiche; 50-000# 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26# "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Sve list 
end. 

GRACE# J. N. Division of QA# Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York# Inc. 

e6pp. 24189:001. 24X Fi ch e; 50-000# 84/04/1 6# 8403140271. 


840314027S IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Sve list end. 

GRACE# J. N. Division of QA# Safeguards S' Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York# Inc. 

114pp. 24X Fiche; 50-000, 84/04/16# 8403140278. 


8403140273 IE Info Notice 84-27, “Recent Serious Violations of NRC 
Requirements by Medical Licensees." Sve list end. 

GRACE# J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York# Inc. 

B6pp. 24163:205. 24X Fi c h e ; 50-000# 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28# "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees." Sve list end. 

GRACE# J. N. Division of QA# Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York# Inc. 

89pp. 24163:292. 24X Fi ch e : 50-000# 84/04/ 1 7# 8403140277. 


8403140280 IE Info Notice 84-29# "GE Magne-Blast Circuit Breaker 
Problems. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness *! Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York# Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/ 17# 8403140280. 


8403140284 IE Info Notice 84-30# "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. “ Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche; 50-000# 84/04/18# 8403140284. 


8403140286 IE Info Notice 84-31# "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set. " Sve list end. 

JORDAN# E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp, 24188:119. 24X Fiche : 50-000# 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32# "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage. '* Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York# Inc. 119pp. 24195:343. 24X Fi c he : 50-000# 84/04/ 1 8, 8404130404. 


8404160130 IE Info Notice 84-33# "Main Steam Safety Valve Failures 
Caused fay Failed Cotter Pins." Sve list encl. 

JORDAN# E L. Division of Emergency Preparedness S< Engineering 
Response (Post S30I03) 84/04/20, Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000# 84/04/20# 8404160130. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREG-1021# "Operator 
Licensing Examiner Stds, “ Sve list end. 

EISENHUT# D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co of New York, Inc. 21pp. 24066.297. 24X 

Fiche: 50-000.84/04/02,8404020019. 


DOCKET STN-50-509 WPPSS NUCLEAR PROJECT# UNIT 5 


Q. Inspection reports# IF Bulletins & correspondence 


8404020024 Responds to IE Bulletin 83-07# "Apparently Fraudulent 
Products Sold by Ray Miller# Inc, " HPD# Inc supplied matl 
purchased from Ray Mi 1 1 er # Inc , Mat 1 installed in nonsafety- 
related ino-ca’'!’: .'‘■erical waste separators. 

KOHLER# A Wui. - : - - • Public Pouter Supply System. 84/03/16. 
MARTIN# J.B. Region 5# Office of Director. 3pp. 22827:049. 24X 

Fiche: 50-508# 84/03/16# 8404020024. 


DOCKET 50-513 WPPSS NUCLEAR PROJECT# UNIT 4 


A. App 1 i cati on/cons true t i on stage documents St correspondence 


8403080014 FOIA request for util 760423 ltr requesting proposed design 
changes for Units 1 it 4. Requested ltr referenced OD Parr 
761019 ltr to JJ Stein. 

PEDRO# J, NUS Corp. 83/12/29. Division of Rules and Records. Ip. 
22581:302. 24X Fiche; 50-460# 83/12/29, 8403080014. 


8403080024 Responds to FOIA request for util 760423 ltr requesting 
proposed design changes for Units 1 St 4. Forwards document 
listed on App A, Document also available in PDR. 

FELTON# J. M. Division of Rules and Records. 84/01/18. PEDRO# J. NUS 

Corp. 2pp. 22581:303. 24X Fi che: 50-397# 84/01/18# 8403080024. 
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— B4Q3080034 Informs of proposed design changes for Units 1 & 4 in areas 
of seismic design safety classification of component 
cooling water sys-pipe break cr i ter ia. se i smi c design of 
cranes St onsite power sys. 

RENBERGERi D. L. Washington Public Power Supply System. 76/04/23. 
STOLZ, J. F. Office of Nuclear Reactr- ® i c, t : r-n Director. 21pp. 

25581:305. 24X Fiche 50-397, 84/0 1 9- : OZ- 


DOCklET STN-50-5ie HARTSVILLE NUCLEAR PLANT, UNIT 1 


Q Inspection reports' IE Bulletins •!< correspondence 


8404060136 Responds t. IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Miller, Inc found installed in 
Be 1 1 efonte, Sequoyah Vellou) Creek saf ety~r elated sys, No 
safety concerns created 

MILLS. L.M. Tennessee Ualley Authority. 84/03/22, 0 'REILLY. J. P. 

Region 2. Office of Director. 3pp, 22920: 109. 24X 

Fiche: 50-000.84/03/22, 8404060136. 


S. Reportable occurrences, LERs .?< related correspondence 


8404170419 Updated Part 2] rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner c omp onent . Time 
delay relays -S: jumper will be removed fro.m relay contacts. 

EMPEY.D. C. Rockwell International Corp. 83/05/05, COLLINS, J. 
Region 4. Office of Director. 5pp. 24054,336, 24X 

Fiche: 50-000. 83/05/05. 8404170419 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp th erma 1-magnetic 
circuit breakers calibr for 40 C svc. 

EMPEY.D, C. Rockwell Internat i ona 1 Corp. 83/05/27, COLLINS, J. T. 
Region 4. Office of Director, 6pp. 24054' 330. 24X 

Fiche: 50-000, 83/05/27. 8404170427 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner a p p 1 i c a t i on. Vi ton seal issue not 
reportable per Part 21 ■ Insuf f ic ient data exists to 
de.T.onstrate full confidence in seals. 

EMPEY.D. C. Rockwell In t erna 1 1 ona 1 Corp. 83/12/19, COLLirJS. J. 

Region 4, Office of Director 3pp. 24059: 109, 24X 

Fiche: 50-000, 83/12/19, 8404170471, 


8404200323 Part 21 rept '• s silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS. 

K“3. OOOS & K-4, OOOS circuit b rea k er s Repor t ed in Jan 1984 
by Philadelphia Electric Company for Limerick 

DU‘/ALL, D. D. Brown Boveri Corp (subs, of Broun Boveri S< Co., Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk), 4pp. 
24114:161, 24X F i c h e ' 50--000. 84/04/ 16. 8404200323. 


DOCKET STN-50~519 HARTSVILLE NUCLEAR PLANT, UNIT 2 


Q. Inspection reports. IE Bulletins -'5. correspondence 


8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Miller, Inc found installed in 
Be 1 1 efonte, Sequoyah VeHow Creek saf ety-r e lated sys. No 
safety concerns created 

MILLS. L. M. Tennessee Valley Authority, 84/03/22. 0 'REILLY. J. P. 

Region 2, Office of Director, 3pp. 22920 109. 24X 

Fiche: 50-000, 84/03/22. 8404060136, 


S. Reportable occurrences. LERs 8< related correspondence 


8404170419 Updated Part 23 rept re failure of IEEE-323 qua 1 i f i cation 
program of post-LOCA hydrogen recombiner c omp onent. Time 
delay relays jumper will be removed from relay contacts. 

EMPEY. D, C Rockwell In t erna t i ona 1 Corp. 83/05/05. COLLINS. J. 
Region 4. Office of Director 5pp, 24054',336, 24X 

Fiche; 50-000, 83/05/05. 8404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
Circuit breakers calibr for 40 C svc, 

EM:'=EY, D. C. Rockwell Internati onal Corp. 83/05/27. COLLINS, J. T. 
Region 4. Office of Director. 6pp 24054:330. 24X 

Fiche: 50-000. 83/05/27. 3404170427. 


8404170471 Part 21 rept re appropr lateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Viton seal issue not 
reportable per Part 21 Insufficient data exists to 
demonstrate full confidence in seals, 

EMPEY, D. C. Rockwell International Corp. 83/12/19. COLLINS. J, 

Region 4. Office of Director, 3pp, 24059: 109. 24X 

Fiche: 50-000. 83/12/19. 8404170471. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Broun 
Boverii solid state trip devices of Type K-600S-K-2. OOOS, 

K-3, OOOS it K-4, OOOS circuit br ea k ers, Repor t ed in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd, >, 
84/04/16. Record Services Branch (Document Control Desk), 4pp. 
24114:161. 24X Fich e. 50-000, 84/04/16. 0404200323, 


DOCKET STN-50-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


Q. Inspection reports, IE Bulletins it correspondence 


8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Miller, Inc found installed in 
Bel lefonte, Sequoyah i. Yellow Creek safety-related sys. No 
safety concerns created. 

MILLS, L.M. Tennessee Valley Authority. 84/03/22, □ 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 22920: 109. 24X 

Fiche: 50-000, 84/03/22, 8404060136. 


S. Reportable occurrences, LERs 8< related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner c omp onent. Time 
delay relays St jumper will be removed from relay contacts. Y 

EMPEY, D. C. Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche; 50-000, 83/05/05, 8404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity, problem 
may be generic to all ITE Imperial Corp th e rma 1 -magnet i c 
circuit breakers calibr for 40 C svc, 

EMPEY, D.C. Rockwell Internat i ona 1 Corp. 83/05/27, COLLINS, J. T, 
Region 4, Office of Director. 6pp, 24054:330. 24X 

Fiche: 50-000, 83/05/27, 8404170427. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 ication. Viton seal issue not 
reportable per Part 21 Insuf fic ient data exists to 
demonstrate full confidence in seals. 

EMPEY, D.C. Rockwell International Corp. 83/12/19, COLLINS, J. 

Region 4, Office of Director, 3pp. 24059; 109, 24X 

Fiche: 50-000, 83/12/ 19, 8404170471, 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3. OOOS 8., K-4, OOOS circuit breakers. Report ed in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri 8< Co., Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fic he : 50-000, 84/04/16, 8404200323. 


DOCKET STN-50-521 HARTSVILLE NUCLEAR PLANT, UNIT 4 


S. Reportable occurrences, LERs S( related correspondence 


8404170419 Updated Part 23 rept re failure of IEEE-323 qua 1 i f i cation 
program of post-LOCA hydrogen recombiner c o mponent. Time 
delay relays ?< jumper will be removed from relay contacts. 

EMPEY, D. C, Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche: 50-000, 83/05/05, 8404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc. 

EMPEY, D. C, Rockwell International Corp, 83/05/27, COLLINS, J.T, 
Region 4, Office of Director, 6pp, 24054:330. 24X 

Fiche; 50-000. 83/05/27, 8404170427. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner appl ication. Viton seal issue not 
reportable per Part 21, Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D.C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059:109. 24X 

Fiche; 50-000, 83/12/19, 8404170471, 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS 8{ K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp, (subs, of Brown Boveri it Co., Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp, 
24114:161. 24X Fi c h e: 50-000, 84/04/16, 8404200323. 
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DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


A. Appl ication/constrocti on stage documents correspondence 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs Z>, holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting . Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264, 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


0, Inspection reports, IE Bulletins & correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/28 Consolidated Edison Co. of New 

York, Inc. 13Spp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


0403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. *' Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. 85pp. 22892:145. 24X Fiche; 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Prepared nes s St Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fi c he; 50-000, 84/04/05. 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
enc 1 . 

GRACE, J, N. Division of QA, Safeguards St Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co. of New York, Inc. 

S6pp. 24189:001. 24X Fi che : 50-000, 84/04/1 6, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. '' Svc list end. 

GRACE, J, N. Division of QA. Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

H4pp. 24X Fiche; 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi che: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Lagging Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc, 

89pp. 24163:292. 24X Fiche: 50-000, 84/04/17, 8403140277. 


0403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24108:237. 24X Fiche; 50-000, 84/04/17, 8403140280. 

8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping St Mat! 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/10, Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 04/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set. '* Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. I19pp. 24195: 343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins," Svc list encl. 

JORDA.N, E. L. Division of Emergency Preparedness St Engineering 
Response (Post S30103). 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche; 50-000, 84/04/20, 8404160130. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees St 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds." Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A. Application/construction stage documents S< correspondence 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs S/ holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing. S vc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, 9404040256. 


Q. Inspection reports, IE Bulletins & corresp ondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 22933:122. 24X Fiche: 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin, " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. S5pp. 22892:145. 24X Fi ch e: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qual if icati on of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fi ch e; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qua 1 if i ca ti on Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
encl, 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees. " Svc list end. 

\ GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
! 830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000, 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi ch e: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees . " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Past 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi ch e: 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237, 24X Fic he; 50-000, 84/04/17, 8403140280. 
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8403140284 IE Info Notice 84-30» "Discrepancies in Recordkeeping 8e Matl 
Defects in Bahnson HVAC Units." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Z>. Engineering 
Response (Post B30103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/13, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc 117pp. 24188:119. 24X Fi c he: 50-000, 84/04/18, 8403140236. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co of New 

York, Inc. 119pp. 24285 015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


V Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8< 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds " Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc 21pp. 24066:297, 24X 

Fiche: 50-000. 84/04/02. 8404020019. 


DOCf<Er SrN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


A, Ap p 1 ica tion/cons true 1 1 on stage documents ?•< correspondence 


8403210162 Ltr to all applicants for OLs & full power authorizations 
summarizing 840126 meeting in Bethesda.MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews development of acceptable experience profile. 

HANNON, J, Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106.202, 24X F i c he ; 50-000, 84/03/01 , 8403210162. 


8404020134 Forwards status update of human engineering discrepancies & 
audit findings resulting from detailed control room design 
r evi eu. Book sh e Ives installed in Unit 1 control room. Same 
type shelves incorporated into design for Units 2 S, 3. 

VAN BRUNT, E, E. Arizona Public Service Co. 84/03/14. KNIGHTON. G. 
Office of Nuclear Reactor Regulation, Director. 61pp. 22837:114. 

24)1 Fiche: 50-528, 84/03/14, 8404020134. 


8404120022 Forwards evaluation of NUREG-0737/ Item II. F. 1, Attachment 1 
re p os t — imp 1 ementat i on review of noble gas effluent 
monitors. Instru.mentation installed at facility does not meet 
requirements of NUREG-0737 item should be reassessed, 

KNIGHTON, G. W, Licensing Branch 3. 84/03/21. VAN BRUNT, E.E. 

Arizona Public Service Co. 9pp, 24034:001. 24X 

Fiche: 50-528, 84/03/21, 8404120022. 


8404030104 Foruards applicant 840309 press release entitled, "Arizona 
Public Svc Announces New Schedule for Palo Verde Nuclear 
Generating Station, " per 840217 ltr. Fuel loading for Unit 2 
scheduled for Last Quarter 1985. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/03/26. KNIGHTON, G. 
Licensing Branch 3, Spp 22853:175. 24X Fi c h e : 50-528, 84/03/26, 

8404030104, 


3404050292 Foruards resume^ of operations manager ?< maint manager, 
per FSAR Sections 13. 1 2. 2. 3 St 13. 1. 2. 2. 3. 2. 

VAN BRUNT, E.E, Arizona Public Service Co. 84/03/29. KNIGHTON, G. 
Licensing Branch 3. Spo 22899 040 24X Fiche; 50-528, 84/03/29, 

8404050292, 


8404170007 Forwards request for addl info re single failure 
vulnerabilities in auxiliary pressurizer spray sys design. 
Schedule of response requested within 2 wks of ltr receipt. 
KNIGHTON, 0, W, Licensing Branch 3. 84/04/03. VAN BRUNT, E.E. 

Arizona Public Service Co. 6pp. 24091:357. 24X 

Fiche: 50-528, 84/04/03, 8404170007 


9404170013 Requests addl info re reactor sys components per 840320 
meeting. Due to lack of svc experience, info needed to 
demonstrate that w/reduced clearance present in snubbers, 
devices can operate reliably for svc life of internals. 

KNI GHTON, G. W. Licensing Branch 3. 84/04/03. VAN BRUNT, E.E, 

Arizona Public Service Co. 3pp, 24091:354. 24X 

Fiche; 50-528, 84/04/03, 8404170013. 


8404170019 Requests addl info re process control program. Response 
requested within 2 wks of ltr receipt, 

KNIGHTON, G. W. Licensing Branch 3, 84/04/03. VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 24091:348. 24X 

Fiche: 50-528, 84/04/03, 8404170019. 


8404230227 Notification of 940531 meeting w/util,C-E & Bechtel in 
Bethesda,MD to discuss NRC position re source range neutron 
flux monitor for remote shutdown panel. 

LICITRA,E. A, Licensing Branch 3. 84/04/03. KNIOHTON, G. W. 

Licensing Branch 3, 3pp. 24186:221. 24X Fiche; 50-528. 84/04/03, 

8404230227. 


9404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. S vc list encl. 

EISENHUT, D, G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc, 20pp. 24066: 264. 24X 

Fiche; 50-000, 84/04/04, 8404040256. 


8404190204 Forwards responses to 840206 request for addl info re 
Unit 1 data base values for core protection calculators & 
control element assembly calculators. Info will be included 
in upcoming FSAR amend. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/17. KNIGHTON, 0. 
Licensing Branch 3. 6pp. 24100:102. 24X Fiche; 50-528, 84/04/17, 

8404190204, 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8404100014 Discusses possible effects Palo Verde Hills may have on 
horizontal dispersion of plume coming from plant, per SSER 5 
(NUREG-Oe57), Map encl. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/06. KNIGHTON, G. 
Licensing Branch 3. 4pp 22967:155. 24X Fi c h e : 50-528, 84/04/06, 

8404100014. 


F. Security, medical, emergency fire protection plans 


8404020131 Advises that computer-based safety parameter display sys 
installation completed Safety analysis performed, per Generic 
Ltr 82-33, Suppl 1 to NUREG-0737, Ob servat i on s will be 
resolved by Dec 1984. 

VAN BRUNT, E. £. Arizona Public Service Co. 84/03/27, KNIOHTON, G. 
Licensing Branch 3, 2pp. 22037' 097. 24X Fi c h e : 50-528, 84/03/27, 

8404020131. 


8404120231 Forwards responses to NRC comments re qua 1 i f i cat ion ?k 
structure of detailed control room design room review team, 
per Suppl 1 to NUREO-0737, 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/09. KNIGHTON- G. 
Licensing Branch 3, 34pp. 24012:280, 24X Fi che: 50-528, 84/04/09, 

8404120281. 


8404170243 Forwards revised responses for Questions 1,10 23 provided 

in util 830929 ltr, per 840320 telcon reques t. Questions 
pertain to fire-rated walls, fire hose stations fire 
alarm/detection circuits. 

VAN BRUNT, E E. Arizona Public Service Co. 84/04/13. KNIGHTON. 0. 
Licensing Branch 3. lOpp, 24053:071. 24X Fi che: 50-528, 84/04/13, 

8404170243. 


H. General correspondence 


8404170412 Requests that J Morrison Sk L Bernabei be added to svc list 
for facilities. 

* Region 5, Office of Director. 84/04/17. NRC - No Detailed 
Affiliation Given. Ip 24054:281, 24X Fi che : 50-528, 84/04/17, 

8404170412. 


Q. Inspection reports, IE Bulletins 8( correspondence 


9404050199 Forwards IE Insp Repts 50-528/84-04,50-529/84-04 
50-530/84-03 on 831031-1104,14-18 840123-27 S; notice of 

violation, 

BISHOP, T.W. Region 5, Office of Director. 84/03/07. VAN BRUNT, E.E. 

Arizona Public Service Co, 2pp. 22900:199. 24X 

Fiche; 50-528, 84/03/07, 8404050199. 


— 8404050201 Notice of violation from insp on 831031-840127. 
YOUNG, T. Region 5, Office of Director. 84/03/07. 2pp. 
22900:201. 24X Fi che: 50-528, 84/03/07, 8404050199. 


— 8404050206 IE Insp Repts 50-528/84-04,50-529/84-04 50-530/84-03 on 

831031-1104,14-18 & 840123-27. Vi o lat ion identified: 
termination engineers QC inspectors failed to properly 
verify cable bend radii. 

NARBUT, P. P. , BURDOIN. J. , YOUNG, T, Region 5, Office of Director. 
84/02/24. 26pp. 22900:203. 24X Fiche: 50-528, 84/03/07, 8404050199. 
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8404050141 Forwards IE Insp Repts 50-528/84-08 50-529/84-07 on 
840206-0302. No noncompl iance noted. 

BISHOFiT. W. Division of Res ident* Reac tor Project & Engineering 
PT'-.-rrans 84/03/12. VAN BRUNT, E E. Arizona Public Service Co. 
2:.>:; 22‘^OC C4C 24X Fiche: 50-528, 84/03/12. 8404050141. 


—8404050147 IE Insp Repts 50-528/S4-OS & 50-529/84-07 on 840206-0302. No 
noncomp 1 iance or deviation noted. Major areas inspected; 
startup testing, startup & operations interface controls, 
noncompliance followup & LPSI pump corrective actions. 

FIORELLI.G. , YOUNG, T. Region 5, Office of Director. 84/03/09. 

6pp. 22900:042, 24X Fiche; 50-528, 84/03/ 12, 8404050141. 


8404050238 Forwards IE Insp Repts 50-528/84--06 50-529/84-06 it 
50-530/84-04 on 840103-0215. Wo none omp 1 ianc e noted. 

BISHOP, T. W. Division of Resident, Reactor Project Engineering 
Programs. 84/03/20. VAN BRUNT, E.E. Arizona Public Service Co. 
2pp. 22904:082. 24X Fi c h e : 50-528, 84/03/20 , 8404050238. 


—8404050319 IE Insp Repts 50-528/84-06,50-529/84-06 50-530/84-04 on 

840103-0215. No noncompliance or deviations noted. Major areas 
inspected ; const activities pertaining to Unit 1 reactor 
coolant pump lA hydrotest & cladding repair records. 

VORDERBRUEGGEN, YOUNG, T. Region 5, Office of Director. 84/03/19. 
9pp. 22904:084. 24X Fi che; 50-528, 84/03/20, 8404050238. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness i< Engineering 
Response <Post 830103). 84/03/23. Consolidated Edison Co. of New 

York, Inc. ISSpp. 22933:122. 24X Fi che ; 50-000. 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Sve list 
end. 

JORDAN, E. L, Division of Emergency Preparedness -Si Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 05pp. 22892:145. 24X Fiche; 50-000, 84/03/28, 8403140241. 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Sve list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc, 126pp. 22892:231. 24X Fiche; 50-000, 84/03/29, 8403140247. 


8404050136 Forwards IE Insp Repts 50-528/84-06, 50-529/04-06 & 
50-530/84-04 on 840103-0215. No nonconp 1 ianc e identified. 

BISHOP, T.W. Region 5, Office of Director, 84/03/30. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 22900:056. 24X 

Fiche: 50-528, 84/03/30, 8404050136, 


—8404050139 IE Insp Repts 50-528/84-06,50-529/84-06 «c 50-530/84-04 on 
840103-0215. No noncompliance or deviation identified. Major * 
areas inspected; c onst activities per Unit 1 reactor coolant 
pump lA hydrotest Sc cladding repair records, 

VORDERBRUEGGEN, YOUNG, T. Region 5, Office of Director. 84/03/29. 
9pp, 22900:058. 24X Fi c h e : 50-528, 84/03/30, 8404050136. 


8404240339 Forwards IE Insp Repts 50-528/84-05 & 50-529/84-05 on 
840221-24, No violations noted. 

WENSLAWSKI, F. A. Region 5, Office of Director. 84/03/30. VAN 
BRUNT, E.E. Arizona Public Service Co. 2pp. 24100:273. 24X 

Fiche: 50-528, 84/03/30, 3404240389. 


—8404240396 IE Insp Repts 50-528/84-05 & 50-529/84-05 on 840221-24. No 
violations or deviations noted. Major areas inspected: 
followup of previous items, policy statements, personnel 
ronitoring, ALARA, training & preoperationa 1 testing. 

■NORTH, H.S., WENSLAWSKI, F. A. Region 5, Office of Director. 

84/03/29, 7pp. 24180:275. 24X Fiche: 50-528, 84/03/30, 8404240389. 


8404090384 Ack receipt of 840323 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-528/83-41, 

WENSLAWSKI, F. A. Region 5, Office of Director. 84/04/03. VAN 
BPUNT,E. E. Arizona Public Service Co. Ip. 22936:019. 24X 

Fiche; 50-528,84/04/03, 8404090384. 


— 840409038S Responds to NRC 840217 Ir re violations noted in IE Insp 
Rept 50-523/83-41. Addl time to further evaluate position re 
calculation method for radiation monitoring sys requested. 

Response will be provided by 840430. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/03/23. MARTIN. J. B. 
Region 5, Office of Director. Ip. 22936:020, 24X 

Fiche: 50-528, 84/04/03, 8404090384. 


8404160280 Ack 840131 response to NRC 831212 Itr & notice of violation 
& proposed imposition of civil penalties re failure to 
adequately control activities affecting quality of 
saf ety-related work. Order imposing civil penalty end, 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/04/03. WOODS, T. G. Arizona Public Service Co. 2pp. 

24066: 075. 24X Fiche; 50-528, 84/04/03, 8404160280. 


— B404160283 Order imposing civil penalty in amount of 4.20, 000 for 
violation re saf ety-re lated work quality noted in insp on 
830906-1 101. Penalty mitigated by 507. based on licensee 
840131 response to violation. 

DEYOUNG, R. C. Director's Office. Office of Inspection and 
Enforcement. 84/04/03, Arizona Public Service Co. Spp. 
24066: 077, 24X Fiche; 50-528, 84/04/03, S4041602S0. 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i ca ti on of Individuals 
to Use Respiratory Protective Devices." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co, of New 

York, Inc. 149pp. 24X Fi ch e: 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qual if i cation Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison*Co. of New 

York. Inc. 103pp. 24066.164. 24X Fiche : 50-000. 84/04/05. 8403140263. 


8404240312 Forwards IE Insp Repts 50-528/84-10.50-529/84-08 & 
50-530/84-05 on 840227-0309 S, notices of violation & 
deviation. 

BISHOP, T. W. Division of Res i d ent. Reac tor Project & Engineering 
Programs. 84/04/10 VAN BRUNT, E. E. Arizona Public Service Co. 
2pp. 24168:308. 24X Fic he: 50-528, 84/04/10, 0404240312. 


— 8404240317 Notice of violation from insp on 840227-0309. 
YOUNG, T. Region 5, Office of Director. 84/04/10. 2pp. 
24168:310. 24X Fiche: 50-528, 84/04/10, 8404240312. 


— 8404240325 Notice of deviation from insp on 840227-0309. 

YOUNG, T. Region 5, Office of Director. 84/04/10. Ip. 24168:312. 
24X Fiche; 50-528, 84/04/10, 0404240312. 


— 8404240337 IE Insp Repts 50-528/84-10,50-529/84-08 50-530/84-05 on 

840227-0309, Violations noted : uncertified QC inspector 
performed insp ver i f i c a t i ons on rotating equipment & no 
documentary evidence available re use of duct sealant. 

NARBUT, P.P., BURDOIN, J. , HOLLENBACH, D. Region 5, Office of 
Director. 84/04/09. 16pp, 24168:313. 24X Fi ch e : 50-528, 84/04/1 0, 

8404240312. 


8404240151 Forwards IE Insp Rept 50-520/84-07 on 840206-22. No 
noncompliance noted. 

MARTIN, J.B. Region 5, Office of Director. 84/04/12. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 24164:038. 24X 

Fiche: 50-528. 84/04/12, 8404240151. 


— 8404240154 IE Insp Rept 50-528/84-07 on 840206-22. No violations or 
deviations noted. Major areas inspected; co Id license 
operator training program S, independent insp effort. 

JOHNSON, P. H. . POLICH, T. J. , YOUNG, T. Region 5, Office of Director. 
84/04/06. 4pp. 24164.040. 24X Fiche: 50-528, 84/04/12, 8404240151 . 


8403140271 IE Info Notice 84-26. "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Sve list 
end. 

GRACE, J. N. Division of QA. Safeguards it Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001. 24X Fiche: 50-000, 84/04/16. 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of hJRC 
Requirements by Radiography Licensees. *' Sve list end. 

GRACE, J. N. Division of QA. Safeguards if Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche; 50-000. 84/04/16. 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Sve list end. 

GRACE, J. N. Division of (SA. Safeguards & Inspection Programs (Post 
S30103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205, 24X Fi che; 50-000, 84/04/1 7. 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Sve list end. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Pest 
S301O3). 84/04/17. Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292. 24X Fi che ; 50-000, 84/04/1 7. 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Sve list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24388:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping & Matl 
Defects in Bahnson HVAC Units, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc. 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 84031 402S4. 
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8403140286 IE Info Notice 84-3li "Increased Stroking Time of Bettis 
Actuators Because of Sujollen Eth y 1 ene~Prop y I ene Rubber Seals 
& Seal Set. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:119. 24X Fiche: 50-000. 04/04/18. 8403140286. 


8404130404 IE Info Notice 84-32. "Auxiliary Feedwater Sparger & Pipe 
Hanger Damage. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York. Inc. 119pp. 24195 343. 24X Fiche: 50-000. 84/04/18. 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list enc 1. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York. Inc. 119pp. 24285:015, 24X Fiche : 50-000, 84/04/20. 8404160130. 


8404270071 Forwards mod /clarification to util 840131 response to 
enforcement Itr &: notice of violation re programs 
established as result of NRC const assessment team Sept 1983 
insp Sc audit 

VAN BRUNT, E. E. Arirona Public Service Co, 84/04/24. Director's 
Office, Office of Inspection and Enforcement. 8pp. 24217:324. 24X 

Fiche: 50-528. 84/04/24, 8404270071. 


S, Reportable occurrences, LERs Sc related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner component. Time 
delay relays jumper will be removed from relay contacts. 

EMPEY, D. C. Rockwell In terna t i ona 1 Corp. 83/05/05, COLLINS, J. 
Region 4. Office of Director, 5pp. 24054:336, 24X 

Fiche; 50-000, 83/05/05. 8404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITS Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc, 

EMPEY. D. C. Rockwell In t ernat i ona 1 Corp. 83/05/27. COLLINS. J. T. 
Region 4, Office of Director. 6pp. 24054:330. 24X 

Fiche: 50-000. 83/05/27, 8404170427. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner ap p I i cat i on. Vi ton seal issue not 
reportable per Part 21 Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY. D, C. Rockwell International Corp. 83/12/19. COLLINS. J. 

Region 4. Office of Director. 3pp. 24059: 109. 24X 

Fiche: 50-000. 83/12/19. 8404170471 


8404170064 Part 21 rept re power supplies for IE annunciators 
1J-RKB-UA-2D & 1J-RKB-UA-4E found superimposing ac spikes 
onto 125-volt dc bus. "Pi" filter installed on dc input 
lines & filter circuit added, 

morris. J.L, Beta Products. 83/12/20. COLLINS. J.T. Region 4, 
Office of Director. 2pp 24059:328. 24X Fiche: 50— 528. 83/12/20. 

8404170064. 


8404130085 Interim Deficiency Rept DER 84-02 re excessive rust. scale St 
pitting in clevis 8< arm of several safety injection & CM 
valves. Initially reported on 840123. Final rept delayed until 
840427 due to extensive investigation & evaluation. 

VAN BRUNT, e, E. Ariiona Public Service Co. 84/03/22. BISHOP, T.W. 
Division of Resident. Reactor Project S< Engineering Programs. 2pp. 
24030:258. 24X Fi c he : 50-520, 84/03/22. B4041 00085. 


8404130160 Interim Potentially Reportable Deficiency Rept DER 83-66 re 
internal problems in motor driven auxiliary feedwater pump. 

Initially reported on 831011, Addl time requ ir ed, Fina 1 rept 
will be submitted on 840601. 

VAN BRUNT. E E. Arizona Public Service Co. 04/03/22. BISHOP. T.W. 
Division of Res ident, Reac tor Project & Engineering Programs. 2pp. 
24031:131, 24X Fiche; 50-528. 84/03/22. 84041 30160. 


8404130219 Interim Deficiency Rept DER 83-71 re Pacific Scientific 
shock arrestors possibly having generic defect. Initially 
reported on 83101 1 . Inves t i gat i on incomp lete . Ne xt rept will 
be submitted by 840427. 

VAN BRUNT. E E. Arizona Public Service Co. 84/03/22. BISHOP. T.W. 
Division of Res i den t. Reac tor Project & Engineering Programs. 2pp. 
24029:151. 24X Fiche; 50-528. 84/03/22. 84041 30219. 


8404130155 Interim Deficiency Rept DER 83-76 re logic for auxiliary 
feedwater pump turbine steam supply valves being contrary to 
FSAR requirements. Initial ly reportetf on 831 102. No new info 
avai lab le. Next rept will be submitted by 040518. 

VAN BRUNT. E E. Arizona Public Service Co. 04/03/23. BISHOP. T.W. 
Division of Res id en t. Reac tor Project Engineering Programs. 2pp. 
24031:135. 24X Fiche: 50-528, 84/03/23» 84041 30155. 


8404130256 Interim Deficiency Rept DER 84-10 re abnormal number of open 
circuited single element resistance temp detec tors. Initially 
reported on 840229. Investigation i nc omp lete . Ne x t rept will 
be submitted by 840601. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/03/23. BISHOP. TW. 
Division of Resident, Reactor Project & Engineering Programs. 3pp. 
24029: 1 86. 24X Fiche: 50-528, 84/03/23. 8404130256. 


8404090209 Deficiency Rept DER 83-64 re Target Rock pressure relief 
valves failing to meet prerequisite tests. Initially reported 
on 830928. Extension until 840529 to submit final rept 
requested. 

VAN BRUNT. E E. Arizona Public Service Co. 84/03/28. BISHOP. T.W. 
Division of Res id en t. Reac tor Project & Engineering Programs. 2pp. 
22940:121, 24X Fi c he : 50-528, 84/03/28. 8404090209. 


8404090305 Interim Deficiency Rept DER 83-80 re main feedwater 
isolation valve closing time exceeding spec requirements. 

Initially reported on 831122. Due to extensive investigation 
it evaluation, final rept will not be submitted until 040525. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/03/28. BISHOP, T.W. 
Division of Res iden t, Reac tor Project it Engineering Programs. 2pp. 
22942: 242. 24X Fiche: 50-528, 84/03/28. 8404090305. 


8404130265 Interim Deficiency Rept DER 84-03 re stuck lower 4-uay valve 
on feedwater isolation valves during testing. Investigation 
incomp 1 ete. Ne xt rept will be submitted by 840531. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/03/30. BISHOP. T.W. 
Division of Res id en t. Reac tor Project it Engineering Programs. 2pp. 
24029:102. 24X Fi c he : 50-528, 84/03/30- 04041 30265. 


8404050188 EN-83-079A: on 831207. not i ce of violation it proposed 
imposition of civil penalty in amount of $8,000 issued to 
1 icense e. Ac t ion based on licensee failure to maintain 
adequate QA program f a 1 s i f i cat i on of records. 

KLINGLER. G. . AXELRAD, J. Director's Office. Office of Inspection and 
Enforcement. 84/04/03. Ip. 22900:198. 24X Fiche: 50-528, 84/04/03, 

8404050188. 


8404130274 Interim Deficiency Rept DER 84-11 re contaminated conduit 
used in PVMP instrumentation. Initially reported on 840308. 
Investigation incomp 1 ete. Next rept will be submitted by 
840529. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/04/03. BISHOP. T.W. 
Division of Res ident. Reac tor Project 8< Engineering Programs. 3pp. 
24028: 212. 24X Fiche: 50-528. 84/04/03.8404130274. 


8404130306 Interim Deficiency Rept DER 84-13 re HVAC acceptance 
criteria. Initially reported on 840313. HVAC walkdown 
acceptance criteria generated by Bechtel Corp. Nonconformance 
repts will be prepared Next rept by 841214. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/04/05. BISHOP. T.W. 
Division of Resident, Reactor Project 8< Engineering Programs, 3?p. 
24028:215. 24X Fic he; 50-528. 84/04/05. 8404130306. 


8404200225 Interim Deficiency Rept DER 83-83 re incorrect sway strut 
supporting Class QIA piping instal lation. Initially reported 
on 841202 Due to extensive investigation it eva luat ion. final 
rept delayed until 840525. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/04/06, BISHOP. T. W. 
Division of Res i d en t. Reac tor Project it Engineering Programs. 2pp. 
24113: 309. 24X, Fiche: 50-528. 84/04/06. 8404200225. 


8404200268 Interim Deficiency Rept DER 84-16 re ESF actuation sys relay 
cabinet base plates. Initially reported on 840321. Due to 
extensive investigation & evaluation, final rept delayed 
until 840629. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/04/06. BISHOP. T.W. 
Division of Resident. Reactor Project 8< Engineering Programs. 3pp. 
24116; 099. 24X Fiche: 50-528. 84/04/06. 8404200268. 


8404180152 Final Deficiency Rept DER 84-01 re methodology used to 
track required retesting activiti es. Initial ly reported on 
840120. Item determined not reportable per 10CFR50. 55<e ) or 
Part 21. 

VAN BRUNT. E.E. Arizona Public Service Co. 04/04/09. BISHOP. T.W. 
Division of Resident, Reactor Project it Engineering Programs. 4pp. 
24078:017. 24X Fiche: 50-528. 84/04/09. 8404180152. 


8404120104 Deficiency Evaluation Rept DER 81-35 re leaks in temporary 
underground pipe, Response to NRC 840229 request for addl 
info expected by 840701, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/04/10. KNIGHTON. 0. W. 
Licensing Branch 3. Ip. 24023:208. 24X Fiche: 50-528, 84/04/10. 

8404120104. 


8404200236 Rev 1 to Final Deficiency Rept DER 83-43 re improper crimp 
terminations in 12 Harlo Corp cab ine ts. In i t ial ly reported on 
830708. Cond i tion corrected by dispositioning SE-1574 as 
. rework. Also reportable per Part 21. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/04/10. BISHOP, T.W. 
Division of Resident. Reactor Project it Engineering Programs. 4pp. 
24114,196. 24X Fi c he: 50-528. 84/04/10. 8404200236. 
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8404200306 Interim De^^iciency Rept DER 84-12 re Zone III violations of 
Reactor Coolant Pump lA St Steam Generator 1. Initially 
reported on 840314. Bechtel corresponding u/C-E to determine 
reportab i lity. Final rept by 840601. 

VAN BRUNTi E. E. Arizona Public Service Co. 84/04/10. BISHOP. T.W. 
Division of Resident, Reactor Project St Engineering Programs. 3pp. 
24116:121. 24X Fiche; 50-528. 84/04/10. 8404200306. 


8404200283 Interim Deficiency Rept DER 83-81 re 160 SS pipe from 
Gulfalloy. Inc w/mfg defect. violating min wall thickness. 

Initially reported on S3112S. Due to extensive investigation 
St evaluation, final rept delayed until 840531. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/04/12. BISHOP, T.W. 
Division of Resident. Reac tor Project Se Engineering Programs. 2pp. 
24115:-319. 24X Fi c h e ; 50-528, 84/04/12, 8404200283. 


8404200285 Interim Deficiency Rept DER 84-07 re Borg Warner valve stem 
extensions S< failure to provide corrective action stated in 
Deficiency Rept DER 80-21. Initially reported on 840209. 

Final rept will be submitted by S40601. 

VAN BRUNT. E. E, Arizona Public Service Co. 84/04/12. BISHOP. T.W. 
Division of Resident. Reac tor Project & Engineering Programs. 2pp. 
24114:194. 24X Fiche; 50-528, 84/04/12. 8404200285. 


8404200238 Interim Deficiency Rept DER 82-76 re failure of Target Rock 
valves to meet spec/test requirements. Initial ly reported on 
831124. Due to extensive investigation eva luation. final 
rept will be delayed until 840530. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/12. BISHOP.T.W. 
Division of Resident, Reac tor Project Se Engineering Programs. 2pp. 
24115:335. 24X Fiche: 50-528. 84/04/12, 8404200288. 


8404200298 Interim Deficiency Rept DER 83-75 re improperly torqued 
bolts securing two D0126SA panel filler assemblies supplied 
by Foxb or 0 . Ini t ial 1 y reported on 831102 Final rept delayed 
until 840525 due to extensive investigation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/12. BISHOP.T.W. 
Division of Resident, Reactor Project St Engineering Programs. 2pp. 
24116:119. 24X Fi c h e : 50-528. 84/04/12, 8404200298. 


8404240159 Interim Deficiency Rept DER 83-61 re failure of Ingersoll- 
Rand low pressure safety injection pumps to start. Ini tial ly 
reported on 830914. Light rubs for lower case ring determined 
normal at 840309 meeting. Final rept by 840629. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/04/13. BISHOP.T.W. 
Division of Resident. Reactor Project & Engineering Programs. 7pp. 
24164:018. 24X Fic h e : 50-528, 84/04/13. 8404240159. 


0404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2. OOOS. 

K- 3. 0008 & K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL. D. D, Brown Boveri Corp. (subs, of Brown Boveri St Co.. Ltd. ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fiche: 50-000. 84/04/16, 8404200323. 


8404270098 Interim Deficiency Rept DER 84-18 re wiring error on low 
pressure safety injection pump B CS-3 switc h. Initially 
reported on 840326. Bech te 1 will determine reportability of 
subj item. Final rept expected by 840612. 

VAN BRUNT. E. E. Arizona Public Service Co, 84/04/18. BISHOP.T.W. 
Division of Resident. Reactor Project & Engineering Programs. 3pp. 
24218; 321. 24X Fiche: 50-528. 84/04/18, 8404270098. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees Se 
applicants for OLs re change to NUREO— 1021. "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/04/02, Consolidated 
Edison Co. of New York, Inc. 2Ipp, 24066; 297. 24X 

Fiche: 50-000. 84/04/02. 8404020019. 


8404240151 Forwards IE Insp Rept 50-528/84-07 on 840206-22. No 
noncomp liancB noted, 

MARTIN. J. B. Region 5. Office of Director, 84/04/12. VAN BRUNT. E. E. 

Arizona Public Service Co, 2pp. 24164:038. 24X 

Fiche: 50-528. 84/04/12, 8404240151, 


—8404240154 IE Insp Rept 50-528/84-07 on 840206-22. No violations or 
deviations noted. Major areas inspected: cold license 
operator training program independent insp effort. 

JOHNSGN, P. H. , POLICH. T. J. , YOUNG. T. Region 5, Office of Director. 
B4/04/06r, 4pp. 24164:040. 24X Fic he: 50-528. 84/04/12, 8404240151. 


DOCKET STN-50-529 PALO VERDE NUCLEAR STATION. UNIT 2 


A. Application/construction stage documents St correspondence 


8403210162 Ltr to all applicants for OLs St full power auth ori za ti ons 
sucnmarizing 840126 meeting in Bethesda, MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews Sc development of acceptable experience profile. 

HANNON. J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche: 50-000. 84/03/01, 8403210162. 


8404020134 Forwards status update of human engineering d iscrepanc i es & 
audit findings resulting from detailed control room design 
review. Bookshelves installed in Unit 1 control room. Same 
type shelves incorporated into design for Units 2 S' 3. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/03/14. KNIGHTON. G. 
Office of Nuclear Reactor Regulation. Director. 61pp. 22837:114. 

24X Fiche; 50-528.84/03/14.8404020134, 


8404120022 Forwards evaluation of NUREG-0737. Item II. F. 1, Attachment 1 
re post-implementation review of noble gas effluent 
monitors. Instrumentation installed at facility does not meet 
requirements of NUREG-0737 item S< should be reassessed. 

KNIGHTON. G. W. Licensing Branch 3. 84/03/21. VAN BRUNT. E. E. 

Arizona Public Service Co. 9pp. 24034:001. 24X 

Fiche: 50-528. 84/03/21. 8404120022. 


8404030104 Forwards applicant 840309 press release entitled. "Arizona 
Public Svc Announces New Schedule for Palo Verde Nuclear 
Generating Station." per 840217 ltr. Fuel loading for Unit 2 
scheduled for Last Quarter 1985. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/03/26. KNIGHTON. 0. 
Licensing Branch 3. 5pp. 22853:175. 24X Fiche: 50-528, 84/03/26. 

8404030104. 


8404050292 Forwards resumes of operations manager St maint manager, 
per FSAR Sections 13. 1. 2. 2. 3 & 13. 1. 2. 2. 3. 2. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/03/29. KNIGHTON. G. 
Licensing Branch 3. 5pp. 22899:040. 24X Fi c h e : 50-528, 84/03/29. 

8404050292. 


8404170007 Forwards request for addl info re single failure 
vulnerabilities in auxiliary pressurizer spray sys design. 
Schedule of response requested within 2 wks of ltr receipt. 
KNIGHTON, G. W. Licensing Branch 3. 84/04/03. VAN BRUNT. E. E, 

Arizona Public Service Co. 6pp. 24091:357. 24X 

Fiche: 50-528, 84/04/03. 8404170007. 


8404170013 Requests addl info re reactor sys components per 840320 
meeting. Due to lack of svc experience. inf o needed to 
demonstrate that w/reduced clearance present in snubbers, 
devices can operate reliably for svc life of internals. 

KNIGHTON, G. W. Licensing Branch 3. 84/04/03. VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 24091:354. 24X 

Fiche: 50-528. 84/04/03, 8404170013. 


9404170019 Requests addl info re process control program. Response 
requested within 2 wks of ltr receipt. 

KNIGHTON. G. W. Licensing Branch 3. 84/04/03. VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 24091:343. 24X 

Fiche: 50-528, 84/04/03. 8404170019. 


8404230227 Notification of 840531 meeting w/util.C-E St Bechtel in 
Bethesda. MD to discuss NRC position re source range neutron 
flux monitor for remote shutdown panel. 

LICITRA.E. A. Licensing Branch 3. 84/04/03. KNIGHTON. G. W. 

Licensing Branch 3. 3pp. 24186:221. 24X Fi che; 50-528, 84/04/03. 

8404230227. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re interim procedures 
for NRC mgt of plant-specific backf itting. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066: 264. 24X 

Fiche; 50-000. 84/04/04. 8404040256. 


E. NRC Safety Evaluation Report (SER), suppls St correspondence 


8404100014 Discusses possible effects Palo Verde Hills may have on 
horizontal dispersion of plume coming from plant. per SSER 5 
(NUREG-0857). Map end. 

VAN BRUNT. E E. Arizona Public Service Co. 84/04/06. KNIGHTON, G. 
Licensing Branch 3. 4pp. 22967:155. 24X Fiche: 50-528. 84/04/06. 

8404100014. 
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F. Security, medical, emergency 8< fire protection plans 


8404020131 Advises that compute! — based safety parameter display sys 
installation c omp 1 e ted . Safety analysis perf ormed, per Generic 
Ltr 82-33, Suppl 1 to NUREO-0737. Ob servati on s will be 
resolved by Dec 1984, 

VAN BRUNT, E.E, Arizona Public Service Co 84/03/27. KNIGHTON. G. 
Licensing Branch 3. 2pp 22837.097, 24X Fiche : 50-528, 84/03/27, 

B404020131. 


8404120281 Forwards responses to NRC comments re qual i f icat ion 
structure of detailed control room design room review team, 
per Suppl 1 to NUREG-0737. 

VAN BRUNT, EE. Arizona Public Service Co. 84/04/09. KNIGHTON. G. 
Licensing Branch 3. 34pp. 24012:280. 24X Fi ch e : 50-528, 84/04/09. 

8404120281. 


8404170243 Forwards revised responses for Questions 1, 10 & 23 provided 
in util 830929 ltr, per 840320 telcon reques t. Questions 
pertain to fire-rated walls, fire hose stations & fire 
alarm/detection circuits. 

VAN BRUNT, E.E. Arizona Public Service Co, 84/04/13. KNIGHTON, G. 
Licensing Branch 3. 10pp. 24053:071. 24X Fi c h e : 50-528, 84/04/ 13. 

8404170243. 


H. General correspondence 


8404170412 Requests that J Morrison L Bernabei be added to svc list 
for fac ilities. 

* Region 5, Office of Director. 84/04/17. NRC - No Detailed 
Affiliation Given. Ip, 24054:281. 24X Fi c he : 50-528, 84/04/17, 

8404170412, 


Q. Inspection reports, IE Bulletins & correspondence 


8404050199 Forwards IE Insp Repts 50-528/84-04,50-529/84-04 ?, 
50-530/84-03 on 831031-1104,14-18 840123-27 notice of 

vi 0 lati on. 

BISHOP. T.W, Region 5, Office of Director, 84/03/07. VAN BRUNT> E. E. 

Arizona Public Service Co, 2pp. 22900:199, 24X 

Fiche: 50-528, 04/03/07, 8404050199, 


— 8404050201 Notice of violation from insp on 831031-840127. 
YOUNG, T. Region 5, Office of Director. 84/03/07. 2pp. 
22900:201. 24X Fi ch e . 50-528, 84/03/07, 8404050199, 


— 8404050206 IE Insp Repts 50-528/84-04,50-529/84-04 8< 50-530/84-03 on 
831031-1104,14-18 840123-27. Violation identified: 

termination engineers -!< QC inspectors failed to properly 
verify cable bend radii, 

NARBUT.P, P., BURDOIN.J,, YOUNG, T, Reqion 5. Office of Director. 
84/02/24, 26pp. 22900:203, 24X Fi c he : 50-528, 84/03/07, 8404050199. 


3404050141 Forwards IE Insp Repts 50-528/84-08 Si 50-529/84-07 on 
840206-0302. No none omp 1 iance noted, 

BISHOP, T.W, Division of Res i d ent , Reac tor Project & Engineering 
Programs, 84/03/12. VAN BRUNT, E.E. Arizona Public Service Co. 
2pp. 22900:040, 24X F i c h e : 50-528, 84/03/ 12, 8404050141. 


— 8404050147 IE Insp Repts 50-528/84-08 & 50-529/84-07 on 840206-0302. No 
noncompliance or deviation noted. Major areas inspected: 
startup testing, startup operations interface controls, 
noncompliance followup & LPSI pump corrective actions. 

FIORELLI/G , YOUNG, T. Region 5, Office of Director. 84/03/09. 

6pp 22900:042, 24X Fiche: 50-528, 84/03/ 12, 8404050141. 


8404050238 Forwards IE Insp Repts 50-528/84-06 & 50-529/94-06 & 
50-530/84-04 on 840103-021 5, No noncompliance noted. 

BISHOP, T,W, Division of Resident, Reactor Project & Engineering 
Programs. 84/03/20. VAN BRUNT, E. E. Arizona Public Service Co. 
2pp, 22904:082. 24X F i c h e : 50-528, 84/03/20, 8404050238 


— 8404050319 IE Insp Repts 50-528/04-06,50-529/84-06 ?< 50-530/84-04 on 
840103-021 5. No noncomp 1 iance or deviations noted. Major areas 
inspected: const activities pertaining to Unit 1 reactor 
coolant pump lA hydrotest cladding repair records. 
VDRDERBRUEOGEN, YOUNG. T, Region 5, Office of Director, 84/03/19. 
9pp. 22904:084. 24X Fi c h e : 50-528, 84/03/20, 8404050238. 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/28, Consolidated Edison Co. of New 

York, Inc. 13Bpp. 22933:122. 24X Fiche: 50--000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin." Svc list 
end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. cf N?tJ 

York, Inc. 85pp 22892:145, 24X Fich e: 50-000, 84/03/28, 840314«)24» 


S403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp, 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


8404050136 Forwards IE Insp Repts 50-528/84-06.50-529/84-06 & 
50-530/84-04 on 840103-0215 No noncompliance identified. 

BISHOP, T. W. Region 5, Office of Director. 84/03/30. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 22900:056, 24X 

Fiche: 50-523, 84/03/30, 8404050136, 


— 8404050139 IE Insp Repts 50-528/94-06,50-529/84-06 & 50-530/84-04 on 
840103-0215. No noncomp 1 iance or deviation i dentified. Major 
areas inspec ted : c ons t activities per Unit 1 reactor coolant 
pump lA hydrotest •?< cladding repair records. 

VORDERBRUEGGEN, YOUNG, T Region 5, Office of Director 84/03/29, 
9pp, 22900:058. 24X Fi c h e : 50-528, 84/03/30, 8404050136. 


8404240389 Forwards IE Insp Repts 50-528/84-05 fy. 50-529/84-05 on 
840221-24. No violations noted, 

WENSLAWSKI, F. A. Regions, Office of Director. 84/03/30. VAN 
BRUNT, E.E. Arizona Public Service Co. 2pp, 24180:273. 24X 

Fiche; 50-523, 84/03/30, 8404240389. 


— 8404240396 IE Insp Repts 50-528/84-05 & 50-529/84-05 on 840221-24. No 
violations or deviations noted. Major areas inspected: 
followup of previous items, policy statements, personne 1 
monitoring, ALARA, training &i preoperationa 1 testing. 

NORTH, H. S. , WENSLAWSKI. F A. Region 5, Office of Director. 

84/03/29. 7pp. 24100:275. 24X Fi c h B : 50-528, 84/03/30, 8404240389. 


8403140259 IE Info Notice 84-24, "Physical Qual if ication of Individuals 
to Use Respiratory Protective Devices, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X F i c h e ; 50-000, 84/04/05, 8403140259. 


8403140263 IE Info Notice S4-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sf Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York, Inc, 103pp. 24066:164. 24X Fiche; 50-000, 84/04/05, 8403140263. 


8404240312 Forwards IE Insp Repts 50-528/84-1 0, Ss0--529/84-08 
50-530/84-05 on 840227-0309 tx notices of violation 8t 
deviati on. 

BISHOP, T.W, Division of Res ident, Reactor Project 8< Engineering 
Programs. 84/04/10. VAN BRUNT, E. E, Arizona Public Service Co. 
2pp. 24168:308. 24X Fi c h e : 50-528, 84/04/10, 8404240312 


— 8404240317 Notice of violation from insp on 840227-0309. 
YOUNG, T. Region 5, Office of Director. 84/04/10. 2pp. 
24168:310 24X Fi ch e : 50-528, 84/04/10. 8404240312. 


— 8404240325 Notice of deviation from insp on 840227-0309. 

YOUNG, T. Region 5, Office of Director. 84/04/10. Ip. 24168:312. 
24X Fiche: 50-528, 84/04/10, 8404240312, 


— 8404240337 IE Insp Repts 50-528/84-10,50-529/84-08 t< 50-530/84-05 on 
840227-0309. Violations noted : uncertified QC inspector 
performed insp verifications on rotating equipment & no 
documentary evidence available re use of duct sealant. 

NARBUT.P.P, , BURDOIN,J , HDLLENBACH, D. Region 5, Office of 
Director. 84/04/09. 16pp. 24168:313. 24X Fiche: 50-528, 84/04/10, 

3404240312. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Req.uirements by Moisture Density Gauge Licensees." Svc list 
enc 1, 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

86pp. 24189:001, 24X Fi c h e , 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Req.uirements by Radiography Licensees." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE, J.N. Division of QA. Safeguards 8< Inspection Programs (Post 
830103). 04/04/17. Consolidated Edison Co. of New York, Inc. 

e6pp. 24163:205. 24X Fi ch e r 50-000- 84/04/1 7, 8403140273. 


840314027'^ IE Info Notice 84-28, "Recent Serious Violations of NRC 
Risqui f ements by Well Logging Licensees." Svc list end. 

GRACE. J.N. Division of QA, Safeguards & Inspection Programs (Post 
94/04/17. Consolidated Edison Co. of New York, Inc. 
24163:292. 24X Fiche: 50-000, 84/04/1 7, 8403140277, 
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8403140280 IE Info Notice 84-29, '*GE Magne-Blast Circuit Breaker 
Problems. " Svc list enci. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of Netu 

York, Inc. 129pp. 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Di screpanc i es in Rec ord k eep ing & Mail 
Defects in Sahnson HVAC Units. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness S>. Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:001. 24X Fiche; 50-000, 84/04/18, 8403140234. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
St Seal Set. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp. 24188:119. 24X Fiche: 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post B30103), 84/04/18. Consolidated Edison Co. of New 

York, Inc, 119pp. 24195:343, 24X Fiche: 50-000, 84/04/18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/20. Consolidated Edison Co. of New 

York, Inc. U9pp. 24285:015, 24X Fiche; 50-000, 84/04/20, S404I60130. 


8404270071 Forwards mod/c iarif ication to util 840131 response to 
enforcement Itr St notice of violation re programs 
established as result of NRC const assessment team Sept 1983 
insp St audit. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/24. Director's 
(Office, Office of Inspection and Enforcement. Spp. 24217; 324. 24X 

Fiche; 50-523. 84/04/24, 8404270071. 


S. Reportable occurrences, LERs St related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qual if ication 
program of post-LOCA hydrogen recombiner component. Time 
delay relays & jumper will be removed from relay contacts. 

EMPEY, D, C. Rockwell International Carp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. Spp, 24054; 336. 24X 

Fiche: 50-000, 83/05/05, S404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc, 

EMPEY, D. C, Rockwell International Corp. 83/05/27. COLLINS. J. T. 
Region 4, Office of Director. 6pp. 24054; 330. 24X 

Fiche: 50-000, 03/05/27, 8404170427, 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app lication. Viton seal issue not 
reportable per Part 21, Insufficient data exists to 
de,-nonstrate full confidence in seals. 

EMPEY, D. C. Rockwell Internat ional Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059; 109. 24X 

Fiche; 50-000, 83/12/19, 8404170471, 


8404170064 Part 21 rept re power supplies for IE annunciators 
1J-RKB-UA-2D St 1J-RKB-UA-4E found superimposing ac spikes 
onto 125-volt dc bus, "Pi" filter installed on dc input 
lines St filter circuit added. 

MORRIS, J.L. Beta Products. 83/12/20. COLLINS, J. T. Region 4, 
Office of Director. 2pp. 24059:320. 24X Fi che; 50-528, 83/12/20, 

8404170064. 


8404130085 Interim Deficiency Rept DER 84—02 re excessive rust, scale St 
pitting in clevis St arm of several safety injection 8, CM 
valves. Initially reported on 840123. Final rept delayed until 
040427 due to extensive investigation St evaluation. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/03/22. BISHOP, T. W. 
Division of Res ident, Reactor Project & Engineering Programs. 2pp. 
24030: 258, 24X Fiche: 50-528, 84/03/22, 8404130085. 


8404130219 Interim Deficiency Rept DER 83-71 re Pacific Scientific 
shock arrestors possibly having generic defect. Initially 
reported on 831011, Investigation incomplete. Next rept will 
be submitted by 840427. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/03/22. BISHOP, T. W. 
Division of Res iden t, Reac tor Project Sc Engineering Programs, 2pp. 
24029:151. 24X Fiche: 50-528, 84/03/22, 8404130219. 


8404130004 Interim Deficiency Rept DER 04-09 re cad welding for 
catholic protection ground connection occurring w/o approved 
weld technique or d oc umen tat i on. In i t ial ly reported on 
840229. Final rept by 840504. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/03/23. BISHOP, T.W. 
Division of Res id en t, Reac ter Project & Engineering Programs. 3pp. 
24031: 126. 24X Fiche: 50-529, 84/03/23, 8^04130004, 


8404130155 Interim Deficiency Rept DER 83-76 re log'c for auxiliary 
feedwater pump turbine steam supply valves being contrary to 
F3AR requirements. Ini tia 1 ly reported on 831102. No new info 
ava i lab le. Next rept will be submitted by 840518. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/0J/23. BISHOP. T.W. 
Division of Res i den t, Reac tor Project St Engineering Programs. 2pp. 
24031:135. 24X Fi c h e : 50-528, 84/03/23, 84041 301 55. 


8404130256 Interim Deficiency Rept DER 84-10 re abnormal number of open 
circuited single element resistance temp detectors. Initially 
reported on 84022*? T“ vs 7 i g a t i o- incomplete. Next rept will 
be submitted by 

VAN BRUNT, E. E, Arizona Public Service Co. 84/03/23. BISHOP, T.W. 
Division of Res i dent, Reac tor Project & Engineering Programs. 3pp. 
24029:136. 24X Fiche: 50-528, 84/03/23, 8404130256. 


8404090209 Deficiency Rept DER 83-64 re Target Rock pressure relief 
valves failing to meet prerequisite tests. Initially reported 
on 830928. Extens ion until 840529 to submit final rept 
requested. 

VAN BRUNT,E.E. Arizona Public Service Co. 84/03/28. BISHOP, T. W. 
Division of Resident, Reactor Project Sc Engineering Programs. 2pp. 
22940; 121. 24X Fiche: 50-528,84/03/28,8404090209. 


8404090305 Interim Deficiency Rept DER 83-80 re main feedwater 
isolation valve closing time exceeding spec requirements. 

Initially reported on 831 122. Due to extensive investigation 
Sc eva luation, final rept will not be submitted until 840525. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/03/28. BISHOP, T. W. 
Division of Resident, Reac tor Project St Engineering Programs. 2pp. 
22942; 242. 24X Fiche: 50-528, 84/03/28, 8404090305. 


8404130265 Interim Deficiency Rept DER 84-03 re stuck lower 4-way valve 
on feedwater isolation valves during testing. Investigation 
incompl ete. Next rept will be submitted by 840531. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/03/30. BISHOP, T. W. 
Division of Resident, Reac tor Project & Engineering Programs. 2pp. 
24029:102 24X Fi c h e: 50-528, 84/03/30, 84041 30265. 


8404130306 Interim Deficiency Rept DER 84-13 re HVAC acceptance 
criteria. Initially reported on 840313. HVAC walkdown 
acceptance criteria generated by Bechtel Corp. Nonconformance 
repts will be prepared . Ne xt rept by 841214. 

VAN BRUNT, E E. Arizona Public Service Co. 84/04/05. BISHOP, T.W. 
Division of Resident, Reactor Project & Engineering Programs. 3pp. 
24028:215. 24X Fic he : 50-528, 84/04/05, 84041 30306. 


8404200225 Interim Deficiency Rept DER 83-83 re incorrect sway strut 
supporting Class QIA piping instal lation. In i t ial ly reported 
on 841202. Due to extensive investigation & evaluation, final 
rept delayed until 840525. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/04/06. BISHOP, T. W. 
Division of Resi den t, Reac tor Project & Engineering Programs. 2pp. 
24113:309. 24X Fiche; 50-528, 84/04/06, 8404200225. 


8404200268 Interim Deficiency Rept DER 84-16 re ESF actuation sys relay 
cabinet base p la tes . In i t ia 1 1 y reported on 840321. Due to 
extensive investigation St. evaluation, final rept delayed 
until 840629. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/04/06. BISHOP, T. W. 
Division of Resident, Reactor Project & Engineering Programs, 3pp. 
24116:099. 24X Fiche; .50-528, 84/04/06, 8404200268. 


8404120104 Deficiency Evaluation Rept DER 81-35 re leaks in temporary 
underground p ipe. Response to NRC 840229 request for addl 
info expected by 840701. 

VAN BRUNT.E.E. Arizona Public Service Co. 84/04/10. KNIGHTON, (?. W. 
Licensing Branch 3. Ip. 24023:208. 24X Fiche: 50-528, 84/04/10, 

8404120104. 


8404200233 Interim Deficiency Rept DER 83-81 re 160 SS pipe from 
Gulfalloy, Inc w/mfg defec t, viola ting min wall thickness. 

Initially reported on 831128. Due to extensive investigation 
St evaluation, final rept delayed until 840531. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/04/12. BISHOP, T. W. 
Division of Resident, Reac tor Project S< Engineering Programs. 2pp. 
24115:319. 24X Fic h e : 50-528, 84/04/12, 8404200283. 


0404200285 Interim Deficiency Rept DER 84—07 re Borg Warner valve stem 
extensions St failure to provide corrective action stated in 
Deficiency Rept DER 80-21. Initially reported on 840209. 

Final rept will be submitted by 840601. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/04/12. BISHOP, T. W. 
Division of Resident, Reac,tor Project St Engineering Programs. 2pp. 
24114: 194. 24X Fiche: 50-528, 84/04/12,0404200285. 
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8404200288 Interim Deficiency Rept DER S2-76 re failure of Target Rock 
valves to meet spec/test requirements. Initially reported on 
831 124. Due to extensive investigation & eva I ua t i on^ f ina 1 
rept ujill be delayed until 840530. 

VAN 3RUNT, E, E. Arizona Public Service Co, 84/04/12. BISHOP,!. W. 
Division of Res i d en t , Reac tor Project & Engineering Programs. 2pp. 
241 15:335. 24X Fi c h e : 50-528, 84/04/ 12, S4042002S8. 


S40420029S Interim Deficiency Rept DER 83-75 re improperly torqued 
bolts securing two D0126SA panel filler assemblies supplied 
by Foxboro. Initially reported on 831102. Final rept delayed 
until 840525 due to extensive investigation. 

VAN BRONX, E E, Arizona Public Service Co, 84/04/12. BISHOP, T.W. 
Division of Resident, Reac tor Project S< Engineering Programs. 2pp. 
24116:119. 24X F i c h e : 50- 528, 84/04/ 12, 8404200298. 


8404200309 Interim Deficiency Rept DER 84-15 re welds attaching pipe 
restraint supports less than design calculated dimensions. 
Initially reported on 840321. Bech tel developing corrective 
action plan. Final rept expected by 840803, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/04/12. BISHOP, T.W. 
Division of Re s i den t , Reac tor Project & Engineering Programs. 3pp. 
24116:141. 24X Fiche 50-529,84/04/12,8404200309. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid sbate trip devices of Type K-600S~K-2, OOOS, 

K-3, 0008 ?( K-4, OOOS circuit br ea k ers . Report ed in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Doveri Corp, (subs, of Brown Doveri it Co., Ltd.). 
B4.,'04/16 Record Services Branch (Document Control Desk). 4pp. 

24114:161, 24X Fi c h e : .50-000, 84/04/ 1 6, 8404200323. 


V, Gperator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02, Consolidated 
Edison Co. of New York, Inc. 21pp 24066:297. 24X 

Fiche- 50-000, 84/04/02, 8404020019. 


DOCKET STN~50-530 PALD VERDE NUCLEAR STATION, UNIT 3 


A. Application/construction stage documents & correspondence 


8403210162 Ltr to all applicants for OLs full power authorizations 
summarizing 840126 meeting in Bethesda,MD to inform utils of 
NPC concerns re limited operating experience of operating 
crews i: development of acceptable experience profile. 

HANNON, J. Division of Licensing, 84/03/01. Affiliation t4ot 
Assigned. 7pp. 24106 202, 24X Fiche: 50-000, 84/03/01, 8403210162. 


9404020134 Forwards status update of hum.an engineering discrepancies i< 
audit findings resulting from detailed control room design 
revi ew. Boo k sh e Ives installed in Unit 1 control room. Same 
type shelves incorporated into design for Units 2 8, 3. 

VAN BRUNT, E, E. Arizona Public Service Co. 84/03/14. KNIGHTON, G. 
Office of Nuclear Reactor Regulation, Director, 61pp, 22837:114. 

24X Fiche: 50-528, 84/03, d4, 8404020134. 


8404120022 Forwards evaluation of NUREG-0737, Item 1 1. F. 1, Attachment 1 
re post-implementation review of noble gas effluent 
mon j tor s. Ins tr umentat i on installed at facility does not meet 
requirements of NUREG-0737 item it. should be reassessed. 

KNIGHTON, G. W. Licensing Branch 3. 84/03/21. VAN BRUNT, E, E. 

Arizona Public Service Co 9pp. 24034:001 24X 

Fiche: 50-528,84/03/21, 8404120022 


8404030104 Forwards applicant 840309 press release entitled, "Arizona 
Public Svc Announces New Schedule for Palo Verde Nuclear 
Generating Station," per 840217 ltr. Fuel loading for Unit 2 
scheduled for Last Quarter 1985, 

VAN BRUNT, E E. Arizona Public Service Co, 84/03/26. KNIGHTON. Q. 
Licensing Branch 3. 5pp 22853:175. 24X Fi c h e : 50-528, 84/03/26. 

8404030104. 


8404050292 Forwards resumes of operations manager & maint manager, 
per FSAR Sections 13. 1 2. 2. 3 it. 13. 1. 2. 2. 3. 2. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/03/29. KNIGHTON, G, 
Licensing Branch 3. 5pp 22899:040. 24X Fiche: 50-520, 84/03/29, 

8404050292. 


8404170007 Forwards request for addl info re single failure 
vulnerabilities in auxiliary pressurizer spray sys design. 
Schedule of response requested within 2 wks of ltr- -receipt, 
KNIGHTON, G, W. Licensing Branch 3. 84/04/03. VAN BRUNT, E. E. 

Arizona Public Service Co. 6pp. 24091:357. 24X 

Fiche: 50-528, S4/04/03, 8404170007. 


8404170013 Requests addl info re reactor sys components per 840320 
meeting. Due to lack of svc e x p er i enc e, inf o needed to 
demonstrate that w/reduced clearance present in snubbers, 
devices can operate reliably for svc life of internal s. 

KNIGHTON, G. W. Licensing Branch 3, 84/04/03. VAN BRUNT, E. E, 

Arizona Public Service Co. 3pp. 24091:354. 24X 

Fiche: 50-528, 84/04/03, 8404170013. 


8404170019 Requests addl info re process control program. Response 
requested within 2 wks of ltr receipt. 

KNIGHTON, G. W. Licensing Branch 3. 84/04/03. VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 24091:348. 24X 

Fiche- 50-528, 84/04/03, 8404170019, 


9404230227 Notification of 840531 meeting w/util,C-E it Bechtel in 
Bethesda.MD to discuss NRC position re source range neutron 
flux monitor for remote shutdown panel. 

LICITRA,EA. Licensing Branch 3. 84/04/03. KNIGHTON. G. W. 

Licensing Branch 3. 3pp, 24186:221, 24X Fi ch e ; 50-528, 84/04/03, 

8404230227. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs V. holders of CPs re interim procedures 
for NRC mgt of plant-specific bac k f i tt ing . Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/04/04, Consolidated 
Edison Co. of New York, Inc, 20pp. 24066:264. 24X 

Fiche. 50-000, 84/04/04, 8404040256. 


E. NRC Safety Evaluation Report (SER), suppls 5« correspondence 


8404100014 Discusses possible effects Palo Verde Hills may have on 
horizontal dispersion of plume coming from plant, per SSER 5 
(NUREG-0857). Map encl, 

VAN BRUNT. E,E. Arizona Public Service Co, 84/04/06. KNIGHTON, G. 
Licensing Branch 3, 4pp 22967:155. 24X Fi che: 50-528, 84/04/06, 

8404100014 


F. Security, medical, emergency 8,. fire protection plans 


8404020131 Advises that computer-based safety parameter display sys 
installation c omp 1 eted . Safety analysis perf ormed, per Generic 
Ltr 82-33, Suppl 1 to NUPEG-0737. Dbserva t i on s will be 
resolved by Dec 1984. 

VAN BRUNT, E E. Arizona Public Service Co, 84/03/27. KNIGHTON, G. 
Licensing Branch 3. 2pp 22837:097. 24X Fi c h e : 50-528, 84/03/27, 

8404020131. 


8404120281 Forwards responses to NRC comments re qualification it 
structure of detailed control room design room review team, 
per Suppl 1 to NUREO-0737. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/09. KNIGHTON. G. 
Licensing Branch 3. 34pp. 24012:280. 24X Fi c h e : 50-528, 84/04/09, 

0404120281. 


8404170243 Forwards revised responses for Questions 1,10 & 23 provided 
in util 830929 ltr, per 840320 telcon reques t, Questions 
pertain to fire-rated walls, fire hose stations & fire 
alarm/detection circuits. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/13, KNIGHTON, G. 
Licensing Branch 3, lOpp, 24053:071. 24X Fi c he : 50-528, 84/04/13. 

8404170243. 


H. General correspondence 


8404170412 Requests that J Morrison L Bernabei be added to svc list 
for fac i I i ti es, 

# Region 5, Office of Director. 84/04/17. NRC - No Detailed 
Affiliation Given. Ip 24054:281. 24X Fi c h e : 50-528, 84/04/ 1 7, 

8404170412. 


Q. Inspection reports, IF Bulletins &< correspondence 


8404050199 Forwards IE Insp Repts 50-528/84-04, 50-529/84-04 St 
50-530/84-03 on 831031-1104.14-18 & 840123-27 it notice of 
violation. 

BISHOP, T.W, Region 5, Office of Director. 84/03/07, VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp, 22900:199. 24X 

Fiche; 50-528, 84/03/07, 8404050199. 


— 8404050201 Notice of violation from insp on 831031-840127. 
YOUNG, T. Region 5, Office of Director, 84/03/07. 2pp. 
22900:201. 24X Fi c he : 50-528, 84/03/07, 8404050199, 


— 8404050206 IE Insp Repts 50-528/84-04,50-529/84-04 It 50-530/84-03 on 
831031-1104,14-18 i\ 840123-27. Vio lation identified: 
termination engineers S' <JC inspectors failed to properly 
verify cable bend radii, 

NARBUT,P.P. , BURDQIN, J , YOUNG, T. Region 5, Office of Director. 
84/02/24. 26pp. 22900:203, 24X Fiche: 50-528, 04/03/07, 8404050199. 
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8404050238 Forwards IE Insp Repts 50-528/84-06 50-529/84-06 & 

50-530/84-04 on 840103-021 5. No r.oncof?ip liance noted. 

BISHOP. T, W. Division of Res i d en t. .Reac tor Project & Engineering 
Prr-grsns 94/03/20. VAN BRUNTiE. E. Arizona Public Service Co. 
2pp 082. 24X Fi c h e : 50-528. 84/03/20. 3404050238. 


— 8404050319 IE Insp Repts 50-528/84-06.50-529/84-06 it 50-530/84-04 on 
640103-0215. No noncompliance or deviations noted Major areas 
inspected: const activities pertaining to Unit 1 reactor 
coolant pump lA hydrotest cladding repair records. 

VORDERBRUEOGEN. YCU;-4G, T. Region 5. Office of Director. 84/03/19. 
9pp. 22904:084, 24X Fi ch e : 50-528. 84/03/20. 8404050238. 


8402090047 IE Info Notice 84-05. Rev 1. "Exercise Frequency." Svc list 
enc 1 . 

JORDA-N. E. L. Division of Emergency Preparedness 8? Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co. of New 

York, Inc. laOpp. 22933,122. 24X Fi c he ; 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21. "Inadequate Shutdown Margin." Svc list 
end . 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/28 Consolidated Edison Co, of Netu 

York, Inc. S5pp. 22892 145, 24X Fi ch e. 50-000. 84/03/28. 8403140241 . 


8403140247 IE Info Notice 84-22. "Deficiency in COMSIP. Inc Std Bed 
Catalyst. " Svc list encl- 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/29. Consolidated Edison Co, of New 

York, Inc, l26pp. 22092:231. 24X Fir he : 50-000, 84/03/29. 8403140247. 


8404050136 Forwards IE Insp Repts 50-528/84-06.50-529/84-06 & 
50-530/84-04 on 840 103-02 1 5, No none omp 1 ianc e identified. 

BISHOP, T.W. Region 5. Office of Director. 84/03/30. VAN BRUNT, E. £. 

Arizona Public Service Co. 2pp. 22900:056. 24X 

Fiche; 50-528. 84/03/30. 8404050136, 


—8404050139 IE Insp Repts 50-528/84-06.50-529/84-06 50-530/84-04 on 

840103-0215- No none omp 1 I'^anc e or deviation i dent i f i ed. Ma jor 
areas inspected : c onst activities per Unit 1 reactor coolant 
ou"'P 1A '.'dre -iadding repair records. 

V’"'!DE''.j^UEOOEN lOO.'.' T. Region 5. Office of Director. 84/03/29. 
9pp. 22900:058. 24X Fiche; 50-528, 84/03/30, 8404050136. 


9403140259 IE Info Notice 84-24. "Physical Qual if i cation of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness *( Engineering 
Response (Post 830103). 84/04/05 Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fi che: 50-000. 84/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sponsored 
Qua li f i cati on Methodology Research Test on Automatic Switch 
Co Solenoid Valves." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/05, Consolidated Edison Co, of New 

York, Inc. 103pp. 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8404240312 Forwards IE Insp Repts 50-528/84-10,50-529/84-08 S, 
50-.530/84-05 on 840227-0309 notices of violation 8< 
d evia ti on. 

BISHOP, T.W, Division of Resident. Reactor Project & Engineering 
Programs. 8*1/04/10 VAN BRUNT, £ E. Arizona Public Service Co, 
2pp. 24168:308, 24X Fi ch e. 50-528, 84/04,^10. 8404240312. 


— 8404240317 Notice of violation from insp on 840227-0309 
YOUNG, T. Region 5, Office of Director. 94/04/10. 2pp. 
24168:310. 24X Fi ch e : 50-528, 84/04/10, 8404240312. 


— 8404240325 Notice of deviation from insp on 940227-0309. 

YOUNG, T, Region 5, Office of Director. 84/04/10. Ip. 24168:312. 
24X Fiche: 50-528. 84/04/10,8404240312. 


—8404240337 IE Insp Repts 50-528/84-10,50-529/84-08 50-530/84-05 on 

840227-0309. Vi ol at ions noted; uncertified QC inspector 
performed insp ver if ications on rotating equipment & no 
documentary evidence available re use of duct sealant. 

NARBUT,P,P. , BURDOIN, J. , HOLLENBACH, D. Region 5. Office of 
Director. 84/04/09. 16pp. 24168:313. 24X Fi che: 50-528, 84/04/10, 

8404240312, 


8403140271 IE Info Notice 84—26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J,N. Division of QA, Safeguards & Inspection Programs (Post 
SSOIOSI. 84/04/16, Consolidated Edison Co, of New York, Inc. 
86pp. 24189:001. 24X Fi che: 50-000. 84/04/1 6, 8403140271 . 


B40314027S IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements fay Radiography Licensees." Svc list end. 

GRACE, J. N, Division of QA. Safeguards & Inspection Programs (Post 
630103). 84/04/16. Consolidated Edison Co. of New York, Inc. 

114pp, 24X Fiche: 50-000. 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees." Svc list end. 

GRACE. J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

86pp. 24163:205. 24X Fi c he : 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28. "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list end. 

GRACE.J, W. Division of QA. Safeguards ^ Inspection Programs (Post 
830103 ) 84/04/17. Consolidated Edison Co. of New York. Inc. 

S9pp. 24163:292. 24X Fi c he : 50-000, 84/04/1 7. 84031 40277. 


S403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. *’ Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/17, Consolidated Edison Co. of New 

York. Inc. 129pp. 24188:237, 24X Fic he ; 50-000. 84/04/1 7. 8403140280. 


6403140234 IE Info Notice 84-30. "Discrepancies in Recordkeeping St Matl 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness St Engineering 
Response (Post S30103). 84/04/18 Consolidated Edison Co. of New 

York. Inc. 117pp. 24188:001, 24X Fiche : 50-000, 84/04/18. 8403140234. 


8403140286 IE Info Notice 84-31. "Increased Stroking Time of Bettis 
Actuators Because of Swollen Eth y 1 ene--Propy 1 ene Rubber Seals 
St Seal Set. " Svc list end. 

JORDAN. E. t_. Division of Emergency Preparedness 8t Er.gineeT- ing 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188:119. 24X Fi che: 50-000, S4/04/1S. 84031 40286. 


8404130404 IE Info Notice 84-32* "Auxiliary Feedwater Sparger S< Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fi che. 50-000, 84/04/lS. 8404.130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fi che: 50-000. 84/04/20. 8404160130. 

8404270071 Forwards mod/c lari fi cati on to util 840131 response to 
enforcement Itr ?< notice of violation re programs 
established as result of NRC const assessment team Sept 1983 
insp & aud it. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/04/24. Director's 
Office, Office of Inspection and Enforcement. Spp. 24217:324. 24X 

Fiche: 50-528.84/04/24, 8404270071. 


S. Reportable occurrences, LERs -ii relateci correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qua 1 i f ic at ion 
program of post-LOCA hydrogen recombiner component. Time 
delay relays & jumper will be removed from relay contacts. 

EMPEY, DC. Rockwell Int ernat iona I Carp. 83/05/05. COLLINS, J. 
Region 4, Office of Director, Spp. 24054: 336. 24X 

Fiche. 50-000,83/05/05, 8404170419, 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp th e rma 1- magne ti c 
circuit breakers calibr for 40 C svc. 

EMFEY, D, C, Rockwell Internationa 1 Corp. 83/05/27. COLLINS. J T. 
Region 4. Offic.-e of Director. 6pp. 24054; 330. 24X 

Fiche: 50-000. 83/05/27, 8404170427. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner ap p I ic at i on. Vi t on seal issue not 
reportable per Part 21 . I nsuf f i c i ent data exists to 
demonstrate full confidence in seals. 

EMPEY, D.C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059; 109. 24X 

Fiche; 50-000. 83/12/19. 8404170471, 


8404170064 Part 21 rept re power supplies for IE annunciators 
lJ-RKB-UA-20 1J-RKB~UA-4E found superimposing ac spikes 
onto 125-volt dc bus. "Pi" filter installed on dc input 
lines i< filter circuit added. 

MORRIS, J.L. Beta Products. 83/12/20. COLLINS. J, T. Region 4, 
Office of Director. 2pp 24059:328. 24X Fi ch e: 50-528, 83/12/20, 

8404170064. 


8404130085 Interim Deficiency Rept DER 84-02 re excessive rust, scale ?< 
pitting in clevis S< arm of several safety injection & CM 
valves. Initially reported on 840123. Final rept delayed until 
840427 due to extensive investigation Sk evaluation, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/03/22. BISHOP, T. W. 
Division of Res ident, Reac tor Project Se Engineering Programs. 2pp. 
24030: 258, 24X Fiche: 50-528, 84/03/22, 8404130085, 
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8404130219 Interim De-Ficiency Rept DER 83-71 re Pacific Scientific 
shock arrestors possibly having generic defect. Initially 
reported on 831011 !n\, o r. t i g a t i on i nc omp lete . Ne x t rept will 

be submitted by S40427 

VAN BRUNT. E. E. Arizona Public Service Co. 84/03/22, BISHOP. T.W. 
Division of Resident. Reac tor Project ?< Engineering Programs. 2pp. 
24029 .151. 24X Fi c h e : 50-528. 84/03/22. 84041 30219. 


8404130155 Interim Deficiency Rept DER 83-76 re logic for auxiliary 
feedwater pump turbine steam supply valves being contrary to 
FSAR requirements. Initially reported on 831 102. No new info 
ava 1 lab 1 e. Ne X t rept will be submitted by 840518, 

VAN BRUNT. E, E. Arizona Public Service Co. 84/03/23. BISHOP. T. W. 
Division of Res i d en t. Reac tor Project «?< Engineering Programs, 2pp. 
24031:135. 24X Fi c h e : 50-528, 84/03/23, 84041 301 55. 


8404130256 Interim Deficiency Rept DER 84-10 re abnormal number of open 
circuited single element resistance temp d e tec tor s, Ini t ia 1 1 y 
reported on 840229. Investigation inc omp 1 e te . Ne x t rept will 
be submitted by 840601, 

VAN BRUNT, E E. ' Arizona Public Service Co, 84/03/23. BISHOP, T. W. 
Division of Resident, Reac tor Project h Engineering Programs. 3pp. 
24029:186. 24X Fi c h e ■ 50- 528, 84/03/23, S4041 30256. 


8404090209 Deficiency Rept DER 63-64 re Target Rock pressure relief 
valves failing to meet prerequisite tests. Initially reported 
on 830928, Extension until S40529 to submit final rept 
requested. 

VAN BRUNT. E, E. Arizona Public Service Co, 84/03/28, BISHOP, T. W. 
Division of Resident, Reac tor Project S; Engineering Progra.ms. 2pp. 
22940:121. 24X Fi c h e : 50-528, 84/03/28, 8404090209. 


8404090305 Interim Deficiency Rept DER 83-80 re main feedwater 
isolation valve closing time exceeding spec requirements. 

Initially reported on 831122, Due to extensive investigation 
evaJuation.final rept will not be submitted until 840525. 

VAN BRUNT, E, E. Arizona Public Service Co, 84/03/28. BISHOP, T. W. 
Division of Resident, Reac tor Project Engineering Programs. 2pp. 
22942:242 24X F i c h e ■ 50- 528, 84/03/28, 8404090305, 


8404130265 Interim Deficiency Rept DER 84-03 re stuck lower 4-uay valve 
on feedwater isolation valves during tes t i n g . I nves t iga t ion 
incomp lete. Next rept will be submitted by 840531. 

VAN BRUNT, E. E, Arizona Public Service Co 84/03/50. BISHOP,!. W. 
Division of Res ident, Reac tor Project S'. Engineering Programs. 2pp. 
24029:102 24X Fi c he- 50- 523, 84/03/30, B4041 30265, 


8404090180 PN0-V-84~018. on S40330, util reported discovery of three 
Wires that had been cut in electrical cabinet in computer 
room. Wires not saf e ty -re 1 at ed . FD I notified of incident. 

YOUNG, T. 5 e of Director, 84/04/02. Ip, 22940:101. 

24'< Fi Che .■•.8404090180. 


8404130306 Interim Deficiency Rept DER 84-13 re HVAC acceptance 
cr 1 ter ia. Ini tial ly reported on 840313. HVAC walkdown 
acceptance criteria generated by Bechtel Corp. Nonconformance 
repts will be prepared Next rept by 841214. 

VAN BR'VNT, E E Arizona Public Service Co. 84/04/05. BISHOP,!. W. 
Division of Res i den t, Reac tor Project iSk Engineering Programs. 3?p. 
24028' 215, 24X Fi c h e ■ 5C'- 528, 84/04/05, 84041 30306. 


8404200225 Interim Deficiency Rept DER 83-83 re incorrect sway strut 
supporting Class QIA piping in s ta 1 la t i on. In i t ia 1 1 y reported 
on S41202 Due to extensile investigation •?,. evaluation, final 
rept delayed until 840525. 

VAN BRUNT. E.E. Arizona Public Service Co, 84/04/06. BISHOP, T.W. 
Division of Res i d en t, Reac tor F'roject Engineering Programs. 2pp. 
243 13-309. 24X Fi che 50-528, 84/04/06, 8404200225. 


8404200268 Interim Deficiency Rept DER 84-16 re ESF actuation sys relay 
cabinet base plates Initially reported on 840321. Due to 
extensive investigation .? evaluat ion, f i nal rept delayed 
until 840629, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/04/06. BISHOP,!. W. 
Division of Res i d en t, Reac. tor Project Engineering Programs. 3pp. 
24116:099. 24X Fic he 50- 528, 84/04/06. 8404200268. 


8404120104 Deficiency Ev.^luation Rept DEK 81-35 re leaks in temporary 
underground pipe Response to NRC 840229 request for addl 
info expected by 840701 

VAN BRUNT, E.E. Arizona Public Service Co. 84/04/10. KNIGHTON, G. W. 
Licensing Branch 3, Ip 24023:208. 24X F ic h e 50-528, 84/04/ 10, 

8404120104. 


8404200283 Interim Defic:iency Rept DER 83-81 re 160 SS pipe from 
Gulfalloy, Inc w/mfg def ec t, violati ng min wall thickness. 

Initially reported on 831128, Due to extensive investigation 
evaluation, final rept delayed until 840531. 

VAN BRUNT, E.E. Arizon,a Public Service Co. 84/04/12. BISHOP, T. W. 
Division of Resident, Reactor Project S< Engineering Programs. 2pp. 
24115:319. 24X F ic h e . 50-528, 84/04/ 12, 8404200283. 


8404200235 Interim Deficiency Rept DER 84-07 re Borg Warner valve stem 
extensions S< failure to provide corrective action stated in 
Deficiency Rept DER 80-21. Initially reported on B40209. 

Final rept will be submitted by 840601. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/12. BISHOP, T. W. 
Division of Resi den t, Reac tor Project St Engineering Programs. 2pp. 
24114:194. 24X Fi che: 50-528, 84/04/12, 8404200285, 


8404200238 Interim Deficiency Rept DER 82-76 re failure of Target Rock 
valves to meet spec/test r equ ir ements. Ini 1 1 al 1 y reported on 
831124. Due to extensive investigati on 8< eva 1 uat i on, f ina 1 
rept will be delayed until 840530, 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/12. BISHOP,!. W, 
Div'ision of Resident, Reac tor Project & Engineering Programs. 2pp, 
24115:335. 24X Fi c h e - 50-528, 84/04/ 12, 8404200288. 


8404200298 Interim Deficiency Rept DER 83-75 re improperly torqued 
bolts securing two D0126SA panel filler assemblies supplied 
by Foxb oro. Ini tia 1 ly reported on 831102. Final rept delayed 
until 840525 due to extensive investigation. 

VAN BRUNT, E E. Arizona Public Service Co. 84/04/12. BISHOP, T. W. 
Division of Re s i d en t, Reac tor Project & Engineering Programs. 2pp. 
24116:119. 24X Fiche: 50-528, 84/04/12, 8404200298. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OO-OS & K-4. OOOS circuit break ers. Report ed in Uan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co,, Ltd.). 
84/04/16 Record Services Branch (Document Control Desk), 4pp. 

24114:161. 24X Fi c h e : 50-000. 84/04/ 16, 8404200323. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees 8< 
applicants for OLs re change to NUREO-1021, "Dperator 
Licensing Examiner Stds Svc list end, 

EISENHUT, D. G. Division of Licensing. 64/04/02. Consolidated 
Edison Co. of New York, Inc 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019, 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


G. Adjudicatory correspondence 


8404060159 Order extending time until 840504 for Commission to act to 
review ALAB-761. Served on S40405. 

CHILK, S. U. Office of the Secretary of the Commission. DSB 340 
84/04/05. Commissioners. Ip. 22926:322, 24X 

Fiche: 50-537, 84/04/05, B404060159, 


Q. Inspection reports, IE Bulletins 5; correspondence 


8404170170 Forwards IE Insp Rept 50-537/83-11 on 830912-16,27-29 St 
101 1-13. Deviations presented in insp rept. 

LEWIS, R, C. Division of Project 8< Resident Programs 84/01/30. 
BREWINOTON, P. Energy, Dept, of, Clinch River Breeder Reactor Plant, 
BREWINGTON, P, Tennessee Valley Authority. BREWINGTON, P. Project 
Management Corp, 2pp, 24050:128. 24X Fic he: 50-537, 84/01/30, 

8404170170. 


—8404170182 IE Insp Rept 50-537/83-11 on 830912-16,27-29 & 1011-13. 
Deviations noted : fa i 1 ure to identify & attach hold point 
info to IHX equipment spec St to maintain engineering studies 
as quality record. 

IGNATONIS, A. U. Region 2, Office of Director. BROWNLEE, V. L. 
Division of Project S. Resident Programs. 84/01/27. 121pp, 

24050:130. 24X Fi c he ■ 50-537, 84/01 /30. 84041701 70. 


S. Reportable occurrences, LERs St related correspondence 


8404170437 Rept of noncompliance to ASME Code test requirement 
involving nuclear part not receiving pressure test prior to 
act ep tance. Change control procedure revised to be more 
explicit on types of documents utilized. 

EMPEY, D.C. Rockwell International Corp. 83/10/24. COLLINS, J. 
Region 4, Office of Director. 2pp. 24059: 102. 24X 

Fiche: 50-537, 83/10/24,8404170487. 


DOCKET 50-538 MEMPHIS STATE UN IV, RESEARCH REACTOR 


V. Operator Examinations 


8404160165 Generic Ltr 84-06 to all nonpower reactor licensees re 
operator St senior operator license exam criteria for passing 
grade. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/16. Michigan, Univ. 
of, Ann Arbor, MI. 37pp, 24285:135. 24X Fiche: 50-000/ 84/04/16, 

8404160165, 
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DOCKETED ITEMS 


POCKET STN-50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


A. App lication/canstruction stage documents & correspondence 


8403210162 Ltr to all applicants for OLs 8* full power authorizations 
summariiing 840126 meeting in Bethesda, MD to inform utils of 
NRC concerns re limited operating experience of operating 
crews Z< development of acceptable experience profile. 

HANNON, J. Division of Licensing. 84/03/01. Affiliation Not 
Assigned. 7pp. 24106:202. 24X Fiche; 50-000, 84/03/01, 8403210162. 


8404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs Zi holders of CPs re interim procedures 
for <NRC mgt of plant-specific bac kf i tt i ng . Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/04. Consolidated 
Edison Co. of New York, Inc. 20pp. 24066:264. 24X 

Fiche: 50-000, 84/04/04, B404040256. 


Q. Inspection reports, IE Bulletins & correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Freq,uency, " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness 8: Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co of New 

York, Inc. 13Spp. 22933:122. 24X Fi c he : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. *' Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S( Engineering 
Response (Post 830103). S4/03/29. Consolidated Edison Co. of New 

York, Inc. 126pp. 22892:231. 24X Fiche: 50-000, 84/03/29, 8403140247. 


B403140259 IE Info Notice 04-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fi ch e : 50-000, 84/04/05, 8403140259. 


840.3140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp, 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


0403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees." Svc list 
encl. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co of New York, Inc, 

86pp. 24189:001. 24X Fiche : 50-000, 84/04/16, 8403140271. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards ic Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co. of New York. Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/04/17. Consolidated Edison Co. of New York, Inc. 

a6pp. 24163:205. 24X F iche : 50-000, 84/04/ 17, 84031 40273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees. " Svc list encl. 

GRACE, J, N. Division of QA, Safeguards it Inspection Programs (Post 
B30I03), 04/04/17. Consolidated Edison Co. of New York, Inc. 

09pp. 24163:292. 24X Fiche: 50-000, 84/04/17, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post B30103), 84/04/17. Consolidated Edison Co. of New 

York, Inc. 129pp. 24188:237. 24X Fic he: 50-000, 84/04/17, 8403140200. 


8403140204 IE Info Notice 84-30, "Discrepancies in Recordkeeping it Mat! 
Defects in Bahnson HVAC Units. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/04/18, Consolidated Edison Co. of New 

York, Inc, 117pp. 24188:001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
8f Seal Set. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 030103). S4/04/1S. Consolidated Edison Co. of New 

York, Inc, 117pp. 24188:119. 24X Fi c he: 50-000, 84/04/18, 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger St Pipe 
Hanger Damage. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of Neui 

York, Inc. 119pp. 24195:343. 24X Fic he: 50-000 , 84/04/18, 8404130404. 


8404160130 IE Info Notice 34-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/04/20. Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fic he: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs St related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE— 323 qualification 
program of post-LOCA hydrogen recombiner comp onent. Time 
delay relays it jumper will be removed from relay contacts. 

EMPEY, D. C. Rockwell International Corp. 83/05/05. COLLINS, J. 
Region 4, Office of Director. 5pp, 24054:336 . 24X 

Fiche: 50-000, 83/05/05, 8404170419, 


8404170440 Part 21 rept re circuit breaker failures during tEEE-323 
elevated temp testing re qualification of ESO hydrogen 
recomb i ners. Spec if i c magnetic-only breakers identified to 
replace th ernr-magr et ; - •'"pakers 

EMPEY, D.C. :;:=k..i..-: : -.a c : - a 1 Corp. 83/05/27. COLLINS, J. 

Region 4, Office of Director. 5pp. 24054:314, 24X 

Fiche: 50-000, 03/05/27,8404170440. 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner ap p 1 ic at i on. Vi ton seal issue not 
reportable per Part 21 Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D. C. Rockwell Internati onal Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059:109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


0404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Initially reported on 840213. Vend or 
investigation of possible causes of excessive wear underway, 

Also reportable per Part 21, Next rept by 840730. 

MANGAN, C.V. Niagara Mohawk Power Corp 84/03/08. STAROSTECKI , R. 
Division of Project it Resident Programs. 8pp. 22940 : 241. 24.X 

Fi Che; 50-000, 84/03/08, 8404090375. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
it furnished to power generating faci lities, Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DQDSQiN, J, P, Pacific Air Products Co, 84/03/28, Director 's 
Office, Office of Inspection and Enforcement. 15pp. 24022:164. 24X 

Fiche: 50-000, 84/03/23, 8404120307. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees it 
applicants for OLs re change to NUREG-1021, "Operator 
Licensing Examiner Stds. " Svc list end. 

EISENHUT, D. (G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297. 24X 

Fiche: 50-000, 84/04/02, 8404020019. 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents it correspondence 


S404040256 Generic Ltr 84-08 to all licensees of operating reactors, 
applicants for OLs !< holders of CPs re interim procedures 
for NRC mgt of plant-specific bac kf i tting. Svc list encl. 

EISENHUT, D. (J. Division of Licensing. 84/04/04. Consolidated 
Edison Co, of New York, Inc. 20pp. 24066:264, 24X 

Fiche: 50-000, 84/04/04, 8404040256. 


Q. Inspection reports, IE Bulletins it correspondence 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/28, Consolidated Edison Co. of New 

York, Inc. i30pp 22933:122. 24X Fiche: 50-000, 84/03/23, 8402090047. 
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8402140241 IE Info Notice 84-21, "Inadequate Shutdown Margin.” Svc list 
enc 1 . 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/28. Consolidated Edison Co, of New 

York, Inc. S5pp 22892 145. 24X Fiche: 50-000, 84/03/28. 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/03/29. Consolidated Edison Co. of New 

York, Inc, 126pp. 22892,231. 24X Fiche: 50-000, 84/03/29. 8403140247. 


8403140259 IE Info Notice 84-24, "Physical Qualification of Individuals 
to Use Respiratory Protective Devices. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24X Fi ch e; 50-000, 04/04/05, 8403140259. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 103pp. 24066:164. 24X Fic he ; 50-000. 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
enc 1 . 

GRACE, J, N. Division of QA, Safeguards 8, Inspection Programs (Post 
830103). 84/04/16. Consolidated Edison Co, of New York, Inc. 

B6pp. 24189:001, 24X F i c h e : 50-000, 84/04/1 6, 8403140271 . 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J. N. Division of (3A- Safeguards S< Inspection Programs (Post 
B30103), 84/04/16 Consolidated Edison Co. of New York, Inc. 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278, 


8403140273 IE Info Notice 84-27, "Recent Serious Vi o lati ons . of NRC 
Requirements by Medical Licensees." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards •?< Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

S6pp. 24163:205. 24X F i c h e : 50-000. 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-29, "Recent Serious Violations of NRC 
Requirements by Well Logging Licensees " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/04/17, Consolidated Edison Co. of New York, Inc. 

89pp. 24163:292, 24X Fi c he : 50-000, 84/04/1 7, 8403140277. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems. " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103) 84/04/17. Consolidated Edison Co. of New 

York. Inc. 129pp, 24188 237, 24X Fithe 50-000,84/04/17,8403140230. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping S< Matl 
Defects in Sahnson HVAC Units. " Svc list end, 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/18, Consolidated Edison Co. of New 

York, Inc. 117pp, 24188 001. 24X Fiche: 50-000, 84/04/18, 8403140284. 


8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
S< Seal Set," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 117pp, 24188 119. 24X Fiche; 50-000, 84/04/18. 8403140286. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger ?< Pipe 
Hanger Damage." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343. 24X Fic he; 50-000, 84/04/10, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins," Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/04/20 Consolidated Edison Co. of New 

York, Inc. 119pp. 24285:015. 24X Fiche: 50-000, 84/04/20, 8404160130. 


S. Reportable occurrences, LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qual if ication 
program of post-LOCA hydrogen recombiner component. Time 
delay relays ?< jumper will be removed from relay contacts. 

EMPEY, D.C. Rockwell International Corp. 83/05/05, COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche: 50-000, 83/05/05, 8404170419. 


8404170440 Part 21 rept re circuit breaker failures during IEEE-323 
elevated temp testing re qua 1 i f i cat i on of ESG hydrogen 
recomb i ners. Spec i f i c magnetic-only breakers identified to 
replace thermo-magnet ic breakers 

EMPEY, D. C. Rockwell International Corp, 83/05/27. COLLINS, J. 
Region 4, Office of Director. 5pp, 24054:314. 24X 

Fiche: 50-000, 83/05/27, 8404170440 


8404170471 Part 21 rept re appropriateness of use of Viton elastomer as 
seal matl in recombiner app 1 i cat i on. Vi ton seal issue not 
reportable per Part 21. Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY. D.C. Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp- 24059: 109. 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products. Initially reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/08. STAROSTECKI, R. 
Division of Project Resident Programs. 8pp. 22940:241. 24X 

Fiche: 50-000, 84/03/08, 8404090375. 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
& furnished to power generating fac i lities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J, P. Pacific Air Products Co. 84/03/28. Director's 
Office, Office of Inspection and Enforcement. 15pp. 24022:164. 24X 

Fiche; 50-000, 84/03/28, 8404120307. 


V. Operator Examinations 


8404020019 Generic Ltr 84-05 to all power reactor licensees & 
applicants for OLs re change to NUREO-1021, "Operator 
Licensing Examiner S.tds " Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/04/02. Consolidated 
Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche; 50-000, 84/04/02, 0404020019. 


DOCKET STN-50-553 PHIPPS BEND NUCLEAR STATION, UNIT 1 


S. Reportable occurrences, LERs & related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner c omp onent. Time 
delay relays & jumper will be removed from relay contacts. 

EMPEY. D.C. Rockwell International Corp. 83/05/05, COLLINS, J. 
Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche; 50-000. 83/05/05, 8404170419. 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc. 

EMPEY, D.C. Rockwell Int erna t i ona 1 Corp. 83/05/27, COLLINS, J, T. 
Region 4, Office of Director. 6pp. 24054:330, 24X 

Fiche: 50-000, 83/05/27, 8404170427. 


8404170471 Part 21 rept re appropr lateness of use of Viton elastomer as 
seal matl in recombiner ap p 1 i c at i on. Vi ton seal issue not 
reportable per Part 21 Insufficient data exists to 
demonstrate full confidence in seals. 

EMPEY, D.C. Rockwell International Corp. 83/12/19, COLLINS, J. 

Region 4, Office of Director. 3pp. 24059:109, 24X 

Fiche: 50-000, 83/12/19, 8404170471. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3,000S K-4, OOOS circuit breakers. Reported in Jan 1984 

by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 
64/04/16. Record Services Branch (Document Control Desk). 4pp, 
24114:161. 24X Fi c h e : 50-000, 84/04/16, 8404200323. 


DOCKET STN-50-554 PHIPPS BEND NUCLEAR STATION, UNIT 2 


S. Reportable occurrences, LERs related correspondence 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner component. Time 
delay relays 8c jumper will be removed from relay contacts. 

EMPEY, D.C. Rockwell International Corp. 83/05/05, COLLINS, J. 
Region 4, Office of Director. 5pp, 24054:336. 24X 

Fiche; 50-000, 83/05/05, 8404170419. 
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DOCKET STN-50-567 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Corp thermal-magnetic 
circuit breakers calibr for 40 C svc. 

EMPEY, D. C. Rockwell International Corp. 83/05/27. COLLINS, J. T. 
Region 4, Office of Director. 6pp. 24054; 330. 24X 

Fiche: 50-000, 83/05/27, 8404170427. 


8404170471 Part 21 rept re appropriateness of use of Uiton elastomer as 
seal mat! in recombiner appl ication. Viton seal issue not 
reportable per Part 21. Insuf f ic ient data exists to 
demonstrate full confidence in seals. 

EMPEY, D. C, Rockwell International Corp. 83/12/19. COLLINS, J. 

Region 4, Office of Director. 3pp. 24059:109. 24X 

Fiche: 50-000,83/12/19, 8404170471. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS & K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL. D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd. ). 
04/04/16. Record Services Branch (Document Control Desk). 4pp, 
24114:161. 24X Fiche: 50-000, 84/04/16, 8404200323. 


DOCKET BTN-50-556 BLACK FOX STATION, UNIT 1 


G. Adjudicatory correspondence 


8404060409 Advises that Commission does not accept OE 840322 request 
for return of Reed rept on proposed terms. Related 
corresp ondence. 

PLAINS, H. a Office of the General Counsel. DSB 366. 84/04/04. 

EDGAR, G.L. Newman it Holtzinger. Ip. 22934:242. 24X 

Fiche: 50-556, 84/04/04, 8404060409. 


8404110099 Reiterates 840322 request for return of Reed rept under 
10CFR2. 790(b) (5). Reconsideration of positions taken in 
Oct 1980 split vote re release of GE repts requested. 

Certificate of Svc end, 

EDGAR, G. L. Newman h Holtzinger. EDGAR, G.L. General Electric Co. 
DSB 435. 84/04/10. PALLADINQ, N. J. , ASSELSTINE, J. K. , ROBERTS, T. M. 

Commissioners. 5pp. 22988:088. 24X Fiche : 50-556, 84/04/10, 

S4041 10099. 


DOCKET STN-50-557 BLACK FOX STATION, UNIT 2 


0. Adjudicatory correspondence 


8404060409 Advises that Commission does not accept GE 840322 request 
for return of Reed rept on proposed terms. Related 
correspondence, 

PLAINE, H. H. Office of the General Counsel. DSB 366. 84/04/04. 

EDGAR, G.L. Newman «< Holtzinger. Ip. 22934:242. 24X 

Fiche: 50-556, 84/04/04, 8404060409, 


0404110099 Reiterates 840322 request for return of Reed rept under 
10CFR2, 790(b ) (5) . Rec onsiderat ion of positions taken in 
Oct 1980 split vote re release of OE repts requested. 

Certificate of Svc end. 

EDGAR, G. L. Newman 8c Holtzinger. EDGAR, G.L, General Electric Co. 
DSB 435. 84/04/10. PALLADINO, N. J. , ASSELSTINE, J. K, , ROBERTS, T. M 

Commissioners. 5pp. 22988:088. 24X Fiche : 50-556, 84/04/10, 

8404110099. 


DOCKET STN-50-566 YELLOW CREEK NUCLEAR PLANT, UNIT 1 


Q. Inspection reports, IE Bulletins it correspondence 


8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent metis sold by Ray Miller, Inc found installed in 
Bel lef ante, Sequoyah & Yellow Creek safety-related sys. No 
safety concerns created. 

MILLS, L.M, Tennessee Valley Authority. 84/03/22. O'REILLY, J. P, 
Region 2, Office of Director, 3pp. 22920: 109, 24X 

Fiche: 50-000, 84/03/22, 8404060136. 


8. Reportable occurrences, LERs & related correspondence 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS St K-4, OOOS circuit breakers. Reported in Jan 1904 
by Philadelphia Electric Company for Limerick, 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri St Co., Ltd,). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114: 161. 24X Fiche: 50-000, 84/04/16, 8404200323. 


Q. Inspection reports, IE Bulletins & correspondence 


'8404060136 Responds to IE Bulletin 83-07. Four items of apparently 
fraudulent matls sold by Ray Miller, Inc found installed in 
Bel lefonte, Sequoyah 8; Yellow Creek saf ety-r elated sys. No 
safety concerns created. 

MILLS, L.M. Tennessee Valley Authority. 84/03/22. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 22920: 109. 24X 

Fiche: 50-000. 84/03/22, 8404060136. 


S. Reportable occurrences. LERs 8< related correspondence 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3, OOOS it K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D, Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd, ). 
84/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fiche: 50-000, 84/04/16, 8404200323. 


DOCKET STN-50-5S4 GIBBSAR, GIBBS & HILL 


A. Application/construction stage documents St correspondence 


8404170460 Advises that 840221 submittal of organ! zat ional changes to 
QA topical rept continues to meet criteria of 10CFR50, App 
B i>. acc eptab le. Requests organizational changes St NRC Itr of 
approval be issued to all holders of topical rept. 

POTAPOVS.U. Region 4, Office of Director. 84/04/12. KEDDIS, N. N. 
Gibbs St Hill, Inc. (subs, of Dravo Corp. ), Ip. 24055:011. 24X 

Fiche: 50-584, 84/04/12, 8404170460. 


DOMESTIC LISCENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP., CANOGA PARK, CA 


8404100456 Revised application for renewal of License SNM-21. Responses 
to NRC 830809 comments St four supporting repts end. 

REMLEY, M. E. Rockwell International Corp. 84/03/02. KETZLACH, N. 
Uranium Fuel Licensing Branch. 9pp. 22980:001. 


— 8404100462 Revised "High Temp Exposure of HEPA Fi Iters, B1 dg s 020 
055. " 

BALFOUR, R. Rockwell International Corp. 77/10/04. 19pp. 

22980: Oil. 


— 8404100466 Rev A to "Annual Review of Radiological Contro 1 s, 1 980. 
EGGLESTON, R. R. , TUTTLE, R, J. Rockwell Internati onal Corp. 
80/12/31. 45pp. 22980:030. 


— 0404100469 "Annual Review of Radiological Controls, 1901. " 
EGGLESTON, R. R. , TUTTLE, R. J. Rockwell International Corp. 
81/12/31. 44pp. 22980:075. 


— 8404100475 Revised "Health S: Safety Sections for Renewal Application of 
License SNM-21, Issued vo Energy Sys Group of Rockwell Inti. " 

■* Rockwell International Corp. ESO-82-33. 84/02/29. 198pp. 

22980: 119. 


8404120183 Application for amend to License SNM-21, resegregating 
containers of unirradiated Pu oxide Zt mixed Pu ?t U oxides St 
repackaging matl for shipment to recovery facilities. 
REMLEY,M.E. Rockwell Interna t ional Corp. 84/03/02. PAGE, R, G. 
Uranium Fuel Licensing Branch. 4pp. 24033:073. 


8404110425 Withdraws request for withholding, from public disclosure, 
info described in 821029 renewal application for License 
SNM-21. 

REMLEY, M.E. Rockwell International Corp. 84/03/07. PAGE, R. 0. 
Uranium Fuel Licensing Branch. Ip, 24006:238, 


8404130039 Advises of issuance of Amend 7 to License SNM-21, revising 
Item 8. C. (l)(a) re fuel possession in hot lab. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/03/30. REMLEY, M. E. 
Rockwell International Corp. 2pp. 24048:343. 


— 8404130093 Notifies that EIS unwarranted for license 840302 request: 
to possess 8e repackage unirradiated Pu in Energy Sys Group 
hot lab. No significant increase in potential for 
radiological accidents exists. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/03/30. Uranium 
Fuel Licensing Branch, Ip. 24048:345. 
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■8404130096 Safety evaluation supporting Amend 7 to License SNM-21 to 
possess repackage un i rrad iated Pu. 

KETZlACHi N. . CROWi IJ. T. Uranium Fuel Licensing Branch. 84/03/30. 
2pp, 24048:346, 


8404300213 Trip rept of S40411 visit to Canog a* Par k, CA re renewal 
action on License SNM-21. 

SHUMi E Uranium Fuel Licensing Bfanch, 84/04/16. Uranium Fuel 

Licensing Branch. 2pp, 24254:067. 


S404270297 Submits items of interest re Energy Sys Gr o up i Roc kwe 1 1 Inti 
Corp. Draft EIA application for SNM license renewal. to 
be sent to State of CA, Staff met u/Group to discuss environ 
questions raised during license review, 

PAGE. R. G, Uranium Fut-i Licensing Branch. 84/04/18. DAVIS, J. G. 
Office of Nuclear Material Safety Saf eg ua r d s. Dir ec tor. Ip. 

24229: 273. 


DOCKET 70-0027 BABCOCK t: WILCOX CO, . LYNCHBURG. VA 


8404110007 Forwards IE Insp Rept 70-0036/84-01 on 840306-09. No 
noncompliance noted 

PAPER lELLO, C. U. Region 3. Office of Director. 84/03/27. 
LICHTENBERGER Combustion Engineering. Inc. 2pp. 22986:201. 


— 8404110009 IE Insp Rept 70-0036/84-01 on 840306-09. No violations or 
deviations noted. Major areas insp ec ted : ra d iat i on protection 
X-' criticality safety programs, inc 1 ud ing o rgan i zat ion. 
facility changes mods. audits training. 

GRANT. W.B., GREGER.L R. Region 3. Office of Director. FRANCE. G. M. 
Region 4, Office of Director. 84/03/26. 8pp. 22986:203. 


DOCKET 70-0135 BABCOCK WILCOX CO. , APOLLO. PA 


8404100003 Application for amend to License SNM-145, requesting 
possession limit specified in Condition 8. A be reduced to 
100 kg. 

AUSTIN, M. A, Babcock Wilcox Co. 84/02/24. PAGE, R. 0. Uranium Fuel 
Licensing Branch, Spp. 22983:341, 


8404060257 "Effluent Monitoring Rept from Fuel Cycle Fac i 1 ity . Jul-Dec 
1983, " W/840130 Ur, 

REGAN. N. A. Babcock Wilcox Co. 83/12/31. 2pp, 22929:358. 


8404060335 Advises that 840126 Rev 20 to Drawing Bl-10 of physical 
security plan consistent w/provisions of 10CFR70. 32( e> 
ac c ep ta b 1 e. 

STOHR.U, P. Division of Emergency Preparedness !< Materials Safety. 
84/02/08. ECKERT, J.R, Babcock Wilcox Co, Ip, 22930:359, 


8404100555 Withdraws 830426 request for license amend to eliminate 
requirement to specifically attest to contents of 
combustible noncombustible contaminated waste drums prior 
to tampersafe sealing, 

REGAN. N, A. Babcock I Wilcox Co. 84/02/20, BROWN, W.B. Fuel 

Facility Safeguards Licensing Branch 3pp. 22977:319. 


8404180455 Responds to 840203 Itr requesting extension of training 
period for armed guards Request approved for two guards who 
will not complete scheduled training due to cancellation of 
Jan-Apr class 

GROWN. W B. Fuel Facility Safeguards Licensing Branch. 84/03/09. 
REGAN, N A. Babcock & Wilcox Co. Ip. 24109: 017, 


8404300317 Informs of installation of closed circuit television which 
will provide surveillance for isolation rone. No items 
pending. 

REGAN. N, A, Babcock .’.'Wilcox Co. 84/03/09. BRDWN.W. B. Fuel 

Facility Safeguards Licensing Branch. 2pp. 24253:136. 


8404110526 Forwards negative declaration S< EIA (NUREG~1049) re renewal 
of License SNli-42, 

PAGE, R G. Uranium Fuel Licensing Branch. 84/03/22, REGAN. N. A. 
Babcock & Wilcox Co. Ip 24024- 175. 


-8404110540 Negative declaration re renewal of License SNM-42 for 
continued operation of Naval Nuclear Fuel Div at Lynchburg, 

VA. Environ impact created by proposed renewal insignificant 
does not warrant EIA. 

PAGE. R. G. Uranium Fuel Licensing Branch. 84/03/22. 2pp. 
24024: 176. 


8404190271 Forwards IE Safeguards Insp Rept 70-0135/84-01 on 
840228-0302. No violations observed. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/04/06. 
COLEMAN. W. L, Babcock S- Wilcox Co. 2pp. 24095:347, 


—8404190420 IE Safeguards Insp Rept 70-0135/84-01 on 840228-0302 No 
noncompliance noted. Major areas inspected : fac i 1 ity 
organization 8. operation, measurement controls, 
shipper-receiver verification. records & repts. 

SMITH, G.C.. DELLA RATTA, A. . DUNLAP, J.M. Region 1, Office of 
Director. 84/04/05. 4pp. 24095:349. 


8404300184 Forwards Amend 16 to License SNM-145. Amend reduces 
possession limits for U enriched to less than 5V. weight 
U-235 Zi natural or depleted U & revises description of 
authorized activities re termination of fuel mfg. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/04/18. AUSTIN, M. A. 
Babcock & Wilcox Co Ip. 24253:104. 


— B404300189 Amend 16 to License SNM-145, reducing possession limits for U 
enriched to less than 5V. weight U-235 & natural or depleted 
U & revising description of authorized activities re 
termination of fuel mfg operations. 

CROW, W T. Division of Fuel Cycle & Material Safety. 84/04/09. 

7pp. 24253:105. 


— 8404300194 Submits review of 840224 licensee amend request for revs to 
License SNM-145, chang ing possession limits i/. authorized 
activities due to termination of fuel matl production. Amend 
approval recommended. 

NIXON, W. A., CROW, W. T. Uranium Fuel Licensing Branch. 84/04/18, 
Uranium Fuel Licensing Branch. 2pp. 24253:112. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC, . ERWIN. TN 


8404060075 "Rept of Effluent Monitoring & Release to Unrestricted 
Areas, Jul-Dec 1983." W/840224 Ur. 

IDEKER, R. L. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 

83/12/31 O'REILLY, J. P. Region 2, Office of Director. 2pp. 

22920- 005. 


8404060185 Forwards IE Insp Rept 70-0027/84-06 on 840306-09. No 
violations or deviations noted 

STQHR. J. P. Division of Emergency Preparedness S'. Materials Safety. 
84/03/27, ECKERT, J.P, Babcock S'. Wilcox Co, 2pp. 22925:211. 


8404090436 Forwards Rev 3 to safeguards contingency plan. End withheld 
(ref 10CFR95). 

HENSLEY. K. D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 
84/01/20. BROWN, W.R. Office of Nuclear Material Safety & 

Saf eguards, Director. Ip. 22972:354. 


— 8404060189 IE Insp Rept 70-0027/84-06 on 840306-09. No noncompliance 
noted. Major areas insp ec ted : inventory differences ?< 
associated limit of error &. followup on inspector identified 
Items. Details withheld (ref 10CFR2. 790) . 

JONES, D. W. Region 2. Office of Director, MCALP INE, E. J. Division 
of Emergency Preparedness & Materials Safety, 84/03/23, Ip. 
22925: 213. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC. , WINDSOR, CT 


8404120320 Forwards "Propcsed Monitoring Program to Determine Quantity 
8< Environ Effects of R.9dioactivity on Spent Limestone Used 
as Onsite Fill Matl on Quarantined Alpha-Contamina ted 
Limestone," per License Conditions 16 & IS. 

ESKRIDGE, H. E. Combustion Engineering, Inc. 84/02/29. PAGE, R. G. 
Uranium Fuel Licensing Branch. Ip. 24033:058, 


8404100551 Ack receipt of IE Insp Rept 70-0143/83-49. No proprietary 
info. 

GUINN, F. K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 
04/02/07. STOHRiU. P, Division of Emergency Preparedness 8, Materials 
Safety. Ip. 22977:327 


8404110483 Forwards updated index of current pages in App A S« B of SNM 
license application. 

IDEKER, R, L, Nuclear Fuel Services, Inc. (subs, of Getty Oil Cn. ). 
84/02/29. SOONG, A, L. Uranium Fuel Licensing Branch. 21pp. 

24004: 288. 


8404110241 Forwards App 
inadvertently omitted 
57, 58 & 59 of Section 
HENSLEY, K.D. Nuclear 
84/03/01. BROWN, W.R. 


D to NFS fundamental nuclear matl control plan, 
from 840222 Ur. Corrected Pages 57,58 
7,0 to Rev 58 also encl.W/o ends. 

Fuel Services, Inc. (subs, of Getty Oil Co. ). 
Division of Safeguards. Ip. 24025:007. 


— 8404120325 "Proposed Monitoring Program to Determine Quantity & Environ 
Effects of Radioactivity on Spent Limestone Used as Onsite 
Fill Matl on Quarantined Aipha-Contaminat ed Limestone." 

Combustion Engineering, Inc. 84/02/29. 4pp. 24033' 059. 


—8404110243 Forwards Rev 58 to fundamental nuclear matl control plan 
?y. App D, per 831215 request Info withheld (ref 10CFR2. 790). 

HENSLEY, K.D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 
84/02/22. BROWN, W.R Division of Safeguards. Ip. 24025:008. 
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8404180060 Advises that Rev 11 to interim security measures* submitted 
uj/840301 ltr» acceptab le. Approved interim security measures 
shall remain in effect until all items identified on 
schedule completed ?•: functional. 

BROWN* W. B. Fuel Facility Safeguards Licensing Branch. 84/03/08. 
HENSLEY* K. Nuclear Fuel Services* Inc. (subs, of Getty Oil Co. ). 

Ip. 24107:014. 


DOCKET 70-0168 NUCLIDE CORP. * STATE COLLEGE* PA 


0404230448 Order to show cause why License SNM-18S should not be 
revoked permanently for failure to pay insp fee. 

MILLER* W. 0, License Fee Management Branch. 84/04/12. Nuclide 
Corp. 3pp. 24187:203. 


8404300048 Forwards apolication for amend to License SNM-124. Enel 
withheld (ref 10CFR2; 790) . 

HENSLEY* K. D. Nuclear Fuel Services* Inc. (subs, of Getty Oil Co.). 
84/03/09, BROWN* W, R. Office of Nuclear Material Safety St 
Saf eguar ds, Direc tor . Ip- 24253:225, 


8404050109 Forwards comments re Nuclear Fuel Sves radiological 
contingency plan for License SNM-124 submitted per License 
Condition 29. 

STOHR* J. P, Division of Emergency Preparedness St Materials Safety. 
84/03/12. PAGE*R.G. Office of Nuclear Material Safety 8< 

Saf eguards* Direc tor . 3pp. 22917:349. 


— 8404050114 Forwards comments on Nuclear Fuel Sves radiological 
contingency plan rev. 

JENKINS*G, R, Division of Emergency Preparedness 8« Materials 
Safety. 84/03/01. MCALPINE*E. NRC - No Detailed Affiliation 
Given. 2pp. 22917:351. 


DOCKET 70-0190 CATHOLIC UNIV. OF AMERICA* WASHINGTON, DC 


9404240315 Ack receipt of 840328 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses SUD-157, 

SNM-164 S( 08-02075-01. Formal request must be filed to 
amend license. 

MARTIN* T. T. Division of Engineering & Technical Programs. 84/04/18. 

MURPHY, J. U. Catholic Univ. of America, Washington* DC. Ip, 

24183: 127. 


— B404240327 Responds to NRC 840308 Itr re violations noted in IE insp 
of Licenses SUD-1 57* SNM-164 08-02075-01 on 840126-27. 

Corrective actions ; amend to radiation safety manual* 
requiring meeting frequency of once per semester* requested. 

MURPHY* J. J. Catholic Univ. of America* Washington* DC. 84/03/28. 
MARTIN* T. T. Division of Engineering & Technical Programs. 2pp. 
241B3; 128. 


8404130051 Confirms 840308 
procedures for operating 
issued listed 
GUINN, F. K. Nuclear Fuel 
84/03/12. MCALPINE* E. J. 
24048: 360. 


telcon re status of criticality safety 
areas. Procedures c omp leted* approved 

Services* Inc. (subs, of Getty Oil Co. ). 
Region 2* Office of Director. Ip. 


8404300052 Forwards record of Rev 58 to "Fund amenta 1 Nuclear Matl 
Control Plan. " W/o end, 

HENSLEY* K. D. Nuclear Fuel Services* Inc. (subs, of Getty Oil Co. ). 
84/03/14. BROWN* W. R. Material Transfer Safeguards Licensing Branch. 
Ip. 24253:209, 


8404060324 Ack receipt of IE Insp Rept 70-0143/83-48. No proprietary 
info. 

GUINN* F. K. Nuclear Fuel Services* Inc, (subs, of Getty Oil Co. ). 
84/03/21. STOHR, J. P. Division of Emergency Preparedness S< Materials 
Safety. Ip. 22931:358. 


DOCKET 70-0368 NAVY* DEPT, OF, ANNAPOLIS. MD 


9404240057 Ack receipt of 840223 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses 19-00439-05 
& SNN-340 on 831209. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/04/18. 
COLLINS* U, U. S. Naval Academy. Ip. 24165:052. 


— 8404240070 Responds to NRC 840125 Itr re violations noted in IE insp 
of Licenses 19-00489-05 ■?< SNM-340 on 831209. Correc tive 
act ions : Am-241 source returned to authorized location. Hosp 
S', padlock installed on fireproof safe. 

LARSON* C. R, U. S. Naval Academy. 84/02/23. MARTIN* T. T. Division, 
of Engineering St Technical Programs. Ip. 24165:053. 


DOCKET 70-0371 UNC NAVAL PRODUCTS* INC. * UNCASVILLE* CT 


8404300306 Forwards application for amend to License SNM-124. 
Application withheld (ref 10CFR2 790(d)). 

HENSLEY* K. D. Nuclear Fuel Services* Inc. (subs, of Getty Oil Co,). 
84/03/26. BROWN. W, R. Office of Nuclear Material Safety 
Saf eguards, Direc tor, Ip. 24253:090. 


8404060204 Forwards IE Safeguards Insp Rept 70-0371/84-03 on 840213-17. 
No violations noted. 

MARTIN* T. T. Division of Engineering & Technical Programs, 84/03/20. 
AMY, G. 0. United Nuclear Corp. 2pp. 22926:024. 


8404130169 Submits activities & items of interest for wk of 840319-23. 
Items include 840320-21 visit to NFS site* 840321 meeting 
w/ORNL* 840314-16 visit to Barnwell facility it 840319-21 
survey of Whittaker Corp site. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/03/29. DAVIS* U. G. 
Office of Nuclear Material Safety 5: Saf eguards* Director. 2pp. 

24035: 327. 


8404180Q67 Issues Amend KPP-1 to License SNM-124 in response to 840326 
request for 18-day extension for completing requirements of 
10CFR70. 51 (e > (4) . Request for addl 10-day extension to 
complete requirements of 10CFR70. 53( b ) denied. 

BURNETT* R.F. Division of Safeguards. 84/03/30. HENSLEY* R. D. 

Nuclear Fuel Services* Inc. (subs, of Getty Oil Co. ). Ip. 

24106:335, 


8404300301 Forwards application for amend to License SNM-124, 
Application withheld (ref 10CFR2. 790 ( d ) ) . 

HENSLEY/K.D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
84/04/02. BRQWN*W. R. Office of Nuclear Material Safety & 

Saf eguards* Director. Ip, 24253:091. 


8404300211 Trip rept of 840320-21 visit to Erwin* TN re safety controls 
for preventing unexpected buildup of SNH in scrubber devices 
of ventilation sys, 

SOONG* A, L, Uranium Fuel Licensing Branch. 84/04/16. Uranium Fuel 
Licensing Branch. 2pp. 24233:328. 


8404240299 PNO-I 1-84-027. on 840229* inventory differences for U & U-235 
were positive & within regulatory requirements* but both 
exceeded associated limit of error. Investigation conducted 
to determine probable cause. 

MCALPINE* E. U. Region 2, Office of Director. 84/04/18. Ip. 

24165: 125. 


— 8404060208 IE Safeguards Insp Rept 70-0371/84-03 on 840213-17. No 
violations noted. Major areas inspected • assessment of 
effectiveness of physical security matl control & 
accounting measures to meet objectives of 10CFR73. 20, 

SMITH* G.C.* JOYNER* J, H Region 1* Office of Director. 84/03/19. 
3pp. 22926:026. 


8404120005 Suggests that real cross-sections be obtained 8< array 
analysis be provided u/o unnecessary & apparently 
nonconservati ve assumptions* per 830812 app 1 icati on. Anal ys is 
methods should use validated methods. 

BIDINGER* 0, H. Uranium Fuel Licensing Branch. 84/03/26. KIRK* W, 
United Nuclear Corp. Ip, 24034:083. 


8404160073 Forwards IE Insp Rept 70-0371/84-02 on 840206-10. No 
violations noted, 

STAROSTECKI* R. Division of Project Ss Resident Programs. 84/03/30. 

AMY* 0.0. United Nuclear Corp. 2pp, 24040:078, 


— 8404160077 IE Insp Rept 70-0371/84-02 un 840206-10, Licensee failed to 
conduct well sampling during Fourth Quarter 1983 & did not 
aggressively pursue correction in timely manner. 

ROTH* J. Region 1, Office of Director. ELSASSER* T. C, Division of 
Project & Resident Programs. 84/03/28 14pp, 24040:080. 


8404170276 Forwards request for safety info to justify 831019 
application. Application will be scheduled for review upon 
receipt of identified info. 

BIDINGER* G. H. Uranium Fuel Licensing Branch. 84/04/05. KIRK. W. F. 
United Nuclear Corp, 2pp. 24091:246. 


8404190276 Forwards IE Safeguards Insp Rept 70-0371/84-04 on 840305-09. 
No violations noted 

MARTIN* T. T. Division of Engineering & Technical Programs. 84/04/05, 
AMY* 0. 0. United Nuclear Corp. 2pp. 24098:055. 
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— 8404190277 IE Safeguards Insp Rept 70-0371/84-04 on 040305-09. No 
noncomp 1 iance noted. Major areas inspected : security plan ii 
implementing pr oc ed ure s< sec ur i ty program aud it. lac ksi keys 
combinations, lighting, access control communications. 

MADDEN. W.. JOYNER. J.H, Region 1. Office of Director. 84/04/05. 
4pp. 24098:057. 


8404170045 Informs that terminology neutron energies inadvertently 
used in 840326 Itr instead of neutron histories. 

BIDINGER. 0. H, Uranium Fuel Licensing Branch. 84/04/06. KIRK. 54. 
United Nuclear Corp. Ip. 24069:343. 


DOCKET 70-0398 COMMERCE, DEPT. OF. WASHINGTON, DC 


8404120342 Forwards "Environ Info in Support of Application of NBS for 
NRC Matls License Consolidation." 

PEVEY. L. E. Commerce. Dept, of. National Bureau of Standards. 
84/02/29. SHUM, E. Y. Uranium Fuel Licensing Branch. Ip. 24033:014. 


— 8404120344 "Environ Info in Support of Application of NBS for NRC 
Matls License Consolidation. " 

* Commerce, Dept, of. National Bureau of Standards. 84/02/29. 
23pp. 24033:015. 


DOCKET 70-0698 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH. PA 


8404060355 Forwards "Results of Quarterly Groundwater Monitoring 
Samples at Waltz Mill Site," Rept 5. Concentration of Sr-90 
in five of 37 monitoring wells sampled exceeded max 
permissible concentration for unrestricted areas. 

GALM, D, T. Westinghouse Electric Corp. 84/03/26. MURLEY. T. Region 
1, Office of Director, 2pp. 22931:267. 


— 8404060359 "Results of Quarterly Groundwater Monitoring Samples at 
Waltz Mill Site, " Rept 5. 

* Westinghouse Electric Corp. 84/02/27 16pp. 22931:269. 


8404190279 Forwards IE Insp Repts 50-022/84-01 70-0698/84-01 on 

840227-29. No violations noted, 

STAROSTECKI . R. Division of Project S< Resident Programs, 84/03/'27. 
YASINSKY, J. B. Westinghouse Electric Corp, 2pp. 24098:039. 24X 

Fiche; 50-022. 84/03/27, 8404190279. 


—8404190283 IE Insp Repts 50-022/84-01 it 70-0698/84-01 on 840227-29. No 
violations or deviations noted. Major areas inspected: status 
of groundwater monitoring program. ret ired Westinghouse test 
reactor, emergency r’a'-ing d-ills 5 Pa-t 21 repts. 

ROTH, J. , ELSASSER, ” •' Region 0 f e ii- Director. 84/03/23. 
14pp. 24098:041. r:> 50-:22. ‘27. 8404190279. 


DOCKET 70-0754 GENERAL ELECTRIC CO. , PLEASANTON, CA 


8404100403 "Effluent Monitoring it. Environ Surveillance Programs," 
Annual Summary 1983. 

GEST. R. E. . KING, W. H. General Electric Co. 83/12/31. 63pp. 

22993: 197. 


8404050095 Confirmation of telcons u/S Turk of NRC on 840327 it 
u/D Raskin of Neuman Holzinger on 840328 re request for 
extension to respond to ASLB 840228 order. R esponse extended 
to 8404 16. Cert i f i cat e of Svc encl. 

TURK, J. Turk, J. DSB 305. 84/03/30. 2pp. 22904:059. 24X 

Fiche: 50-070, 84/03/30, 8404050095. 


DOCKET 70-0820 UNITED NUCLEAR CORP. , WOOD RIVER JUNCTION, RI 


8404110525 Application for amend to License SNM-777, ref lecting progress 
of decommissioning Wood River Junction facility St deleting 
language of various sections or modifying license St 
certain conditions contained in Amends 20 St 22. 

HELGESON, K. A. United Nuclear Corp. 84/02/20. CROW, W. T. Office of 
Nuclear Material Safety it Sa f eg uar d s , Direc t or, 2pp. 24025:041. 


— 8404110528 Mod to decommissioning p Ian, ref 1 ec ting progress. 
» United Nuclear Corp 84/02/20. 20pp, 24025:043. 


8404300025 Forwards re-survey sheets for inclusion in Sections I St 1 1 
of final survey rept for facility. 

HELGESON, K. A. United Nuclear Corp. 84/03/15. CROW, W. T. Office of 

Nuclear Material Safety S< Saf eg uar d s , Dir ec t or. 10pp. 24253:140. 


DOCKET 70-0824 BABCOCK St WILCOX CO. , LYNCHBURG, VA 


8404110333 Forwards Rev 17 to BAW-381, "Demonstration St Condition for 
License SNM-778; Ra d i o 1 og i c a 1 Contingency Plan. " 

OLSEN, A. F. Babcock St Wilcox Co. 83/11/15. Uranium Fuel Licensing 
Branch. 4pp. 24007: 181. 


--S4041103S5 Rev 17 to DAW-381, "Demonstration S< Condition for License 
SNM-778^ Rad i ol og i c a 1 Contingency Plan " 

* Babcock 8< Wilcox Cc 3AW-38] R17. Sl/OS/31. 112pp. 

24007: 186. 


0404090497 Requests approval for encl route for transporting irradiated 
fuel f-om ' yrchtu-c Research Ctr to Oc onee , SC , Enc I withheld 
(ref 10 CFR 2 V-:;: 

OLSEN, A. F. Babcock St Wilcox Co, 84/02/14, Division of 
Safeguards. Ip. 22975:358. 


DOCKET 70-0734 GA TECHNOLOGIES, INC. , SAN DIEGO, CA 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 


8404110301 Application for amend to License SNM-696, al lowing 10CFR70. 57 
St 10CFR70. 58 reviews St audits once each CY, but w/no more 
than 15-month interval s. Fees for 831222 application should 
be transferred to present request. W/o stated encls. 

* GA Technologies, Inc /General Atomic Co. 84/02/03. BROWN, U.B. 
Fuel Facility Safeguards Licensing Branch. Ip. 24003:305. 


8404180441 Grants 840203 request for exception from audit frequency of 
fundamental nuclear natl control plan, Changes addressing 
listed deficiencies required. 

BROWN, W.B. Fuel Facility Safeguards Licensing Branch. 84/03/01. 
MOWRY, W, R. GA Technologies, Inc. /General Atomic Co. 2pp. 

24109: 029, 


8404090239 Forwards IE Insp Rept 70-0734/84-01 on 840123-27 St notice 
of violation, 

SCARANO, R A. Division of Radiological Safety S; Safeguards Program 
84/03/22. PARKER, J. W, GA Technologies, Inc. /General Atonic Co. 
2pp. 22936:001 


8404060369 "Semiannual Effluent Rept, Jul-Dec 1983," W/840228 Itr. 

VA'JGHA^4, C. M. General Electric Co. 83/12/31. □ 'REILLY, J. P. Region 

2, Office of Director, 2pp. 22930:361. 


8404050253 Forwards addl comments re radiological Sk criticality safety 
aspects of License SNM“1097 renewal application. 

STPHR,J. P. Division of Emergency Preparedness it Materials Safety. 
84/01/23. PAGE, R, G. Uranium Fuel Licensing Branch. Ip. 22918:349. 


— 8404050254 Comments on radiological safety aspects of 830725 License 
SNM-1097 renewal application. 

BARR, K. P. Division of Project & Resident Programs. 83/12/21. 
MCALPINE, E J. Division of Emergency Preparedness & Materials 
Safety. 5pp. 22918:350 


8404110188 Forwards latest revs to fundamental nuclear matl control 
plan for License SNfl-1097. Revs withheld (ref 10CFR2. 790), 

VAUGHAN, C. M. General Electric Co. 84/02/14. □ 'REILLY, J. P, Region 

2, Office of Director. Ip. 24007:312, 


— 8404090242 Notice of violation from insp on 840123-27. 

THOMAS, R.D. Region 5, Office of Director. 84/03/22, Ip. 
22936:003. 


— 8404090246 IE Insp Rept 70-0734/84-01 on 840123-27. Violation 
identified: Station Ei-5 (grinder output encl) posted 
w/incorrect operating limit. 

BROCK, B.L, ZURAKOWSKI, P. R. , THOMAS, R. D. Region 5, Office of 
Director. 84/03/21, lOpp, 22936:004, 


0404100007 Forwards updated info on environ rept in support of renewal 
of License SNM-1097. 

VAUGHAN, C. M. General Electric Co. 84/02/20. CROW, W. T. Office of 
Nuclear Material Safety it Saf eg uard s, Direc t or . Ip, 22983:327 


— 8404100009 Revised Table 5-23 to NEDO 30153, environ rept. 

♦ General Electric Co. NEDa-30153. 84/02/20. Ip. 22983:328. 
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8404100552 Expresses d i sap p o i ntmen t ui/NRC re withdrawal of forraal 
request for correspondence between licensees ?< respective 
NPC regional ofcs re SNM matl control & accounting 8(/or 
physical protection. 

VAUGHAN, C.H. General Electric Co. 84/02/23. BROWN. W. B. Fuel 
Facility Safeguards Licensing Branch. 2pp 22977:322. 


— S4041005S4 Requests correspondence initiated by GE for distribution to 
NRC regional ofc re SNH mat! control it accounting S'/or 
physical protection, 

BROWN, W. B Fuel Facility Safeguards Licensing Branch. 84/02/07. 
VAUGHAN. C. General Electric Co. 2pp. 22977:324. 


S404130029 Comnents on GE fluoride emissions environ rept.per request. 
NRC should accept biota study it project property line values 
since emission rates are low it property line projections 
insignif icant. 

WAKILD. C. North Carolina. State of. 84/03/05. WYNGARDEN. S. NRC - 
No Detailed Affiliation Given. 3pp. 24049:340. 


8404110080 Issues Amend 2 to License SNM-1097, auth or i i ing operation of 
incinerator w/estimated U enrichment of not less than 2.757. 

U-235 for batch control, SER end. 

PAGE. R. G. Uranium Fuel Licensing Branch, 84/03/19. VAUGHAN. C. M. 
General Electric Co, Ip 24005:348, 


— 8404110083 Safety evaluation supporbinp Amend 2 to License SNH-1097 re 
operating procedures for incinerator, 

BIDINGER. G. H. Uranium Fuel Licensing Branch. CROW. W. T. Office of 
Nuclear Material Safety Saf eguards, Director. 84/03/19, 2op. 
24005:349. 


8404050249 Trip rept of 040208 visit to Wi Imi ng ton. NC to meet w/State 
of NC Dept of Natural Resources Community Development re 
environ review being conducted for renewal of License 
SNM- 1097, 

WYNGARDEN. S. D. Uranium Fuel Licensing Branch, 84/03/20, CROW. W. T. 
Uranium Fuel Licensing Branch. 2pp. 22918:356. 


0404060215 Forwards EG.?<G radiological survey rept for GE fuel 

fabrication facility overflight conducted in Mar 1980. W/o 
end. 

STOHR. J. P. Division of Emergency Preparedness St Materials Safety. 
84/03/30, LONG. U. A. General Electric Co, Ip. 22923:008. 


8404170041 Requests review of proprietary section of 840125 application 
for amend & segregation of proprietary info from info that 
does not fall within scope of tOCFR2. 790(a M4) . Appi i cat ion 
scheduled for review upon receipt of revised submittal 
BIDINGER, G. H. Uranium Fuel Licensing Branch. 84/04/06. 

VAUGHAN, C. M. General Electric Co, Ip. 24091:296. 


8404260409 Discusses items of interest. W7 Crow attendance at 840410 
meeting re contaminated sites in State of MO St NMSS 840410 
discussion of region it IE comments on GE application for 
renewal addressed, 

PAGE. R. 0. Uranium Fuel Licensing Branch, 84/04/12. DAVIS, J. G. 
Office of Nuclear Material Safety i: Safeguards, Director. 2pp. 
24220' 332. 


DOCKET 70-1143 WESTINGHDUSE ELECTRIC COftP. , PITTSBURGH. PA 


8404060439 Forwards "Final Site Survey Results Following 
Decommissioning of Pu S< u Fuels Development Labs. " per 
License Condition 20. Rept shows no residual c ontamination in 
excess of release limits, 

NARDI.A, J Westinghouse Electric Corp. 84/03/09. MURLEY, T, E. 
Region 1. Office of Director, Ip, 22945' 003. 


•S404060441 "Final Site Survey Results Following Decommissioning of Pu 
St U Fuels Development Labs. " 

a Westinghouse Electric Corp, 84/02/29. 25Spp 22945:004. 


8404190365 Forwards IE Safeguards Insp Rept 70-1143/84-01 on 
940228-0301 . No violations observed. 

MARTIN, T, T. Division of Engineering & Technical Programs. 84/04/05. 
UACOBI. W. M, Westinghouse Electric Corp, 2pp. 24099: 045. 


— 8404190372 IE Safeguards Insp Rept 70-1143/84-01 on 840228-0301. No 
noncomp 1 lance noted. Major areas inspected ' recorcfs & repts. 

DELLA RATTA, A. Region 1, Office of Director. 84/04/04. 2bp 
24099:047. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP. , PITTSBURGH, PA 


8404300230 Amend to 830430 application for renewal of License SNM-1107i 
in response to NRC 840126 St 0223 Itrs, 

NARDI/A. J. Westinghouse Electric Corp. 84/03/26. PAGE. R, 0. 

Uranium Fuel Licensing Branch. 300pp, 24251:138. 


8404060228 Rept of gaseous it liquid effluent radionuclides released to 
unrestricted aneas. Jul-Dec 1983. 

GOODWIN, W. L. Westinghouse Electric Corp. 83/12/31, Director's 
Office. Office of Inspection and Enforcement. Ip. 22925: 192. 


8404130016 Rev 3 to site emergency p Ian. updat ing hosp agreement for 
medical treatment of rad i oac t i ve 1 y contaminated workers, W/ 

840224 itr. 

REITLER.E. K. Westinghouse Electric Corp, 84/02/24. 6pp. 

24050: 017. 


8404300060 Application for amend to License SNM-1107. to permit storage 
of low specific activity matls in NRC or DOT approved 
shipping packages. 

NARDI.A, J. Westinghouse Electric Corp. 84/03/05. PAGE. R. G. 

Uranium Fuel Licensing Branch. 4pp. 24253:193. 


DOCKET 70-1193 KERR-MCGEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


8404100501 Forwards Kerr McGee Corp 821102 Itr requesting exemption 
from requirements of lOCFRll re security clearances ?; NRC 
830110 response granting request. 

LANDAGDRA. M. Kerr-McGee Corp. 84/01/26, RENTSCHLER. R. R Office of 
Nuclear Material Safety it. Saf eguards. Director. Ip. 22977:358. 


' — 8404100508 Withdraws 810413 15 requests for amend to physical 

security plan, per lOCFRll, 9. 

SHELLEY, W. J. Kerr-McGee Corp. 82/11/02. EVANS, L J. Fuel 
Facility Safeguards Licensing Branch, Ip. 22977:359. 


— 8404100511 Responds to 821022 request for exemption from requirements 
of 10CFR25 it 95. Based on current S< projected decommissioning 
status of facility, exemption approved. 

NORRY.P. G. Office of Administration. 83/01/10. SHELLEY. W, J. 
Kerr-McGee Corp, 3pp, 22977; 360, 


DOCKET 70-1201 BABCOCK St WILCOX CO. . LYNCHBURG. VA 


8404060360 "Gaseous it Liquid Effluent Monitoring Rept, Jul-Dec 
1983. " W/e40l06 Itr 

SPEIGHT, C. U. Babcock ?. Wilcox Co. 83/12/31. 2pp. 22930:335. 


8404110227 Application for amend to License SNM-1 168. chang i ng License 
Condition 3. 4. Proposed license condition withheld (ref 
10CFR2. 790). 

FORD.J.T. Babcock if Wilcox Co. 84/02/15. BROWN. W. fl. Fuel Facility 
Safeguards Licensing Branch. Ip. 24007:359. 


8404130187 Confirms that new name of B?<W div is Util Power Generation 
Div. per NRC 840228 Itr 

FORD.J.T. Baocock St Wilcox Co. 84/03/06. PAGE. R. G. Uranium Fuel 
Licensing Branch. 2pp. 24036:348. 


8404050213 Ac k receipt of 840319 Itr transmitting rev to B&W commercial 
nuclear fuel plant plan. Rev consistent w/pr ovisi ons of 
10CFR70. 32( c ) St acceptable. 

STOHR. J. P. Division of Emergency Preparedness St Materials Safety. 
84/04/02. ALTO, R, A. Babcock St Wilcox Co. Ip. 22900:197. 


DOCKET 70-1257 EXXON NUCLEAR CO, , INC, . RICHLAND, WA 


8404110193 Supplemental info to 831121 request for amend to License 
SNM-1227. chang ing Page 3 to Waste Discharge Permit 3919 it 
containing total state requirement for sampling St analysis 
of lagoon interliner it, monitoring wells. 

MALODY. C. W. Exxon Nuclear Co, . Inc. (subs, of Exxon Corp. ). 
84/02/16. CROW, W, T. Uranium Fuel Licensing Branch. 3p p 
24007:315. 


8404100013 Rev 10 to application for renewal of License SNM-1227, 

a- Exxon Nuclear Co. , Inc. (subs, of Exxon Corp. ). 64/02/28. 11pp. 

22982; 351. 


8404130184 Forwards sup p 1 ementary ' in f o to 831205 Itr re change in 
organization. Inf 0 inadvertently omitted from previous rev. 

MALODY. C. W. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 

84/03/05, CROW. W. T. Division of Fuel Cycle & Material Safety. 2pp. 
24036; 350. 


8404300056 Application for amend to License SNM-1227. to change listed 
requirements during 840705-0904 major shut down. 

MALODY. C. W, Exxon Nuclear Co.. Inc, (subs, of Exxon Corp. ). 
84/03/05. CROW. W, T. Uranium Fuel Licensing Branch. 5pp. 

24253: 200. 
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8404180071 Issues Amend MPP-1 to License SNM-1227 in response to 
840305 request re physical inventories of low enriched U 
during 1984 S- 85. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/03/28. 
SCHNEIDER, R. A. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. >. 2pp. 
24106: 333. 


8404240028 Forwards Endorsement 64 to NELIA Policy NF-193 & Endorsement 
34 to MAELU Policy t1F-94 

ASHBURN, D. J. Marsh •’-.McLennan, Inc. 84/04/14. SALTZMAN, J. 

Assistant Director for State ?< Licensee Relations. 3pp. 24165:014. 


DOCKET 70-1308 (3ENERAL ELECTRIC CO. , SAN JOSE, CA 


8404120432 Forwards changes to Morris Operation physical security plan. 
Enel withheld (ref 10CFR2. 790). 

DAWSON, D. M. General Electric Uranium Management Corp. 84/02/06. 
BURNETT, R. Division of Safeguards. Ip. 24034:087. 


8404090500 Notifies NRC of series of 109 shipments of irradiated PWR 
nuclear fuel from Morris Operation. Spent nuclear fuel 
elements returned to Pc-ir-t Beach Generating Stat i on, Schedul e 
of shipping times withheld (ref 10CFR73. 21 ) . 

* General Electric Co. 84/02/29. HILLMAN, C. R, Division of 
Safeguards. Ip 22975 357. 


a404130'D20 Forwards current status, as of 840229, of reactor fuel stored 
at GE Morris Operation 

DAWSON, D. M. General Electric Uranium Management Corp. 84/03/05. 
ROUSE, L. C. Advanced Fuel ?■< Spent Fuel Licensing Branch. 3pp. 

24049; 356, 


DOCKET 70-1331 VETERANS ADMIN MEDICAL CENTER, BUFFALO, NY 


8404100363 Ack receipt of 840215 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses SNM-1305. 

SNr’1-1376 S< 31-00786”02 Corrective actions will be examined 
during future insp. 

MARTIN, T. T. Division of Engineering X< Technical Programs. 84/04/04. 

PARIS, J, Veterans Admin. Medical Center, Buffalo, NY. Ip. 

22971: 178, 


— 8404100365 Responds to NRC 840125 Itr re violations noted in IE insp 
of Licenses SNM-l 305, SNM- 1376 31-00786-02. Corrective 

ac t i ons : rad iat i on exposure for technologists missing badges 
assessed values entered into repts 

PARIS, J. Veterans Admin. Medical Center, Buffalo, NY. 84/02/15, 
MARTIN, T. T, Division of Engineering & Technical Programs. 2pp. 
22971 : 179, 


DOCKET 70-1359 IRT CORP. , SAN DIEGO, CA 


8404090471 Provides info re steps taken by IRT Corp to protect 
personnel on upper flours from radioactive matls,per 840113 
request. Movements & use of radioactive matls will be 
performed per 10CFR20 105. 

MASCHKA.P. R. IRT Corp 84/01/31. KOSLA-B. Uranium Fuel Licensing 
Branch. 2pp. 22972 :3o0 


8404130023 Forwards new pnysical security plan for SNM of moderate 
low strategic signif i cance, due to new location of 
headquarters bldg.W/o plan. 

MASCHKA,P.R. IRT Corp 84/02/17. NORDERHAUG, L. Region 5, Office 
of Director. Ip. 240*19 355 


DOCKET 70-1373 ARMY, DEPT OF, FT, HUACHUCA, AZ 


8404270146 IE Insp Findings Licensee Ack dtd 840330 of License 
StNM-1448, Insp findings no violations observed. 

* Region 5, Office of Director 84/03/30. Ip. 24215: 256. 


DOCKET 70-1409 VETERANS ADMIN. MEDICAL CENTER, BUFFALO. NY 


8404100363 Ack receipt of 840215 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses SNM~1305. 

SNM-1376 S( 31-00786-02 Corrective actions will be examined 
during future insp. 

MARTIN, T. T, Division of Engineering St Technical Programs. 84/04/04. 

PARIS, J, Veterans Admin, Medical Center, Buffalo, NY. Ip. 
22971:178. 


— 8404100365 Responds to NRC 840125 Itr re violations noted in IE insp 
of Licenses SNM-l 305, SNM- 1376 S-. 31-00786-02. Corrective 
ac ti on s ; rad iat i on exposure for technologists missing badges 
assessed 5< values entered into repts. 

PARIS, J. Veterans Admin. Medical Center, Buffalo, NY. 84/02/15. 
MARTIN, T. T. Division of Engineering Technical Programs. 2pp. 
22971: 179. 


DOCKET 70-1450 BERKSHIRE MEDICAL CENTER. PITTSFIELD, MA 


8404090330 Forwards notice of violation from insp on 840213 of Licenses 
20-12009-01,20-12009-03 S-. SNM-1439 on 840213. 

MARTIN, T. T. Division of Engineering 8« Technical Programs. 84/03/21. 

PRYER, K. Berkshire Medical Center, Pittsfield, MA. 2pp. 

22942: 061. 


— 8404090333 Notice of violation from incp on 840213. Violations 
i dent i f i ed : inadequate survey made to determine that 
individual who handled radioactive iodine not exposed to 
airborne concentrations. 

Region 1, Office of Director, 84/03/21. 2pp. 22942:063. 


DOCKET 70-2052 WELBORN MEMORIAL BAPTIST HOSP. . EVANSVILLE, IN 


8404060146 IE Insp Findings Licensee Ack dtd 840319 of License 
SNM-1557, Insp findings, no violations observed. 

MULLAUER, J. Region 3, Office of Director. 84/03/19. Ip. 
22927: 063. 


DOCKET 70-2275 CHRIST HOSP, , OAK LAWN, IL 


8404270202 Forwards IE Insp Findings & Licensee Ack dtd 840328-29 of 
Licenses 12-09239-01. 12-09239-02 &: SNM-1676. 

BURGIN, R.E. Region 3, Office of Director. 84/04/02. LEMBARES, N. 
Christ Hosp. , Oak Lawn, IL Ip. 24215:300, 


— 8404270207 IE Insp findings •'ii Licensee Ack dtd 840328-29 of Licenses 
12-09239-01,12-09239-02 Z>. SNM-1676, Insp f ind ings: waste 
disposal transfer by License 12-09239-01 to nuclear pharmacy 
not properly maintained, 

BURGIN. R. E. Region 3, Office of Director. 84/03/29. Ip. 

24215: 301. 


DOCKET 70-2838 CINCINNATI GAS Sy ELECTRIC CO. , CINCINNATI, OH 


8404090211 Forwards IE Safeguards Insp Rept 70-2838/84-03 on 840312-13. 
No none omp 1 ianc B noted. 

AXElSON.W. L. Region 3, Office of Director. 84/03/30. BORGHANN, E. A. 
Cincinnati Oas Electric Co. 2pp. 22940:145. 


— 8404090214 IE Safeguards Insp Rept 70-2338/04-03 on 840312-13. No 
noncomp 1 iance noted. Major areas insp ec ted : nuc 1 ear matl 
control Zt accountab i 1 j ty , inc lud ing organization & operation, 
shipping ?< receiving Details withheld (ref 10CFR73). 

KNICELEY, J, R , CREED, U, R. Region 3, Office of Director. 84/03/30. 

Ip. 22940: 147, 


DOCKET 70-2884 LONG ISLAND LIGHTING CO. , HICKSVILLE, NY 


8404250088 Application for renewal of License 5NM-1857 to receive, 
possess & store unirradiated fuel assemblies. 

MCCAFFREY, B. R. Long Island Lighting Co. 84/04/17. DAVIS, J. G. 
Office of Nuclear Material Safety Zt Saf eguard s. Director. 4pp. 
24192:186. 24X Fi c h e : 50-322, 84/04/ 1 7, 8404250088. 


DOCKET 70-2896 MCKAY-DEE HOSP. CENTER, OGDEN, UT 


8404260179 Advises of expiration of License SNM-1B47 ?k discusses 
actions to be taken fay licensee, 

HALL,R. W. Region 4, Office of Director. 84/03/08. BALLENTINE, K, 
McKay-Dee Hosp. Center, Ogden, UT. 2pp. 24205: 265- 


DOCKET 70-2932 TEXAS UTILITIES GENERATING CO. , DALLAS, TX 


8404120122 Withdraws 830411 request to amend License SNM-1912 to add 
certain byproduct matls, due to issuance of 10CFR30 byproduct 
matl license on 840224, 

GARY, R. J. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/03/06. Office of Nuclear Material Safety it 

Safeguards, Director. 3pp. 24033:265, 
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DOCKET 70-2949 ARIZOIMA PUBLIC SERVICE CO. , PHOENIX. AZ 


B404120335 Foruards Amend 1 to Indemnity Agreement B-95. 

VAh4 BRUNT.E. E- Ari zona Public Service Co. 84/03/01. Office of 
Nuclear Material Safety Saf eguards. Direc t or. 3pp. 24025:354. 


DOCKET 70-2955 EDLOW INTERNATIONAL CO. . WASHINGTON, DC 


B40409011S EN-84-019. on S40405, not i c e of violation 8< proposed 
imposition of civil penalties in amount of $1,600 will be 
issued. Action based on msp after fire destroyed part of 
East St Louis facility revealed inadequate water supply. 

FLACK, E. , AXELRAD, J. Director 's Office, Office of Inspection and 
Enforcement. 84/04/02, Ip, 22939:299. 


8404170S32 Foruards c,, r „„ jj Repts 40-8760/84-01 &- 
70-2955/84-01 on fll ' f-'-j:0 = -ll & notice of 
violation Zt proposed imposition of civil p ena 1 ty . Not ic es of 
violations Z'. insp rept withheld (ref 10CFR2.790). 

KEPPLER,J. G. Region 3, Office of Director. 84/04/05, EDLOW, J. 
Edlou International Co. 3pp. 24058:149. 


8404120101 Foruards IE S-s-eguarcs Insp Repts 40-8760/84-02 & 
70-2955/84-02 on 8-C'>I0 r* ■ Cu Z 31 2'f notice of vi ola t i on. Enc 1 s 
withheld (ref 10CFR2 790 i , 

AXELSON, W. L, Region 3, Office of Director. 84/04/09. EDLOW, J. 
Edlow International Co 2pp 24023:191. 


DOCKET 70-2959 DEACONESS HOSP. , EVANSVILLE. IN 


8404060264 IE Insp Findings Licensee Ac k dtd S40321 of Licenses 
SNM-1S94 & 13-00142-02. Insp findings; no violations observed. 
Steps taken to correct previously identified items verified. 
MULLAUER.J, Region 3. Office of Director, 84/03/21, Ip. 

22922: 305. 


DOCKET 70-2960 KANSAS GAS b ELECTRIC CO., WICHITA, KS 


8404120157 Foruards Rev 4 to SNM license ap p 1 i c a t i on, ad d ing alpha check 
source, up dating contamination limits l< changing health 
physicist title. 

KDESTER,G L. Kansas Gas Electric Co, 84/03/12. DAVIS, J. G. 

Office of Nuclear Material Safety fe Saf eguards. Director. 3pp. 
24033:084. 24X Fic he : 50-482. 84/03/12, 84041 20157. 


— 8404120170 Rev 4 to SNM license ap p 1 ica ti on , ad d ing alpha check source, 
updating contamination limits S, changing health physicist 
title. 

# Kansas Gas S/ Electric Co. 84/03/31. 12pp. 24033:087. 24X 

Fiche; 50-482, 84/03/12, S404120157. 


DOCKET 70-2984 ARIZONA PUBLIC SERVICE CO,. PHOENIX, AZ 


8404120335 Foruards Amend 1 to Indemnity Agreement B-95. 

VAN BRUNT, E E. Arizona Public Service Co. 84/03/01. Office of 
Nuclear Material Safety Safeguards, Director. 3pp. 24025:354. 


DOCKET 70-2985 DUKE POWER CO. , CHARLOTTE, NC 


8404200335 Requests change in annual indemnity fee for License Sh4M-1920 
in accordance u/10CFR140, 7. 

DIWITZ, I. Assistant Director for State Z License# Relations. 

84/04/09. PUGLISE, A. S, Division of Accounting. Ip. 24159:327. 


DOCKET 70-2988 PHILADELPHIA ELECTRIC CO. , PHILADELPHIA, PA 


8404100005 Revised application for amend to License SNM-1926, changing 
Ite.Tvs 6, 7 & 8 re storage of 764 nuclear fuel bundles onsite. 

KEMPER, J. S. Philadelphia Electric Co, 84/02/27. CROW, W. T. Uranium 
Fuel Licensing Branch, lOpp. 22983:330. 24X Fiche; 50-352, 84/02/27, 
8404100005. 


8404110541 Foruards petition on behalf of Limerick Ecology Action, Inc 
to intervene & request for hearing re licensee application 
to amend License SNM-1926. 

ELLIOTT, C.W. Brose •?! Posuistillo. 84/02/28. 

Branch. Ip. 24025:030 


— 8404110544 Petition on behalf of Limerick Ecology Action, Inc to 
intervene request for hearing re application to amend 
License SN.M~1926. Certificate of Svc end, 

ELLIOTT, C.W. Brose Posuistillo. 84/02/28. Office of Nuclear 
Material Safety & Saf eg uar ds, Direc tor. 6pp. 24025:031. 


8404180430 Discusses evaluation of May 1983 physical security plan for 
protection of SNM of low strategic significance. Safeguards 
info withheld per 10CFR73. 21. 

BROWN, W.B. Fuel Facility Safeguards Licensing Branch. 84/03/19. 
BRADLEY. E. J, Philadelphia Electric Co. 2pp. 24107:359. 


8404130524 Foruards revised Metis License SNM-1926. License authorizes 
receipt, possession 4: storage of U-235 contained in fuel 
assemblies in shipping containers in designated new outdoor 
fuel storage area. Indemnity Agreement B-101 also end. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/04/03. BAUR, E. G. 
Philadelphia Electric Co. Ip, 24044:235. 24X Fiche: 50-352, 

84/04/03, 0404130524. 


— 8404130525 Revised Metis License SNM-1926. License authorizes receipt, 
possession & storage of U-235 contained in fuel assemblies 
in shipping containers in designated new outdoor fuel 
storage area. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/04/03. 2pp. 

24044: 236. 


— 8404130526 Safety evaluation supporting amend to License SNM-1926. 
KETZLACH, N. Uranium Fuel Licensing Branch. 84/04/03. 7pp. 
24044; 238. 


8404180268 Unexecuted Indemnity Agreement B-101. 

SALTZMAN, J. Assistant Director for State S: Licensee Relations. 
84/04/03. 13pp. 24110:218. 


8404090107 Appeal from ASLAB 840330 memorandum & order 8< petition for 
hearing 2< stay of license & delivery of U fuel to site. 

ANTHONY, R.L. Del-Auare Unlimited, Inc. DSB 370. 84/04/05. 3pp. 

22939:150. 24X Fi c h e : 50-352, 84/04/05, 8404090107. 


B404170598 Submits items of interest discussed at meetings u/FEHA & US 
Customs Svc & comments on narrative explanation of Table S— 3 
of 10CFR51. 51 re U fuel cycle environ data. 

PAGE, R.G. Uranium Fuel Licensing Branch. 84/04/05. DAVIS, J. G. 
Office of Nuclear Material Safety & Saf eguards, Director. 4pp. 

24091: 114. 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0024 HITTMAN NUCLEAR & DEVELOPMENT CORP. 


8404100395 Foruards revised QA program for radioactive mat! packages, 
including Rev 1 to C~100 Rev 2 to C-200. 

ROWE,B.S. U'ssti-.qhc;.:5.= Nuclear, Inc. 84/03/06. 

MACDONALD, C E ai i p on Certification Branch. 2pp, 

22981: 043. 


— 8404100397 QA program for eng ineer ing, des ig n procurement, fabrica'tion t>. 
initial testing of radwaste shipping packages. 

Westinghouse Hittman Nuclear, Inc. 84/02/22. 72pp. 22981:046, 


— 8404100400 QA program for use of radwaste shipping packages. 

Westinghouse Hittman Nuclear, Inc. 84/02/22. 73pp. 22981:120. 


8404050233 Foruards QA program approval for radioactive matl package: 
0024, Rev 6. 

MACDONALD, C. E. Transportation Certif ication Branch. 84/03/22. 

ROWE, B. S. Hittman Nuclear & Development Corp. (subs, of Hittman 
Corp. ). Ip. 22918:360, 


— 8404050237 QA program approval for radioactive matl pac kage: 0024, Rev 6. 
MACDQNALDi C, E. Transportation Certification Branch. 84/03/22. 
ip. 22918:361. 


DOCKET 71-0211 BOSTON EDISON CO. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging 

SCHULER, R.L. Boston Edison Co. 84/03/21, MACDONALD, C. E. 
Transportation Certif ication Branch. Ip. 24232: 152. 
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DOCKET 71-0264 AUTOMATION INDUSTRIES, INC. 


8404150045 Requests registration as user of Model 715 & Budd Model 52 
muititron. 

FERGUSON, E. B. EGS'.Gr Inc. 84/02/22, MACDONALD, C. E. Transportation 
Cer t i f i cat i on Branch. 2pp. 24048:361. 


DOCKET 71-0300 INDEPENDENT TESTING LABORATORIES 


8404100537 Foruards QA program for shipping radioisotopes. 

WILSON, H. L. Independent Testing Laborator i es. 84/02/08. 
MACDONALD, C. E. Division of Fuel Cycle S' Material Safety. 2pp. 
22979: 263. 


— 8404100540 QA program for shipping radioisotopes. 

WILSON, H. L , SWAIN, W E Independent Testing Lab ora tor i es . 
84/02/08. 3pp. 229-;9 264 


— 8404270240 Forwards Trans-World Testing Labs, Inc initial application 
for by-product matl license QA program for packaging 
radioactive mat! W/o application. 

MASSEY, B. L. Trans-World Testing Labs. 84/01/23. WANG, U. NRC - 
No Detailed Affiliation Given, 3pp. 24229: 194. 


— 8404270236 Q.A program for industrial radiography licensees. 

Trans-World Testing Labs. 83/12/06, 19pp. 24229:198. 


8404200349 Foruards QA program approval for radioactive matl package: 
0515/ Rev 0. 

MACDONALD, C. E. Transportation Certification Branch. 84/04/04. 
MASSEY, B. L. Trans-World Testing Labs. Ip. 24159:291. 


— 8404200354 QA program approval for radiocative matl pac kage; 0515, Rev 0. 
MACDONALD, C. E. Transportation Certification Branch. 84/04/04. 
ip. 24159:292. 


DOCKET 71-0516 LONG ISLAND LIGHTING CO. 


DOCKET 71-0507 MALLINCKROL'T, INC. 


8404500166 Foruards QA program for packaging used in transport of 
radioactive matl. 

BROWN, R.W, Mallinckrodt Inc. 84/03/21, MACDONALD. C E. 
Transportation Certification Branch. 2pp. 24233:096. 


— 8404300167 QA program ‘or packaging used in transport of radioactive 
matl, 

^ Mallinckrodt, Inc 84/02/28, 45pp 24233:099, 


8404270096 Foruards QA program approval for radioactive matl package: 
0516/ Rev 0. 

MACDONALD, C. E Tran sp or ta t i on Certification Branch. 84/04/16 

MCCAFFREY, B, Long Island Lighting Co. Ip. 24223:130. 


--8404270104 QA program approval for radioactive matl pac kage: 0516, Rev 0. 
MACDONALD, C. E. Transportation Certi f icat ion Branch. 84/04/16, 

Ip 24223:131. 


8404240013 Foruards QA program approval for radioactive matl package; 
0507, Rev 0. 

MCDONALD, C, E, Tran sp or ta 1 1 on Certif ication Branch. 84/04/10. 
BROWN, R.W, Mallinckrodt. Inc, Ip. 24187:349, 


— 8404240026 QA 'or radioactive matl pac kage : 0507. Rev 0. 

MACDONALD, C. !; a u r, " Cer t i f i ca t i on Branch, 84/04/10. 

Ip. 24187:350. 


DOCKET 71-0512 NUCLEAR ENERGY SERVICES 


8404100021 Foruards Rev 0 to QA program plan for NES transport casks 
(NES-2 Si NES-5) nuclear QA program. 

MAV.J, R. Nuclear Energy Service, Inc. 84/03/08. MACDONALD, C. E. 
Transp ortati on Cer t i f i c a t i on Branch. Ip. 22982:229. 


— 8404100026 Rev 0 to QA program plan for NES transport casks <NES-2 8< 
NES-5). 

DALTON, J. Nuclear Energy Service, Inc. 84/03/08. 30pp. 

22982: 231, 


-8404100033 Nuclear QA program 

WISE, R. M. Nuclear Energy Service, Inc. 83/12/05. 100pp. 

22982: 261, 


8404120333 Foruards request for addl info to complete review of 840308 
application requesting approval of QA program, 

MACDONALD, C. E. Division of Fuel Cycle & Material Safety. 84/03/28. 
MAY, U. R. Nuclear Energy Service, Inc. 2pp. 24025:357. 


DOCKET 71-0514 NORTH AMERICAN INSPECTION 


8404110223 Foruards QA program for Type U quality shipments of 
radioactive matl in conjunction u/ap p 1 i ca t i on for industrial 
radiography license 

SHUMWAY, R. K. North American Insp. 84/01/31, MACDONALD, C. E. 
Transportation Cert if icat i on Branch. Ip, 24002:349. 


— 8404110225 QA program for Type B quality shipments of radioactive matl. 
North American Inso 84/01/31, 4pp. 24002:350. 


DOCKET 71-0515 TRANS-WORLD TESTING LABS, INC, 


8404270232 Foruards QA program for industrial radiography licensees. 
MASSEY, B. L. Trans- World Testing Labs. 84/02/20. GORDON, L. 
Transportation Certification Branch. IpO. 24229:193. 


DOCKET 71-4909 MODEL: 0E-21PF-1, GENERAL ELECTRIC CO. 


8404100513 Foruards responses to NRC quest! on s / c omments re GE 830923 
drauing submi t ta 1 , p er application to amend Model GE-21PF-1 
pac kag ing. W/ two oversize drauings. Aperture cards are 
available in PDR, 

VAUGHAN, C, M General Electric Co, 84/02/15, MACDONALD, C. E. 
Transportation Certification Branch. 5pp. 22979:342. 


DOCKET 71-5026 MODEL; CNS 14-190, CHEM-NUCLEAR SYSTEMS, INC. 


8404090490 Advises that Hittman Nuclear & Development Corp has changed 
name to Westinghouse Hittman Nuclear, Inc. 

LEDUC,R.J, Westinghouse Electric Corp. 84/02/27. MACDONALD, C. 
Transportation Certification Branch, 2pp. 22975:359, 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging 

SCHULER, R.L. Boston Edison Co, 84/03/21. MACDONALD, C. E. 
Transp ortation Certification Branch. Ip. 24232 152. 


DOCKET 71-5450 MODEL: RCC, -1, -2, -3, -4, WESTINGHOUSE ELECTRIC CORP. 


840413005B Application for rev to Certificate of Compliance 5450 for 
Model RCC fuel assembly shipping container. 

WEINTRAUB, A. A. Energy, Dept, of 84/03/01. MACDONALD, C. E, 

Transp or tat i on Certification Branch. 14pp, 24049:302. 


DOCKET 71-5641 MODEL: UNC-2500, UNITED NUCLEAR CORP, 


8404100001 Application for amend to Certificate of Compliance 5641 for 
Model UNC-2500, auth or i z in g unlimited double encapsulated 
fuel packs under uet dry conditions. 

KIRK,W. F, United Nuclear Corp, 84/02/02. MACDONALD, C. E, 
Transportation Certification Branch. 3pp, 22983:349. 


8404200389 Foruards Rev 0 to Certificate of Compliance 9189 for 
Model 9189 

MACDONALD, C. E. Transp or t at i on Certification Branch. 84/04/02. 

KrRK,W. F. United Nuclear Corp, Ip. 24151:350. 


DOCKET 71-5796 MODEL: 181375, 181361, ADVANCED MEDICAL SYSTEMS, INC. 


8404110028 Foruards Rev 9 to Certificate of Compliance 5796 for 
Models 181375 181361. 

MACDONALD, C. E. Transportation Certification Branch. 84/03/22. 

KELBLEY/N. D, Advanced Medical Systems, Inc. 2pp, 24006:195. 


—8404110031 Certificate of Compliance 5796, Rev 9, for Models 191375 
181361. 

MACDONALD, C. E. Transportat ion Certification Branch. 84/03/22. 
3pp. 24006: 197, 
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mCABT 71-5797 MODEL; INNER OUTER HFIR UN. ENERGY. DEPT. OF 


S404100S41 Requests that Certificates of Compliance 5797 it 9853 to be 
reissued as BF packages. 

TRAYIS. «. H. Energy. Dept. of. 84/01/11. MACDONALD, C. E. 
Transportati on Certification Branch. Ip. 22977:339. 


DOCKET 71-5939 MODEL: GE-1500. GENERAL ELECTRIC CO. 


8404030595 Responds to 831227 request for registration for Model 
OE-1 500. General license applies only to licensee w/QA 
program approval per 10CFR71< h ) . Inf o specified in 
10CFR71 . 101 ( f ) or QA program description req,uested. 

MACDONALD. C. E. Transportation Certi f i-cat i on Branch. 84/03/19. 
SMITH, J.L, Long Island Lighting Co. Ip. 22888:021. 


8404500044 Requests registration as user of Model GE-1500. 

MCCAFFREY. B. R. Long Island Lighting Co. 84/03/22. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 24253:241. 


8404300188 Notification of registration as user of Model GE-1500 in 
response to 840322 request. 

MACDONALD. C. E. Transportation Certification Branch. 84/04/17. 
SMITH, J.L. Long Island Lighting Co. Ip. 24253:101. 


DOCKET 71-5942 MODEL: 0E-70O, GENERAL ELECTRIC CO. 


8404090490 Advises that Hittman Nuclear & Development Corp has changed 
name to Westinghouse Hittman Nuclear. Inc. 

LEDUCiR.J. Westinghouse Electric Corp. 84/02/27. MACDONALD, C. 
Transportation Cert if icati on Branch. 2pp. 22975:359. 


DOCKET 71-5957 MODEL: DMI-1, BATTELLE COLUMBUS LABORATORY 


8404170638 Notification of registration as user of Model BMI-1 in 
response to 840320 request. 

MACDONALD, C. E. Transp or ta t i on Certif ication Branch. 84/04/06. 
SHRIVER.B.L. Virginia, Univ. of. Charlottesville. VA. Ip. 
24069: 362. 


DOCKET 71-5971 MODEL: GE--200. GENERAL ELECTRIC CO. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging. 

SCHULER. R.L. Boston Edison Co. 84/03/21. MACDONALD. C. E. 
Transportation Certification Branch. Ip. 24232: 152. 


DOCKET 71-6144 MODEL: B-2, U. S. ECOLOGY. INC. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging. 

SCHULER, R.L. Boston Edison Co. 84/03/21. MACDONALD. C. E. 
Transportation Certification Branch. Ip. 24232:. 152. 


DOCKET 71-6294 MODEL: UNC-2901. COMBUSTION ENGINEERING. INC. 


8404110142 Forwards addl fee for 840209 application for amend to 
Certificate of Compliance 6294. in response to NRC 840227 
request. 

FORD. J. T. Babcock Wilcox Co. 84/03/01. JACKSON. G. License Fee 
Management Branch. 3pp. 24000:339, 


— 8404110147 Ac k receipt of 840209 application for amend to Certificate 
of Compliance 6294. Addl fee required. 

JACKSON. 0. License Fee Management Branch. 84/02/27. FORD. J. T. 
Babcock & Wilcox Co. Ip. 24000:341. 


— 8404110153 Application for amend to Certificate of Compliance 6294, 
revising two end oversize drawings to allow for shipment of 
pellets in bags rather than trays it scale Detail B depicting 
attachment of Item 2 to Item 3A Aperture cards in PDR, 

FORD. J. T. Babcock Zt Wilcox Co, 84/02/09. MACDONALD. C. E. 
Transportation Certification Branch. 3pp. 24000:342. 


8404100557 Requests addl info, within 30 days, re rationale to support 
statement that optional use of pellet trays does not affect 
nuclear criticality safety. per 840209 amend to Model 
UNC-2901. 

MACDONALD. C. E. Transportation Certification Branch. 04/03/22. 
FORD. J. T. Babcock & Wilcox Co. Ip. 22977:316. 


DOCKET 71-6346 MODEL; FSV-1, GA TECHNOLOGIES. INC. 


8404300031 Submits address for all transmittals re certificate of 
comp liance for packaging. 

SCHULER. R.L. Boston Edison Co. 84/03/21. MACDONALD. C. E. 
Transportation Cert i f i cat i on Branch. Ip. 24232:152. 


8404300212 Forwards Rev 1. Addendum IV to "Consolidated Design Rept for 
Fort St Vrain Fuel Shipping Cask, " 

MCWRY, W. R. GA Technologies. Inc. /General Atomic Co. 84/03/23 
MACDONALD, C. Transp or ta t i on Certification Branch. 3pp. 24254:069. 


— 8404300240 Rev 1, Addendum IV, to "Consolidated Design Rept for Fort 
St Vrain Fuel Shipping Cask. " 

LABAR.M. P, . MOWRYiW. R, GA Technologies. Inc. /General Atomic Co. 
GADC 55 ROl ADD 04. 84/03/31. 53pp. 24254:072. 


8404120409 Notification of registration as user of Models FSV-1, TN-9, 
AP-101 it 9183. in response to 831230 request. 

MACDONALD. C. E. Transportation Certification Branch. 84/03/29. 
SNIDER. T. General Public Utilities - GPU Service Corp. Ip, 

24034; 129. 


DOCKET 71-6400 MODEL: 6400, WESTINGHOUSE ELECTRIC CORP. 


8404120371 Forwards draft Rev 17 to Certificate of Compliance 6400 for 
Model 6400 i>. SAR for shipment of four Cf-252 special form 
sources in Super Tiger shipping container. 

ENGEL, W.P. Energy. Dept. of. 84/03/05. MACDONALD. C. E. Division of 
Fuel Cycle it Material Safety. 9pp. 24035; 202. 


—8404120374 "SAR for Packaging Super Tiger Shipping Container as Adopted 
for Four Cf-252 Sources. " 

TESSLER.G. Energy. Dept. of. WAPD-LP ( CE )P0B-591. 84/01/31. 

44pp. 24035:212. 


8404110416 Forwards Rev 17 to Certificate of Compliance 6400 for 
Model 6400. 

MACDONALD. C. E. Transpor tation Certification Branch. 84/03/23. 
E.NGEL, W. P. Energy, Dept of. 3pp. 24006:240. 


— 8404110419 Certificate of Compliance 6400. Rev 17. for Model 6400. 
MACDONALD, C. E. Trans p ortat i on Certification Branch. 84/03/23. 

Spp. 24006:243. 


“8404110421 "Approval Record Model 6400 Packaging. " 

MACDONALD, C. E. Transp ortati on Certification Branch. 84/03/23. 
Spp. 24006:251. 


DOCKET 71-6574 MODEL: HN-200. HITTMAN NUCLEAR it DEVELOPMENT CORP. 


8404090490 Advises that Hittman Nuclear it Development Corp has changed 
name to Westinghouse Hittman Nuclear. Inc, 

LEDUC, R. J. West: n:.--;) Electric Corp. 84/02/27. MACDONALD. 0. 
Transportation C;‘- f i - o” Branch. 2pp. 22975:359. 


DOCKET 71-6601 MODEL: CNS 8-120. CHEM-NUCLEAR SYSTEMS. INC. 


8404090482 Requests registration as user of Models CNS 8-120 it 
CNS 14-170, 

WILLIAMS, J. W. Florida Power it Light Co. 84/02/21. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 22972:355. 


8404110185 Requests registration as user of Model CNS 8-120. 

IRWIN, H. R. Advanced Medical Systems, Inc. 84/02/21, Office of 
Nuclear Material Safety it Saf eguards. Direct or. 2pp. 24007:310 


8404300024 Requests registration as user of Model CNS 8-120. 

ROWE. B. S. Westinghouse Electric Corp. 84/03/21. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 24253; 151. 


8404300031 Submits address for all transmittals re certificate of 
co.mpliance for packaging. 

SCHULER, R.L. Boston Edison Co. 84/03/21. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 24232: 152. 


8404110428 Forwards Rev 16 to Certificate of Compliance 6601 for 
Model CNS 8-120. 

MACDONALD, C. E. Transportation Certification Branch. 84/03/27. 
DEAL, R. Chem~Nuclear Systems, Inc, 4pp. 24006:230. 
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-8404110430 Certificate of Compliance 6601, Rev 16, for Model CNS S~120. 
Approval record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/03/27. 

4pp. 24006:234. 


8404170635 Notification of registration as user of Model CNS 8-120 in 
response to 840321 request. 

MACDONALD, C, E. Transportation Certification Branch. 84/04/06. 

ROWE, B, S. Westinghouse Electric Corp. Ip, 24091:102. 


DOCKET 71-6613 MODEL: 702, TECHNICAL OPERATIONS, INC. 


8404300312 Application for amend to Certificate of Compliance *>613 to 
identify Model 702 as Type B<U) package, 

MUN.RO, J. J, Tech/Ops. 84/03/15, MACDONALD, C. E. Transportation 
Certification Branch. 2pp, 24253:138, 


8404050320 Foruards Rev 3 to Certificate of Compliance 6613 for Model 
702 

MACDONALD, C. E. Transportation Certification Branch. 84/03/21. 
MUNRO, J. J. Technical Operations, Inc. 2pp. 22918:301. 


—8404050322 Certificate of Compliance 6613, Rev 3, for Model 702. 

MACDONALD, C. E- Transportation Certification Branch. 84/03/21. 
4pp. 22918:503. 


DOCKET 71-6698 MODEL: NFS-4, NUCLEAR FUEL SERVICES, INC. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging, 

SCHULER, R.L. Boston Edison Co, 84/03/21, MACDONALD, C. E. 
Transportation Cer t i f i ca t i on Branch, Ip. 24232:152. 


8404270118 Responds to 831107 request that all dry cask shipments of 
spent fuel, including shipments from WVDP ?< Cooper Station 
be halted until analysis of 1980 incident p erf ormed . Request 
denied per end Director's decision. 

DAVIS, J. 0. Office of Nuclear Material Safety & Saf eguar d s, Director. 
84/04/13, RESNIKOFF, M Sierra Club, 2pp. 24229:089. 


— 8404270123 Director's Decision DD-84-9 denying Sierra Club 031107 
request to halt all dry cask shipments of spent fuel 
including shipments from WVDP & Cooper Station. 

DAVIS, J.G, Office of Nuclear Material Safety i< 

Safeguards, Director 84/04/13. lip. 24229:091. 


— 8404270128 Forwards revised certificates of compliance that require 
inerting of dry spent fuel shipments 8, prohibit shipment 
of failed fuel unless specifically authorized. 

MACDONALD, C. E Transpor tation Certification Branch. 84/04/13. 
SANTMAN, L, Transportation, Dept, of, WE INTRAUB, A. A. , 

PETERSON, J, M, Energy, Dept. of. 4pp. 24229:133. 


—8404270136 Certificate of Compliance 6698, Rev 17, for Model NFS-4. 
MACDONALD, C, E, Transportation Certification Branch. 84/04/13. 
7pp. 24229:137 


— 8404270138 Certificate of Compliance 9001, Rev 18, for Model IF-300. 
MACDONALD, C. E. Transportation Certification Branch. 84/04/13. 
6pp, 24229; 144. 


— 8404270141 Certificate of Compliance 9010, Rev 13, for Model NLI-1/2. 
MACDONALD, C. E Transportation Certification Branch. 84/04/13. 
5pp. 24229:150, 


—8404270145 Certificate of Compliance 9015, Rev 7, for Models TN-0 8< 
TN-8L.. 

MACDONALD, C. E. Tr an ip or ta t i on Certification Branch, 84/04/13. 
5pp, 24229: 155, 


—8404270147 Certificate of Compliance 9016, Rev 6, for Model TN-9. 
MACDONALD, C, E Transportation Certif icat ion Branch. 84/04/13. 
4pp. 24229: 160. 


— 8404270151 Certificate of Compliance 9023, Rev 4, for Model NLI-10/24. 
MACDONALD, C. E. Tran sp ortation Certification Branch. 84/04/13, 
7pp. 24229:164, 


— 8404270156 Requests that all dry shipments of nuclear fuel from WVDP & 
Cooper Station be halted until analysis of 800502 irradiated 
fuel shipping accident carried out, Suggests actions NRC 
could take. 

RESNIKOFF, M, Sierra Club. 83/11/07. MACDONALD, C. Transportation 
Certification Branch 2pp. 24229: 171, 


DOCKET 71-6744 MODEL: 6744, U, S ECOLOGY, INC. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging. 

SCHULER, R.L. Boston Edison Co, 84/03/21. MACDONALD, C, E. 
Transportation Cer t i f i ca t i on Branch. Ip, 24232:152. 


DOCKET 71-9001 MODEL: IF-300, GENERAL ELECTRIC CO, 


8404110182 Requests registration as user of Model IF 300. 

KANGLEY, J. P. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). KANGLEY, J. P. Nor th east Ut i 1 i t i es. 84/02/03, 

Tran sp or tat i on Certification Branch. 2pp. 22997:361 


8404110375 Application for amend to Certificate of Compliance 9001 for 
IF-300 shipping cas k, auth or i z ing use of cask for packaging 
solid nonfissile irradiated har d war e. Ap p 1 i c at i on supersedes 
840117 application. 

DAWSON, D. M, General Electric Uranium Management Corp. 84/02/24. 
MACDONALD, C. E. Division of Fuel Cycle 8< Material Safety. 13pp. 
24024: 269. 


8404270118 Responds to 831107 request that all dry cask shipments of 
spent fuel, including shipments from WVDP JJ: Cooper Station 
be halted until analysis of 1980 incident p erf ormed. Request 
denied per end Director's decision, 

DAVIS, J. G. Office of Nuclear Material Safety it Saf eguards, Director. 
84/04/13, RESNIKOFF, M Sierra Club. 2pp, 24229:089. 


— 8404270123 Director's Decision DD-84-9 denying Sierra Club 831107 
request to halt all dry cask shipments of spent fuel 
including shipments from WVDP Cooper Station, 

DAVIS, J. G. Office of Nuclear Material Safety it 
Saf eg uard s, Dir ec t or . 84/04/13. lip. 24229:091. 


— 8404270128 Forwards revised certificates of compliance that require 
inerting of dry spent Fuel shipments & prohibit shipment 
of failed fuel unless specifically authorized. 

MACDONALD, C. E. Transportat i on Certif icat i on Branch, 84/04/13. 
SANTMAN, L, Transportation, Dept, of, WE INTRAUB, A. A. , 

PETERSON, J. M, Energy, Dept. of. 4pp, 24229:133. 


— 8404270138 Certificate of Compliance 9001, Rev 18, for Model IF-300. 
MACDONALD, C. E, Transportation Certification Branch. 84/04/13, 
6pp. 24229:144, 


— 8404270156 Requests that all dry shipments of nuclear fuel from WVDP it 
Cooper Station be halted until analysis of 800502 irradiated 
fuel shipping accidetit carried out, Suggests actions NRC 
could take. 

RESNIKOFF.M, Sierra Club. 83/11/07, MACDONALD, C. Transportation 
Certification Branch 2pp. 24229:171. 


DOCKET 71-9006 MODEL; 500-SU, AUTOMATION INDUSTRIES, INC, 


8404110168 Requests registration as user of Models 500-SU, source 
changer it 520, ir i d i tr on 

GRAVES, L. Laty Inspection Service. 84/02/22, MACDONALD, C. E, 
Transportation Certification Branch. 2pp. 22997:359. 


DOCKET 71-9007 MODEL: 52Q, AUTOMATION INDUSTRIES, INC. 


8404110168 Requests registration as user of Models 500-SU, sourc e 
changer ?< 520, ir id i tron. 

GRAVES, L, Laty Inspection Service. 84/02/22, MACDONALD, C. E, 
Transportat ion Certification Branch. 2pp, 22997:359. 


DOCKET 71-9009 MODEL; FL 10-1, GENERAL ELECTRIC CO, 


8404100482 Requests registration as user of Model FL lO-l, 
WEINTRAUB, A. A. Energy, Dept, of, 84/02/14. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 22980:342. 


8404170317 Responds to B40329 Itr re status re Certificate of 
Compliance 9009 for Model FL-10-1 packag ing . Since 
application for continued use of model packaging made, 
general license & certificate of compliance did not expire. 
MACDONALD, C. E. Transpor ta t i on Certification Branch, 84/04/05. 

GARRISON, R. F, Energy, Dept, of. Ip. 24068:361, 
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DOCKET 71-9010 MODEL: NLI-1/2. NL INDUSTRIES, INC. 


8404090490 Advises that Hittman ^4uclear & Development Corp has changed 
name to Westinghouse Hittman Nuclear, Inc. 

LEDUC, R. U. Westinghouse Electric Corp. 84/02/27. MACDONALD, C. 
Transp or tati on Cert i f ica t i on Branch. 2pp. 22975:359. 


0404300031 Submits address for all transmitrals re certificate of 
compliance for packaging. 

SCHULER, R.L. Boston Edison Co. 84/03/21. MACDONALD, C. E. 
Transportation Certif ication Branch. Ip. 24232: 152. 


8404270118 Responds to 831107 request that all dry cask shipments of 
spent fuel, including shipments from WVDP & Cooper Station 
be halted until analysis of 1980 incident p erf ormed. Request 
denied per end Director's decision. 

DAVIS, U.G. Office of Nuclear Material Safety Safeguards, Director. 
84/04/13. RESNIKOFF,M, SierraClub. 2pp. 24229:089. 


— 8404270123 Director's Decision DD-84-9 denying Sierra Club 831107 
request to halt all dry cask shipments of spent fuel 
including shipments from WVDP & Cooper Station. 

DAVIS. J. G. Office of Nuclear Material Safety & 
Safeguards.Director, 84/04/13. Up. 24229:091. 


— 8404270128 Forwards revised certificates of compliance that require 
inerting of dry spent fuel shipments & prohibit shipment 
of failed fuel unless specifically authorized. 

MACDONALD, C. E. Transp ortation Certification Branch. 84/04/13. 
SANTMAN, L. Transportation, Dept. of. WEINTRAUB, A. A. , 

PETERSON, U. M. Energy, Dept. of. 4pp. 24229:133. 


— 8404270141 Certificate of Compliance 9010, Rev 13, for Model NLI-1/2. 
MACDONALD, C. E. Transportat ion Certification Branch. 84/04/13. 
5pp. 24229: 150. 


— S40427015A Requests that all dry shipments of nuclear fuel from WVOP 8t 
Cooper Station be halted until analysis of 800502 irradiated 
fuel shipping accident carried out. Suggests actions NRC 
could take. 

RESNIKOFF.M. SierraClub. 83/11/07. MACDONALD, C. Transp ortat i on 
Certification Branch. 2pp. 24229; 171. 


DOCKET 71-9015 MODEL: TN-S, -SL, NO USERS 


8404270118 Responds to 831107 request that all dry cask shipments of 
spent fuel, including shipments from WVDP ^5c Cooper Station 
be halted until analysis of 1980 incident p erf ormed . Request 
denied per end Director's decision. 

DAVIS, J.G. Office of Nuclear Material Safety Saf eg uard s, Director. 

84/04/13. RESNIKOFF, M. Sierra Club, 2pp. 24229:089. 


— 8404270123 Director's Decision DD-S4-9 denying Sierra Club S31I07 
request to halt all dry cask shipments of spent fuel 
including shipments from WVDP & Cooper Station. 

DAVIS, J.G, Office of Nuclear Material Safety S-. 

Safeguards, Director. 84/04/13. Up. 24229:091. 


— 8404270128 Forwards revised certificates of compliance that require 
inerting of dry spent fuel shipments & prohibit shipment 
of failed fuel unless specifically authorized. 

MACDONALD, C. E. Transportation Certification Branch. 84/04/13. 
SANTMAN, L. Transportation, Dept. of. NEWMAN, A. T. Energy, Dept, 
of. MURPHY, P.C. EG?^G, Inc. 4pp. 24229:133. 


— 8404270145 Certificate of Compliance 9015, Rev 7, for Models TN-8 & 
TN-SL. 

MACDONALD, C. E. Transportation Certification Branch, 84/04/13. 
Spp. 24229: 155. 


— 8404270156 Requests that all dry shipments of nuclear fuel from WVOP Sc 
Cooper Station be halted until analysis of 800502 irradiated 
fuel shipping accident carried out. Suggests actions NRC 
could take. 

RESNIKOFF. M. Sierra Club. 83/11/07. MACDONALD, C. Transportation 
Certification Branch, 2pp. 24229; 171. 


DOCKET 71-9016 MODEL: TN-9, NO USERS 


8404120409 Notification of registration as user of Models FSV-l,TN-9, 
AP-101 Sc 9183, in response to 831230 request. 

MACDONALD, C. E. Transportation Certification Branch. 84/03/29. 
SNIDER, T. General Public Utilities - GPU Service Corp Ip. 

24034: 129. 


8404270118 Responds to 831107 request that all dry cask shipments of 
spent fuel, including shipments from WVDP 8< Cooper Station 
be halted until analysis of 1980 incident p erf ormed. Request 
denied per end Director 's decision. 

DAVIS, J. G. Office of Nuclear Material Safety & Saf eguards, Director. 
84/04/13. RESNIKOFF, M. Sierra Club. 2pp. 24229:089. 


— 8404270123 Director's Decision DD-84-9 denying Sierra Club 831107 
request to halt all dry cask shipments of spent fuel 
including shipments from WVDP Sc Cooper Station. 

DAVIS, J.G. Office of Nuclear Material Safety Sc 
Safeguards, Director. 84/04/13. Up. 24229:091. 


— 8404270128 Forwards revised certificates of compliance that require 
inerting of dry spent fuel shipments 8< prohibit shipment 
of failed fuel unless specifically authorized. 

MACDONALD, C. E, Transportation Certification Branch. 84/04/13. 
SANTMAN, L. Transportation, Dept. of. NEWMAN, A. T. Energy, Dept, 
of. MURPHY,P.C. EGScG, Inc. 4pp. 24229:133. 


— 8404270147 Certificate of Compliance 9016, Rev 6, for Model TN-9. 
MACDONALD, C. E. Transportation Certification Branch. 84/04/13. 
4pp. 24229:160. 


— 8404270156 Requests that all dry shipments of nuclear fuel from WVDP Sc 
Cooper Station be halted until analysis of 800502 irradiated 
fuel shipping accident carried out. Suggests actions NRC 
could take. 

RESNIKOFF, M. SierraClub. 83/11/07. MACDONALD, C. Transp or tati on 
Certification Branch. 2pp. 24229: 171. 


DOCKET 71-9019 MODEL; BU~7, GENERAL ELECTRIC CO. 


8404300293 Application for early renewal of Certificate of Compliance 
9019, for Model BU-7 to assure planned overseas shipments not 
delayed. 

VAUGHAN, C.M. General Electric Co. 84/04/06. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 24253:254. 


DOCKET 71-9023 MODEL: NLl-10/24, NUCLEAR ASSURANCE CORP. 


8404270118 Responds to 831107 request that all dry cask shipments of 
spent fuel, including shipments from WVDP 8< Cooper Station 
be halted until analysis of 1980 incident p erf ormed. Request 
denied per end Director's decision. 

DAVIS, J. G. Office of Nuclear Material Safety & Safeguards, Director. 
84/04/13. RESNIKOFF. M. Sierra Club. 2pp. 24229:089. 


— 8404270123 Director's Decision DD-84-9 denying Sierra Club 831107 
request to halt all dry cask shipments of spent fuel 
including shipments from WVDP ?< Cooper Station. 

DAVIS, J.G. Office of Nuclear Material Safety «< 

Safeguards, Director. 84/04/13. Up. 24229:091. 


— 8404270128 Forwards revised certificates of compliance that require 
inerting of dry spent fuel shipments Ik prohibit shipment 
of failed fuel unless specifically authorized. 

MACDONALD, C. E. Transp ortati on Certif icat ion Branch. 84/04/13. 
SANTMAN, L. Transportation. Dept. of. TERRY, W. E. Oak Ridge 
National Laboratory. BICKER, A. E. Reynolds Electrical & 
Engineering Co., Inc. 4pp. 24229:133. 


— 8404270151 Certificate of Compliance 9023, Rev 4, for Model NLI-lO/24. 
MACDONALD, C. E. Transp ortation Certif icat ion Branch. 84/04/13, 

7pp. 24229:164, 


— 8404270156 Requests that all dry shipments of nuclear fuel from WVDP & 
Cooper Station be halted until analysis of 800502 irradiated 
fuel shipping accident carried out. Suggests actions NRC 
could take. 

RESNIKOFF, M. SierraClub. 83/11/07. MACDONALD, C. Transportation 
Certification Branch, 2pp. 24229:171. 


DOCKET 71-9027 MODEL: 741 741E, TECHNICAL OPERATIONS, INC. 


8404110077 Application to amend Certificate of Compliance 9027 for 
Models 741 741E reflecting alternate matl selection for S 

tube in U shield assemb 1 y . Revi sed drawings & amend fee end. 
MUNRO, J. J. Tech/Ops. 84/02/21. MACDONALD, C. E. Transportation 
Certification Branch, Spp. 24005:351. 



DOCKETED ITEMS 


437 


DOCKET 71-9036 MODEL: C-1, SOURCE PRODUCTION !k EQUIPMENT CO. , INC. 


8404120174 Ack receipt of request for amend to Certificate of 
Compliance 9036. Minor amend fee required, 

JACKSOrL 0. License Fee Management Branch. 84/02/27. DICHARRYi R. F, 
Source Production Equipment Co > Inc. Ip. 24033:077. 


— 8404120177 Application for Rev 3 to Certificate of Compliance 9036» 
changing matl quantity per package of two sources to one or 
two sources. 

DICHARRY< R. F. Source Production Equipment Co. < Inc. 84/04/11. 
MCDONALD, C. E. Transportation Certification Branch. 3pp. 

24033; 078. 


DOCKET 71-9039 MODEL: 715, TECHNICAL OPERATIONS. INC. 


9404130045 Requests registration as user of Model 715 S< Budd Model 52 
multitron. 

FERGUSON, E, B, EGS,G, Inc 84/02/22. MACDONALD, C. E. Transportation 
Cer tif i cation Branch. 2pp. 24048:361. 


DOCKET 71-9044 MODEL: GE-1600, GENERAL ELECTRIC CO. 


8404090490 Advises that Hittman Nuclear & Development Corp has changed 
name to Westinghouse Hittman Nuclear, Inc, 

LEDUC.R.J. Westinghouse Electric Corp. 84/02/27. MACDONALD, C. 
Transportation Certification Branch. 2pp. 22975:359, 


8404040223 Responds to application dtd 831 1 1 6 , r e ques t ing amend to Model 
GE-1600 pac kag ing , Add 1 info requested in end should be 
submitted in form of revised pages. Resp onse requested within 
30 days from Itr date, 

MACDONALD* C. E. Transportation Certification Branch. 84/03/21. 

POPPE* L.K. Chem-Nuclear Systems, Inc. 2pp. 22911:004. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging 

SCHULER, R.L, Boston Edison Co. 84/03/21, MACDONALD, C. E, 
Transportation Certification Branch. Ip. 24232: 152. 


8404300276 Requests registration as user of Model GE 1600. 
GARRISON, R. F, Energy- Dept. of. 84/03/22. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 24253:336. 


8404190089 Notification of registration as user of Model GE 1600 in 
response to 840322 request. 

MACDONALD, C. E. Transportation Certification Branch, 84/04/06. 
GARRISON, R. F, Energy, Dept, of. Ip. 24122:157. 


8404:300220 Responds to 840326 request for withdrawal of 831209 
application re Model GE-1600 pac kage. Review terminated. 
MACDONALD, C. E- Transp or tat i on Certification Branch. 84/04/18. 
CUNNINGHAM, 0. General Electric Co. Ip, 24253:362. 


DOCKET 71-9051 MODEL: GE-1400, GENERAL ELECTRIC CO. 


8404090490 Advises that Hittman Nuclear & Development Corp has changed 
name to Westinghouse Hittman Nuclear, Inc, 

LEDUC,R,J, Flrctric Corp. 84/02/27. MACDONALD, C. 

Transportatici C : i:. Branch. 2pp. 22975:359, 


DOCKET 71-9071 MODEL: AP-101, ANEFCO, INC, 


8404300028 Responds to 840222 Itr re Model AP-101 shipping cask. 
Canisters will be leak tested for canister integrity, No 
canisters will be shipped if leak test not passed.Check 
list procedures for cask loading end. 

MURPHY, J, D. Anefco, Inc. 84/03/21. ODEGARDEN, R, Transportation 
Certification Branch. 12pp, 24232: 154. 


8404120409 Notification of registration as user of Models FSU-1,TN— 9, 
AP-101 9183, in response to 831230 request, 

MACDONALD, C. E. Transportation Certification Branch. 84/03/29. 
SNIDER, T. General Public Utilities - GPU Service Corp. Ip. 

24034: 129. 


DOCKET 71-9073 MODEL: OH-142. NUCLEAR PACKAGING, INC. 


— 8404100027 Application for rev to Certificate of Compliance 9073 for 
Model QH-142. 

TEMUS, C. J. Trans por tat ion Certification Branch. 84/03/05. 
MACDONALD, C. E. Transportation Certification Branch. 27pp. 

22983: 002. 


DOCKET 71-9079 MODEL: HN-100, SERIES 2 2A, HITTMAN NUCLEAR 


8404090482 Requests registration as user of Models CNS B-120 Sk 
CNS 14-170. 

WILLIAMS, J. W. Florida Power Light Co. 84/02/21. MACDONALD, C. E. 
Transp ortat i on Certification Branch, Ip. 22972:355. 


8404090490 Advises that Hittman Nuclear Development Corp has changed 
na,7ie to Westinghouse Hittman Nuclear, Inc. 

LEDUC, R. J. Westinghouse Electric Corp. 84/02/27. MACDONALD, C. 
Transportation Certification Branch. 2pp. 22975:359. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging. 

SCHULER, R.L. Boston Edison Co. 84/03/21. MACDONALD, C. E. 
Transp or tat i on Certification Branch. Ip. 24232:152. 


DOCKET 71-9080 MODEL; HN-600, NUPAC 7-100 S< CNS 7-100, HITTMAN NUCLEAR 


8404090490 Advises that Hittman Nuclear & Development Corp has changed 
name to Westinghouse Hittman Nuclear, Inc. 

LEDUC, R.U. Westinghouse Electric Corp. 84/02/27. MACDONALD, C. 
Transportati on Cer t i f x cat i on Branch. 2pp. 22975:359. 


8404040392 Advises that encl Westing house/Hit tman Nuclear, Inc 840227 
application for amend to Certificate of Compliance 9080 & 
four oversize drawings marked proprietary should be placed 
in PDR. 

MACDONALD, C. E. Transp or tat i on Certification Branch. 84/03/01. 

SCOTT, S. Document Management Branch, Ip, 22910:001. 


— 8404040395 Application for amend to Certificate of Compliance 9080 to 
document cask leak test method. W/Rev 2 to STD-R-02-011, 

"SAR for 9080 Radwaste Shipping Cask, " 

LEDUC, R.U. Westinghouse Hittman Nuclear, Inc. 84/02/27, 

MACDONALD, C. Transp or tat i on Certification Branch. 6pp. 

22910; 002. 


—8404040399 Rev 2 to STD-R-02-011, "SAR for 9080 Radwaste Shipping 
Cask. " W/four oversize drawing s. Ap erture cards are available 
in PDR, ' 

ROWE. B. Westinghouse Hittman Nuclear, Inc. 84/02/27, 71pp, 

22910: 008. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging. 

SCHULER, R.L. Boston Edison Co. 84/03/21. MACDONALD, C. E. 

Trans p ortat i on Certification Branch, Ip. 24232:152. 


DOCKET 71-9081 MODEL: CNS 1-13C, CHEM-NUCLEAR SYSTEMS, INC. 


8404090490 Advises that Hittman Nuclear Development Corp has changed 
name to Westinghouse Hittman Nuclear, Inc, 

LEDUC. R.J. Westinghouse Electric Corp. 84/02/27. MACDONALD. C. 
Transportation Certification Branch, 2pp. 22975:359. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging 

SCHULER, R.L. Boston Edison Co. 84/03/21, MACDONALD. C. E, 
Transportation Certification Branch. Ip. 24232: 1S2. 


DOCKET 71-9086 MODEL: HN-100, SERIES 1. HITTMAN NUCLEAR DEV. CORP. 


8404090490 Advises that Hittman Nuclear Development Corp has changed 
name to Westinghouse Hittman Nuclear, Inc. 

LEDUC, R. J. Westinghouse Electric Corp. 84/02/27. MACDONALD, C, 
Tra-spor bation C er 1 1 f i c at i on Branch. 2pp, 22975:359. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging. 

SCHULER, R.L. Boston Edison Co. 84/03/21, MACDONALD, C. E. 
Transportation Certification Branch. Ip. 24232; 152. 


8404100022 Forwards Nuclear Packaging Corp 840305 application it 
drawings marked proprietary to be placed in PDR. 

MACDONALD, C. E. Transportation Certification Branch. 84/03/22. 
SCOTT, S Document Management Branch. Ip, 22983:001. 
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DOCKET 71-9089 MODEL: HN-100S> HITTMAN NUCLEAR DEVELOP. CORP. 


S404090490 Advises that Hittman Nuclear it Development Corp has changed 
name to Westinghouse Hittman Nucleariinc. 

LEOUC, R.J. Westinghouse Electric Corp. S4/02/27. MACDONALD, C, 
Transportation Certification Branch, 2pp. 22975:359. 


S404120359 Forwards Westinghouse Hittman Nuclear, Inc 840313 application 
to amend Certificate of Compliance 9089 & proprietary 
drawing to be placed in PDR. 

MACDONALD/ C, E. Transportation Certification Branch. 84/03/23. 

SCOTT. S. Document Management Branch. Ip. 24032:278. 


— 8404120362 Application to amend Certificate of Compliance 9089 for 
documenting cask leak test method to be used by Hittman. 

Rev 2 to “SAR for HN-IOOS Radwaste Shipping Cask" end. W/one 
oversize drawing. Aperture card available in PDR. 

LEDUC/R. J. Westinghouse Hittman Nuclear. Inc, 84/03/13. 
MACDONALD, C, Transpor tation Certification Branch. 4pp. 

,24032: 279. 


— 8404120365 Rev 2 to "BAR for HN-IOOS Radwaste Shippina Cask." 

Westinghouse Electric Corp. STD-R-02-012 R02. 84/03/09. SSpp. 

24032: 283, 


DOCKET 71-9094 MODEL: CNS 14-195-H, CHEM-NUCLEAR SYSTEMS, INC. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging, 

SCHULER, R.L. Boston Edison Co. 84/03/21. MACDONALD, C. E. 
Transportation Certification Branch Ip. 24232: 152. 


DOCKET 71-9111 MODEL: CNS 6-80-2 it CNS 6-S0-2A, CHEM-NUCLEAR SYS, INC. 


8404300031 Submits address for all transmittals re certificate of 
compliance for packaging. 

SCHULER, R.L. Boston Edison Co. 84/03/21. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 24232: 152. 


DOCKET 71-9125 MODEL; AL-Ml , ENERGY. DEPT. OF 


8404170030 Informs that Certificate of Compliance 9125, Rev 1 for Model 
AL Ml packaging expired on 840131. 

MACDONALD, C. E. Transportation Certification Branch, 84/04/06, 
BARRACLAUOH, E, Energy, Dept, of, Ip, 24091:343. 


DOCKET 71-9133 MODEL; C-10, GAMMA INDUSTRIES 


8404230024 Forwards QA program approval for radioactive matl package: 
9133, Rev 2. 

MACDONALD, C, E. Transportation Certif ication Branch, 84/04/10. 
RICHARDSON, H. D. Nuclear System. 2pp. 24104:357. 


■8404230031 QA program approval for radioactive matl package: 9133, Rev 2. 
MACDONALD, C. E. Transportation Certificat ion Branch. 84/04/10. 

2pp. 24184:359. 


— 0404230034 Safety evaluation supporting Model C-10, 

MACDONALD, C. E. Transp or tati on Certification Branch. 84/04/10. 
2pp. 24184:361. 


DOCKET 71-9160 MODEL: 20-VS «e 40-'VS, GULF NUCLEAR, INC. 


8404300032 Rev 3 to application for Type B certification for Model 
20-VS it 40-VS. 

BEVILL, M. Gulf Nuclear, Inc. 84/03/06. MACDONALD, C. E. 
Transportation Certificati on Branch, 19pp. 24232:133. 


8404300018 Forwards application for Rev 4 to Certificate of Compliance 
9160 for Model 20-VS 8c 40-VS radiography camera, 

BEVILL, M. Gulf Nuclear, Inc. 84/03/20. MACDONALD, C. E. 
Transportation Certif ication Branch. Ip. 24253; 155. 


8404300022 Application for Certificate of Compliance 9160, Rev 4, for 
Model 20-VS 8t 40-VS radiography camera, 
a Gulf Nuclear, Inc. 84/03/20. 8pp. 24253:156. 


8404230002 Forwards Rev 0 to Certificate of Compliance 9160 for Models 
20-VS & 40-VS 8< safety evaluation. 

MACDONALD, C, E. Transportati on Certification Branch. 84/04/10. 

HOPCRAFT, C. P. Golf Nuclear, Inc. Ip, 24187:183, 


— 8404230004 Certificate of Compliance 9160, Rev 0, for Models 20-VS it 
40-VS. 

MACDONALD, C. E Transportation Certification Branch. 84/04/10. 
2pp. 24187; 184. 


— 8404230006 Safety evaluation supporting Models 20-VS 40-VS 

Macdonald, C. E. Transportation Cer t i f i ca 1 1 on Branch. 84/04/10. 
6pp. 24187: 186. 


DOCKET 71-9181 MODEL: PAS-2, NUCLEAR PACKAGING, INC, 


8404040240 Informs that S30331 application 8, drawings marked 
proprietary should be placed in PDR. 

MACDONALD, C. E. Transpor tati on Certification Branch. 84/02/28. 
SCOTT, S. Document Management Branch. Ip. 22910:123. 


— 8404040241 Forwards Rev 2 amends to NuPac PAS-2 SAR 8c maint helium 
leak test procedure Four oversize drawings enc 1 . Drawing a 
available in PDR, 

TEMUS,C. J. Nuclear Packaging, Inc. 84/02/17, MACDONALD, C. E. 
Transportation Certification Branch. 47pp. 22910:124. 


— 8404040244 Rev 2 to LT-12, "NuPac PAS-2, Maint Helium Leak Test 
Procedure. " 

GOELSCH,S. . TENN.C. Nuclear Packaging, Inc. 84/02/15. I2pp. 
22910: 175. 


8404300002 Requests that end 840309 application 8, drawings marked 
proprietary be placed in PDR, per Nuclear Packaging 8^0331 
Itr. 

MACDONALD, C. E. Transportation Cer t i f i cat a o n Branch. 84/03/22. 
SCOTT, S. Document Management Branch. Ip. 24231:181. 


— 8404300005 Application for rev to Certificate of Compliance 9181 for 
Model PAS-2. 

TEMUS.C.J, Nuclear Packaging, Inc. 84/03/09, MACDONALD, C. E. 
Transportation Certif ication Branch. Ip 24231’ 182. 


— 8404300007 Rev 3 to SAR, c ons i s t ing of helium sniffer test to verify 
assembly of Model PAS-2 just prior to shipping 
■* Nuclear Packaging, Inc. 84/03/09. 8pp. 24231:183. 


8404110495 Forwards Rev 0 to Certificate pf Compliance 9181 fcjr 
Models PAS-2 St PAS-2A. 

MACDONALD, C. E. Transportation Cer t i f i cat i on Branch. 84/03/29, 
HANSEN, L. J. Nuclear Packaging, Inc. Ip. 24004:197. 


—8404110499 Certificate of Compliance 9181, Rev 0, for Models FAS-2 S' 
PAS-2A. 

MACDONALD, C. E. Transportation Cer ti f i cat i on Branch. 84/03/29. 
2pp. 24004: 198. 


— 8404110501 SER support,ing issuance of Rev 0 to Certificate of 
Compliance 9181 for Models PAS-2 8f PAS-2A. 

MACDONALD, C. E. Transp or tat i on Certification Branch. 84/03/29. 
10pp. 24004:200, 


DOCKET 71-9183 MODEL: 9183, DUKE POWER CO. 


8404120409 Notification oF registration as user of Models F&V-l,TN-9, 
AP-101 g( 9183, in response to 831230 request, 

MACDONALD, C, E. Transportation Certification Branch. 84/03/39. 
SNIDER, T. General Public Utilities - GPU Service Corp. Ip. 

24034; 129. 


DOCKET 71-9184 MODEL: PAS-1, NUCLEAR PACKAGING, INC. 


8404110377 Forwards Nuclear Packaging 840217 Itr authorizing placement 
of end Rev 1 to "SAR for NUPAC PAS~1 Packaging to 10CFR71 
Type B Packaging Requirements, " in PDR. 

MACDONALD, C. E. Division of Fuel Cycle & Material Safety. 84/02/28, 
SCOTT, S. Document Management Branch. Ip. 22984:001. 


— 0404110378 Forwards Rev 1 to "SAR for NUPAC PAS-1 Packaging to 10CFR71 
Type B Packaging Requirements," per reque st, author i z ing 
placement of document in PDR. Permission does not waiver 
lawful proprietary rights to matl, 

TEMUS,C. J, Nuclear Packaging, Inc. 84/02/17. Division of Fuel 
Cycle St Material Safety. 3pp. 22984:002. 


— 8404110380 Rev 1 to "SAR for NUPAC PAS-1 Packaging to 10CFR71 Type B 
Packaging Requirements, " 

* Nuclear Packaging, Inc. 84/02/17. 184pp. 22984:006. 
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8404130528 Forwards request for addl info re 831006 application for 
approval of Model PAS-1 pac kag ing . Sch edul e for response due 
in 30 days. 

MACDONALD. C. E. Transportation Certification Branch. 84/04/02. 
TEMUS. C.J. Nuclear Packaging. Inc. 2|ip. 24044:233. 


DOCKET 71-9187 MODEL: 865, TECHNICAL OPERATIONS. INC. 


8404020107 Requests addl dimensions on projector assembly drawing, 
per 831227 request for approval of Model 865 packaging. 

MACDONALD. C. E. Transportation Certification Branch. 84/03/15. 
MUNRD. J. J. Tech/Ops. Ip. 22878:117. 


8404130035 Forwards revised drawings to 831227 application for 
certificate of compliance for Model 865 Type B<U) 
pac kag ing. 

MUNRO. J.J. Tech/Ops. 84/03/15. MACDONALD, C. E. Transportation 
Certification Branch. 3pp. 24049:294. 


— 8404130039 Revised drawings describing Model 865. amending 831227 
application for certificate of compliance. 

# Tech/Ops, 83/12/27. 6pp. 24049:296, 


8404110603 Forwards Rev 0 to Certificate of Compliance 9187 for 
Model 865 

MACDONALD, C. E. Transp or tat i on Certification Branch. 84/03/23. 
MUNRO. J. J Tech/Ops, Ip, 24025:080. 


— 8404110605 Certificate of Compliance 9187, Rev 0, for Model 865. 

MACDONALD, C. E. Transportation Certification Branch. 84/03/23. 
2pp. 24025:081. 


— 8404110607 SER supporting approval of 831227 application for Rev 0 to 
Certificate of Compliance 9187 for Model 865. 

MACDONALD, C, E Trans p or ta t i on Certification Branch. 84/03/23. 

7pp. 24025:083, 


DOCKET 71-9188 MODEL: AP-300, ANEFCO, INC, 


8404090465 Responds to application dtd 840309 requesting approval of 
Model AP-300 pac kag e. Ap p 1 i c a t i on incomplete. Requests 
complete application within 90 days. 

MACDONALD, C, E. Transpot tati on Certification Branch, 84/03/21. 
MURPHY. J. D. Anefco, Inc Ip. 22975:361. 


DOCKET 71-9189 MODEL: 9189, UNITED NUCLEAR CORP. 


8404200389 Forwards Rev 0 to Certificate of Compliance 9189 for 
Model 9189, 

MACDONALD, C. E. Transportation Certification Branch. 84/04/02. 
KIRK.W. F, United Nuclear Corp. Ip, 24151:350. 


—8404200393 Certificate of Compliance 9189, Rev 0, f or Model 9189. 
Approval record end. 

MACDONALD, C. E, Transp or ta t i on Certification Branch, 84/04/02. 
3pp. 24151:351. 


DOCKET 71-9190 MODEL: CASTOR V, GESELLSCHAFT FUER NUKLEAR SERVICE, MBH 


8404300050 Notifies that info requested in 840223 Itr re 831105 partial 
application for Castor B cask will be provided by 640430. 

BAATZ Gesellschaft fuer Nuklear Service, mbH. 84/03/23. 

MACDONALD, C. E. Transportation Certification Branch. Ip. 24253:224. 


DOCKET 71-9791 MODEL: PWR-2, ENERGY, DEPT. QF 


0404170033 Forwards Rev 1 to Certificate of Compliance 9791 for 
Model PWR-2 lower core barrel shipping & disposal container. 
MACDONALD, C. E. Transportation Certification Branch, 84/04/06. 
ENGEL, W.P. Energy, Dept, of. Ip, 24091:309, 


— 8404170036 Certificate of Compliance 9791, Rev 1, for Model PWR--2 lower 
core barrel shipping disposal container . Approval record 
enc 1. 

MACDONALD, C. E, Transportation Certification Branch. 84/04/06. 

4pp, 24091:310. 


DOCKET 71-9853 MODEL: ORNL, BNL ^ NBS UNIR. CONTS, ENERGY, DEPT. OF 


8404100541 Requests that Certificates of Compliance 5797 & 9853 to be 
reissued as BF packages, 

TRAVIS, W.H. Energy, Dept. of. 84/01/11. MACDONALD, C. E. 

Transp ortat i on Certification Branch, Ip. 22977:339. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


8404120432 Forwards changes to Morris Operation physical security plan. 
End withheld (ref 10CFR2. 790). 

DAWSON, D. M. General Electric Uranium Management Corp. 84/02/06. 
BURNETT, R. Division of Safeguards. Ip. 24034:087. 


8404090500 Notifies NRC of series of 109 shipments of irradiated PWR 
nuclear fuel from Morris Op erat i on. Spent nuclear fuel 
elements returned to Point Beach Generating Station. Schedule 
of shipping times withheld (ref 10CFR73. 21). 

General Electric Co. 84/02/29. HILLMAN, C. R. Division of 
Safeguards. Ip. 22975:357, 


8404130020 Forwards current status, as of 840229, of reactor fuel stored 
at GE Morris Operation. 

DAWSON, D. M. General Electric Uranium Management Corp. 84/03/05, 
ROUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 3pp. 

24049; 356. 


8404300043 Forwards schedule for series of 109 shipments of irradiated 
PWR nuclear fuel. End withheld (ref 10CFR73.21). 

* General Electric Co. 84/03/26. HILLMAN. C. R. Office of Nuclear 
Material Safety Saf eg uards, Director. Ip. 24253:244. 24X 

Fiche: 50-266. 84/03/26, 8404300043. 


DOCKET 72-0002 VIRGINIA ELECTRIC S« POWER CO. 


8404120349 Forwards addl info re dry cask ISFSI license app 1 i cation, in 
response to NRC 830909 request. 

STEWART, W. L. Virginia Electric & Power Co. 84/03/02. 

CUNNINGHAM, R. E, Office of Nuclear Material Safety !< 

Safeguards. Director. 37pp. 24025:297. 24X Fiche: 50-280, 84/03/02, 

8404120349. 


8404130068 Informs that Gesellschaft fur Nuklear-Svc mbH selected as 
first ISFSI cask vendor for cons i deration. Uti 1 ISFSI 
application will be amended to show selection. 

STEWART, W.L, Virginia Electric & Power Co. 84/03/15. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety & 

Safeguards, Director. 2pp. 24048:348. 24X Fiche: 50-280, 84/03/15, 

840413006S. 


8404180064 Confirms discussions re physical protection requirements for 
dry cask storage of spent fuel conducted at facility on 
840210. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch, 84/03/30. 
STEWART. W. L. Virginia Electric Power Co. 2pp. 24107:012, 24X 

Fiche: 50-280, B4/03/30, 8404180064. 
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lOCFR COMMISSION MEETING RECORDS 


8404030125 Transcript of 840319 public meeting in Washing ton, DC re 
status of pending investi gation. Pp 1-72 Supporting 
documentation end. 

Commissioners. 84/03/19. SOpp. 22888: 141. 24X 

Fiche: 50-275, 84/03/19, 8404030125. 


8404050410 Staff requirements memo re 840319 briefing in Wash ing tan, DC 
on status of pending investigation on facilities. 

CHILK, S. J. Office of the Secretary of the Commission. M840319. 
84/03/21. DIRCKS, W. J. Office of the Executive Director for 
Operations. PLAINE,H. H. Office of the General Counsel. Ip. 
22927:362. 24X Fiche: 50-275, 84/03/21, 8404050410. 


8404090040 Transcript of Commission 840330 discussion of Itr to 
J Miller re 840228 human factors meeting. Pp 1-35. 

♦ Commissioners. 84/03/30. 37pp. 22975: 282. 


8404090070 Transcript of Commission 840330 meeting in Wash ington, DC re 
discussion/possible vote on full power OL for facility. Pp 
1-89. Supporting documemtation end. 

# Commissioners. 84/03/30. llSpp. 22972: 199. 24X 

Fiche: 50-397, 84/03/30, 8404090070. 


8404090479 Staff requirements memo re 840320 briefing on facility Tech 
Spec requirements. Commission requested that staff provide 
summary of safety significance of Tech Spec changes. 

CHILK, S. J, Office of the Secretary of the Commission. M940320 
84/03/27. DIRCKS, W.J. Office of the Executive Director for 
Operations. Ip. 22972:357. 24X Fiche: 50-416, 84/03/27, 8404090479. 


0404110281 Transcript of 840404 discussion possible vote in 
Wash ington, DC on QA rept to Congress status of QA 
initiatives. Pp 1-87. Supporting documentation end. 

* Commissioners. 84/04/04. 96pp. 24007:001. 


8404110361 Staff requirements memo on Commission 840326 discussion/ 
possible vote in Wash ington, DC re criticality S< low power 
operation, 

CHILK, S.J. Office of the Secretary of the Commission, M840326B. 
84/03/30. DIRCKS, W.J. Office of the Executive Director for 
Operations. Ip. 24004:356. 24X Fiche: 50-275, 84/03/30, S4041 10361 . 


8404110480 Staff requirements memo re Commission 840223 discussion/ 
possible vote in Wash ing ton, DC re full power OL. Issuance of 
full power OL amend unanimously authorized. 

CHILK, S.J. Office of the Secretary of the Commission. M840323A. 
04/03/30, DIRCKS, W.J. Office of the Executive Director for 
Operations. Ip. 24004:309. 24X Fiche: 50-374, 84/03/30. 84041 10480. 


8404110500 Transcript of Commission 840405 public meeting in 
Washington, DC re briefing on integrated safety assessment 
program. Pp 1-67, Sup porting documentation end, 

* Commissioners, 84/04/05. 77pp. 24004; 117. 


8404110539 Transcript of Commission 840405 public meeting in 
Washington, DC re briefing on status of util it NRC compliance 
w/TMI action plan. Pp 1-56. Supporting documentation end. 

* Commissioners. 84/04/05. 81pp. 24000: 123. 


8404110602 Staff requirements memo re Commission 840327 discussion/ 
possible vote in Wash ing ton, DC on criticality 8< low power 
operation. 

CHILK, S. J. Office of the Secretary of the Commission. M840327. 
84/03/29. DIRCKS, W.J. Office of the Executive Director for 
Operations. PLAINS, H. H. Office of the General Counsel. FRALEY, R. F. 

ACRS - Advisory Committee on Reactor Safeguards. 2pp. 24025:012. 
24X Fiche: 50-275, 84/03/29, 8404110602. 


8404120006 Transcript of Commission 840402 briefing in Washington. DC re 
Co-60 contamination of Mexican steel. Pp 1-1 00. Sup porting 
documentation end. 

* Commi ss ioners. 84/04/02. 121pp. 24033:140, 


8404120334 Commission determination statement releasing portions of 
transcript of dosed Commission 821103 meeting re Ofc of 
Investigations policy procedures. 

CHILK, S. J. Office of the Secretary of the Commission. 84/03/29. 
Public Document Branch. Ip. 24032:002. 


— 8404120338 Transcript of dosed Commission 821103 meeting in 
Wash ing ton, DC re discussion of Ofc of Investigations 
policy S' procedures. Pp 1-92. 

Commissioners. 82/11/03. 100pp. 24032:003. 


8404120347 Staff requirements memo re 840321 affirmation/discussion S< 
vote in Wash ing ton, DC on delegation of Part 70 authority in 
Limerick proceed ing . Order approved. 

CHILK, S. J. Office of the Secretary of the Commission. MB40321. 
84/03/28. Office of the Secretary of the Commission. Ip, 
24025:346. 24X Fic h e : 50-352, 84/03/28, 04041 20347. 


8404120396 Transcript of Commission 840409 briefing in Wash ington, DC re 
industry initiatives in nonhardware areas. Pp 1-65, Supporting 
documentation end. 

* Commissioners. 84/04/09. 71pp. 24034: 173. 


8404120401 Commission determination statement withholding transcript 
of dosed Commission 830524 briefing on SECY-83-155, 

“Review of ALAQ-714. " 

CHILK, S. J, Office of the Secretary of the Commission. ALAB-714. 
84/03/29. Public Document Branch, Ip. 24034:169. 


B404130005 Staff requirements memo re 840323 af f irmation/discussion it 
vote on request to deny renewal of CP for Seabrook Unit 2 
S< review of ALAB-724. 

CHILK, S. J, Office of the Secretary of the Commission. M04O323B. 
84/03/29. PLAINE.H, H. Office of the General Counsel. 2pp. 
24050:001. 24X Fiche: 50-000, 84/03/29, 8404130005. 


8404130368 Staff requirements memo re 840330 d iscussion/possib le vote 
in Wash ington, DC re full power OL for facility. 

CHILK, S. J. Office of the Secretary of the Commission. M840330A. 
84/04/04. DIRCKS, W.J, Office of the Executive Director for 
Operations. PLAINE,H. E. Office of the General Counsel. Ip, 
24036:020. 24X Fic he : 50-397, 84/04/04, 84041 30368. 


8404130380 Staff requirements memo re 840403 af f irmat i on/d i scus s ion & 
vote in Wash ington, DC on SECY-S4— 70, "Consideration of 
Complicating Effects of Earthquakes on Emergency Planning at 
Diablo Canyon. " 

CHILK, S, J. Office of the Secretary of the Commission. M840403B. 
84/04/04. Office of the Secretary of the Commission. Ip, 
24036:017. 24X Fic he: 50-275, 84/04/04, 8404130380, 


8404130392 Staff requirements memo re 840402 briefing in Washington, DC 
on Co-60 contamination of Mexican steel. NMSS requested to 
provide interim it final plans for response to offsite 
incidents. 

CHILK, S.J. Office of the Secretary of the Commission. M840402 
84/04/05, DIRCKS, W.J. Office of the Executive Director for 
Operations. Ip. 24035:353, 


8404170005 Staff requirements memo on Commission 840403 briefing in 
Washing ton, DC re PORVs in C-E p lants. Brief i ng on Unresolved 
Safety Issues A-44, “Station Blackout, " it A-45 "Shutdown DHR 
Requirements, “ requested. 

CHILK, S.J. Office of the Secretary of the Commission. M840403E. 
84/04/05, DICKS,W. J. Office of the Executive Director for 
Operations. Ip. 24092:001. 


8404110608 Transcript of Commission 040409 briefing in Wash ing ton, DC 
re criminal vs civil investigations, Pp 1-58. Supporting 
documentation end. 

* Commissioners. 84/04/09. Olpp. 24000: 207. 
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8404170084 Transcript of 840410 public .meeting in Wash ington, DC re 
briefing on status of Saiera ATWS events. Pp 1-76. Supporting 
documentation end. 

* Commissioners. S4/04/I0. 100pp. 24069: 123 24X 

Fiche: 50-272, 84/04/10. 8404170084. 


8404170565 Transcript of Commission 840412 affirmation/discussion 
vote in Washington, DC re SECY-84-140, “Info Collection 
Restuireroents. Display of OHB Control Numbers." 

■* Commissioners. 84/04/12. 5 pp. 24091: 168. 


& 


8404270264 Staff requirements memo re 840410 briefing on facility 
status & generic actions as result of Feb 1983 failure to 
scram Mgt Analysis Corp rept prepared under contract to 
PSE^iO requested. 

CHILK, S. J. Office of the Secretary of the Commission. M840410 
84/04/13. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 24229:293. 24X Fi che; 50-272^ 84/04/13, B404270264 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8404180214 Transcript of Commission 840403 af f irmation/discussion 
vote in Washington. DC on SECY-84-70 on effects of 
earthquakes on emergency planning at faci I i t i es. Pp 1—3 
•» Commissioners. S4/04/03. 6 pp. 24110-231 24X 

Fic he: 50-275. 84/04/03, 8404180214 


S4041M24.1 Staff r.^uiraments mang on Comjission 840330 iiscussion in 
Uash.njton.DC r, Itn to J Miller on human factors oparaji^r 


experience. 

B4/04/05. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 24109 196. c'-t-or ror 


8404180336 Transcript of Commission 840403 briefing in Washinoton DC 

ItZTrLi: Pp 1-74. Supporting documenLtion f 

viewgraphs end. 

Comraissioners, 84/04/03. 92pp. 24110- 105 24X 

Fic he 50-361.84/04/03, 8404180336. 

8404190047 Staff requirements memo re status of util fc NRC cnmnUt. 
j»/TMr action plan xte.ms (NUREe-0660) . Ref docume^tl for Lsks 
ciirm requested. 

84/04^6 ZERBE^*f the Secretary of the Commission. M840405B. 
84/04/06, ZERBE.J.E, Office of Policy Evaluations. Ip. 24111:183 

8404190450 Transcript of Commission 840413 public meetino in 
Washington, DC re interpretation of 10CFR55. 25( b ) on reactor 
operator exams. Pp 1-61. Supporting documentation end 
* Commissioners. 84/04/13. 81pp. 24151:062. 

immediatdr* notation voting on SECY-84-133 

SSK.*.; 


Supporting documentation end, 

* Commissioners. 84/04/13, HOdd 2410 /,- nni cav 
F iche: 50-275,84/04/13.8404230084 24X 


8404020047 Transcript of ACRS Subcommittee on Qua 1 i f i cat i on Program for 
Saf ety-Related Equipment 840329 meeting in Wash ington, DC. Pp 
1-234. Sopp orting documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards, 84/03/29. 

358pp. 22827:077. 


8404020102 Summary of ACRS Subcommittee on Class 9 Accidents 840111 
meeting lu/ORNL. GE & EGSiG in Wash ing ton, DC re severe accident 
p>'pnone-clog;; &; containment loading draft technical 
pns-.iiG- eT.ativa schedule if. attendance list encl, 

* ACRS - Advisory Committee on Reactor Safeguards, 84/04/02. 

ACRS - Advisory Committee on Reactor Safeguards. ISpp. 22878: 149. 


ACRS Subcommittee on Shearon Harris h4ucl®ar Power 
Plant 840103-04 meetings w/Ebasco if Westinghouse in Apex,NC 
re review of util application to operate fa c i 1 ity. Tentative 
schedule & attendance list end. 

~ Advisory Committee on Reactor Safeguards, 84/03/07. 

_. '“^‘^''isory Committee on Reactor Safeguards. 31pp. 22878' 1 IS 

24X Fiche: 50-400, 84/03/07, 8404020104. 


a r 17''“:'“ ““'""‘O'y or «una suDcommis see on Keiiability ^ 

Probabilistic Assessment 840111 meeting w/Sandia «< Nuclear 
Safety Analysis Ctr in Wash ing ton, DC re PRA ref document. 

» listed. Meeting schedule if viewgraphs end. 

Com.'-.;ttee on Reactor Safeguards, 84/01/11. 

'J.?nr; :-*:ec- on Reactor Safeguards, 15pp. 22878:102. 


’r"’'"-'! '^='’8 SubcDmmitt.. on Saf.tg H.ooarch 

Program 831214 closed meeting in Wash i ngton , DC re program it 

ACRS^^enrf^'^r^ ^ 86 , OMB preliminary mark on budget & draft 
* 1a budget. Agenda if viewgraphs encl, 

ACRQ _ A.. Advisory Committee on Reactor Safeguards. 84/01/11, 

visory Committee on Reactor Safeguards. 49 pp. 22873: 132 


deptrphUo'oiphg to 


Con„i„ion. MB40404. 

Oporat.on,, VlaI^; ^ E 0«'orortho‘Sf:!r? Bi’-ector for 
24187; 194. urrice of the General Counsel, Ip. 

* Commissioners. 84/04/18. 102 pp. 24195:200. 

^W^JdngtomDrorinidrtWes'^in^ briefing by industry in 

meeting", "c'hedu'Jed 

^/04/l2'^ DIRCKaw'^J Commission, M840409 

Operations. 2pr 24214 osi ^ Executive Director for 

Requireaentsi Display of QMS i m Z ^ Collection 

mZn'y'’- d?rc""«°o «e404i2. 

Operations. ip 24212 360 ^ Executive Director for 

in WashingtonfDc'^orcriticdiJy Vlow"^^^ discussion/possible vote 

app-ujy\^ri 

84/04/17 DIRCKS.Vj. ^^Of f ic-^orL Commission. MS40413fl. 
Operations. ip. 24212 359 ^^ecwtive Director for 

359 , 24X Fiche: 50-275, 84/04/17, 8404250275. 




for Reoulatorg ADuiicatTrn Statu. R.pt S. OuiPance 

...eting on BWS?"}/ ■i'ttu.s.d during ACRS 287th 

8?/ol/2o''^ DIR«rw 3 on R.actor Saf.guard,. 

Operations, 3 pr“ 22 ,P 2 °t^;" Executive Director for 

^^draft^tLol'"!!'''^! '°"”"'nt5 on util cleanup plan for TMI-2 S< NHC 
287th meeting' on Bi.cue.ad at ACRS 

DIRCK^fS. 3. safeguard., 

operations. 3pp. 22Ri,: 328." ^^;40S03.7. 

®TamgVis"":"e''af,3:ri:: tn 33:tg‘n’Tco*:t"o;“"" 

“%i^2f: PALLAi;No:NT‘"3L?::rj::". °%pp"‘=‘S28?;. 

®~fit'3r;:!ii: -P* "" 8-.ral 

ACRS 2a7th m.;ting%n E^ljelvl""'*!?* “'‘inn* •* 

84/03/2o: ■ raLLADINO, N J^'^^Lilri^er". ""apr'^S^RMfaor"''- 

-«‘-nal 

supporting documentation DC. P p l-asi. 

325pp. 22930:001.^ committee on Reactor Safeguards. 84/04/04. 


8404090258 Transcript of 28Sth ACRS oena-,. i 

Washington. DC. Pp 1-85, 176-319 ^ 86-175 meeting on 840405 in 
* ACRS - Advisory Commxtteron 

290pp. 22943:161.'* '’®'®ctor Safeguards. 84/04/05. 
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8404100506 Propounds that low power operation acceptable & will not 
compromise required corrective act ions. Requ irement re hot 
shimming for closely spaced restraints on large bore piping 
merits f urther revi ew. 

EBERSOLE/ J. C. ACRS - Advisory Committee on Reactor Safeguards. D3B 
415. 84/04/09, PALLADINO. h4. J. Commissioners. 3pp. 22977:017. 

24K Fiche: 50-275, 84/04/09. 8404100506. 


8404120097 Transcript of ACRS 288th general meeting on 840406 in 
Wash ing ton, DC. Pp 320-578. Sup p ort ing documentation end. 

ACRS - Advisory Committee on Reactor Safeguards. 84/04/06. 
422pp. 24013:224. 


8404190156 Forwards ACRS 840409 Itr re review of application for full 
term QL. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-05-034. 

84/04/17. KOBER.R. W. Rochester Gas «< Electric Corp. 3pp. 
24103:315. 24X Fiche: 50-244, 84/04/17, 8404190156. 


— 8404190162 Summarizes 288th ACRS meeting on 840405-07 re full term OL, 
No reasonable assurance that plant can continue to operate 
at power levels up to 1520 MWt exists. Lie ensee proposes mod 
to decrease vulnerability to tornado winds missiles. 

EBERSOLE, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
84/04/09. PALLADINO, N. J. Commissioners, 3pp. 24103:318. 24X 

Fiche: 50-244, 84/04/17, 8404190156. 


8404260011 Transcript of ACRS Subcommittee on ECCS 840424 meeting in 
Wash ing ton, DC. Pp 1-218, Supporting documentation end 
# ACRS - Advisory Committee on Reactor Safeguards. 84/04/24. 
290pp. 24208:264. 


8404270070 Transcript of ACRS Subcommittee on Qual if ication Program for 
Saf ety-Related Equipment 940425 meeting in Washington, DC. 

Pp 1-291. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/04/25. 

403pp. 24218:338. 


B404300020 Transcript of ACRS Subcommittee on Air Sys 840426 meeting 
in Wash ington, DC. Pp 1-283. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. S4/04/26. 
303pp. 24228:102. 


S404300134 Transcript of ACRS Subcommittee on Extreme External 
Phenomena Structural Engineering Seismic Design of Piping 
840426 meeting in Wash ing ton, DC. Pp 1-309. Support ing 
documentation end. 

ACRS - Advisory Committee on Reactor Safeguards. 84/04/26. 
409pp. 24226:006. 


ADVCM NRC ADVISORY COMMITTEE 


8404260020 Transcript of TMI Advisory Panel on TMI Unit 2 Cleanup 
840412 public meeting in Harr isburg, PA. Pp 1 -138. Supp or ting 
documentation end. 

* Advisory Council for Decontamination of TMI Unit 2 84/04/12. 

140pp. 24207:318. 24X Fiche; 50-320, 84/04/ 12, 8404260020. 


COMMISSION NRC COMMISSIONERS 


8404020221 Ac k receipt of 830203 Itr inviting Commissioners to observe 
emergency preparedness exercise at faciliti es. Suggestion 
will be condidered once exercise date set. 

PALLADINO, N. J. Commissioners. 84/02/29. DELBELLO, A. B. New York, 
State of. Ip. 22848:330. 24X Fiche: 50-247, 84/02/29, 8404020221. 


— 8404020229 Forwards response to ASLB hearings re emergency planning at 
faci 1 ities. Invitiation to observe emergency response drill 
extended. 

DELBELLO, A B. New York, State of. 84/02/03. PALLADINO. N. 
Commissioners. Ip. 22848:331 24X Fich e : 50-247, 84/02/29. 

8404020221. 


— 8404020237 Comments in response to ASLB 831024 rept, ‘'Recommendations 
to Commission. " ASLB should include in recommendations 
to NRC, greater requirement for ongoing public involvement St 
public partic ipat ion in emergency planning. 

DELBELLO, A. B. New York, State of. SP. 84/02/02 13pp. 

22848:332. 24X Fiche: 50-247, 84/02/29, 8404020221. 


8404020240 Responds to 840126 Itr re conversion of research S< training 
reactors from high to low enriched U. Staff directed to 
expedite development of rule. Rule should be presented 
by Spring 1984. 

PALLADINO, N. J. Commissioners. 84/03/05. OTTINGER, R L. House of 
Rep. / Energy St Commerce. Ip. 22873:354, 


— 8404020247 Responds to 840126 Itr re conversion of research training 
reactors from high to low enriched U. Staff directed to 
expedite development of rule. Rule should be presented by 
Spring 1984. 

PALLADINO. N. U. Commissioners. 84/03/05. WOLPE, H. House of Rep., 
Foreign Affairs. Ip. 22873:355. 


— 8404020251 Responds to 840126 Itr re conversion of research & training 
reactors from high to low enriched U. Staff directed to 
expedite development of rule. Rule should be presented by 
Spring 1984. 

PALLADINO. ^4. J. Commissioners. 84/03/05. MARKEY, E. U. House of 
Rep., Interior St Insular Affairs. Ip. 22873:356. 


— 8404020258 Commends NRC initiative to replace highly enriched U w/low 
enr i c h e d , non-weap ons usable U in domestic research reactors. 

Funds to implement conversion of domestic univ research 
reactors can be sought if necessary. 

OTTINGER, R. House of Rep., Energy Commerce. MARKEY, E. House of 
Rep., Interior St Insular Affairs. WOLPE, H. House of Rep., Foreign 
Affairs. 84/01/26. PALLADINO, N. Commissioners. 2pp. 22873:357. 


8404020291 Forwards B Hayes response to BP Garde re NRC policies on 
confidentially of informants & witnesses per 840127 request 
PALLADINO. N J. Commissioners. 84/02/27. UDALL, M. House of Rep., 
Interior St Insular Affairs. Ip. 22873:343. 


— 8404020293 Responds to 840117 Itr re Investigative Procedure Memorandum 
82-001 on NRC policy re confidentiality of informants St 
witnesses. 

HAYES, B. S. Office of Investigation. 84/02/17, GARDE, B, 

Government Accountability Project. 2pp. 22873:344. 


— 8404020295 Discusses B Garde 840117 Itr. Serious questions raised 
about manner in which procedures re confidentially described 
in 840109 Itr are implemented. 

UDALL, M. House of Rep., Interior St Insular Affairs, 84/01/27, 
PALLADINO, N. Commissioners, Ip. 22873:346. 


— 8404020300 Discusses Investigative Procedure Memorandum 82-008 re 
confidentiality of inf ormants/witnesses. Obvious dangers 
inherent in policy d i s turb ing . Request s explanation of 
policy basis. 

GARDE, B.P, Government Accountability Project. 84/01/17, HAYES, B. 
Office of Investigation. Ip. 22873:347. 


0404030591 Transcript o4 NJ Palladino 840321 testimony before US Senate 
Subcommittee on Energy St Water Development re budget request 
for 19B5. 

PALLADINO, N. J, Commissioners. 84/03/21. 37pp. 22888:059, 


8404030594 Transcript of NU Palladino 840322 testimony before US House 
of Representatives Subcommittee on Energy St Water 
Development re budget request for 1985. 

PALLADINO, N. J, Commissioners. 84/03/22. 37pp. 22888:022 


84040d0271 Forwards preliminary survey rept of requirements & guidance 
for operating nuclear power plants, 

DIRCKS, W. J, Office of the Executive Director for Operations. 
B4/03/15 PALLADINO, GILINSKY, ROBERTS Commissioners Ip, 

22911: 157. 


' — •8404040275 "Preliminary Survey of Requirements &■. Guidance by Functional 
Areas for Operating Nuclear Power Plants. " 

* General Operating Criteria Interoffice Working Group. 84/02/29. 
Z26pp. 22911:158, 


0404040295 Forwards rept of nondisclosure of safeguards info by NRC 
for quarter ending 831230. W/o end. 

PALLADINO, N, J. Commissioners. 84/03/07, O'NEILL, T-P. House of 
Rep., Speaker of the House. Ip. 22911:102. 


— 8404040300 Forwards rept of nondisclosure of safeguards info by NRC 
for quarter ending 831230, 

PALLADINO, N. J. Commissioners. 84/03/07. BUSH, 0. H, Senate. 4pp. 
22911: 103. 


8404050153 Requests Commission hold special meeting to discuss problems 
associated w/licensing delays at listed plants. 

PALLADINO, N. J. Commissioners. 84/03/20. GILINSKY, ROBERTS, 
ASSELSTINE Commissioners, 3pp. 22912:354, 


8404060016 Ac k receipt of 840131 supplemental MOA opposing NRC 
concurrence in DOE repository siting guidelines. 

PALLADINO, N. U. Commissioners. 84/02/27. MATHESON, S, M. Utah, State 
of Ip. 22944:138. 


—8404060023 Supplemental MOA between NRC i>. State of UT apposing NRC 
concurrence in DOE repository siting guidelines. 

NRC - No Detailed Affiliation Given. CHR ISTOFFERSON Utah, 
State of. 84/02/01. 62pp, 22944:140. 
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8404090103 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Feb 1984 ASLB initial 
decision for Shoreham emergency diesel generator contentions 
scheduled for Dec 1984. 

DIRCKS/ W. J. Office of the Executive Director for Operations. 
84/03/26. PALLADINO. N. Commissioners. 10pp. 22947:342. 


8404090173 Forwards 831215 Itr to A Specter reiterating Governor 
Thornburgh position re proposals for restart. 

WRIGHT. F. Pennsylvania. Commonwealth of,. 83/12/16. PALLADINO. N. J. 

Commissioners. 3pp. 22971:212. 24X Fich e : 50-289. 83/12/16. 

8404090173. 


8404100039 Forwards Reg Guide 1. 86. d iscussing termination of OLs in 
response to 840229 Itr urging that planned decommissioning 
be open to full discussion. 

DIRCKS. W. J, Office of the Executive Director for Operations. 
84/03/22. SOSCO. D. H. House of Rep, 4pp. 22994:322. 24X 

Fiche: 50-133, 84/02/22, 8404100039. 


— 8404100042 Reg Guide 1.86, "Termination of OLs for Nuclear Reactors. ' 
* Atomic Energy Commission - Directorate o'’ Reg .>! atrr-:. "tandards 
74/06/30. 15pp, 22994:326. 24X Fiche : 50-1 3:=. hj/C2/r2, 5^30 


— 8404100051 Requests full open discussion of util proposal for 
decc-'ission irf. including analysis of potential alternative 
rt-r.-ods EI3 snujld be prepared. 

SOSCO. D.H. House of Rep. 84/02/29. PALLADINO. N, J. 
Commissioners. Ip, 22994:342. 24X Fi c h e; 50-133. 84/02/22. 

8404100039. 


8404100102 Forwards rept on interrelationship between Ofc of 
Investi gati on IE per Energy Water Development 
Appropriations Sill. 1984. 

PALLADINO, N- J. Commissioners. 84/03/14. DEVILL. T. House of Rep.. 
Appropriations, 48pp. 22995:119. 


8404100169 Requests transmittal of end S40406 memo re licensed reactor 
operator exams to all parties to all pending OL proceedings/ 
cases S< to applicants in uncontested OL cases. Served on 
840409, 

GILINSKY. V. Commissioners. DSB 393. 84/04/09. CHILK, S. J. Office 

of the Secretary of the Commission. Ip. 22967: 052, 24X 

Fiche: 50-000. 84/04/09. 8404100169. 


— 8404100175 Suggests that staff interpretation of 10CFR55. 25( b ) 
inconsistent u/terms of regulation re licensed reactor 
operator exams. Actual. not simulator, opera tor experience 
required. 

FITZGERALD, J. A. Office of the General Counsel. 84/04/06, 
GILINSKY Commissioners. 2pp. 22967:053. 24X 

Fiche; 50-000, 84/04/09. 8404100169. 


8404100471 Forwards 840409 memo re licensed reactor operator exams. 
Commissioner Gilinsky refused to defer release of 840406 
memo. 

PALI ADINO, N. J. Commissioners. DSB 423. 84/04/09. CHILK, 8. J. 

Office of the Secretary of the Commission. Ip. 22976:306. 24X 

Fiche; 50-000. 84/04/09, 8404100471. 


--S404I00484 Requests deferment on Commiissi on er Gilinsky request to 
serve Ofc of General Counsel 840406 memo re licensed reactor 
operator exams, Addl time needed to research background of 
interpretation, 

PALLADINO, N, J. Commissioners. 84/04/09. GILINSKY, ROBERTS. 
ASSELSTINE Commissioners. 3pp. 22976:307. 24X 

Fiche: 50-000. 84/04/09, 8404100471. 


0404110011 Forwards approved proposed amend to Commission export & 
import license regulation in lOCFRllO for c omment. Proposed 
rule incorporates concept of granting more favorable general 
license treatment to countries that share objectives. 

PALLADINO. N, J. Commissioners. 84/03/12. KENNEDY. R. T. State. Dept, 
of. 2pp. 24024:283. 


— 8404110016 "Export Import of Nuclear Equipment & Matl, " lOCFRllO 

proposed rule. Proposed rule will expand authority of public 
to export nonsensitive nuclear equipment Xt nuclear matl 
under general license. 

CHILK.S. J. Office of the Secretary of the Commission. 84/02/24. 
49pp. 24024:285. 


8404110397 Advises of NRC approval of proposed agreement under which 
State of UT will assume certain regulatory authority over 
byproduct. source & SNM on 840401. per Section 274 of Atomic 
Energy Act of 1954. 

PALLADINO. N. J. Commissioners. 84/03/20. MATHESON, S. M. Utah, State 
of. Ip. 24006-254. 


8404110439 Forwards response to 831129 questions re orderly development 
of low level radwaste disposal sites under interstate 
compacts. 

PALLADINO, N, J. Commissioners. 84/03/16, UDALL, M, K. House of Rep., 
Interior it Insular Affairs. Spp. 24000:269. 


— 8404110536 Ack receipt of 831116 Itr re alternatives for managing low 
level radwaste. Response to Governor Earl c lar i f i ca t ion not 
blanket endorsement of engineered above ground storage. 

DAVIS. J.G. Office of Nuclear Material Safety «< 

Safeguards, Director. GL-ei-3S. 84/01/05. KANY. U. C. Maine. State 
of. 3pp. 24000:298. 


— 8404110553 Discusses possibility of onsite storage of low level waste 
for life of nuclear power plant as future method of dealing 
w/commercial low level radwaste. 

KANY, J. C. Maine. State of. 83/11/16. PALLADINO. N. 

Commissioners. 3pp. 24000:301. 


— 8404110565 Requests response to questions re development of interstate 
compacts for disposal of low level nuclear waste & prospects 
for orderly development of low level waste disposal sites 
under compacts. 

UDALL. M. K. House of Rep., Interior & Insular Affairs. 83/11/29, 
PALLADINO, N. Commissioners. Spp. 24000:334. 


8404110472 Forwards prepared testimonies on 840322 of NU Palladino it 
V Gilinsky to Subcommittee on Energy & Water Development re 
Commission budget request for 1985. 

* Office of Congressional Affairs. 84/03/22. Public Document 
Branch. Ip, 24006:262. 


— 8404110479 Testimony of NU Palladino on 840322 before Subcommittee on 
Energy i>. Water Deve lopment, Committee on Ap p r opr iat ions. Hous e 
of Representatives re NRC budget request for 1985. Pp 1-24. 

PALLADINO, N. J. Commissioners. 84/03/22 24pp. 24006:263. 


— 8404110432 Testimony of V Gilinsky on 840322 before Subcommittee on 
Energy Water Development. Commi ttee on Appropriations. House 
of Representatives re shifting focus of regulations 8? 
s ixc 1 : :r - hearing process. Pp 1-13. 

V Commissioners. 84/03/22. 13pp. 24006:286. 


8404110476 Advises that NRC does not object to proposed Agreement for 
Cooperation u/Norway. forwarded by State Dept 830621 Itr. 

Precedential aspects of provision giving Norway generic 
authority to enrich US supplied U of concern. 

PALLADINO. N J, Commissioners. Q3/09/12. President of U. S. Zt 
Executive Offices. 2pp. 24004:310. 


S40412035S "Separate View of Commissioner Gilinsky Reinstatement of 
Low Power OL at Diablo Canyon. " 

GILINSKY Commissioners. 84/03/27. Spp. 24035:054. 24X 

Fiche; 50-275, 84/03/27. 8404120358. 


8404130393 Forwards Northeast Utils 840323 comments on SECY-84-106 
proposed rule which would require licensees to have senior 
manager on each shift w/listed qual if i cat i ons. Info may be 
relevant to 840409 Commission meeting. 

DIRCKS. W. U. Office of the Executive Director for Operations. 
84/04/04. PALLADINO. GILINSKY. ROBERTS Commissioners. Ip. 
24199:234. 24X Fiche; 50-000, 84/04/04. 8404130393. 


— 8404130400 Comments on proposed rulemaking concerning requirements for 
senior managers at nuclear power p lants. Prop osal would 
invalidate licensed operator upgrade program. NRC is rushing 
rule through w/o concern for impact or justification. 

COUNSIL. W. G Connecticut Yankee Atomic Power Co. COUNSIL. W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL. W.G. Northeast Utilities. B11097. 84/03/23. STELLO. V. 

Regional Operations it Generic Requirements. 14pp. 24199:235. 24X 

Fiche; 50-000. 84/04/04, 8404130393. 


8404130445 Responds to 840229 Itr to Palladino re supplemental cooling 
water supplies near Pottstown. PA. NRC has no regulatory 
requirements re source of cooling water or quantities 
required at various stages of normal operation. 

DIRCKS. W. J, Office of the Executive Director for Operations. 
84/04/02. KOSTMAYER. P. H. House of Rep. 7pp. 24044:353. 24X 

Fiche: 50-352. 84/04/02. 8404130445. 


— 8404130449 Requests guidance as to best way to minimize time involved 
in approving new supplemental water source for facility. 

Expedited response requested. 

KOSTMAYER. P. H. House of Rep. 84/02/29. PALLADINO. N. 

Commissioners. 2pp. 24044:360, 24X Fic he : 50-352. 84/04/02. 

8404130445. 


0404170289 Weekly info rept for wk ending 840330, 

RE{JM, T. A. Office of the Executive Director for Operations 
84/04/04. 43pp. 24069:021. 
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8404170587 Addresses four questions on DOJ Advisory Committee on 
Investigations Policy investigations of Commission 
licensees. 

TROTT. S.S. Justice. Dept. of. 84/02/16. PALLADINO.N. 
Commissioners. 16pp. 24091:124. 


8404180471 Forwards proposed guidance to assist licensees of operating 
reactors in interpreting Z>. implementing requirements of 
lOCFRSOiApp R. Proposed guidance being sent to affected 
licensees for discussion at workshops. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/03/22. PALLADINO, GILINSKY. ROBERTS Commissioners. 100pp. 

24108: 281. 


8404190212 Board Notification 84-073: advises of Sandia Natl Lab study 
of early containment failure due to core me 1 1. Eva 1 uat i on of 
study should be completed in several month s . Re lated 
correspondence. 

EISENHUT, D. G. Division of Licensing. DSB 650. 84/04/16. 

PALLADINO, GILINSKY, ROBERTS Commissioners. 2pp. 24100: 108. 


— 8404190213 Advises that Commission ?< boards associated w/severe 
accident considerations at PWRs be informed of end new 
info. 

MATTSON, R, J. Division of Systems Integration (post 811005). 
84/04/05. EISENHUT. D. G, Division of Licensing. 40pp. 24100:110. 


8404190493 Weekly info rept for wk ending 840406. 

RE'IM, T. A. Office of the Executive Director for Operations. 
84/04/11. 51pp. 24150:299. 


0404230011 Responds to 840214 Itr re criminal trial f ind ing s. Commissi on 
will elaborate on 840127 decision at time of restart 
dec ision. Significance of FEMA findings being evaluated. 

Served on 840420. 

PALLADINO, N. J. Commissioners. DSB 698. 84/04/19. HEINZ. J. 

Senate. Ip 24154:257. 24X Fiche: 50-289, 84/04/19, 840423001 1. 


8404240240 Responds to 840412 Itr reouesti'^g ’'econsiderat ion of 
recusal from vote on low power or ful’. ,7.:..,tr license. 

PALLADINO, N. J. Commissioners. DSB 776. OL-4. 84/04/23. MARKEY. E. 

House of Rep., Interior Insular Affairs. 3pp. 24165:180. 24X 

Fiche: 50-322, 84/04/23, 8404240240. 


— 8404240247 Ac k receipt of 840328 Itr re licensing delays, Memo dtd 
840320 to Commissioners implies prejudgement on aspects of 
licensing proceed ings, Relevant documentation requested. 

MARKEY, E.J. House of Rep., Interior & Insular Affairs. 84/04/12. 
PALLADINO, N. J. Commissioners. 6pp. 24165:183. 24X 

Fiche: 50-322, 84/04/23, 8404240240. 


8404300027 Weekly info rept for wk ending 840413. 

REHM. T, A. Office of the Executive Director for Operations. 
84/04/18, 37pp. 24232, 167. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8404020098 Notification of contract execution, Mod 16, to “Technical 
Assistance to Support NRC IE Personnel in Investigations 
of Incidents." Contrac tor ; Parameter , Inc, 

WOLLETT.S. Division of Contracts. FIN B-1302. NRC-05-82-249, 

84/03/08. BLAHA, J. Director's Office, Office of Inspection and 
Enforcement. LAUDAN, W. NRC - No Detailed Affiliation Given. Ip. 
22878: 167. 24X Fiche: 50-275, 84/03/08, 8404020098, 


— 8404020099 Mod 16, issuing Task Order 58 re technical assistance for 
NDE at Diablo Canyon, to "Technical Assistance to Support NRC 
IE Personnel in Investigations of Incidents. " 

LOFY, R. A. Parameter, Inc. MORTON, K. V. Division of Contracts. 
FIN B-1302. NRC-05-82-249. 84/03/08. 2pp, 22878: 163. 24X 

Fiche: 50-275, 84/03/08, 8404020098. 


8404020103 Notification of contract execution , Mod 17, to "Technical 
Assistance to Support NRC IE Personnel in Investigations 
of Incidents." Contrac tor : Parameter, Inc. 

WOLLETT.S. Technical Assistance Contracts Branch. FIN B-1302, 
NRC-05-82-249. 84/02/27. BLAHA, J. Director's Office, Office of 

Inspection and Enforcement. LAUDAN, W, NRC - No Detailed Affiliation 
Given. Ip. 22874:333. 


— 8404020105 Mod 17, modifying Task Order 57 S< issuing cost plus fixed 
fee Task Order 59, to "Technical Assistance to Support NRG IE 
Personnel in Investigations of Incidents. " 

LOFY, R. A. Parameter, Inc. MORTON, K. V. Division of Contracts. 
FIN B-1302. NRC-05-82-249. 84/02/27. 2pp. 22874:334. 


8404020219 Notification of contract extension mod, to "Technical 
Assistance for Support of Const Appraisal Team Insps. " 

Contractor; Parameter, Inc. 

WIGGINS, E. Technical Assistance Contracts Branch. FIN B-S71S 
NRC-05-84-152. 84/02/28. DEYOUNG, R.C. Director's Office, Office of 

Inspection and Enforcement. BAKER, E. NRC - No Detailed Affiliation 
Given. Ip. 22848:361. 


— 8404020223 Ltr Contract NRC-05-B4- 1 52, extending contract to 840330 8< 
increasing cost ceiling, to "Technical Assistance for Support 
of Const Appraisal Team Insps. " 

MORTON, K. V. Technical Assistance Contracts Branch. FIN B-8718. 
NRC-05~S4-152 84/02/28. LOFY, R. A. Parameter, Inc. Ip. 

22848:362, 


8404020227 Notification of contract e x ecu t i on , Mod 3, to "Monthly Update 
of NRC Rules & Records." Contractor: SBA. Sub contractor: 

Metrotex, Inc, 

HAWKINS, DA. Administrative Contracts Branch. NRC-10-a3-350. 
84/03/12. FELTON, J. M. Division of Rules and Records. PHILLIPS, J. 
NRC - No Detailed Affiliation Given. Ip. 22874:316. 


— 8404020232 Mod 3, author i i ing purchase of FR subscription fk revising key 
personnel, to "Monthly Update of NRC Rules Regulations. " 

NELSON, J. Metrotec, Inc. HAGAN, T, F. Administrative Contracts 
Branch. NRC-10-83~350, 84/03/12, Ip. 22874:317. 


8404020234 Notification of contract execution, Mod 3, to "Strategic 
Analysis of Safeguards Sy s : Feas i b i 1 i ty Study." Contractor' 

Maxima Corp. 

UMBEL, D. Technical Assistance Contracts Branch. NRC-04-83-001 . 
84/03/15. FOREHAND, W. Office of Nuclear Regulatory Research, 
Director. FRATTALI,S. NRC - No Detailed Affiliation Given, Ip. 

22874: 314. 


— 8404020236 Mod 3, extending period of performance to B40531,to 
"Strategic Analysis of Safeguards Sys: Feasib i lity Study," 
a- Maxima Corp. SMITH, P, A. Division of Contracts. NRC-04~83— 001 . 

84/03/15. Ip. 22874:315. 


8404030013 Notification of grant e x ec ut i on, Mo d 6, to "Experimental Phase 
of Development of Noninvasive Liquid Level & Density Gauge 
for Nuclear Power Reactor Vessels." Grantee : Pennsy Ivan ia 
State Univ. 

UMBEL, D. Technical Assistance Contracts Branch. FIN G-1029. 
NRCG-04-S1-024. 84/03/07. BATSON, W. Office of Nuclear Regulatory 

Research, Director. CHEN, Y. NRC - No Detailed Affiliation Given. 

Ip. 22808:221. 


— 8404030014 Mod 6, providing addl funds 8< extending period of performance 
to 840930, to "Experimental Phase of Development of 
Noninvasive Liquid Level &! Density Gauge for Nuclear Power 
Reactor Vessels." 

BABE, K. S. Pennsylvania State Univ., University Park, PA, 

MORTON, K. V. Technical Assistance Contracts Branch. FIN G~1029, 
NRCG-04-81-024. 84/03/07. Ip. 22888:222. 


0404030599 Notification of contract execution, Mod 12, to "Fission 
Product Transport Analysis." Contractor: Battel le Columbus 
Labs. 

PAGE, M Technical Assistance Contracts Branch. FIN B-6747. 
NRC-04-80-177. 84/03/20. BATSON, W. Office of Nuclear Regulatory 

Research, Director. JANKOWSKI, M, NRC - No Detailed Affiliation 
Given. Ip. 22886:360. 


— 8404030600 Mod 12, c orr ec t ing data re revised cost described in Mod 11, 
to "Fission Product Transport Analysis." 

* Qattelle Memorial Institute, Columbus Laboratories. SMITH, P, A, 
Division of Contracts. FIN B~6747. NRC-04-80-177. 84/03/20 Ip. 

22886: 361. 


8404040037 Notification of contract execution: "Technical Assistance in 
Geophysical Methods for Site Charac ter i zat i on, " awarded to 
Weston Geophysical Corp, 

JESSUP, B. Technical Assistance Contracts Branch. FIN D-1003-4, 
NRC-02-84-001. 84/03/09, DAVIS, E. Office of Nuclear Material 

Safety & Safeguards, Director, RICE, B. NRC - No Detailed Affiliation 
Given. Ip. 22910:253, 


— 8404040041 Contract: "Technical Assistance in Geophysical Methods for 
Site Character ization, " awarded to Weston Geophysical Corp. 

FANNON, M. M, Weston Geophysical Corp. MORTON, K. V. Technical 
Assistance Contracts Branch. FIN D-1O03-4. NRC-02-84-001. 

84/03/09. 5pp. 22910:254, 


8404040124 Notification of contract e xecut ion , Mod 1, to "Maint 
Operation of LPDRs. " Contractor: Clermont County, OH Public 
Library. 

HOPPER, A. Purchasing Section. NRC-10-83-740. 84/03/21. 

FELTON, J. M. Division of Rules and Records. SOUDER, J. NRC - No 
Detailed Affiliation Given. Ip. 22910:218. 
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■ — 840404012B Mod !• changing serial number of 3M 800 microfiche reader/ 
printer/ to "Maint ?< Operation of LPDRs. " 

Clermont County. OH. REBELLO. J. E. Admini strative Contracts 
Branch, NRC-10-S3-740. 84/03/21, Ip. 22910:219, 


8404040131 Notification of contract execution . Mod 1/to "Maint 
Operation of LPDRs. " Contractor ; Ind ian River Community 
College. 

HOPPER/ A. Purchasing Section, NRC-10-S3-750. 84/03/21, 

FELTON, J. M, Division of Rules and Records. SOUDER. J. NRC - No 
Detailed Affiliation Given. Ip. 22892:360. 


— 8404040134 Mod 1, changing serial number of 3M 800 microfiche reader/ 
printer/ to "Maint •!' Operation of LPDRs. " 

•* Indian River Community College/ Ft, Pierce, FL. REBELLO, J. E. 
Administrative Contracts Branch. NRC~10-S3-750. 84/03/21 Ip. 
22892:361. 


8404040136 Notification of contract execution, Mod l,to "Maint 2< 
Operation of LPDRs. " Con trac tor : Mad i son-Jef f er son County, IN 
Public Library. 

HOPPER, A. Adm i n i s t ra t i ve Contracts Branch. NRC-10~83-741. 
84/03/21. FELTON, J M. Division of Rules and Records. SOUDER. J L. 
NRC - No Detailed Affiliation Given. Ip. 22890:360. 


■8404040139 Mod 1. changing serial number of 3M 800 microfiche reader/ 
pr inter. Mode 1 475AG/ to "Maint Operation of LPDRs, " 

Madison. IN REBELLO. J. E. Division of Contracts. 

NRC-10-83-741, 84/03/21, Ip. 22890:361. 


8404040212 Notification of contract e x ec u t i on . Mod l.to "Maint 
Operation of LPDRs. " Contrac tor : Whee ler Basin Regional 
Library. 

HOPPER. A. Administrative Contracts Branch. NRC- 10-83-75 1 . 
84/03/21. FELTON, J. M. Division of Rules and Records. SOUDER, J. 
NRC - No Detailed Affiliation Given. Ip, 22911:013. 


--8404040217 Mod 1, changing serial number of 3M 800 microfiche reader/ 
printer, Model 475AGi to "Maint Operation of LPDRs. " 

Wheeler Basin Regional Library, Decatur, AL, REBELLO, J, E. 
Division of Contracts NRC-10-S3-751 . 84/03/21, Ip. 22911:014. 


8404040228 Notification of contract execution. "Maint Operation of 
LPDR, " awarded to Waterford, CT Public Library. 

HOPPER, A. Purchasing Section, NRC-10-84-260. 84/03/19 

FELTON, J. M. Division of Rules and Records. SOUDER, J. L. NRC - No 

Detailed Affiliation Given. Ip. 22910:355. 


--8404040229 Contract. "Maint Operation of LPDR," awarded to Waterford, 
CT Public Library, 

* Waterford, CT, REBELLO, J. E. Administrative Contracts Branch. 
NRC-1 0-84-260. 84/03/19. Spp. 22910:356, 


8404040252 Notification of contract e x ec ut i on , Mod 3, to "General ?< 
Refresher Courses in Concrete Technology Codes. " 

Contrac tor: Portland Cement Assoc. 

PAGE, M, Technical Assistance Contracts Branch. FIN D-1275 
NRC-OS-ai-244. 84/03/19. COBB, L. I, Director's Office. Office of 
Inspection and Enforcement, FOX. E. NRC - No Detailed Affiliation 
Given, Ip. 22910.342. 


— 8404040255 Mod 3. exercizing option for general course. to "General & 
Refresher Courses in Concrete Technology Codes. " 

* Portland Cement Association. SMITH, P. Division of Contracts. 
FIN B-1275. NRC-OS-Sl-244. 84/03/19. Ip. 22910:343, 


8404040259 Notification of contract e xec ut i on , Mod 2 to "Near Ground 
Tornado Wind Fields. " Contractor : Texas Tech Univ, 

PAGE, M Technical Assistance Contracts Branch. FIN B-8099. 

• NRC-04-82-002, 84/03/19, FOREHAND. W. Office of Nuclear Regulatory 

Research. Director. KORNASIEWICZ, R. NRC - Mo Detailed Affiliation 
Given. 2pp. 22910:340 


— 8404040263 Mod 2. adding no-cost extension to 840331, to "Near Ground 
Tornado Wind Fields. " 

JONES. J.N. Texas Tech Univ,. Lubbock. TX. SMITH. P. Division of 
Contracts, FIN B-S099, NRC-04-82-002. 84/03/19, Ip. 22910:341. 


8404040293 Notification of contract execution. Mod l.to "Quantif ication 
Through Experimentation of Source Term Likely to Result From 
Sabotage of Spent Fuel Shipments. " Contractor; Battelle 
Columbus Labs. 

PAGE, M. Technical Assistance Contracts Branch. FIN B-8997. 
NRC-04-84-U3. 84/03/16. FOREHAND, B. Office of Nuclear Regulatory 

Research. Director. TURELS NRC - No Detailed Affiliation Given. 

Ip. 22911:107. 


— 8404040296 Mod 1, changing project officer, to "Quantif ication Through 
Exper imentation of Source Term Likely to Result From 
Sabotage of Spent Fuel Shipments. " 

* Battelle Memorial Institute. Columbus Laboratories. SMITH. P. A. 
Division of Contracts. FIN B-8997. NRC-04-84-1 13. 84/03/16. Ip. 

22911; 108. 


8404040308 Notification of contract execution. Mod 6. to "Support of 
Continuing Activities of US Natl Committee for Rock 
Mechanics . " Contrac tor ; US Bureau of Mines. 

JACOBS. A. Technical Assistance Contracts Branch. FIN B-6932-4. 
NRC-02-e0~03a. 84/03/12. DAVIS. J. Office of Nuclear Material 

Safety & Saf eguards. Direc tor. SEAMANS. T. NRC - No Detailed 
Affiliation Given. 2pp, 22910:336. 


— 8404040316 Mod 6. providing incremental funding. to "Support of 
Continuing Activities of US Natl Committee for Rock 
Mechanics " 

DOZOIS.C. L. Interior, Dept, of, Bureau of Mines. GUSTAVE, R. P. 
Division of Contracts. FIN B-6932-4. NRC-02-80-038. 84/03/12. 

Ip. 22910:337. 


8404050050 Notification of contract execution; "Review of Transamerica 
Delaval Emergency Diesel Generator." awarded to JB Heywood. 

WIGGINS, E. J. Technical Assistance Contracts Branch. FIN B-8699. 
NRC-03-S4-076. 84/03/14. DENTON. H. R. Office of Nuclear Reactor 
Regulation, Director. ip. 22919:255. 


— 8404050057 Contract; "Review of Transamerica Delaval Emergency Diesel 
Generator. " awarded to JB .‘-'(reword 

HEYWOOD. J. B. Heywood, J. B MGR rC\.A V. Division of Contracts. 

FIN B -8699. NRC-03-84-O76. 84/03/14. 70pp. 22919:256. 


8404050145 Notification of contract execution. Mod 3. to "Incident 
Response Communication Ctr. " Contractor: Doi se Interagency 
Fire Ctr. 

MCLEAREN. T. Administrati ve Contracts Branch. NRC- 10-83-342. 
84/03/19. CORLEY, J, H. Division of Facilities St Operations. 
MElVILLE. T. , COHEN, S, NRC - No Detailed Affiliation Given. Ip. 
22912: 357. 


— 8404050149 Mod 3, increasing funds, chang ing amount obligated for radio 
etiuipment in FY84 FV'SS, obi igating funds for two drills & 
correcting accounting & appropriation data, to "Incident 
Response Communication Ctr." 

PERCIVAL, R. M. Boise, ID. HAGAN, T. F. Division of Contracts. 

NRC- 10-83-342. 84/03/19. 2pp. 22912:358. 


8404050269 Notification of contract e x ec uti on . Mod 5, to "Furnish Sand & 
Dust Data Base Occurrences for US," Contrac tor : NOAA. 

U.MBEL. D. Technical Assistance Contracts Branch. FIN B-1074S. 
NRC-01-78-015. 84/02/27. FOREHAND. W. Office of Nuclear Regulatory 

Research, Director. KORNASIEWICZ. R. NRC - No Detailed Affiliation 
Given. Ip. 22918:346. 


--8404050272 Mod 5, de ob 1 i g a t i n g remaining funds under contract, to 
"Furnish Sand ?. Dust Data Base Occurrences for US. " 

HOXIT.L. R. Commerce, Dept, of, Natl, Dceanograph ic & Atmospheric 
Administration. GUSTAVE, R. P, Division of Contracts. FIN B-1074a. 
NRC-01-78-015. 84/02/27. Ip. 22918:347. 


8404050275 Notification of contract execution. Mod 12. to "Coordination 
of Federal /State Radiation Control Activities ?< Assistance 
in Solving Radiation Control Problems." Con trac tor : FDA. 

HAWKINS, D. A. Administrative Contracts Branch. FIN B-1620. 
NRC-06-76-247. 84/03/21. KERR. G, W. Office of State Programs, 

Director. YOUNG. F. W. NRC - No Detailed Affiliation Given. Ip. 
22918: 335. 


— 8404050280 Mod 12, extending period of performance to 841231 8? 
increasing funds, to "Coord ination of Federal/State Radiation 
Control Activities S' Assistance in Solving Radiation Control 
Problems. " 

MCKNIGHT. K. Food Drug Administration. ' HAGAN. T. F. Division of 
Contracts. FIN B-1620. NRC-06-76-247. 84/03/21. 2pp. 

22918; 336. 


8404050347 Notification of contract execution . Mod 11. to "Document 
Reg istration. Announcement. Mar keting & Purchases." 

Contractor: NTIS. 

PERLMAN, J. Admini s trat i ve Contracts Branch, NRC-10-75-106. 

84/03/23, DORIE, W. Office of Administration. SKOCZLAS. J. Division 
of Technical Information & Document Control. Ip. 22917:340. 


— 8404050354 Mod 11, adding addl funds St changing technical 
representative, to "Document Reg i stration. Announcement. 
Marketing St Purchases, " 

BOLD. T. P. Commerce. Dept. of. National Technical Information 
Services. HAGAN. T. F. Division of Contracts. NRC-10-75-106. 
84/03/23. Ip. 22917:341. 



NONDOCKETED ITEMS 


8404050358 Notification of contract execution * Mod 1, to "Programming^ 
Training, Testing/ Conversion & Implementation of LPDR Sys. " 

Contrac tor : Advanced Ter ^ r c 1 c 5 1 ; , Inc 

PERLMA^4l J. A 3 tTi ; : s •: r d 1 r.« Ccn exacts Branch. NRC-33-84-380. 
84/03/19. BASSETT/ H.S. Office of Resource Management, Director. 
BURTON, J. NRC - No Detailed Affiliation Given. Ip. 22919:328. 


— 8404050362 Mod 1, extending period of performance to 840330 8 < replacing 
project officer, to "Programming, Training, Testing, Conversion 
S; Implementation of LPDR Sys. " 

LOTITQ,M. A. Advanced Technology, Inc. HAGAN, T. F. Division of 
Contracts. NRC-33-84~3ao. 84/03/19. Ip. 22919:329. 


8404050427 Notification of contract ex ec ution , Mod 5, to "Development of 
Matl Accounting Data Storage Sys. " Contractor: NUSAC, Inc. 

JACOBS, A. Technical Assistance Contracts Branch. FIN B-7347-4. 
NRC-02-82-033. 84/03/19. DAVIS, J. Office of Nuclear Material 

Safety Safeguards, Direc tor. MILLER, M. NRC - No Detailed 
Affiliation Given. Ip. 22932:340. 


— 8404050434 Mod 5, changing statement of work, period of performance & 
funding, to "Development of Matl Accounting Data Storage 
Sys. " 

LUMB,R.F. NUSAC, Inc. SMITH, P. A. Division of Contracts. FIN 
3-7347-4. NRC-02-82-033. 84/03/19. 3pp. 22932:341. 


8404100289 Corrected notification of contract execution: "Dresden S< 
Perry Simulator Leasing" awarded to GE. 

JESSUP, B Technical Assistance Contracts Branch. FIN B-8713. 
NRC-0S-S4-159. 84/02/17. HAVINS, 0. H. Director's Office, Office of 

Inspection and Enforcement. Ip. 22982:362. 24X 

Fiche: 50-000, 84/02/17, 8404100289. 


8404100427 Notification of contract execution, Mod 9, to "Geotechnical 
Engineering Case Review." Contractor ; Army Corps of 
Engineers. 

UMBEL, D. Technical Assistance Contracts Branch. NRC-03-79-167. 
84/03/16. VOLLMER/R, H. Division of Engineering. KANE, J. NRC -No 
Detailed Affiliation Given. Ip. 22980:320. 


— 8404100430 Mod 9, extending period of performance to 841231, to 
"Geotechnical Engineering Case Review." 

SULLIVAN, J. H, Army, Dept, of. Corps of Engineers. SMITH, P. A. 
Administrative Contracts Branch. NRC-03-79-167. 84/03/16. 2pp. 

22980: 321. 


8404100432 Notification of contract execution , Mod 3, to "Evaluation of 
Power Reactor Fuel Rod Analysis Capabilities. " Contractor: 

Control Data - Nuclear Assoc Inti. 

JACOBS, A. Technical Assistance Contracts Branch. FIN B-7479. 
NRC-04-81-201. 84/03/27. BATSON, W. Office of Nuclear Regulatory 

Research, Director. SCOTT, H. NRC - No Detailed Aff:.iar:m Give,- 
Ip. 22980:317. 


— 8404100438 Mod 3, changing order for reduction in scope of statement of 
work, to "Evaluation of Power Reactor Fuel Rod Analysis 
Capab ilities. " 

BEASLEY, M.L. Control Data Corp. GUSTAVE. R.P. Division of 
Contracts. FIN B-7479. NRC-04-81-201. 84/03/27. 2pp. . 

22980: 318. 


8404100533 Notification of contract execution: "Lease of Truck, Van 
W/Cab, " awarded to Jacobs Leasing. 

FLYNN, M. J. Administrative Contracts Branch. NRC~10-84-218. 
84/03/13. CORLEY, J.H. Division of Facilities Operations. 
GRANT, L. NRC - No Detailed Affiliation Given. Ip. 22979:273. 


— 8404100534 So 1 ic i tat i on, of f er S< award of "Lease of Truck, Van W/Cab. " 
to Jacobs Leasing. 

DENTZ.E. Jacobs Leasing. MATTIA, M. J. Division of Contracts. 
NRC-1 0-84-218. 83/12/02. 41pp. 22979:274. 


S404110001 Notification of contract execution, Mod 4, to "Courses in C— E 
Facility Design Operation." Contractor: C-E. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-1301. 
NRC-05-82-241. 84/03/16. BLAHA, J. Director's Office, Office of 

Inspection and Enforcement. SHOWE, S. NRC - No Detailed Affiliation 
Given. Ip. 24006: 163. 


— 0404110002 Mod 4, obligating funds exercising option for addl course, 
to "Courses in C-E Facility Design 8 ( Operation. " 

LECLAIR,D. E. Combustion Engineering, Inc. GUSTAVE, R. P. Division 
of Contracts. FIN B-1301. NRC-05-82-241. 84/03/16. Ip. 

24006: 164, 


8404110019 Notification of contract execution, Mod 2, to "Maint for IBM 
Mag Cards St Memory Typewriters." Contractor : Technical 
Special ities, Inc. 

PERLMAN, J. Administrative Contracts Branch. FIN B-8840, 
NRC-33-83-459. 84/03/26. BASSETTE, H. Office of Resource 

Management, Director. JOHNSON, C, NRC - No Detailed Affiliation 
Given. Ip. 22997:352. 


— 8404110027 Mod 2, increasing funding, to "Maint for IBM Mag Cards h. 
Memory Typewriters. " 

* Technical Specialties, Inc. HAGAN, T. F, Division of Contracts, 
FIN B-8S40. NRC-33-83-459 . 84/03/26. Ip. 22997:353. 


8404110155 Notification of contract execution, Mod 1 , to "Maint St 
Operation of LPDRs. " Contractor : WH Abel Memorial Library. 

HOPPER, A. Contract Policy Branch. NRC-10-83-753. 84/03/21. 

FELTON, J. M. Division of Rules and Records. SOUDER, J. NRC - No 
Detailed Affiliation Given. Ip. 22997:354. 


— 0404110167 Mod 1, changing serial number of 3M 800 microfiche reader/ 
printer, Mode 1 475A0 to 308434, to "Maint St Operation of 
LPDRs. " 

Montesano, WA. REBELLO, J. E. Division of Contracts. 
NRC-10-S3-753. 84/03/21. Ip. 22997:355. 


8404110452 Notification of contract execution, Mod 8 , to "Benchmarking 
of Computer Codes St Licensing Assistance. " Contractor: 

Teknekron Resear c h , Inc . 

LUDWIG, A. Technical Assistance Contracts Branch, NRC-02-8 1-026. 
84/03/22. DAVIS, J. Office of Nuclear Material Safety St 
Saf eguards, Director. BROOKS, P. NRC - No Detailed Affiliation Given. 
Ip. 24004:331. 


— 8404110456 Mod 8 , changing project officer, to "Benchmarking of Computer 
Codes St Licensing Assistance." 

Teknekron, Inc. SMITH, P. A. Division of Contracts. 

NRC-02-B1-026. 84/03/22. Ip. 24004:332. 


8404110520 Notification of contract e x ec u t i on , Mod 3, to "Radionuclide 
Migration Around U Ore Bodies - Analogue of Radwaste 
Repositories." Contrac tor : Austral ian Atomic Energy 
Commission. 

WOLLETT, S. Technical Assistance Contracts Branch. FIN B-6661. 
NRC~04-S1-172. 84/03/26. BATSON, W. Office of Nuclear Regulatory 

Research, Director. BIRCHARD, G. NRC - No Detailed Affiliation 
Given. Ip, 24004:108. 


— 8404110523 Mod 3, providing incremental funding, to "Radionuclide 
Mitigation Around U Ore Bodies - Analogue of Radwaste 
Repositories. " 

* Australia, Govt. of. SMITH, P. A. Division of Contracts, FIN 
B-6661. NRC-04-81~172, 84/03/26. Ip. 24004: 109, 


8404120025 Notification of contract execution, "Consulting Sves of E 
Rodabaugh to Investigate Nozzle Load Design Limits, Overall 
Design Margins i>. Loading Rate Effects," awarded to: EC 
Rodabaugh Assoc, Inc 

WIGGINS, E. J. Technical Assistance Contracts Branch. FIN B~8690. 
NRC-03-84-071. 84/03/20. DENTON, H. R. Office of Nuclear Reactor 

Re : .-•Inti or . Director. SULLIVAN, E, NRC - No Detailed Affiliation 
0:.o' 24033:289. 


— 8404120033 "Consulting Sves of E Rodabaugh to Investigate Nozzle Load 
Design Limi ts, Overa 1 1 Design Margins & Loading Rate 
Effects," awarded to EC Rodabaugh Assoc, Inc, 

RODABAUGH, E. C. E C. Rodabaugh Associates, Inc. MORTON, K. V. 
Division of Contracts, FIN B~8690. NRC-03-84-071. 84/03/20. 

73pp. 24033:290, 


8404130174 Notification of grant execution, Mod l,to "Gas Release 
Mechanisms in U02. " Grantee : Purdue Research Foundation, 

UMBEL, D. Technical Assistance Contracts Branch. FIN G-1031. 
NRC-G-04~82-005. 84/03/26, BATSON, W. Office of Nuclear Regulatory 

Research, Director. SCOTT, H, NRC - No Detailed Affiliation Given. 
Ip, 24035:325, 


— 8404130177 Hod 1, increasing funds, ex tend ing period of performance 
through 850430 Z>. replacing 0 Marino w/H Scott as NRC program 
officer, to "Gas Release Mechanisms in UQ2. " 

GREENKORN, R, A. Purdue Research Foundation. MORTON, K. V. Technical 
Assistance Contracts Branch. FIN G-1031. NRC-G“04-82“'005 

84/03/26. Ip. 24035:326. 


8404130182 Notification of contract execution. Mod 23, to "LOCA/ECCS 
Support Studies," Contractor : MPR Assoc, Inc, 

JACOBS, A. Technical Assistance Contracts Branch. FIN B-5537. 
NRC-04-75-183. 84/03/27. BATSON, W. Office of Nuclear Regulatory 

Research, Director. RHEE, G, NRC - No Detailed Affiliation Given. 
Ip. 24036:353. 


— 8404130190 Mod 23, adding three new mailing addresses for recipients 0 
repts generated under contract, to "LOCA/ECCS Support 
Studies. " 

MANDIL, I. H. MPR Associates, Inc. MORTON, K. V. Division of 
Contracts. FIN B-5537, NRC-04-75-183, 84/03/27, 2pp, 

24036: 354, 
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IVIONDOCKETED ITEMS 


8404160241 Notification of contract execution. Mod 5. to "Licensing 
Technical Assistance. " Contractor Science App 1 ications. Inc. 

SILVIS- R. M, Technical Assistance Contracts Branch. FIN B-6951-0. 
NRC-02~B0-035. 84/04/05. DAVIS. J. Office of Nuclear Material 

Safety ^ Saf eguards. Direc tor. LOYSEN, P, NRC - No Detailed 
Affiliation Given. Ip. 24066:059. 


— 8404160250 Mod 5. incorporating final overhead rates for FYSl 8. FY82. to 
"Licensing Technical Assistance. " 

FINDLEY. D. E. Science Ap p 1 icat i ons. Inc. SMITH. P. A. Division of 
Contracts. FIN B-6951-0. NRC-02-80-035, 84/04/05 Ip. 

24066:060. 


8404160256 Notification of contract execution . Mod 4. to "Licensing 
Technical Assistance," Con trac tor : Sc i ence Ap p 1 i cat i ons. Inc . 

SILVIS. R. M. Technical Assistance Contracts Branch. FIN B-6952-0. 
NRC-02-S0-035. 84/04/05. DAVIS. J. Office of Nuclear Material 

Safety Saf eg uard s . Di rec tor . LOYSEN. P. NRC - No Detailed 

Affiliation Given. Ip. 24066:063. 


— 8404160263 Mod 4. i nc or p or at ing final overhead rates for FYSl 5 FY82. to 
"Licensing Technical Assistance." 

FINDLEY, D.E. Science Applications, Inc. SMITH. P. A, Division of 
Contracts. FIN B-6952-0. NPC-02-SO-035. 84/04/05. Ip 

24066: 064, 


8404160272 Notification of contract execution: "Support of Continuing 
Activities of US Natl Committee on Tunneling Technology," 
awarded to US Bureau of Mines. 

WIGGINS. E. U. Technical Assistance Contracts Branch. FIN D-1010-4. 
NRC-02-84-004. 84/03/21. BROWN. R, S Office of Nuclear Material 

Safety & Saf eguards . Dir ec tor, TANIOUS. N. NRC - No Detailed 
Affiliation Given. Ip. 24066:069. 


— 8404160274 Ltr Contract NRC-02-84-004; "Support of Continuing 
Activities of US Natl Committee on Tunneling Technology." 
awarded to US Bureau of Mines. 

ORTON. K V, Technical Assistance Contracts Branch. FIN D-1010-4. 
NRC-02-84-004. 84/02/27, DQZOIS. C, Interior, Dept, of, Bureau of 

Mines. 3pp. 24066:070. 


8404160278 Notification of contract e x ec u t ion , Mo d 6, to "Personnel 
Neutron Dosimetry for Nuclear Power Plants " Contractor; 

Rensselaer Polytechnic Inst, 

SILVIS, R, M, Technical Assistance Contracts Branch. FIN B-6651. 
NRC-04- 78-263. 84/04/05, FOREHAND, W. Office of Nuclear Regulatory 

Research. Director, RYAN, R, NRC - No Detailed Affiliation Given. 

Ip. 24066:073. 


—8404160281 Ltr Contract NRC-04-78-263. Mod 6, deob 1 igating funds, to 
"Personnel Neutron Dosimetry for Nuclear Power Plants." 

SMITH. P. A, Technical Assistance Contracts Branch. FIN B-6651. 
NRC-04-7S-263. 84/03/20. GRAY. P, A. Ren ss e laer Po 1 y techni c 

Institute. Troy, NY. Ip, 24066:074. 


8404160284 Notification of contract e x ec u ti on . Mod 9, to "Regional 
Tectonics S' Seismicity of Kansas." Contrac t or : Un i v of 
Kansas. 

SILVIS. R. M, Technical Assistance Contracts Branch FIN B-6172. 
NRC-04-77-017. 84/04/03. BATSON, W. Office of Nuclear Regulatcry 

Research. Director. MURPHY. A. NRC - No Detailed Aff-.Iiation Given 
Ip, 24066:085. 


— 0404160287 Ltr Contract NRC-04-77-017. d eo b 1 i gat ing funds. to "Regional 
Tectonics S< Seismicity of Kansas, " 

SMITH. P, A. Technical Assistance Contracts Branch FIN B-6172. 
NRC-04-77-017, 84/03/20. CHIEN. N. , LANGLOIS. L. R. Kansas, Univ 

of. Lawrence, KS. Ip 24066: 086. 


8404160285 Notification of contract execution. Mod l.to "Maint 
Operation of LPDRs. " Contractor; Scottsboro. AL Public 
Library. 

MURPHY. L. G. Admini strati ve Contracts Branch. NRC~1 0-B3-366, 
04/04/05. FELTON, J.M. Division of Rules and Records. SOUDER. J. 
NRC - No Detailed Affiliation Given Ip. 24066; 087 


— 0404160286 Mod I, extending period of performance to S50510 & increasing 
funds, to "Maint it Operation of LPDRs. " 

♦ Scottsboro, AL. REBELLO, J. E Division of Contracts. 

NRC-10-a3-366 84/04/05. Ip. 24066:088. 


8404160288 Notification of contract ex ecuti on . Mod 6. to "Site Security 
Monitor it Response Sys Concept Study. " 

SILVIS, R.M. Technical Assistance Contracts Branch. FIN B-6106. 
NRC-02-77-025. 84/04/05. DAVIS. U, Office of Nuclear Material 

Safety 4t Saf eguards. Direc tor . SHERR. T. NRC - No Detailed 
Affiliation Given, Ip, 24066:089. 


— 8404160269 Mod 6. deob 1 igating funds, to "Site Security Monitor Zt 
Response Sys Concept Study. " 

SHREVE, D B. Commerce. Dept. of. National Bureau of Standards. 
SMITH' P, A. Division of Contracts. FIN B-61Q6. NRC-02-77-025. 

84/04/05. Ip. 24066:090, 


8404170023 Notification of contract execution. Mod 7. to "Records Holding 
Area Support Svcs. '* Contractor: SBA. Subucrtractor; Max ima 
Corp . 

MCLEAREN' T. Admini strative Contracts Branch, NRC-lO-82-396. 

S4./03/12. BESAW, W. J, Division of Technical Information & Document 
Control. HARRIS. J. NRC - No Detailed Affiliation Given. Ip. 

24091; 344. 


— 8404170029 Mod 7, adding requirement for addl pick ups it deliveries of 
records Zt ref matl between NRC ofcs & contractors, to 
"Records Holding Area Support Svcs. " 

HILL. D. Small Business Administration, JONES. T. F. Maxima Corp. 
HAGAN, T.F, Division of Contracts. NRC-1 0-82-396. 84/03/12, 3pp. 

24091; 345. 


8404170218 Notification of contract e xecuti on . Mod 5, to "Degraded Piping 
Program " Contractor ; BMI. 

PAGE, M Technical Assistance Contracts Branch. FIN B-7027. 
NRC-04-ei-178. 84/03/28. FOREHAND, W. Office of Nuclear Regulatory 

Research. Director. STROSNIDER. J. NRC - No Detailed Affiliation 
Given. Ip, 24093:266. 


— 0404170221 Mod 5. providing funds for continuation of efforts required 
under Tasks 7 & B extending period of performance to 
840331. to "Degraded Piping Program. " 

SEWELL, H. M. Battelle Me.Tiorial Institute. Columbus Lab orator i es. 
MORTON, K.V. Division of Contracts. FIN B-7027, NRC-O4-S1-170. 

84/03/28. 2pp. 24093:267. 


8404170226 Notification of contract execution, Mod l.to "Mod of Existing 
Air Pathway Model for Low Level Waste Assessment it Training 
Course. " Contractor ; NOAA 

PAGE.M Technical Assistance Contracts Branch. FIN B-7359-3. 
NRC-02-83-031. 84/03/30. BROWN. R. S. Program Support Branch. 

NEUDER. S, NRC - No Detailed Affiliation Given. Ip. 24093:264. 


— 8404170229 Mod 1. extending performance period to 840430 at no addl 
cost, to "Air Pathway Model for Low Level Waste Assessment it 
Trai n ing Course. " 

MAHLER. R. J Commerce, Dept. of. Natl, Oc eanograp h i c it Atmospheric 
Admin i strati on, SMITH. P. Division of Contracts. FIN B-7359-3. 
NRC-02- 83-031. 84/03/30. Ip. 24093:265. 


8404170298 Notification of contract execution, Mod l.to "Processing Zt 
Packaging Documents for Transmittal to LPDRs. " Contractor: 

Maxima Corp. 

HAWKINS. D. A. Administrative Contracts Branch. NRC-10— 84-247. 
84/04/03. FELTON, U. M, Division of Rules and Records. SOUDER. J. 
NRC - No Detailed Affiliation Given. Ip. 24069:016. 


— 8404170307 Mod 1. revising options to extend period of p erf ormance. k ey 
personnel it govt furnished matl. to "Processing & Packaging 
Documents for Transmittal to LPDRs. " 

JONES. P. E. Maxima Corp. HAGAN. T. F. Division of Contracts. 

NP.C-1 0-84-247. 84/04/03. 4pp. 24069:017. 


8404180244 Notification of contract execution: "Assess Methodologies 
Used to Evaluate Flawed Piping," awarded to Impell Carp, 

WIGGINS, E. U. Technical Assistance Contracts Branch. FIN B-S691. 
NRC-03-84-070. 84/03/23. DENTON. H. R. Office of Nuclear Reactor 
Regulation, Director. SULLIVAN. E. NRC - No Detailed Affiliation 
Given, Ip. 24109: 122. 


— 8404180250 Contract: "Assess Methodologies Used to Evaluate Flawed 
Piping, ’■ awarded to Impell Corp. 

JACOBS, P. R. Impell Corp. SULLIVAN. E. Division of Engineering. 

FIN B-8691. NRC-03-84-070. 84/03/23. 70pp. 24109; 123. 


8404190010 Notification of contract execution. Mod 6. to "Microfiche 
Svcs." Contractor ; Microform. Inc. 

MCLEAREN. T. Administrative Contracts Branch. NRC-10-79-651 . 
84/04/03. SPRINGER. M, Office of Administration. Ip. 24111:213. 


— 8404190017 Mod 6, deob 1 i gating unliquidated balance, to "Microfiche 
Svcs. " 

RUCCHIO, J. Microform. Inc. HAGAN. T. F. Division of Contracts. 
NRC-10-79-651. 84/04/03. Ip. 24111:214. 


8404190147 Notification of contract executiop. Extension 2. to 
"Structural Integrity of LWR Boundary Components - II." 

Contrac tor: Matls Engineering Assoc. 

EDGEWORTH. P, Technical Assistance Contracts Branch. NRC-04-04-102. 
04/03/15. FOREHAND. W Office of Nuclear Regulatory Research, 
Director. VAGINS, M. NRC - No Detailed Affiliation Given. Ip, 
24111:072 


— 8404190151 Ltr Contract NRC-04-84-102, extend ing definition date to 
840412, to "Structural Integrity of LWR Boundary 
Components - II. " 

MORTON, K. V. Technical Assistance Contracts Branch. NRC-04-e4-102. 

84/03/15. GREENBLATT. M. Materials Engineering Associates. Inc. 

Ip. 24111:073. 
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8404200010 Notification of contract e x ecuti on . Mod 2) to "Provide 
Estimates of Seasonal Variations of PMP» US East of 105th 
Meridian." Contractor : Dep t of Commerce) NOAA . 

SILVIS) R. M, Technical Assistance Contracts Branch. FIN B-10799. 
NRC-Ol-?/-! 13. 84/04/10. MINOGUE) R. B. Office of Nuclear Regulatory 

Research) Director. KORNASIEWICZ) R. NRC - No Detailed Affiliation 
Given. Ip. 24156: 355, 


— 8404200014 Mod 2) deob 1 i gating fundS) to "Provide Estimates of 
Seasonal Variations of PMP/ US East of 105th Meridian." 

MILLER) U. F. Commerce) Dept, of) Natl. Oceanographic Atmospheric 
Administration. SMITH) P. A. Division of Contracts. FIN B-10799. 
NRC-01-77-113. 84/04/10. Ip. 24156:356. 


8404200091 Notification of contract execution: "Safety Technology 
Program for Instructional Sys Development)" awarded to 
KintoH) Inc. 

PACE) M. Technical Assistance Contracts Branch. NRC“03-84-075~10. 
84/03/07. THOMPSON) H. L. Division of Human Factors Safety. 

BLUMER. A. NRC - No Detailed Affiliation Given. Ip 24160:274 


— 8404200096 Contract: "Safety Technology Program for Instructional Sys 
Development)" awarded to Kinton) Inc. 

SHRIVER)E. L. Kinton, Inc. MORTON) K. V. Division of Contracts. 
NRC-03-84-075-10. 84/02/23 39pp. 24160:275. 


8404200099 Notification of contract execution: "Safety Technology 
Program for Instructional Sys Development)" awarded to 
Ad van c e d Te r h n c 1 o ■ Inc. 

PAGE) M. Assistance Contracts Branch. NRC-03-S4-075-01. 

04/03/07. THOMPSON) H. L. Division of Human Factors Safety. 

BLUMER) A. NRC - No Detailed Affiliation Given. Ip. 24156:278. 


— 8404200103 Contract: "Safety "^e : ■: 1 ogii for Instructional Sys 

Development," awarded to •■•rivd''ceo "er t' . c oc . Inc, 

LOTITO,M. A. Adva-red ""e c ■- no : i. ’•-r MORTON, K. V, Division of 

Contracts. NRC -Ci-Fd- CTD-sC : 3 ^ C-.C /C"'. 39pp. 24156:279, 


8404200124 Notification of contract e x ecuti on , Mod 12, to "Operation 
Maint of NRC Document Control System (DCS). " Contractor: 

Planning Research Corp, 

BROMBERG) B. Administrative Contracts Branch. NRC-10-82-356. 
84/04/04. NORRY) P. G. Office of Administration. LUNDV, J. NRC - No 
Detailed Affiliation Given. Ip. 24156:262. 


— 8404200133 Mod 12, adding incremental funds, to "Operation Z>. Maint of NRC 
Document Control System (DCS)." 

* Planning Research Corp. HAGAN, T. F. Division of Contracts 
NRC-10-82-356. 84/04/04. 2pp. 24156:263, 


8404200161 Notification of contract e x ecution , Mod 12, to "Svcs of Dr 
WR Johnson on ASLAP, " Contractor : Univ of Virginia. 

HAWKINS, D. A. Administrative Contracts Branch. NRC-10-7S-140. 
84/04/03. SPRINGER) M. Office of Administration, ROSENTHAL. A 
Atomic Safety and Licensing Appeal Panel. Ip. 24156:235. 


— 8404200169 Mod 12, d ef in i t i z i ng final indirect rate ?< deobligating 
I,;"! iqj: dated balance, to "Svcs of Dr WR Johnson on ASLAP," 

JErJMNG" ■ Virginia, Univ. of, Charlottesville, VA. HAGAN, T, F, 

Division of Contracts. NRC-10-75-140, 84/04/03. Ip. 24156:236, 


8404200336 Notification of contract execution , Mod 8, to "Technical 
Assistance for Inelastic Fracture Mechanics." Contractor: 
Washington Univ Technology Assoc, Inc. 

SILVIS) R. M, Technicdi Assistance Contracts Branch. FIN B-64S6. 
NRC-03- 78-135. 84/04/10. DENTON) H. R. Office of Nuclear Reactor 

Regulation, Director. JOHNSON, R. NRC - No Detailed Affiliation 
Given. Ip. 24159:297, 


— 8404200346 Mod 8, deobligating funds Jit incorporating final overhead 
rates, to "Technical Assistance for Inelastic Fracture 
Mechanics. " 

RICE)P,F. Washington Univ. Technology Associates, Inc. SMITH, P, A. 

Division of Contracts. FIN B-6486. NRC -03-78-135. 84/04/10. 

Ip. 24159:298, 


8404200367 Notification of contract execution, Mod 1, to "Cobalt 
Teletherapy Calibr Course." Contrac tor : RJ Shalek. 

MURPHY) L. G, Administrative Contracts Branch. NRC-06-84-192. 
84/04/06. KERR.G. W. Office of State Programs, Director. BOLLING, L, 
NRC - No Detailed Affiliation Given. Ip. 24151:356 


— 0404200370 Mod 1, extending period of performance for 3 days until 
840621 & increasing funding, to "Cobalt Teletherapy Calibr 
Course, " 

* M. D. Anderson Hosp. , Houston, TX. REBELLO/J. E. Division of 
Contracts. NRC-06-84-192, 84/04/06, Ip. 24151:357. 


8404200384 Notification of contract execution: "Safety Technology 
Program for Instructional Sys Development," awarded to 
Applied Science Assoc. 

EDGEWORTH, P. , PAGE, M. Technical Assistance Contracts Branch. 
NRC~03-84-075-08. 84/03/06. THOMPSON, H. L. Division of Human 

Factors Safety. BLUMER, A. NRC - No Detailed Affiliation Given. Ip. 
24159:218. 


— 8404200386 Contract: "Safety Technology Program for Instructional Sys 
Development." awarded to Applied Science Assoc. 

PURIFOY.G. R. Applied Science Associates, Inc. MORTON, K, V. 
Technical Assistance Contracts Branch. NRC-03-84-075-08. 

84/03/06. 39pp. 24159:219. 


8404200390 Notification of contract e x ecuti on , Ex tension 2, to "Technical 
Assistance to Support IE Personnel in Integrated Design 
Insps. " Contractor : Westec Svcs, Inc. 

EDGEWORTH, P. Technical Assistance Contracts Branch. NRC-05-84-151 . 
84/03/16. MUIR, A. Director's Office. Office of Inspection and 
Enforcement. PARTLOW, J. NRC - No Detailed Affiliation Given. 2pp. 
24151: 348. 


— 8404200391 Ltr Contract NRC-05-S4-1 51, Exten si on 2, extending 
d ef in i t i zat i on date to 840412, to "Technical Assistance to 
Support IE Personnel in Integrated Design Insps." 

MORTON, K. V. Technical Assistance Contracts Branch. NRC-05-B4-1 51 . 
84/03/13, SARGENT. r.H. WESTEC Services, Inc. Ip. 24151:349. 


8404200395 Notification of contract e xecution , Mod 8, to "Geotechnical 
Engineering Casework Review II, " Contractor : US Army Corps 
of Engineers, 

FLEENOR, C. Technical Assistance Contracts Branch. NRC-03-S2-102. 
84/03/12. VOLLMER. R. Division of Engineering. HELLER, L. NRC - No 
Detailed Affiliation Given, Ip. 24151:346. 


— 8404200396 Mod 8, extending period of performance to 840930, to 
"Geotechnical Engineering Casework Review II. " 

SULLIVAN, J. H. Army, Dept, of, Corps of Engineers, SMITH, P. A. NRC 
- No Detailed Affiliation Given. NRC-03-82-102, 84/03/12, Ip. 

24151 : 347. 


0404230157 Notification of contract ©xecution, Mod 6, to "Review, 

Ab strac t, Ind e X Quarterly Update Practice Procedure 
Digest, " Contractor . Asp en Sys, Inc. 

PERLMAN, J. Administrative Contracts Branch. NRC-14-82-448, 
84/03/29, CUNNINGHAM) G, H. , GRAY, J. Office of the Executive Legal 
Director, Ip. 24186:360. 


— 8404230164 Mod 6, changing key personnel S< schedule of deliverables, to 
"Revi BW, Ab s tract, Index Quarterly Update Practice 
Procedure Digest. " 

BRANNDCK, E. A, Aspen Systems, Inc. HAGAN, T.F. Division of 
Contracts, NRC-l 4-82-448 84/03/29. Ip. 24186:361. 


8404230215 Notification of contract e xecution , Mod 2, to "Managerial 
Competencies," Contractor : USDA Graduate School. 

PERLMAN, J. Administrative Contracts Branch. NRC-10-83-300. 
84/04/03. GOLDMAN, P. J. Management Development S,. Training Staff. 
BASSIN, C.) GOLDBERG, F, NRC - No Detailed Affiliation Given, Ip, 
24186; 230, 


— 8404230219 Mod 2, extending period of performance to 860516, to 
"Managerial Competencies, " 

VARNER, L. S. Agriculture, Dept, of. HAGAN, T. F. Division of 
Contracts. NRC-10-83-300, 04/04/03. 46pp 24186:231, 


8404230216 Notification of contract execution , Mod 1, to "Transient 
Prototypical Steam Generator (MB2) Research Testing 
Program." Contrac tor : West inghouse EPRI, 

WOLLETT)S. Technical Assistance Contracts Branch, FIN 8-8252. 
NRC-04-82-020. 84/04/09, BATSON, W, Office of Nuclear Regulabory 

Research, Director, HOPENFELD, J. NRC - No Detailed Affiliation ^ 
Given. Ip. 24184:340, 


— 8404230314 Mod 1, providing changes to specs 8). adding funding, to 
"Transient Prototypical Steam Generator (B-2) Research 
Testing Program. " 

* Westinghous© Electric Corp. RYTKONEN, B. B. Electric Power 
Research Institute. MORTON, K. V. Division of Contracts, FIN 
B-8252. NRC-04-82-020, 84/04/09. 8pp. 24184:341. 


8404230255 Notification of contract execution: "Safety Technology 
Program for Instructional Sys Development," awarded to JWK 
Inti Corp. 

EDGEWORTH, P. Division of Contracts, PAGE# M. Technical Assistance 
Contracts Branch, NRC-03-84-075-05. 04/02/23. THOMPSON, H. L. 

Division of Human Factors Safety, BLUMER, A, NRC - No Detailed 
Affiliation Given. Ip. 24187:097. 


— 8404230258 Contract: "Safety Technology Program for Instructional Sys 
Development," awarded to JWK Inti Corp. 

WILLI AMS, K. M, JWK International Corp. MORTON, K. V. Division of 

Contracts. NRC-03-84-075-05. 84/02/23. 39pp. 24107:098. 
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8404230261 Notification of contract execution: "Safety Technology 
Program for Instructional Sys Development*" awarded to 
General Physics Corp. 

EDGEWORTH# P. Division of Contracts. PAGE# M. Technical Assistance 
Contracts Branch, NRC-03-84-075-02. 84/03/07. THOMPSON# H, L. 

Division of Human Factors Safety. BLUMER#A. NRC - No Detailed 
Affiliation Given. Ip. 24187:057. 


— 8404230264 Contract: "Safety Technology Program for Instructional Sys 
Development." awarded to General Physics Corp. 

WHITNEY, J.W. General Physics Corp, MORTON# K. V, Division of 
Contracts. NRC-03-84-075-02. 84/03/07. 39pp, 24187:058. 


8404230318 Notification of contract execution: "Shuttle Bus Svcs" 
awarded to Transportation Consultants# Inc. 

FIELDS, J. A. Administrative Contracts Branch. NRC-lO-84-217. 
84/03/29, CORLEY, J. H. Division .of Facilities & Operations. 
FIELDS, J. A. NRC - No Detailed Affiliation Given. Ip. 24187:295, 


— 8404230321 Contract: "Shuttle Bus Svcs" awarded to Transportat ion 
Consultants# Inc. 

* Transcomm, Inc. MATTIA,M, J. Division of Contracts. 
NRC-10-e4-217. 84/03/29. 41pp. 24187:296, 


8404230449 Notification of contract execution, Mod 5# to "Reviewing 
Hydrologic Investigations of BWIP, Project B." 

Contrac tor : Colder Associates# Inc. 

FLEENOR# C. Technical Assistance Contracts Branch, NRC-02-82-045. 
84/03/21. DAVIS, J. Office of Nuclear Material Safety St 
Saf eguards, Direc tor . GORDON, M. J. NRC - No Detailed Affiliation 

Given, Ip. 24187:201. 


— 8404230454 Mod 5# incorporating new project manager, to "Reviewing 
Hydrologic Investigations of BWIP, Project B. " 

•» Golder Associates. SMITH, P. A. Division of Contracts. 
NRC-02-82-045. 84/03/21. Ip. 24187:202. 


S404230455 Notification of contract executi on , Mod 2, to "Technical 
Assistance for Design Review. " Contrac tor : Eng i neers Inti, 

Inc, 

FLEENOR, C. Technical Assistance Contracts Branch. NRC-02-82-030. 
84/03/28. DAVIS, J. Office of Nuclear Material Safety St 
Safeguards, Director, TIKTINSKY,D. NRC - No Detailed Affiliation 
Given, Ip. 24187; 198. 


— '8404230459 Mod 2, incorporating new project officer, to "Technical 
Assistance for Design Review, " 

•» Engineers Internati oral, Inc. SMITH, P. A. Division of 
Contracts. NRC-02-a2-030, 84/03/28. Ip. 24187:199 


8404240011 Notification of contract e xecution < Mod 2, to "Career 
Counseling for NRC Partic ipants, Reg ion III. " Contractor: 

D Linhart. 

TOWNSEND, B. L. Administrative Contracts Branch. NRC-10-S3-354. 
84/04/*7. GOLDMAN, P. J. Management Development S< Training Staff. 
VAN SANTEN, L. W. NRC - No Detailed Affiliation Given. Ip, 

24187: 352. 


—8404240041 Mod 2, changing period of performance, exercising option to 
extend contract S< increasing funding, to "Career Counseling 
for NRC Part i c ipants# Reg i on III." 

LINHART, D. Linhart, D. REBELLO, J. E. Division of Contracts. 

NRC- 10- 83-354. 84/04/17. 2pp. 24187:353. 


8404240017 Notification of contract execution: "Safety Technology 
Program for Instructional Sys Development" awarded to 
Data Design Labs, 

EDGEWORTH, P. Division of Contracts. PAGE, M, Technical Assistance 
Contracts Branch, NRC-03-84-075. 84/02/22. THOMPSON, H. L. Division 

of Human Factors Safety. BLUMER, A, NRC - No Detailed Affiliation 
Given. ip. 24195:303. 

— 84042400X8 Contract: "Safety Technology Program for Instructional Sys 
Development," awarded to Data Design Labs. 

NICHOLSON# V. H. Data Design Laboratories. MORTDN, K. V. Division of 
Contracts. NRC-03-84-075. 84/02/22. 39pp. 24195:304. 


8404240105 Notification of contract ex ecution # Mod 19# to "Reactor 
Effluent Sr Environ Rad i oac ti vi ty Stds. " Con tractor : NBS. 

UMBEL, D, Administrative Contracts Branch, FIN B-511S. 

NRC-05- 72-100. 84/04/10. BLAHA, J. L. Director's Office# Office of 

Inspection and Enforcement. COHEN, L. NRC - No Deifailed Affiliation 
Given. Ip. 24189:349. 


— 8404240110 Mod 19, providing scope of work for FY84# e x tendi ng period of 
performance to 840930 Ik increasing funding, to "Reactor 
Effluent it Environ Radioactivity Stds. " 

SHREVE, D. B. Commerce, Dept, of, National Bureau of Standards. 
SMITK,P.A. Division of Contracts. FlNB-5118. NRC-05-72-100. 

84/04/10. 2pp. 24189:350. 


8404240114 Notification of contract execution, Mod 20, to "Reactor 
Effluent St Environ Radi oacti vity Stds. " Con tractor ; NBS. 

UMBEL, D. Administrative Contracts Branch. FIN B-511S. 

NRC-05-72-100. 84/04/10. BLAHA, J. L. Director's Office, Office of 

Inspection and Enforcement. COHEN, L. NRC - No Detailed Affiliation 
Given. Ip. 24189:346. 


— 8404240118 Mod 20, c lar i f y ing Mod 19 to extend period of performance 
through 850630, to "Reactor Effluent & Environ Radioac tivi ty 
Stds. " 

SHREVE# D. B. Commerce# Dept, of# National Bureau of Standards. 
SMITH.P. A. Division of Contracts. FINB-511S. NRC-05-72-100. 
84/04/10. 2pp. 24189:347. 


8404240129 Notification of contract execution; "Safety Technology 
Program for Instructional Sys Development#" awarded to 
American Inst for Research in Behavioral Sciences. 

EDGEWORTH#?. Administrative Contracts Branch. PAGE# M. Technical 
Assistance Contracts Branch. NRC-03-84-075 -04. 84/03/07. 

THOMPSON# H. L. Division of Human Factors Safety. BLUMER, A. NRC - No 
Detailed Affiliation Given. Ip. 24191:344. 


— 8404240137 Contract: "Safety Technology Program for Instruct! onai Sys 
Development," awarded to American Inst for Research in 
Behavioral Sciences. 

SHAW, J. American Institute for Research in the Behavioral 
Sciences. MORTON, K, V. Division of Contracts. NRC-03-84-075-04. 

84/03/07. 39pp, 24191:345. 


8404240144 Notification of contract execution, Mod 9, to "Benchmarking of 
Computer Codes & Licensing Assistance. " Con tractor; Teknekron 
Research. Inc. 

WOLLETT, S. Technical Assistance Contracts Branch. FIN B-6985-4. 
NRC-02-81-026. 84/04/17. DAVIS, J. Office of Nuclear Material 

Safety St Saf eguards. Director. BROOKS,?. NRC - No Detailed 
Affiliation Given. Ip. 24189:343. 


— 8404240148 Mod 9, providing incremental fund ing, to "Benchmarking of 
Computer Codes St Licensing Assistance." 

* Teknekron, Inc. SMITH, P. A. Division of Contracts. FIN 
B-6985-4. NRC-02-81-026. 84/04/17. 2pp. 24189:344. 


8404240164 Notification of contract execution: "Technical Assistance to 
Support IE Personnel in Integrated Design Insps, " awarded to 
WESTEC Svcs# Inc. 

EDGEWORTH,?. Administrative Contracts Branch. WOLLETT# S. Technical 
Assistance Contracts Branch. FIN B-8719. NRC-05-84-1 51 . 84/04/12. 

MUIR, A. Director's Office, Office of Inspection and Enforcement, 
MILHOAN, J. NRC - No Detailed Affiliation Given, Ip. 24191:137. 


— 8404240169 Contract: "Technical Assistance to Support IE Personnel in 
Integrated Design Insps, " awarded to WESTEC Svcs, Inc, 

PARKINSON, D. L. , SARGENT, I. H. WESTEC Services, Inc. MORTON, K. V. 
Division of Contracts. FIN B-S719. NRC-05-84-151. 84/04/12. 

205pp. 24191:138. 


8404240170 Notification of contract execution; "Safety Technology 
Program for Ins true tional Sys Development," awarded to 
Analysis & Technology. 

EDGEWORTH#?. Division of Contracts. PAGE, M. Technical Assistance 
Contracts Branch. NRC-03-84-075-13. 84/03/07. THOMPSON, H. L. 

Division of Human Factors Safety. BLUMER, A. NRC ~ No Detailed 
Affiliation Given. Ip. 24199: 189. 


— 8404240177 Contract: "Safety Technology Program for Instructional Sys 
Development, " awarded to Analysis & Technology. 

WOODS, V. L. Analysis St Technology, Inc. MORTON, K. V. Division of 
Contracts. NRC-65-e4-075. 84/03/07. 39pp. 24199:190. 


9404240187 Notification of contract execution: "Safety Technology 
Program for Instruc ti ona 1 Sys Development, " awarded to 
Battelle Human Affairs Research Ctrs. 

EDGEWORTH, P. Division of Contracts. PAGE, M. Technical Assistance 
Contracts Branch. NRC-03-84-075-1 1. 84/03/27. THOMPSON, H. L. 

Division of Human Factors Safety. BLUMER, A. NRC - No Detailed 
Affiliation Given. Ip. 24199: 170. 


— 8404240191 Contract: "Safety Technology Program for Instructional Sys 
Development," awarded to Battelle Human Affairs Research 
Ctrs. 

RICHARDS# J, L. Battelle Human Affairs Research Centers. 

MORTON, K.V. Division of Contracts. NRC-03-84-075-1 1 . 84/03/27. 

18pp. 24199:171. 


8404240199 Notification of contract execution: "Consulting Svcs of 
JD Stevenson to Investigate Limiting Use of Snubbers, Event 
Combinations St Piping Vibration Loads# " awarded to JD 
Stevenson St Assoc# Inc. 

WIGGINS, E J. Division of Contracts. UMBEL, D. Technical Assistance 
Contracts Branch. FIN B-8691, NRC-03-84-072. 84/03/23. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
STEVENSON, J. D. NRC - No Detailed Affiliation Given. Ip. 24199:096 
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— 8404240204 Contract; "Consulting Svcs of JD Stevenson to Investigate 
Limiting Use of Snub b er s - Event Combinations & Piping 
Vibration Loadsi " awarded to UD Stevenson & Assoc* Inc. 

STEVENSON* J. D. Stevenson Associates. MORTON, K. V. Division of 
Contracts. FIN B-S691. NRC-03-84-072. 84/03/23. 73pp. 

24199: 097. 


8404240201 Notification of contract e x ec uti on , Mod 6, to "Model 
Documentation In-House Training for Unsaturated Floiu & 

Transport Modeling. " Contrac tor : Water, Waste fy. Land. 

FLEENOR, C. Technical Assistance Contracts Branch. FIN B-7361-4. 
NRC-02-83-030. 84/03/01. DAVIS, J. Office of Nuclear Material 

Safety 8t Saf eg uar d s , Dir ec t or . WIDMAYER, D. NRC - No Detailed 
Affiliation Given. Ip. 24199:093. 


—8404240210 Mod 6, extending period of performance to 840630, ob 1 igating 
funds S: changing key personnel, to "Model Documentation 
In-House Training for Unsaturated Flow & Transport 
Model ing. " 

DAVIS, L. A. Water, Waste Land, Inc. SMITH, P. A. Division of 
■Contracts. FIN B-7361-4. NRC-02-83-030. 84/03/01. 2pp. 

24199: 094. 


8404240219 Notification of contract execution, Mod 4, to "Comprehensive 
Current (Real-Time) Geophysical Data Storage & Retrieval 
Sys. " Contrac tor : WSI Corp. 

GILDENHORN, A, J. Administrative Contracts Branch. FIN B-8S06. 
NRC-33-83-456. 84/04/10. BASSETT, H. Division of Data Automation & 

Management Information. JOHNSON, C. NRC - No Detailed Affiliation 
Given. Ip. 24199:090. 


— 8404240228 Mod 4, extending period of performance to 840607 8, increasing 
contract amount, to "Comprehensive Current (Real-Time) 

Geophysical Data Storage 8< Retrieval Sys. " 

MILLER, D. E. Weather Services International Corp. (WSI Corp. >. 

HAGAN, T, F. Division of Contracts. FIN B-8806. NRC-33-83-456. 

84/04/10. 2pp. 24199:091. 


8404240407 Notification of grant execution: "Development of 
Convective - Condensing Heat Transfer it Water Entrainment 
Models in Nuclear Reactor Containments," awarded to Univ of 
Maryland. 

UMBEL, D. Technical Assistance Contracts Branch. FIN G-1065. 

NRCG- 04-84-004. 84/04/09. BATSON, W. Office of Nuclear Regulatory 

Research, Director. LEE, T. NRC - No Detailed Affiliation Given. 

Ip, 24199:084. 


— 8404240411 Grant: "Development of Convective - Condensing Heat Transfer 
fy Water Entrainment Models in Nuclear Reactor Containments, " 
awarded to Univ of Maryland. 

MEDINA, V. Maryland, Univ. of. College Park, MD. MORTON, K. V. 
Technical Assistance Contracts Branch, FIN G-1065, 

NRCG-04-84-004. 84/04/09. 2pp. 24199:085. 


8404240434 Notification of contract execution, Mod 20, to "PDR 
Micrographic Storage Sf Retrieval Sys." Contractor : Access 
Corp . 

PERLMAN, J. Administrative Contracts Branch. FIN B-8153. 

NRC-17- 79-449. 84/03/28. CHILK, S. J. Office of the Secretary of the 

Commission. SCATTQLINI, L. NRC - No Detailed Affiliation Given. Ip. 
24199: 077. 


— 8404240448 Mod 20, adding addl equipment software to integrate new 
terminals into PDR IDCS sys, to "PDR Micrographic Storage ^ 
Retrieval Sys. " 

BAKER, N.D. Access Corp. HAGAN, T, F, Division of Contracts. FIN 
B-0153. NRC-17-79-449. 84/03/28. 6pp. 24199:078. 


0404240483 Notification of contract execution, Mod 2, to "Trench Cap 
Hydraulic Monitoring by Tracers," Contractor : Univ of 
Arizona. 

JACOBS, A. , PAGE, M. Technical Assistance Contracts Branch. FIN 
B-7363-3. NRC~02-83-029. 84/04/18. DAVIS, J. Office of Nuclear 

Material Safety it Saf eguard s. Director. Ip. 24197:287. 


— B4O424O408 Mod 2, providing no-cost extension through 840315, to "Trench 
Cap Hydraulic Monitoring by Tracers. " 

WHEELER, J. T. Arizona, Univ of, Tucson, AZ. SMITH, J. T. Division 
of Contracts. FIN B-7363-3. NRC-02-B3-029. 84/04/18. 2pp. 

24197: 208. 


0404240493 Notification of contract execution, Mod 2, to "Career 
Counseling for NRC Partic ipants, Reg ion V." Contractor: 

P Russ. 

TOWNSEND, B. L. Administrative Contracts Branch. NRC-10-83-353. 
04/04/17. GOLDMAN, P. J. Management Development it Training Staff. 
VAN SANTEN, L. W. NRC - No Detailed Affiliation Given. Ip. 

24197; 168. 


— 8404240496 Mod 2, changi^'g period of performance & exercising option to 
extend St increase funds, to "Career Counseling for NRC 
Partic ipants, Region V." 

RUSS, P, Russ, P. REBELLO, J. E. Division of Contracts. 

NRC-10-83-353. 84/04/17. Ip. 24197: 169. 


8404240510 Notification of contract execution: "Safety Technology 
Program for Instructional Sys Development," awarded to 
Sys Engineering Assoc Corp, 

EDGEWORTH, P. Administrative Contracts Branch. PAGE, M, Technical 
Assistance Contracts Branch. NRC-03-84-075-09. 84/04/04. 

THOMPSON, H. L. Division of Human Factors Safety, BLUMER, A. NRC - No 
Detailed Affiliation Given. Ip. 24197:052. 


— 8404240517 Contract: "Safety Technology Program for Instructional Sys 
Development," awarded to Sys Engineering Assoc Corp. 

MADDEN, J. M. Systems Engineering Associates. MORTON, K. V. Division 
of Contracts. NRC-03-84-07S-09. 84/04/04, 39pp, 24197:053. 


8404240524 Notification of contract execution, Mod 6, to "Application of 
Internal Friction Non-Destructive Evaluation Technique for 
Detecting Incipient Cracking of Bypass Lines Pipes in BWR 
Piping Sys," Contra c tor : Daeda 1 ean Assoc, Inc. 

BROMBERG, B. Administrative Contracts Branch. FIN B-6212. 
NRC-04-7S-242. 84/04/12. FOREHAND, B. Office of Nuclear Regulatory 

Research. Director. MUSCARD, J. NRC - No Detailed Affiliation Given. 
Ip. 24197:039. 


— 8404240531 Mod 6, deob 1 igating funding, to "Application of Internal 
Friction of Non-Destructive Evaluation Technique for 
Detecting Incipient Cracking of Bypass Lines iy Pipes in BWR 
Piping Sys. " 

* Daedalean Associates, Inc. MORTON, K. V. Division of Contracts. 
FIN B-6212. NRC-04-78-242. 84/04/12. Ip. 24197:040. 


0404240545 Notification of grant execution, Mo d 4, to "Thermal-Hydraulic 
Transients Behavior of Coolant in Simulated Reactor-Coop." 
Crantee;Univ of Maryland. 

UMBEL, D. Technical Assistance Contracts Branch. FIN G-1043, 
NRCR-04-82-013. 84/03/29. BATSON, W. Office of Nuclear Regulatory 

Research, Director, YOUNG, M. NRC - No Detailed Affiliation Given. 
Ip, 24196:354. 


— 8404240549 Mod 4, providing addl funds & extending period of performance 
through 850930, to "Thermal-Hydraul ic Transients Behavior of 
Coolant in Simulated Reactor-Coop. " 

MEDINA, V. Maryland, Univ. of. College Park, MD. MORTON, K, V. 
Technical Assistance Contracts Branch. FIN G-1043. 

NRC-G-04-82-013, 84/03/29. Ip. 24196:355, 


8404250015 Notification of contract execution: "Furnish, Insta 1 1 , Mod i fy 
& Remove Twinaxial Cables," awarded to Visions Data Cable, 

Inc . 

BAZIN, J.P. Administrative Contracts Branch, NRC-10~S4-215. 

84/03/30. CORLEY, J H. Division of Facility Operations, FISHER, L. 
NRC - No Detailed Affiliation Given. 2pp. 24202:255. 


— 8404250016 Contract: "Furnish, Instal 1. Mod if y it Remove Twinaxial 
Cables," awarded to Visions Data Cable, Inc. 

QUACKENBUSH, A. Visions Data Cable, Inc. MATTIA,M.J. Division of 
Contracts. NRC- 10-84-21 5. 84/03/30. 38pp. 24202:256. 


8404250017 Notification of contract execution, Mod 11, to "Publication 
Distribution Svcs." Contractor ; Computer Data Sys, Inc. 

GILDENHORN, A. J. Administrative Contracts Branch. NRC-10-S2-362. 
84/04/09. BESAW, W. Division of Technical Information & Document 
Control. SCHAEFFER, C. NRC - No Detailed Affiliation Given. Ip. 
24212: 061. 


— 8404250018 Mod 11, adjusting quantities & firm fixed price (5, 
incorporating consideration for structural failure, to 
"Publication Distribution Svcs." 

TINSLEY, W.T. Computer Data Systems, Inc. HAGAN, T. F. Division of 
Contracts. NRC-lO-82-362. 84/04/09. 7pp. 24212:062. 


8404250045 Notification of contract execution . Mod 2, to "Technical 
Assistance for Support of Const Appraisal Team (CAT) Insps. " 
Contractor; Parameter, Inc. 

WIGGINS, E. Technical Assistance Contracts Branch. FIN B-87i8, 
NRC-05-84-152. 84/03/30. DEYOUNG, R. C. Director's Office, Office of 

Inspection and Enforcement. BAKER, E. NRC - No Detailed Affiliation 
Given. Ip. 24212: 157. 


— 8404250049 Ltr contract, Mod 2, extending period of performance to 
840427, to "Technical Assistance for Support of Const 
Appraisal Team (CAT) Insps, " 

MORTON, K.V, Technical Assistance Contracts Branch. FIN B-97i0. 
NRC-05-04-152. 84/02/29, LOFY, R. A, Parameter, Inc. Ip, 

24212: 158. 


8404250051 Notification of contract execution: "Safety Technology 
Program for Ins true t i ona 1 Sys Development, " awarded to 
Sonalysts, Inc. 

EDGEWORTH, P. Division of Contracts. PAGE, M. Technical Assistance 
Contracts Branch. NRC -03-84-075-06. 84/03/06. THOMPSON, H, L. 

Division of Human Factors Safety. BLUMER, A, NRC - No Detailed 
Affiliation Given. Ip. 24212:092. 



452 


NONDOCKETED ITEMS 


— 8404250058 Contract: "Safety Technology Program for Instruct! onal Sys 
Development. " awarded to Sonalysts. Inc. 

SKRABA. F. J, Sonalysts. Inc. MORTON. K. V. Division of Contracts 
NRC-03-e4-075-06. 84/03/06. 39pp. 24212.093. 


8404250077 Notification of contract execution: "Safety Technology 
Program for Instructional Sys Development. " awarded to Veda. 

Inc . 

EDOEWORTH. P, Division of Contracts. PAGE. M. Technical Assistance 
Contracts Branch, NRC-03-84-075-14. 94/03/07. THOMPSON. H. L. 

Division of Human Factors Safety. BLUMER.A. NRC - No Detailed 
Affiliation Given. Ip. 24212:266. 


— 8404250084 Contract; "Safety Technology Program for Instructional Sys 
Development." awarded to Veda. Inc. 

BEAUCH. S. R. Veda. Inc. MORTON. K. V. Division of Contracts. 
NRC-03-84~075-14. 84/03/07. 39pp. 24212:267. 


8404250100 Notification of contract execution: "Safety Technology 
Program for Instructional Sys Development." awarded to 
Presearch. Inc . 

EDGEWORTH. P. Division of Contracts. PAGE. M. Technical Assistance 
Contracts Branch. NRC-03-B4-075-12. 84/04/09. THOMPSON. H. L. 

Division of Human Factors Safety. BLUMER.A. NRC - No Detailed 
Affiliatior Given. Ip, 24212:226. 


... —•84042501 13. .Con tract • "Safety Technology Program for Instructional Sys 
Deve I op.Tert. " awarded to Presearch. Inc. 

CARROLL. T. L. Presearch. Inc. MORTON. K. V. Division of Contracts. 
NRC-03-84-075-12. 84/04/09, 39pp. 24212:227, 


S4042S0107 Notification of contract execution: "Safety Technology 
Program for Instruct ional Sys Development. " awarded to 
Univ Research Corp., 

PACE. M. . EDGEWORTH. P. Technical Assistance Contracts Branch. 
NRC~03-84-075-03. 84/02/23. THOMPSON. H. L. Division of Human 

Factors Safety. BLUMER.A. Licensee Qual if ications Branch. 1?. 
24212: 184. 


— 8404250111 Contract: "Safety Technology Program for Instructional Sys 
Development. " awarded to Univ Research Corp. 

CROSS. C.T. University Research Corp. MORTON. K. V. Technical 
Assistance Contracts Branch. NRC-03-e4~0 75-03. 84/02/23. 3Spp. 

24212: 185. 


S404250135 Notification of contract execution: "Regional Economic 
Impacts of Accidents. " awarded to Dept of Commerce. 

EDGEWORTH. P, Division of Contracts. PAGE. M. Technical Assistance 
Contracts Branch. FIN B-8678. MRC-03-84-065. 84/03/26. 

VOLLMER.R.H. Division of Engineering. RICHTER. B, NRC - No Detailed 
Affiliation Given. Ip. 24212; 166. 


— 8404250138 Ltr Contract NRC-03-84-065, "Regional Economic Impacts 
of Accidents, " awarded to Dept of Commerce. 

MORTON. K. V, Technical Assistance Contracts Branch. FIN B-867S. 
NRC-03-84-065. 84/03/19, TROTT. E. . VOUNG. A. H, Commerce. Dept, 
of,. 7pp, 24212:167. 


8404250192 Notification of contract execution. Mod 2, to "Review of 
Tornado Missile PRA - South Texas Project. " Contractor ; NBS. 

UMBEL. D. Technical Assistance Contracts Branch. FIN B-8657. 
NRC-03-83-114. 84/04/09, MATTSON. R. J. Division of Systems 

Integration (post 811005), SINGH, R. K. NRC - No Detailed Affiliation 
Given. Ip. 24214:037. 24X Fiche: 50-498. 84/04/09, B4Q4250192. 


— 8404250194 Mod 2, revising statement of work . extending period of 
performance for 4 months & increasing FY84 funds, to "Review 
of Tornado Missile PRA - South Texas Project. " 

SHREVE. D, B. Commerce, Dept, of. National Bureau of Standards, 
SMITH, P. A. Division of Contracts. FIN B-8657, NRC-03-83-1 14. 

84/04/09. 2pp. 24214:038. 24X Fi che: 50-498. 84/04/09. 8404250192. 


8404250201 Notification of contract execution. Mod 8. to “Unsaturated 
Flow Transport Through Fractured Rock." Contractor: Univ of 
Ariiona. < 

JACOBS, A Technical Assistance Contracts Branch. FIN B-7291. 
NRC-04-81-224, 84/04/11. BATSON. W, Office of Nuclear Regulatory 

Research. Director, NICHOLSON, T. NRC - No Detailed Affiliation 
Given. Ip. 24214: 028, 


—8404250205 Mod 8, increasing funds J. implementing App A. to "Unsaturated 
Flow ii Transport Through Fractured Rock. " 

WHEELER. J.T. Arizona, Univ. of. Tucson. AZ, SMITH. P. A, Division 
of Contracts. FIN B-7291. NRC-04-81-224. 84/04/11. 5pp 

24214: 029. 


8404250210 Notification of contract execution. Mod 8. to "Assessment of 
Waste Retrieval Alternatives." Contractor; Engineers Inti, 

FLEENOR/C. Technical Assistance Contracts Branch. FIN B-7327-4. 
NRC-02-82-031. 84/03/28, DAVIS. J. Office of Nuclear Material 

Safety Safeguards. Director. TIKTINSKY, D. NRC - No Detailed 
Affiliation Given, Ip. 24214:006. 


— 8404250214 Mod 8. extending period of performance to 840430 & increasing 
obligated funds, to "Assessment of Waste Retrieval 
Alternatives. " 

SINGH, M. M. Engineers International, Inc. SMITH, P. A. Division of 
Contracts. FIN B~7327-4. NRC-02-82-031. 84/03/28. 2pp. 

24214 ; 007. 


8404250225 Notification of contract execution. Mod 1, to "Support of 
Continuing Activities of US Natl Committee on Tunneling 
Technology." Contrac tor : US Bureau of Mines. 

WIGGINS, E.J. Division of Contracts. WOLLETT. S. Technical 
Assistance Contracts Branch. NRC-02-e4-004. 84/04/04. BROWN, R. S. 

Program Support Branch TANIOUS, N. NRC - No Detailed Affiliation 
Given. Ip, 24212:361, 


— 8404250232 Mod 1, changing name of project officer, to "Support of 
Activities of US Natl Committee on Tunneling 
“ocn - ‘.og .. ' 

Irreri.r- Dept, of, Bureau of Mines. MORTON, K V. Division of 
Contracts. NRC-02-S4-004, 84/04/04, Ip, 24212:362. 


8404250294 Notification of contract execution, Mod 10, to "Career 
Counseling." Contractor; Binder. Elster. Mende Ison & 

Wheeler, Inc. 

* Admini strative Contracts Branch. NRC-10-S2-35S. 84/04/11. VA.N 

SANTEN, L. Office of Administration. Ip. 24212:334. 


--S404250295 Mod 10, providing contractor assistance in selection of 
career counselor in Region I, to "Career Counseling. " 

MENDELSON, I. N, Binder, Elster, Mendelson & Wheeler, Inc. 

HAGAN. T. F. Division of Contracts. NRC-1 0-82-358. 84/04/11. Ip. 

24212: 335. 


8404270013 Notification of contract e x ec ut i on , Mod l,to "Integral Sys 
Test Program." Contractor : BSiW. 

WOLLETT. S. Technical Assistance Contracts Branch. FIN B-8909. 
NRC-04-83-168. 84/03/20, BATSON, W. Office of Nuclear Rr?g j 1 a-!:or y 

Research, Director. YOUNG, M. NRC - No Detailed Af f i L ;a t : i;--i Given 
Ip. 24223:289. 


— 8404270018 Ltr Contract NRC-04-83-168, Mod l.to “Integral Sys Test 
Programs. " 

SMITH, P. A. Technical Assistance Contracts Branch. FIN B-8909. 
NRC-04-83-16S. 84/03/05. LUKASIK, M. Babcock & Wilcox Co. 2pp. 

24223: 290. 


8404270144 Notification of contract execution; "Micrographics Svcs of 
Source Drawing Documents, " awarded to MCB Info Sys, Inc. 

COLEMAN, R. Administrative Contracts Branch. NRC-10-84-226. 
84/03/23. BESAW, W. Division of Technical Information Document 
Control. NEMECHECK, H. NRC - No Detailed Affiliation Given. Ip. 
24229: 294. 


— 8404270152 Contract: "Micrographics Svcs of Source Drawing Documents, " 
awarded to MCB Info Sys, Inc. 

MCBRIDE,J.E, MCB Information Services. Inc, MATTIA. M. J, Division 
of Contracts. NRC-10-84-226. 84/03/23. 25pp. 24229:295. 


8404300014 Notification of contract execution; "Support Svcs for 
Research & Evaluation of Severe Accident Phenomenon iS' 

Mitigation, " awarded to BMI, 

BAISDEN,L. Technical Assistance Contracts Branch. FIN S-7499. 
NRC-04-a4-127. 84/04/17. BATSON, W. Office of Nuclear Regulatory 

Research, Director. LARKINS, J. NRC - No Detailed Affiliation Given. 
Ip. 24233:306, 


— 8404300017 Contract: "Support Svcs for Research Z>. Evaluation of Severe 
Accident Phenomenon 2, Mitigation, " awarded to BMI. 

SEWELL. H. M. Battelle Memorial Institute, Columbus Laboratories. 
MORTON, K. V. Division of Contracts. FIN B-7499. NRC-04-84~127. 
84/04/17. 21pp. 24233 : 307. 


8404300169 Notification of contract execution, Mod 2. to "NRC Computer 
Security Program for Unclassified Sensitive Sys." 

Contractor: NBS, Inst of Computer Sciences & Technology, 

PERLMAN, J. Administrative Contracts Branch. NRC-33-83-465. 
84/04/25. BASSSETT, H. S. , DIEHL, D, Office of Resource Management, 
Director. Ip, 24253:114. 


— 8404300175 Mod 2, changing contract officer technical repr esentative 
from A Consoli to DJ Diehl, to "NRC Computer Security Program 
for Unclassified Sensitive Sys, " 

* Commerce, Dept, of. National Bureau of Standards. HAGAN, T. F. 
Division of Contracts. NRC-33-83-465, 84/04/25. Ip. 24253:115. 
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FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8402130013 Responds to FOIA request for two categories of documents re 
IDCOR p rogram. Forward s App A St B documents. Documents placed 
in PDR. 

FELTON, J. M. Division of Rules and Records. 83/12/21. SHOLLY, S. C. 
Union of Concerned Scientists. 5pp. 22282:004. 24X 

Fiche: 50-000, 83/12/21 , 8402130013. 


— 8402130050 Technical Rept 12.3, "Hydrogen Combustion in Reactor 
Containment Bldgs. " 

HAUOH, J. J. , THOMPSON, L, B. Electric Power Research Institute. 
ZALQSH, R.G. Factory Mutual Research Corp. 83/10/31. 350pp. 

22288: 223. 


8403080014 FOIA request for util 760423 Itr requesting proposed design 
changes for Units 1 4. Requested Itr referenced QD Parr 

761019 Itr to JJ Stein. 

PEDRO, J. NUS Corp. CD-IS-83-664. 83/12/29. Division of Rules 

and Records. Ip. 22581:302. 24X Fiche: 50-460, 83/12/29, B4030S0014. 


8403080024 Responds to FOIA request for util 760423 Itr requesting 
proposed design changes for Units 1 S< 4. Forwards document 
listed on App A. Document also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/01/18. PEDRO, J. NUS 
Corp. 2pp. 22581:303. 24X Fiche: 50-397, 84/01 /18, 8403080024. 


— 8403080034 Informs of proposed design changes for Units 1 4 in areas 

of seismic design b. safety c lassif ication of component 
cooling water sys,pipe break criteria, sei smic design of 
cranes & onsite power sys. 

RENBEROER, D. L. Washington Public Power Supply System. 76/04/23. 
STOLZ,J. F. Office of Nuclear Reactor Regulation, Director. 21pp. 
22581:305. 24X Fi c h e : 50-397, 84/01 /IS. 8403080024. 


8404030015 FOIA request for records relevant to S</or generated in 
connection uj/830620 hearings before Subcommittee on 
Oversight ?< Investigation of House Committee on Interior & 

Insular Affairs. 

CHURCH, B. , DEUINE, T. Government Accountability Project. 83/11/11. 
Office of Administration. 6pp. 22887:001. 


8404030018 Responds to FOIA request for records re 830620 hearing 
before Subcommittee on Oversight Investigation. Forwards 
documents listed in app. Documents also in PDR. Request fails 
to meet requirements of 5USC5S2<a) (3). 

FELTON, J. M. Division of Rules and Records. 84/02/13. CHURCH,B. , 
DEVINE, T. Government Accountability Project. 8pp. 22887:007. 24X 

Fiche: 50-000, 84/02/13, 8404030018. 


— 8404030029 Submits results of oral discussions re release of draft 
investigation repts.No draft investigation repts provided 
to licensees since 1981 in Regions II, III IV. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 83/03/02. REHM, T. A. Office of the Executive 
Director for Operations. 2pp. 22887:046. 


— 8404030030 Notification of significant licensee meeting on 790315 
w/Nuclear Pharmacy, Inc in Glen Ellyn, IL to discuss results 
of two recent insps of facilities in Milwaukee, WI 8, 

Elmhurst, IL ?< to outline enforcement considerations. 

* Region 3, Chicago, Office of the Director. 79/03/15. Region 
3, Chicago, Office of the Director. Ip. 22087:099. 


— 8404030032 Discusses provisions for releasing draft insp repts or 
portions of repts in e x traord inar y situat ions. Draft memo 
fro.m JP O'Reilly to WJ Dircks end. 

ALLAN, U.M. Region 1, Office of Director. 83/04/04. DIRCKS, W. J. 
Office of the Executive Director for Operations. 8pp. 22887:025. 


— 8404030034 Advises that steps taken to assure draft insp 
released prematurely. 

KEPPLER.J. G. Region 3, Office of Director. 83/04/01, 
Office of the Executive Director for Operations. Ip. 


repts not 

DIRCKS, W. J. 
22887: 033. 


— 8404030035 Provides info re release of draft insp repts, per 
Congressman Markey 830218 Itr to Chairman Palladino & 

RC Young 830302 memo. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 

Enforcement. 83/03/10. REHM, T. A. Office of the Executive 

Director for Operations, 4pp. 22887:048. 


— 8404030036 Advises that survey of QA/QC programs for nuclear power 
reactor const should not begin until Commission considers 
matter further, per Ofc of Inspector & Auditor 811030 memo. 

W/o stated end. 

CHILK, S. U. Office of the Secretary of the Commission. C0MNP-81-B. 

81/11/10. DIRCKS, W. J, Office of the Executive Director for 
Operations. CUMM INGS, U. J. Office of Inspector Hk Auditor, Ip. 
22888:011. 


— 8404030038 Recommends maintaining principle of not releasing draft insp 
repts. Related info end. 

COLLINS, J.T. Region 4, Office of Director. 83/04/01. DIRCKS, W.J. 
Office of the Executive Director for Operations. 3pp. 22867:034. 


— 8404030040 Responds to 830328 memo re release of draft insp repts, Steps 
taken to prevent premature release of draft insp repts. 

KEPPLER,J, G. Region 3, Office of Director, 83/04/01, DIRCKS, W.J. 
Office of the Executive Director for Operations, Ip, 22087:052. 


— 8404030019 Discusses Ofc of Inspector ?< Auditor review of NRC QA/QC 
activities for nuclear power reactor const. 

CUMMINGS, J. J. Office of Inspector & Auditor. 81/12/14. 

PALLADINO, OILINSKY, BRADFORD Commissioners. 2pp. 22888:009. 


— 8404030021 Discusses enforcement action against pharmacy distributing 
Xe-133 as radiopharm for human use, per 790223 telcon. 

Written confirmation of FDA regulations requested. 

KEPPLER,J. G. Region 3, Chicago, Office of the Director, 79/02/26. 
PODLISKA, R. Food Drug Administration. 2pp. 22887:097. 


— 8404030022 Forwards Martin 830420 memo to Dircks re release of 
investigation repts. 

REHM, T. A. Office of the Executive Director for Operations, 
83/05/04. CUMMINGS, J. J. Office of Inspector S< Auditor. Ip. 
22887; 015, 


— 8404030024 Requests comments on Ofc of Inspector 8e Auditor 

recommendations as applied to release of draft insp rept S' 
notice of violation to licensee. 

PALLADINO, N. J. Commissioners, 82/09/16. DIRCKS, W, J. Office of 
the Executive Director for Operations. Ip. 22887:044. 


— 8404030025 Discusses safety corrections re verbal exit interviews. 
Related info end, 

REHM, T. Office of the Executive Director for Operations, 
83/05/10. FAY, E. Office of Congressional Affairs. 8pp, 

22887: 016. 


— 8404030026 Advises that draft insp repts not issued to licensees or 
agents w/o permission, 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/03/28. DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. HAYNES, R. C. Region 1, Office of Director. 

0 'REILLY, J. P. Region 2, Office of Director. Ip. 22887:024. 


— 8404030027 Discusses policy to release insp repts only in final form 
it to withhold draft repts unless permission granted. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
82/10/01. PALLADINO, N. Commissioners. Ip. 22887:045, 


—8404030042 Forwards final signed rept of investigation re Hayward Tyler 
Pump Co. Requests meeting on 821201 to discuss rept. 

SNIEZEK, J. H. Director's Office, Office of Inspection and 

Enforcement. 82/11/16. COLLINS, J. Region 4, Office of Director, 

Ip. 22887:039. 


— 8404030044 Supports suggestion re Ofc of Inspector Auditor survey 
of NRC QA/QC programs. Contact w/other Commissioners 
requested. 

PALLADINO, N. Commissioners. COMNP-81-8. 81/11/04, OILINSKY, V, 

Commissioners. Ip. 22888:012. 


— 8404030045 Informs of prohibition against disseminating or discussing 
draft insp or investigation repts u/licensees or licensee 
agents (Regional Ofc Instruction 0908). 

0 'REILLY, J. P. Region 2, Office of Director. 82/08/31. Region 
2, Office of Director. 3pp. 22887:053. 


— 8404030046 Discusses alleged improprieties by Region V inspector 
during investigation at facility, 

GAMBLE, D.H., RESNER, M. E. Office of Inspector it Auditor, 82/05/24, 
CUMMINGS, J. J. Office of Inspector &t Auditor. 2pp. 22887:040, 

24X Fiche: 50-000, 84/02/13, 8404030018. 


— 8404030049 Advises that draft insp repts will not be reviewed w/or 
given to licensees or licensee agents w/o permission. 

DIRCKS, W, J, Office of the Executive Director for Operations. 
82/07/30 DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. HAYNES, R. C. Region 1, Office of Director. 
O'REILLY, J, P. Region 2, Office of Director. Ip. 22887:042 


— 8404030052 Discusses unauthorized distribution of Xe-133 by Nuclear 
Pharmacy, Inc. NRC News Announcement 79-67 re proposed fine 
end. 

DAVIS, A. B, Region 3, Chicago, Fuel Facility i< Materials Safety 
Branch. 79/04/16. HIGGINBOTHAM, L. Division of Fuel Facility S< 
Materials Safety, 2pp. 22887:101. 
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— 8404030053 Advises that attached nemo re Ofc of Inspector it Auditor 
survey of NRC QA/QC programs completes SECY action on COMNP 
i: COMNP-ai-8. W/o end, 

CHILK,S. J. Office of the Secretary of the Commission. 81/11/10 
PALLADIh40d4. Commissioners. Ip. 22888:013, 


— 8404030054 Requests Commission meeting to discuss hour NRC should 
proceed in addressing QA/QC problems. 

AHEARNEi J. Commissioners. 82/01/13. Office of the Secretary of 
the Commission. Ip 22888:014. 


— 8404030055 Comments on 821221 memo re releasing investigative repts to 
p ub 1 i c . Po 1 i c y should recognize that subsequent followup 
dispositional activities may be taken by regions. 

O'REILLY, J. P. Region 2, Office of Director. B2/12/29. STELLO, V. 
Regional Operations .Si Generic Requirements. 3pp. 22887:058. 


— 8404030056 Response of Nuclear Pharmacy,Inc to notice of violation -S 
intention to propose civil penalties based on unauthorized 
distribution of Xe-133 

VAKERICS, T. V. , VEYE. M E, 0 'Connor S Hannan. YEVE, M E. Nuclear 
Pharmacy, Inc. 79/10/22 259pp 22887: 103, 


— 8404030082 Requests comments on proposed changes to strengthen QA 
programs. Programs most promising for Commission 
consideration should be identified. 

PALLADINO, N. J. Commissioners. 82/01/17. CUMMINGS, J. J. Office of 
Inspector St Auditor. Ip. 22888:000. 


— 8404030019 Discusses Ofc of Inspector & Auditor review of NRC QA/QC 
activities for nuclear power reactor const. 

CUMMINGS, J. J. Office of Inspector & Auditor. 81/12/14. 

PALLADINO, GILINSKY, BRADFORD Commi ssi on er s . 2pp. 22888:009. 


— 8404030021 Discusses enforcement action against pharmacy distributing 
Xe-133 as radiopharm for human use, per 790223 telcon. 

Written confirmation of FDA regulations requested. 

K£PPLER,J. G. Region 3, Chicago, Office of the Director. 79/02/26. 
PODLISKA, R. Food fy. Drug Administration. 2pp. 22887:097. 


— 8404030022 Forwards Martin 830420 memo to Dircks re release of 
investigation repts. 

REHM, T. A. Office of the Executive Director for Operations. 
83/05/04. CUMMINGS, J. J. Office of Inspector & Auditor. Ip. 
22887: 015. 


— 8404030057 Advises that survey of NRC QA/QC programs for nuclear power 
reactor const will begin during wk of 811102, Audit milestone 
resource schedule end. 

CUMMINGS, U. J Office of Inspector & Auditor. 81/10/30. 

DIRCKS, W. J Office of the Executive Director for Operations. 4pp. 
22888' 015. 


— 8404030024 Requests comments on Ofc of Inspector Si Auditor 
recommendations as applied to release of draft insp rept 
notice of violation to licensee. 

PALLADINO, N. J. Commissioners. 82/09/16. DIRCKS, W. J. Office of 
the Executive Director for Operations. Ip. 22887:044. 


— 840403'005S Suggests rewording draft policy statement re distribution 
of draft repts of insps invests gations, per 830419 memo 
Revised draft Itr from WJ Dircks to IE •?< end 

0 'REILLY, U, P. Region 2, Office of Director 03/0-/22 REHM. T. A. 
Office of the Executive Director for Operations. 4pp. 22887:061. 


--0404030061 Responds to 030606 memo re distribution of draft insp it 
investigation repts. Policy impact on prompt i< dear exchange 
of safety info w/licensees at day-to-day working levels 
q«est ioned , 

O'REILLY, J. P. Region 2, Office of Director. 83/06/10, STELLO, V. 
Regional Operations & Generic Requirements. 12pp. 22887.065. 


— 8404030063 Requests assistance from Computerized Info Branch re NRC QA/ 
QC insp program. 

0OULDEN, H. Office of Inspector & Auditor 81/10/26. COBB.L I. 
Director's Office, Office of Inspection and Enforcement Ip. 

22888: 019. 


— 8404030064 Advises of uncertainty re limits of prohibition on release 
of draft insp repts to persons outside ag ency. Examp le of 
borderline situation end. 

MARTIN, J B, Region 5, Office of Director, 83/04/20. DIRCKS, W. J. 
Office of the Executive Director for Operations, 20pp. 22837:077, 


— 8404030066 Discusses alleged omission of info from Stepan Che.mical Co 
license application use of radioactive matl in 
unrestricted area, per IE Insp Repts 40-8610/80-02 it 
40-8610/80-01. 

RESNER, M. E. Office of Inspector it Auditor. 81/06/25. 

CUMMINGS, U.U Office of Inspector it Auditor. Ip, 22888:001. 


— 8404030025 Discusses safety corrections re verbal exit interviews. 
Related info end. 

REHM, T. Office of the Executive Director for Operations. 
83/05/10. FAY,E. Office of Congressional Affairs. QpP- 
22887: 016. 


— 8404030026 Advises that draft insp repts not issued to licensees or 
agents w/o permission. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/03/28. DEYOUNG, R.C. Director's Office, Office of Inspection 
and Enforcement. HAYNES, R. C. Reoion 1, Office of Director. 
O'REILLY. J. P. Region 2, Office of Director. Ip. 22887:024. 


—8404030027 Discusses policy to release insp repts only in final form 
•®; to withhold draft repts unless permission granted. 

DIRCKS, W. U. Office of the Executive Director for Operations. 
82/10/01. PALLADINO, N. Commissioners. Ip. 22887:045. 


— 8404030029 Submits results of oral discussions re release of draft 
investigation repts. No draft investigation repts provided 
to licensees since 19B1 in Regions II, III Zt IV. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 83/03/02. REHM, T. A. Office of the Executive 
Director for Operations. 2pp. 22887:046. 


— 8404030030 Notification of significant licensee meeting on 790315 
w/Nuclear Pharmacy, Inc in Glen Ellyn, IL to discuss results 
of two recent insps of facilities in Milwaukee, WI 
Elmhurst. IL 8< to outline enforcement considerations. 

* Region 3, Chicago, Office of the Director. 79/03/15. Region 
3, Chicago, Office of the Director. Ip. 22887:099. 


— 8404030067 Requests data for Ofc of Inspector Si Auditor survey of NRC 
QA programs for nuclear power reactor & printouts for listed 
dockets. 

BOULDEN,H. Office of Inspector S< Auditor, 81/08/14. COBB, L. U. 
Director's Office, Office of Inspection and Enforcement. Ip. 
22888:020. 24X Fiche: 50-000, 84/02/13, 8404030018. 


— 840'!030071 Discusses Ofc of Inspector 8< Auditor 810625 memo re 
investigation of Stepan Chemical Co. Clarifies minor error in 
memo. 

STELLO, V. Director's Office, Office of Inspection and Enforcement. 

81/09/08, CUMMINGS, U, J, Office of Inspector & Auditor. Ip 
22888: 002. 


— 8404030074 Submits comments Zt observations re Stepan Chemical,per 
810728 meeting. 

CUMMINGS, U. U. Office of Inspector & Auditor, 81/09/15, STELLO, V. 

Director's Office, Office of Inspection and Enforcement. 3pp. 
22888; 003 


— 8404030078 Comments on EDO B2012I memo re initiatives to improve QA at 
const sites. More intensive review of QA/QC documentation 
needed 

BOULDEN, H Office of Inspector Z>. Auditor. 82/02/17. MESSENGER,©. 
Office of Inspector Zt Auditor. 2pp. 22888:006. 


•8404030032 Discusses provisions for releasing draft insp repts or 
portions of repts in extraordinary situat i ons. Draft memo 
fro.-n JP O'Reilly to WU Dircks end. 

ALLAN, U.M. Region 1, Office of Director. 83/04/04. DIRCKS, W. J. 
Office of the Executive Director for Operations. Spp. 22887:025. 


— 8404030034 Advises that steps taken to assure draft insp 
released prematurely. 

KEPPLER.J. G. Region 3, Office of Director. 83/04/01. 
Office of the Executive Director for Operations. Ip. 


repts not 

DIRCKS, W. U. 
22887; 033. 


— 8404030035 Provides info re release of draft insp repts, per 
Congressman Markey 830218 Itr to Chairman Palladino & 

RC Young 830302 memo 

DEYOUNG, R C. Director's Office, Office of Inspection and 
Enforcement. 83/03/10. REHM, T. A. Office of the Executive 
Director for Operations. 4pp. 22887:048. 


— 8404030036 Advises that survey of QA/QC programs for nuclear power 
reactor const should not begin until Commission consider’s 
matter further, per Ofc of Inspector Zt Auditor 811030 memo. 

W/o stated end. 

CHILH, S. J. Office of the Secretary of the Commission. COMNP-Sl-8. 

31/11/10. DIRCKS, W. J. Office of the Executive Director for 
Operations. CUMMINGS, U J. Office of Inspector & Auditor. Ip. 
22888:011. 


— 8404030038 Recommends maintaining principle of not releasing draft insp 
repts. Related info end, 

COLLINS, J.T. Region 4, Office of Director. 83/04/01. 

Office of the Executive Director for Operations. 3pp- 


DIRCKS, W, U. 
22887: 034. 
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— 8404030040 Responds to 830328 inemo re release of draft insp repts. Steps 
taken to prevent premature release of draft insp repts. 

KEPPLER. J. 0. Region 3, Office of Director. 83/04/01. DIRCKS^ W. J. 

Office of the Executive Director for Operations Ip. 22887:052. 


— 8404030042 Foruards final signed rept of investigation re Hayward Tyler 
Pump Co. Reciuests meeting on 821201 to discuss rept. 

SNIEZEK. J. H. Director's Office, Office of Inspection and 

Enforcement. 82/11/16. COLLINS, J. Region 4, Office of Director. 

Ip. 22887:039. 


— 8404030044 Supports suggestion re Ofc of Inspector Sk Auditor survey 
of NRC QA/QC programs. Contact u/other Commissioners 
requested. 

PALLADIMQ, N. Commissioners. C0MNP~81-8. 81/11/04. GILINSKY, 0. 

Commissioners. Ip. 22888:012, 


— 8404030045 Informs of prohibition against disseminating or discussing 
draft insp or investigation repts u/licensees or licensee 
agents (Regional Ofc Instruction 0908). 

□ 'REILLY, J. P. Region 2, Office of Director. 82/08/31. Region 
2, Office of Director. 3pp. 22887: 053, 


— 8404030046 Discusses alleged improprieties by Region V inspector 
during investigation at facility. 

GAMBLE, D.H., RESNER,M, E. Office of Inspector fj. Auditor. 82/05/24. 

CUMMINGS, J. J- Office of Inspector St Auditor. 2pp. 22887:040. 

24X Fiche: 50-000, 84/02/13, 8404030018. 


— 8404030049 Advises that draft insp repts will not be reviewed w/or 
given to licensees or licensee agents ui/o permission. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
82/07/30, DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. HAYNES, R. C. Region 1, Office of Director. 

0 'REILLY, J. P. Region 2, Office of Director. Ip. 22887:042. 


— 8404030052 Discusses unauthorized distribution of Xe-133 by Nuclear 
Pharmacy, Inc NRC News Announcement 79-'67 re proposed fine 
end. 

DAVIS, A, B. Region 3, Chicago, Fuel Facility & Materials Safety 
Branch. 79/04/16. HIGGINBOTHAM, L. Division of Fuel Facility it 
Materials Safety. 2pp. 22887:101. 


— 8404030053 Advises that attached memo re Ofc of Inspector & Auditor 
survey of NRC QA/QC programs completes SECY action on CQMNP 
St COMNP-ei-a. W/o encl. 

CHILK, S. J. Office of the Secretary of the Commission. 81/11/10. 
PALLADINO, N. Commissioners. Ip. 22888:013. 


— 8404030054 Requests Commission meeting to discuss ht)W NRC should 
proceed in addressing QA/QC problems. 

AHEARNE, U, Commissioners. 82/01/13. Office of the Secretary of 
the Commission, Ip, 22888:014, 


— 8404030055 Comments on 821221 memo re releasing investigative repts to 
pub 1 i c . Pol icy should recognize that subsequent followup it 
dispositional activities may be taken by regions. 

0 'REILLY, J. P. Region 2, Office of Director. 82/12/29. STELLO, V. 
Regional Operations i>. Generic Requirements. 3pp. 22887:058 


-•-8404030056 Response of Nuclear Pharmacy, Inc to notice of violation it 
intention to propose civil penalties based on unauthorized 
distribution of Xe-133. 

VAKERICS, T. V. , VEVE, M. E. O'Connor 8< Hannan, VEVE, M. E. Nuclear 
Pharmacy, Inc. 79/10/22. 259pp, 22887: 103. 


— 8404030057 Advises that survey of NRC QA/QC programs for nuclear power 
reactor const will begin during wk of 811102. Audit milestone 
fy. resource schedule end. 

CUMMINGS, J. J. Office of Inspector it Auditor, 81/10/30, 

DIRCKS, W.J. Office of the Executive Director for Operations. 4pp. 
22888:015. 


— 8404030058 Suggests rewording draft policy statement re distribution 
of draft repts of insps it investigations, per 830419 memo. 

Revised draft Itr from WU Dircks to IE it regions end. 

0 'REILLY, J. P. Region 2, Office of Director. 83/04/22. REHM, T, A. 
Office of the Executive Director for Operations. 4pp. 22887: 061. 


— 0404030061 Responds to 830606 memo re distribution of draft insp «t 
investigation repts, Policy impact on prompt it dear exchange 
of safety info w/Iicensees at day-to-day working levels 
questioned, 

O'REILLY. J. P, Region 2, Office of Director. 83/06/10. STELLO, V. 
Regional Operations it Generic Requirements. 12pp. 22887: 065. 


— 8404030063 Requests assistance from Computerized Info Branch re NRC QA/ 
QC insp program. 

BOULDEN, H, Office of Inspector it Auditor. 81/10/26. COBB,L. I. 
Director's Office, Office of Inspection and Enforcement, Ip, 

22888; 019. 


— 8404030064 Advises of uncertainty re limits of prohibition on release 
of draft insp repts to persons outside ag ency. Example of 
borderline situation end. 

MARTIN, J.B. Region 5, Office of Director. 83/04/20. DIRCKS, W, J. 
Office of the Executive Director for Operations. 20pp. 22887:077. 


— 8404030066 Discusses alleged omission of info from Stepan Chemical Co 
license application i. use of radioactive matl in 
unrestricted area, per IE Insp Repts 40-8610/80-02 & 

40-8610/80-01. 

RESNER.M. E. Office of Inspector it Auditor. 81/06/25, 

CUMMINGS, J. J. Office of Inspector it Auditor. Ip. 22888:001, 


— 8404030067 Requests data for Ofc of Inspector 8t Auditor survey of NRC 
QA programs for nuclear power reactor it printouts for listed 
doc kets. 

BOULDEN, H. Office of Inspector it Auditor. 81/08/14. COBB, L. J. 
Director's Office, Office of Inspection and Enforcement. Ip. 
22883:020. 24X F i c he : 50-000, 84/02/13, 8404030018. 

— 8404030071 Discusses Ofc of Inspector & Auditor B10625 memo re 
investigation of Stepan Chemical Co. Clarifies minor error in 
memo. 

STELLO, V. Director's Office, Office of Inspection and Enforcement. 

81/09/08, CUMMINGS, J. J. Office of Inspector it Auditor. Ip. 
22888: 002. 


— 8404030074 Submits comments 8< observations re Stepan Chemical, per 
810728 meeting. 

CUMMINGS, J. J. Office of Inspector & Auditor. 81/09/15. STELLO, V. 

Director's Office, Office of Inspection and Enforcement. 3pp. 

22888: 003. 

— 8404030078 Comments on EDO 820121 memo re initiatives to improve QA at 
const sites. More intensive review of QA/QC documentation 
needed. 

BOULDEN, H. Office of Inspector it Auditor. 82/02/17. MESSENGER, 0. 
Office of Inspector it Auditor. 2pp. 22888:006. 


— 8404030082 Requests comments on proposed changes to strengthen QA 
programs, Programs most promising for Commission 
consideration should be identified. 

PALLADINO, N. J. Commissioners. 82/01/19. CUMMINGS, J, J. Office of 
Inspector it Auditor. Ip. 22888:008. 


8404040017 FOIA request for records generated in connection w/ 
investigation of issues raised by H Langley it. in camera 
witnesses who testified in licensing proceeding. 

GARDE, B.P. Government Accountability Project. 84/01/18. Office 
of Administration. 2pp. 22889:008. 24X Fiche; 50-413, 84/01 /IS, 

8404040017. 


8404040021 Partial response to FOIA request for records generate-d as 
result of investigation into issues raised by H Langley 8< 
in camera witnesses who testified in licensing proceeding. 

Forwards App A, B 8,. C documents, Records also in PDR. 

FELTON, J, M. Division of Rules and Records. 84/02/22. GARDE, B. P. 
Government Accountability Project. 5pp. 22889:010. 24X 

Fiche: 50-413,84/02/22, 8404040021. 


— 8404040024 Provides prioritization of concerns received from ASLB re 
issues to be addressed at resumption of hearings. 

URYC, B. Region 2, Office of Director. 84/01/06. HERDT,A. Region 
2, Office of Director. Ip. 22889:015. 24X Fiche: 50-413, 84/02/22, 
8404040021. 


— 8404040028 Advises that case numbers have been assigned to in camera 
al legations/allegers, RI I-a3-A”0091 assigned to Nunn 8, 

RII-84-A-0004 to Langley. 

URYC, B. Region 2, Office of Director. 84/01/06. HERDT,A. Region 
2, Office of Director. Ip. 22889:016. 24X Fiche: 50-413, 84/02/22, 

8404040021. 


— 8404040029 Discusses concerns expressed by in camera alleger in 
interview conducted by N Economos on 831116-17. 

URYC, B. Region 2, Office of Director. 83/12/05. HERDT,A. Region 
2, Office of Director. 4pp, 22889:017. 24X Fiche: 50-413, 

84/02/22, 8404040021. 


— 8404040032 Requests assistance in performing interview w/alleger re 
possible welding it instrumentation problems of QC 
insp ectors, Case R I I-83-A-0091, 

HERDT,A. R. Region 2, Office of Director. 83/11/15. TODD, 0. A. 
Region 2, Office of Director. Ip, 22889:021. 24X 

Fiche: 50-413, 84/02/22, 8404040021. 


—8404040034 Testimony of UM McConaghy.LR Earner, JP Akers, JE Cavender, 
LW Rudasill,JC Sh ropsh ire, RP Ruth it DH Llewellyn re in 
camera witness allegations concerning laminations. 

MCCONAOHY, J. M. , BARNES, L. R. , AKERS, J. P. Duke Power Co. 84/02/22. 
ISpp. 22889:180. 24X Fi che : 50-413, 84/02/22, 8404040021. 
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•8404040035 Forwards allegation rept by N Economos resulting From 
interview w/alleger re possible welding problems 
intimidation of QC inspectors. 

TODD. 0. A. Region 2. Office of Director. 83/11/03. HERDT, A R. 
Region 2. Office of Director. 23pp. 22889:022. 24X 

Fiche: 50-413, 84/02/22. 9404040021, 


— 8308180439 Trip rept of attendance at 830804 meeting in Charlotte, NC re 
ultrasonic testing sizing of intergranular stress corrosion 
crac k ing. Ad vanced techniques for sizing much better than 
conventional technique. 

CHENG, C.Y. Materials Engineering Branch. IEB-83-02 83/08/08 

LIAW, B. D. Materials Engineering Branch. 7pp. 22916:269. 


— 8404040039 Forwards statement of concerns based on 831014 discussions 
w/NRC inspector N Economos. Related info end, 

TODD, G. A. Region 2, Office of Director. 83/10/18. NUNN, H. S. 
Affiliation Not Assigned, 8Spp. 22889:044. 24X 

Fiche: 50-413, 84/02/22, 8404040021. 


— 8404040042 Testimony of WE Rogers, LR Barnes, LW Rudasill.EG McKenzie, 
KR Webber, JC Shropsh ire, HR Barker, DH Llewellyn & JR Wilson 
re in camera witness allegations concerning foreman 
override. 

ROGERS, W.E., BARNES, L.R., RUDASILL, L. W. Duke Power Co. 84/02/22. 
24pp. 22889:131. 24X Fiche : SO-413, 84/02/22, 8404040021. 


— 8404040049 Testimony of WE Rogers, LR Barnes, LW Rudasill.JE Cavender, 
AW Roy & DH Llewellyn concerning in camera witness 
allegations re welding matl. 

ROGERS, W.E., BARNES, L.R., RUDASILL, L. W. Duke Power Co. 84/02/22. 
9pp. 22889:195. 24X Fi ch e : 50-413, 84/02/22. 8404040021 . 


— 8404040053 Testimony of JE Cavender, WE Rogers, DH Llewellyn St LR Barnes 
re in camera witness allegations concerning accuracy of 
radiographs. 

CAVENDER, J. E. , ROGERS, W E, , LLEWELLYN. D. H. Duke Power Co, 

84/02/22. 9pp. 22889:204, 24X Fiche: 50-413, 84/02/22, 8404040021. 


— 8404040055 Forwards affidavit of H Langley re QC concerns for info S< 
review. 

GARDE, B.P. Government Accountability Project. 84/01/27, URVC, B. 
Region 2, Office of Director. Ip. 22889:213. 24X 

Fiche: 50-413, 84/02/22, 8404040021. 


— 8308290246 Outlines evaluation procedures & acceptance criteria for 
austenitic piping (Subarticle IWB-3640 associated App X). 

Addl info resulting from ongoing research will be available 
by Winter 1983 endorsement. 

MINOGUE, R. B. Office of Nuclear Regulatory Research, Director. 
83/08/15. DEYOUNG, R.C. Director's Office, Office of Inspection 
and Enforcement. Ip. 22916:258. 


— 8309060313 Delineates position re const requirements for replacement of 
EWR piping sys. Unless otherwise advised, submitted position 
will be used in 830330 meeting to discuss recirculation sys 
replacement piping. 

BOSNAK, R, J, Mechanical Engineering Branch. 83/08/24. KNIGHT, J.P. 

Assistant Director for Comp. & Structures Engineering (Post 
830201). 2pp. 22916:264. 


— S3090S'02S4 Suppls 830305 comments on EPRI S30S04 round— robin rept, 
"Ultrasonic Siring Capability of Intergranular Stress 
Corrosion Cracking & Relation to Flaw Evaluation 
Procedures. " Training course per IE Bulletin 83-02 needed. 
JOHNSTON, W. V. Assistant Director for Matls, Chem. & Environ 
Technology (Post 830201 ) . IEB-e3-02. 83/08/30. VOLLMER.R.H. 

Division of Engineering. 4pp. 22917:074, 


— 8309090042 Forwards corrected version of figures on 1 ea k-b ef ore— break . 
Results suggest that lowering leakage limit can 
significantly increase leak-before-break margin in severely 
degraded 10-inch piping. 

SHACK, W.J. Argonne National Laboratory, 83/08/30. VOLLMER, R. 
Division of Engineering. 5pp. 22916:029. 


—8404040057 Affidavit of H Langley re QC concerns at site. 

LANGLEY, H Affiliation Not Assigned. 84/01/26. 15pp. 22889:214. 

24X Fiche: 50-413, 84/02/22, 8404040021. 


—8404040060 Testimony of LR Davison re Langley allegations pertaining 
to alleged harassment of welding inspector L Harris 
DAVISON, L.R. Duke Power Co, 84/02/22. 4pp. 22889:229. 24X 

Fiche; 50-413. 84/02/22, 8404040021. 


— 8404040066 Testimony of LR Davison re Langley allegation of prior 
notification of NRC insps. 

DAVISON, L.R, Duke Power Co. 84/02/22. 5pp. 22889:233. 24X 

Fiche; 50-413, 84/02/22, 8404040021. 


— 8309120511 Advises that NRC should accept completion of EPRI course, 
"Ultrasonic Test Operator Training for Intergranular Stress 
Corrosion Cracking," as meeting intent of performance 
capability demonstration specified in IE Bulletin 83-02. 

LIAW, B. D. Materials Engineering Branch, IEB~83-02. 83/08/22. 

VOLLMER, R. H, Division of Engineering. Spp. 22916:228. 


— 8309260442 Details info utils must provide for NRC safety evaluation on 
inter granu lar stress corrosion cracking pipe cracks. Info due 
3 wks prior to SER due date. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. & Environ 
Technology (Post 830201). 83/09/16. LAI NAS, G. C. Assistant 

Director for Operating Reactors. 3pp. 22917:027. 24X 

Fiche: 50-000, 84/02/28, 8404050060. 


— 8404040070 Testimony of DL Freeze concerning Langley allegation re 
prior notification of NRC insp. 

FREEZE, D.L. Duke Power Co. 84/02/22. 4pp. 22889:238. 24;< 

Fiche; 50-413, 84/02/22, 8404040021. 


— 8404040073 Testimony of RA Morgan concerning Langley allegation re 
prior notification of NRC insp. 

MORG.AN,R. A. Duke Power Co. 84/02/22. 3pp. 22889:242. 24'< 

Fiche; 50-413. 84/02/22, 8404040021. 


— 8404040076 Testimony of L Harris re Langley allegation concerning 
•prenotif ication of NRC insp. 

HARRIS, L. Duke Power Co. 84/02/22, 2pp. 22889:245, 24X 

Fiche: 50-413, 84/02/22, 8404040021, 


— 8404040079 Testimony of TH Mullinax re Langley allegations pertaining 
to alleged harassment of welding inspector. Related info 
end, 

MULLINAX, T. H. Duke Power Co. 84/02/22. 141pp. 22889:247. 24X 

Fiche: 50-413, 04/02/22, 8404040021. 


— 8309260587 Discusses review of NRC requirements for mudear power 
plant piping. Mod of program & resource requirements to 
implement CRGR recommendation re stress corrosion cracking 
requested. 

DIRCKS, W, J. Office of the Executive Director for Operations. 
83/09/14. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 4pp. 22916’ 036. 


— 8310200117 Trip rept of attendance at 830907-09 workshop on ultrasonic 
test sizing of intergranular stress corrosion cracking, 
held at EPRI NDE Ctr, Char 1 otte, NC. 

CHENG, C. Y. Materials Engineering Branch. 83/10/06, LIAW, B. D. 
Materials Engineering Branch. 15pp. 22916:096. 


— 8310250184 Informs that Region I obtaining relevant raw UT data re 
welds. Evidence suggests IHSI does not propagate cracks 
any more than would normally be associated w/stretching 
crack open. IHSI could make cracks easier to find. 

LIAW.B.D. Materials Engineering Branch. 83/10/18. VOLLMER, R.H. 
Division of Engineering. Ip. 22916:256. 24X 

Fiche; 50-000, 84/02/28, 8404050060. 


S40405005B FOIA request for three categories of documents re pipe 
cracking in BWRs. 

BELL, N. Nuclear Information St Resource Service, 84/01/04. Office 
of Administration. 2pp. 22916:001. 


8404050060 Partial response to FOIA request for three separate 
categories of documents re pipe crack probl ems, Forwards App 
A documents. Search for addl documents continuing. 

FELTON, J. M. Division of Rules and Records. 84/02/28, BELL, N. 
Nuclear Information Resource Service. Spp. 22916:003. 24X 

Fiche: 50-000, 84/02/28, 8404050060. 


— 8311220265 Discusses adequacy of ultrasonic testing techniques 8< 
personnel qualif Ication criteria for detection of 
intergranular stress corrosion cracking in nuclear power 
plant piping (ref IE Bulletin 83-02). 

GIESKE, J.H. Sandia Laboratories, IEB-83-02. 83/11/11. STARK, R. 

Office of Nuclear Reactor Regulation, Director. 5pp. 22916:040. 


— 8311300104 Responds to 831104 memo requesting rough ranking of BWRs 
according to potential for severe pipe cracking or rupture. 

Severe cracking could occur in most BWRs, 

DIRCKS, W. J. Office of the Executive Director for Operations, 
83/11/08. GILINSKY, V. Commissioners. Ip. 22916:263, 


— 85J1100365 Informs of seeks endorsement of action plan re BWR Pipe 
Cracking Program, Rev to NUREG-0313 St completion of 
Multi— Plant Action B-05 w/modified work scope St accelerated 
completion schedule planned. 

LIAW, B, D, Mechanical Engineering Branch. 82/12/27. VOLLMER, R. H. 
Division of Engineering. 12pp. 22916:291. 


— 8312210306 Requests assistance in risk assessment due to intergranular 
stress corrosion cracking St impact assessment of proposed 
NRC reinsp program. Issues addressed in end JE Zerbe 031117 
memo to Commission. 

VOLLMER, R H. Division of Engineering. 83/12/09, SPEIS, T. P. 
Division of Safety Technology. 2pp. 22916:259. 
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— 8312210309 Lists topics to be covered in staff requirements nemo* based 
on staff Zf. EPRI S31109 Commission briefing on BWR pipe 
cracks. 

ZERBE* J. E. NRC - No Detailed Affiliation Given. 83/11/17. 

PALLADINO* N. J. , OILINSKY* V. , ROBERTS* T. M. Commissioners. 2pp. 
22916:261. 


— 8312230038 Responds to four questions raised in 831117 memo re BWR pipe 
cracking prob lem. Draft generic Itr re procedural guidance 
for pipe replacement at BWRs end. 

DIRCKS* W. J. Office of the Executive Director for Operations. 

83/12/08. ROBERTS* T. M. Commissioners 10pp. 22916: 246. 


—8401060119 Discusses 831013 allegations concerning replacement program 
for recirculation sys p ip ing. A1 legation involves charges of 
removal of cladding u/hich previously protected sensitized 
weld buttering of 28-inch recirculation sys nozzle. 

EISENHUT, D. G. Division of Licensing. 83/12/23. NORELIUS* C, E. 
Division of Project &! Resident Programs. Ip, 22917:026. 24X 

Fiche: 50-000* 84/02/28* 8404050060. 


— 8401260520 Trip rept of BWR Owners Oroup/EPRI 831115-18 seminar in Palo 
Alto* CA on countermeasures for BWR pipe cracking, 

KQO* W. H. Materials Engineering Branch 84/01/17. LIAWtB.D. 

Materials Engineering Branch, 23pp. 22916:006, 


— 8402060541 Submits guidance for task group deliverables on NRC 
requirements. Cone lusions 8< recommendations should 
individually address each group of BWRs. 

VOLLMER.R, H. Piping Review Committee. 84/01/05. BUSH* S. H. 
Piping Review Committee. 2pp. 22916:034. 


—8402100399 Responds to 830103 memo re use of induction heating stress 
improvement <IHSI) techniques on welds in BWR plants & 
whether reinsp required after IHSI, Reinsp required in every 
instance, 

VOLLMERiR. H. Division of Engineering. 84/02/06.^ EISENHUT. D, O. 
Division of Licensing. 2pp, 22916:244, 


— 8404050074 Lists questions re induction heating stress improvement to 
be addressed by Task Group on Pipe Crac ks . Related info end. 

SHAO* L Piping Review Committee, 83/11/14, BUSH* S. Piping 
Review Committee. 25pp. 22916:045. 


— 84O4OSO0SO Summarizes info re intergranular stress corrosion cracking 
presented by Sweden at EPRI Remedial Action Symposium. 

WEEKS* U. R, Brookhaven National Laboratory. FIN A-4200. S3/12/05. 

LIAW* fl. D. Materials Engineering Branch. 2pp. 22916:084. 


— S404050087 Discusses EPRI round rooin on cracked pipe weld samples* in 
connection w/Task 1 of FIN A-3379* "Pipe Crack Evaluation 
in Operating BWRs. " 

AUERBACH* C, Brookhaven National Laboratory. FIN A-3379. 

S3/11/10. CHENG* C. Y Materials Engineering Branch, 2pp. 

2291,6: 086, 


— B4040500S9 Forwards statistical analysis of pipe weld test data. 
Significant difference exists between two test procedures 
performed 

NIYaOI*P. K. Reactor Risk Branch. 83/10/11. ROSS* D, F. Office of 
Nuclear Regulatory Research* Director. 3pp. 22916:088. 


—8404050093 Forwards comments on resolving pipe crack issues. Delegates 
S Bush as Chairman of Pipe Crack Subcommittee Under Piping 
Review Committee, 

VOLLHER. R. H. Division of Engineering. 83/08/26. DENTON. H. R. 
Office of Nuclear Reactor Regulation* Director, 5pp. 22916:091. 


— 8404050097 Forwards input on four questions re cracking in nuclear 
piping sys* in response to request. Related info end. 

MARSTON* T. U. Electric Power Research Institute, B3/0B/12. 
DENTON.H, NRC - No Detailed Affiliation Given, 42pp. 22916:111, 


— 8404050103 Discusses disposition of Green Ticket EDO 13918 re exam of 
cracked pipe sample. 

LIAW.B, D. Materials Engineering Branch. 83/12/29. Materials 
Engineering Branch. Ip. 22916:257. 


— 8404050111 Forwards comments re intergranular stress corrosion cracking 
in large piping in BWRs, Problem seems to be generic in 
nature. 

BUSH* S. H. Review 8< Synthesis Associates. 83/07/13, DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. 3pp. 22916:266. 


— 8404050116 Forwards acceptance criteria for BWR piping analysis & 
repair* addressing short-term safety concern while allowing 
industry to develop 8« implement replacement programs. 

VOLLMER.R. H. Division of Engineering. 83/07/06. DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. 3pp. 22916:276. 


— 8404050119 Forwards comments on draft order for int ergranular stress 
corrosion cracking insps. 

WEEKS* J. R. Brookhaven National Laboratory. 83/08/15. LIAW* B. D. 
NRC - No Detailed Affiliation Given, 10pp. 22916:279. 24X 

Fiche: 50-000* 84/02/28, 8404050060. 


— 8404050124 Discusses work plan schedule for proposed BWR pipe 
cracking action plan. Issue not listed in NUREG-0933 & has 
not been assigned safety priority ranking. Work plan 
development recommended. 

SPEIS* T. P. Division of Safety Technology. 03/01/17. VOLLMER* R. H. 
Division of Engineering. Ip. 22916:289. 


— 8404050126 Forwards BWR pipe cracking program action p Ian. Requests 
comments on plan by 830117, W/o end. 

VOLLMER, R. H. Division of Engineering. 83/01/03. ARLOTTQ* G. A. 
Division of Engineering Technology. EISENHUT* D, 0. Division of 
Licensing. SCHROEDER* F. Division of Safety Technology. Ip. 
22916: 290. 


— 8404050130 Forwards slide presentation* w/summary of 820916 meeting in 
Bethesda*MD re Intergranular Stress Corrosion Crack Progress 
Rept 8. 

GRIDLEY, R.L. General Electric Co. MFN-142-82. 82/09/30. 

JOHNSTON, W. V. Assistant Director for Matls Qual. Engineering 
<Pre 830201). 69pp. 22916:303. 


— 0404050140 Forwards questions re cracks in BWR primary piping* to be 
addressed at ACRS Metal Components Subcommittee 830519 
meeting. 

IGNE* E. 0. ACRS - Advisory Committee on Reactoi Safeguards. 
83/03/25, LIAW* B. D. Materials Engineering Branch. 2pp, 

22917: 078. 


8404090012 FOIA request for documents re nuclear pharmacy facilities 
operated by Nuclear Pharmacy*Inc in Philade Iphia* PA Zt Syncor 
ir PA, 

iF-'-MI’ r A FOI Services. 83/12/14. FELTON* J. M. Division of 
Rules and Records. Ip. 22973:001. 


8404090014 Responds to FOIA request for documents re nuclear pharmacy 
facilities operated by Nuclear Pharmacy* Inc in Ph i ladelph ia* 

PA .Ik Syncor in Pittsburgh * PA. Forwards documents. 

FELTON* J. M. Division of Rules and Records. 84/02/07. HAMMITT,H A. 
FOI Services. Ip. 22973:002. 


— 7903050013 Requests addl info re 781106 application for matl/ 
byproduct license. Info needed includes: backup 
instrumentation to survey meters, b ioassay program 
modified facility shielding diagram. 

DELMEDICO* J. Radioisotopes Licensing Branch <Pre 790501). 97400, 

79/02/06. SANCHEZ*R,L. Nuclear Pharmacy* Inc. Spp. 22973:229. 


—7903070167 Submits personal resume for WL Guthrey as part of Attachment 
"A" fco responses forwarded to NRC re license application for 
Philadelphia facility. 

SANCHEZ* R.L. Nuclear Pharmacy* Inc. 79/02/19. DELMEDICO* J. 
Radioisotopes Licensing Branch (Pre 790501). 6pp. 22973:179. 


— 7903090191 Request renewal to Mat 1 /By prod uc t Licenses 24-10617-01* 
34-16405-01 & 12-17190-01. 

REDMORE/O. Pharmaco Nuclear, Inc. 90609 . 79/02/09. VACCA* P. C. 

Radioisotopes Licensing Branch CPre 790501). SSpp, 22973:264. 


— 7903300420 Submits addl info requested by NRC Itr to support 
application to amend matl/bypraduct license at Ph iladelph ia* 
PA location re state license permit number* caiibr source ?< 
dosage dispensing containers. 

SANCHEZ, R.L. Nuclear Pharmacy, Inc. 79/03/12. DELMEDICO* J, 
Radioisotopes Licensing Branch (Pre 790501). Ip. 22973:172. 


— 7904240582 Submits addl info requested by NRC to support application 
to amend Matl/Byproduct License re PA State Pharmacy Permit. 
DESSEL*S. Nuclear Pharmacy, Inc. 79/03/26. DELMEDICO, J. 
Radioisotopes Licensing Branch CPre 790501), Spp. 22973:007. 


— 7905240171 Requests all future correspondence re matl/byproduct license 
application be sent to 4701 Fifth Ave* Pit tiburgh* PA 15213, 

REDMORE, 0. Pharmaco Nuclear, Inc. 79/04/20. DELMEDICO, J. 
Radioisotopes Licensing Branch (Pre 790501). 2pp. 22973:262, 


— 7905310154 Requests amend to Mat 1/Byproduct License 37-18461-OlMD 
authorizing S Dessel as user of radioactive matls. 

Curriculum vitae end, 

DE SANTIS* N. Nuclear Pharmacy* Inc. 99733. 79/04/30. 

DELMEDICO, J. Rad ioisotopes Licensing Branch (Pre 790501), 6pp, 
22973: 173. 
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— 7906220475 Submits addl info requested by NRC 790504 itr to support 
application for Matl/Byproduct License re training of 
W McHughs survey meters# sh ielding^ dispensi ng procedures E< 
monitoring of "hot lab." 

KEESEE#R. E. Pharmaco Nuclear# Inc. 9S6B9. 79/05/15. 

DELMEDICO. J. Material Licensing Branch, 6pp. 22973:256. 


— 7907130231 Submits addl info requested by NRC to support application 
re matl/by product license on S Bessel's training & 
experience. 

DESSELi S. Nuclear Pharmacy# Inc. 99733. 79/06/08. DELME0ICO# J. 

Material Licensing Branch. 7pp. 22973:093. 


— 7908220234 Application for amend of Matl/Byproduct License 37-18461-01. 
Amend authorizes subsidiary Elfreth Alley Apothecary to 
possess# use# pac kage# label St distribute matl in Items 6# 7 & 8 
of license St to retrieve waste generated from svc matl. 

DESSEL# S, Nuclear Pharmacy, Inc. 00618. 79/07/11. JACKSON#©. 

Material Licensing Branch. 2pp. 22973; 100. 


— 7908300606 Submits addl info requested by NRC 790504 Itr re application 
for matl/byproduct 1 i cense. Rece ived verbal permission from 
PA to open as pharmacy 8< will use 0.92 cm shield as unit 
dose syringe shield for technetium products. 

KEESEE#R, E. Pharmaco Nuclear# Inc. 98689. 79/07/10. 

DELMEDICO, J. Material Licensing Branch. 3pp. 22973:340. 


— 7909130222 Requests amend of Mat I /Byproduct License 37-18461-01 
authorizing use of basement as secondary storage area. 

DESSEL# S, Nuclear Pharmacy# Inc. 00947, 79/08/06. JACKSON# 0. 

Material Licensing Branch. 2pp. 22973:106. 


— 8002120172 Requests amend of Matl /By product License 37-18461-OlMD 
authorizing CW Stephens as radiation safety officer. 

STEPHENS. C. W. Nuclear Pharmacy# Inc. 02594. 80/01/25. 

Material Licensing Branch. 4pp. 22973:157. 


— 8007150278 Requests amend of Matl/Byproduct License 37-18461-OlMD# 
authorizing JM Fulton as radiation safety officer & adding 
E Tomasulo S' F Schweitzer as users of licensed matl. In-house 
bioassay program St leak testing requested. 

FULTON# J. M. Nuclear Pharmacy# Inc. 04287, 80/06/17. 

DELMEDICO# J. Material Licensing Branch. 19pp. 22973:039, 


— 8007150733 Requests amend of Mat 1/By produc t License 37-18467-OlMD to 
authorize use of 2101b depleted U as shielding for Union 
Carbide Mo-99/Tc-99m generators. 

REDMORE# 0. Pharmaco Nuclear# Inc. 04203. 80/06/09. VACCA# P. 

Material Licensing Branch. Ip. 22973: 358. 


— 8007160209 Notifies that Radiation Svc Organi zation# Laurel, MD# ui 11 be 
used as one source of commercial waste disposal. 

REDMORE/O. Pharmaco Nuclear# Inc. 1297. 80/06/10. VACCA# P. C. 

Material Licensing Branch. Ip. 22974:012. 


— 8009030176 Matl/Byproduct License 37-ie461-01MD for Elfreth Alley 
Apothecary is amended per 800617 Itr. Amend 6 authorizes 
users of licensed matl# designates JM Fulton as radiation 
safety officer St adds conditions of use. 

# Material Licensing Branch. 80/08/11, Ip. 22974:334. 


— 0009030319 Forwards amend to Matl/Byproduct License 37-18461-OlMD. 
Indicates that Schweitzer not added as authorized user# 
pending receipt of evidence of training. Leak testing of 
client sealed sources requires separate license. W/o end. 

DELMEDICO# J. M. Material Licensing Branch. 80/08/08. FULTON. J. M. 
Elfreth Alley Apothecary. 2pp. 22973:060. 


— 8010100016 Requests amend of Matl/By produc t License 37~18461-01MD to 
authorize GS Gillard S'. CM DeJuliis as users of licensed 
matl. 

MCDONALD, D. D. Nuclear Pharmacy, Inc. 05114. 80/09/05. 

DELMEDICO# J. Material Licensing Branch. 8pp. 22973:062. 


— 8002120330 Forwards training St experience qualif ications of 
MW Browning. 

STEPHE.NS. C W. Nuclear Pharmacy, Inc. 0213. 80/01/25. 

DELMEDICO, J. Material Licensing Branch. 4pp. 22973:153 


— 8002190697 Forwards current pharmacy permit. 

REDMORE. 0. Pharmaco Nuclear# Inc. 0087. 80/01/12. DELMEDICO# J. 

Material Licensing Branch. 2pp. 22973:346. 


—8002190786 Ac k receipt of 791212 application for amend of Matl/ 
Byproduct License 37-18461-OlMD. Requests addl info re 
training of MW Browning. Hours should be broken down into 
various categories such as lecture hours or lab hours. 
DELMEDICO# J. Material Licensing Branch. 02187. 80/01/23 

DESSEL# S. Elfreth Alley Apothecary. Ip, 22973:108. 


— 8003120003 Requests amend of Mat 1/Byproduct License 37-1 8467-01 MD. Amend 
authorizes dispensing any byproduct matl in 10CFR31. 11a 
according to provisions on label. 

REDMORE# G, Pharmaco Nuclear# Inc. 02634. 80/01/15. Material 

Licensing Branch. Ip. 22973:345. 


— 8003120008 Forwards fee for amend to Matl/Byproduc t License 
37- 18461-01 MD, 

STEPHENS, C. W. Nuclear Pharmacy# Inc. 02659. 00/01/29. 

DELMEDICO# J. Material Licensing Branch. Ip. 22973:161. 


— 8003120179 Ack receipt of 800115 Itr requesting amend to MatI#^Byproduct 
License 37“1S467-01MD. Requests addl info re possession limit 
for total of all radionuclides listed in Section 31.11. 

DELMEDICO# J. Material Licensing Branch. 02634, 80/02/13. 

REDMORE# G. Pharmaco Nuclear# Inc. 2pp. 22973:343. 


—8003130465 Matl/Byproduc t License 37-ia461-01MD for Elfreth Alley 
Apothecary is amended per 791212 application. Amend 3 
authorizes R Sanchez, A Solomon# S Dessel fit W Guthrey fit others 
to use fit/or supervise use of licensed matl. 

VACCA# P.C. Material Licensing Branch. 80/02/16. Ip. 22974:337. 


— 8011050374 Requests amend of Matl/By produc t License 37-18461-OlMD to 
authorize calibr of survey instruments by manufacturer or 
Radiation Mgt Corp. Bioassays will be performed once every 
two weeks. 

FULTON, J.M. Nuclear Pharmacy# Inc. 05635. 80/10/20. 

DELMEDICO, J. Material Licensing Branch. Ip, 22973:070. 


— 8012050094 Forwards NRC-313M Suppl A re training fit experience of OS 
Gillard fit C DeJulius.in response to 801021 Itr re Matl/ 

Byproduct License 37-18461-OlMD. 

FULTON, J.M. Nuclear Pharmacy# Inc. 05114. 80/10/28. 

DELMEDICO# J. Material Licensing Branch. 5pp. 22973:071. 


— 8012100639 Requests amend of Matl /By produc t License 37-1S467-01MD to 
authorize delivery of Mo-99 fit Tc-99m generators fit increase 
possession limit for Mo-99 to 40 Ci. 

REDMORE, G. Pharmaco Nuclear# Inc. " 05747. 80/10/28. DELMEDICO# J. 

Material Licensing Branch. 5pp. 22974; 007. 


—8101090767 Matl/Byproduct License 37-ie461-01MD for Elfreth Alley 
Apothecary is amended in its entirety per 800905 fit 1020 
Itrs. Amend 7 changes reading of Conditions 12 fit 20 re 
possession# USB# packaging fit distribution of licensed matls. 
DELMEDICO# J. Material Licensing Branch. 80/12/10. Ip. 

22974: 333, 


—8103050999 Matl/Byproduct License 37-1B461-01MD for Elfreth Alley 
Apothecary is amended per 801112 fit 1201 Itrs. Amend 8 changes 
reading of Subitems 6. A# 7. A# 8. A 8< 9. A authorizing Mo-99 
for redistribution of unopened generators. 

DELMEDICO# J. Material Licensing Branch. 81/01/15. 2pp. 
22974:331. 


— 8103100038 Requests amend of Matl/Byproduct License 37-18467-OlMD to 
increase max mCi quantity per vial or unit dose syringe fit to 
add Teledyne Isotopes# Westwood# NJ# as supplier of personnel 
monitoring devices. 

REDMORE, 0. Pharmaco Nuclear# Inc. 06502. 81/01/19. Material 

Licensing Branch. 6pp. 22974:001. 


—8003210435 Submits addl info requested by NRC 800213 Itr re matl/ 
byproduct license Describes possession limit for each 
radionuclide fit labeling fit distribution of in vitro test 
kits. 

REDMORE# G. Pharmaco Nuclear# Inc. 02634. 80/02/18. DELMEDICO# J. 

Material Licensing Branch. 2pp. 22973:359. 


— '8103120413 Forwards amend to matl/byproduc t 
be provided to drivers who load fit deliver 
W/o end. 

DELMEDICO# J, Material Licensing Branch. 
FULTON# J. M. Nuclear Pharmacy# Inc. Ip. 


license. Film badges 
Tc-'99m generators. 

06038. 81/01/15. 

22973: 084. 


should 


—8004170^3 Matl/Byproduct License 37-1S461-01MD for Elfreth Alley 
Apothecary is amended per 800125 Itr. Amend 4 authorizes 
AC Solomon# NM De Santis, SG Wilkerson#S Dessel# MW Browning 
S: W Guthrey as users of licensed matls. 

VACCA# P.C. Material Licensing Branch. 80/03/21. Ip. 22974:336. 


— 8103180900 Ack receipt of 810119 application for amend of Matl/ 
Byproduct License 37-1 8467-0 IMD. Addl info requested re 
max radiation level to be expected at surface of vial or 
syringe fit identif ication of nuclides for distribution. 
DELMEDICO# J. Material Licensing Branch. 06502. 81/02/10. 

REDMORE# 0. Pharmaco Nuclear# Inc. Ip. 22973:361. 
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-8103260213 Ac k receipt of 810127 application for amend of Matl/ 
Byproduct License 37-18461-OlMD. Addl info requested re 
ti Kelly course description 

DELMEDICO, J. Material Licensing Branch. 06668, 81/02/12. 

MCCLINTOCK, R. Nuclear Pharmacy, Inc. Ip. 22973:038. 


— 81040S0632 Forwards addl info requested by NRC 810212 1 tr re 
application for amend of Matl/By product License 
37-ia461“0lMD. Info includes description of user training 8« 
exper ience. Add ition of F Schweitzer to user list requested. 

FULTON, J. M. Nuclear Pharmacy, Inc. 0539. 81/03/19. DELMEDICO, U. 

Material Licensing Branch. 14pp, 22973:024. 


-8404090018 Forwards Amend 12 to License 37- 18461-OlMD. D Smith not 
added as authorized user. Documentation of training & 
experience requested, 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 82/08/13. 
DESSEL, S. Nuclear Pharmacy, Inc, DESSEL, S. Elfreth Alley 
Apothecary. Ip. 22973:003, 


-8404090020 Application for amend to License 37-18461-OlMD, inc lud ing 
Q Cease, G Doerr, R Asmus & D Smith as authorized users. 

MCDONALD, D. D. Nuclear Pharmacy, Inc. DDM 782-6. 82/07/19, 

DELMEDICO, J. Material Licensing Branch. 5pp. 22973:004. 


•8404090024 Notifies of author employment termination & designates 
R McClintock as acting director of radiation safety. 

FULTON, U.M. Nuclear Pharmacy, Inc. JMF 682-1. 82/06/16. 

DELMEDICO, J. Material Licensing Branch. Ip. 22973:009. 


■8404090028 Application for amend to License 37-ia461-01MD, increasing 
Mo~99/Tc-99m depleted U generator shielding possession 
limits to 35 Ci & 270 k g, respectively . 

FULTON, U.M. Nuclear Pharmacy, Inc. JMF 1018-1. 81/10/01. 

DELMEDICO, J. Material Licensing Branch. Ip. 22973:010. 


8404090034 Amend 13 to License 37-18467-OlMD for Syncor Corp, changing 
Conditions 12 iS< 13 re users of licensed matl & terms of 
use, per 831114 1 tr. 

VACCA,P.C, Division of Fuel Cycle & Material Safety. 84/01/09. 

Ip. 22974:044, 


8404090035 Forwards Amend 10 to License 37- 18461-OlMD, add ing RA Asmus 
as authorized user. License format changed. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety, 81/07/20. 
FULTON, U. M, Nuclear Pharmacy, Inc. FULTON, J. M, Elfreth Alley 
Apothecary. 13pp. 22973:011. 


8404090042 Amend 12 to License 37-18467-OlMD for Syncor Corp, changing 
licensee name from Pharmatopes, Inc to Syncor modifying 
Conditions 12 23 re users of licensed matl S; terms of 

use, per 830609 Itr. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 83/07/29. 
IP. 22974:043, 


8404090043 Application for amend to License 37-18461-OlMD, author i z ing 
use of 1-131 as chemical grade solution not for human use. 

DESSEL, S. Nuclear Pharmacy, Inc. SD 983-06. 83/09/13. MYERS, J. 

Division of Fuel Cycle Material Safety. 4pp. 22974:134. 


8404090044 Application for amend to License 37-18461-OlMDi a 1 lowing 
possession & reshipment of Mo-99/Tc-99m generators. 

FULTON, J.M. Nuclear Pharmacy, Inc. 80/12/02. 2pp. 22973:076. 


8404090046 Amend 11 to License 37-18467-OlMD for Pharmatop es, Inc, 
changing Condition 23 re terms of use, per 821129 Itr, 

Division of Fuel Cycle Material Safety, 83/01/14, Ip. 
22974; 042. 


8404090047 Application for amend to Licenses I 2-1 8044-0 IMD, 
48-17466-OlMD, 37-18461-OlMD, 37-19586-OlMD, 14-19990-01MD «< 
20-21227-01MD authorizing use of vendor pharmacy in Van 
Nuys, CA as alternate site for instrument calibr. 

DESSEL, S. Nuclear Pharmacy, Inc. 83/11/16. MYERS, J. Division of 
Fuel Cycle & Material Safety, 16pp. 22974; 138. 


8404090049 Forwards addl info needed to complete review of C Conklin- 
Reed training St experience for authorized user status. 

DESSEL, S. Nuclear Pharmacy, Inc, SD 683-11. 83/06/27. 

DELMEDICO, U. Division of Fuel Cycle St Material Safety, 3pp. 

22974: 154. 


8404090051 Application for amend to License 37-18461-OlMD, including 
C Conklin-Reed as authorized user. 

DESSEL, S. Nuclear Pharmacy, Inc. SD 503-1 83/05/13, 

DELMEDICO, J. Division of Fuel Cycle S< Material Safety. 5pp. 
22974: 157. 


— 8404090052 Amend to License 37-18467-OlMD for Pharmatopes, Inc, chang ing 
licensee name St address to Pharmatopes, Inc, 3402 Butler 
Str ee t, P i ttsb ur g h , PA, D er 821110 Itr. 

DELMEDICO, J Division of Fuel Cycle & Material Safety. 82/12/09. 

Ip. 22974:041. 


— 8404090053 Application for amend to License 37-18461“01MD, inc lud ing 
O Snyder as authorized user. Supporting documentation end. 

DESSEL, S. Nuclear Pharmacy, Inc. SD 783-07. 83/07/15. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety, 67pp, 
22974: 162. 


■ — 8404090056 Forwards J Maniz 5— yr college course summary describing 
ISO h of training. J Manzi will review college & pharmacy 
school curriculum to obtain remaining 20 h from 
radiochemistry elective taken in pharmacy school. 

DESSEL, S. Nuclear Pharmacy, Inc. SD 683-01. 83/06/01. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety, 5pp. 
22974; 229. 


— 8404090057 Ack receipt uf 800515 Itr in response to NRC 800219 S, 0407 
Itrs.RO McClintock cannot represent firm before NRC as 
former NRC emp loy ee. Unannounced insps will continue. 

STELLO, V. Director's Office, Office of Inspection and Enforcement, 
EA-ao-05 80/07/01 SANCHEZ, R, Nuclear Pharmacy, Inc 
SANCHEZ, R. Elfreth Alley Apothecary. 2pp. 22973:058. 


— 6404090061 Amend 9 to License 37-1S467-01MD for Pharmaco Nuclear, Inc 
changing Condition 12 to authorize OR Redmore,DA Hurwitz, 

T O'Hara, RE Keese WD McHugh, MB Nadel & PJ Sposato to 
supervise use of licensed matls, per 820510 Itr. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 82/06/18. 
Ip, 22974:040. 


— 8404090062 Application for amend to Licenses 37-18461-OlliD, 
37-19586-OlMD, 14- 1 9990-01MD, 12-18044-01MD, 4a-17466-01MD & 
20-2i227-01MD authorizing DL Wylie as corporate radiation 
safety officer. 

DESSEL, S, Nuclear Pharmacy, Inc. SD 583-05. 83/05/24. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 6pp. 
22974: 234. 


— 8404090064 Forwards Amend 4 to License 37-18461-OlMD S< requests addl 
info to complete action on amend request. 

DELMEDICO, J. Division of Fuel Cycle S< Material Safety. 80/03/21. 
Elfreth Alley Apothecary, 2pp. 22973: 169, 


— 840'1090066 Application for amend to License 37-18461-01MD< i dentif y ing 
BJ Crescenzi as authorized user, 

STEPHENS. C, W. Nuclear Pharmacy, Inc. 80/02/18. DELMEDICO, J. 
Material Licensing Branch. 7pp, 22973: 162. 


—8404090060 Forwards credentials indicating medical physicist training 
w/subspec ialty in nuclear medicine re license amend request 
authorizing author as radiation safety officer, 

WYLIE, D.L Nuclear Pharmacy. Inc W 583-2, 83/05/24. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety 5pp. 

22974: 240. 


— 8404090069 Amend 19 to License 37-ia461-01MD for Nuclear Pharmacy, Inc, 
changing Condition 12 re users of licensed matl, per 830715 
Itr. 

VACCA, P C. Division of Fuel Cycle & Material Safety. 83/08/09. 

Ip 22974:308. 


— 8404090074 Amend 18 to License 37-10461-OlMD for Nuclear Pharmacy, Inc, 
changing Conditions 12 & 24 re users of licensed mat! & 
terms of use, respective ly, p er 830524 Itr. 

WALKER, W.J. Division of Fuel Cycle Ss Material Safety. 83/07/18. 

Ip. 22974:309. 


— 8404090075 Amend 8 to License 37-18467-OlMD for Pharmaco Nuclear.Inc, 
adding use of any 10CFR35. 14( d > (4) byproduct matl, sealed 
source, for redistribution to licensed ind ividua Is, per 
820315 Itr. 

DELMEDICO, J. Division of Fuel Cycle Material Safety, 82/04/13. 
Ip, 22974:039 


— 8404090080 Amend 17 to License 37-18461-OlMD for Nuclear Pharmacy, Inc, 
changing Condition 12 re users of licensed matl, per 820914 
Itr. 

DELMEDICO, J. Division of Fuel Cycle St Material Safety. 83/04/05, 
5pp. 22974:310. 


—8404090082 Amend 7 to License 37-18467-OlMD for Pharmaco Nuclear, Inc, 
changing Condition 12 to authorize OR Redmore.DA Hurwitz, 

T O'Hara, RE Keesee, WD McHugh St MB Nadel to supervise use of 
licensed mails, per 811019 Itr, 

DELMEDICO, J, Division of Fuel Cycle S< Material Safety. 82/11/03. 
ip. 22974:038. 
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— 8404090085 Amend 16 to License 37-18461-OlMD for Nuclear Pharmacy. Inc, 
changing Conditions 12 & 24 re users of licensed matl & 
terms of use. resp ec t ive 1 y , per 821130 & 830215 Itrs. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 83/03/29. 

Ip. 22974:311. 


— 8404090087 Requests addl info re 790711 application to amend License 
37-1S461-01MD, inc lud ing packaging of raduiastes S-: safe 
handling of radwaste matls. 

VACCA, P. C. Division of Fuel Cycle & Material Safety. 70/08/21. 
DESSEL.S, Elfreth Alley Apothecary. 4pp. 22973:102. 


— 8404090088 Amend 15 to License 37-18461-OlMD for Nuclear Pharmacy, Inc . 
changing Subitems 8. A to 55 C i . S. C to 2.4 Ci Si 8. E to 55 Ci 
Zt revising Condition 12 re users of licensed matl. per 
821130 Itr. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 63/02/24. 

Ip. 22974:312. 


— 8404090089 Application for amend to License 37~1S467“01MD, aothori zing 
possession of Xe-'133 for storage only. 

REDMORE, 0, R. . COMER, F. M. Pharmaco Nuclear. Inc. 77/11/01. 

Office of Nuclear Material Safety 8< Saf eg uar ds. Dir ector. 5pp. 

22973: 348. 


— 8404090091 Amend 14 to License 37-18461-OlMD for Nuclear Pharmacy, Inc, 
authorizing use of Mq“99i any 10CFR35 byproduct matl,Xe-133, 

1-131 5( Tc-99m for listed uses, per 810715 application. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 82/11/16. 
7pp. 22974:313. 


— 8404090092 Requests addl info re byproduct matl license application, 
including description of radioisotope handling technique. 

DELMEDICO. J. Material Licensing Branch. 79/05/04. Pharmaco 
Nuclear. Inc, 5pp. 22973:353. 


— 8404090093 Requests addl info re application to amend License 
37-18461-OlMD. Form NRC-3134-Sup p 1 A should be revised. 

DELMEDICO. J. Material Licensing Branch. 79/06/04. DE SANTIS, N. 
Nuclear Pharmacy. Inc. DE SANTIS, N. Elfreth Alley Apothecary. 

Ip. 22973:092, 


— 8404090094 Amend 6 to License 37-1S46-01MD for Pharmaco Nuclear. Inc. 
changing Subitem 8. I to S Ci ?< authorizing redistribution of 
generators, per 801028 810929 Itrs. 

DELMEDICO. J. Division of Fuel Cycle S' Material Safety. 82/10/23. 
Ip. 22974:037, 


— 840A090096 Amend 13 to License 37-i8461-01MD for Nuclear Pharmacy, Inc. 
changing Condition 23 re terms of use, per 820712 Itr. 

DELMEDICO. J. Division of Fuel Cycle & Material Safety. 82/10/05. 

Ip. 22974:320, 


— 8404090097 Responds to request for addl info re air flow for fume hood 
iTieasured to be approx 977.5 CFM. Due to hood installation 
prob 1 ems, hood placed in Room C. 

REDMORE. G.R. Pharmaco Nuclear. Inc. 79/10/10. DELMEDICO, J. 
Material Licensing Branch, 3pp. 22973:328. 


— 8404090099 Submits addl info re application to amend mat 1/by product 
license in Ph i ladelph ia. PA. State license permit number 8? 
calibr source listed. 

SANCHEZ, R.L. First National Bank, Albuquerque, NM. 79/03/13. 
DELMEDICO, 0. Material Licensing Branch. Ip, 22973:171. 


— 8404090101 Amend 12 to License 37— 18461— OIMD for Nuclear Pharmacy, Inc, 
changing Condition 12 re users of licensed matl, per 820719 
Itr. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 82/00/23, 

Ip. 22974:321. 


— 8404090102 Supplemental application for fayp roduct/matl license, 
authorizing relocation to commercially zoned area. 

REDMORE. G.R. Pharmaco Nuclear, Inc. 79/09/10. VACCA, P. Material 
Licensing Branch- 3pp- 22973:331. 


— 8404090104 Amend 5 to License 37“18467~01MD for Pharmaco Nuclear, Inc, 
changing Condition 23 re terms of use, per 810119 Itr. 

DELMEDICO. V. Division of Fuel Cycle «c Material Safety. 81/07/15. 
ip. 22974:036. 


—8404090105 Amend 11 to License 37-1B461-01MD for Nuclear Pharmacy, Inc, 
changing Subitems 8. A 8. H to 35 Ci & 8. M to 270 kg, per 
811001 Itr, 

* Division of Fuel Cycle %t Material Safety. 81/10/21. Ip. 

22974: 322. 


— 8404090106 Application for byproduct/matl 1 icense, author! zing 
GR Redmore,DA Hurwitz,T O'Hara.RE Keesee & WH McHugh as 
users of licensed matl, 

* Pharmaco Nuclear. Inc. 79/08/20. 4pp, 22973:334. 


— 8404090108 Application for matl/by product 1 icense, author! z ing listed 
radioactive matls for medical use. Sup port ing documentation 
end. 

SANCHEZ. R.L. Nuclear Pharmacy. Inc. 78/11/06. 81pp. 22974:045. 


— 8404090110 Amend 10 to License 37-18461-OlMD for Nuclear Pharmacy, Inc, 
authorizing use of Mo-99. Co-60, Ba-133, Cs-137, any 10CFR31.il 
byproduct matl, Xe-133. 1-131 & Tc~99m, for listed uses. per Itr 
received 810522. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 81/07/20. 
7pp. 22974:323. 


— 8404090111 Responds to 790504 request for addl info re byproduct matl 
license app 1 i cati on. Commonufea 1 th of PA pharmacy permit end. 

REDMORE, G. Pharmaco Nuclear, Inc. 79/08/24. DELMEDICO, J, 

Material Licensing Branch. 2pp. 22973:338. 


— 8404090112 Advises of author -es : -rraticr as radiation safety 4c 
regulatory affairs program auditor Rec ".v-.t ei'.c s that future 
auditors not be mgt team member. 

MCCLINTOCK, R. 0. Nuclear Pharmacy, Inc. 83/04/11, DELMEDICO, J. 
Division of Fuel Cycle Sc Material Safety. Ip. 22974:126. 


—8404090114 Amend 9 to License 37-18461-OlMD for Nuclear Pharmacy, Inc, 
changing name to Nuclear Pharmacy. Inc Si revising Condition 
12 re users of licensed matl, per 810127 Itr. 

VACCA, P. C. Division of Fuel Cycle & Material Safety. 81/06/15. 

Ip. 22974:330. 


— 8404090115 Advises of RO McClintock resignation as director of 
radiation safety & regulatory affairs. Stds established 
for saf ety, protection or regulatory affairs will not be 
compromised. 

SANCHEZ, R L. Nuclear Pharmacy, Inc. RLS 383-3. 83/03/17. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. Ip. 
22974: 127. 


— 8404090116 Ack receipt of 830321 telcon re resignation of R McClintock 
as radiation safety of f i c er . Ap p 1 i cat i on to amend licenses 
reflecting change requested. 

DELMEDICO, J. Division of Fuel Cycle i' Material Safety. 83/03/22. 
DESSEL.S. Nuclear Pharmacy, Inc. Ip. 22974:128. 


— 8404090119 Forwards new NRC-313M Suppl A form documenting D Smith 
training at pharmacy schools. per request for addl inf o. re 
application to amend license authorizing D Smith as 
authorized user. 

DESSEL.S. Nuclear Pharmacy, Inc. SD 383-3. 83/03/08. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 4pp, 
22974: 129, 


— 8404090122 Advises that addl info needed to support application to 
amend Licenses 14-19990-OlMD, 12-18044-01MD, 37-18461-OlMD & 
48-17466-OlMD, auth ori z ing D Smith as user, not yet received. 
Extension will be considered if written request submitted. 
DELMEDICO, J. Division of Fuel Cycle & Material Safety. 83/01/03. 
DESSEL.S. Nuclear Pharmacy, Inc, DESSEL.S. Elfreth Alley 
Apothecary. Ip. 22974:133. 


— 8404090125 Amend 1 to License 37-18467-OlMD for Pharmaco Nuclear, Inc, 
authorizing use of Xe-133 for distribution to authorized 
recip ients, per 791101 Itr. 

VACCA, P.C. Division of Fuel Cycle «« Material Safety. 79/12/20, 

2pp, 22974:031. 


— 8404090128 Requests resubmission of supporting info re 820914 
application to amend License 37-18461-OlMD, authori zing 
D Smith as user. Info should note 200 h of didactic training. 
DELMEDICO, J. Division of Fuel Cycle it Material Safety, 82/09/28. 
DESSEL.S. Nuclear Pharmacy, Inc. DESSEL.S. Elfreth Alley 
Apothecary, 2pp. 2297^:245. 


— 8404090129 Application for amend to License 37-18467-OlMD, authori z ing 
QR Redmore as user of licensed matl, 

COKER, F.M. Syncor International. 83/11/14. 2pp. 22974:015. 


— 8404090131 Amend 2 to License 37-i8461-01MD for Elfreth Alley 
Apothecary, authorizing use of tritium for redistribution to 
specific or general licensees, per 790711 it 0806 Itrs. 

VACCA. P.C. Division of Fuel Cycle it Material Safety, 79/12/13. 
2pp. 22974:338. 


— 8404090132 Application for amend to License 37-18461-OlMD. author i z ing 
D Smith as byproduct matl user. 

DESSEL.S, Nuclear Pharmacy, Inc. 9B2-7. 82/09/14, DELMEDICO-. J. 

Material Licensing Branch. 3pp. 22974:247. 


— 8404090133 Ack receipt of 830217 request for addl info re training 
program. Option to alter program to trainee needs after std 
60 h/u»k program offered. 

KAVULA.M, P. Mercer Univ. 83/03/15. DELMEDICO, J. Division of 
Fuel Cycle & Material Safety. 7pp. 22974:250. 
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9404090134 Forwards Commonwealth of PA pharmacy permit. Permit completes 
amend changing facility name to Syncor Corp. 

COMER/ F.li. Syncor International. 83/07/26. DELMEDICO/ J. 

Division of Fuel Cycle & Material Safety. 2pp. 22974:017. 


3404090135 Forwards amend to License 37-lB461-01MDi author i z ing J Pancy» 
H Jan/J Diamond & D McLeland as users. J Manzi not added as 
user until description of 78 h of training submitted. 

DELMEDICO/ J. Division of Fuel Cycle & Material Safety. B3/03/24. 
OESSEL; S. Nuclear Pharmacy/ Inc. DESSEL/ S. Elfreth Alley 
Apothecary. 2pp. 22974:257. 


3404090138 Application for amend to License 37-“lB461-*01MD/ au t h or i z ing 
D McLeland as user. Requests permission to have instruments 
calibr by Houston/ TX facility branch. 

DESSEL- S. Nuclear Pharmacy- Inc. SD 283-02. 83/02/15. 

DELMEDICO- J. Material Licensing Branch. 27pp. 22974:259. 


3404090139 Amend 21 to License 37-18461-OlMD for Nuclear Pharmacy- Inc. 
authorizing use of 10CFR35 byproduct matl 8< 1-131 for 
production of Tc-99m p ert ec hnetate & instrument calibr. per 
830913/1116 S- 1209 Itrs. 

VACCA/P.C. Division of Fuel Cycle Se Material Safety. 84/01/10. 

3pp. 22973:322. 


8404090141 Application for amend to License 37-1846-OlMD/ au th or i z ing 
R Kubic as user. R Kubic already on License 08-18309-01MD. 

COMER. F.M. Syncor Internat i ona 1 . 83/06/09. DELMEDICO. J. 

Division of Fuel Cycle & Material Safety. Ip. 22974:019. 


8404090142 Amend 20 to License 37-18461-OlMD for Nuclear Pharmacy. Inc. 
changing Conditions 12 & 24 re authorized users ?< terms of 
use- respectively . per 830513 Itr. 

ST MARY- F. A. Division of Fuel Cycle 8< Material Safety. 83/09/19. 
Ip. 22973:325. 


8404090144 License 37-18461-OlMD for Elfreth Alley Apothecary- 
authorizing use of listed byproduct matl per 781106 
application 8< 790214-19-0312 it 15 Itrs. 

VACCA-P. C. Material Licensing Branch. 79/03/20. 5pp. 22974:342. 


8404090147 Forwards Amend 21 to License 37- 1846i-01MD. Summary of 831223 
telcon submitted. W/o end. 

VACCA-P. C. Division of Fuel Cycle it Material Safety. 84/01/10. 
DESSEL- S. Nuclear Pharmacy- Inc. DESSEL- S. Elfreth Alley 
Apothecary. 2pp. 22974:347. 


8404090150 Forwards amend to License 37-18461-OlMD- author i z ing 
Schewitier as user it increasing technetium- technetium 
generator it Xe-133 possession limits. Jan it Diamond not 
authorized due to questionable educ program. W/o end. 

DELMEDICO. J. Division of Fuel Cycle & Material Safety. 83/02/22. 
DESSEL. S. Nuclear Pharmacy. Inc. DESSEL- S. Elfreth Alley 
Apothecary. Ip. 22974:287. 


8404090151 Responds to 831206 request for labels used upon distribution 
of Group VI sealed sources. Labels will be supplied to 
approved licensees in addition to labels provided by 
manufacturer. Labels end. 

DESSEL- S. Nuclear Pharmacy. Inc. SD1283-07. 83/12/09, 

VACCA,P. C. Division of Fuel Cycle it Material Safety. 3pp. 

22974:349. 


-0404090152 Forwards addl info re training of F Schweitzer at Mercer 
Univ. per 830112 telcon. W/o end. 

DESSEL. S. Nuclear Pharmacy. Inc, SD183-13. 83/01/31. 

DELMEDICO-J. Division of Fuel Cycle & Material Safety. Ip. 
22974:280. 


8404090154 Application for amend to License 37-18467-OiMD- chang ing 
name address to Syncor Corp. 3402 Butler Street- 
Pittsburgh. PA 

COMER- F.M. Pharmatopes, Inc. 83/06/09. DELMEDICO-J. Division of 
Fuel Cycle it Material Safety. 4pp. 22974:020. 


8404090155 Application for amend to License 12-18044-01MD- authorizing 
JF Diamond. F Schweitzer. H Jan it J Fancy as users of 
licensed matl. 

DESSEL. S. Nuclear Pharmacy- Inc. SD 1182-16. 82/11/30. 

DELMEDICO, J. Division of Fuel Cycle it Material Safety. 19pp. 

22974: 289. 


8404090157 Responds to 830103 request for addl info re application to 
amend licenses authorizing D Smith as user. D Smith will 
receive supplemental training at Mercer Univ School of 
Pharmacy. 

DESSEL/ S. Nuclear Pharmacy/ Inc. D-183-04. 83/01/06. 

DELMEDICO/ J. Division of Fuel Cycle «< Material Safety. Ip. 

22974: 352. 


— 8404090161 Forwards renewal of License 37-1846i-0iMD re iodine 
bioassay performance Si pocket dosimeter c a 1 i br . Dos ime ter 
calibr procedures not r ece ived . Procedure submittal 
requested. W/o end. 

DELMEDICO, J. Division of Fuel Cycle St Material Safety. 82/11/16. 
DESSEL, S. Nuclear Pharmacy, Inc. DESSEL- S. Elfreth Alley 
Apothecary. 2pp. 22974:353. 


— 8404090163 Forwards addl info requested re application to renew License 
37-1S461-01MD. Thyroid uptake bioassay measurements will be 
taken every 2 wks . De 1 i very vehicles will be surveyed for 
contamination at least weekly. 

DESSEL. S. Nuclear Pharmacy- Inc. 82/10/15. DELMEDICO-J. 

Division of Fuel Cycle Sc Material Safety. 29pp. 22974:355. 


— 8404090165 Notifies that requested addl info re 810715 application for 
license should be submitted within 30 days or application 
will be considered abandoned. 

DELMEDICO, J. Division of Fuel Cycle St Material Safety. 82/09/14. 
FULTON- J. M. Nuclear Pharmacy- Inc. Ip. 22975:022. 

— 8404090167 Advises that S Dessel assigned responsibility of r4RC 
license coordinator. 

MCCLINTOCK- R. Nuclear Pharmacy- Inc. ROM 882-10 82/08/10, 

DELMEDICO-J. Material Licensing Branch, Ip. 22975:023. 


— 8404090169 Returns fee submitted w/830609 application to amend License 
37-18467~01MD, authorizing R Kubic as user , Ap p 1 i cat ion will 
be combined w/name change request. Addl fee unnecessary. 

JACKSON- G. License Fee Management Branch. 83/07/13. COMER- F. M. 
Syncor Internat ional . Ip, 22974:013. 


— 8404090170 Notifies that B Crescenzi designated acting radiation safety 
officer until J Fulton hired it trained. 

MCCLINTQCK- R. 0. Nuclear Pharmacy- Inc. ROM 782-16. 82/07/12, 

DELMEDICO-J. Material Licensing Branch. Ip. 22975:024. 


— 8404090172 Requests addl info re 810715 application to renew License 
37-18461-OlMD- inc lud ing min percentage of time needed by 
Fulton to fulfill radiation safety officer duties. 

DELMEDICO, J. Division of Fuel Cycle it Material Safety, 82/06/21. 
FULTON/ J. M. Nuclear Pharmacy# Inc. 6pp. 22975:025, 


— 8404090174 Ac k receipt of application for renewal of License 
37-18461-OlMD, License will not expire until final action 
taken by NRC. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 81/10/27. 
DESANTIS, N. R. Nuclear Pharmacy, Inc. Ip. 22975:031. 


— 8404090177 Forwards application for renewal of 1 i cense- updating records 
it better reflecting radiation safety program, 

FULTON, J.M. Nuclear Pharmacy, Inc, JMF 1081-3. 81/10/13. 

DELMEDICO, J. Division of Fuel Cycle it Material Safety. Ip. 

22975: 032. 


— 8404090181 Application for renewal of License 37-1B461-01MD, author i ring 
listed individuals as users of listed radioactive matls for 
medical use. 

DE SANTIS- N. R. Nuclear Pharmacy- Inc. 81/07/15, 100pp. 

22975: 033. 


— 0404090182 Application for amend to License 37-18467-OlMD- chang ing 
licensee name to Pharma top es- Inc . Pharmac y permit end. 

COMER- F. Pharmatopes, Inc. 82/11/10. DELMEDICO-J. Division of 
Fuel Cycle it Material Safety. 2pp. 22973:326, 


— 8404090184 Application for amend to License 37-1S467-01MD- authori zing 
PJ Sposato as user. 

REDMORE- G. Pharmaco Nuclear- Inc. 82/05/10. DELMEDICO, J. 

Division of Fuel Cycle it Material Safety. 3pp. 22973:237. 


— 8404090185 Application for amend to License 37-18467-OlMD- del eting use 
of Picker 5-inch magnascanner & scaler for performance of 
bioassay procedures. 

REDMORE, 0. Pharmaco Nuclear, Inc. 02/11/29. DELMEDICO, J, 

Division of Fuel Cycle it Material Safety. Ip. 22974:014. 


— 8404090187 Application for amend to License 37-18467-OlMD- author i z ing 
redistribution of 10CFR32. 74 calibr sources. 

REDMORE- 0. Pharmaco Nuclear- Inc. 82/03/15. DELMEDICO-J. 

Division of Fuel Cycle it Material Safety. Ip. 22973:240. 


— 8404090190 Ack receipt of 820209 Itr outlining details of merger 
between Pharmaco Nuclear, Inc it Syncor Inti Corp. 

DELMEDICO-J. Division of Fuel Cycle it Material Safety. 82/02/26. 
ACKERMAN- S. A. Syncor International. Ip. 22973:241. 
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— S4”4r.9C:'T3 merger ist^'ee': P’^arr.aco Nuclear. Inc ?t Syncor 

IcT" i;rs’"aticrs iill ccr.tzrue per terrns •?< conditions of 
lics'^ses Fra^racc Nuclear. Inc well retacn nacne 
A IKES' MAN, 3 A. S^rcc" Irternatccra 1, S2/C2/C9. DELH'E&ICO. J. 

I'Wisicn of Fuel C^cle ^ Material Safety Ip 22973:242 


—8404180063 SECY-S4-045 

Provides Commission w/fifth quarterly rept on status of 
implementation of QA initiatives identified in SECY-Sa-SSS. 
DIRCKS. W. J. Office of the Executive Director for Operations. 
84/01/31. 3pp. 24107; 017. 


— sp JA-lF.l ; 9" rtrwaris Aner.c t to license 37- 1 9467-ClMD Advises that roof 
rust te pasted, per MC“F2C, tenants canr.ct have access to 
'"cef ! packages ccrtacrcr.g generators .nust fall a;ithln DOJ 

''®gulatcc“S A. o encl 

Ccvcscc- of .fuel Cycle & Material Safety. 81/11/03. 
"EuMjFE. G f^a-raco Nuclear. Inc. Ip 22F73. 243- 


— SAIACFCIFS App i ; cat : c" ~cr amend to License 37-13467-OIMD. authorizing 
ME Nadel as use" 

FEEMESE 3 Fharracc Nuclear. Inc Sl/iC/l9. DELMEOICO. J. 

Ei'i.is;on of Fuel Cycle S Material Safety 2pp. 22973:244 


--S4C40932C2 Application for amend to License 37-18467-OlKD. increasing 
<i'e-I33 possession I ; rit- author i z ing used Mc-99 generator 
delivery changirg film fcadge sve name, 

FECHCFE. 3 Pha"rac: Nuclear, Ire, Sl/09/28. DELMEDICO. u. 

Division of Fuel Cycle ft Material Safety. 5pp. 22973:246. 


— 34 14Q'-5C;203 Responds to SIC513 1. 0t)i2 requests for addl info Group I S- 
II 1-121 pv-aducts- ui.-'max activity of 330 uCi.uill be 
dispersed in Ic-0w4 or heavier shields 

REDMORE.O Fhar.raco Nuclear, Inc. 81/06/12 OELMEDICQ, J. 

Division of Fuel Cycle ?< Material Safety. 3pp. 22973:251. 


— 8404093206 Respards to SlGllR req;uest for addl info re amend to 
license 37-l3467-C,lMD. S.hippers sheet showing byproduct 
mati , chemi ca I & physical form, increased possession limit i-. 
dispensing shield end 

FtCMOR'E.G F.^iarmacc Nuclea-. Inc Si./03Ki8. DELMEDICO. J, 
Division cf Fuel Cycle ft, Material Safety. 2pp 22973:254. 


8404130023 FOIA request for three categories cf documents re inherent 
weaknesses in metal all",, used in cooling tubes in nuclear 
power plants, Indian Poir* .r 3 if. particular, 

HAR-DMAN, P M Hartiman, f S4,<'02/17. Office of Administration. 
:p, 24106, 22'5 24:» F : -1 : 50-247, 84/02/17, 8404180023, 


—8404180070 Draft Commission paper providing fourth quarterly rept on 
status of implementation of QA initiatives identified in 
SECY-82-352. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
83/10/20. 20pp. 24107:020. 


8404180186 Responds to FOIA request for Contract NRC— 31-83-661. Contract 
& proposal available in PDR, 

FELTON, J. M. Division of Rules and Records, NRC-31-83-661 . 

84/03/14. SELLERS, R. C. Robert Sellers Associates. Ip, 241C>6>:303. 


8404180192 FOIA request for Contract NRC-31-83-661 awarded to American 
Bell. 

sellers, R.C. Robert Sellers Associates. NRC-31-83-661. 84/03/05. 

NRC - No Detailed Affiliation Given. Ip. 24106:304. 


8404180199 Further response to FOIA request for two categories of 
documents re f ac i 1 i ty . Forwards App A documents. Documents 
also available in FOR. 

FELTON, J. M. Division of Rules and Records. 84/03/14. HICKEY. J. P. 
Shaw, Pittman. Potts fj. Trowbridge, 2pp. 24110:241, 24X 

Fiche; 50-358. 84/03/14, 8404180199, 


— 8404180205 Summary of 831115 meeting u/utils at EDO ofc re 
participant decision to comp lete facility or adopt 
al ternative. 

COhkNINGHAM, G. H. Office of the Executive Legal Director. 83/11/17. 

Office of the Executive Legal Director. 2pp. 24110:243. 24X 

Fiche: 50-358, 84/03/14, 8404180199. 


— 8404180209 Recommends informing Commission that Ofc of Invest i gati on 
Auditor findings raise questions re continuation of facility 
const. Options listed. Related info encl, 

KEPPLER. J. Region 3, Office of Director. 83/11/14, DIRCKS. W. 
Office of the Executive Director for Operations. 3pp. 24110:245 
24X Fiche: 50-358, 84/03/14, 8404180199. 


8404130027 Responds to FOIA request for throe categories of records 
re inherent weaknesses in steam generator tubes ir nuclear 
power p lants, Indian Point 2 .ft, 3 in particular. Forwards 
PND-I-B4-13 Listed documents available at PDR. 

F£u.tgN. J M, Division cf Rules and Records, 84/03/05, HARTZHAN. R M, 
Hartzraan, R M. 2pp 24106 226, 24X Fi c h e ' 50-247, 84/03/05. 

840.4130027 


8404130032 Final response to FOIA request for records between RC Young 
& util attys re violaticn of board order, inc luding meetings 
held at O'Hare Airport in Fall 1983 Forwards documents 
listed on app Documents also in FDR. 

FE_TOK, J, M, Division of Rules and Records. 84/03/07. GARDE. B.P. 
Covernnert Accountability Project, 2pp. 24107:053, 24X 

Fiche, 50-329.. S4/03/07, 8404180032 


-840418DC37 Forwards pr, 3 pc 5 ed civil penalty action based on licensee 
fai'iure to obtain f'JFC authorization prior to initiating 
fireline relocation activities in <3 soils. 

SCHULTZ.W H Region 2 , Office of Director. 83/10/19. 

AktLRAD , 0 A Enforcement Staff. lOpp 24107- 055 24X 

Fiche 50-329,84/03/07.8404180032 


--B4v'4ia004S Notification of significant licensee meeting on 631116 w/ 
util in Schiller Park, IL to conduct enforcement conference 
to re-review Ofc of Investigation rept on alleged violation 
of ASL8 order on soils, 

* Region 3. .Office of Director, 83/11/14. Region 3, Office of 

uirector ip, 2410'^' 069 24X Fiche' 50-329. 84/03/07, 84041 S 0 Q 32 , 


8404180215 FOIA request for NUREG-0731. NUREO-0840, 5ECY-81-651 -ft-. 
SECV-S2-3 to be available in PDR. 

SHOLLY. S. C. Union of Concerned Scientists. 84/02/20. FELTOhi. J. M 
Division of Rules and Records. Ip. 24108; 012. 


8404180221 Further response to FOIA request for SECYs & NUREGs, Forwards 
SECY-82-3 re LER sys ft SECY-81-651 concerning Vol 1 of 
NUREG-OSSO. "Preliminary Assessment of Core-Melt Accidents 
at Zion ft Indian Point...." NUREO-0850 available at PDR. 

FELTO.N, J. M. Division of Rules and Records. 84/03/14. SHDLLY. S. 

Union of Concerned Scientists. Ip. 24108: 013, 24X 

Fiche: 50-000. 84/03/14, 8404180221. 


-8112020115 Draft Commission paper, forward ing Vol 1 of NUREG-08SO# 
“Preliminary Assessment of Core-Melt Accidents at Zion 
ft. Indian Point Nuclear Power Plants ft Strategies for 
Mitigating Effects. " W/o encl. 

DIRCKS. W. J Office of the Executive Director for Operations, 
81/11/13. Ip 24108:014. 24X Fiche; 50-000, 84/03/14, 8404180221 . 


— 8201250164 SECY-82-003 

Recommends Commission approval for publication of proposed 
addition to lOCFRSO. 73 to establish LER sys. Proposed FR 
notic e. preliminary value impact analysis, summary of public 
comments, draft reg guide ft supporting documentation encl. 
DIRCKS, W. U. Office of the Executive Director for Operations, 
82/01/04. aSpp. 24108:015. 


8404180052 Further response to FOIA request for documents 
under FOIA 84-2. Forward 5 NRC responses to FOIA request 
Documents available in PDR, W/o ends. 

FElTQN, J. M. Division of Rules and Records. 84/03/21, 
Dallas Morning f4ews, Dallas. TX. Ip 24107:042. 


available 

LODGE, B. 


84041S0057 FOIA reques 
WISE, U. R Bishop, L 
FELTON. U M, Office 


t for SECy-S3-32C ft SECy-84-45, 
iberman, Cook, Purcell ft Reynolds, 
or Administration, Ip. 24107:015. 


84/02/02. 


8404180253 FOIA request for four categories of documents 
exposure to radiation at facility, 

TENNYSON, C. L Tennyson, C. L. 83/12/08 
Director. 3pp. 24109:085. 


re worker 


Region 1, Office of 
24X Fiche; 50-293, 83/12/08. 8404180253. 


request for four categories of documents 
worker exposure to radiation at faci li ty. Forwards documents 
listed on app. Documents also available in PDR. 

of Rules and Records, B4/03/14. TENNYSON, C. , 
8404180259 ^^ 24X Fich e: 50-293, 84/03/14, 


840419M59 Respond p 
Forwards SECY papers 


to hOIA 


^'equest for bJECY- 


TCLTCW, J H, Division of Rules and Recores 
Bishop. Liberisan. Cook- Purcell ft Reynolds. 


84/03/13. WISE. J. R. 
Ip. 24107:016. 


-8404180263 Summarii.5 B00226 telcor, u/M Hensch r. pcibl. radiatit 
^-‘>»«-SuppX.n.,ntar. calculation 


KNAPP, P. U. 
80/03/05. 
24109; 091. 


Region 1, Phi ladelph ia. Office of the Director. 

Office of the Director, 
24X Fiche: 50-293. 84/03/14, 8404180259. 


2pF 
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— 8404180272 Advises that review of end notification of claim indicates 
worker overexposure to radiation at f aci 1 ity. Exposure 
attributed to cou/orker deliberately exposing badge to 
radiation source. Basis for conclusion listed. 

BELLAMY* R. R. Division of Engineering & Technical Programs. 

83/02/14. HAYNES. R. C. Region 1. Office of Director. 2pp. 

24109:093, 24X Fiche: 50-293. 84/03/14, 8404180259. 


— 8404180278 "Exposure Evaluation Rept for 800208-25. " Info deleted. 
* Boston Edison Co. 80/02/25. 7pp. 24109:110, 24X 

Fiche: 50-293. 84/03/14, 8404180259. 


— 8404190046 Forwards notice of initiation of investigation. 

PALLADI^4□, N. J. Commissioners. 83/05/11. GILINSKY, AHEARNE, 
ROBERTS Commissioners. Ip. 24121:361. 24X Fiche: 50-443, 

84/03/15. B4041 90041. 


— 8404190052 Informs of opening of new Ofc of Investigations inquiry. 
Investigation status record. Case 1-83-008. enc 1 . W/o end. 

HAYES, B.B, Office of Investigation. 83/05/09. PALLADINO 
Commissioners. Ip. 24121:362. 24X Fic h e: 50-443, 84/03/1 5. 
8404190041. 


8404180281 FOIA request for documents re QA responsibility of GE for 
Mark II reactors. Memo end. 

BELL. N. hJudear Information Resource Service. 84/02/20. Office 
of Administration. 3pp. 24109: 197. 


8404180288 Responds to FOIA request for documents re GE QA 
responsibility for Mark II reactors. Forward s NEDO-1 1209-04A. 
"Nuclear Energy Business Group BWR QA Program Description." 
Rept also being placed in PDR. 

FELTON, J.M. Division of Rules and Records. 84/03/16. BELL, N, 
Nuclear Information Resource Service. Ip. 24109:200. 


—8404180292 NEDO-1 1209-04 A R03 

Rev 3 to "Nuclear Energy Business Group BWR QA Program 
Description. " 

BREED, A. General Electric Co. 78NED116R. 81/08/31. 90pp. 

24109: 201. 


8404180300 Further response to FOIA request for documents re failure of 
reactor vessel holddown studs on Unit 1 reactor vessel 
info obtained during investigation. Forwards App C documents. 

Personal info deleted. 

FELTON, J. M. Division of Rules and Records. 84/03/13. PLATO, E. D. 
Kohl, Secrest, Wardle, Lynch, Clark Sf Hampton. 2pp, 24108:107. 24X 

Fiche: 50-329, 84/03/13. 8404180300, 


— 8008220468 Confirms 800721 telcon re NRC evaluation & position on 
reactor vessel anchor bolts & corrective action. Antic ipates 
Div of Licensing position statement by mid-Aug 1980. 

THORNBURG, H. D. Division of Reactor Construction Inspection. 
80/07/29. TEDESCQ.R.L. Assistant Director for Licensing. 2pp. 
24108:109. 24X Fiche: 50-329, 84/03/13, 8404180300. 


— 8102230666 Discusses failure of three reactor pressure vessel holddown 
studs & subsequent investigation of improper heat treatment 
on Unit 1 studs. Fix involving 12 lateral supports devised 
for Unit 1 should be extended to Unit 2. 

ERB, C. M. Region 3, Chicago, Office of the Director. 81/01/21. 
DANIELSON, D. H. Region 3, Chicago, Reactor Construction 8, 

Engineering Support Branch. 11pp. 24108:111. 24X 

Fiche; 50-330,84/03/13, 8404180300. 


B404190066 Appeals denial of FOIA request for records re WR McAfee 
allegations for period Mar 1977 - Mar 1979, open conference 
held by NRC at site in Nov 1979 ^ staff discussions of util 
topical QA manual. 

GARDE, B.P. Government Accountability Project. 84/02/08. 

DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
24122:160. 24X Fi c h e : 50-413, 84/02/08, 64041 90066. 


8404190070 Responds to appeal re lack of response to 831121 FOIA 
request. NRC completed action on 840305. No further action 
will be taken on appeal. 

FELTON, J. M. Division of Rules and Records. 84/03/15. GARDE, B. P. 
Government Accountability Project. Ip. 24122:163. 24X 

Fiche; 50-413, 84/03/15, 8404190070. 


8404190077 FOIA request for documents re end IE Insp Repts 
50-498/79-13 & 50-499/79-13 on 790806-10. 

SAMP, R. A. Shaw, Pittman, Potts it Trowbridge. 84/02/14. FELTON, U. M. 

Division of Rules and Records. 2pp. 24122:229. 24X 

Fiche: 50-498, 84/02/14, 8404190077. 


8404190030 Partial response to FOIA request for documents re IE Insp 
Repts 50-498/79-13 fy. 50-499/79-13 on 790806-10. Forwards 
responses to similar requests. Documents available in PDR. 

W/o encl. 

FELTON, J. M. Division of Rules and Records. 84/03/14. SAMP, R. A. 
Shaw, Pittman. Potts & Trowbridge. Ip, 24111:284. 24X 

Fiche: 50-498, 84/03/14. 8404190080. 


8404190084 Final response to FOIA request for documents re NRC internal 
procedures or guidance for evaluation of new generic 
requirements & use of cost-benefit or value-impact analysis. 

Forwards WJ Dircks 840104 memo. Document available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/21. WEISS, E R. 
Union of Concerned Scientists. Ip. 24111:338. 


— 8402240316 Discusses Cost Analysis Group (CAG) partic ipation in 
regulatory impac t . ana 1 y s is process. Severa 1 studies underway 
leading to development of select generic cost estimates. CAG 
charter encl. 

DIRCKS, W.U, Office of the Executive Director for Operations. 
84/01/04. NRC - No Detailed Affiliation Given. 26pp. 
24111: 339. 


— 8105210483 Responds to 810121 recommendation for proposed design 
concept for support mods to plant reactor pressure vessels. 
Proposal is acceptable. Related info encl. 

COLLINS, W. J. Mechanical, Structural 8< Metallurgical Section. 
81/04/22, DANIELSON, D. H. Region 3. Chicago. Office of the 
Director (81/03/01). Ip. 24108:124. 24X Fiche: 50-329. 84/03/13, 

8404180300. 


8404190090 Responds to FOIA request for names it addresses of outside 
law firms in Wachi rqtn-, DC area which performed legal svcs 
for NRC from 'JLOjIS •: j present, a 1 ong w/hourly rates. No 
records subj to request located. 

FELTON, J, M. Division of Rules and Records. 04/03/15. SIMPSON. G, H. 
Simpson, G. H. Ip. 24122: 164. 


— 8202240137 Summary of 821202-03 meeting w/util. Bechtel & BitW in 
Bethesda.MD re status of util actions concerning previously 
identified problem w/facility reactor vessel anchor bolts. 

HERNAN, R. W. Licensing Branch 4. 82/01/19. Licensing Branch 4. 

3pp. 24108:125. 24X Fiche: 50-329, 84/03/ 13, 8404180300. 


— 8404180315 Requests deposition re reactor vessel holddown studs 
utilized in Unit 1, per IE Investigation Repts 50-329/80-13 & 
50-330/80-14. 

LEWIS, S.H. Region 3, Office of Director. 83/12/12. ERB, C. M. 
Affiliation Not Assigned. Ip. 24108:128. 24X 

Fiche: 50-329, 84/03/13, 8404180300. 


8404190035 FOIA request for info re investigation ?< followup actions 
taken as result of discovery of falsified welding insp repts 
by util. 

DOUGHTY. J. Seacoast Anti-Pollution League. 84/01/03. FELTON. U.M. 
Division of Rules and Records. 2pp. 24121:357. 24X 

Fiche: 50-443, 84/01/03, 8404190035. 


8404190041 Further response to FOIA request for documents re 
investigat ion it followup actions taken as result of alleged 
discovery of falsified welding insp repts by util. Forwards 
App A documents. Search for addl documents continuing. 

FELTON. J. M. Division of Rules and Records. 84/03/15. DOUGHTY, J. 
Seacoast Anti-Pollution League. 2pp. 24121:359. 24X 

Fiche; 50-443, 84/03/15. 8404190041. 


8404190091 Final response to FOIA request for four categories of 
documents re insp of facility conducted on 790806-10. 

Forwards listed documents. Documents also placed in PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/19. SAMP. R. A. 
Shaw, Pittman. Potts it Trowbridge. Ip. 24111:285. 24X 

Fiche: 50-498, 84/03/19, 8404190091. 


— 8404190105 Argues that item of noncompliance in IE Insp Repts 
50-498/79-13 S'. 50-499/79-13 be classified as deficiency 
rather than as inf racti on. Insp plan encl, 

HUBACEK. W. 0. Region 4. Dallas. Office of the Director, 79/10/05. 

Region 4. Dallas, Office of the Director, 4pp. 24111:206. 24X 

Fiche: 50-498. 84/03/19, 8404190091. 


8404190092 Appeals denial of FOIA request for documents used by NRC in 
making initial determination that "Borssele Rept" subj to 
withholding under 10CFR2. 790( d ) (2) . 

WEISS, E. R. Union of Concerned Scientists. 84/02/03. DIRCKS, W. J. 
Office of the Executive Director for Operations. 2pp. 24122:166. 


8404190096 FOIA request for names 8t addresses of outside law firms in 
Wash ing ton, DC area which performed legal svcs for NRC from 
830215 to present, along w/hourly rates. 

SIMPSON, 0. H. Simpson, G. H. 84/02/22. Office of Administration. 
Ip. 24122:165, 


8404190101 FOIA request for six categories of documents re MELPROG 
research program at Sandia. 

SHOLLY, S. C. Union of Concerned Scientists. 84/02/20. FELTON, J. M 
Division of Rules and Records. 2pp. 24122: 189. 
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8404190103 Responds to appeal re denial of FOIA request for records 
relied upon for initial determination that "Borssel# Rept" 
subj to withholding per 10CFR2. 790( d ) (2) . Forwards App A 
documents. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/03/07. WEISS, E.R. Union of Concerned Scientists. 2pp. 

24122; 174, 


— 840419010S Arrangement between NRC I', the Netherlands Minister for 
Social Affairs & Employment re exchange of technical info St 
cooperation in regulatory & safety research matters, 

SHEA, J. NRC ~ No Detailed Affiliation Given. * Netherlands. 
Govt. of. 82/09/15. 12pp. 24122; 176. 


8404190110 Partial response to FDIA request for six categories of 
documents re MELPROG research program at Sand ia. Forwards App 
A documents. Documents also placed in PDR. 

FELTON. J. M Division of Rules and Records. 84/03/16, SHOLLV. S. C. 
Union of Concerned Scientists. 2pp. 24122:191, 


— 8404190117 Excerpts from "Technical Highlights/Administrative Rept for 
NRC Advanced Reactor Safety Research Program. " May 1983. 

Excerpts of repts for Feb.Jul-Agg & Sept 1983 & related info 
enc 1 . 

# Sandia Laboratories FIN A-"1342. 83/05/31. NRC - No 

Detailed Affiliation Given. 2Spp. 24122:193. 


0404190112 Responds to FOIA request for documents generated by F.ane or 
Sjrgh -Por evaluation of BNL rept re diesel generator bldg at 
facilir;j Documents may be obtained at PDR in file folder 
Fa:A-a3-707. 

FELTON. J, M. Division of Rules and Records. 84/03/19. GARDE. B.P. 
Government Accountab i 1 i ty Project. Ip. 24122:221. 24X 

Fiche; 50-329. 84/03/19, 8404190112. 


8404190114 FQIA request for documents re 1977 Nuclear Svcs Corp audit 
of Pullman Power Products (Pu 1 Iman-Kel log g ) . fac i 1 i ty piping 
contrac tor. 

REYNOLDS. J. Joint Interveners - Diablo Canyon. REYNOLDS. J. Center 
for Law in the Public Interest. 84/01/20. Office of 
Administration. 2pp. 24125:001. 24X Fich e; 50-275. 84/01/20, 

8404190114. 


8404190115 FOIA request for documents generated by Kane or Singh for 
evaluation of BNL rept re diesel generator bldg at 
facility. 

GARDE. B.P. Government Accountability Project. 84/01/09. Office 
of Administration. 2pp. 24122:222. 24X Fiche: 50-329. 84/01/09. 

8404190115. 


8404190120 Partial response to FOIA request for four categories of 
documents re facility. Items 1 & 3 previously addressed under 
FOIA-81-488 S< F0IA-S2~206, respectively . No documents exist re 
Item 2. Review continuing. 

FELTON, J M Division of Rules and Records. 84/03/19. HANAUER, S. H. 
Technical Analysis Corp Ip. 24122:262 24X Fi ch e : 50-358, 84/03/19, 

8404190120, 


8404190121 Final response to FOIA request for five categories of 
documents re May 29S2 SALP Board rept for Jul 1980 - June 
1981. Forwards listed document. Document also placed in PDR. 

FELTON. J, M Division of Rules and Records. 84/03/19. SAMP, R. A. 
Shaw. Pittman, Potts St Trowbridge. Ip, 24122:246. 24X 

Fiche: 50-498,84/03/19, 8404190121, 


— 8404190128 Submits regional SALP rept for Jul 1980 to June 1981. 
consisting of overview. 1 icensee performance evaluation, 
performance analysis h supporting data 8< summaries. 

SEYFRIT.K. V. Region 4. Dallas, Office of the Director (81/03/01). 
81/09/21. Region 4, Dallas. Office of the Director (81/03/01). 
15pp. 24122:247. 24X Fiche: 50-498, 84/03/19. 8404190121, 


8404190122 FOIA request for four categories of documents re facility. 
HANAUER, S.H, Technical Analysis Corp. 84/02/17. Office of 
Administration. Ip. 24122:263. 24X Fiche : 50-358, 84/02/17, 

8404190122. 


8404190123 Partial response to FOIA request for documents re 1977 
Nuclear Svcs Corp audit of Pullman Power Pr od uc bs, f ac i 1 i ty 
piping contractor. Forwards documents listed on app. Review 
of remaining documents subj to request in progress. 

FELTON. J. M, Division of Roles and Records, 84/03/15. REYNOLDS, J. 
Center for Law in the Public Interest. 2pp. 24125:003. 24X 

Fiche; 50-275. 84/03/15, 8404190123. 


— 8404190129 Sum.marizes S31223 telcon re allegations concerning rupture 
restraint ^ piping support program deviations. Allegations 
chronologically 1 isted. Author 840109 Itr to Dept of Labor 
end. 

LOCKERT, S. Affiliation Not Assigned. 84/01/02. PADOVAN, M. NRC - 

No Detailed Affiliation Given. 17pp. 24125:005. 24X 

Fiche: 50-275, 84/03/15. 8404190123. 


8404190125 Responds to FOIA request for interim Ofc of Investigation 
repts re p lant. Documents listed in app withheld (ref FOIA 
Exemption 7 (A)). 

FELTON. J. ri. Division of Rules and Records. 84/03/23. STECKLOW, S. 
Philadelphia Inquirer. Ph i ladel ph ia, PA. 2pp 24122:226. 24X 

Fiche; 50-358, 84/03/23, 8404190125. 


8404190130 FOIA request for interim repts issued by Ofc of 
Investigation re plant, including DOJ rept re harassment of 
QC inspectors. 

STECKLOW, S. Philadelphia Inquirer, Ph i lade 1 p h ia. PA. 84/02/16. 
NRC - No Detailed Affiliation Given. Ip. 24122:228. 24X 

Fiche: 50-358, 84/02/16, 8404190130. 


8404190134 Final response to FOIA request for info re recent SALP, QA 
activities ^ adequacy of plant staff ing. Final responses to 
related request (FOI A-83-50S) encl.W/o ends. 

FELTON, J. M, Division of Rules and Records. 84/03/23. EPP, R. W. 
Paine. Webber, Mitchell Hutchins. Inc. Ip. 24122:224. 24X 

Fiche; 50-382. 84/03/23. 8404190134. 


8404190135 Partial response to FOIA request for records generated as 
result of any investigation or insp into issues raised by 
H Langley in facility licensing proc eed ing . Ap p A documents 
withheld (ref FOIA Exemption 7). 

FELTON. J. M. Division of Rules and , Records. 84/03/19. GARDE. B. P. 

Government Accountability Project. 4pp. 24122:264. 24X 

Fiche; 50-413. 84/03/19, 8404190135. 


8404190139 Further response to FOIA request for three categories of 
documents re pipe cracks in BWRs. App A documents withheld 
in entirety (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/03/27. BELL, N. 
Nuclear Information & Resource Service, 3pp. 24122:270. 


8404190141 Responds to FOIA request for five categories of records re 
M Rothschild 830613 memo to R Clark concerning proposed NSHC 
determination. Listed documents responsive to Category 3. 

Search for addl documents continuing. 

FELTON, J. M. Division of Rules and Records. 84/03/27. ADATO. M. 
Union of Concerned Scientists. Ip. 24122:275. 24X 

Fiche: 50-336. 84/03/27. 8404190141. 


S404190143 FOIA request for five categories of records re MU Rothschild 
830613 memo to RA Clark concerning notice of consideration 
of issuance of amend to License DPR-65 it proposed NSHC 
determinat ion. 

ADATO, M. Union of Concerned Scientists. 84/03/09. FELTON. J. M 
Division of Rules and Records. 2pp. 24122:276. 24X 

Fiche: 50-336, 84/03/09, 8404190143. 


8404190146 FOIA request for "Consequences of Sabotage of Nonpouer 
Reactors, " LASL Rept LA-7e45-MS. 

aftergood, S. Committee to Bridge the Gap. 83/08/10, Office of 
Administration. Ip. 24122:279. 


S404I90149 Responds to FOIA request for "Consequences of Sabotage of 
Nonpower Reactors, " LASL Rept LA-7845-MS. Forwards rept. 

Portions withheld (ref FOIA Exemption 1). 

FELTON, J. M. Division of Rules and Records. 84/03/21. AFTERGOOD, S. 
Com.mittee to Bridge the Gap. Ip. 24122:280. 


— 8404190152 "Consequences of Sabotage of Nonpouer Reactors. " Info 
deleted. 

JIACOLETTI, R. J. , CORT, G. E. / GAGE. A. M, Los Alamos Scientific 
Laboratory. FIN A-7104. 79/06/30. Division of Operating 

Reactors. 37pp. 24122:281, 


8404190155 Final response to FOIA request for documents considered by 
NRC in preparation of three categories of documents re 
facility. Forwards Investigation Repts 4-83-001 84 4-83-013. 

Info partially withheld (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records. 84/03/19, HARTMAN. S. L. 
Debevoise S< Liberman. Ip. 24150:211, 24X Fich e : 50-445. 04/03/19. 

8404190155. 


— 8404190157 Investigation Rept 4-83-001 on 830107-0803. Major areas 
investigated: allegations re QC supervisor intimidation of 
QC personnel. Info deleted. 

DRISKILL. D. D. , HERR, R. K. . WARD, W. J. Office of Investigation. 
83/03/24. 100pp. 24150:001. 24X Fiche: 50-445, 84/03/19. 

8404190155. 


— 8404190158 Investigation Rept 4-^83-013 on 830713-0803. Major areas 
investigated: allegations re QC supervisor intimidation of 
QC personnel. Info deleted. 

GRIFFIN. H. B. , HERR. R. K. , WARD, W. J. Office of Investigation. 
83/11/03. 100pp. 24150:103, 24X Fiche: 50-445, 84/(J3/ 19, 

0404X90155. 
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0404190160 Further response to FOIA request for extant drafts of 
portions of SER & documents showing dissenting opinions of 
staff reviewers. Forwards App A documents. Documents available 
in PDR. App B documents withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/03/13. EODLEMAN. W. 
Eddleman, W. 5pp. 24148:001. 24X Fiche; 50-400, 84/03/13, 8404190160. 


— 8211290179 Forwards draft SER input for Sections 5. 3. 1, 5. 3. 2, 5. 3. 3 St 
5. 4. 1. 1 St request for addl info for determining compliance 
w/or justification for exemption to Apps 0 St H of 10CFR50. 

JOHNSTON, W. V. Assistant Director for Matls St Qual. Engineering 
(Pre 830201). 82/11/19. NOVAK, T. M. Assistant Director for 

Licensing. 26pp. 24148:006. 24X Fiche : 50-400, 84/03/13. 

8404190160. 


— 8212300396 Forwards Instrumentation 8t Control Branch draft SER, 
reflecting results of review of info presented in FSAR 
through Amend 4. Open items listed. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/12/17. 

NOVAK, T, Assistant Director for Licensing. 50pp, 24148:032. 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


— 8305050419 Forwards request for util commitment to submit turbine maint 
program. Program should be based on NRC approved manufacturer 
analyses of probability of missile producing turbine failure 
within 3 yrs of OL issuance. 

JOHNSTON, W, V. Assistant Director for Matls, Chem. 8? Environ 
Technology (Post 830201 ) . 83/04/27. NOVAK, T. M, Assistant 

Director for Licensing. 2pp. 24148:082, 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


— 8308240650 Foftjards Mechanical Engineering Branch SER input re 
pressurized thermal shock <PTS) 8< relationship to facility 
reactor vessels. PTS will probably not pose threat to reactor 
vessel matls at facilities. 

JOHNSTON, Ul, V. Assistant Director for Matls, Chem. & Environ 
Technology (Post 830201 ) . 83/08/15, NOVAK, T. M. Assistant 

Director for Licensing. 4pp. 24148:084. 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


— 0308310103 Forwards SER input for Sections 5.3. 1 re reactor vessel 
matls,5. 3. 2 re pressure temp limits & 5.3.3 re reactor 
vessel integrity, Appl icant alternative method for 
demonstrating fracture toughness acceptable. 

JOHNSTON, W, V. Assistant Director for Matls, Chem. S' Environ 
Technology (Post 830201 ) . 83/08/22. NOVAK, T. M. Assistant 

Director for Licensing. 17pp. 24148:088. 24X 

Fiche; 50-400, 04/03/13, 8404190160. 


— 8309090009 Forwards SER on FSAR Sections 3. 2. 1, "Seismic 

Classification," 3.2.2, "Sys Quality (Sroup Classification," 

5. 2, 1.1, "Compliance W/10CFR50. 55a" & 5. 2. 1. 2, "Applicable 
Code Cases," Evaluation conditional. 

KNIGHT, J.P. Assistant Director for Comp. St Structures Engineering 
(Pre 830201). 83/09/01. NOVAK, T. M. Assistant Director for 

Licensing. 13pp. 24148:105. 24X Fiche: 50-400, 84/03/13, 

8404190160. 


— 8309220267 Forwards input to SER, ref lecting results of review of info 
in FSAR through Amend 9. Four open items, three confirmatory 
items S( four Tech Spec items exist. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 83/09/13. 
NOVAK, T. M. Assistant Director for Licensing. 52pp. 24148:118. 

24X Fiche: 50-400, 84/03/13, 8404190160. 


— 8309290408 Forwards Inservice Insp Section input to SER Sections 
5.2 4, 5. 4. 2. 2 &c 6 6, based on review of util 830314 submittal 
re FSAR Amend 6 k preservice insp program for reactor 
vessel. Addl info needed, 

JOHNSTON, W, V. Assistant Director for Matls, Chem. k Environ 
Technology (Post 830201 ) . 03/09/15. NOVAK, T. M. Assistant 

Director for Licensing. 21pp. 24148: 170. 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


— 8310060062 Forwards Mechanical Engineering Branch SER input, based on 
review of FSAR Sections 3. 6. 2, 3. 7. 3 St 3, 9. Confirmatory 8< 
open items listed. Applicant response to IE Bulletin 79-02 re 
pipe support baseplates will be addressed in SSER. 

KNIGHT, J.P. Assistant Director for Comp. !< Structures Engineering 
(Post 830201). IEB-79-02. 83/09/23. NOVAK, T. M, Assistant 

Director for Licensing. 23pp. 24148:191. 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


— 8310310441 Forwards Matls Engineering Branch safety evaluation re 
containment pressure boundary within context of General 
Design Criterion 51, "Fracture Prevention of Containment 
Pressure Boundary. " Requirements met. 

JOHNSTON, U. V. Assistant Director for Matls, Chem. k Environ 
Technology (Post 830201 ) . 83/10/20. NOVAK, T. M. Assistant 

Director for Licensing. 6pp. 24148:228. 24X 

Fiche: 50-400, 84/03/13. 8404190160, 


— 8311030025 Forwards Human Factors Engineering Branch SER input re Suppl 
1 to NUREO-0737, "Detailed Control Room Design Review. " 

Completion of review will depend on receipt of acceptable 
info on sys f unc t i on/tas k analysis 

RUSSELL- W. T, Division of Human Factors Safety. 83/10/19. 

NOVAK, T. M. Assistant Director for Licensing. Spp- 24148:220. 

24X Fiche: 50-400, 84/03/13, 8404190160 


— 8311100112 Forwards revised SER input based on review of addl applicant 
info re preoo era t i ona 1 piping steady-state vibration 
acceptance criteria k inservice testing program for pumps ?< 
valves. Info acceptable. 

KNIGHT, J. P. Assistant Director for Comp, k Structures Engineering 
(Post 830201). 83/11/02. NOVAK- T. M. Assistant Director for 

Licensing. 3pp. 24148:240 24X Fiche : 50-400, 84/03/13, 8404190160. 


— 8311140061 Forwards amended Pages 12-10 k 12-14 to 831028 SER. Open item 
re location of high-range containment monitors closed. 

Radiation protection manager qualification per Reg Guide 1,8 
requirements considered confirmatory item. 

MULLER, D.R. Assistant Director for Radiation Protection. 

83/11/01. NOVAK, T. M. Assistant Director for Licensing. 3pp. 
24148:237. 24X F i c h e : 50-400, 84/03/13, 8404190160. 


— 8311150437 Forwards changes to SER submitted on 830901 re radiation 
protection program described in FSAR Chapter 12. Radiation 
protection manager qual if ications fail to meet Reg Guide 1.8 
cr iter ia. Add 1 info needed. 

MULLER, D.R, Assistant Director for Radiation Protection. 

83/10/31. NOVAK- T. M Assistant Director for Licensing. 3pp 
24143:234, 24X Fiche: 50-400. 84/03/13, 8404190160. 


— 8311160477 Forwards revised SER (Section 13.2.2) re plant personnel 
training. Open items re training programs resolved. 

RUSSELL. W. T. Division of Human Factors Safety. 83/11/09. 

NOVAK, T. M. Assistant Director for Licensing. 21pp. 24148:243. 

24X Fiche: 50-400, 84/03/13, 8404190160. 


— 8312070419 Forwards Matls Engineering Branch SER input- based on review 
of listed FSAR se c t i on s . Rev i ew conducted in accordance w/ 
applicable sections of Jui 1981 edition of NUREO-OSOO, 

JOHNSTON, W. V. Assistant Director for Matls, Chem. «< Environ 
Technology (Post 830201 ) . 83/11/25. NOVAK, T. M, Assistant 

Director for Licensing. 27pp. 24148:264. 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


— 8312220154 Forwards corrections k additions to FSAR Chapter 12. in order 
to finalize concurrence. 

CONGEL, F. J. Radi o’ ; c.ri ’ A-.srs sment Branch. 83/11/29. 

KNIGHTON, G. . ■. c e n m : - Si-ciriL'i j? 57pp. 24148:291. 24X 

Fiche: 50-400, / '1 3 •' : T. " K 40':! f ; .60 


— 8404190218 Forwards draft hydrologic engineering summary for inclusion 
in draft SER. Several open items k unresolved issues remain. 

SCHREIBER, D. L. Schreiber Consultants, Inc. 82/09/23, GONZALES, R. 

Hydrologic k Geotechnical Engineering Branch. 17pp. 24140:347. 

24X Fiche: 50-400, 84/03/13, 8404190160. 


— 8404190222 Forwards draft technical evaluation rept,per Contract 
NRC-03-B2-lle. 

BEHN, J, D. Gage-Babcock Associates, Inc. NRC-03-82-1 IS. 83/02/08. 

NOLAN, F. Chemical Engineering Branch. 16pp. 24149:001. 24X 

Fiche: 50-400, 84/03/13, 8404190160. 


8404190186 FOIA request for application for License 06-21140-02 k 
related documenbs. 

LUSHER, J. H. Envirocare, Inc. 84/02/27. FELTON, J. Division of 
Rules and Records. Ip. 24110:259. 


8404190188 Responds to FOIA request for application for License 
06-21140-02 k related d oc uments. Forward s documents listed 
in App A. 

FELTON, J. M. Division of Rules and Records. 84/03/15 LUSHER, J.H. 
Envirocare, Inc. 2pp 24110:260. 


— 0404190191 Forwards application for byproduct matl license for repair, 
overhaul k decontamination of tools k/or equipment. 

MURPHY, M. A. Anefco, Inc. 82/08/12. QUINN, P. Division of Fuel 
Cycle k Material Safety. Ip. 24110:262. 


— 8404190195 Application for License 06-21 140-02, author i z ing possession 
of licensed matl for repair, overhaul & decontamination of 
mechanical k electrical tools S< equipment. 

MURPHY. J. D, Anefco, Inc. 12252. 82/00/12. 150pp. 24110:263. 


— 8404190202 Forwards fees for renewal of License 13-14642-01 k for 
application for new matl byproduct license. 

MURPHY. M. A. Anefco, Inc. 82/08/12. JACKSON, G, License Fee 
Management Branch. Ip. 24111:058, 
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— 8404190205 Requests addl info re application for license to repair# 
overhaul S< decontaminate tools St equipmen t. incl ud ing scope 
of use 8(/or possession of licensed mail at client 
faci 1 i ties. 

GUINW, P. R. Division of Fuel Cycle 8< Material Safety. 12252. 
82/09/09. MURPHY, J.B. Anefco, Inc. 3pp. 24111.059. 


■8404190208 Advises that 820812 application will be considered abandoned 
if requested addl info not received u/ithin 30 days. 

GUINr4, P. R. Division of Fuel Cycle & Material Safety, 12252. 

83/01/10. MURPHY, J.B. Anefco, Inc. Ip, 24111:062 


— 8404190211 Forwards revised application for byproduct matl license. per 
820909 request for addl inf o, addressing maint & repair of 
equipment outside licensed facilities. 

MURPHY, M. A, Anefco, Inc, 12252. 83/02/01. GUINN, P.R. Division 

of Fuel Cycle & Material Safety. Ip. 24111:063. 


•8404190215 Revised application for 1 i cense, author i z ing possession of 
licensed matl for repair, overhaul & decon tamination of tools 
ti electrical equipment. 

Anefco, Inc. 83/01/31. 2pp. 24111:064. 


— 8404190219 Submits addl info re application for byproduct matl license 
Repairs to products equipment will be performed at 
unlicensed facilities. 

MURPHY, D.J, Anefco, Inc. 83/06/22. GUINN. P,R. Region 2. Office 
of Director. 3pp. 24111:066. 


— 8404190223 License 06-21140-02 for ANEFCO, I nc , author i z ing possession of 
byproduct source matl for maint, repair 2-: d ec on tamina ti on 
of tools & equipment. 

HICKEY, J. W. Division of Fuel Cycle & Material Safety. 83/08/22. 

3pp. 24111:069. 


8404190198 Further response to FOIA request for documents considered or 
relied upon by NRC in preparation of three categories of 
documents concerning fac i lities. App B documents entirely 
withheld <ref FOIA Exemption 5). 

FELTON, J. M, Division of Rules and Records. 84/03/16. HARTMAN, S. L. 
Debevoise 2; Liberman, 2pp. 24122:318. 24X Fiche: 50-445. 84/03/16, 

8404190198. 


8404190416 Addl response to FOIA request for documents resulting in 
Nov 1981 notice of violation. Draft enforcement action dtd 
811103 withheld (ref FOIA Exemption 5). Listed documents 
available in PDR, 

FELTON, J. M. Division of Rules and Records. 84/03/08. THUMSER, P. J. 
D'Amato & Lynch. 2pp, 24125,359. 24X Fi c he : 50-358, 84/03/08, 

8404190416, 


8404190419 FOIA request for documents re investigation of const, 
planning Zt financial problems which resulted in Nov 1981 
notice of violation. 

BOWMAN, G.W. D'Amato Lynch. 83/12/23, FELTON, J. II. Division of 
Rules and Records, Ip. 24125:361. 24X Fi c h e : 50-358, 83/ 12/23, 

8404190419. 


B404190421 FOIA request for K Goller 831201 memo to D Ward re ACRS 
review of proposed rulemaking change to 10CFR50,App A. 

PEDRO, J. NUS Corp, CD-L IS-83-074 84/02/02. Division of Rules 

and Records Ip. 24150:350, 


8404190422 Further response to FOIA request for 1982 SECY papers to be 
placed in PDR. Forwards SECYs 82-2700,82-283,82-289 !k 82-317. 

Info partially withheld (ref FOIA Exemption 5). Documents 
also available in PDR 

FELTON, vJ. M. Division of Rules and Records 84/03/23. WEISS, E.R. 
Union of Concerned Scientists, 3pp, 24150:214. 24X 

Fiche: 50-000, 84/03/23, 8404190422. 


— 8404190426 SECY-82-270B 

Advises Commission of receipt of two submissions from PASNY 
S’, UCS/New York PIRG commenting on draft order re Indian 
Point special proceed ing. Inf o deleted. 

BICKWIT.L. Office of the General Counsel. 82/07/21. ip. 
24150:217. 24X Fiche; 50-000, 84/03/23, 8404190422. 


—8404190429 SECy-e2-283 

Recommends that Commission approve end draft FR notice 
seeking public comment on proposal to modify effectiveness 
review procedures for CP dec isions. Info deleted. W/o end. 
SrCKWIT, L. Office of the General Counsel. 82/07/06. 5pp. 
24150: 218, 


— 8404190434 SECY-S2-289 

Recommends Commission review denial of 10CFR2. 206 petition 
filed w/IE by Commonwealth of MA Executive Ofc of Energy 
Resources for alternative disposition of civil penalty 
levied against util. Info deleted. 

BICKWIT,L. Office of the General Counsel. 82/07/09. 39pp. 

24150:223. 24X Fi c he : 50-000, 84/03/23, 8404190422. 


—8404190443 SECY-S2-317 

Discusses FOIA Appeal 82-A-7C re withholding of document 
dealing w/emergency preparedness. Info deleted. 

ROTHSCHILD, T. Office of the General Counsel. 82/07/27. 13pp. 

24150: 262. 


8404190424 Responds to FOIA request for K Goller 831201 memo ?, ends 
to D Ward re ACRS review of proposed rulemaking change to 
10CFR50,App A. Forwards doc uments. Inf o also available in PDR. 

FELTON. J.M, Division of Rules and Records. 84/03/05. PEDRO, J. NUS 
Corp. Ip. 24150:352. 


— 8312190275 Forwards proposed rulemaking change to 10CFR50, App A re 
human factors criterion addition to GDC, per 830615 HOU, 

Paragraph 5. a. Schedule for review listed. 

GOLLER, K.R. Division of Facility Operations. 83/12/01. WARD, D. 
ACRS - Advisory Committee on Reactor Safeguards. 24pp. 24150:352. 


8404190427 FOIA request for WJ Dircks 811118 memo re use of b4UREOs to 
issue new requirements or quasi-requirements HK Shapar 
810205 memo re avoidance of mischaracteri za tion of effect of 
certain communications to licensees. 

PORT, A. C. Stone & Webster Engineering Corp. 84/02/06. FELTON. J. M. 
Division of Rules and Records. Ip. 24125: 355. 


8404190430 Responds to FOIA request for WJ Dircks 811118 memo re use of 
NUREGs to issue new requirements or quasi-requirements & 

HK Shapar 810205 memo . Forward s Shapar memo. Dircks memo 
cannot be located. 

FELTON, J. M. Division of Rules and Records. 84/03/15. I^RT, A. C. 
Stone «, Webster Engineering Corp. Ip. 24125:356. 


— 8104060306 Requests that gui dance, criteria ?< requests to licensees 
should not contain any language implying that guidance 
constitutes requirements. 

SHAPAR, H.K. Office of the Executive Legal Director. 81/02/05. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
24125: 357, 


8404190433 FOIA request for FIN operating plans for FY84 for four 
listed NRC ofcs. 

SHOLLY, S C. Union of Concerned Scientists. 84/02/20. FELTON. J. M. 
Division of Rules and Records. 2pp. 24151:145. 


8404190437 Forwards FOIA request for SECY-83-32C, "Fourth Quarterly 
Status Rept on Implementation of QA Initiatives, " 

FLORA, J.W. Flora, J. W. 84/01/24, FELTON, J. M, Division of Rules 
and Records Ip. 24150:276. 


—8404190442 FOIA request for SECY-83-32C, "Fourth Quarterly Rept on 
Imp lementat ion of QA Initiatives." 

FLORA, J.W. Flora, J.W. 84/01/05. NRC - No Detailed Affiliation 
Given. Ip. 24150:277. 


8404190438 Responds to FOIA request for FIN operating plans for FYa4 
for four listed NRC ofcs. Forwards documents listed in app 
except for three NUREG repts. Documents also available in 
PDR 

FELTON. J. M, Division of Rules and Records. 84/03/05. SHOLLY, S. C. 
Union of Concerned Scientists. 2pp. 24151:147. 


— 84C4190440 "FY84-S6 NRR Operating Plan. " Related info end. 

Office of Nuclear Reactor Regulation, Director. 83/11/25. 
77pp. 24151:171. 


8404190439 FOIA request for correspondence between util.HJ Kaiser & NRC 
referenced in end Ohio Civil Rights Commission 840227 Itr. 

HARDING, C. J, Affiliation Not Assigned. 84/02/29. Division of 
Rules and Records. 4pp. 24125:349. 24X Fiche: 50-358, 84/02/29, 

8404190439 


8404190446 Addl response to FOIA request for documents re 830620 House 
subcommittee hearing on Hayward Tyler Pump Co. Forwards 
NE Abrams 830204 memo. Memo also available in PDR. 

FELTON- J.M. Division of Rules and Records. 04/03/12. CHURCH, B., 
DEVINE, T. Government Accountability Project. Ip. 24125:340. 


— 8404190449 Responds to request for info re protection of Hayward Tyler 
Pump Co info from public disc losure. FOIA Exemption 4 allows 
for protection of trade secrets St commercial or financial 
info. 

ABRAMS, N. E. Operations it Administrative Division. 83/02/04. 

COMBS, F. Office of Congressional Affairs. 2pp. 24125:341. 


8404190447 Responds to FOIA request for correspondence between util, 
HJ Kaiser It NRC referenced in Ohio Civil Rights Commission 
840227 Itr. Forwards App A documents. W/o ends. 

FELTON, J. M. Division oF Rules and Records. 84/03/16. HARDING, C. 
Affiliation Not Assigned. 2pp, 24125:353 24X 

Fiche: 50-358, 84/03/16, 8404190447. 
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8404190448 Responds to FOIA request for SECY-83-32C# "Fourth Quarterly 
Status Rept on Implementation of QA Initiatives." Forwards 
requested document. 

FELTON. J. M. Division of Rules and Records. 84/03/05. FLORA. J. W. 
Flora. J. W. Ip. 24150:278. 


— 8404190452 Draft Commission paper providing info on status of 
implementation of QA initiatives identified in SECY-S2-3S2 
Z>. progress in QA studies pilot programs required by Ford 
Amend. ' 

DIRCKS. W. J. Office of the Executive Director for Operations. 
63/10/20. 20pp. 24150:279. 


8404190454 Final response to FOIA request for listing of members & 
charter of TMI-1 Restart Issues Task Force. Forwards App A 
documents. Documents also available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/03/07. SHOLLY, S. C. 
Union of Concerned Scientists. 2pp. 24151:253. 24X 

Fiche: 50-289, 84/03/07, 8404190454. 


— 8404190461 Forwards updated listing of certification items for TMI-l 
restart, per 830201 03 discussions St NUREO-0680. 

CONTE, R. Region 1, Office of Director. 83/02/08, VAN VLEIT, J. 
TMI Program Office, 68pp. 24151:255. 24X Fiche: 50-289, 84/03/07, 

8404190454. 


8404190459 Partial response to FOIA request for documents re 
investigation actions concerning falsified util welding 
insp repts at s i te. Forwards App A documents . Documents also 
available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/03/07. DOUeHTY, J. 
Seacoast Anti-Pollution League. 2pp, 24122:352, 24X 

Fiche: 50-443, 84/03/07, 8404190459. 


8404190460 FOIA request * 0 - documents re HTOR safety research planning 
workshop held or. ESCi-^L-DA at INEL. 

BERNDT. J. Snake River Alliance. 84/02/02 FELTON, J. Division of 
Rules and Records. Ip. 24149:235, 


8404190462 FOIA request for documents re formation i< existence of 
combined review group ?< documentation task force at facility 
it info concerning F Duddy, 

STEPHENS, S, Nuclear Awareness Network. 84/02/14. Office of 
Administration. Ip. 24151:248. 24X Fiche : 50-482, 84/02/14, 

8404190462. 


8404190464 Responds to FOIA request for documents re HTOR safety 
research planning workshop held on 030802-^04 at INEL. 

Forwards App A documents, 

FELTON, J, M. Division of Rules and Records. 84/03/05. BERNDT, J. 
Snake River Alliance. 2pp, 24149:236. 


— 8404190468 Advises of HTOR safety research planning & forthcoming 
workshop in Aug 1983 at INEL. NRR should appoint participant. 
Related info end. 

BASSETT, O.E. Division of Accident Evaluation (Pre 840101). 
83/07/19. EISENHUT, D, G. Division of Licensing. SPEIS, T, P. 
Division of Safety Technology. MATTSON, R . J. Division of Systems 
Integration <post 811005). 123pp. 24149:238. 


8404190466 FOIA request for detailed info on listed research program 
DOVE,K, Affiliation Not Assigned. 84/02/06. FELTON, U. M. Division 
of Rules and Records. 3pp, 24149:018. 


8404190467 Responds to FOIA request for documents re discussions of 
topical QA manual. Forwards App A documents. Documents also 
available in PDR, 

FELTON, J. M. Division of Rules and Records. 84/03/05. GARDE, B. P. 
Government Accountability Project. 2pp. 24122:322. 24X 

Fiche; 50-413, 84/03/05, 8404190467. 


— 8404190471 Forwards topical rept evaluation of Amend 4 to DUKE-l-A, 
"QA Program." Rept acceptable for referencing in license 
app li cations, 

HAASS, W. P. Quality Assurance Branch. 78/06/29. WELLS, J, Duke 
Power Co, 2pp. 24122:324. 24X Fiche; 50-413, 84/03/05, 8404190467. 


— 8404190472 Topical rept evaluation of Amend 4 to DUKE-l-A, "QA 
Program. " Rept acceptable for referencing in license 
app lications. Related info re alleged safety hazards end. 

» NRC - No Detailed Affiliation Given. 78/06/29. 18pp. 

24122:326. 24X Fiche: 50-413, 84/03/05, 8404190467, 


8404190470 Responds to FOIA request for listed info re research 
programs. BNL, ORNL & Sandia Natl Labs programs not in NRC 
sys. Forwards info re remaining programs. Inf o also available 
in PDR, 

FELTON, J. M. Division of Rules and Records. 84/03/06. DOVE, K, 
Affiliation Not Assigned. Ip. 24149:021. 


— 8404190475 "RES FY83-84 Program Summary. " 

^ Office of Nuclear Regulatory Research, Director. 84/02/10. 
200pp. 24149:022. 


8404190474 FOIA request for documents re May 1982 SALP board rept. 

SAMP, R, A. Shaw, Pittman, Potts Trowbridge. 84/02/14. FELTON, J. M. 

Division of Rules and Records. 2pp. 24125:304. 24X 

Fiche: 50-498, 84/02/14, 8404190474. 


0404190477 Partial response to FOIA request for five categories of 
documents re May 1982 SALP board r ep t. Forwa rd s listed 
documents. Documents also available in PDR. Review of 
remaining documents subj to request in progress. 

FELTON, J. M. Division of Rules and Records. 84/03/05. SAMP. R. A. 
Shaw, Pittman, Potts Trowbridge. Ip. 24125:306. 24X 

Fiche: 50-498, 84/03/05, 8404190477. 


—8404190480 SALP Repts 50-490/81-37 50-499/81-37 for Uul 1980 - June 

1981. PS Jordan 020526 memo end. 

GROSSMAN, W, A. , SEIDLE, W. C. Region 4, Office of Director. 
50-499/81-37. 82/04/29. 13pp. 24125:307. 24X 

Fiche: 50-498, 84/03/05, 8404190477. 


— 8404190485 Advises that formal SALP review will be performed for 
current review period S', mgt meeting will be held u/licensee 
in Aug or Sept 1981 . Lie ensee progress in responding to 
Investigation 79-19 findings 8< show cause order acceptable. 
COLLINS, J.T. Region 4, Office of Director. 81/05/21. 

MOSELEY, N.C. Dir ec tor ' s Of f ice. 2pp. 24125:325. 24X 

Fiche: 50-498, 84/03/05, 8404190477. 


•8404190487 Discusses SALP review 5 improvements in QA program. Bechtel S< 
Ebasco procedures now require that overdue corrective action 
items be escalated to higher mgt, 

OPREA, G. W. Houston Lighting 8,. Power Co, ST-HL-AE-841 . 82/06/24. 

COLLINS, J, T. Region 4, Office of Director. 2pp. 24-125:327. 24X 

Fiche: 50-498, 84/03/05. 8404190477. 


8404190481 Responds to FOIA request for documents re formation h 
existence of combined review group & documentation task 
force at facility 8 info concerning F Duddy . Forwards App A 
document. App A App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/03/08. STEPHENS, S. 
Nuclear Awareness Network. 3pp. 24151:249, 24X 

Fiche; 50-482, 04/03/08, 8404190481. 


— 8404190486 Advises of establishment of task force to oversee completion 
of BM, EF Zi EG sys, preparation completion of associated 
quality documentati on 8: review of documentation Task force 
will commence on 830120 8 be chartered for 30 days. 

FOUTS, G, L. Kansas Gas 8 Electric Co. KWCLC-2403. 83/01/13. 

WARRICK, L,F. Daniel International Csubs. of Fluor Corp. >. Ip, 
24151:252, 24X Fi c h e : 50-482, 84/03/08, 8404190481 . 


8404190482 FOIA request for documents re JD Forbes 8 ch loracne, d ioxin, 
agent orange 2, 4, 5-T 8 TCP from 1950-1970. 

LLEWELLYN, D. Rivkin, Leff, Sherman 8 Radler. 84/02/13. FELTON, J. M. 
Division of Rules and Records, Ip, 24122:358. 


8404190434 Responds to FOIA request for documents re JD Forbes 8 
d i 0 xin, ch loracne, ag ent orange 2, 4, 5-T 8 TCP from 1950-1970. 

NRC has no documents subj to request. Sugg es ts contacting 
EPA. 

FELTON, J.M. Division of Rules and Records. 84/03/08, LLEWELLYN, D 
Rivkin, Leff, Sherman 8 Radler, Ip. 24122:359. 


8404190488 Responds to FOIA request for SECY-B3-297 to be placed in 
PDR. Document withheld in entirety (ref FOIA Exemption 5). 

FELTON, J. M, Division of Rules and Records. 84/03/05 MEYER, D. W, 
Newman 8 Holtzinger. 2pp. 24122:360. 


8404190490 FOIA request for SECY-S3-297 to be placed in PDR, 
MEYER, D.W. Newman 8 Holtzinger. 84/01/17. Office of 
Administration. Ip. 24122:362. 


8404190491 FOIA request for documents re order to shut down facility. 
TIERNEY, J.M. Boston, MA. 84/02/22. NRC - No Detailed Affiliation 
Given. Ip, 24125.332. 24X Fiche; 50-293, 04/02/22, 8404190491 . 


8404190494 Responds to FOIA request for documents re order to shut down 
facility. Forwards documents listed in app.Addl matl may be 
available at FERC, W/o app, 

FELTON, J. M, Division of Rules and Records, 84/03/09. TIERNEY, J, M. 
Boston, MA, Ip. 24125:333. 24X Fiche: 50-293, 84/03/09, 8404190494. 


— 8404190496 Submits addl info re insp of BWR stainless steel piping, per 
830308 meeting. Issue will be resolved as expeditiously as is 
consistent w/public safety . Related info end, 

HARRINGTON, W. D. Bospon Edison Co. BECO 83-214. 83/08/10. 

EISENHUT, D. G. Division of Licensing. 4pp. 24125:334. 24X 

Fiche ; 50-293, 84/03/09, 0404190494. 



468 


NONDOCKETED ITEMS 


8404190498 Responds to FOIA req.uest for documents re containment sys 
experiments conducted at BNWL. NRC has no documents subj to 
recLuest. 

FELTON. J. M. Division of Rules and Records. 84/03/09. SHOLLY, S. C. 
Union of Concerned Scientists. Ip. 24125; 338. 


8404190500 FOIA request for documents re containment sys experiments 
conducted at BNWL. 

SHOLLY. S. C. Union of Concerned Scientists. 84/02/20. FELTON. J. M. 
Division of Rules and Records. Ip. 24125:339. 


8404190501 Responds to FOIA request for cost general description of 
films & filmstrips lu/sound & not more than 35 minutes in 
length purchased from 1977 - June 1983. Films listed. 

FELTON. J. M. Division of Rules and Records. 84/03/13. CLARK. D. 
Affiliation Not Assigned. Ip. 24125:302. 


8404190503 FOIA request for cost & general description of films 8< 
filmstrips w/sound ?< not more than 35 minutes in length 
purchased from 1977 - June 1983. 

CLARK. D. Affiliation Not Assigned. 84/02/03. NRC - No Detailed 
Affiliation Given. Ip. 24125:303. 


8404200004 Responds to FOIA request for documents re GE QA 
responsibility for Mark II reactors. Forward s listed 
documents. Review of documents subj to request continuing. 
FELTON, J. M. Division of Rules and Records. 84/03/15. BELL. N. 
Nuclear Information S< Resource Service. Ip, 24159: 170. 24X 

Fiche: 50-358. 84/03/15. 8404200004. 


— 8404200007 Advises that Action Item F03005584 re G£ disclaimer of 
responsibility considered closed St no further action 
p lanned. Zimmer Area Citizens note end. 

WARWICK. R.F. Region 3. Office of Director. 84/01/31. Region 3. 
Office of Director. 4pp, 24159:171. 24X Fi c h e; 50-353. 84/03/1 5. 

8404200004. 


8404200005 FOIA request for repts produced for NRC under severe core 
damage analysis package research program prepared by EG&G 
Idaho. Inc & subcontractors. 

SHOLLY. S. C. Union of Concerned Scientists. 84/02/20. FELTON. J. M. 
Division of Rules and Records. 2pp. 24157:001. 


8404200008 Responds to FOIA request for repts produced for NRC under 
severe core damage analysis package program prepared by 
EG?cG Idaho, Inc subcontractors. Forwards App A documents. 

Documents also available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/03/08. SHOLLY. S. 
Union of Concerned Scientists. 2pp. 24157:003 


—8202080115 "Liquid Cladding - Fuel Reaction Rate (PSUZ)." status rept. 
BEERS, G.H. EG8<G, Inc, FIN A~6050. EGO-CDD-561 1 . 81/11/30. 

MARINO. G.P, NRC - No Detailed Affiliation Given. 19pp. 

24157: 117. 


— 8202080473 "Cladding Oxidation (CORROS, COB I LD, COX IDE. COXWTK & COXTHK)." 
status rept. W/errata sheet. 

HAMPTON. N. L. . HAGRMAN, D. L. . HOWE. T. M. EG&G. Inc. FIN A-6050. 
EGG-CDD-5647. 81/11/30. 90pp. 24157.005, 


—8202080474 "Fuel Oxidation (FOXY «! FOXYK)." status rept. 

CHAMBERS, R. EGS<Q, Inc. FIN A-6050. EOG-CDAP-5595. 81/11./30. 
MARINO. G. P. Office of Nuclear Regulatory Research, Director. 
23pp. 24157:094, 


— 8202190422 "Finite Element Method Heat Conduction for SCDAP, " internal 
rept. 

BERNA.G. A. EG8<G, Inc. FIN A-6050. EGG-CDD-5697. 81/12/31. 

MARINO, G. P Office of Nuclear Regulatory Research, Director, 

117pp. 24157:266. 


— 8205030170 "Effective Heat Transfer Model (EFFHT) for SCDAP." 
SENGPIEL.W. EG&Q.' Inc. FIN A-6050. EGG-CDD-56S6. 82/02/28 
MARINO, G P. Office of Nuclear Regulatory Research. Director, 
72pp. 24158:024. 


— 8205040026 "Grid Spacer Removal Model. " informal rept, 

BERNA.G. A, EG&G, Inc. FIN A-6050, EOO-CDD-5831. 82/03/31. 

MARINO. G. P. Office of Nuclear Regulatory Research, Director, 
llpp. 24159,083. 


•' — 820S06020S "Prior Operation Effective Heat Transfer Model for SCDAP." 
informal rept. 

BERNA.G. A. EG&G. Inc FIN A-6050. EGG-CDD~S757. 82/02/28. 

MARINO, G. P, Office of Nuclear Regulatory Research. Director. 

16pp. 24159:067. 


—8205140086 "SCDAP Nuclear Heat Model (WHEAT). " interim rept. 

CARLSON. E.R. EG&O. Inc. FIN A-6050. EGG-CDD-5752. 82/04/30, 

MARINO, G. D. Office of Nuclear Regulatory Research. Director, 
76pp. 24158. 189. 


— 8207140052 "Axial Fuel Relocation Effective Heat Transfer Model for 
SCDAP," interim rept. 

BERNA.G. A. EGS«G. Inc. FIN A-6050. EGG-CDD-5S74. 82/06/30. 
MARINO/G. P. Office of Nuclear Regulatory Research. Director, 
lepp. 24159:005. 


— 8207220011 "Fuel Axial Relocation Model FRELOC For SCDAP, " interim rept 
for June 1982. 

SIEFKEN. L. J. EG-SiG, Inc. FIN A-6050. EGG-CDD-5875, 82/06/30. 

MARINO, G. P. Office of Nuclear Regulatory Research. Director. 

42pp. 24158.325. 


— S20722005S "Internal Gas Pressure Models for SCDAP/MODQ, " internal 
rept. 

SENGPIEL, W. EG«<G. Inc, FIN A-6050. EGG-CDD-5S23. 92/06/30. 
MARINO. G.P, Office of Nuclear Regulatory Research. Director. 
78pp. 24159:094. 


— 8207300073 "Component State Models for Severe Core Damage Analysis 
Package, " interim rept. 

BERNA, G. A. EG&O, Inc. FIN A-6050, EGG-CDD-5872 82/06/30. 
MARIN'O, G. P. Office of Nuclear Regulatory Research, Director. 
44pp. 24159:023. 


— 8301070048 "L i a - e^a ? t i ■■j-.-'^l ow-So 1 i d i f ac tion Model (LIQSOL)," 

SIEFKEN, L. J. EOJ-G FINA-6360. EGG-CDD-570S, 82/11/30. 

MARINO, G.P. Office of Nuclear Regulatory Research, Director. 
93pp. 24158.096. 


— 8301120599 "Fission Gas Release Modeling for SCDAP/MODO. " interim 
rept. 

HOWE. T. M. EG&G. Inc. FIN A-6050. EGG-NSMD-610S. 82/11/30. 
MARINO, G.P. Office of Nuclear Regulatory Research. Director. 
58pp. 24158:265. 


S404200025 Further response to FOIA request for eight categories of 
documents re OL amends. Forwards App B documents. App C 
documents withheld (ref FOIA Exemption 5). Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/01/26. BELL. N. 
Nuclear Information ?<: Resource Service. 4pp. 24156:044, 24.X 

Fiche: 50-000. 84/01/26, 8404200025. 


— 8404200029 Petition for rehearing ?< suggestion for hearing en banc re 
Court of Appeals jurisdiction to review NRC denials of 
10CFR2. 206 requests. Certificate of Svc 3< related info end. 

PLAINE, H. H. Office of the General Counsel. SLAGGIE, E. L. . 

LEVI,R. P. NRC - No Detailed Affiliation Given. 83/09/09. U. S. 
Court of Appeals. District of Columbia Circuit. 38pp. 24156:048. 

24X Fiche- 50-000, 84/01/26. 8404200025. 


8404200182 Partial response to FOIA request for NUREG-0731 . NUREG- 0840. 
SECY-Bl-651 5- SECY-82-3. Forwards NUREG-0840. NUREG also 
available in PDR. NUREO-0731 available in PDR & SECY-81-651 S< 
SECY-S2-3 undergoing Commission review. 

FELTON, J.M. Division of Rules and Records. 84/03/07. SHOLLY. S. 
Union of Concerned Scientists. Ip. 24155:340. 


— 8404200196 NUREG-0840 UOl 

PROGRAM ON BEHAVIOR OF DAMAGED FUEL. Report of the NRC Fuel 
Testing Task Force. 

MARINO, G.. WRIGHT. R., SILBERBERC. M. Division of Accident 
Evaluation. 82/02/28. 60pp. 24155:341. 


8404200399 FOIA request far documents under HA Hammitt FOIA Request 
83-754 re Nuclear Pharmacy facility. 

REDMORE. G. Syncor International. 84/03/12. KINNEMAN, J, Region 1. 
Office of Director. Ip. 24151:342. 


8404200400 Responds to FOIA request for documents under FOIA 
Request 83-754 Forwards request 8< NRC response. Documents 
available in PDR. W/o encl. 

FELTON, J.M. Division of Rules and Records. 84/03/21. REDMORE. G. 
Syncor International. Ip. 24151:343. 


8404200401 Further response to FOIA request for documents re 
investigation followup actions taken as result of 
alleged discovery of falsified welding insp repts by util. 

Forwards App A documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/03/19. DOUGHTY. J. 
Seacoast Anti-Pollution League. 2pp. 24151:324. 24X 

Fiche: 50-443, 84/03/19, 8404200401. 


8404200402 Partial response to FOIA request for documents re falsified 
welding insp repts. Forwards App A Documents 16.72 portions 
of 17, Document 17 partially withheld St remainder of 
documents entirely withheld (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records, 84/03/21. DOUGHTY. J. 
Seacoast Anti-Pollution League. 6pp. 24151:330. 24X 

Fiche: 50-443. 84/03/21, 8404200402, 
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8404230016 Responds to FOIA request for closed Commission 840124 
meeting transcript/ "Future Steps to TMI-l Restart. " 

Response deferred pending DC Circuit Court ruling on NRC 
motion re decision in Philadelphia Newspapers vs NRC. 

FELTON/ J. M. Division of Rules and Records. 84/04/03. RYAN/ M. L, 
McGraw-Hill Publications Co. Ip. 24187:181. 24X 

Fiche: 50-289, 84/04/03, 8404230016. 


8404230017 FOIA request for transcript of closed Commission 840124 
meeting re future steps to TMI-1 restart. 

RYAN/ M. L. McGraw-Hill Publications Co. 84/02/23. Office of 
Administration. ip 24107:182. 24X Fic h e ■ 50-289, 84/02/23, 

8404230017. 


8404230018 Further response to FOIA request for documents re security 
violations safeguards events at nuclear facilities. 

Forwards App A S- B documents. Info withheld (ref FOIA 
Exemption 3). Zion plant meeting summary rept nonexistent. 

FELTON, J. M. Division of Rules and Records. 84/01/17. GOLDENBERG/ G. 

Scripp s-Howard Newspapers. 4pp. 24183:238. 24X 

Fiche: 50-000. 84/01/17, 8404230018. 


— 8404230019 Forwards State of IL Dept of Nuclear Safety 810930 Itr re 
complaint from former employee of Burns, guard contractor at 
facility ?? 811019 response to Congressman Corcoran, Matter 
considered closed. 

PHILLIP/G. A. Region 3, Office of Director. 81/11/18. Region 3. 
Office of Director. 2pp. 24183:244. 24X F i c h e ■ 50-000. 84/01/17. 

8404230018. 


— S404230020 Responds to noncompliance noted in IE Insp Repts 
50-010/81-18.50-237/81-34 50-249/81-26. Corrective actions 

other info deleted. 

RAUSCH. T.J. Commonwealth Edison Co, 3280N. 82/01/20. 

KEPPLER, J. G. Region 3, Office of Director. 4pp, 24183:249. 24X 

Fiche: 50-000. 84/01/17, 8404230018. 


— 8404230021 Responds to 810930 Itr transmitting L Gretz Itr concerning 
security at facil ities. Ltr dtd 81 1019, res pond ing to L Gretz 
inquiry, enc 1. 

WARNICK, R. F. Region 3, Office of Director. 81/11/18. CARSTENS, L 
Illinois. State of. Dept. Nuc. Safety (formerly Dept. Public 
Health). Ip, 24183:246. 24X Fi c h e : 50-000, 84/01 / 17, 8404230018. 


— 8404230023 Comments on util 820317 ltr re vital area sear ches . Resp onse 
accepted. 

MCCORKLE. G. W. Power Reactor Safeguards Licensing Branch. 

83/02/08. HILLER. J.R. Region 3. Office of Director, Ip. 

24184:123. 24X Fiche : 50-000. 84/01/17, 8404230018. 


— 8404230025 Responds to 810925 request for info to use in response to 
L Gretz concerns re facility guard fore es . Cone erns involve 
security force training programs labor/ mg t relations. 

DIRCKS. W. U. Office of the Executive Director for Operations. 
81/10/19. CORCORAN, T. House of Rep. 2pp. 24183:247. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230026 Concurs w/findings in 811209 memo re deficiency in response 
procedures. Request for appropriate plan rev forwarded to NRR 
for transmittal to util. 

MCCORKLE. G. W. Physical Security Licensing Branch. 81/12/31. 

GREGER, L. R. Technical Inspection Branch. Ip. 24184:124. 24X 

Fiche: 50-000. 84/01/17, 8404230018. 


— 8404230032 Comments on recent security insp re adequacy of util 
response procedures for vital area intrusion alarms. 

Procedures do not meet 10CFR73. 55( h > (4) requirements. Info 
deleted. 

GREGER, L.R. Technical Inspection Branch. 81/12/09. MCCORKLE, O. W. 

Power Reactor Safeguards Licensing Branch, 2pp. 24184:125. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230035 Discusses 810822 memo re vital area access. Indications of 
improper security practices nonex i stent. E xamp les imply 
regulatory deficiency. Insp efforts should be directed toward 
improper application of security measures. 

MCCORKLE, G. W. Physical Security Licensing Branch, 81/12/07. 

BROWN, W.B. Physical Security Section. Ip. 24184:076. 24X 

Fiche: 50-000, 84/01/17, 6404230018 


— 8404230037 Summarizes 811208 telcon u/B Saunders re failure to repair 
uninterruptible ac electric power sys inverter sys until 
after 820101, Burns guard force morale V. rumors of Local 73 
strike vote. 

PIRTLE, G. Region 3, Chicago, Office of the Director (81/03/01). 
81/12/15. Region 3, Chicago. Office of the Director (81/03/01). 
2pp. 24184:127. 24X Fich e: 50-000, 84/01/ 17, 8404230018, 


— 8404230030 Forwards Region III 810828 evaluation memo re commitment to 
restrict vital area access. Commitment not defined as 
suggested in IE Bulletin 79-16. 

BUSH, L. L. Physical Security Section. IEB-79-i6. 81/09/11. 

MCCORKLE, G. W Ph';sicel Socu'-ity Section. 2pp. 24184:077. 24X 

Fiche; 50-C0C.- S-':/.':; . ,■ . 7. '. H 


— 8404230039 Discusses 811025 diesel generator cooling water pump failure 
resulting in high engine temp trips due to inadequate 
cooling. Caused by broken discharge check valves. Insp rept 
will be prepared. Info deleted. 

BURTON, R.M, Region 3, Office of Director, 82/01/15. WARNICK, R. F. 

Region 3, Office of Director. 9pp. 24184:129. 24X 

Fiche: 50-000, 84/01/17, 840423001 B, 


— 8404230042 Discusses security insp re unlimited access to vital areas. 
Inspectors required to verify that access to vital areas 
limited to authorized individuals, 

CREED, J.R. Region 3, Office of Director, 81/08/28. BUSH, L L. 
Physical Security Section, 2pp. 24184,079. 24X 

Fiche: 50-000, 84/01/17, 8404230018, 


— 8404230044 Notice of violation from insp on 81 1 102-06, Inf o deleted. 
* Division of Engineering Technical Inspection. 50-237/81-34, 
81/12/22, Ip. 24184:140. 24X Fiche: 50-000, 84/01 /17, 8404230018. 


— 8404230045 Summarizes 821028 insp re four security guards suspended for 
drug use, Insp involved interviewing guards re illegal drug 
use by guards .Se p er s onn e 1 . Resu 1 1 s listed. Info deleted. 

MADEDA, T. J. Region 3, Office of Director. 82/11/05. Region 3, 
Office of Director, 2pp, 24184:085. 24X F i c he: 50-000, 84/01 /17, 

8404230018. 


—8404230047 IE Insp Repts 50-010/81-18,50-237/81-34 50-249/81-26 on 

811 102-06, Violation noted : securi ty records not retained for 
required time period data required by security plan not 
entered on computer sys, 

CHRISTOFFER, G. , PIRTLE, O.L. Region 3, Chicago, Office of the 
Director (81/03/01). CREED, J. R. Safeguards. 50-237/81-34. 
81/12/10. 20pp, 24184:141. 24X Fi c h e : 50-000, 84/01 / 1 7, 840423001 8. 


— 8404230049 Ack receipt of 820823 ltr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 50-010/B1-22. 
50-237/81-40 h 50-249/81 -33. Overa 1 1 integrity of security 
not questioned. 

KEPPLER, J.G. Region 3, Office of Director, 82/09/08. REED, C, 
Commonwealth Edison Co. 2pp. 24184:063, 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230051 Notice of violation from insp on 821115-19. 

MILLER, J.R, Region 3, Office of Director. 50-237/82-23, 
82/12/20. Ip. 24184:163. 24X Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230058 Discusses 811025 diesel generator cooling water pump failure 
resulting in high engine temp trips due to inadequate 
cool ing. Caused by broken discharge check valves. Insp rept 
will be prepared. 

BURTON, R.M, Region 3. Office of Director, 82/01/15, WARNICK, R. F, 
Region 3, Office of Director. 10pp. 24184' 180, 24X 

Fiche: 50-000, 84/01/17. 8404230018. 


— 8404230060 Responds to violations noted in IE Insp Repts 50-010/81-22, 
50-237/81-40 50-249/81-33. Corrective actions: 

implementation of App B to security plan began in Feb 1981 8, 
guard training to be completed in Feb 1983, Info deleted. 

DELGEORGE, L. 0. Commonwealth Edison Co. 4829N. 82/08/23. 

KEPPLER, J. G. Region 3, Office of Director, 3pp. 24184:065. 24X 

Fiche; 50-000, 84/01/17, 8404230018 


— 8404230067 Forwards rept of investigation identifying 
misrepresentations by Burns Inti Security Svcs.Inc 
concerning firearms qua 1 i f i ca t i on ?< requalifications of 
contract security guards. W/o rept. 

CUMMINGS, J, J, Office of Inspector Auditor. 78/12/04. 
RICHARD. M.M, Justice, Dept. of. 9pp 24184:226. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230074 Responds to 740319 request for description of proposed 
industrial security p Ian. Provis ion of armed guards 
implemented, Other portions of plan will be implemented in 
June 1974, except for listed sections. 

ABEL, J. S, Commonwealth Edison Co. 74/05/06. ZIEHANN, D. L Atomic 
Energy Commission, Directorate of Licensing. 10pp. 24184:290. 

24X Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230075 Discusses recent security insp re unlimited access to vital 
areas, Inspectors required to verify that access to vital 
areas limited to authorized individuals. 

CREED, J.R, Safeguards, 81/08/28, BUSH,'. “hysiral Se-u-iti; 
Section. 2pp. 24184:087, 24X Fiche: 50- 30' - r-L- 0; i :.i4C.';.-3'):':ri 


— 8404230081 Confirms 771109 meeting re Burns Inti Security Svcs.Inc 
furnishing security sves. Close liaison intended between mgt 
assigned guards -For open communications re retention of 
personnel, 

GRABOVAC, E. A. Burns International Security Services, Inc. 
77/11/09, MANONE,J. V. Commonwealth Edison Co, lOpp. 24184:308. 
24X Fiche- 50-000, 84/01/17,8404230018. 
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— 8404230085 Ack receipt o+ 820112 1 tr informing NRC of technical 
evaluation results in response to central alarm station 
vulnerability identified in IE Insp Repts 50-010/81-11) 
50-237/81-22 50-249/81-16. 

NOREi-IUS) C. E. Division of Engineering. 82/02/03. REED* C 
Commonwealth Edison Co. Ip, 24184:089. 24X Fiche: 50-000» 

84/01/17, 8404230018. 


— 8404230088 Discusses question raised in 780424-0523 investigation re 
falsif ication of vital area door checks ?< firearms 
qual if ication records by guard contractor personnel. Burns 
Inti Security Svc awareness of NRC audit questioned. 

BELANOER, J. L. Region 3, Chicago. Office of the Director. 

78/10/27. HIND, J A. Region 3, Chicago. Office of the Director. 

Ip, 24184:318. 24X Fiche: 50-000, 84/01/1 7, 8404230018, 


— 8404230089 Suppls response to 810824 Itr re central alarm station 
vulnerability identified in IE Insp Repts 50-010/81-11, 
50-237/81-22 50-249/81-16, Info deleted. 

RAUSCH, T.J. Commonwealth Edison Co, 3210N, 82/01/12. 

FEPPLER.U, G. Region 3, Office of Director. 3pp. 24184:090. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230093 Discusses Security Investigation Repts 50-010/78-13, 
50-237/78-11 50-249/78-12 re contract guard svc personnel. 

Substantiation that guard svc personnel aware of being subj 
to NRC audit provided. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 78/11/03. 

ABSTON, 0. G. Office of Inspector & Auditor. 4pp, 24184:319. 24X 

Fiche: 50-000. 84/01/17, 8404230018. 


— 8404230095 Acfcs receipt of 811203 Itr informing NRC Nof progress in 
resolving guard forces situation described in IE Insp Repts 
50-010/81-11,50-237/81-22 & 50-249/81-16. Matter will be 
reviewed during subsequent insp, 

NORElIUS, C. E. Division of Engineering Technical Inspection. 
81/12/11. REED, C, Commonwealth Edison Co, Ip, 24184' 093. 24X 

Fiche: 50-000, 84/01/17, 8404230018. 


— 8404230103 Updates response to IE Insp Repts 50-010/81-11,50-237/81-22 
5: 50-249/81-16. Corrective actions: 1-day seminar, "Managing 
Yourself: Key to Personal Effectiveness," initiated 8< Burns 
improving communication w/guards. Info deleted. 

RAUSCH, T. J. Commonwealth Edison Co, 2975N. 81/12/03 

KEPPLER, J, 0, Region 3, Chicago, Office of the Director (81/03/01). 
4pp. 24184:094. 24X Fi ch e ; 50-000, 84/01 /1 7, 8404230018. 


—8404230106 Responds to concerns identified in IE Insp Repts 
50-010/81-11.50-237/81-22 50-249/81-16. Correct ive actions: 

Burns initiated improved communications u/guard force. Info 
deleted. 

DELGEORGE, L. 0. Commonwealth Edison Co. 2639N. 81/10/05. 

KEPPLER, U.G. Region 3. Chicago, Office of the Director (81/03/01). 
5pp. 24184:099. 24X Fiche: 50-000, 84/01 /17. 8404230018, 


— 8404230116 Notice of violation from investigation on 81 1217-820406. Info 
deleted. 

KEPPLER, U.G. Region 3, Office of Director. 50-237/81-40 
82/07/26. 4pp. 24183,355, 24X Fiche: 50-000, 84/01/17. 8404230018. 


8404230300 Responds to FOIA request for contract between NBS Univ of 
Michigan per interagency agreement between NRC ?< NBS dtd 
810716. Forwards agreement. 

FELTON, J. M. Division of Rules and Records 84/04/03. SCHUTZ, D. F 
Teledyne Isotopes. Ip, 24187:264. 


— 8303310069 Interagency agreement to continue efforts to develop lab 
accreditation program for personnel dosimetry procedures. 

Part 70 of NLVAP procedures, Title 15CFR end, 

GOLLER, K. L Division of Facility Operations. 82/06/18 13pp. 

66715; 035. 


8404230309 Responds to 840208 Ifr appealing NRC lack of response to 
831121 FOIA request re allegations raised by N Hoopingarner 
re fac i 1 ities. Since NRC completed initial request on 840328, 
no further action on appeal will be taken. 

FELTON, J. M. Division of Rules and Records. 84/04/03. GARDE, B. P, 
Government Accountabi 1 ity Project, Ip, 24183:234. 24X 

Fiche; 50-413,84/04/03, 8404230309, 


8404260005 FOIA request for documents re license applications for 
SyncoT Carp (Pharmatopes ) , Cl eveland 8< Akron, OH sites. 

HAMMITT,H.A. FQI Services. 3483, 84/02/15. FELTON, J. M Division 

of Rules and Records, Ip. 24221:041, 


8404260006 Responds to FOIA request for documents re license 
applications for Syncor Corp (Pharmatop es ), Cl eveland & 

Akron, OH sites. Forwards requested documents. 

FELTON, J. M. Division of Rules and Records. 84/03/08. HAMMITT, H. A. 
FQI Services. Ip. 24221:042. 


— 7905020494 Forwards application for Matl/By produc t license. 

HEBNER, M. T Pharmatopes, Inc. 99562. 79/04/19. UACCA, P C. 

Radioisotopes Licensing Branch (Pre 790501) 3pp. 02055:341. 


— 7905020504 Application for Matl/Byproduct license to authorize use of 
r-125. 1-131, Cr-51, Tc-99m, Hg-197, Au-198, Se-7S, Sr-S5, Yb-169, 

Mo-99, Cs-137, Co-60 Xe-133 for pr oc ess in g , mi x i ng or 

compounding 8, distribution of rad i opharma c eut ica 1 kits. 

!-E3NER,Mt' Pharmatopes, Inc. 99562 79/04/17. 102pp. 

67052:001. 


— 7906220255 Ack receipt of applications re Mat 1 /By pr oduc t Licenses. 
Requests addl info re training in isotope handling,use of 
syringe sh ie 1 ds, d i s tr ib ut i on of rad i ophar mac eut ica I s %>. 
survey procedures. 

DELMEDICO, U. Material Licensing Branch. 99574, 79/05/22 

HEBHER,M. Pharmatopes, Inc. 2pp. 67052:001, 


— 7907120390 Responds to NRC 790522 Itr re license ap p 1 i cat i on. Forward s 
addl info re Dossession S-. use of Tc-99m generators. 

HEBNER, M. T. Pharmatopes, Inc. 79/06/08 DELMEDICO, J. Material 
Licensing Branch. 29pp 67052' 001, 


— 7911140248 Requests amend of Matl/Byproduct License 36-16405-01 
authorizing change of possession limit of Mo 1 y b denum, Group 
II matls 8< Xe-133 gas %>. deletion of RC Arellano as 
authorized user. 

HURWIT2, D. A. Pharmaco Nuclear, Inc, 01676. 79/10/22. Office 

of Nuclear Material Safety 8< Saf eg uar ds, D i r ec tor Spp- 67052:001. 


— 8001300479 Matl/Byproduct License 34~16405-01MD for Pharmaco Nuclear, 
Inc is amended per 791022 Itr. Amend 11 authorizes use of Xe. 

VACCA, P, C. Material Licensing Branch. 79/12/13. Spp. 67052:001 


— 8002010149 Requests amend of Matl/Byproduct License 34-16405-01MD. 
Deletes C Palmer adds CR Blaum, listed as user under 
License 12-17910-MD. 

HURWITZ, D. A. Pharmaco Nuclear, Inc. 79/12/27. Office of 
Nuclear Material Safety 8; Saf eg uards. Dir e c tor. Ip. 67052:001. 


— 8006130365 Requests amend of Mat 1 /By pr oduc t Licenses 21-17189- 01, 
08-18308-01, 13-19229-01, 45-17769-01, 34-190008, 45-18378-01, 
34-18484-01, 34-19007-01, 34-16654-01, 34-18309-01, 21-19219-01 
■V 12-19333-01 to receive depleted U. 

HEBNER, M.T. Pharmatopes, Inc, 03885, 80/05/19. VACCA, P. G. 

Material Licensing Branch. 2pp. 67052:001, 


— 8007150384 Requests amend of Matl/Byproduct License 34-16405-01MD, 
authorizing depleted U for shielding, 

HURWITZ, D. A. Pharmaco Nuclear, Inc. 04117. 80/06/09. VACCA, P. 

Material Licensing Branch. Ip. 67052:001. 


— 8011140262 Application for amend of Ma t 1/By pr oduc t License 

34-19008-01MD. Amend authorizes R Irwin ?, WC Wilson as users 
of licensed matl. R Irwin will serve as radiation safety 
officer from 801102-14 h. will be succeeded by WC Wilson. 

WILSON, W.C. Pharmatopes, Inc. 05641. 80/10/22. Spp. 67052:001. 


— 8012310479 Application for amend of Matl/Byproduct License 

34- 1 9008-0 IMD. Amend adds R Irwin as radiation safety officer 
from 801102 to 801114. WC Wilson replaces R Irwin effective 
801115. 

WILSON, W. C. Pharmatopes, Inc, 05928. 80/10/22. 6pp, 67052:001. 


— 810330-0249 Requests amend of Matl/Byproduct License 34-01908-01 to 
include A Tang as individual user. 

WILSON, W.C. Pharmatopes, Inc. 07073. 81/03/02. DELMEDICO, J. 

Material Licensing Branch. 18pp. 67052:001. 


— 8104160704 Requests amend of Matl/Byproduct License 34-16405-01 MD to 
include CE Close under Condition 12. Training & experience 
statement end, 

COMER, F.M. Pharmaco Nuclear, Inc. 07244. 81/03/16. Office of 

Nuclear Material Safety & Saf eguards. Dire c tor. 6pp. 67052:001. 


— 8104210347 Forwards Amend 4 to Mat/Byproduct License 34-19008-01MO. 
Amend does not include package opening procedures, W/o end 
DELMEDICO, J, Material Licensing Branch. 07073. 81/03/31 

WILSON, W. Pharmatopes, Inc. Ip. 67052:001. 


— 8112310093 Forwards Pharmatopes, Inc misadmi nis tration log indicating 
mislabeled diagnostic dose. 

HOLLABAUGH, R. E. Cuyahoga Falls General Hosp. , Cuyahoga Falls, OH. 
81/03/02. COOPER, J. Region 3, Chicago, Office of the Director 
(81/03/01). 2pp. 65798:071. 


— 8310210031 Informs of 830721 misadministrat ion of radiopharm Patient 
inadvertently injected w/99mTc sulfur colloid instead of 
99m Tc MAA. No adverse effect on patient. 

CLOSE, C.E. Syncor International. 83/09/30. Region 3, Office of 
Director. ip. 96360:271, 
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— S40426000S Amend 7 to Matl/Byproduct License 34-19008-01MD# revising 
Conditions 12 8< 24 re users of licensed matl & designating 
WC Wilson radiation protection off iceri per 83H14 Itr. 

VACCAi P. C. Division of Fuel Cycle Zt Material Safety. 84/01/09. 
Ip. 24221:043. 


— 8404260010 Amend 6 to Matl/Byproduct License 34-19008-01HD, revising 
Condition 12 re users of licensed matl & designating WC 
Wilson as radiation safety officer. per 830615 Itr. 

DELMEDICQ. J. Division of Fuel Cycle & Material Safety. 83/07/19. 
Ip. 24221:044. 


— 8404260012 Amend 10 to Matl/Byproduct License 34-1 6405-0 IMD. revising 
license in entirety, per 780317 Itr. 

VACCA.P.C. Division of Fuel Cycle it Material Safety. 78/05/03. 
5pp. 24221:278. 


— 8404260013 Amend 5 to Matl/Byproduct License 34-19008-01MD. chang ing 
licensee name to Syncor Corp & Condition 24 re terms of use. 
per 830513 Itr. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 83/06/06. 
Ip. 24221:045. 


— 8404260014 Amend 9 to Matl/Byproduct License 34-164O5-0iKD. revising 
Condition 12 re users at licensed matl. per 771018 Itr. 

BOWYER. J. E. Radioisotopes Licensing Branch (Pre 790501 >. 

77/11/02. Ip. 24221:283. 


—8404260015 Application for amend to Matl/Byproduct License 
34-190O8-0lMDi add ing WC Wilson as radiation safety officer 
under Condition 12c. 

COMER, F.M. Syncor International. 16472. 83/11/14. VACCA.P, 
Division of Fuel Cycle & Material Safety. 2pp. 24221:056. 


— 8404260016 Amend 8 to Matl/Byproduct License 34-16405-01MD. authoriz ing 
thyroxine ?k/or triiodothyronine in vitro diagnostic test 
kits for distribution to authorized recip ients. per 770405 
Itr. 

WADE. L. Radioisotopes Licensing Branch (Pre 790501). 77/05/25. 

Ip. 24221:284, 


—8404260017 Application for amend to Matl/Byproduct License 
34-19008-01MD. add ing TL Vigar under Condition 12 Record of 
training &>. experience end. 

COMER. F.M. Safety Sciences. 15143. 83/06/15. Spp. 24221:058. 


— 8404260018 Application for amend to Matl/Byproduct License 

34- 1900S-01MD, Chang ing licensee name to Syncor Corp. Related 
info encl. 

COMER. F.M. Pharmatopes. Inc. 14860. 83/05/13. 4pp. 24221.066. 


— 8404260019 Amend 6 to Matl/Byproduct License 34-16405-01MD. revising 
Condition 12 re users of licensed matl iy. adding Condition 
17, per 761116 Itr. 

BOWYER. J. E. Radioisotopes Licensing Branch (Pre 790501). 

77/02/08. Ip. 24221:285. 


— 8404260021 Amend 7 to Matl/Byproduct License 34-16405-01MD, authori z ing 
possession of 100 mCi 1-131 or 125, as thyroxine 8</or 
triiodothyronine for distribution to authorized recipients, 
per 770214 Itr. 

BOWYER. J. E. Radioisotopes Licensing Branch (Pre 790501). 

77/03/10. Ip. 24221:286. 


— 8404260023 Amend 5 to Matl/Byproduct License 34-16405-01MD. revising 
Subitem 8.(5. to 4 Ci per 761006 Itr, 

WADE, L. Radioisotopes Licensing Branch (Pre 790501). 76/11/08. 

ip. 24221:287. 


— 8404260024 Amend 4 to Matl/Byproduct License 34-16405-01MD, revising 
license in entirety, per 760728 Itr, 

* Radioisotopes Licensing Branch (Pre 790501). 76/09/10. 4pp. 

24221; 288. 


— 8404260025 Amend 4 to Matl/Byproduct License 34-16405-01MD. revising 
license in entirety, per 760728 Itr. 

* Radioisotopes Licensing Branch (Pre 790501). 76/09/13. 4pp. 

24221 : 292, 


—8404260026 Application for amend to Matl/Byproduct License 
34-16405-01MD,adding D Wojciak as authorized user or 
radiation safety off icer. Training experience records encl. 

HURWITZ.D. A: Pharmaco Nuclear, Inc. 09306. 81/10/19. 

BOWYER. J. E. Division of Fuel Cycle S< Material Safety. 4pp. 
24222:095, 


—8404260027 Foriuards terminal distributor license in Akron, OH. 

WILSON, W.C. Pharmatopes. Inc. 2152. 84/03/08. DELMEDICO, J, NRC 

- No Detailed Affiliation (5iven, 2pp. 24221: 105, 


—8404260028 Amend 3 to Matl/Byproduct License 34- 16405-01MD, ad d ing 2 mCi 
Cr-51.as human serum albumin P-33, as soluble phosphate St 
colloidal chromic ph osphate, per 760602 Itr. 

Radioisotopes Licensing Branch (Pre 790501). 76/07/14, Ip, 

24221; 296. 


— 8404260029 Application for amend to Matl/Byproduct License 
34-16405-02G, add ing 1-131 & 1-125 as in vitro kits for 
possession & d istribution. Manufacturers Z. license numbers 
submitted in lieu of labels St brochures. 

HURWITZ.D. A. Pharmaco Nuclear. Inc. 2386. 76/08/20. Ip. 

24222: 160. 


—8404260030 Amend 2 to Matl/Byproduct License 34-16405-01MD. adding 
50 mCi Yb-169, as DTPA, per 760322 application. 

* Radioisotopes Licensing Branch (Pre 790501). 76/05/05. Ip. 

24221: 297. 


— 8404260031 Fortuards info required for licensure as distributor of 
radiopharm. Matl organized in outline form c orresp ond ing to 
sequence of required data in 10CFR32. 71 . 72 & 73. 

ARELLANO, R. C, Nuclear Pharmacies Interna ti onal. Inc. 0990. 
75/03/03. BOWYER. J. Atomic Energy Commission. 52pp. 24222.252. 


— 8404260032 Amend 1 to Mat 1/Byproduc t License 34-16405-01MD, c hang ing 
expiration date in Item 4 to 810430 St adding 5 mCi 1-125, as 
sodium iothalamate for distribution to Group I. per 760123 
application. 

BOWYER. J. E. Rad i oi sotopes Licensing Branch (Pre 790501), 

76/03/17, Ip. 24221:298, 


— 8404260033 Responds to 760602 request for amend to License 
34-16405-02G. Li cense does not provide for possession of 
1-125 St 1-131. Amend to license should be requested. 

BASSIN. N. Radioisotopes Licensing Branch (Pre 790501), S2124, 

76/08/05. HURWITZ. D. A. Pharmaco Nuclear, Inc. Ip. 24222:161. 


— 8404260035 Matl/Byproduct License 34-16405-01MD for Nuclear Pharmacies 
Inti. Inc. author i z ing possession of listed elements. per 
741208 application .5. 750303,27 St 0407 Itrs. 

BOWYER. J, E. Division of Reactor Licensing (NRR-1975 only). 

75/04/16, Spp. 24221:299. 


— 8404260036 Amend 21 to Matl/Byproduct License 34-16405-01MD, revising 
Conditions 12 St 23 re users of licensed matl S< designating 
C Close radiation protection officer, per 831114 Itr. 

VACCA.P.C, Division of Fuel Cycle & Material Safety, 83/12/30. 

Ip. 24221:252. 


— 8404260037 Forwards 750321 Itr to FDA re (Syarfas decision on legality 
of Nuclear Pharmacy , Aral lano will submit Itr sent to FDA re 
labeling requirements W/o encl. 

KEESEE, R. E. Nuclear Pharmacies International. Inc. 75/04/09. 
BOYER. J. Atomic Energy Commission. Directorate of Licensing. Ip, 
24222: 304. 


— 8404260039 Matl/Byproduct License 34-16405-01MD for Nuclear Pharmacies 
Inti. Inc. author i r ing possession of listed elements. per 
741208 application 8., 750303.27 & 0407 Itrs, 

Division of Reactor Licensing (NRR— 1975 only). 75/04/09, Spp, 
24221: 304. 


— 8404260041 Amend 20 to Matl/Byproduct License 34-16405-01MD, authori zinj 
possession of 30 Ci Mo-99.50 mCi total of any byproduct 
matl listed in 10CFR31 . Xe- 133, 1-131 & Tc-99m for listed 
uses, per 821221 application. 

VACCA.P.C. Division of Fuel Cycle St Material Safety. 83/08/22. 

7pp. 24221:253. 


— 8404260043 Responds to 750319 request for addl info re application 
for licensure as rad iopharmacy. Correspond ence w/FDA encl. 
ARELLANO, R. C. Nuclear Pharmacies International, Inc 75/04/07, 
BOWYER. J. Atomic Energy Commission, Directorate of Licensing. 
6pp, 24222:305. 


— 8404260044 Amend 16 to Matl/Byproduct License 34-16405-01MD. per 
820312 Itr. 

DELMEDICQ. J, Division of Fuel Cycle Z> Material Safety. 82/04/13. 
Ip. 24221:309. 


— 8404260046 Lists suppliers of in vitro kit mail, in response to 750925 
request, Related info encl. 

HURWITZ.D. A. Nuclear Pharmacies International. Inc. 75/09/26. 
COLLINS Atomic Energy Commission, Directorate of Licensing. 16pp. 
24221:023. 


— 8404260048 Application for amend to Matl/Byproduct License 
34-16405-01MD, Chang ing license from specific to broad 
to allow licensee to distribute to licensed physicians any 
bypToduct matl in Group I-V of 10CFR35. 

HURWITZ.D. A. Pharmaco Nuclear, Inc. 83014. 76/07/28. WADE. L. 

NRC - No Detailed Affiliation Given. Ip. 24222:162, 



472 


NONDOCKETED ITEMS 


— 8404260050 Forwards addl application fee for by prod uc t/matl iicensei 
per NRC 741224 Itr. 

ARELLANOi R. C, Nuclear Pharmacies International. Inc. 53972 
74/12/30. WEISS. J. D. Atomic Energy Commission. Ip. 24222:311. 


— 8404260052 Application -for amend to Matl/By product License 
34-16405-0lMD> add ing CE Palmer & TP □"Hara as users of 
licensed matl. 

HURWITZ.D. A. Pharmaco Nuclear, Inc. 82371. 76/06/16. Ip. 

24222: 163. 


— 8404260053 Application for amend to Matl/By product License 
34-16405-020, revising distribution of mat 1/by product to 
10 uCi 1-125 Se 10 uCi 1-131. as in vitro kit to licensed 
physicians, 

HURWITZ.D. A. Pharmaco Nuclear. Inc. 82124. 76/06/02. Ip. 

24222: 164, 


— 8404260054 Advises that no fees will be req.uired for 800609 request 
for amend to Matl /Byproduct License 34-16405-01MD, per 
10CFR170. 

JACKSON.O. License Fee Management Branch. 80/06/16. HURWITZ.D. A. 
Pharmaco Nuclear, Inc, Ip. 24221:311. 


— 8404260055 Advises that amend fee required for 791022 application for 
amend to Matl/Byproduct License 34-16405-01MD, per 10CFR170. 
Application will be sent to licensing staff for processing 
upon receipt of fee. 

JACKSON. 0. License Fee Management Branch. 79/11/01. HURWITZ.D. A. 
Pharmaco Nuclear. Inc, Ip. 24221:312 


— 8404260056 Application for amend to Matl/Byproduct License 
34-1640S-01MD, removing restriction for P-32 in Picker dose 
calibr to dispense radionuclide for distribution to licensed 
physicians. 

HURWITZ.D. A. Pharmaco Nuclear, Inc. 82195. 76/06/02. Atomic 

Energy Commission. 2pp. 24222: 165 


— 8404260057 Forwards incomplete order amending certain matl/byproduct 
licenses to require performance of Mo-99 breakthrough tests 
prior to administration of Tc-99m to patients. 

DIRCKS. W. J. Office of Nuclear Material Safety 8< 

Safeguards. Director. 79/03/12, Pharmaco Nuclear, Inc. 3??, 
24222; 115. 


— 8404260058 Responds to 780105 request for amend to Matl /By product 
License 34-16405-01MD to authorize collection of radwaste 
Amend 10 issued Ofc of Controller will refund fee since min 
review effort required to process application. 

CABELL. A. S. License Fee Management Branch. 78/06/23. 
HURWITZ.D.A. Pharmaco Nuclear. Inc. Ip. 24221:313. 


— 8404260060 Ac k receipt of fee for 741208 application for natl/byproduct 
license for processing & transfer of radi opharms. Addl fee 
required, per 10CFR170. 

WEISS. J.D. Atomic Energy Commission, 74/12/24. Pharmaco 
Nuclear. Inc. Ip, 24221:314. 


— 8404260061 Application for amend to Matl/By produc t License 

34-16405-OlMD. add ing 50 mCi ytterbium. as pentetate trisod iun 
calcium. 

HURWITZ.D.A. Pharmaco Nuclear. Inc. 71126. 76/03/22, 2pp. 

24222; 167. 


— 8404260063 Responds to 780320 Itr re Control 92374. Comer will visit 
Cleveland facility routinely on quarterly basis insure 
daily procedures# record keep ing 8< functions maintained by 
onsite radiation safety officer. 

HURWITZ.D.A. Pharmaco Nuclear. Inc. 1261. 78/03/27, UACCA, P.C. 

Radioisotopes Licensing Branch <Pre 79050I)- Ip. 24222:118. 

—8404260064 Ac k receipt of application for renewal of Matl/By product 
License 34-16405-OlMD. License will not expire until final 
action taken. 

BOWYER. J. E. Radioisotopes Licensing Branch <Pre 790501), 

76/02/11. HURWITZ.D.A, Pharmaco Nuclear. Inc. Ip. 24222:169. 


— 8404260065 Application for amend to Matl/By produc t License 
34-16405-OlMD. add ing C Close as radiation safety officer 
under Condition 12C. 

COMER, F.M. Syncor International. 16470, 83/11/14, VACCA. P. 

Division of Fuel Cycle «c Material Safety, 2pp. 24221.316. 


— 0404260067 Forwards application for renewal of Matl/By product License 
34-16405-OlMD. 

HURWITZ.D.A. Pharmaco Nuclear, Inc. 60244. 76/01/23. BOWYER. J. 

Atomic Energy Commission. Directorate of Licensing. Ip. 

24222: 170. 


— 8404260068 Responds to 780105 request for amend to Matl /Byproduct 
License 34-16405-OlMD Addl info needed listed. Amend request 
no longer needed if request voided, per 780120 telcon. 

VACCA. P. C. Radioisotopes Licensing Branch (Pre 790501). 92375. 

78/03/20. HURWITZ.D.A, Pharmaco Nuclear, Inc. 2pp. 24222:119. 


— 8404260069 Forwards renewal of License 3^-l6405-01MD. Author i zation to 
possess depleted U as shielding now included under 
10CFR40. 13(c) <6> not specifically listed on license. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 07149. 
83/03/11. COMER, F. !i. Syncor International. 2pp. 24221:318 


— 8404260070 Responds to questions re License 34-16405-OlMD. A1 1 gamma- 
emitting radiopharm forms will be assayed in dose calibr 
prior to d istribution, Related info end. 

COMER, F.M. Safety Sciences. 1033. 83/07/21. DELMEDICO. J. 

Division of Fuel Cycle Material Safety. 6pp. 24221:320. 


— 8404260071 Application for renewal of Matl/Byproduct License 
34-16405-OlMD, increasing possession limit of 5mCi Cr-51.as 
Sodium Chromate & adding 5 mCi 1-125. as sodium 
iothalamute. 

HURWITZ.D.A. Pharmaco Nuclear. Inc. 60244. 76/01/23. 2pp. 

24222: 171. 


— 8404260072 Application for amend to Mat 1/By pro d uc t License 
34-16405-OlMD, changing health physicist from Nucluar 
Medical Assoc to F Comer & allowing collection of radwaste, 
Supporting info end. 

HURWITZ.D.A. Pharmaco Nuclear. Inc. 92375. 78/01/05, 

Radioisotopes Licensing Branch (Pre 790501). 16pp. 24222:121. 


— 8404260073 Advises that response to 030414 request for addl info re 
renewal of License 34-1 6405-OiMD not yet received. Repl y 
within 30 days requested. 

DELMEDICO, J. Division of Fuel Cycle & Material Safety. 83/07/12, 
COMER. F.M. Syncor International. Ip. 24221:326. 


— 8404260074 Application for amend to Malt/Byproduct License 
34-16405-OlMD. adding Yb-169. 

HURWITZ.D.A. Pharmaco Nuclear, Inc. 71126. 84/03/08. 2pp. 

24222; 173. 


— 8404260078 Forwards author Itr to FDA requesting approval to combine 
labeling requirements of FDA St NRC. per 750408 telcon. 

ARELLANO, RC. Nuclear Pharmacies Interna t i ona 1 , Inc. 75/04/09. 
BOWYER. J. Atomic Energy Commission. Directorate of Licensing. Ip. 
24222; 175. 


— 8404260081 Requests addl info re renewal of License 34-16405-OlMD. p er 
821221 application. 

DELMEDICO. J. Division of Fuel Cycle Material Safety. 07149. 
83/04/14. COMER. F. M Syncor International. 4pp, 24221:327. 


— 0404260082 Application for amend to Matl/By produc t License 
34-16405-OlMD. add ing 300 mCi Tc-99fn. as human seru.m albumin 
for possession, preparation distribution to any institution 
approved for use. 

HURWITZ.D.A. Pharmaco Nuclear. Inc. 91904. 77/12/23, 

Radioisotopes Licensing Branch (Pre 790501). Ip, 24222:137 


— 8404260084 Forwards revised applications for Licenses 34~16405~01MD, 
24-X6617-01MD. 34-16654-OlMD S< 21-17189-OlMD. Corrected sheets 
to License 45-17769-OlMD application encl.W/o stated revised 
appi icat ions. 

COMER. F.M, Safety Sciences. 1988. 82/12/16. DELMEDICO, J. 

Division of Fuel Cycle &>. Material Safety. 3pp. 24221:331. 


— 8404260087 Requests addl info re app 1 ication, in response to 750303 Itr. 
BOWYER. J. E. Division of Fuel Cycle & Material Safety. 75/03/19. 
ARELLANO. R. C, Nuclear Pharmacies Interna t iona 1 . Inc. 2pp. 

24222; 176, 


— 8404260088 Application for amend to Matl/By product License 
34-’16405-01MD. add ing D McCord to license. Training 
experience records end, 

HURWITZ.D.A. Pharmaco Nuclear, Inc. 90626. 77/10/18. 

BOWYER, J. E. Radioisotopes Licensing Branch (Pre 790501). 5pp. 
24222; 138. 


-8404260091 Requests approval to combine labeling requirements of FDA 8< 
AEC. Related info end. 

ARELLA.N0. R, C. Nuclear Pharmacies Interna tional. Inc. 75/03/06. 
OYARFAS. W, J. Food 8< Drug Administration. 12pp. 24222:178. 


—8404260092 Application for renewal of Matl/Byproduct License 
34-16405-OlMD. author i zing listed individuals to us® 8</or 
supervise use of 1,000 mCi Xe-133 as gas or gas in saline 
for blood flow studies St pulmonary function studies. 

COMER. F.M. Pharmatopes, Inc. 34/03/08, 95pp. 24221:334, 
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8404260094 Application for matl/b yproduct license authorizing 
possession of listed e 1 emen t s . Sup p or t ing documentation 
enc 1 . 

ARELLANO ( R C. Nuclear Pharmacies Inter na t i ona 1 , Inc. 53972. 
75/12/08. 62pp. 24222: 190. 


8404260095 Application for amend to tiatl/By produc t License 
34-16405-OlMDi chang ing name from Pharmatopesi Inc to Syncor 
Corp. 

COMER. F.M. Pharmatopes, Inc. 14843. 84/03/08. 4pp. 24222:079. 


B404260096 Supplemental application for amend to Matl /Byproduct License 
34-16405-01MD. author i z ing possession Si distribution of I--125 
it 1-131 in vitro diagnostic test kits to specific licensees, 
per 770405 Itr. 

HURWITZ.D. A. Pharmaco Nuclear. Inc 87124 77/04/20. BOWYER. J. 

Radioisotopes Licensing Branch (Pre 790501). Ip. 24222:143 


8404260098 Requests that end proof of licensure as pharmacy be placed 
on file uj/application. W/o end. 

ARELLANO Nuclear Pharmacies International. Inc. 0618. 75/02/06. 

BOWYER. J. Atomic Eneroy Commission. Directorate of Licensing. Ip. 
24222:251. 


8404260101 Forwards corrected copy of Amend 18 to License 
34-16405-01liD. W/o end. 

DELMEDICO. J. Division of Fuel Cycle & Material Safety. 13269. 
83/03/24, Pharmatopes, Inc, Ip. 24222:083, 


8404260102 Supplemental application for amend to Matl/Byproduc t License 
34-16405-01MD. author i z i ng possession & distribution of all 
NRC i>. FDA approved vitro test kits. 

HURWITZ.D, Pharmaco Nuclear. Inc, 77/02/14, BOWYER, J. 

Radioisotopes Licensing Branch (Pre 790501). Ip. 24222.144. 


8404260107 Confirms recent telcon re application for amend of License 
34-16405-02G. No further action will be taken on application. 
BASSIN,N. Radioisotopes Licensing Branch (Pre 790501). 82124. 

77/01/31. HURWITZ, D. A. Pharmaco Nuclear, Inc. Ip. 24222:145. 


8404260110 Application for amend to Mat 1 /By pr od uc t License 
34"-16405~01MD. chang ing licensee name from Pharmaco Nuclear, 

Inc to Pharmatopes, Inc. 

HURWITZ.D. A. Pharmatopes, Inc, 13269. 82/12/08. DELMEDICO. J. 

Division of Fuel Cycle i^. Material Safety. Ip, 24222:085. 


8404260112 Forwards Ohio State Board of Pharmacy registration under 
name of Pharmatop es, Inc . per request. 

HURWITZ.D. A. Pharmatopes, Inc, 83/01/14. DELMEDICO. U, Division 
of Fuel Cycle & Material Safety, 2pp, 24222:086. 


8404260115 Advises that author will be responsible for day-to-day 
radiation safety program Z/. C Palmer will assume 
responsibility during author ab sence, Request for increase in 
possession limits of Xe-133 temporarily suspended. 

HURWITZ.D. A. Pharmaco Nuclear, Inc. 0028, 76/12/29. PSOMAS. P. 

Radioisotopes Licensing Branch (Pre 790501) Ip. 24222:146 


8404260116 Application for amend to Matl/By product License 
34-16405-01MD. add ing alternative to present procedure. Dose 
calibrator can be checked for activity linearity w/use 
of Calicheck from Calcorp.Inc. 

HURWITZ.D. A. Pharmaco Nuclear, Inc. 09767. 81/12/10, Ip. 

24222: 088. 


8404260120 Responds to 761116 request for amend to License 
34~16405-01MD, Ad d 1 data required to complete review listed. 
PSOMAS, P. Radioisotopes Licensing Branch (Pre 790501). 84651. 

76/12/14. HURWITZ.D. A. Pharmaco Nuclear. Inc. Ip. 24222:147. 


8404260122 Ac k receipt of 811210 application to amend License 
34-16405-01MD, Cal ichec k device instructions will be changed 
it. changes submitted to NRC before final printing, 

DELMEDICO, J. Division of Fuel Cycle 8< Material Safety, 09767. 
82/01/08. Pharmatopes, Inc. Ip. 24222:089. 


8404260125 Advises that reponse to NRC 760928 request for addl info re 
760812 application for mat 1 /b y prod uc t license not yet 
received. If addl info not received within 30 days, NRC will 
consider application abandoned. 

WADE, L. Radioisotopes Licensing Branch (Pre 790501). 76/12/07, 

ARELLANO, R. C. Pharmaco Nuclear, Inc. Ip. 24222:149. 


9404260127 Discusses reasons for issuing Amends 16 it 17 to Matl/ 
Byproduct License 34-16405-01MD. Amends minor in nature & do 
not appreciably affect scope of licensee program 
DELMEDICO. J. NRC - No Detailed Affiliation Given. 84/03/08. 
NRC - No Detailed Affiliation Given. 2pp. 24222:090, 


— 8404260129 Application for amend to Matl/By produc t License 
34-1640S-01MD, author i z ing redistribution of calibr sources 
to customers licensed under provisions of 10CFR35. 14. 
Packaging will not be altered. 

HURWITZ.D. A. Pharmaco Nuclear, Inc. 10693. 82/03/12. Ip. 

24222; 092, 


— 8404260135 Application for amend to Matl/By product License 
34-16405-01MD. Chang ing radiation protection officer to 
Nuclear Medical Assoc , Li cense 34-16272-01 ?< increasing 
possession limits of Xe-133 gas to 1 Ci, Related info end, 
HURWITZ.D. A. Pharmaco Nuclear, Inc. 84651. 76/11/16. 5pp, 

24222: 150. 


— 8404260140 Application for amend to Matl/By produc t License 
34-16405-01MD, increasing total possession limit to 4 Ci. 

HURWITZ.D. A. Pharmaco Nuclear. Inc. 84069. 76/10/06. BOWYER, J. 

Division of Fuel Cycle it Material Safety. 2pp. 24222:155, 


— 8404260143 Responds to 760812 request to distribute 8< dispense 
investigational rad iop harm, Evidence should be submitted from 
FDA that proposed activities comply w/FDA requirements. 

Related info end. 

BOWYER, v/.E. Radioisotopes Licensing Branch (Pre 790501). 83029. 

76/09/28. ARELLANO. R. C. Pharmaco Nuclear, Inc. 3pp 24222:157. 


— 8404260155 Suppls 760320 Itr re manufacturers of in vitro test kits 
used by 1 i c ens ee . Ki ts also provided by Cambridge Nuclear 
Nuclear Medicine Lab. 

HURWITZ. D, A. Pharmaco Nuclear, Inc. 3621. 76/12/10. ST MARV 

Radioisotopes Licensing Branch (Pre 790501). Ip, 24222:148. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8402290016 Forwards engineering evaluation rept re water hammer 
experience associated w/BWR HCPI sys. LERs documenting 
water hammer experiences involve array of causes 8< 
consequences. Lessons learned adequate to prevent recurrence. 
RUBIN, S. D. Reactor Operations Analysis Branch. AE0D/E4O2, 
84/01/10. SEYFRIT. K. V. Reactor Operations Analysis Branch. Ip. 
24044:071. 


—8402290018 "Water Hammer in BWR HPCI Sys, " 

RUBIN, S. Reactor Operations Analysis Branch. AE0D/E402. 
84/01/10 17pp. 24044:072. 


8404020062 Forwards Part II submittal in response to 801222 Itr re 
control of heavy loads, Addl evaluations will be submitted 
by 840629. 

KOBER,R.W, Rochester Gas Electric Corp. 84/03/26. CRUTCHFIELD, D. 

Operating Reactors Branch 5. Ip. 22036:290. 24X 

Fiche: 50-244, 84/03/26, 8404020062. 


—8404020065 "NUREG-0612, Control of Heavy Loads, Final Rept," 

* Rochester Gas i>. Electric Corp. 94/03/19, 140pp. 22836:291. 

24X Fiche: 50-244, 84/03/26, 8404020062. 


8404020141 Forwards Rev 2 to util rept on control of heavy loads, 
updating 820804 it. 840127 submittals. Rev provides new App E, 
summarizing Westinghouse analysis of special lifting devices 
Jk revises App C, "Analyses of Reactor Vessel Head Drop. " 

PETRICK,N. A, Standardized Nuclear Unit Power Plant System, SLNRC 
84-0056. 84/03/28. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 34pp. 22836:256. 24X Fi c he: 50-000, 84/03/28, 

8404020141. 


8404020166 Notification of 840320 meeting ui/Seismic Qualif ication Util 
Group, Senior Seismic Review Advisory Panel, Kerr-McOee it EQE 
in Bethesda,MD to discuss use of seismic experience data S- 
recommendatio^ns re Unresolved Safety Issue A-46, 

CHANG, T,Y. Generic Issues Branch. 84/03/13. KNIEL,K, Generic 
Issues Branch. 3pp. 22874:346, 


8404020169 Responds to 840127 request re comments on draft task action 
plan for Generic Issue B-61, "Analytically Derived Allowable 
ECCS Outage Periods. *' Second sentence should be clarified re 
sys unavai labi lity it safety level. 

EISENHUT, D. G. Division of Licensing. 84/03/07. SPEIS, T. Division 
of Safety Technology Ip, 22874:345. 


8404040307 Forwards safety evaluation it Franklin Research Ctr 
technical evaluation rept re control of heavy loads. Phase I 
acceptab le. 

VARGA, S. A. Operating Reactors Branch 1. 84/03/16, GIESLER, C. W. 

Wisconsin Public Service Corp. 5pp. 22910:079. 24X 

Fiche: 50-305, 84/03/16, 8404040307. 
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8404050137 Forwards data re Cycle 9 core octant time averaged relative 
power density^time averaged peripheral assembly axial 
power & peripheral assembly radial pin power per 831117 
req,uest for info on pressurized thermal shock issue. 

WILLIAMS. J. W. Florida Power & Light Co. L~84-91, 84/04/02. 

VARGA. S. A. Operating Reactors Branch 1. 15pp. 22900. 025. 24.X 

Fiche: 50-250. 84/04/02, 8404050137. 


8404060036 Responds to 840221 & 28 telcons requesting addl info 
required to complete Franklin Research Ctr review of util 
submittal for conformance to NUREG-0612, "Control of Heavy 
Loads Phase I. " 

STEWART. W.L. Virginia Electric Power Co. 162. 84/03/30. 

DENTON. H. R, Office of Nuclear Reactor Regulation, Director. 3pp. 
22920; 246. 24X Fiche; 50-280, 84/03/30. 8404060036. 


8404060155 Submits requested info required to complete Franklin 
Research Ctr review of util submittal re conformance to 
NUREG-0612, "Control of Heavy Loads at Nuclear Power Plants, 

Phase 1. 

STEWART, W.L. Virginia Electric St Power Co. 161. 84/03/30. 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director, 2pp. 
22926; 320. 24X Fiche: 50-338, 84/03/30, 8404060155. 


8404090032 NUREG-0927 ROl 

EVALUATION OF WATER HAMMER OCCURRENCE IN NUCLEAR POWER 
PLANTS. Technical Findings Relevant To USI A-1. 

SERKIZ, A. W. Division of Safety Technology. TAG 04469. 84/03/31. 

79pp, Available at NRC. «4. 50. 22947:198. 


8404090143 NUREG-0993 ROl 

REGULATORY ANALYSIS FOR USI A-1, "WATER HAMMER. " 

SERKIZ, A. W. Division of Safety Technology. TAG 04469. 84/03/31. 

30pp. Available at NRC. $3.75. 22947:309. 


8404090489 Generic issues for public comment, containing FR notice, 
proposed Rev 6 to NUREG-OSOO < SRP ), regulate ry analysis S, 
NUREG-0978/ "Mark III LOCA-Related Hydrodynamic Load 
Definition, Generic Technical Activity B-10. " 

* Division of Safety Technology. 84/02/29, 146pp. 22975: 136. 


8404100237 Submits info re LM Mills 840106 Itr to DB Vassallo re 
NUREG-0612, "Control of Heavy Loads. " Periodic insps St 
testing of NUREG— 0612-related special lifting devices will 
be performed every 5 yrs, 

RAMMER, D, S. Tennessee Valley Authority. 84/04/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp, 22960:183. 
24X Fiche. 50-259, 84/04/04, 8404100237. 


8404110103 Forwards "Control of Heavy Loads - Phase II," draft 
technical evaluation rept. Requests review of rept, 
w/particular attention to open items. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/21. COUNSIL, W. 0. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 2pp. 
24005:327. 24X Fiche: 50-336, 84/03/21, 84041 10103. 


8404110370 Comments on proposed rule 10CFR50 re pressurized thermal 
shock events at commercial PWRs. Opposes rule, 

0 'NEILL, J. Affiliation Not Assigned. 49FR4498 003. 84/04/04. 

Office of the Secretary of the Commission. 2pp. 22989:355. 


8404120148 Responds to open items of Generic Ltr 83-42, "Clarif ication 
of Generic Ltr Bl-07 re Response to NUHEG-0612, 'Control of 
Heavy Loads at Nuclear Power Plants. 

JENS, W. H. Detroit Edison Co. GL-S3-42. 84/04/03. YOUNGBLOOD, B. J. 

Licensing Branch 1. 53pp. 24021:119. 24X Fiche: 50-341, 84/04/03, 

8404120148, 


8404130019 Notifies that use of proposed alternate flow path for 
shutdown cooling water in event of load drop not best 
alternative for meeting requirements of NUREG-0612. Revised 
options listed, 

JONES, W. C. Omaha Public Power District. LIC-84-094. 84/04/06. 

MILLER, J. R. Operating Reactors Branch 3. 7pp. 24030:275. 24:< 

Fiche: 50-285, 84/04/06, 8404130019. 


8404130050 Forwards safety evaluation & Franklin Research Ctr technical 
evaluation rept re NUREG-0612, "Control of Heavy Loads at 
Nuclear Power Plants. " Tech Specs described requested 
within 45 days of ltr receipt. 

MILLER, J. R. Operating Reactors Branch 3, 84/03/27. FAY, C. W. 

Wisconsin Electric Power Co. 2pp, 24049:242. 24X 

Fichp r,- '03/27,8404130050. 


es to NUREG~06I2, ''‘Control 
uidelines in 
®hase I 

i rector. 84/03/27. Spp. 

4041300SO. 


—8403070077 TER-C5506-3a2./383 

"Control of Heavy Loads (C-10) Wisconsin Electric Power Co 
Point Beach Nuclear Plant Units 1 S< 2. " 

BOMBERGER, C. Franklin I ns t i tote/Fran k 1 i n Research Center. 
NRC-03-81-130. TAG 08074. 84/03/02. SINGH, A. NRC - No Detailed 

Affiliation Given. 41pp. 24049:246. 24X Fi c h e : 50-266, 84/03/27, 

8404130050. 


8404130108 Forwards safety evaluation supporting conclusion that 
guidelines in NUREG-0612, Sections 5. 1. 1 St 5.3 satisfied & 

Phase I of control of heavy loads ac cep tab 1 e. Fran k I in 
Research Ctr technical evaluation rept also enci, 

VARGA, S. A. Operating Reactors Branch 1. 84/03/22. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 24044:168, 24X Fi c h e : 50-295, 84/03/22. 

8404130108. 


— 8404130116 Safety evaluation supporting conclusion that guidelines in 
NUREO-0612, Sections 5.1.1 St 5.3 sati sfied . Phase I for 
control of heavy loads acceptable. 

♦ Office of Nuclear Reactor Regulation, Director. 04/03/22 2pp. 
24044:170. 24X Fich e : 50-295, 84/03/22, 8404130108. 


— 8403160250 TER-C5506-403/404 

"Control of Heavy Loads (C-10), Zion Stations Units 1 & 2, " 
technical evaluation rept. 

SARGENT, I. H. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TAC 08093. 84/03/14 NRC - No Detailed 

Affiliation Given. 27pp, 24044:172. 24X Fiche; 50-295, 84/03/22, 

8404130108. 


8404130243 Forwards revised response to "Control of Heavy Loads, " 

technical evaluation rept re Rec ommendati on /Open Item 2 on j 

insp program for reactor vessel head lift rig & upper guide i; 

structure lift rig. ' 

JONES, W.C, Omaha Public Power District, LIC-84-091. 84/04/05. ( 

MILLER. J.P rr.5:ra';;r;: Branch 3. 3pp. 24029:130. 24X • 

8404130388 Notifies of CRGR Meeting 61 on 840404 to discuss proposed S 

IE bulletin, "Undervo 1 tag e Trip Attachments of Reactor Trip I 

Breakers" S< presentation on proposed NRR resolution of S 

Unresolved Safety Issue A-44. [ 

STELLOi V. Committee to Review Generic Requirements. 84/03/30. 

MATTSON, R.J. Office of Nuclear Reactor Regulation, Director. 

JORDAN, E. L. Director's Office, Office of Inspection and Enforcement, f 

CUNNINGHAM, R. E. Office of Nuclear Material Safety S< | 

Saf eguards, Director. Ip. 24035:362. ) 


8404160277 Forwards safety evaluation re util response to generic ltr 
on control of heavy loads. Guidel ines on NUREG-0612, 

Sections 5.1 1 5. 3 satisfied St Phase I of issue 

acceptab le. 

VASSALLO, D. B. Operating Reactors Branch 2 84/03/19. MUSOLF, D. M. 

Northern States Power Co. 4pp. 24066; 012. 24X 

Fiche: 50-263, 84/03/19, 8404160277, 


— 8404160279 Safety evaluation re util 801222 response to generic ltr on 
control of heavy loads Phase I acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/03/19. 2pp, 
24066:014. 24X Fiche; 50-263, 84/03/19, 8404160277. 


— 8402020284 TER- C 5506-370 

"Control of Heavy Loads: Montice 1 lo Nuclear Generating 
Station," technical evaluation rept. 

BOMBERGER, C. , SARGENT, I. H. Franklin Inst i tute/Fran k 1 in Research 
Center. NRC-03-8 1-130. TAC 08062. 84/01/30. SINGH, A, NRC - No 
Detailed Affiliation Given. 33pp. 24066:016, 24X 
Fiche; 50-263, 84/03/19, 8404160277. 


8404170005 Staff requirements memo on Commission 840403 briefing in 
Wash ing ton, DC re PDRVs in C-E p 1 an t s . Br ief i ng on Unresolved 
Safety Issues A-44, "Station Blackout, " St A-45 "Shutdown DHR 
R** rui-emert's, " -p juested. 

j C'-j-cc- of the Secretary of the Commission. M840403B. 
84/04/05. DICKS, W. J. Office of the Executive Director for 
Operations. Ip. 24092:001, 


8404170343 Responds to 840406 telcon request to provide info re Section 
2, 3. 4C of Phase I response concerning resolution of control 
of heavy loads, per DG Eisenhut 801222 ltr St Generic Ltr 
81—07. Uestinghouse std QC procedures used. 

BARNES. P. L. Commonwealth Edison Co. GL-81-07. 84/04/11. 

DENTON.H. R. Office of Nuclear Reactor Regulation, Director, 2pp. 
24054:241. 24X Fic h e: 50-000, 84/04/11, 84041 70343. 


8404170353 NUREG-OBOO 10, 4, 7 R3 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Editi on. Revision 3 To 
Section 10.4.7, "Condensate And Feedwater System" And BTP 
ASB 10-2, "Design Guidelines For Avoiding Water Hammer. ..." 
SERKIZ, A. W. Division of Safety Technology. 84/04/30. 11pp. 

24068:347. 
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B404170368 Requests addl time to submit responses to requested info, 
identified in revised technical evaluation rept. "Control 
of Heavy Loads - Phase I, " Specific date luill be provided 
after return to svc date. 

RAINSBERRY, J. L. Southern California Edison Co. 84/04/11. 
CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 24062:327. 24X 

Fiche; 50-206, 84/04/11, 8404170360. 


8404170375 NUREG-0800 06. 3 R02 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Ed i t i o n. Revi s i on 2 To 
Section 6.3, "Emergency Core Cooling System." 

SERKIZ,A. W. Division of Safety Technology. 84/04/30. 16pp. 

24068: 331. 


8404170381 NUREG-0800 03. 9. 4 R2 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Edition. Revision 2 To 
Section 3. 9. 4, "Control Rod Drive Systems. " 

SERKIZ,A. W. Division of Safety Technology. 84/04/30. 9pp. 
24068: 322. 


8404170399 NUREO-0800 03. 9, 3 R1 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Edition. Revision 1 To 
Section 3. 9. 3, Ap p end i x A. 

SERKIZ, A. W. Division of Safety Technology, 84/04/30, llpp. 
24068:311. 


8404170467 NUREG-0800 05. 4, 6 R3 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Ed it i a n. Re vis i on 3 To 
Section 5.4.6, "Reactor Core Isolation Coding System <BWR). 
SERKIZ, A. W. Division of Safety Technology, 84/04/30. llpp. 
24091: 227, 


8404180191 Submits addl info responding to NUREG-0612< "Control of 
Heavy Loads," re screen house trolley & equipment lock 
crane, per 840209 discussion. 

KRICH, R. M. Consumers Poujer Co. 84/04/13. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 2pp. 24071:361. 24X F ich e : 50-1 55. 04/04/ 13, 

8404180191. 


8404180339 SECY-84-134 

Informs Commission of staff evaluation & conclusions re need 
for PORV for C~E designed p lants. Dec i sion should be deferred 
& incorporated into Unresolved Safety Issue A-45 
DIRCKS, W. U. Office of the Executive Director for Operations. 
84/03/23. IBlpp. 24109:290. 


8404190303 Clarifies control of heavy loads commitment re use of fuel 
casks, per util 761108 840118 Itrs & NRC 840316 «< 29 

telcons Use of any fuel cask greater than 24 ton transfer 
cask considered unanaly zed. Oath affirmation end. 

KRICH, R.tl. Consumers Power Co, 84/04/16. CRUTCHFIELD, D. Operating 
Reactors Branch 5, 2pp. 24096.219. 24X Fiche: 50-155, 84/04/16, 

8404190303. 


8404230102 Responds to open items in Sections 2. 1. S ^ 2, 1. 8 of draft 
technical evaluation rept re control of heavy loads, in 
response to NRC 840229 request. Open items concern turbine 
lifting beam Zt solid waste handling crane. 

ZIMMERMAN, S. R. Carolina Power S, Light Co NLS-84-139, 84/04/16. 

VARGA’S, A. Operating Reactors Branch 1. 3pp. 24154:180. 24X 

Fiche: 50-261, 04/04/16, 8404230102. 


8404230214 Forwards followup response to items noted in 830531 draft 
technical evaluation rept <DT£R> re Phase I , NUREO-0612, 

"Control of Heavy Loads. " Responses also provided to open 
items identified in 831121 DTER re Phase 1 1 , NUREO-0612. 

TUCKER, H.B, Duke Power Co. 84/04/19. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 10pp. 24152:002. 24X Fiche: 50-413, 84/04/19, 0404230214, 


8404240437 Forwards viewgraphs entitled," Calvert Cliffs-1 Overcooling 
Sequence P, T, h Estimation - Current Status. " 

SELBY. D.L. Oak Ridge National Laboratory. 84/03/27. JOHNSON, C. E. 
NRC - No Detailed Affiliation Given. Ip. 24197:226. 24X 

Fiche: 50-317, 84/03/27, 8404240437. 


8404240507 Forwards draft, "Evaluation of Effects of Calvert Cliffs 
Nuclear Power Station Electric Power, Compressed Air 
Cooling Water Sys Failures on Pressurized Thermal Shock 
Event Sequences " 

SELBY, D.L. Oak Ridge National Laboratory. 84/03/19. JOHNSON, C. E. 
NRC - No Detailed Affiliation Given. Ip, 24197; 092. 24X 

Fiche: 50-317, 04/03/19, 8404240507. 


— 8404240513 Draft, "Evaluation of Effects of Calvert Cliffs Nuclear 
Power Station Electric Power, Compressed Air & Cooling Water 
Sys Failures on Pressurized Thermal Shock Event Sequences." 
MCBRIDE.A. Science Applications, Inc. FIN B-0468. 84/03/19 

NRC - No Detailed Affiliation Given. 72pp. 24197:093. 24X 

Fiche: 50-317. 84/03/19, 8404240507. 


8404260124 Forwards "Synopsis of Issues Associated w/NUREO-0612 " for 
control of heavy 1 oad s , Res p onse to listed concerns requested 
within 30 days of 1 tr receipt. 

VARGA, S, A. Operating Reactors Branch 1. 84/04/09, CLAYTON, F. L. 

Alabama Power Co, 13pp, 24221.004. 24X F i c h e : 50-348, 84/04/09, 

8404260124. 


8404300363 NUREG/CR-3564 

PRESSURIZED THERMAL SHOCK; TEMPEST COMPUTER CODE SIMULATION 
OF THERMAL MIXING IN THE DOWNCOMER OF A PRESSURIZED WATER 
REACTOR. 

EYLER.L.L., TRENT, D. S. Battel le Memorial Institute, Pacific 
Northwest Lab orator ies , FIN B-2391. PNL-4909. 84/04/30 

Division of Accident Evaluation. 92pp. Available at NRC. $4.50. 
24233: 144. 


I&E INSPECTION AND ENFORCEMENT 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency." Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 138pp. 23933:122 24X Fi c h e ; 50-000, 84/03/28. 8402090047. 


8403140241 IE Info Notice 84--21, "Inadequate Shutdown Margin. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. 85pp. 22892:145. 24X Fiche: 50-000, 84/03/28, 8403140241 . 


8403140247 IE Info Notice 84-22, "Deficiency in CQMSIP, Inc Std Bed 
Catalyst." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. I26pp, 23892:231. 24X Fi c h e : 50-000, 84/03/29, 8403140247, 


8403140259 IE Info Notice 84-24, "Physical Qua 1 i f i cat i on of Individuals 
to Use Respiratory Protective Devices." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. 149pp. 24066:321. 24X Fi c he ; 50-000, 04/04/05. 84031 40259, 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp ons ored 
Qualification Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/05. Consolidated Edison Co. of New 

York, Inc. I03pp, 24066:164. 24X Fiche: 50-000, 84/04/05, 8403140263. 


8403140271 IE Info Notice 84-26, "Recent Serious Violations of NRC 
Requirements by Moisture Density Gauge Licensees. " Svc list 
end. 

GRACE, J. N. Division of QA, Safeguards 8, Inspection Programs (Post 
830103), 84/04/16. Consolidated Edison Co, of New York, Inc, 

86pp. 24189:001 24X Fi c h e : 50-000, 84/04/ 1 6, 9403 140271 . 


8403140273 IE Info Notice 84-27, "Recent Serious Violations of NRC 
Requirements by Medical Licensees," Svc list end, 

grace, J, N. Division of QA, Safeguards & Inspection Programs (Post 
030103). 84/04/17, Consolidated Edison Co of New York, Inc, 

86pp. 24163:205 24X Fi c he: 50-000, 84/04/1 7, 8403140273. 


8403140277 IE Info Notice 84-28, "Recent Serious Violations of NRC 
Requirements by Weil Logging Licensees. " Svc list encl. 

GRACE. J. N. Division of QA, Safeguards Zt Inspection Programs (Post 
830103). 84/04/17 Consolidated Edison Co, of New York, Inc. 

89pp 24163:292, 24X Fi c h e , 50-000, B4/04/X 7, 8403140277. 


8403140278 IE Info Notice 84-25, "Recent Serious Violations of NRC 
Requirements by Radiography Licensees." Svc list encl. 

GRACE, J. N. Division of (jliA, Safeguards 8< Inspection Programs (Post 
830103). 84/04/16, Consolidated Edison Co. of New York, Inc. 

114pp. 24196:102 24X Fi c h e : 50-000, 84/04/ 16, 8403140278. 


8403140280 IE Info Notice 84-29, "GE Magne-Blast Circuit Breaker 
Problems " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/17. Consolidated Edison Co. of New 

York. Inc. I29pp, 24188:237. 24X Fiche: 50-000, 84/04/17, 8403140280. 


8403140284 IE Info Notice 84-30, "Discrepancies in Recordkeeping ?< Matl 
Defects in Bahnson HVAC Units. " Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness Sk Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co, of New 

York, Inc, 117pp. 24188:001. 24X Fi che : 50-000. 84/04/18, 8403140284. 
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8403140286 IE Info Notice 84-31» "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethylene-Propylene Rubber Seals 
& Seal Set. " Svc list encl. 

JORDAN* E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

york, Inc. 117pp, 24188:119. 24X Fi che ; 50-000* 84/04/18, 8403140286. 


8404020026 PNO-V-84~01 5: on 840317, Valves MU 012 %>. MU 014 of containment 
spray sys (CSS) locked c losed. Caused by improper use of CSS 
valve alignment check list. Dual valve verification lineup 
check performed. 

CANTER, H. L. , D'ANGELO, T, Region 5, Office of Director. 84/03/12. 

Ip. 22835:037. 24X Fich e: 50-362. 84/03/12, 8404020026. 


8404020056 PNO-V-S4-014: on 840309, luh i 1 e performing surveillance test on 
plant protection sy s , c onta inment spray sys inadvertently 
actuated. Caused by instrument technician failing to reset 
trip in channel. Procedure to be modified. 

JOHNSON,?., D'ANGELO, T, Region 5, Office of Director. 84/03/12. 

Ip. 22838:220. 24X Fi c h e : 50-36 1 , 84/03/12. 8404020056. 


8404030294 Updated PN0~1 1 1-84-0284: on 840323, miss ing Cs-137 sealed 
source recovered from floor drain at f ac i 1 i ty . Cap s u 1 e sent 
to Qhmart Carp for confirmation. Investigation re 
c ir cu.mstance of loss underway. Media informed of recovery. 

MALLETT.B. , AXELSON, W Region 3. Office of Director. 84/03/28. Ip. 

22872: 076, 


8404030314 PNO-I-84-02S. on 840330, leak discovered in refueling water 
storage tank. Caused by failed flange gas ke t , FI ang e tightened 
& wrapped w/rubber gasket matl. Plans for draining tank -S- 
repairing gasket scheduled for 840401. 

PASCIAK.W, , BELLAMY, R. Region 1. Office of Director. 84/03/30. Ip. 
22871:331. 24X Fiche • 50-309, 84/03/30, 8404030314. 


8404050188 EN-83-079A: on 831207, not i ce of violation proposed 
imposition of civil penalty in amount of *8,000 issued to 
1 icensee, Act ion based on licensee failure to maintain 
adequate QA program Sc f a 1 s i f ica t i on of records. 

KLINGLER.G. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/04/03, Ip. 22900:198. 24X Fiche: 50-528, 84/04/03, 

8404050188, 


9404050190 EN-S4-016: on 840404, noti ce of violation 8, proposed 
imposition of civil penalties in amount of *2,500 to be 
issued to licensee. Action based on unauthorized transfer of 
licensed matl ?< failure to perform required leak tests, 

FLACK. E. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/03/30, Ip, 22900: 187. 


S404060232 EN-84-017: on 84040^, not i c e of violation Sc proposed 
imposition of civil penalties in amount of *4,800 issued to 
licensee. Act ion based on failure of personnel to perform 
adequate radiation surveys after radiographic exposures. 

FLACK.-E. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement 84/03/30, Ip. 22920:360, 


8404060323 PND-IV-84-0O2: on 840126, inadvertent gaseous release 
occurred, lasting 1 or 2 minutes. Caused by inadvertent 
pumping of reactor coolant to safety injection & refueling 
H20 tan k , Eva 1 uat i on initiated. 

JOHNSOrl, W. D. , YANDELL,L.A, Region 4, Office of Director. 84/01/27. 
Ip. 22930:346. 24X F i ch e : 50-285, 84/01 /27, 8404060323. 


B404090118 EN-84-019: on 840405, notice of violation proposed 
imposition of civil penalties in amount of *1,600 will be 
issued. Action based on insp after fire destroyed part of 
East St Louis facility revealed inadequate water supply. 

FLACK, E. , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement. 84/04/02. ip. 22939:299. 


0404090180 PN0-V~S4-018: on 840330, util reported discovery of three 
wires that had been cut in electrical cabinet in computer 
room. Wires not safety-related, FBI notified of incident. 

YOUNG. ^ Rcqi:-i 5. o-"D;-octor, 84/04/02. Ip. 22940:101. 

24X F;c'ie 50-5"^, '0 : zj. ; 


8404090200 EN-84-013; notice of violation proposed imposition of civil 
penalties in amount of *1,000 issued to licensee on 840405, 

Action based on inadequate mgt of licensed program by 
persons unfamiliar u/NRC requirements 8< provisions. 

FLACK. E. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/04/02. Ip, 22940:118, 


8404090315 PNO“I'“84-029 on 840330, util announced senior mgt 
reorganizati on. 

E9ELGR0TH, P. Region 1, Office of Director. 84/04/02. 2pp, 
22939,307, 24X Fi c he : 50-322, 84/04/02, 840409031 5. 


8404090317 PNO-I-84-030; on 840402, test tank containing slightly 
contaminated water inadvertent! y drained into discharge 
canal via svc water outlet due to misaligned valve. Approx 
620 gallons released. Rel eases within Tech Spec limits. 

FERLIC.K, , PASCIAK, W. , BELLAMY, R. Region 1, Office of Director. 
B4/04/03. Ip. 22939:304. 24X Fi c h e : 50-309, 84/04/03, 840409031 7. 


8404090322 PNS-I-S4-004: on 840331 , sec ur i ty guard received bomb threat 
telcon. Emergency safeguards contingency plans implemented. 

Search initiated 8< Lacey Township Police, NJ State Police, FBI 
it army notified. Search completed w/negative findings. 

DUNLAP, J. , JOYNER, J. Region 1, Office of Director. 84/04/02. Ip. 
22942:086. 24X Fi c h e : 50-219, 84/04/02, 8404090322. 


8404100348 PNO-U-84-019' on 840329, sh i pment of low level radwaste 
received on 840222 in violation of DOT & State of WA 
regulat ions. State of WA banned Ohio Matls from use of burial 
site it suspended burial permit on 840322. 

THOMAS, R.D. Region 5, Office of Director. 84/04/04, Ip. 
22971: 021. 


8404120221 EN-84-021:on 84041 1 , no t i c e of violation proposed 
imposition of civil penalty in amount of *2,000 to be issued 
to licensee. Action based on multiple examples of failure to 
comply w/NRC requirsirents in mgt oversight activities. 

FLACK, E. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 64/04/06, Ip. 24012:333. 


8404120299 EN-e4-020: on 84041 1 , noti ce of violation & proposed 
imposition of civil penalty in amount of *800 will be issued 
to 1 i censee, Ac t i on based on use of two soil density gauges 
containing byproduct matl after expiration of license. 

FLACK, E., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/04/06. Ip. 24012:082. 


8404130261 EN-S4-022: on 840412, no t i ce of violation it proposed 
imposition of civil penalties in amount of *10,000 to be 
issued Action based on failure to perform adequate surveys 
& evaluations prior to retrieval of 24 Ci Ir-192 source. 

FLACK, E., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement, 84/04/09, Ip, 24029; 189. 


8404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger it Pipe 
Hanger Damage. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp. 24195:343, 24X Fi c he : 50-000, 84/04/ 18, 8404130404. 


8404160130 IE Info Notice 84-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotter Pins." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co, of New 

York, Inc. 119pp. 24285:015. 24X Fic he ; 50-000, 84/04/20, 8404160130. 


8404160141 PNO-I-84-031 : on 840406, main feedwater line check isolation 
valve apparently failed r p 0 “ ■ ca'/s i"." water hammer in 
feedwater condensate sy s . "O'-.'. 1 r g in damage to pipe 
hangers, instrumentation i. insu lat ion, Repa ir s underway, 

LINVILLE, J. , NORRHOLM, L. , KISTER, H. Region 1, Office of Director. 
04/04/09. Ip. 24041:227. 24X Fiche: 50-31 1, 84/04/09, 8404160141. 


8404160156 PNS-I-84-005: on 840408, NJ State Police received telcon 
from unidentified male stating, "there is package for you at 
Oyster Creek." Licensee treated incident as potential bomb 
threat. Search initiated w/negative findings. 

BAILEY, B. , JOYNER, J, Region 1, Office of Director. 84/04/07. Ip. 
24039:339, 24X Fiche. 50-219, 84/04/09, 8404160156. 


8404170061 Submits addl IE bulletin closeout assignments. Meetings on 
840426-27 scheduled in Bethesda, MD to discuss bulletin 
status w/respective sponsors prior to preparing cost 
estimates. 

L AUDEN, W. Engineering Generic Communicat ions Branch. IEB-Sl-01. 
84/04/05. LOFY, R.A. Parameter, Inc, Ip. 24093:164. 


--8404170071 Forwards IE Bulletin 81-01 re surveillance of mechanical 
snubbers for issuance on 810127. Draft transmittal Itr for 
action draft transmittal Itr for info encl. 

SNIEZEK,J.H. Director's Office. lEB-Bl-Ol. 81/01/26. GRIER, B.H. 

Region 1, Ph i lad e Ip h ia, Office of the Director. 0 'REILLY, J. P, 
Region 2, Atlanta, Office of the Director. KEPPLER, J. G. Region 3, 
Chicago, Office of the Director. 3pp. 24093: 165. 


— 8404170082 Forwards Rev 1 to IE Bulletin 81-01 re surveillance of 
mechanical snubbers, Rev prompted by fact that NRR generic 
Itr re snubber preoperational testing received different 
distribution than originally envisioned, 

SNIEZEK,J. H. Director's Office. IEB-80-01. 81/03/05. GRIER, B.H. 

Region 1, Philadelphia, Office of the Director. 0 'REILLY, J. P. 
Region 2, Atlanta, Office of the Director. KEPPLER, J. 0. Region 3, 
Chicago, Office of the Director. 5pp. 24093: 174. 
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— 8404170088 Forwards IE Bulletin 80-12 re DHR sys operab i 1 ity. Draft 
transmittal Itrs to licensees end. 

M0SELEY*N. C. Director's Office* Office of Inspection and 
Enforcement. IEB-BO-12. 80/05/09, GRIER*B.H. Region 1, 
Philadelphia* Office of the Director. 0 ' REILLV* J. P. Re^im C*. 
Atlanta* Office of the Director. KEPPLER*J. G, Region ? O ‘s : : .:!:o ■ 
Office of the Director. 2pp. 24093: 176, 


— 8404170092 Forwards IE Bulletin 80-13 re cracking in core spray 
spargers. Draft transmittal Itr to licensees also end. 

MOSELEY. N. C. Director's Office* Office of Inspection and 
Enforcement. IEB-eO-13. 80/05/12. GRIER. B.H. Region 1, 

Ph i ladel p h ia* Office of the Director. 0 ' REILLY* J. P. Region 2. 
Atlanta. Office of the Director. KEPPLER . J. G, Region 3* Chicago, 
Office of the Dir^^tor, 2pp. 24093: 186. 


— B40417010B Forwards IE Bulletin 79-25 re failures of Westinghouse BFD 
relays in- safety-related sys, Draft transmittal Itr to 
licensees also end. 

MOSELEY, N. C. Director 's Office, Office of Inspection and 
Enforcement. IEB-79-25. 79/11/01. GRIER* B.H. Region I, 

Ph i ladel p h ia, Office of the Director. 0 ' REILLY, J, P. Region 2, 
Atlanta, Office of the Director. KEPPLER.J. G. Region 3, Chicago, 
Office of the Director. 9pp. 24093: 193, 


8404170079 PNO-I I 1-84-029: on 840410, util announced plans to complete 
Unit 2 targeted 860701 for fuel load Dec 1986 for 
commercial operation. Completion of Unit 1 indefinitely 
de f err ed . Di scus s i or 5 c r.it ir. j ing w/Dtate of MI re options. 

STRASMA, R. J. , M/.RAP'.TZ.R ... Ryy.jin 3, Office of Director. 84/04/11. 
Ip. 24053:052 24'.; r-.'i'e 5': -329 84/04/11.8404170079, 


8404180166 EW-84-023: on 840417, notice of violation proposed 
imposition of civil penalties in amount of $40,000 to be 
issued to 1 icensee. Action based on incident of occupational 
radiation exposure of approx 4.5 rems to worker hand. 

FLACK, E. * AXELRAD. U. Director's Office* Office of Inspection and 
Enforcement, 84/04/12. Ip. 24077:193 24X Fi c h e . 50-293* 84/04/ 12, 

84041B0166. 


8404190243 PNQ-I 1-84-026; crac k indications found on feedwater nozzles 
in two of three steam generators as result of ultrasonic 8< 
radiographic tests. Af fee ted components replaced. 

BLAKE, J.J., ELROD, S. A. Region 2- Office of Director, 84/04/12. 

2pp. 24100:236. 24Xi-iche 50-251,84/04/12*8404190243. 


8404190307 PNO-I 1 1-84-031 : on 840414* entry rugs used in administrative 
areas found contaminated w/low level radioactivi ty. Source of 
contamination not determined, Investigation in progress. 

OREGER.L.R. * PAPER lELLO, C. Region 3* Office of Director. 84/04/16. 
2pp. 24098:037. 24X Fiche: 50-010, 84/04/16* 8404190307. 


8404190350 PNO-I-84-032; on 840414* crack extending out from under 
emergency diesel generator 103 cylinder head 1 across front 
of block discovered by licensee eng ineers, Lube oil noted 
oozing out of crack No jacket water leakage found. 

PETRONE.C. , MCCABE* E, Region 1, Office of Director, 84/04/16 Ip. 
24096:240. 24X Fiche: 50-322, 84/04/16, 8404190350. 


8404200034 PND-U-84-020: on 040413* ind ividual may have received up to 
106 millirem via liquid effluent <fish) pathway. Caused by 
steam generator tube leakage 8t reliance on default factors 
in calculations. Insp will be conducted. 

YUHAS* 0. P. , WENSLAWSKI* F. A. Region 5* Office of Director. 84/04/13. 
Ip. 24120:135. 24X Fi c h e : 50-312, 84/04/13* 8404200084. 


8404200289 PNO-I 11-84-030: on 840413, unidentif ied water leakage in 
reactor containment d iscovered. Caused by defective valve 
packing in r ec ire ulat i on loop discharge valve bypass. Valve 
packing repaired. 

CHRISSQTIMOS, N. , SHAFER, W. Region 3, Office of Director, 84/04/16. 
Ip. 24115:337. 24X Fiche : 50-331, 84/04/16, 8404200289. 


8404200291 Updated PNO-I I I-84-017C : on 840203, unit shut down for 
refueling t: replacement of recirculation sys piping due to 
IGSCC, Crack indication found on thermal shield of 
recirculation inlet safe end for nozzle K, 

DEFAYETTE, R. , BOYD* D. Region 3, Office of Director. 84/04/17. Ip. 
24115:360. 24X Fiche: 50-263* 84/04/17* 8404200291, 


8404230163 PNO-I 1 1-84-032: on 840417*3 Ci Am/Be well logging source 
f>und on roadside in Newton* IL by state police hazardous 
matXs off icer. Source found intact w/no radioactivity 
released. MRC inspector will survey source. 

BUROIN*R. , WIEDEMAN/D. Region 3* Office of Director. 84/04/18. Ip. 
24155- 244. 


8404230213 PNO-I 1 1-84-033: on 840416* two level gauges containing 10 mCi 
Cs-137 sealed source missing. Search on 840307 verified that 
gauges not returned by manuf ac tur er . Manuf ac turtr contracted 
to perform site search starting 840419. 

SLAWINSKI* W, , SRENIAWSKI* D, Region 3, Office of Director. 84/04/19. 
Ip. 24152:012. 


8404240299 PNO-I 1-84-027 : on 840229, inventory differences for U & U-235 
were positive S-. within regulatory requirements, but both 
exceeded associated limit of error . Invest i g at i on conducted 
to determine probable cause. 

MCALPINE, E. J. Region 2, Office of Director. 84/04/18 Ip. 

24165: 125. 


8404240306 PNO-I-84-033; on 840418* 2. 5-inch nail found wedged into 
windings of main g enerator. Evidence suggests that nail 
recently entered wi nd i ng . Sec ur i t y guard will be posted in 
area of main generator during nights 8c weekends. 

FERLIC.K. * ELSASSER-T. Region 1, Office of Director. 84/04/18, Ip. 
24168:335. 24X Fi che : 50-309, 84/04/18* 8404240306. 


8404240310 PN3~V-84-005: on 840414* four females observed trespassing 
within owner controlled area along roadway . Li c ensee security 
officers detained individuals 100-ft from protected area. 

SCHAEFER, D,* NORDERHAUG, L, R. Region 5* Office of Director. 
04/04/17. Ip. 24180:212. 24X Fiche: 50-275* 84/04/17* 8404240310. 


8404240318 PN0-I-S4-034; on 840418* util announced temporary suspension 
of const of facility due to financial pressures. Suspension 
effective immediately. 

BORCHARDT, R. , KISTER* H. Region 1, Office of Director. 84/04/19. 

Ip. 24168:336, 24X Fich e : 50-443* 84/04/19* 8404240318, 


8404240357 PNO-I 1-84-030: on 840420* tractor truck pulling double trailer 
rig wrecked when trailers disconnected 8« rear unit 
overturned . Cargo included 16 wooden crates containing 
cylinders w/0. 5 Ci Kr-85. No rad ioactivity released. 

WOODRUFF* R. L. Region 2, Office of Director. 84/04/20. Ip. 

24168: 349. 


8404240409 PNS-V-B4-006: on 840416* unknown person entered controlled 
area 2-! discharged six flares. One flare caused small brush 
fire, No press release planned. 

SCHAEFER, D., NORDERHAUG, L. R. Region 5, Office of Director. 
84/04/17. Ip. 24180:235. 24X F ic h e : 50-275, 84/04/ 17, 8404240409. 


8404240417 PNO-I 1-84-029 on 840420, trac tor-tr a i 1 er carrying two boxes 
of radioactively contaminated condenser tubes involved in 
two-vehicle collision on Interstate Route 40 in State of 
NC. Boxes appear und amag ed . Re 1 ease unlikely. 

HOSEY, C.M. , JENKINS, G.R Region 2, Office of Director. 84/04/20. 
2pp. 24179:359, 24X Fiche : 50-324, 84/04/20, 8404240417. 


8404240424 PNO-I 1-84-028: on 840419, primary coolant began leaking from 
break in movable in-core detection sys conduit at seal 
table. Leak rate initially 25-30 gpm. Licensee plans to enter 
seal room to determine exact cause ^ location of leak. 

FREDERICKSON, P. , JULIAN, C. A. Region 2* Office of Director. 

84/04/20. 2pp. 24180:070, 24X Fiche: 50-327, 84/04/20, 8404240424, 


8404240427 PNS-I-84-006: on 840418, newly hired guard accidently 
discharged bolstered 38 calibre revolver into right leg. 

Guard treated at local hosp ?•< released. Commonwealth of MA 
informed. 

BAILEY, B., JOYNER* J. Region 1* Office of Director, 84/04/19. Ip. 
24180:215, 24X Fiche : 50-293, 84/04/19* 8404240427. 


8404260338 PN0-I-B4-036; on 840422* steam generator 21 piping suffered 
water hammer, Caused by leakage resulting in water slug. 

Damage appears limited to main feed isolation valve .%( two 
other valves. No sys leakage found, 

LUPTAK, A, * FERLIC.K, Region 1, Office of Director. 84/04/23. Ip. 
24204:163. 24X Fiche : 50-318* 84/04/23, 8404260338, 


0404260342 PNO-I-84-035 : on 840422* earthquake felt at site, Ground 
accelerations less than seismic recorder setpoint of 0,01 g 
No damage found. 

BLOUGH, A. R. , TRIPP* L. E. Region 1, Office of Director. 84/04/23. 
Ip. 24204:152. 24X Fi c h e : 50-277* 84/04/23* 8404260342 


8404260357 PNO-IV-84-006: on 840419, both standby gas treatment sys lost, 
Caused by spraying charcoal filter beds of both fire 
suppression sys. Cold shutdown commenced. Sen ior resident 
inspector monitoring activities. 

JAUDON.J. P. , JOHNSON* E. H. Region 4* Office of Director. 84/04/19, 
2pp. 24203:304, 24X Fi c h e; 50-298, 84/04/ 19 , 8404260357. 


8404270107 PN0-V-B4-022: on 840419, while unloading HX delivered from 
Northern States Power Co, valve broke off fy. radioactive . 
liquid released. Li qui d exceeded US Ecology* Inc state 
license 1 imitations. Company barred from use of burial site. 

THOMAS* R. D. Region 5* Office of Director, 84/04/20. Ip. 

24215: 315. 


8404270108 PNO-V-84-021 ; sh i pmen ts of low level raduaste* received on 
840323*29 St 0418 from Applied Health Phys i c s* d iscovered in 
violation of DOT regulations State of WA codes. Company 
banned from use of burial site permit suspended. 

THOMAS* R. D. Region 5, Office of Director. 84/04/20. Ip. 

24215: 325. 
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S404300109 Subnits general •!< specific comments on draft NUREG/CR~3053/ 
"Closeout of IE Bulletin 8C-08:Exam of Containment Liner 
Penetration Welds. " 

DAER»R,L. Division of Emergency Preparedness S; Engineering Response 
(Post 830103). IEB-80~08. 84/04/13. LOFY.R. A. Parameter. Inc. 

34pp. 24233:028. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8404020278 Forwards Ends A B to SECY-84-106. "Proposed Rulemaking 
Concerning Requirements for Senior Managers. " Ends 
represent current proposal for degreed individual to be 
assigned to each shift at plant. 

THOMPSON. H. L, Division of Human Factors Safety. 84/03/14. 

SZALAY. R. Atomic Industrial Forum. 51pp. 22873:287. 


8404030236 Notifies of 840426 workshop in Arlington. TX to discuss 
lessons learned from App R fire protection safe shutdown 
insps. Workshop agenda encl. 

COLLINS. J.T. Region 4, Office of Director. 84/03/26. TAYLOR, D. P. 
Nuclear Energy Service, Inc. 4pp. 22869:180. 


8404050164 Foruards results of AEOD/S401 study re human error in events 
involving operation of wrong unit or wrong train. Further 
clarification on what constitutes acceptable independent 
verification program nec essary , W/o end. 

HElTEMES, C. J. Director 's Office. 84/01/24. ROSSIN. D. Nuclear 
Safety Analysis Center. Ip. 22919:362. 


8404050167 Forwards results of AE0D/S401 study re human error in events 
involving operations on wrong unit or wrong train, Further 
clarification on what constitutes acceptable independent 
verification program necessary, W/o end. 

HELTEMES, C. J. Direc tor 's Off ice 84/01/24, WILKINSON, E. P. 

Institute of Nuclear Power Operations. Ip. 22919:361 


8404050443 Notification of 040322 meeting w/KMC, Inc in Bethesda.MO 
to discuss results of analyses re degree requirements for 
operating staff, 

MEYER. G. Division of Licensing. 84/03/21. Division of Licensing. 
2pp. 22927:356. 


8404050492 Informs that Public Law 97-415, enacted on 830104. amend ed 
Section 189 of Atomic Energy Act of 1954 authorizing NRC to 
issue '!< make effective any amend to OL upon determination 
that amend involves NSHC FR notice encl W/o end. 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 
84/03/07. SIMPSON. A. Senate. Environment ■?< Public Works. 

UDALL.M.K. House of Rep . Interior Insular Affairs. QTTINGER. R. L. 
House of Rep.. Energy ?j>. Commerce. 2pp. 22915:359. 


8404090054 Informs of review of proposed rev to Insp Procedures 
IP-93702, IP-90712 IP-92700 re NRC response to repts of 

nonroutine events. Reg Guide 1.16 no longer applicable to 
LEfi ?< should be removed from Procedure IP-93702. 

HELTEMES, C, J. Director's Office. 84/03/19. JORDAN, E.L. Division 
of Emergency Preparedness Engineering Response (Post B30103). Ip 
22947: 358. 


8404090204 Notifies of new address. ef fee tive 830314. 

Tenco Hydro. Inc 84/04/06. NRC - No Detailed Affiliation 
Given. Ip, 22940:124. 


8404090340 Requests that EP Gelman.ML Gudis S? WE Hanna be added to 
mailing list. 

BROGDEN.K. C. Affiliation Not Assior-eri “4/03/23. NRC - No 
Detailed Affiliation Given. 2,'p C3,'j 


8404100221 Submits WH Burchette new address. Record should be corrected 
to reflect address change, 

SCHOLZ.P.P. Heron, Burchette, Ruckert & Rothwell. 84/04/05, NRC 
~ No Detailed Affiliation Given. Ip. 22962:248. 


8404100550 Provides word changes to draft proposed amends to physical 
protection requirements for SNM of moderate strategic 
significance. 

EISE.NHUT, D. G. Divi s i on of Lie ens ing. 04/(53/21. BURNETT, R.F. 
Division of Safeguards. Ip 22977.338. 


8404110306 Foruards documents in response to R Buckles FOIA Request 
84-204 re fire protection rule Ss source range flux, reactor 
coolant temp steam generator pressure indication to meet 
I0CFR50, App R concerning alternate shutdown capability. 

PARR, 0. D, Auxiliary Systems Branch. 84/03/30. SMITH, H. Planning & 
Program Analysis Staff, Ip. 24003:306. 


— 8404110311 Requests that encl info re clari f ications of request for 
info concerning alternative or dedicated shutdown sys & 
definition of associated circuits be included in Itrs sent 
to licensees for info re plant design mods. 

MATTSON, R, J. Division of Systems Integration (post 811005). 
GL-81-12. 82/03/22. EISENHUT, D. G. Division of Licensing. ISpp. 

24003: 307. 


8404120010 Forwards draft case study re steam binding of auxiliary 
feedwater pumps, suggesting method to detect backleakage S< 
minimizing likelihood for common mode failure of all 
auxiliary feedwater pumps, for review. 

HELTEMES, C. J. Director's Office. IEIN-84-06, 84/03/19. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 4pp. 
24034: 018. 


— 8404120016 Forwards draft case study of backleakage events, causes for 
valve leakage, correct! ve actions taken &■. generic safety 
significance of events re steam binding of auxiliary 
feedwater pumps. for review. 

HELTEMES, C. J. Director's Office. 84/03/19. Director's Office. 
5pp. 24034:022. 


— 8404120026 Forwards draft case study re steam binding of auxiliary 
feedwater pumps due to backleakage of hot feedwater to 
auxiliary feedwater sys. for review. 

HELTEMES, C. J. Di rector 's Of f ice. 84/03/19. DEYOUNG. R. C. 
Director's Office, Office of Inspection and Enforcement. 

MINOGUE. R. B. Office of Nuclear Regulatory Research. Director. 
4pp. 24034:027. 


— 8404120030 "Preliminary Draft Case Study Rept: Steam Binding of 
Auxiliary Feedwater Pumps. " 

LANNING, W. D. Reactor Operations Analysis Branch. 84/03/31. 44p p , 

24034: 031. 


8404120317 Requests attendance at 840430 public meeting in Dethesda. MD 
to discuss whether further guidance necessary re terms 
important to safety saf ety-related as discussed in 840106 

Generic Ltr 84-01. 

DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. GL-84-01, 84/04/02. HARSHE. B. L. Utility Safety 

Classif ication Group. 2pp. 24033:071. 


8404120319 Extends invitation to attend 840430 meeting in Bethesda.MO 
to discuss Generic Ltr 84-01 re terms important to safety & 
safety-related. 

DEYOUNG, R. C. Director's Office. Office of Inspection and 
Enforcement. GL-B4-01. 84/04/02. ELLIS. T. S. Utility Safety 

Classif ication Group. 2pp. 24033:064. 


8404130075 Requests attendance at 840430 public meeting in Bethesda.MD 
to determine whether further guidance necessary re terms 
important to safety i>. saf ety-related as discussed in 
S40106 Generic Ltr 84-01, 

DEYOUNG. R, C, Director's Office. Office of Inspection and 
Enforcement. GL-84-01. 84/04/02. DARDENNE, W. American fJational 

Standards Institute. DARDENNE. W. General Electric Co. 2pp. 

24049; 287, 


8404130078 Requests attendance at 840430 public meeting in Bethesda. 
MD to determine whether further guidance necessary re terms 
important to safety saf ety-related as discussed in 840106 

Generic Ltr 84-01. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. GL-84-01. 84/04/02. WEISS, E. R. Union of Concerned 

Scientists. 2pp. 24048:341. 


8404130083 Requests attendance at 840430 public meeting in Bethesda.MD 
to determine whether further guidance necessary re terms 
important to safety saf ety-related as discussed in 840106 

Generic Ltr 84-01, 

DEYOUNG.R. C. Director's Office. Office of Inspection and 
Enforcement. GL-84-01, 84/04/02. COOPER. L. J. American Nuclear 

Society. COOPER. L, J. Nebraska Public Power District. 2pp. 

24048: 339. 


8404130391 Responds to 840119 request for justification of 

determination requesting license amend application be exempt 
from license amend fees & data on dollar amount exempted 
from fee application as result of Generic Ltr 83-43. 

EtSErNHUT. D, G. Division of Licensing. GL-83-43. 84/03/28. 

MILLER. W. 0. License Fee Management Branch. 2pp. 24035:357. 


8404130521 Requests notification of when to expect reply to author 
S40214 memo to RB Minoque 8< that ltr be placed in PDR, Future 
actions governed by forthcoming response. 

LAKNER. A. A. Lakner Associates. 84/04/01, MINOQUE, R. B. Office of 
Nuclear Regulatory Research, Director, 2pp. 24044:322. 


8404160078 Submits corrected mailing address. 

GOLDSTEIN,!. Federal Lab orator ies, Inc. 84/04/09. NRC - No 
Detailed Affiliation Given. 2pp. 24040:076, 
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8404180314 Responds to recent question re desirability of regions to 
include. in 10CFR50. 54 ( p ) response. Itrs to licensees w/ 
statefiient notifying licensees of right to appeal. Provision 
undesirab le. Reasons listed. 

THOMAS. C. 0. Standard! zation S< Special Projects Branch. 84/04/02. 
PURPLE. R. A. Division of Licensing. 9pp. 24110:207. 


8404180320 Forwards comments re task action plan for Generic Issue 51. 
“Proposed Requirements for Improving Reliability of Open 
Cycle Svc Water Sys. " Plan results require clarification for 
operating reactors. 

EISENHUT. D, G. Division of Licensing. 84/03/28. MATTSON, R. J. 
Division of Systems Integration (post 811005). 2pp. 24110:205. 


8404180330 Notification of 840411 It. 12 meetings in Bethesda. MD to 
discuss methods for improving NRC simulator licensing exams. 
SPILBERG, S. W, Operator Licensing Branch. 84/04/02. BECKHAM, D. H. 
Operator Licensing Branch. 4pp. 24110:193. 


8404180348 Requests correction of listed zip code. 

# NRC - No Detailed Affiliation Given. 84/04/18. NRC - No 
Detailed Affiliation Given. Ip. 24071:146. 


8404180495 Forwards set of issues not clearly addressed in fire 
protection rule. NRC should provide answers to each issue 
which in turn would serve as regulatory int erpretation of 
regulation St have force S affect of requirement, 

MCGARRY, J. M. Bishop. Liberman. Cook. Purcell St Reynolds. 84/03/06. 
VOLLKERiR.H. Division of Engineering. 3pp. 24108:262. 


— 8404180506 Forwards list of questions re fire protection regulations 
generated during Nuclear Util Fire Protection Group 
Seminar . Group will be available to meet on 840308 to 
further discuss issue of App R. 

MCGARRY. J. M. Nuclear Utility Fire Protection Group. 84/03/02. 
VQLLMER.R. H. Division of Engineering. TAYLOR. J.M. Director's 
Office. Office of Inspection and Enforcement. 15pp. 24108:265. 


8404190016 Forwards nonpower reactor projected wor k load /resourc e 
analysis through FY86 for review. Some license renewal 
schedule adjustments will be required to accommodate nominal 
high low enriched U conversion effort through FY86. 

BERKQW, H. N. Standar d i za t i on Special Projects Branch. 84/03/23. 
MIRAGLIA. F. U. Assistant Director for Safety Assessment, 7pp, 
24111: 206. 


8404190030 Provides Containment Sys Branch response to 831021 request 
for technical assistance to establish NRC position on Tech 
Spec interpretation for primary containment allowable 
leakage rates. A1 lowab 1 e leakage rate limit is La. 

EISENHUT. D. G. Division of Licensing. LS05-84-04~006, 84/04/04. 

NORELIUS. C. E. Division of Project Resident Programs. 4pp. 

24111: 202. 


S404190068 Forwards "First Draft: Severe Accident Program Description, 
marked-up to reflect minor comments. in response to 840330 
request. 

MIRAGLIA. F. J. Assistant Director for Safety Assessment. 84/04/04. 
MULLER, D. R, Assistant Director for Radiation Protection. 75pp 
24111; 077, 


8404200066 Forwards listed completed AEDD engineering & technical 
evaluation repts.No response or tracking r e qu i r ed . Requests 
for addl info will be forwarded separately. W/o end. 

HELTEMES. C. J. Director's Office. 84/04/02. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. DEYOUNG, R. C. Director's 
Office. Office of Inspection and Enforcement, DAVIS. J. G. Qf-fice of 
Nuclear Material Safety Saf eguar d s, Direc t or . Ip. 24159:361. 


B40420009B Forwards "Setpoint Drift Associated W/Barton Model 288 
Switches," technical review rept. No AEDD action required 
due to licensee corrective actions. 

CHIRAMAL. M. Reactor Operations Analysis Branch. AEOD/T403. 
84/03/23. SEYFRIT. K. V, Reactor Operations Analysis Branch. 2pp. 
24156; 318. 


— 8404200104 "Setpoint Drift Associated W/Barton Model 288 Switches, " 
technical review rept. 

CHIRAMAL. M. Director's Office. 84/03/23. 7pp. 24156:320. 


8404200109 Forwards "Chemical Contamination of Primary Secondary 
Sys in LWRs, " technical review rept. NRR has recognized 
problem. No AEQD action required. 

EL-ZEFTAWY, M. Reactpr Operations Analysis Branch. AE0D/T402. 
84/03/22. SEYFRIT. K. V. Reactor Operations Analysis Branch. 2pp. 
24156: 265. 


— 8404200113 “Chemical Contamination of Primary Secondary Sys in LWRs," 
technical review rept. 

EL-ZEFTAWY, M. Director's Office. AE0D/T402. 94/03/22. 11pp. 

24156:267. 


8404270008 Notification of 840329 meeting w/Edlow Inti Co Sumitomo in 
Silver Spring. MD to discuss dry spent fuel storage cask 
licensing requirements under 10CFR72. 

ROBERTS, U. P, Advanced Fuel Spent Fuel Licensing Branch. 84/04/06. 

ROUSE. L, C. Advanced Fuel 8< Spent Fuel Licensing Branch. Ip, 

24223: 295. 


8404300076 Requests change to svc list to indicate VR Dilks as mayor, 
replacing H Coleman. 

RANKIN. J. L, Lower Alloways Creek. NJ. 84/04/23. NRC - No 
Detailed Affiliation Given. Ip. 24225:134, 


8404300107 Responds to NRC 840313 Itr re 840116-20 insp & notice of 
violation. Purchase order issued on 840412 for subscription 
to "List of CFR Sections Affected." which shall be reviewed 
on monthly basis. 

GARRETT, R.H. US Riley Corp. 84/04/17. POTAPOVS, U. Division of QA. 
Safeguards Inspection Programs (Post 830103). 2pp. 24225:202. 


S40430014S Advises that WW Goode is now mayor of Philadelphia %>, LA 
Brooks managing d irec tor . Requests svc list be revised 
accordingly. 

GOLD, J. Philadelph ia. PA. 84/04/23. NRC - No Detailed 
Affiliation Given. Ip, 24227:342. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 


8402280257 NUREG-0750 V18 NOS 

NUCLEAR REGULATORY COMMISSION ISSUANCES. Sep tember 1983. 

Pages 299-742. 

* Division of Technical Information Document Control. 83/09/30. 
451pp. 22503:301. 


8403140253 Board Notification 84-060; forward s NUREO-0675 (SSER 22) re 
allegations concerning fac i 1 ities. Rept provides criteria 
applied in prioritizing resolution of allegations. especial ly 
resolutions prior to low power & full power decisions. 

EISENHUT, D, G. Division of Licensing. 84/03/20. PALLADINO, 
GILINSKY. ROBERTS Commissioners. 3pp. 22861:271, 24X 

Fiche; 50-275, 84/03/20, 8403140253. 


8403290105 Forwards IE Insp Repts 50-269/84-03. 50-270/84-03 S, 
50-287/84-03 on 840111-0210. Mo violations or deviations 
noted. 

DANCE, H.C. Division of Project & Resident Programs, 84/03/06, 
TUCKER, H. B. Duke Power Co, 2pp. 22807:085. 24X 

Fiche; 50-269, 84/03/06. 8403290105. 


—8403290111 IE Insp Repts 50-269/84-03.50-270/84-03 50-287/84-03 on 

8401 1 1-0210. No violations or deviations noted. Major areas 
inspected: operations, maint. surveil lance, organization Zt 
calibr. 

BRYANT. J. Region 2. Office of Director. 50-287/84-03, 84/03/05. 

llpp, 22807:087. 24X F ic h e : 50-269. 84/03/06. 8403290105. 


8404020006 Forwards response to NRC 840117 request for addl info 
justifying delay in installation of vents on isolation 
condensers until next refueling outage, Requ irements of 
NUREG-0737. Item II.B. 1 met. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/03/27. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 6pp, 22835:101. 24X 

Fiche: 50-219. 84/03/27. 8404020006. 


8404020010 Amends 831024 commitment to submit summary rept re Suppl 1 
to NUREG-0737. Item I.D. 1 "Control Room Design Review" 
by 851115 to include schedule for implementing 
recommendations of final summary rept, 

BAYNE, U. P. Power Authority of the State of New York. JPN-a4-20, 
84/03/28. VASSALLO. B. B. Operating Reactors Branch 2. 2pp 
22835:092. 24X Fi c h e : 50-333, 84/03/28, 8404020010, 


8404020011 NUREG/CR-2331 V03 N2 

SAFETY RESEARCH PROGRAMS SPONSORED BY THE OFFICE OF NUCLEAR 
REGULATORY RESEARCH. Quarter ly Progress Report. Apr i l-June 
1983. 

BARI, R. A,, CERBDNE. R, J. . GINSBERG. T. Brookhaven National Laboratory. 

FIN A-3011. BNL~NUREG-51454. 84/03/31. Division of Accident 
Evaluation, 159pp, 22876:001. 


8404020015 Informs that response to requested info on NUREO-0737 items 
will be submitted by 840413. Addl time will allow more 
complete integration of response, 

WILLIAMS. J. W. Florida Power & Light Co. L-B4-81. 84/03/26. 

VARGA. S. A. Operating Reactors Branch 1, Ip. 22835:111. 24X 

Fiche: 50-250, 04/03/26. 8404020015. 


8404020019 Generic Ltr 84-05 to all power reactor licensees Zt 
applicants for OLs re change to NUREG~1021. "Operator 
Licensing Examiner Stds, " Svc list end, 

EISENHUT. D. 0, Division of Licensing, GL-84-05. 84/04/02. 

Consolidated Edison Co. of New York, Inc. 21pp. 24066:297, 24X 

Fiche: 50-000. 04/04/02, 8404020019. 



480 


NONDOCKETED ITEMS 


8404020054 Responds to 840221 Itr re SER open items concerning 
NO'REG~0737, I tem II. E. 1. 1. "Auxiliary Feeduiater Sys 
Evaluation. " Open items 1 i sted . Ao pea 1 meeting requested. 
CROUSErR.P. Toledo Edison Co. 1036. 84/03/26. STOLZ. J. F. 

Operating Reactors Branch 4. 2pp. 22835:147. 24X 

Fiche: 50-346, 84/03/26, 8404020054, 


8404020062 Forwards Part II submittal in response to 801222 Itr re 
control of heavy loads. Addl evaluations will be submitted 
by 840629, 

K0i3ER,R.W. Rochester Gas Electric Corp. 84/03/26. CRUTCHFIELD, D. 

Operating Reactors Branch 5. Ip. 22836:290. 24X 

Fiche: 50-244, 84/03/26,8404020062. 


—8404020065 "NUREG-0612, Control of Heavy Loads, Final Rept. ’’ 

* Rochester Gas ^ Electric Corp. 84/03/19. 140pp. 22836;291. 

24X Fiche: 50-244, 84/03/26, 8404020062. 


8404020131 Advises that computer-based safety parameter display sys 
installation completed. Safety analysis performed, per Generic 
Ltr 82-33, Suppl 1 to NUREG-0737. Observations will be 
resolved fay Dec 1984. 

VAN BRUNT, E.E, Arizona Public Service Co. ANPP g9167-WFQ/. 
84/03/27. KNIGHTON, 0. Licensing Branch 3. 2pp. 22837:097. 24X 

Fiche: 50-528. 84/03/27, 8404020131. 


8404020141 Forwards Rev 2 to util rept on control of heavy loads, 
updating 820804 & 840127 submittals. Rev provides new App E, 
summarizing Westinghouse analysis of special lifting devices 
revises App C, "Analyses of Reactor Vessel Head Drop." 

PETRICK.N. A Standardized Nuclear Unit Power Plant System. SLNRC 
84-0056. 84/03/28. DENTON, H. R. Office of Nuclear Reactor 

Regulation. Director. 34pp. 22836:256. 24X Fiche; 50-000, 34/03/29. 

8404020141. 


8404020158 NUREG/CR-3699 

A SUMMARY OF CODES FOR WASTE PACKAGE PERFORMANCE 
ASSESSMENT. 

COFFMAN, W., VOGT, D. , MILLS, M, CorSTAR Research, Inc. FIN 3-6935. 
84/03/31. Division of Waste Manage.ment. 314pp. Available at NRC. 
$7.50. 22848:012. 


8404020211 NUREG/CR-2679 V03 

ADVANCED REACTOR SAFETY RESEARCH QUARTERLY REPORT, JULY- 
SEPTEMBER 1982. 

# Sandia Laboratories. FIN A-1016. SAND82-0904. 84/03/31. 

Division of Accident Evaluation. 244pp. 22877:001. 


8404020212 NUREO-0837 V03 N03 ' 

NRC TL0 DIRECT RADIATION MONITORING NETWORK. Progress Report. 
Uuly-September 1983, 

COSTELLO, F. , THOMPSON, T. , COHEN, L, Region 1, Office of Director. 
84/03/31. 138pp. 22877:245. 


8404020217 NUREG/CR-3359 V04 

PHYSICS OF REACTOR SAFETY, Quarterly Report, October-December 
1983. 

* Argonne National Laboratory. FIN A-20t5 ANL-83-11 V04. 

84/02/29. Division of Accident Evaluation 22pp. 22376: 329 


8404020220 NUREG/CR-3396 

EXPERIENCE WITH THE SHIFT TECHNICAL ADVISOR POSITION. 

Interviews With Personnel From Nine Plants. 

MELBER.B.D., OLSON, J. , SCHREIBER, R. E. Battelle Memorial Institute, 
Pacific Northwest Laboratori es. FIN B-2360. PNL-3786 84/03/31. 

Division of Human Factors Safety, 61pp. Available at NRC. $4. 50. 
22875: 276, 


8404020225 NUREG/CR-2000 V03 N2 

LICENSEE EVENT REPORT <LER) COMPILATION: For Month Of 
February 1984. 

# Oak Ridge National Laboratory, FIN A-9135. ORNL/NSIC-200. 
04/03/31, Director's Office. 167pp, 22876:160, 


8404020260 NUREG/CR-3389 

VALENCE EFFECTS ON THE SORPTION OF NUCLIDES ON ROCKS AND 
MINERALS. 

MEYER, R. E. , ARNOLD, W, D. , CASEfF. I. Oak Ridge National Laboratory. 
FIN J3-0462. 0RNL-597a. 84/02/29. Division of Health, Siting 

Waste Manage.ment. 49pp. 22845:284, 


8404020263 NUREO/CR-3181 

quantity AND NATURE OF LWR AEROSOLS PRODUCED IN THE PRESSURE 
VESSEL DURING CORE HEATUP ACCIDENTS - A CHEMICAL 
EQUILIBRIUM ESTIMATE. 

WICHNER, R. P, , SPENCE, R D. Oak Ridge National Laboratory. FIN 
B-0127. 0RNL/TM-S6B3. 84/03/31. Division of Accident Evaluation.' 
43pp. 22873; 101. 


8404020268 NUREG/CR-3717 

EVALUATION OF ROBOTIC INSPECTION SYSTEMS AT h!UCLEAR POWER 
PLANTS. 

WHITE, J.R., EBERSOLE, R. E, , FARNSTROM, K. A. Remote Technology Corp. 
FIN D-112S. 84/03/31. Division of Facility Operations. lOOpp. 

Available at NRC. $4.75. 22875:001. 


8404020272 NUREG/CR-3547 

A SETS USER'S MANUAL FOR ACCIDENT SEQUENCE ANALYSIS. 

STACK, D. W. Sandia Laboratories. FIN A-1360. SAND83-2238. 

84/01/31. Division of Risk Analysis & Operations (post 840429). 
165pp 22875:109, 


0404020277 NUREG/CR-31 71 

DATA SUMMARY REPORT FOR FISSION PRODUCT RELEASE TEST HI-2, 
OSBORNE, M. F, , -LORENZ, R. A. , TRAVIS, J. R. Oak Ridge National 
Laboratory, FIN B-0127. 84/03/31. Division of Accident 

Evaluation <Pre 840101). 68pp. 22873:223. 


8404030010 Discusses util request that completion date for NUREG— 0737, 
Item II. B. 3 re post-accident sampling sys be extended to 
840801. Util adequately justified delay in meeting 831201 
completion date. Proposed extension reasonable Zt acceptable. 

EISENHUT, D. G. Division of Licensing. 84/03/08. BECKHAM, J. T. 
Georgia Power Co. 4pp. 22888:223. 24X Fi c he: 50-321 , 84/03/08, 

8404030010. 


8404030065 Forwards IE Insp Rept 50-285/84-01 on 840101-31. No 
violations or deviations identified. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/02/17. JONES, W. C. 
Omaha Public Power District. 2pp. 22849:281. 24X 

Fiche: 50-285, 84/02/17, 8404030065. 


— 8404030070 IE Insp Rept 50-285/84-01 on 840101-31. No violations or 
deviations id ent i f i ed. Ma j or areas inspected: operational 
safety ver if ication, ESF sys wal kdown, surve i 1 lance testing, 
maint activities spent fuel storage rack mods. 

YANDELL, L. A. , JOHNSON, W. D. Region 4, Office of Director. 
IEB-S2-02. 84/02/17, 14pp. 22849:283. 24X Fi ch e : 50-285, 

84/02/17, 8404030065. 


8404030076 Discusses reasons that new practice of deferring review of 
written operator licensing exam questions, p rovided in 
NUPEG-1021, unti 1 completion of exam will prove 
counterproductive. 

RAHE. E. P, Westinghouse Electric Corp. 84-269. 84/03/16. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
228 S3; 139. 


8404030111 Forwards response to 831223 request re status of activity re 
Interim Reliability Evaluation Program Analysis 
(NUREG/CR-27S7 ) . No addl mods to design action re main 
contributors to core melt frequencies necessary. 

MARSHALL, J. R. Arkansas Power & Light Co. iCAN038405. 84/03/26. 

STOLZ, J. F. Operating Reactors Branch 4, 4pp. 22853-185. 24:< 

Fiche; 50-313, 84/03/26. 8404030111. 


8404030162 Interim Def. iciency Rept 84-09 re failure to consider 
hydraulic transient for pump restart in svc water piping 
sys analy sis. Initially reported on 840215. Investigation 
continuing, Final rept will be submitted by 840928. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84-09, 84/03/14. 

STAROSTECKI, R. Division of Project in Resident Programs. 2pp. 
22853:111. 24X Fi c h e : 50-410, 84/03/14, 8404030162. 


8404030201 Forwards program description re reduction of leakage from 
sys outside containment that would or could contain highly 
radioactive fluids in post-accident si-tuation for resolution 
of SER Confirmatory Issue B, 28/III. D. 1. 1 (NUREO-0881 ) . 

KOESTER,G. L. Kansas Gas it Electric Co. KM:;LNRC 84-046. 84/03/30. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 4pp. 
22849: 023. 24X Fiche; 50-482, 84/03/30. 8404030201. 


8404030205 Responds to items of concern cited in 840209 ltr re 
NUREG-0737 Tech Spec changes per Generic Ltrs 83-36 8< 

83-37. 

WAREMBOURG, D. W. Public Service Co. of Colorado. GL-83-36. 
84/03/30. EISENHUT. D. G. Division of Licensing. 10pp. 22849:010, 

24X Fiche: 50-267, 84/03/30, 8404030205. 


8404030231 Application to amend Licenses NPF-10 St NPF-i5, consisting 
of proposed Tech Specs re RCS vents for review ?t approval, 
in response to Generic Ltr 83-37 request for Tech Specs to 
co-pl-j w'N'JREG-0737, Item II. B, 1. 

MFDFCRD.M J. Southern California Edison Co. GL-83-37. 84/03/30. 

KNTGr'J'C-N, G W. Licensing Branch 3. Ip. 22850:186. 24X 

Fiche: 50-361, 84/03/30. 8404030231. 


— 8404030238 Proposed Tech Spec changes re reactor coolant gas vent sys, 
required by 831101 Generic Ltr 83-37 to comply w/NUREO-0737, 

Item II. B. 1. 

# Southern California Edison Co. GL-83-37, 84/03/30. lOpp, 

22850:187. 24X Fiche ; 50-361, 84/03/30. 8404030231. 
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04040302 iS Forufards responses to NURE0“0737i I tern 11,8.3* “Post-Accident 
Sampling Sys. " U/four oversize drawings. Aperture cards are 
available in PDR. 

WESTAFER* G. R. Florida Power Corp. 3F0384-11. 04/03/30. STQLZ, J. F. 

Operating Reactors Branch 4. 13pp. 22872:261. 24X 

Fiche; 50-302, 84/03/30, 8404030233. 


8404030250 Requests reconsideration oP determination that Class IV 
rather than Class III Pee appropriate re 840229 revs to Tech 
Specs, Class III Pee appropriate since accep tab ility Por 
issue clearly identiPied by NRC position. 

MCGAUOHY* R. W. Iowa Electric Light St Power Co. NG-84-1120. 
84/03/29. DENTON, H. R. DPPice oP Nuclear Reactor Regulation* 
Director, 2pp. 22849:360. 24X Fiche: 50-331, 84/03/29, 8404030250, 


8404030279 Updates 831007 schedule Por completion oP NUREG-0737* Item 
II.E. l.l re emergency Peedwater sys. All mods will be 
completed during Refueling Outage V. 

UESTAFER* G. R. Florida Power Corp. 3F03a4-22. 84/03/30. STOLZ. J. F. 

Operating Reactors Branch 4. 2pp. 22872:255. 24X 

Fiche: 50-302* 84/03/30, 8404030279. 


8404030316 Requests exemption Prom 10CFR50. 49 to delay mods to 
regulatory performance improvement plan CRPIP) installation 
items until next refueling outage. Requests 830325 
confirmatory order re NUREG-0737, Item II. F. 1.3 be revised, 
HILLS*L.M. Tennessee Valley Authority. 84/03/27. DENTON, H. R. 
Office of Nuclear Reactor Regulation* Director. 21pp. 22872:034, 

24X Fiche; 50-296. 84/03/27* 8404030316. 


8404030364 Forwards suppl to detailed control room design program plan, 
including qual if ications of review team personnel, per 830913 
Itr Suppl 1 to NUREG-0737. Core team comprised of util & 

ARD Carp personnel. 

RYOAK.B. Commonwealth Edison Co. 8319N. 84/03/21. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 30pp. 22871:210. 

24X Fiche: 50-237, 84/03/21 . 8404030364. 


6404030372 Advises that util inadvertently included inconsistent 
statements re schedule Por preoperational testing per 
NUREO-0737, Item II. F. 2 840104 Itr. Tests will be performed 

before initial criticality of respective units. 

MILLS, L. M. Tennessee Valley Authority. 84/03/28. ADENSAM, E. 
Licensing Branch 4. Ip. 22871:263. 24X F iche; 50-390* 84/03/28* 

8404030372. 


8404030438 Suppls response to Generic Ltrs 83-lOC & D* “Automatic 
Trip of Reactor Coolant Pumps. “ Rev 1 to emergency response 
guidelines resolves issues associated w/automatic tripping 
of reactor coolant pumps. 

BARNES* P.L. Commonwealth Edison Co. 0L-83-10C. 84/03/26. 

DENTON, H. R. Office of Nuclear Reactor Regulation* Director. 3pp. 
22869:043. 24X Fiche: 50-000* 84/03/26, 8404030438. 


B404030447 Submits status of NUREG-0737* Items II. B. 3* 11. E, 1. 1* 1 1. F. 2 
!< III. D. 3. 4, listed in response to Generic Ltr 83-37, but not 
addressed in application for amend to License DPR-40. 

W/discussion supporting long-term auxiliary feedwater sys. 

JONES* W. C. Omaha Public Power District. OL-83-37. 84/03/27. 

EISENHUT* D. G. Division of Licensing. 5pp. 22869:035. 24X 

Fiche: 50-285* 84/03/27, 8404030447. 


8404030450 Forwards application for Amend 59 to License DPR-43.- revising 
Tech Specs re limiting conditions for operation* surveillance 
requirements & administrati ve controls* in response to 
NUREG-0737 items. 

GIESLER* C. W. Wisconsin Public Service Corp. GL-83-37. 84/03/30. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
22873; 032, 24X Fiche: 50-305, 84/03/30, 6404030450. 


— 8404030473 Application for Amend 59 to License DPR-43, revising Tech 
Specs re limiting conditions for operation, surveillance 
requirements & administrative controls* in response to 
NUREG-0737 items St Generic Ltr 63-37. 

* Wisconsin Public Service Corp, GL-83-37. 84/03/30. 16pp. 

22873: 054. 24X Fiche: 50-305* 84/03/30, 8404030450. 


— 8404030493 Proposed Tech Specs, revising limiting conditions for 
operation, surveil lance requirements & administrative 
controls* in response to NUREG-0737 items St Generic Ltr 
83-37. 

* Wisconsin Public Service Corp. 84/03/30. 26pp. 22873:070. 

24X Fiche; 50-305* 84/03/30, 8404030450. 


8404030499 Informs that notice of violation re matl false statement 
concerning use of herbicides to control vegetation along 
transmission lines reissued, per 840228 Commission decision 
to decline review of director's decision. 

MARNICKiR. F. Region 3, Office of Dire-ctor. 84/03/28. EDELMAN, M. R, 
Cleveland Electric Illuminating Co. 2pp. 22070:154. 24X 

Fiche: 50-440, 84/03/28. 8404030499. 


— 8404030509 Notice of violation re matl false statement made in 
application concerning use of herbicide to control 
vegetation along transmission lines. 

WARNICK.R.F. Region 3, Office of Director. 84/03/28. 2pp. 
22870 : 1 56. 24X Fiche: 50-440, 84/03/23, 8404030499. 


8404030521 Advises that util 840227 proposal for integrated living 
schedule for capital projects accep tab 1 e. Li c ense amend 
approved to incorporate schedule. Agrees that evaluation of 
issues re Suppl 1 to NUREG-0737 appropriate. 

EISENHUT, D. G. Division of Licensing. LSD5-84-03-40. 84/03/29 

BASKIN* K. P. Southern California Edison Co. 4pp. 22865:070. 24X 

Fiche: 50-206, 84/03/29. 8404030521. 


8404030557 Ac k revised completion date of 840702 for installation, 
testing 8* training at emergency response facilities 
Correction to 840302 order confirming TMI commitments end. 
STOLZ.J.F. Operating Reactors Branch 4. GL~82-33. 84/03/15. 

WILGUS, W. S Florida Power Corp. 3pp. 22886:350. 24X 

Fiche: 50-302. 84/03/15, 8404030557. 


— 8404030559 Corrected Page 2 to 840302 order re licensee commitments on 
Suppl 1 to NUREG-0737. 

» Commissioners. 84/03/02. Florida Power Corp. Ip. 

22886:353. 24X Fiche; 50-302* 84/03/15, 3404030557. 


— 8404030561 Notice of issuance of corrected Page 2 to 840302 order 
confirming TMI commi tments . Comp 1 et ion date of 840331 for 
emergency response facilities changed to 840702. 

STOLZ.J.F. Operating Reactors Branch 4. 84/03/15. Ip. 

22886:354. 24X Fiche; 50-302. 84/03/15, 8404030557. 


8404030564 NUREG/CR-31 72 

FLOWER; A COMPUTER CODE FOR SIMULATING THREE-DIMENSIONAL 
FLOW, TEMPERATURE AND SALINITY CONDITIONS IN RIVERS* 

ESTUARIES AND COASTAL REGIONS. 

ERASLAN, A. * LIN, W. , SHARP, R. D. Oak Ridge National Laboratory. FIN 
B-0168. 0RNL/TM-S401. 83/12/31. Division of Health, Siting & 

Waste Management. 381pp. Available at NRC. *9.50. 22878:176. 


8404030578 Advises that changes to requa 1 i f i c a t i on program for NRC 
licensed personnel acceptable, per util 800730 submittal 
830830 fy 840112 revs* in response to NUREO-0737, 

Item I. A 2. 1. 4. 

STOLZ,J. F. Operating Reactors Branch 4, 84/03/15. TUCKER, H. B. 
Duke Power Co, 7po. 22888:098, 24X Fic he ; 50-269, 84/03/1 5, 
8404030578. 


8404040068 Forwards program plan for control room design review* per 
NUREG-0737, Suppl 1. 

KAY, J. A. Yankee Atomic Electric Co. FYR 84-38. 84/03/28, 

CRUTCHFIE'.r, r Ope-atinr Reactors Branch 5. Ip. 22884:009, 24X 

Fiche; 50-:, "R. 84/0:;/2(;". 


— 8404040072 Rev 2 to “Program Plan for Control Room Design Review. “ 
HEIDER*L.H. , SAWYER. E. A. , ST LAURENT, N. Yankee Atomic Electric Co. 

GL-82-33. 84/03/20. 30pp. 22884:010. 24X Fi c h e : 50-029, 

84/03/28, 8404040068, 


8404040089 Forwards application for amend to Licenses MPF~10 Px MPF-15, 
revising Tech Specs to allow for degraded resistance temp 
device response times on reactor protection sys Jk to 
consolidate wide range moble gas monitoring requirements. 

BASKIN, K.P. Southern California Edison Co. 84/04/02. DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. 6pp. 22805:043. 

24X Fiche: 50-361,84/04/02*8404040089. 


— 8404040092 Application for amend to Licenses NPF-10 8^ NPF-15, revising 
Tech Specs re degraded resistance temp device response times 
on reactor protection sys Sk consolidating NUREO-0737 wide 
range noble gas monitoring requirements. 

BASKIN* K.P. Southern California Edison Co. 84/04/02. 15pp. 

22885:049. 24X Fiche : 50-361* 84/04/02* 8404040089. 


8404040179 Forwards "Major Equipment Qual if icat ion* “ per open ite,ii in 
NUREG-0a25 SEP Topics III-5. A 8t HI-6. Rept addresses 
qual if ication of major mechanical equipment for hot shutdown 
sys, 

KAY*J. A. Yankee Atomic Electric Co. FYR 84-40. 84/03/26. 

CRUTCHFIELD* D. Operating Reactors Branch 5. Ip. 22879:317, 24X 

Fiche: 50-029, 84/03/26, 8404040179. 


8404040221 Forwards request for addl info re NUREG-0737, Item III.D. 3. 4* 
“Control Room Hab itab i 1 ity. '* Response requested within 
30 days of ltr receipt, 

STOLZ.J.F. Operating Reactors Branch 4. 84/03/20, TUCKER, H. B, 

Duke Power Co. 3pp. 22911:006. 24X Fiche ; 50-269, 84/03/20, 

8404040221. 
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8404040307 Forwards safety evaluation St Franklin Research Ctr 
technical evaluation rept re control of heavy loads. Phase I 
accep table. 

VARGA j S. A. Operating Reactors Branch 1. 84/03/16. GIESLER/ C. W. 

Wisconsin Public Service Corp. Spp. 22910:079, 24X 

Fiche: 50-305. 84/03/16, 8404040307. 


—8404020204 TER-C 5506-363 

"Control of Heavy Loads (C-iO)/ Kewaunee Nuclear Power 
Plant, " technical evaluation rept. 

VOSBL/RY, F. W. . BOMBEROER, C. , SARGENT, I. H. Franklin 
Institute/Franklin Research Center. NRC~03-81-130. TAG 46747. 
84/03/06. SINGH, J. NRC - No Detailed Affiliation Given. 40pp. 
22910:084. 24X Fi ch e: 50-305, 84/03/16, 8404040307. 


8404050001 Forwards Amends 67 St 93 to Licenses DPR-71 & DPR-62, 
respectively safety evaluation. Amends add limiting 
conditions for operation St addl restriction on leakage from 
RCS. 

VA5SALL0, D. B. Operating Reactors Branch 2 84/03/13. UTLEY, E E. 

Carolina Power St Light Co. 2pp. 22915:339. 24X 

Fiche: 50-324.84/03/13, 8404050001. 


— 8404050004 Amends 67 St 93 to Licenses DPR-71 St DPR-62, respect ively, 
adding limiting conditions for operation St restrictions on 
leakage from RCS. 

VASSALLO, D- B. Operating Reactors Branch 2. DPR-62 A 093. 

84/03/13 10pp. 22915:341. 24X Fiche : 50-324, 84/03/13, 8404050001. 


8404050019 Forwards "Rept on ECCS Outages 1983, " per NUREG-0660/0737, 
Item II. K. 3. 17. Info insufficient to warrant changes in maint 
programs or Tech Specs re ECCS. Summary of outage causes 
provided. 

MEDFORD, M. 0, Southern California Edison Co. 94/03/30. 

KNIGHTON, G. W. Licensing Branch 3. 2pp, 22898:268. 24X 

Fiche: 50-361 . 84/03/30, 8404050019. 


8404050058 FOIA request for three categories of documents re pipe 
cracking in BWRs. 

BELL, N. Nuclear Information & Resource Service. 84/01/04. Office 
of Administration. 2pp. 22916:001. 


8404050060 Partial response to FOIA request for three separate 
categories of documents re pipe crack probl ems. Forwards App 
A documents. Search for addl documents continuing. 

FELTON. J, M. Division of Rules and Records 34/C2/2S BELL, N. 
Nuclear Information S', Resource Service. 3pp. 22916:003. 24X 

Fiche: 50-000, 84/02/28, 8404050060. 


— 8301100365 Informs of S', seeks endorsement of action plan re BWR Pipe 
Cracking Program. Rev to NUREG-0313 8c completion of 
Multi-Plant Action B-05 w/modified work scope Sc accelerated 
completion schedule planned. 

LIAW, B, D. Mechanical Engineering Branch, 82/12/27. VOLLMER, R. H. 
Division of Engineering, 12pp. 22916:291. 


-“8404050116 Forwards acceptance criteria for BWR piping analysis & 
repair, addressing short-term safety concern while allowing 
industry to develop 8-. implement replacement programs, 

VOLLMER, R.H, Division of Engineering. 83/07/06. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 22916:276. 


— 8404050124 Discusses work plan 8c schedule for proposed BWR pipe 
cracking action plan, Issue not listed in NUREG-0933 8c has 
not been assigned safety priority ranking. Work plan 
development recommended. 

SPEIS.T.P. Division of Safety Technology. 83/01/17. VOLLMER, R.H. 
Division of Engineering. Ip. 22916:289, 


9404050135 Forwards SER technical evaluation rept on response to 
NUREG-0737, Items 11. K. 3. 1 re automatic PORV isolation 8t 
U K. 3. 2 re rept on PORVs. Requirements met w/existing PORV 
safety valve 8( trip setpoints. 

STOLZ,J. F. Operating Reactors Branch 4. 84/03/05. HUKILL, H. D. 

General Public Utilities - dPU Service Carp, 17pp. 22912:235. P4X 

Fiche: 50-289, 84/03/05, 0404050135. 


0404050.245 Forwards IE Insp Rept 50-397/84-04 on 840206-0313. No 
noncompliance noted. 

BISHOP, T.W. Division of Radiological Safety Sc Safeguards Program 
04/03/21. SORENSEN, G. C. Washington Public Power Supply System. 
2pp. 22896:132 24X Fiche: 50-397, 84/03/21 , 8404030245. 


— 8404050252 IE Insp Rept 50-397/84-04 on 840206-0313, No noncompliance 
noted. Major areas inspected: followup of NUREG-0737 items S' 

IE Bulletin 80-06. 

WILLETT, D. J. , DODDS, R, T. Region 5, Office of Director. IEB—00-06. 

84/03/20. 10pp. 22896:134, 24X Fiche: 50-397, 84/03/21, 

8404050245. 


8404050265 Forwards response to Section 6 of Suppl 1 to NUREG-0737, 
"Rag Guide 1.97-Application to Emergency Response 
Facilities," per 830415 Itr. Verification of contents of 
document incomplete. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/04/02. VASSALLO, D. B. 
Operating Reactors Branch 2. 50pp. 22899: 178. 24X 

Fiche; 50-220, S4/04/02, 8404050265. 


9404050473 NUREG/CR-3667 

A GUIDE FOR REVIEWING ESTIMATES OF PRODUCTION-COST INCREASES 
THAT RESULT FROM NUCLEAR POWER PLANT OUTAGES. 

PEERENBOOM, J. P. , BUEHR ING, W. A. Argonne Nat ional Laboratory. FIN 
A-2223. ANL/EES-TM-241. 84/03/31. Accident Source Term Program 
Office. 66pp. 22912:023. 


8404050493 NUREG-0525 ROS 

SAFEGUARDS SUMMARY EVENT LIST (SSEL). 

* Division of Safeguards. 84/03/31. 72pp, Available at NRC. 

«4. 50. 22915:177. 


8404050505 NUREG/CR-3612 

PREDICTION OF FAR-FIELD SUBSURFACE RADIONUCLIDE DISPERSION 
COEFFICIENTS FROM HYDRAULIC CONDUCTIVITY MEASUREMENTS. A 
Multidimensional Stochastic Theory With Application To 
Fractured Rocks. 

WINTER, C. L. , NEUMAN, S.P., NEWMAN, C. M. Arizona, Univ. of, Tucson, AZ. 

FIN S-5753. 84/03/31. Division of Health, Siting & Waste 

Management. 66pp. Available at NRC. $4.50. 22912:091. 


8404060036 Responds to 840221 & 28 telcons requesting addl info 
required to complete Franklin Research Ctr review of util 
submittal for conformance to NUREG-0612, "Control of Heavy 
Loads Phase I. " 

STEWART, W.L. Virginia Electric & Power Co. 162. 84/03/30. 

DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 
VARGA, S. A Cperati'^g Re-ict-rrs Branch 1. 3pp. 22920:246. 24:< 

Fiche: 50-2.--C a-'- /03,' 31'. iJ- l''C;;60(;iri 


8404060056 Forwards safety evaluation re util 830124,0506 & 0908 
responses to NUREG-0737, I tern II. B. 3, "Pos t-Ac c i d ent Sampling 
Sys. " Sys acceptable. 

VASSALLO, D. B, Operating Reactors Branch 2. 84/03/12 MUSOLF, D. M. 

Northern States Power Co. Spp. 22935:350. 24X 

Fiche: 50-263, 84/03/12, 8404060056. 


8404060059 Discusses review of 831024 & 840203 amend applications re 
treinirg qualif ication plan Si physical security plan & 

N.;sfE3-C'/.T/, Item 1 1. F. 1 . 1 , Based on review, re fund of $4,800 
appropr iate. 

MILLER, W.O, License Fee Management Branch. 84/03/20. LUNDVALL, A. E. 

Baltimore Gas & Electric Co. 2pp. 22935: 345. 24X 

Fiche; 50-317, 84/03/20, 8404060059. 


0404060061 Informs that NUREO-0737, Ac ti on Item lI.E. 4. 2, "Containment 
Isolation Dependability," Positions 6 8c 7 considered 
complete it no further action required. Safety evaluation re 
Position 7 end. 

VASSALLO, D. B. Operating Reactors Branch 2, 84/03/14. MUSOLF, D. M. 

Northern States Power Co. 3pp 22935:342. 24X 

Fiche; 50-263,84/03/14, 8404060061. 


8404060114 Clarifies info on TMI Action Item II. F. 1.6 re hydrogen 
monitor measurement capab i 1 i ties. SER 8< 830314 confirmatory 
order should be revised to reflect status. Item completed. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. B11073. 84/03/27. 

MILLER, J. R. Operating Reactors Branch 3. 3pp. 22927: 124. 24X 

Fiche: 50-336, 84/03/27, 8404060114. 


8404060155 Submits requested info required to complete Franklin 
Research Ctr review of util submittal re conformance to 
NUREG-0612, "Control of Heavy Loads at Nuclear Power Plants, 
phase 1. " 

STEWART, W.L. Virginia Electric 8« Powe-r Co. 161. 84/03/30. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
MILLER, U. R. Operating Reactors Branch 3. 2pp. 22926: 320, 24X 

Fiche: 50-338, 84/03/30, 8404060155. 


8404060156 Discusses operator licensing & requalif ication training 
programs during extended steam generator replacement 
outage. Discussion of plans for candidates being able to meet 
eligibility requirements per 10CFR55 & NUREG-0737 requested, 
VERRELLI, D. M. Division of Project St Resident Programs. 84/03/29. 

UTLEY,E.E. Carolina Power & Light Co. Ip. 22926:362. 24X 

Fiche: 50-261, 84/03/29, 8404060156. 


0404060201 Forwards info re NUREG-0737, Item II.F. 1 re post-accident 
monitoring. Containment pressure monitor sys (CPMS) data 
scanned by plant process computer 8« CPMS data stored in 
addressable point. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 

S21 1-84-2076. 84/03/30, STOLZ, J. F. Operating Reactors Branch 4. 

2pp. 22925:269. 24X Fic he : 50-289, 84/03/30, 8404060201. 



NONDOCKETED ITEMS 


483 


0404060231 Submits supplemental evaluation & response to seismic design 
consideration! SEP Topic III-6 (NUREG-0S20. Section 2.4). 

JOHNSON! B. D. Consumers Power Co. 84/04/03. CRUTCHFIELDi D. 

Operating Reactors Branch 5. 4pp. 22925; 188. 24X 

Fiche: 50~255» 84/04/03, 8404060231. 


8404060241 Forwards application for amend to License DPR~22. chang ing 
Tech Specs to add limiting conditions for operation S< 
surveillance requirements for control room habitability. 

Proposed changes submitted in response to Generic Ltr 83—36. 

MUSOLF/ D. Northern States Power Co. 0L-B3-36. 84/04/03. Office 

of Nuclear Reactor Regulation, Director. 2pp. 22921:122. 2^'< 

Fiche: 50-263, 84/04/03, 8404060241. 


— 8404060244 Application for amend to License DPR-22, chang ing Tech Specs 
to add limiting conditions for operation & surveillance 
requirements for control room hab itab i 1 ity. 

MUSOLF, D. Northern States Power Co. GL-83-36. 84/04/03. 3pp. 

22921:124, 24X Fiche; 50-263, 84/04/03, 8404060241. 


8404060259 Suppls util 830831 840227 responses to Generic Ltr 82—33, 

"Suppl 1 to NUREO-0737 Requirements for Emergency Response 
Capability." Procedure l-ADM-3-9 replaced w/OSP-0009, 

Contents remain unchanged. 

BOOKER, J.E. Gulf States Utilities Co. GL-82-33. 84/04/02, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 

22921:107. 24X Fi c h e : 50-458, 84/04/02, 8404060259. 


8404060260 Responds to Generic Ltr 82-33 re Suppl 1 to NUREG-0737 
concerning requirements for emergency response capability. 
Control room mod, pr ovid ing well defined work areas for shift 
members & improved lighting 1 evels, comp leted. 

CUTTER, A. B. Carolina Power .St Light Co. GL-82-33, 84/03/29. 

VARGA, S. A. Operating Reactors Branch 1. 5pp. 22925:138. 24X 

Fiche: 50-261 , 84/03/29, 8404060260. 


8404060290 Forwards IE Insp Repts 50-280/84-02 «< 50-281/84-02 on 
B40110-13.No violations or deviations identified. 

DANCE, H. C. Division of Project 8,. Resident Programs 84/03/13. 
STEWART, W. L. Virginia Electric 8« Power Co, 2pp. 22925:160. 24X 

Fiche: 50-280. 84/03/13, 8404060290 


— 8404060293 IE Insp Repts 50-280/84-02 8< 50-281/84-02 on 840110-13. No 
violations or deviations identified. Major areas inspected: 
review of TMI action items, internal exposure control, 
radiological survey s, post ing, lab el ing 8< control. 

HOSEY, C. M, Region 2, Office of Director. BARR,K. P. Division of 
Engineering Operational Programs. 50-281/84-02. 84/02/23. 

11pp. 22925:162. 24X Fi che : 50-280, 84/03/13, 8404060290. 


8404060316 Forwards final safety valve operability rept per TMI Item 
II. D. 1. Stable valve operation, full lift acceptable 
blowdown will be achieved w/adjustable rings set at 31 
notches. 

KAY,J. A. Yankee Atomic Electric Co. FYR 84-41. 84/04/02. 

CRUTCHFIELD. D Cpe-a+-:p- Pea-tors Branch 5. 7pp. 22924:017. 24X 

Fiche: 50-G29. a^/C4/02, S^.-J^C6C316 


0404060322 Discusnes draft AO rept to Congress (NUREG-0090) for Fourth 
Quarter CY83. Proposed rewrite of Transamerica Delaval, Inc 
diesel generator AO rept forwarded for consideration as 
input to subj rept. Input re Indian Point 2 event also end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
04/03/22. HELTEMES, C. J, Director 's Of f ice. 12pp. 22935:240. 


8404060379 Forwards License NPF-22, Tech Specs (NUREG-1042) , environ 
protection plan & notice of issuance, Operat ion restricted 
to power levels not to exceed 5'/ of full power (164,6 MWt). 
EISENHUT, D. 0. Division of Licensing. 84/03/23, CURTIS, N. W. 
Pennsylvania Power 8; Light Co. 2pp, 22945:262. 24X 
Fiche: 50-388, 84/03/23, 8404060379. 


— 8404060395 Environ protection plan (nonradiological). Tech Specs 
CNUREO-1042) end. 

* NRC - No Detailed Affiliation Given. 04/03/31. 493pp. 

22945: 280, 24X Fiche: 50-388, 84/03/23, 8404060379. 


8404060408 Motion to reopen hearing record on Chr ista-Maria 9, Subpart 
<6> re radiation monitoring. Record must be reopened to show 
inadeq.uate compliance w/NUREG-0737, Item II. F. 1, "Addl 
Accident Monitoring Instrumentation, " 

BIER,J. Christa-Maria, DSB 368. OLA. 84/04/03. Atomic Safety 
and Licensing Board Panel. 3pp. 22934:239. 24X 

Fiche; 50-155, 84/04/03, 8404060408. 


8404090011 Forwards evaluation of BWR Owners Group response to Item 
II. K. 3, 16 of NUREG-0737, "Reduction of Challenges & Failures 
of Relief Valves - Feasibility Study & Sys Mod," 

VASSALLO, D. Operating Reactors Branch 2. 84/03/12. UTLEY, E. E. 

Carolina Power St Light Co. 12pp. 22972:332. 24X 

Fiche: 50-324,84/03/12,8404090011. 


8404090032 NUREG-0927 ROl 

EVALUATION QF WATER HAMMER OCCURRENCE IN NUCLEAR POWER 
PLANTS. Technical Findings Relevant To USI A-1. 

SERKIZ.A. W. Division of Safety TAC 04469. 84/03/31. 

79pp. Available at NRC $4.50. 


8404090036 NURE0~05l9 SOB 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF LA 
SALLE COUNTY STATION, UNITS 1 AND 2. Docket Nos. 50-373 And 
50-374, ( C ommomwea 1 th Edison Company) 

* Division of Licensing 84/03/31. 30pp. Available at NRC. 

$3.50. 22947- 2E2 Fiche: 50-373, 84/03/31, 8404090036, 


8404090130 Informs of receipt of FEMA approval of State of IL emergency 
response plan St associated local plans. Plans approved 
uj/condition that adeqc-acy o- public alerting it notification 
sys be verified per 1- 0654 criteria. 

PAPER lELLO, C. J. Regions, Office of Director. 84/04/03. REED, C. 
Commonwealth Edison Co. 2pp. 22939:097. 24X Fi c h e : 50-254, 84/04/03, 

8404090130. 


8404090143 NUREG-0993 ROl 

REGULATORY ANALYSIS FOR USI A-1, "WATER HAMMER. " 

SERKIZ, A. W. Division of Safety Tprkn^losu TAC 04469. 84/03/31. 

30pp. Available at NRC. $3.75. I'Jr. 


8404090145 NUREG/CR-3200 V03 

EDDY-CURRENT INSPECTION FOR STEAM GENERATOR TUBING PROGRAM 
QUARTERLY PROGRESS REPORT FOR PERIOD ENDING SEPTEMBER 30, 

1983. 

DODD, C. V. , DEEDS, W. E. , SMrTH,J.H. Oak Ridge National Laboratory. 
FIN S-0417. 0RNL/TM-a796/V3. 84/03/31, Division of Engineering 

Technology, 22pp. 22971:262 


8404090148 Forwards update & summary status of corrective actions for 
12 deficiencies reported in 811117 & 1229 memos re offsite 
emergency preparedness. Def ic ienc ies satisfactorily 
resolved 

KRIMMfR.W. Federal Emergency Management Agency. B4/04/02. 

JORDAN, E. L Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 15pp, 22939:170. 24X Fi che; 50-275, 

04/04/02, 8404090148 


S4040902S5 Discusses final resolution of SER re environ qualification 
of safety-related electric equ i pment. Final SER should be 
issued to indicate util environ qual if icati on program meets 
requirements of 10CFR50. 49 S', that SER items resolved. 

RYBAK, B. Commonwealth Edison Co. 8394h4. 84/03/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 38pp. 22943:054. 

24X Fiche; 50-254. 84/03/30, 3404090255. 


8404090268 Forwards status on completion of licensee commitments re 
post-TMI related i ss ues, Gener i c Ltrs 85-05 Si 82-10 St 
NUREG-0737, Items II F, 1. (2), II. F. 1. (6) S< II, D, 3. 4. 

RYBAK, B. Commonwealth Edison Co. GL~B3-04. 84/03/30. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director, 6pp. 22943:149. 

24X Fiche: 50-000,84/03/30, 8404090268. 


8404090313 Forwards questions re NUREG-0737, 1 1 em II. F. 1.1, "Noble Gas 
Accident Mcni -jor mg Instrumentation. " Effluent monitor may 
be 10,000 uCi/cc in lieu of stated range 1,000,000 uCi/cc 
required for LWRs. Response requested within 30 days. 

JOHNSON, E. H. Region 4, Office of Director, 84/04/03. LEE, 0. R. 
Public Service Co of Colorado. 3pp. 22939:309. 24X 

Fiche: 50-267, 84/04/03, 8404090313, 


8404090328 Comments on Integrated Plant Safety Assessment Rept- 
NUREG~0827, Section 4.21.3,3 re waste water line 
penetrations. Va Ive lineup revised for lines which pass 
through Penetrations M-22 •?( M-27, 

LINDER, F. Dairyland Power Cooperative. LAC“9742. 84/03/28. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 22942:075. 24X 

Fiche: 50-409, 84/03/28. 8404090328. 


0404090337 Forwards IE Insp Rept 50-244/84-01 on 8401 16-0229. No 
violations observed. 

STARQSTECKI, R. Division of Project & Resident Programs. 84/03/23. 
KOBER.R.W. Rochester Gas Electric Corp. 2pp. 22942:035. 24X 

Fiche: 50-244, 84/03/23, 8404090337. 


— 8404090341 IE Insp Rept 50-244/84-01 on 840 1 16-0229. No violations 
identified. Major areas inspected: p lant operations, 
surveillance testing, followup of integrated plant safety 
assessment items S', followup of TMI lessons learned items. 
ZIMMERMAN, R. P, Region 1, Office of Director COLLINS, S. J. 
Division of Project S'. Resident Programs. IEB-83-03, 84/03/21. 

12pp, 22942:037. 24X Fiche: 50-244, 84/03/23. 8404090337, 


0404090339 "1983 Annual Rept on Safety-Relief Valve Challenges. " 
DALTROFF, S, L. Philadelphia Electric Co. 84/04/02, EISENHUT, D. 0. 
Division of Licensing. Ip. 22941:315. 24X Fiche: 50-277. 84/04/02, 

8404090339 
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8404090362 Foruiards IE Mgt Meeting Rept 50-289/84-78 on 840223. Meeting 
generated mutual understanding of preventative & corrective 
actions to ensure adequate p os t-ac c i den t mon i tor ingi samp 1 ing 
St analysis ca pab i 1 i t i es . 

MARTIN. T. T. Division of Engineering Se Technical Programs. 84/03/23. 

HUKILL.H.D. General Public Utilities - GPU Service Corp. 2pp. 

22942:164. 24X Fi c he : 50-289, 84/03/23. 8404090362. 


—8404090368 IE Mgt Meeting Rept 50-289/84-78 on 840223. No violations 
noted. Major areas d i sc us sed : def i c i enc i es in facility 
provisions for p o st-ac c i d ent sampling 2t analysis identified 
in IE Insp Rept 50-289/84-03. 

MILLER. M.T ; WHITE, J, R. , SHANBAKY, M. M, Region 1. Office of 
Director. S4/03/13, 3pp. 22942:166. 24X Fi che: 50-289, 04/03/23, 

8404090362. 


8404090377 Forwards "SPDS Parameter Se lection /Safe ty Analysis Study," 
per response requirements of Suppl 1 to NUREG-0737 re 
emergency response capab i 1 i t ies. 

FIEDLER. P.B, General Public Utilities - GPU Service Corp. 84/04/02. 

EISE.NHUT, D. G. Division of Licensing. Ip. 22942:100. 24X 

Fiche: 50-219, 84/04/02. 8404090377. 


—8404090380 TR 016 

"SPDS Pa-a.-neter Se iec t lon/Saf ety Analysis Study. " 

* General Public Utilities - GPU Service Corp. 84/04/02. 33pp. 

22942:101. 24X Fi ch e 50-219, 84/04/02, 8404090377. 


8404090379 Ac It receipt of 840312 Itr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Rept 50-255/84-01. 
PAPERIELLO. C. U. Region 3. Office of Director. 84/04/06. 

DEWITT. R. D. Consumers Power Co. Ip. 22940:233, 24X 

Fiche. 50-255. 84/04/06.8404090379, 


— 8404090383 Responds to NRC 840209 Itr re no nc omp 1 ianc es noted in IE 
Insp Rept 50-255/84-01. Correc tive actions : proposed Tech Spec 
change request submitted to reflect existing plant 
organization 

VANDEWALLE, D, J, Consumers Power Co. 84/03/12. KEPPLER. J. C. 
Region 3, Office of Director. 4pp. 22940:234. 24X 

Fiche: 50-255, 84/04/06. 8404090379. 


8404090396 Revises submittal dates re emergency response capab i 1 ity, per 
Generic Ltr 82—33 NUREG-0737. Sup p 1 1. Revised dates provide 

definitive implementation schedules uhere procurement of new 
hardware required. 

DIXON, O.W. South Carolina Electric Si Gas Co. GL-S2-33. 84/04/04, 

DENTON. H, R. Office of Nuclear Reactor Regulation, Director. 2pp. 
22940:331. 24X Fic he : 50-395, 84/04/04, 8404090396. 


8404090434 Forwards Reg Guide 1.97 compliance rept, "Instrumentation 
for Light Water Cooled Nuclear Power Plants to Assess Plant 
8« Environ Conditions During & After Accident, Vol s 1-4," per 
NUREG-0737, Suppl 1, 

CLAYTON, F.L. Alabama Power Co. 84/03/30, VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 7pp. 22957:259. 24X 

Fiche: 50-364,84/03/30, 8404090434. 


8404090489 Generic issues for public c omment, c on ta in ing FR notice, 
proposed Rev 6 to NUREG-OSOO ( SRP) , regulatory analysis -V 
NUREG-0978. "Mark III LOCA-Related Hydrodynamic Load 
Def init 1 on. Generic Technical Activity B-10. " 

* Division of Safety Technology. 84/02/29, 146pp. 22975:136. 


8404100010 Forwards info for consideration in development of amend to 
Edgemont decommissioning project license. Info summarizes 
previous submittals re mods to project plans as defined in 
FES ( NUREG-0846 ) . Res o 1 ut i on of items requested by 840413. 

MILLS, L. M. Tennessee Valley Authority. 00958. 84/02/29. 

SMITH. R, D, Uranium Recovery Field Office, 3pp. 22983:324, 


8404100014 Discusses possible effects Palo Verde Hills may have on 
horizontal dispersion of plume coming from plant. per SSER 5 
<NUREG-0S57). Map end. 

VAN BRUNT. E, E. Arizona Public Service Co. ANPP-29236-WFQ/. 
84/04/06. KNIGHTON, G. Licensing Branch 3. 4pp. 22967:155. 24X 

Fiche: 50-523,84/04/06,8404100014. 


8404100025 Forwards SSER of SSER 2 Confirmatory Issue 3 re statistical 
combination of uncerta inties. Response satisfactory & 
confirmatory issue closed. 

THOMAS, C, 0. Standard i rat ion Special Projects Branch. 84/03/22. 
SCHERER, A E. Combustion Engineering, Inc. 4pp. 22981:352. 24X 

Fiche: 50-470, 84/03/22,8404100025. 


8404100085 Forwards revised oversize safety parameter display sys 
implementation plan, per Generic Ltr 82-33 8t Suppl 1 to 
NUREG-0737 to minimize mods to existing plant process 
computer <P2500} for data acquisition. Aperture card in PDR. 
CLAYTON, F. L. Alabama Power Co, GL-82-33. 04/04/06. VA.RGA, S. A. 

Office of Nuclear Reactor Regulation, Director. 6pp, 22963:200. 
24X Fiche; 50-348, 84/04/06, 8404100085, 


8404100141 NUREG-069S R02 

NRC PLAN FOR CLEANUP OPERATIONS AT THREE MILE ISLAND UNIT 
2 . 

MASNIK, M. T. , SNYDER, B. J. TMI Program Office. 84/03/31. 40pp. 

Available at NRC. *3.75. 22995:027. 24X Fi c h e : 50-320, 84/03/31 , 

8404100141, 


S404100168 Forwards INPD NuTAC documents used to support control room 
design review program plan per Suppl 1 to NUREG-0737 for 
NRC review. 

CLAYTON, F. L. Alabama Power Co. 84/04/03, VARGA, S. A. Office of 
Nuclear Reactor Regulation, .Director. 2pp. 22964:322. 24X 

Fiche: 50-348, 84/04/03 e404:00i6£. 


— 8404100172 INPO 83-026 <NUTAC ) 

“Control Room Design Review Implementation Guideline. " 
a- Nuclear Utility Task Action Committee. 83/07/31. 155pp. 

22964:324. 24X Fi che : 50-348. 84/04/03, 8404 100168. 


8404100199 Discusses upgraded emergency operating procedures (EOF). Rev 
1 of Westinghouse Owners Group emergency response guidelines 
being used to upgrade EOPs. Distribution of background matl 
needed for ref delayed 3 months to 840330. 

FAY'.C. W, Wisconsin Electric Power Co. GL-82-33, 84/03/30. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 

22967:064. 24X Fiche; 50-266, 84/03/30, 84041 00199. 


8404100216 Informs that scales w/units of Ci/sec release read out s, wx 1 1 
be added to stack gas monitor noble gas meters by 840531, per 
NUREG-0737. Item II. F. 1 telcon w/R Emch. 

KRICH, R.M. Consumers Power Co. 84/04/06. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 2pp. 22963:064. 24X F ic h e : 50-000, 84/04/06, 

8404100216. 


8404100222 Forwards "Procedures Generation Package, " per Suppl 1 to 
NUREG-0737 re requirements for emergency response 
capab i 1 ity. 

MEDFORD, M.O. Southern California Edison Co. 84/04/06. 

KNIGHTON, G. W. Licensing Branch 3. Ip. 22962:250. 24X 

Fiche; 50-361, 84/04/06, 8404100222. 


— 8404100225 "Procedures Generation Package. " 

■» Southern California Edison Co. 84/04/06. 66pp. 22962:251. 

24X Fiche: 50-361,84/04/06,8404100222. 


8404100230 Forwards addl info re 840309 submittal on NUREO-0737, Items 
II. F. 1.4,5 St 6, per 840226 t e 1 con, Stab i 1 i ty of Teledyne 
Model 225CMA is plus or minus 27. of full-scale for 30 days. 
ZIMMERMAN. S, R, Carolina Power & Light Co. NLS-e4-164. 84/04/06. 

VASSALLO, D. B. Operating Reactors Branch 2 6pp. 22962:090. 24X 

Fiche; 50-324,84/04/06, 8404100230. 


8404100237 Submits info re LM Mills 840106 ltr to DB Vassallq re 
NUREG-0612, "Control of Heavy Loads." Periodic insps & 
testing of NUREG-0612-related special lifting devices will 
be performed every 5 yrs. 

KAMMER, D. S. Tennessee Valley Authority. 84/04/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 22960; 183. 
24X Fiche; 50-259,84/04/04, 8404100237. 


84041002SS Addresses plant-specific items re TMI Item II.K, 3. 5, 
"Automatic Trip of Reactor Coolant Pump, “ not addressed in 
Westinghouse Owners Group 831201 St 840312 Itrs. 

TUCKER, H.B. Duke Power Co. 0L-83~lO0. 84/03/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. ADENSAM, E. G. 
Licensing Branch 4. 3pp, 22962:324. 24X Fiche: 50-369, 84/03/30, 

8404100258. 


8404100283 Forwards draft severe accident risk assessment pages that 
will be included in Suppl 3 to be submitted on 840410 per 
Suppl 1 to DES (NUREG-0974). 

KEMPER, J. S. Philadelphia Electric Co. 84/04/06. SCHWENCER, A. 
Licensing Branch 2. 12pp. 22960:076, 24X Fiche; 50-352, 84/04/06, 

8404100283. 


8404100353 Forwards responses to 831101 Generic Ltr 83-37, "NUREG-0737 

Tech Specs," re guidelines for changes required for 
implementation after 811231. 

SCHUYLER, J. 0. Pacific Gas & Electric Co. DCL-84-134. 84/04/05. 

EISENHUT, D, G. Division of Licensing. 6pp. 22971:172 24X 

Fiche: 50-275, 84/04/05,8404100353. 


8404100376 Forwards IE Insp Rept 50-445/84-02 on 840206-13. No 
violations or deviations noted. 

JOHNSOhl, E. H. Region 4, Office of Director. 84/03/19. GARY, R. J. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 22968:332. 24X Fic he : 50-445, 84/03/19, 8404100376, 
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— 8404100384 IE Insp Rept 50-445/94-02 on 840206-13. No violations or 
deviations noted. Major areas in sp ec ted ; on s i te radiation 
protection organi zation; staff q[ual if icati ons ?< experiencei 
training 8< internal exposure control. 

CHANEY, H.D,. MURRAY, B. , HUNNICUTT, D. M. Region 4. Office of 
Director. 84/03/19. 19pp. 22968:334. 24X Fi che : 50-445, 84/03/19, 

8404100376. 


8404100452 Responds to 831103 request for plans for establishing 
emergency operations facility concept consistent uj/Suppi 1 
to NUREO-0737. Ut i 1 luill construct neu police station to 
house emergency operations functions. 

HARRINSTON, W. D. Boston Edison Co. BECO 84-050. 84/04/05. 

EISENHUT, D. 0. Division of Licensing. 2pp. 22969:022. 24X 

Fiche: 50-293, 84/04/05, 8404100452. 


8404100453 Forwards listing of NUREG-0737 action items requiring NRC 
approval, per 840302 request. Action Items II, F. 2 8< II.K, 3. 31 
will require addl submittals, per util 830310 & 840210 Itrs. 

Final resolution of issues may not be reached by Sept 1984. 

CLAYTON, F.L. Alabama Power Co. 84/04/06. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director, 9pp. 22969:013, 24X 

Fiche: 50-348. 84/04/06, 8404100453. 


8404100483 Informs that info presented by Westinghouse Owners Group 
in repts, "Evaluation of Alternate Reactor Coolant Pump 
Trip Criteria" "Justification of Manual Reactor... 
provides response to Generic Ltr S3-10D TMI Item II.K, 3. 5, 
CLAYTON, F.L. Alabama Power Co. GL-83-10D. 84/04/03. VARGA, S. A. 

Office of Nuclear Reactor Regulation, Director. 3pp, 22969:044. 
24X Fiche: 50-343, 84/04/03, 8404100483. 


8404100519 NUREG-1042 

TECHNICAL SPECIFICATIONS FOR SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT NO, 2. Docket No, 50-388, (Pennsylvania Power And 
Light Company) 

HOFFMAN, D. R. Division of Licensing. 84/03/31, 519pp. Available at 

NRC. $9.50. 22978:001, 24X Fiche: 50-388. 84/03/31. 8404100519, 


8404100521 NUREO/CR-3642 

A COBRA/ TRAC, BEST-ESTIMATE ANALYSIS OF A LARGE-BREAK 
ACCIDENT IN A PWR EC3UIPPED WITH UPPER HEAD INJECTION, 

GUIDOTTI, T. E. , THURGOQD, M. J. Battelle Memorial Institute, Pacific 
Northwest Laboratories, FIN B-2391, PNL-4971. 84/03/31. 

Division of Accident Evaluation. 243pp, Available at NRC, $8.00. 
22977: 039 


8404100524 NUREG/CR~3490 

THE ROLE OF GEOCHEMICAL FACTORS IN THE ASSESSMENT AND 
REGULATION OF GEOLOGIC DISPOSAL OF HIGH-LEVEL RADIOACTIVE 
WASTE. 

0 ''KELLEY/ G. D. , MEYER, R, E. Oak Ridge National Laboratory. FIN 
A— 9041. QRNL~5988, 84/03/31. Division of Health, Siting & Waste 

Management. 38pp, 22981:001. 


8404100531 NUREG/CR-3492 VOS 

HIGH-TEMPERATURE GAS-COOLED REACTOR SAFETY STUDIES FOR THE 
DIVISION OF ACCIDENT EVALUATION QUARTERLY PROGRESS REPORT, 

JULY - SEPTEMBER, 1983. 

BALL/S. J., CLEVELAND/ J. C, , HARR INGTON, R. M. Oak Ridge National 
Laboratory, FIN B-0122. ORNL/TM-8921 /V3. 84/03/31. Division of 

Accident Evaluation. 26pp. 22979:315. 


8404100539 NUREG/CR-3736 DRFT 

FIELD AND THEORETICAL INVESTIGATION OF FRACTURED CRYSTALLINE 
ROCK NEAR ORACLE, AR I ZONA, 

JONES, J, W. / NEWMAN, S.P., SIMPSON, E. S. Arizona, Univ. of, Tucson, AZ. 
84/04/06. 140pp. 22979:121, 


8404110013 NUREG/CR-3720 

PREOICTION AND EXPERIMENT COMPARISONS FOR GERMAN STANDARD 
PROBLEM 4A: PIPING RESPONSE TO BLOWDOWN. 

HOWARD, G. E. ANCO Engineers, Inc. FIN B-6758. 94/04/30. Division 

of Engineering Technology. 4pp. Available at NRC, $4.00. 

22995: 304. 


8404110020 NUREG/CR-3285 

PRE-TEST VISUAL EXAMINATION AND CRUD CHARACTERIZATION OF 
LWR RODS USED IN THE LONG-TERM, LOW-TEMPERATURE WHOLE ROD 
TEST, 

EINSIGER, R. E. , COOK, J. A, Hanford Engineering Development Laboratory. 

FIN B-2455. HEDL-TME 83-9. 84/03/31. Division of Engineering 

Technology. 82pp. Available at NRC. $4.50. 24002:223. 


8404110024 NUREG/CR-3716 

C0NTEMPT4/M0D4. A Multicomponent Containment System Analysis 
Program. 

LIN, C. C., ECONOMOS, C., LEHNER, J. R. Brookhaven National Laboratory. 
FIN A-3369. BNL-NUREG~51 754. 84/03/31. Division of Systems 

Integration (post 811005). 2Slpp. Available at NRC. $7.00. 

24003: 001. 


8404110036 NUREG-0776 S06 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SUSQUEHANNA STEAM ELECTRIC STATION, UNITS 1 AND 2, Docket Nos. 
50-387 And 50-388. ( Pennsy 1 van ia Power And Light Company,- 
Allegheny Electric Cooperative, Incorporated ) 

* Division of Licensing. 84/03/31.'' 100pp. Available at NRC. 

$4.75. 24002:123. 24X Fich e : 50-387, 84/03/31 , 8404110036. 


8404110100 Provides clarification of 831123 SER re post-accident 
sampling sys (NUREG-0737, Item II. B, 3) training at facility. 
Training for post-accident sampling conducted annually meets 
criterion of item. 

MILLER, J. R, Operating Reactors Branch 3. 84/03/13. MUSQLF, D. M. 

Northern States Power Co. 4pp. 24004: 357. 24X 

Fiche: 50-282, 84/03/13, 8404110100. 


8404110103 Forwards "Control of Heavy Loads - Phase II," draft 
technical evaluation rep t . Requests review of rept, 
w/particular attention to open items. 

MILLER, J.R. Operating Reactors Branch 3. 84/03/21. COUNSIL, W. G, 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
24005:327. 24X Fic he: 50-336, 84/03/21, 84041 10103. 


8404110123 Forwards SSER 6 (NUREG-0776) for facilities. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/03/23. CURTIS, N. W, 

Pennsylvania Power Zf. Light Co. 100pp. 24006:001. 24X 

Fiche: 50-387, 84/03/23, 8404110123. 


8404110158 Forwards response to NUREG-0737, 1 1 em II.K. 3. 10, "Proposed 
Anticipatory Trip Mod." Westinghouse analysis demonstrates 
that probability of small-break LOCA unaffected by reactor 
trip deletion on turbine trip function below 50"/. power. 

MILLS, L.M, Tennessee Valley Authority. 84/04/06. ADENSAM, E. 
Licensing Branch 4. Ip, 22987:143. 24X F i c h e : 50-390, 84/04/06, 

84041 10158, 


8404110161 Forwards Amends 68 94 to Licenses DPR-71 & DPR-62, 

respectively Zk safety evaluation. Amends add limiting 
conditions for operation it surveillance requirements re 
mods to ROIC sys per Generic Ltr 83-02, 

VASSALLO, D. B. Operating Reactors Branch 2. GL-83~02. 84/03/20. 

UTLEY, E. E. Carolina Power Z< Light Co. 2pp. 24002:310. 24X 

Fiche: 50-324, 84/03/20, 8404110161. 


— 8404110169 Amends 68 S'. 94 to Licenses DPR-71 S< DPR-62, resp ec t ive ly , 
adding limiting conditions for operation S< surveillance 
requirements to pertinent instrumentation associated w/mods 
to RCIC. 

VASSALLO, D. B, Operating Reactors Branch 2. DPR-62 A 094. 

84/03/20. 26pp. 24002:312. 24X Fiche: 50-324, 84/03/20, 8404110161, 


— 8404110181 Safety evaluation supporting Amends 68 8< 94 to Licenses 
DPR-71 S< DPR-62, respectively. 

Office of Nuclear Reactor Regulation, Director. GL-83-02. 
84/03/20, 3pp. 24002:338. 24X Fic h e : 50-324, 84/03/20, 8404110161 , 


8404110251 Forwards Amend 96 to License DPR-49 & safety evaluation. 
Amend incorporates requirements of NUREG-0737, Item II.K. 3. 3 
re annual reporting of safety /re 1 i ef valve challenges St 
prompt notification of failures. 

THADANI.M. C. Operating Reactors Branch 2. 84/03/20. LIU,L. Iowa 

Electric Light Power Co. 2pp, 22995:349. 24X 

Fiche; 50-331, 84/03/20, 8404110251. 


— 8404110255 Amend 96 to License DPR-49, revi s ing Tech Specs to 
incorporate requirements of NUREG-0737, 1 1 em II.K. 3. 3 re 
annual reporting of safety /rel ief valve challenges prompt 
notification of safety /rel ief valve malfunctions failures, 
VASSALLO, D B. Operating Reactors Branch 2. 84/03/20. 7pp. 

22995:351. 24X Fiche: 50-331, 84/03/20, 84041 10251. 


— 8404110259 Safety evaluation supporting Amend 96 to License DPR-49, 

Office of Nuclear Reactor Regulation, Director. 84/03/20. 2pp. 
22995:358. 24X Fiche ; 50-331, 84/03/20, 84041 10251. 


8404110271 Forwards Amends 69 & 63 to Licenses DPR-42 & DPR-60< 
respectively S< safety evaluation. Amends respond to Generic 
Ltr 83-37 re RCS vents installed per NUREG-0737, Item II. B. 1, 
DIIANNI/D, C, Operating Reactors Branch 3. GL-03-37. 84/03/27. 

MUSOLF, D. li. Northern States Power Co. 3pp, 24004:342, 24X 

Fiche; 50-282, 84/03/27, 8404110271. 


— 8404110274 Amends 69 S'. 63 to Licenses DPR-42 DPR-60, respect ively, 
responding to Generic Ltr 83-37 re RCS vents installed per 
NUREO-0737, Item II.B.l. 

MILLER, J.J. Operating Reactors Branch 3. DPR-60 A 063. 84/03/27. 

llpp, 24004:345. 24X Fiche: 50-282, 84/03/27, 84041 10271. 
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8404110296 NUREG/CR-3625 

REVIEW AND DISCUSSION OF THE DEVELOPMENT OF SYNTHETIC 
APERTURE FOCUSING TECHNIQUE FOR ULTRASONIC TESTING 
<SAFT~UT). 

BUSSE,L.U., COLLINS. H, D. , DOCTOR. S. R. Battelle Memorial Institute. 
Pacific Northwest Laboratories. FIN B-2467. PNL~4957. 84/03/31. 

Division of Engineering Technology. 112pp. Available at NRC. 

$5. 00. 22997: 233. 


8404110312 NUREG/CR-3602 

FUEL PERFORMANCE ANNUAL REPORT FDR 19B2. 

BAILEY. W. J. Battelle Memorial Institute. Pacific Northuiest 
Laborator ies. TOKAR. M. NRC ~ No Detailed Affiliation Given. FIN 
B“2S21. PNL-4817. 84/03/31. Division of Systems Integration 

(post 811005). 99pp. Available at NRC. $4.75. 22997:135. 


8404110317 NUREG~O750 V18 101 

INDEXES TO NUCLEAR REGULATORY COMMISSION ISSUANCES, 
jui y~Septemb er 1983. 

* Division of Technical Information & Document Control. 83/09/30. 
SSpp. 24007:101. 


8404110329 Forwards SER on NUREG-0737( Item II. B. 3 re post-accident 
sampling sys. Submittal will be reviewed as plant-specific 
action. Item considered complete. 

STOLZ.U. F. Operating Reactors Branch 4. 84/03/22. HUKILL. H. D. 

General Public Utilities - GPU Service Corp. 13pp. 24006:346. 24X 

Fiche - 50-289.84/03/22. 8404110329. 


8404110359 Forwards response to open items re detailed control room 
design review, per 840309 draft SER. Upgraded emergency 
program will be folly implemented by fuel load, per NUREG- 
0737, Items II. B. 1. 11. D. 3. 11. F, 1 & 11. F. 2. 

TUCKER, H.B. Duke Power Co. 84/04/09. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 8pp. 22990:001. 24X 

Fi ch e : 50-413. 84/04/09. 84041 10359. 


8404110439 Forwards response to 931129 questions re orderly development 
of low level radwaste disposal sites under interstate 
compacts. 

PALLADINO. N. J. Commissioners. 84/03/16. UDALL. M. K. House of Rep., 
Interior it Insular Affairs. 8pp. 24000:269. 


—8404110536 Ack receipt of 831116 Itr re alternatives for managing low 
level radwaste, Resp onse to Governor Earl clarif ication not 
blanket endorsement of engineered above ground storage. 

DAVIS. J. G. Office of Nuclear Material Safety & 

Safeguards. Director 0L-81-3S. 84/01/05. KANY. J. C, Maine. State 

of. 3pp. 24000:298. 


8404110517 Forwards request for addl info re single failure 
vulnerabilities in auxiliary pressure spray design contained 
in SER (NUREO-0852) to close Confirmatory Issues I S( 2. 

THOMAS.C. 0. Standardization it Special Projects Branch, 84/03/27. 
SCHERER, A. E. Combustion Engineering. Inc. 7pp. 24004:110. 24X 

Fiche: 50-470. 84/03/27. 8404110517. 


8404110526 Forwards negative declaration 8» EIA {NUREG-1049) re renewal 
of License SNM-42. 

PAGE. R, G. Uranium Fuel Licensing Branch. 84/03/22, REGAN. N. A. 
Babcock it Wilcox Co, Ip. 24024:175. 


— 8404110540 Negative declaration re renewal of License SNM-42 for 
continued operation of Naval Nuclear Fuel Div at Lynchburg, 

VA. Environ impact created by proposed renewal insignif icant 
S; does not warrant EIA, 

PAGE. R. G, Uranium Fuel Licensing Branch. 84/03/22. 2pp 
24024: 176, 


8404110539 Transcript of Commission 840405 public meeting in 
Washington, DC re briefing on status of util it NRC compliance 
ui/TMI action plan.Pp 1-56. Supporting documentation end. 

* Commissioners. 84/04/05, 81pp, 24000: 123. 


8404120022 Forwards evaluation of NUREO-0737. I tern II. F. 1. Attachment 1 
re post-imp lamentation review of noble gas effluent 
monitors. Instrumentation installed at facility does not meet 
requirements of NUREG-0737 item & should be reassessed. 

KNIGHTON. 0. W, Licensing Branch 3. 84/03/21. VAN BRUNT. E. E. 

Arizona Public Service Co. 9pp. 24034:001. 24X 

Fiche: 50-528. 84/03/21, 8404120022. 


8404120057 Discusses evaluation of NUREO-0737, Item II.B. 1 re design it 
operational anomaly of Target Rock solenoid valves. per 
830825 request for scheduler exemption from I0CFR5O. 44. 

Anomaly acceptable. 

CAREY. J. J. Duquesne Light Co. 84/03/29. VARGA, S. A. Operating 
Reactors Branch 1. 2pp, 24023:193. 24X Fiche: 50-334. 84/03/29. 

8404120057, 


8404120089 Forwards application for amend to License DPR-76. chang ing 
Tech Specs re radiation it accident monitoring 
instrumentation it combustible gas control, per Generic Ltr 
83-37. 

BRAND, D, A. Pacific Gas i-. Electric Co. DCL-84-126. 84/03/30. 

DENTON, H. R, Office of NucJea- Wpac'^oi' Req •* ? at i on , Director. Ip. 
24023:168. 24X Fi c he : 50-2’':; F-; '0“ ■ I'C). O': : 2CCr-? 


— 8404120111 Proposed Tech Spec re radiation/acc ident monitoring 
instrumentation it combustible gas control, per NUREG-0737, 
Item II. F. 1 it II. F. 2. 

* Pacific Gas i. Electric Co. GL-83-37. 84/03/30. 13pp. 

24023: 170. 24X Fiche: 50-275, 84/03/30.8404120089. 


8404120134 Infor.ms that two deficiencies noted for evacuation time 
estimate studies performed in Mar 1980 by Storch Engineers, 
per re-review w/NUREG-0654 guidance. Repts deficient in 
consideration of persons w/o autos. Tables encl. 

URBANIK, T. Texas A&M Univ. , College Station, TX. 84/04/06. 

ROBINSON, P. D. Director's Office, Office of Inspection and 
Enforcement. 3pp. 24013:098. 24X Fi c he : 50-000, 84/04/06, 8404120134. 


8404120141 Responds to Generic Ltr 32-33 (Suppl 1 to NUREG-0737) 
re safety parameter display sys. Emergency procedure 
guidelines it emergency operating procedures will be provided 
for NRC review by 840901. 

MITTL,R,L. Public Service Electric 8,. Gas Co, of New Jersey. 
GL-82-33. 84/04/02. SCHWENCER. A. Licensing Branch 2. 3pp. 

24014:353. 24X Fi c h e : 50-354, 84/04/02, 84041 20141 . 


8404120148 Responds to open items of Generic Ltr 83-42. "Clarification 
of Generic Ltr 81-07 re Response to NUREG-0612. 'Control of 
Heavy Loads at Nuclear Power Plants. 

JENS. W. H. Detroit Edison Co. GL-83-42. 84/04/03. YOUNGBLOOD. B. J. 

Licensing Branch 1. 53pp. 24021:119. 24X Fi c h e : 50-341 , 84/04/03. 

8404120148. 


8404120281 Forwards responses to NRC comments r® qualification & 
structure of detailed control room design room review team, 
per Suppl 1 to NUREG-0737. 

VAN BRUNT. E.E. Arizona Public Service Co, ANPP-292S2-WFQ/. 
84/04/09. KNIGHTON. G. Licensing Branch 3. 34pp. 24012:280. 24X 

Fiche: 50-528. 84/04/09,8404120281. 


8404120311 Forwards IE Insp Repts 50-317/84-03 i>. 50-318/84-03 on 
840215-0313 notice of violation. 

STARDSTECKI, R. Division of Project & Resident Prr.--,ims 8.‘’-/03/26. 
LUNDVALL, A. E. Baltimore Gas Electric Co. 2pp. "Vil 24X 
Fiche; 50-317, 84/03/26,8404120311. 


— 8404120316 IE Insp Repts 50-317/84-03 it 50-318/84-03 on 840215-0313, 
Violations no ted : f a i 1 ur e to properly implement tagout for 
oxygen analyzer it to perform adequate review for proper sys 
rea 1 i gnment, 

A.RCHITZEL. R. E. Region 1, Office of Director, 50-318/84-03. 
84/03/22. 14pp, 24021:285. 24X Fiche; 50-317, 84/03/26, 8404120311. 


8404120314 Forwards addl info re purge it vent valve upgrade, per 
NUREO-0737, Item 1 1. E. 4. 2. Inf o provided covers installation 
of 8-inch Clow valves, proposed conf iguration ?< design 
quali f ication questions, 

HARRINGTON, W. D. Boston Edison Co. BECO 84-052. 84/04/06. 

VASSALLO, D. B. Operating Reactors Branch 2, 5pp. 24022:267 24X 

Fiche: 50-293, 84/04/06, 8404120314. 


— 8404120315 "Purge it Vent Valve Operability Qua 1 i f i cat i on Analysis. 
MONDAHL, S. M. , KRUEGER, J.E, CLOW Corp. 83/11/15. 156pp. 

24022:272. 24X F i c he : 50-293, 84/04/06, 840412031 4. 


8404120323 NUREG-1007 SOI 

SAFETY EVALUATION REPORT RELATED TO THE LICENSE RENEWAL 
AND POWER INCREASE FOR THE NATIONAL BUREAU OF STANDARDS 
REACTOR. Docket No. 50-184. 

* Division of Licensing. 84/03/31. 18pp, 24035: 133. 24X 

Fiche: 50-184, 84/03/31 , 8404120323. 


8404120329 Forwards request for addl data re 830415 it 0902 submittals, 
in response to Generic Ltr 82-33. Suppl 1 to NUREG~0737, 
on imp 1 ementation of integrated emergency response 
capability plan it SAR for safety parameter display sys. 

VARGA. S. A. Operating Reactors Branch 1. 0L~82-33. 84/03/26, 

GIESLER,C. W. Wisconsin Public Service Corp. 5pp. 24033:009. 24X 

Fiche; 50-305, 84/03/26. 8404120329. 


B404120384 NUREO/CR-3526 

IMPACT OF CHANGES IN DAMPING AND SPECTRUM PEAK BROADENING 
ON THE SEISMIC RESPONSE OF PIPING SYSTEMS. 

CHUANO. T. Y, , LU. S C. , BENDA. B. J. Lawrence Livermore Laboratory, FIN 
A— 0383— 3. UCRL— 53491. 84/03/31. Division of Engineering 

Technology. 72pp, Available at NRC. $4.50. 24035:062, 
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8404120389 NUREG/CR~36 1 9 

SURVEY OF COMMERCIAL NON-NUCLEAR SECURITY PROGRAMS. 

ISHIMOTO. W. Y. SAS of Texas- Ltd. FIN D-100-3. 84/03/31. 

Division oF Safeguards. 49pp. Available at NRC. $4.00. 24035:152. 


8404120390 NUREG/CR-3698 

an AGE STRUCTURED STOCHASTIC RECRUITMENT MODEL FOR 
assessment power PLANT IMPACT, 

SULLIVAN- P. J. - SWARTZMAN- G. L. Washington- Univ. of- Seattle. WA, 
FIN B-7018. 84/03/31. Division of Health, Siting & Waste 

Management, 29pp, Available at NRC. $3. 50. 24034:306. 


8404120391 Forwards NRC correspondence re facility NUREG-0823- 
'Tntegrated Plant Safety Assessment," SEP Topic III 5, A, 

"Pipe Breaks Inside Containment. " 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/03/28. KUNAR 

United Kingdom. 6pp. 24034:252. 24X Fi c h e : 50-237, 84/03/28, 

8404120391 . 


8404130015 Forwards safety evaluation re containment p ressure , water 
level hydrogen monitors for fac i 1 ity . Requ irements of 
NUREG-0737- Items II. F. 1 4, II. F. 1. 5 II, F. 1. 6 met. 

VASSALLO, D, B. Operating Reactors Branch 2, 84/03/23. 

HARRINGTON, W. D. Boston Edison Co, 8pp. 24050:009, 24X 

Fiche: 50-293, 84/03/23, 8404130015. 


B404130019 Notifies that use of proposed alternate flow path for 
shutdown cooling water in event of load drop not best 
alternative for meeting requirements of NUREG-0612. Revised 
options 1 isted. 

JONES, W.C. Omaha Public Power District. 010-84-094. 84/04/06. 

MILLER, J.R, Operating Reactors Branch 3. 7pp. 24030:275. 24X 

Fiche- 50-2S5, 84/04/06, 8404130019. 


8404130050 Forwards safety evaluation 5< Franklin Research Ctr technical 
evaluation rept re NUREG-0612, "Control of Heavy Loads at 
Nuclear Power Plants. " Tech Specs described requested 
within 45 days of Itr receipt. 

MILLER, J.R Opprating .“eactors Branch 3. 84/03/27, FAY, C. W. 

Wisconsin Ciectnc --ouior Co. 2pp, 24049:242. 24X 

Fiche 50-266, 84/03/27, 8404130050, 


— 8404130055 Safety evaluation re util responses to NUREG-0612> "Control 
of Heavy Loads at Nuclear Power Plants. " Guidelines in 
NUREO-0612, Sec ti ons 5.1.1 & 5.3 sat i sfi ed , Phase I 
accep table 

■St Office of Nuclear Reactor Regulation, Director. 84/03/27. 2pp. 
24049:244. 24X Fi c h e 50-266, 8d /03/27, S'l 04130050, 


— 8403070077 TER-C5506-382/383 

"Control of Heavy Loads (C-10) Wisconsin Electric Power Co 
Point Beach Nuclear Plant Units 1 2," 

BOMBEROER. C. , SARGENT, I, H. Franklin Institute/Franklin Research 
Center. NRC-03-S1-130, TAG 07727. 84/03/02, SINGH, A. NRC - No 

Detailed Affiliation Given. 41pp. 24049; 246, 24X 

Fiche. 50-266, 84/03/27, 8404130050, 


8404130056 NUREG-0732 ROl 

ANSWERS TO FREQUENTLY ASKED QUESTIONS ABOUT CLEANUP 
ACTIVITIES AT THREE MILE ISLAND, UNIT 2. 

» TMI Program Office. 84/03/31, 55pp. Available at NRC, $4.25. 

240A9 001. 24X Fi c h e : 50-320, 84/03/31 , 84041 30056. 


8404130108 Forwards safety evaluation supporting conclusion that 
guidelines in NUREG-0612, Sec ti ons 5, 1, 1 5.3 satisfied & 

Phase I of control of heavy loads ac cep tab 1 e. Fran k 1 in 
Research Ctr technical evaluation rept also end. 

VARGA, S. A. Operating Reactors Branch 1, 84/03/22. FARRAR, D. L. 

Co,T..monueal th Edison Co. 2pp, 24044:168. 24X Fi che : 50-295, 84/03/22, 

8404130108, 


— 8404130116 Safety evaluation supporting conclusion that guidelines in 
NUREG-0612. Sections 5 1 1 8, 5. 3 satisfied , Phase I for 
control of heavy loads acceptable. 

« Office of Nuclear Reactor Regulation, Director. 84/03/22. 2pp. 
24044:170. 24X Fi c h e • 50-295, 84/03/22, 8404130108, 


— 8403160250 TER-C5506-403/404 » 

"Control of Heavy Loads (C-10>,Zian Stations Units 1 & 2, " 
technical evaluation rept, 

SARGENT, I. H. , BOMBERGER, C. Franklin Institute/Franklin Research 
Center. NRC-03-81-1 30, TAG 08092. 84/03/14. NRC - Mo Detailed 

Affi 1 iation Given. 27pp. 24044:172. 24X Fiche: 50-295, 84/03/22, 

8404130108. 


84 04130132 NUREG/CR-2869 ROl 

DIRECTORY AND PROFILE OF LICENSED URANIUM-RECOVERY 
FACILITIES, 

WHITE. W.S Argonne National Laboratory. FIN B-1660. ANL/ES-12a 
ROl. 84/03/31. Office of State Programs, Director. 115pp. 
Available at NRC. $5.00. 24048:221. 


8404130221 NUREG-0750 V18 NOS 

NUCLEAR REGULATORY COMMISSION ISSUANCES. No vemb er 1983. Pages 
1, 139-1,501. 

* Division of Technical Information 5k Document Control. 83/11/30. 
167pp. 24036: 175, 


8404130225 NUREG/CP-0049 

PROCEEDINGS OF THE WORKSHOP ON SPENT FUEL/CLADDING REACTION 
DURING DRY STORAGE, 

REISENWEAVER, D. Division of Engineering Technology. 84/03/31. 
499pp. Available at NRC. $9 50. 2^047 069, 


8404130243 Forwards revised response to "Control of Heavy Loads, " 
technical evaluation rept re Recommendation/Open Item 2 on 
insp program for reactor vessel head lift rig S', upper guide 
structure lift rig. 

JONES, W.C. Omaha Public Power District. LIC-84-091. 84/04/05. 

MILLER, J. R. Operating Reactors Branch 3. 3pp. 24029:130. 24X 

Fiche: 50-285, 84/04/05, 8404130243. 


8404130245 Forwards Rev 1 to "Calculations of Dose to Public from 
Postulated Potential Undetected Shutdown Condenser Tube 
Leakage," reflecting revs to integrated plant safety 
assessment SEP {NUREG-0827) . 

LINDER, F. Dairyland Power Cooperative. LAC-9797. 84/04/03. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 24029:169. 24X 

Fiche: 50-409, 84/04/03, 8404130245. 


8404130273 Forwards Amend 80 to License DPR-20 St safety evaluation. 
Amend reduces containment high pressure setpoints in Tech 
Spec Tables 2. 3. 1 & 3. 16. 1. 

PAULSON, W. A. Operating Reactors Branch 5. LS05-S4-04-01 1 , 

84/04/10. VANDEWALLE, D. J. Consumers Power Co. 3pp. 24028:247. 
24X Fiche: 50-255, 84/04/10, 8404130273. 


— 8404130278 Amend 80 to License DPR-20, red uc ing containment high 
pressure setpoints in Tech Spec Tables 2. 3. 1 3. 16. 1. 


CRUTCHFIELD, D. Rnn-trrs Branch 5, 84/04/10, 6pp. 

24028:250. 24X " : ; ; SG-l Ij;:. 84 /'C'-ZIO, 8404130273. 


— 8404130281 Safety evaluation supporting Amend 80 to License DPR-20. 

* Office of Nuclear Reactor Regulation, Director. 84/04/10. 3pp. 
24028:256. . 24X Fi c h e : 50-255, 84/04/10, 8404130273. 


8404130277 Forwards application to amend Licenses DPR-42 & DPR-60, 
revising Tech Specs in response to Generic Ltr 83-37, to 
implement requirements of NUREO-0737, Items II. B. 3, II. F. 1. 2 
Si III. D, 3. 4. 

MUSOLF, D. Northern States Power Co. OL-83-37. 84/04/10. Office 

of Nuclear Reactor Regulation, Director. 2pp, 24163:292. 24X 

Fiche: 50-282, 84/04/10, 8404130277. 


— 8404130289 Application to amend Licenses DPR-42 St DPR-60, revi sing Tech 
Specs in response to Generic Ltr 83-37 to implement 
requirements of NUREG-0737, Items 11, B. 3, 1 1. F. 1 . 2 5k 
in. D. 3 4. 

MUSOLF, D. Northern States Power Co. GL-S3-37. 84/04/10. 12pp. 

24028:187, 24X F i c h e : 50-282, 84/04/10, 8404130277. 


— 8404130294 Proposed Tech Specs in response to Generic Ltr 83-37. 
implementing requirements of NUREG-0737, I terns II. B. 3, 

II. F. 1. 2 St III. D 3. 4, 

■M- Northern States Power Co. GL-83-37. 84/04/10. 13pp. 

24028:199, 24X Fiche ; 50-282, 84/04/10, 8404130277. 


8404130387 Forwards comments on detailed control room design review 
per Suppl 1 to NUREG-0737, previously forwarded by NRC 
840306 ltr but inad ver tently omitted from end. 

MILLER, J. R, Operating Reactors Branch 3, STQLZ, J. F. Operating 
Reactors Branch 4. 84/03/26. GRIFFIN, J.M. Arkansas Power & Light 

Co. 14pp. 24036:003, 24X Fiche: 50-313, 84/03/26, 8404130387. 


8404130436 Summary of 840111 meeting w/util St Bechtel re requested 
schedule extension for NUREO-0737, Item II, B. 3, "Post- 
Accident Sampling Sys. " Viewgraphs end, 

RIVENBARKfO, Operating Reactors Branch 4. 84/03/26. Operating 

Reactors Branch 4, 39pp. 24045:206. 24X Fiche: 50-321, 84/03/26, 

8404130436. 


8404130442 NUREG/BR-0072 ROl S2 
EDO PROCEDURES MANUAL. 

* Office of the Executive Director for Operations. 84/03/20. 10pp. 

24045: 006. 


9404160026 Advises that program plan submittal for control room design 
review, per Suppl 1 to NUREO-0737, wi 1 1 be delayed until Oct 
1984, Technical difficulties w/other NUREG-0737 required 
equipment reason for delay. 

KQBER.R.W, Rochester Gas & Electric Corp, 84/04/09. CRUTCHFIELD, D. 

Operating Reactors Branch 5, Ip. 24043: 187. 24X 

Fiche: 50-244, 84/04/09, 8404160026, 
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8404160041 Application for amend to License DPR--49. consisting of 
proposed Change RTS-1 54A/ revi s ing Tech Specs re RCIC 
automatic reset automatic suction suitchover. per NUREG- 
0737. Items II.K, 3. 13b 11, K. 3 22. 

MCGAUGHY, R. W. loua Electric Light Sc Power Co. NG-84-1466. 

84/04/10. DENTON. H. Office of Nuclear Reactor Regulation. Director. 
5pp. 24043:252. 24X Fi c he : 50-331, 84/04/ 1 0, 8404160041. 


8404160044 Forwards safety evaluation of BWR Owners Group response to 
NUREG-0737, Item II.K. 3. 16. "Reduction of Challenges & 

Failures of Relief Valves - Feasibility Study & Sys Mod. " 

Req.uests update of response to item within 60 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/04/11. FARRAR, D. L. 

Commonwealth Edison Co, 13pp. 24043:263. 24X Fiche: 50— 237, 

84/04/11, 8404160044. 


8404160056 Forwards "Safety Parameter Display Sys for Emergency 
Response Facility P^'ocrar," in response to Generic Ltr 82-33 
(Suppl 1 to NUREG-0737) Schedule for implementing sys not 
impacted by schedule for control room design review. 

liUSOLF.D, Northern States Power Co. GL-82-33. 84/04/10. Office 

of Nuclear Reactor Regulation, Director. Ip, 24041:084. 24.X 

Fiche; 50-282. 84/04/10, 8404160056, 


— 8404160071 "Safety Parameter Display Sys for Emergency Response 
Faci 1 ity Program. " 

* Northern States Power Co. 84/04/30. 51pp. 24041:085. 24.K 

Fiche: 50-282, 84/04/10. 8404160056. 


8404160061 Forwards SER re BWR Owners Group response to NUREG-0737, Item 
II.K. 3. 16, "Reduction of Challenges & Failures of Relief 
Valves - Feasibility Study ?! Sys Mod, " submitted on 810331. 

Updates of previous responses to Item II. K. 3. 16 reciuested. 

CRUTCHFIELD, r 3: e-at i- c Reactors Branch 5. LS05-84-04-015. 

84/04/11, F'.=.::.i:.R ^ General Public Lftilities - GPU Service Corp. 

13pp. 24044:058. 24X Fi che: 50-219, 84/04/1 1, B404160061. 


S4041600S7 Forwards addl info 8< evaluation summary of environ 
qualification of ASCO solenoid valves described in Board 
Notification 83-128A. Documentation currently in files 
accep tab le. 

PETRICKiN. A. Standardized Nuclear Unit Power Plant System. SLNRC 
84-0063. 84/04/11. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 4pp. 24040:051, 24X Fiche’ 50-000, 84/04/11, 

8404160087. 


8404160090 Requests safety assessment sys implementation dates be 
modified to show installation complete by June 1986 8< 
operational status by June 1987, per Suppl 1 to NUREG-0737. 

KOBERiR.W. Rochester Gas & Electric Corp, 84/04/06. CRUTCHFIELD, D. 

Operating Reactors Branch 5, 2pp, 24042:247. 24X 

Fiche: 50-244, 84/04/06, 8404160090. 


8404160128 Forwards safety evaluation of BWR Owners Group response to 
Item n.K. 3. 16 of NUREG-0737. "Reduction of Challenges 
Failures of Safety-Relief Valves - Feasibility Study Sys 
Mod, " Mods acceptable. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-04-017. 

04/04/11. COUMSIL, W. G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 14pp. 24038:065, 24X Fiche; 50-245, 84/04/11, 

8404160128. 


8404160135 Clarifies due dates for NUREG-0737, Sup p 1 1 items conta'inod 
in 830415 ltr. includ ing detailed control room design review, 
rept on implementing Reg Guide 1.97 Ss fully functional 
technical svc ctr/emergency offsite facility. 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 84/04/09. 

EISENHUT. D. G. Division of Licensing, 2pp. 24040:151. 24X 

Fiche: 50-219, 84/04/09. 8404160135. 


8404160201 NUREG/CR-3071 

IRRADIATION HISTORY AND INTERIM POSTIRRADIATION DATA FOR 
IFA-432. 

LANNING, D. D. , BRADLEY. E. R. Battelle Memorial Institute, Pacific 
Northwest Laboratories. FIN fl-2043. PNL-4543, 84/03/31. 

Division of Accident Evaluation. 189pp. Available at NRC, 4^6.00. 
24065: 042. 


8404160205 NUREG-0020 VOS N02 

LICENSED OPERATING REACTORS STATUS SUMMARY REPORT. Data As 
Of January 31,1984. (Grey Book) 

* Management Information Branch, 84/03/31, 22pp. 24063:341, 


8404160218 NUR EG/C R-3 730 

EVALUATION OF RADIONUCLIDE GEOCHEMICAL INFORMATION DEVELOPED 
BY DOE HIGH-LEVEL NUCLEAR WASTE REPOSITORY SITE PROJECTS. 

KELMERS, A. D. , CLARK. R, J. , CUTSHALL. N. H. Oak Ridge National 
Laboratory. FIN B-0290. ORNL/TM-9109, 84/03/31. Division of 

Waste Management. 59pp. Available at NRC. *4.50. 24C^65: 234, 


8404160225 NUREG-1043 

SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE TRAINING AND RESEARCH REACTOR AT 
THE UNIVERSITY OF MARYLAND. Doc k et No. 50-166, 

* Division of Licensing. 84/03/31. 73pp. Available at NRC. 

*4, 50, 24065: 294. 24X Fiche; 50-166, 84/03/31, 8404160225. 


8404160277 Forwards safety evaluation re util response to generic ltr 
on control of heavy loads. Guidelines on NUREG-0612, 

Sections 5. 1. 1 St 5. 3 satisfied &. Phase I of issue 
acceptable. 

VASSALLO, D B. Operating Reactors Branch 2. 84/03/19. MUSOLF, D. M. 

Northern States Power Co. 4pp. 24066:012. 24X 

Fiche: 50-263, 84/03/19, 8404160277. 


-—8404160279 Safety evaluation re util S01222 response to generic ltr on j 
control of heavy loads. Phase I acceptable. i 

* Office of Nuclear Reactor Regulation, Director. 84/03/19, 2pp. 
24066:014. 24X Fiche: 50-263, 84/03/19, 8404160277. 


—8402020284 TER-C 5506-370 

"Control of Heavy Loads : Monticel lo Nuclear Generating 
Station, " technical evaluation rept. 

BOMBERGER, C. , SARGENT, I.H. Franklin Institute/Franklin Research 
Center. NRC -03-81-130. TAG 08062. 84/01/30. SINGH, A. NRC - No 

Detailed Affiliation Given. 33pp, 24066:016. 24X 

Fiche: 50-263,84/03/19, 8404160277. I 


8404170012 NUREO-0975 V02 

COMPILATION OF CONTRACT RESEARCH FOR THE MATERIALS 
ENGINEERING BRANCH DIVISION OF ENGINEERING TECHNOLOGY. 

Annual Report For FY 1983. 

* Division of Engineering Technology. 84/03/31. 312pp. Available 

at NRC. *7. 50. 24092: 183. 


8404170024 Forwards IE Insp Repts 50-016/84-01 it 50-341/84-05 on 
840305-09, No noncompliance noted. 

PAPERIELLO, C. J. Division of Emergency Preparedness & Operational 
Support. 84/04/03. WELLS, D. A. Detroit Edison Co. 2pp. 24051:032. 
24X Fiche: 50-016, 84/04/03, 8404170024. 


— 8404170027 IE Insp Repts 50-016/84-01 & 50-341/84-05 on 840305-09. No 
noncompliance noted. Major areas inspected ; preoperational 
radiation protection program for Unit 2. 

HUETER,L. J. , NICHOLSON, N. A, . GREOER, L. R. Region 3, Office of 
Director. 50-341/84-05. 84/04/03. 12pp, 24051:034. 24X 

Fiche; 50-016, 84/04/03, 8404170024. 


8404170026 NUREG/CR-3391 V02 

LWR PRESSURE VESSEL SURVEILLANCE DOSIMETRY IMPROVEMENT 
PROGRAM. Quarterly Progress Report, April 1983 - June 1983. 
LIPPINCOTT, E. P. , MCELROY, W. N. Hanford Engineering Development 
Laboratory FIN B-5988, HEDL-TME 83-22. 84/04/30. Division of 

Engineering Technology. 113pp. Available at NRC. $5,00, 

24092 068 


8404170031 NUREG/CR-3631 

RESPONSE TREES AND EXPERT SYSTEMS FOR NUCLEAR REACTOR 
OPERATORS. 

NELSON, W.R, EG8<G, Inc. FIN A-6308. EGG-2293. 84/03/31. 

Division of Facility Operations. 26pp. 24091:314. 


8404170037 Discusses B?<W Owners Group plan it schedule for addressing 
safety evaluation of generic abnormal transient operating 
gui de X ines. Proposed rev to schedule for technical basis 
document accep tab le, List of generic concerns end, 

EISENHUT, D. G. Division of Licensing, LS05-84-03-042. 84/03/30. 

LINGENFELTER, J. Babcock it Wilcox Operating Plants Owners Group. 
4pp. 24091:302. 


8404170038 Forwards IE Insp Rept 50-254/84-03 on 840320-23. No 
noncomp 1 lance noted. 

PAPER lELLO, C. J. Division of Emergency Preparedness it Operational 
Support, 84/04/03. REED, C. Commonwealth Edison Co, 2pp. 
24051:052. 24X Fiche: 50-254, 84/04/03, 84041 70038, 


—8404170043 IE Insp Rept 50-254/84-03 on 840320-23. No noncomp liance 
noted. Major areas inspected : maint Sk refueling radiation 
protection activities, 

MILLER, D, E. , GRANT, W.B., GREGER, L. R. Region 3, Office of Director. 
84/04/03. 8pp. 24051:054. 24X Fi c he : 50-254, 84/04/03, 8404170038, 


8404170040 Forwards request for addl info for schedule committing to 
resolve NRC concerns re single failure vulnerabilities in 
auxiliary pressurizer spray sys design per SRP (NUREO-0800) , 

Response by 840413 requested. 

KNIGHTON, G. W. Licensing Branch 3. 84/03/30. LEDDICK, R. S. „ 

Louisiana Power Sk Light Co. 5pp, 24091:297. 24X I 

Fiche; 50-382, 84/03/30,8404170040. j 


NONDOCKETED ITEMS 


8404170042 NUREG-OSOO 

STANDARD REVIEW PLAN, Revi s i on 2 To Section 9,2.2 "Reactor 
Auxiliary Cooling Water Systems." 

SERKIZ.A. W. Division of Safety Technology. 84/04/30. 12pp. 

24091 : 2S3. 


8404170046 Forujards NUREG-0776, SSER 6. W/o end. 

YOONGBLOOD, B, J. Licensing Branch 1. 84/04/05, CURTIS, N. 
Pennsylvania Power ?< Light Co. 2pp. 24069:341, 24X 

Fiche: 50-387, 84/04/05, 8404170046. 


8404170057 NUREG-0800 09 2, 1 R3 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Edition Revision No. 3 
To Section 9.2 1, "Station Service Water System " 

SERt^IZ.A. W Division of Safety Technology. 84/04/30 10pp. 

24091 : 2 57. 


8404170060 Responds to 840229 Itr forwarding constituent A.A Herman 
840224 request for NRC review of draft NUREG-06a3, Sup p 1 1, 

"Prog r a mmat i c EIS re Unit 2 Cleanup " All comments will be 
responded to in final suppl to pr ogrammat i r. EIS. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84.V04/02. G0GDLING,WF, House of Rep. 4pp. 24091:251, 24X 

Fiche; 50-320, 84/04/02, 8404170060. 


— 8404170067 Forwards AA Herman 840224 Itr to BJ Snyder re dose reduction 
in EIS for revi eu; cons i deration % comment. 

GOODLING,B House of Rep, 84/02/29. NRC - No Detailed 
Affiliation Given Ip 24091:254 24X Fi c h e : 50-320, 84/04/02, 

8404170060. 


8404170062 NUREG-OBOO 10,3 R03 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS, LWR Ed i t i o n, Re vi s i on No. 3 
To Section 10.3, ''Nam Steam Supply System, " 

SERKIZ,A. W. Division of Safety Techno.logy, 84/04/30. 12pp 
24069: 241, 


8404170083 Advises that NUREG- 0737, I terns 1 1 , K . 3, 5, 1 1 . F, 2, 1 1 . K, 3. 30, 
II,|/... 3, 31 fA III.D. 3. 4 will not be comp leted , per NRC 840227 
completion schedule, for listed reasons. 

WILLIAhS, J, W. Florida Power S- Light Co. L'a4->100. 84/04/13. 

VARGA, S. A. Operating Reactors Branch 1. 2pp 24050:325. 24X 

Fiche; 50-250, 84/04/13. 8404170083. 


8404170144 Forwards IE Insp Repts 50-324/84-02 t’. 50-325/84-02 on 
840206-10. No violations or deviations noted 

VERRElL I , D. M. Division of Project Resident Programs 84/03/21. 
UTlEY, E. E. Carolina Power S/ Light Co. 2pp. 24051:258, 24X 

Fiche: 50-324, 84/03/21,8404170144. 


—8404170152 IE Insp Repts 50-324/8^-02 S< 50-325/84-02 on 840206-10, No 
violations or deviations noted. Major areas inspected: design, 
installation .?■; operability of post-acc ident sampling sys, 
pos t i ng ■ label ing control & radwaste generation. 

ALBRIGHT. R H, Region 2, Office of Director. BARR, K. P. Division 
of Engineering Operational Programs. 50-325/84-02, 84/03/19. 

lOpp. 24051:260. 24, X Fi c he : 50-324, 84/03/21 , 8404 170144. 


8404170222 Forwards IE Insp Repts 50-338/84-07 50-339/84-07 on 

040227-0302 No violations or deviations noted. 

DA.NCE, H C. Division of Project & Resident Programs. 84/03/23, 
STEWART, W.L. Virginia Electric Power Co, 2pp, 24053:083. 24X 

Fiche: 50-338, 84/03/23, 8404170222. 


—8404170236 IE Insp Repts 50-338/84-07 50-339/84-07 on 840227-0302. No 

violations or deviations noted. Major areas inspected: 
external fy internal exposure controls, ALARA activities, 
posting Sf labeling NUREG~0737 item action, 

WRAY, J. R. Region 2, Office of Director. BARR, K, P. Division of 
Engineering iS, Operational Programs, 50-339/84-07, 84/03/21. Qpp. 

24053:085. 24X Fi ch e : 50-338, 84/03/23, 8404170222, 


8404170288 NUREO-0974 

FIN.AL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
LIMERICK GENERATING STATION, UNITS 1 AND 2. Docket Nos. 50-352 
And 50-353, <Ph i lade Iph ia Electric Company) 

* Division of Licensing 84/04/30. 320pp, Available at NRC. 

$12,00. 24089:096, 24X Fiche: 50-352, 84/04/30, 8404170288, 


8404170343 Responds to 840406 telcon request to provide info re Section 
2 3. 4C of Phase I response concerning resolution of control 
of heavy loads, per DG Eisenhut 801222 Itr St Generic Ltr 
81" 07. Wes tingh^i.'se std QC procedures used. 

BARNES, P L C.ommonwealth Edison Co, 8457N. 84/04/11. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director, 2pp, 24054:241. 

24X Fiche: 50-000, 84/04/11, 8404170343 


8404170345 Forwards SER on detailed control room desig.T review for 
conformance to NUREG-0737, Supp 1 1 , Si gn i f i c a n t findings 
listed 

VARGA. S. A. Operating Reactors Branch 1. 84/03/28, UDERITZ,R. A 

Public Service Electric Gas Co. of New Jersey. 23pp. 24069:064. 

24X Fiche: 50-272, 84/03/28, 8404170345. 


—8404030553 SAl-186-557-61 ROl 

"Evaluation of Detailed Control Room Design Review Summary 
Rept for Salem Stations 1 S*. 2, " technical evaluation rept. 

^ Science Applications, Inc. NRC-03-82-096. 84/03/31. NRC - 

No Detailed Affiliation Given, 36pp, 24069:087 24X 

Fiche; 50-272, 84/03/28, 8404170345. 


8404170348 Provides complete response to Generic Ltr 83-1 OF, NUREG-0737, 
Item II.K, 3, 5 re reactor coolant trip.B&W rept, "Analytical 
Justification for Treatment of Reactor Coolant Pumps During 
Accident Conditions" encl. 

MARSHALL, J. R, Arkansas Power Light Co. 1C.AN03S402 84/03/30. 

STOLZ: J. F, Operating Reactors Branch 4. 4pp. 24055:298. 24X 

Fiche: 5C-313, 84/03/30, 8404170348. 


8404170350 NUREG-OSOO 05. 4. 7 R3 

STA.NDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS LWR Ed i t i o n. Revi si on 3 To 
Section 5. 4. 7, "Residual Heat Removal (RHR) System. " 

SERKIZ.A. W. Division of Safety Technology. 84/04/30. 20pp, 

24069: 253. 


8404170353 NUREG-0800 10 4. 7 R3 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Ed i t i o n, Revi si on 3 To 
Section 10. 4. 7, "Condensate And Feedwater System" And BTP 
ASB 10-2, "Design Guidelines For Avoiding Water Hammer...." 
SERK I Z , A. W. Division of Safety Technology. 84/04/30. 11pp. 

24068; 347. 


8404170368 Requests addl time to submit responses to requested info, 
identified in revised technical evaluation rept, "Control 
of Heavy Loads - Phase I, " Specific date will be provided 
after return to svc date, 

RALNSBERRY, J. L, Southern California Edison Co. 84/04/11, 
CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 24062:327, 24X 

Fiche: 50-206, 84/04/11, 8404170368, 


8404170373 Forwards IE Insp Repts 50-335/84-07 h. 50-389/84-09 on 
840306-09. No violations or deviations noted.' 

DANCE, H. C. Division of Project Resident Programs. 84/03/26 
WILLIAMS, J.W Florida Power & Light Co, 2pp,’ 24062:314, 24:< 

Fiche- 50-335, 84/03/26, 8404170373. 


— 84041703B0 IE Insp Repts 50-335/84-07 ?< 50-389/84-09 on 840306-09, No 
violations or deviations noted Major areas inspected: 
emergency preparedness exercise. 

HUFFMAN, G. N. Region 2, Office of Director. 50-389/84-09. 

04/03/21. llpp,’ 240o2:316. 24X Fiche: 50-335, 84/03/26, 8404170373. 


8404170375 NUREG-OaOO 06 3 R02 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Ed i t i o n. Re vi s i on 2 To 
Section 6.3, "Emergency Core Cooling System. " 

SERKIZ.A W. Division of Safety Technology. 84/04/30. 16pp, 

24068: 331, 


0404170379 Confirms telcon understanding that final rept for control 
room design review, per Suppl 1 to NUREG-0737, wx 1 1 be 
submitted by 840630. Addl info re emergency operating 
procedure will be provided, per request. 

HUKILL,H. D. General Public Utilities - GPU Service Corp. 
5211-84-2092. 84/04/10. STQLZ, J. F, Operating Reactors Branch 4. 

Ip. 24062:313. 24X Fiche: 50-289, 84/04/10, 8404170379. 


8404170381 NUREG-OSOO 03, 9. 4 R2 

STANDARD REVIEW PLAN FOR THE REVIEW OF S.AFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Edition. Revision 2 To 
Section 3. 9. 4, "Control Rod Drive Systems. " 

SERKIZ,A. W. Division of Safety Technology. 84/04/30, 9pp. 
24068: 322. 


8404170387 Forwards "Reactor Vessel Level Monitoring Sys Licensing 
Rept, " par Generic Ltr 82-28 St util 831026 ltr. 

LUNDVALL, A. E. Baltimore Gas S< Electric Co. GL-82-2S, 04/04/10. 

MILLER, J. R. Operating Reactors Branch 3. Ip, 24062:089. 24X 

Fiche: 50-317. 84/04/10, 8404170307. 


— 6404170391 "Reactor Vessel Level Monitoring Sys Licensing Rept. " 
4 Baltimore Gas fy Electric Co. GL-e2“20. 84/04/30. 22pp, 

24062:090, 24X Fiche: 50-317. 84/04/10, 8404170387. 
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IMONDOCKETED ITEMS 


8404170399 NUREG-0800 03.9.3 R1 

STANDARD REVIEW PLA^4 FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Edition, Revision 1 To 
Section 3. 9. 3( Append i x A. 

SERKIZ, A. W, Division of Safety Technology. 84/04/30. 11pp. 

24068: 311. 


8404170407 Forwards request for addl info re N-1 loop operation. 
Questions pertain to Tech Spec change pages submitted on 
781027. 

VARGA. S. A. Operating Reactors Branch 1. 84/03/29, CAREY, U. J. 

Duquesne Light Co. 9pp. 24068: 302, 24X F i ch e : 50-334, 84/03/29. 

8404170407. 


8404170435 Forwards revised schedule for implementation of NUREG-0737, 
Suppi 1 requirements for emergency response capafa i 1 i ty , per 
util 830531 Itr. Schedule for completion of emergency dose 
assessment sys will be provided by 840702. 

WESTAFER, G. R. Florida Power Corp. 3F04S4-12. 84/04/13. STOLZ, J. F. 

Operating Reactors Branch 4. 8pp, 24054; 322. 24X 

Fiche: 50-302, 84/04/13, 8404170435. 


8404170467 NUREG-0800 05. 4, 6 R3 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Edition, Revision 3 To 
Section 5.4.6, "Reactor Core Isolation Cooling System <BWR). 
SERKIZ, A. W. Division of Safety Technology. 84/04/30. Hpp. 
24091; 227, 


8404170483 Annual rept of safety Z: relief valve failures & challenges 
for 1983, per NUREO-0737, Item II.K. 3. 3. 

BAYNE, J. P. Power Authority of the State of New York. IPN-S4-15. 
84/04/12 VARGA, S. A. Operating Reactors Branch 1, Ip. 24059:093. 
24X Fiche: 50-286, 84/04/12, 8404170403. 


8404170507 Forwards request for addl info re NUREG-0737, Item II. D. 1, 
"Relief St Safety Valve Testing. " Response requested within 
60 days of Itr receipt. W/o end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-S4-04-029. 

84/04/13. VANDEWALLE, D, J. Consumers Power Co. 3pp. 24058:201. 
24X Fiche: 50-155, 84/04/13, 8404170507. 


8404170575 NUREO/CR-3251 

THE ROLE OF SECURITY DURING SAFETY-RELATED EMERGENCIES AT 
NUCLEAR POWER PLANTS. 

CARDWELL, R. 0, , MOUL, D. A. , MCBRIDE, J. A. Union Carbide Corp. FIN 
A-9046. Y/DS-178. 84/03/31. Division of Facility Operations. 

83pp, 24093:272. 


8404170644 Responds to 821123 submittal providing info re NUREO-0737, 
Item II. B. 3 concerning post-accident sampling sys, Requests, 
within 30 day s, comp lete response to criteria not fully 
addressed in util submittal. 

VASSALLO, D, B. Operating Reactors Branch 2. 84/03/19. SINCLAIR, U. B. 

Vermont Yankee Nuclear Power Corp. 2pp. 24069:360. 24X 

Fiche; 50-271, 84/03/19, 8404170644. 


0404180053 Forwards safety evaluations for pool dynamic Xc structural 
load aspects based on post-implementation audit review of 
plant-unique analysis rept for Mark I containment long-term 
program. Mods acceptable, 

VASSALLO, D. B, Operating Reactors Branch 2. OL-83-02. 84/03/19. 

UTLEY, E. E. Carolina Power Zt Light Co. 3pp. 24108:131. 24X 

Fiche; 50-324, 84/03/19, 8404180053. 


—8404100061 Safety evaluation supporting pool dynamic loads aspect of 
Mark I containment long-term program, based on generic 
acceptance criteria contained in NUREC-0661. 

# Office of Nuclear Reactor Regulation, Director. 84/03/19. 2pp. 
24108: 134. 24X Fiche: 50-324, 84/03/19, 8404180053. 


—8310050324 BNL-04243 

"Technical Evaluation of Brunswick Units 1 8< 2, Plant-Unique 
Analysis Rept. " 

RANLET,J. D. , ECONOMOS,C, , BIENKOWSKI, G. Brookhaven National 
Laboratory, FIN A-3713. 83/09/30, NRC - No Detailed 

Affiliation Given. 25pp. 24100:136. 24X Fiche; 50-324, 84/03/19, 

8404180053. 


*8404180087 Safety evaluation supporting structural load aspects of 
Mark I containment long-term program. base d on guidelines of 
NUREG-066I. 

♦ Office of Nuclear Reactor Regulation, Director, 84/03/19. 3pp, 
24108:161. 24X Fiche: 50-324, 84/03/19, 8404180053. 


—8310120417 TER-C5506-321 

"Audit for Mark 1 Containment Long-Term Program - Structural 
Analysis for Operating Reactors, Brunsuiic k Units 1 8, 2, " 
technical evaluation rept. 

SUBRAMONIAN, N. , LE, A, K. Franklin Institute/Franklin Research 
Center. NRC-03-8 1-130. TAG 07932. 83/10/07. SHAW, H. NRC - No 

Detailed Affiliation Given. 58pp. 24108; 164. 24X 

Fiche; 50-324, 84/03/19, 8404180053. 


8404180108 Forwards safety evaluation supporting util responses to 
NUREG-0737, Items II, F. 1.4, "Containment Pressure Monitor" 

8t II. F. 1. 5, "Containment Water Level Monitor. " 

CRUTCHFIELD, D. Operating Reactors Branch 5, LSOS-84-04-031. 

84/04/16. VANDEWALLE, D. J. Consumers Power Co. 10pp. 24077:200. 

24X Fiche; 50-155, 84/04/16, 8404180108. 


8404180115 Forwards request for addl info re NUREG-0737, I tern II. D. 1, 
"Performance Testing of Relief & Safety Valves. " Info 
requested within 60 days of Itr receipt. 

C.RUTCHFIElD, D Operating Reactors Branch 5. LS05-S4-04-030. 

84/04/16. LINDER, F. Dairyland Power Cooperative. 3pp. 24078:040, 
24X Fiche: 50-409, 84/04/16, 8404180115. 


8404180191 Submits addl info responding to NUREG-0612, "Control of 
Heavy Loads," re screen house trolley & equipment lock 
crane, per 840209 discussion. 

KRICH,R.M. Consumers Power Co. 84/04/13, CRUTCHFIELD, D. Operating 
Reactors Branch 5. 2pp, 24071:361. 24X F i c h e : 50-1 55. 84/04/ 13, 

8404180191, 


8404180215 FOIA request for NUREG-0731 , NUREG-0840, SECY-81-651 Z>. 
SECY-S2-3 to be available in PDR. 

SHOLLY, S. C. Union of Concerned Scientists. 84/02/20. FELTON. J. M 
Division of Rules and Records. Ip. 24108; 012. 


8404180221 Further response to FOIA request for SECYs & NUREGs. Forwards 
SECY-82-3 re LER sys Z. SECY-81-651 concerning Vol 1 of 
NUREG-0850, "Preliminary Assessment of Core-Melt Accidents 
at Zion Zt Indian Point, ..." NUREO-0850 available at PDR. 

FELTON. J. M. Division of Rules and Records. 84/03/14. SHOLLY, S. 

Union of Concerned Scientists. Ip. 24108:013. 24X 

Fiche; 50-000, 84/03/14, 8404180221. 


—8112020115 Draft Commission pape- -V: -j.ir ; i -. q V,3l 1 of NUREG-OS50, 
"Preliminary Assessment of Or ■*(.■- ■•'f A:. c i.-- v, n at Zion 

Z: Indian Point Nuclear Power Plants & Strategies for 
Mitigating Effects. " W/o end, 

DIRCKS, W, U. Office of the Executive Director for Operations. 
81/11/13. Ip. 24108:014. 24X Fiche: 50-000, 84/03/14, 8404180221. 


8404180375 Informs that util submittals on TMI Action Items II. F. 1. 5 5k 
II. F. 1. 6 accep tab 1 e. Present recording capability of one data 
point per minute inadequate to detect containment pressure 
spikes (TMI Action Item 1 1. F. 1 . 4) , SER end. 

CRUTCHFIELD D C;: erat : - Reactors Branch 5. LS05-e4-04~033. 

84/04/16. Southern California Edison Co. 11pp. 

24076:015. 24X Fiche: 50-206, 84/04/16, 8404180375. 


8404180337 Advises that requested applications for license amends for 
applicable Generic Ltr 83-37 -St NUREG-0737 items will not be 
provided until 840615, due to preparation ' of multiple 
licensing submittals. 

WILLIAMS, J. W. Florida Power & Light Co, GL-83-37. 84/04/16. 

EISENHUT, D. G. Divisiot^ c-c Licensi-g Ip. 24076:322. 24X 

Fiche: 50-250, S4/04/’. 6 v./:r4: 


8404180392 Advises that detailed control room design review program 
plan scheduled for submittal on 850131. Major ity of work 
performed prior to issuance of Suppi 1 to NUREG-0737. Extra 
time needed to reevaluate position on function requirements. 

COOK, K. W. Louisiana Power Z< Light Co. W3P84-1005. 04/04/10. 

KNIGHTON, G. W. Licensinn Branch 3. 2pp. 24076:301. 24X 

Fiche; 50-382, 84/04/10, 8404180392. 


8404180395 NUREG-0800 07. 1 R03 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS, LWR Ed it ion. Revi s i on No. 3 
To Section 7.1, Revision 1 To Appendix A 

* Office of Nuclear Reactor Regulation, Director. 84/03/31. 24pp. 

24109; 060. 


8404180397 NUREG-0800 07. 5 R03 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Ed it ion. Revi s i on No. 3 
To Section 7. 5. 

* Office of Nuclear Reactor Regulation, Director, 84/03/31. Spp 
24109:052. 


8404180399 NUREO-0800 07. 7 R03 

STANDARD REVIEW PLAN FOR THE REVIEW OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS. LWR Edition. Revision No. 3 
To Section 7. 7. 

* Office of Nuclear Reactor Regulation, Director. 84/03/31. 7pp. 
24109: 045. 


8404180403 NUREG/CR-3410 

CHMONE: A ONE-DIMENSIONAL COMPUTER CODE FOR SIMULATING 
TEMPERATURE, FLOW AND CHEMICAL CONCENTRATIONS IN WATER 
BODIES. 

FISCHER, S. K. , HETRICK, D. M. , LIETZKE, M. H Oak Ridge National 
Laboratory. FIN B-0160-9. 0RNL/TM~8786. 84/04/30. Division of 

Accident Evaluation. 255pp. 24107:098. 
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8404190047 Staff requirements memo re status of util NRC compliance 
ui/TMI action plan items C NUREG— 0660) . Ref documents far tasks 
discussed under Chapter V of action plan requested. 

CHILK- B. J. Office of the Secretary o-f the Commission. MS40405B. 
84/04/06. ZERBE. J E. Office of Policy Evaluations Ip. 24111; 183. 


8404190060 Forwards safety evaluation re emergency operating 
procedures upgrade program per Suppl 1 to NUREG-0737 
(Generic Ltr 82-33) Confirmatory documentation required re 
writers guide S- plant-specific technical guidelines. 

STOLZ, J. F. Operating Reactors Branch 4. GL-S2-33, 84/03/28. 

HUKILL.H. D. General Public Utilities - GPU Service Corp. 21pp. 
24111:152. 24X Fi c h e 50-2S9, 84/03/28, 84041 90060 


8404190176 Forwards IE Insp Rept 50-263/84-03 on 840202-0301. No 
noncomp 1 ianc e noted. 

SHAFER, W, D. Region 3, Office of Director, 84/04/05, LARSON, C. E 
Northern States Power Co, 2pp. 24100. 164 24X 

Fiche; 50-263, 84/04/05, 8404190176, 


— 8404190181 IE Insp Rept 50-263/84-03 on 840202-0301 , No none omp 1 lanc e 
noted. Major areas inspected: IE bulletin f o.l 1 owup , IE circular 
info notice f o I 1 owup , r e f ue 1 ing activit i es, NUREG-0737 
items followup ?< onsite committee activities, 

BROWN/ C. H , CHR ,T SSOT IMOS, N. Region 3, Office of Director, 

IEB-84-01. 84/04/03 8p p 24100 166. 24X Fi ch e : 50-263^ B4/04/05, 

8404190176. 


8404190209 Forwards IE Insp Rept 50-409/84-02 on 640116-0315 No 
noncamp liance noted. 

SHAFER. W.S. Region 3, Office of Director, 84.'04/02. LINDER/F, W. 
Dairyland Power Cooperative 2pp, 24100: 057, 24X 

Fiche: 50-409, 84/04/02, 8404190209 


— 8404190217 IE Insp Rept 50-409/84-02 on 840116-0315. No none onp 1 ianc e or 
deviations noted. Major areas inspected : op erational safety 
verification, IE bulletin followup, LEH f o 1 1 owup , tra i n ing 
rept review 8/ TMI action items. 

WIEBE.U. , STASEK.S , RIDGWAV.K, R Region 3, Office of Director 
jEB- 79-01, 84/03/2B 15pp, 24100.059. 24X F i c h e ■ 50-409, 

84/04/02. 8404190209, 


8404190303 Clarifies control of heavy loads commitment re use of fuel 
casks, per util 761108 840118 Itrs NRC 840316 & 29 

telcons.Use of any fuel cask greater than 24 ton transfer 
cask considered unana 1 y z ed . Da th ■?< affirmation end, 

KRICH/R.M. Consumers Power Co. 84/04/16. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 2pp. 24096:219. 24X F i c h e ; 50-1 55. 84/04/ 16, 

8404190303, 


B404190317 Forwards responses for remaining criteria for NUREG-0737, 
Item II. B. 3 re post-acc : dent sampling sys, i nc lud ing revised 
table of integrated dose rates. 

BAYNE, J.P, Power Authority of the State of New York. UPN-84-23. 
84/04/16, VASSALLD, D, B. Operating Reactors Branch 2. 9pp. 
24097.332 24X Fi c h e : 50-333, 84/04/ 16. 84041 9031 7. 


8404190351 Forwards IE Insp Rept 50-271/B4-01 on 840103-0227, No 
violations noted, 

STAROSTECKI, R. Division of Project 8« Resident Programs. 84/04/G3, 
MURPHY. W. P, Vermont Yankee Nuclear Power Corp. 2pp, 24096:354. 
24X Fiche 50-271, 84/04/03, 8404190351. 


—8404190357 IE Insp Rept 50-271/84-01 on 840 103-0227. No violations 
noted. Major areas inspected ; routine power operations, 
physical security maint activities, survei liance testing. IE 
Bulletin 84—01 followup TMI action plan items. 

RAYMOND/ W. U. , BORCHARDT/ R . W. , GALLO/ R. M. Region 1/ Office of 
Director. IEB-84-01. 84/03/29. 39pp, 24096: 356. 24X 

Fiche: 50-271, 84/04/03, 8404190351, 


8404190360 Application to amend License DPR-3 , c ons i s t ing of Proposed 
Change 183, revising Tech Specs to accommodate mods being 
implemented during refueling outage. 

HEIDER.L. H. Yankee Atomic Electric Co. FYR-84-48, 94/04/17. 

Office of Nuclear Reactor Regulation. Director, 14pp. 24099:209 

24X Fiche. 50-029, 84/04/17. 8404190360, 


--8404190363 Proposed Tech Spec changes to accommodate mods being 
implemented during refueling outage. 

* Yankee Atomic Electric Co. 84/04/17, 16pp, 24099' 223 24X 

Fiche: 50-029, 84/04/17, B404190360, 


8404190216 Forwards IE Insp Repts 50-245/84-03 fy. 50-336/84-05 on 
840221-24, No violations rioted 

MARTIN. T, T. Division of Engineering Technical Programs. 84/04/02. 

COUNSIL.W. G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24100:074, 24X F i c h e : SO -245, 84/04 /02, 8404 190216 


—8404190226 IE Insp Repts 50-245/84-03 8< 50-336/84-05 on 840221-24. No 
violations noted, Major areas inspected, previously identified 
items fy IE insp proc edures . inc 1 ud ing changes to emergency 
preparedness program .?/ shift staffing. 

SMITH. R.H. Region 1, Office of Director, 50-336/84-05, 84/03/29 

4pp. 24100:076 24X Fiche 50-245.84/04/02,8404190216 


8404190225 Forwards addl info re status foT’mal responses to 19 
draft SER open items. per 840313 review meeting 
w/Instrumentation >'5/ Control Sys Branch, Resp onses will be 
incorporated into future FSAR amend. 

COUNSIL.W, G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL.W. G Northeast Utilities. B11091 84/04/02, 

YQUW(3SLD0D. B, U l..ic:enc,ing Branch 1. lOOpp, 24101'067 24X 

Fiche: 50-423, 84/04/02. S-04i=.022b 


8404190252 Forwards safety parameter display sys SAR.per 840111 
cQ.rmitment. c 1 os ing two open items in draft SER Chapter 18.0 
Util will provide NRC w/periodic repts re Suppl 1 to NUREG- 
0737 

COUNSIL.W, G. . FEE, W. F, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities), COUNSIL. W. G. Northeast Utilities, A02959. 
04/04/05. YOUNGBLOOD. B J. Licensing Branch 1, 2pp, 24096' 324 
24X Fiche. 50-423, 84/04/05. 8404190252! 


— 8404190258 "Millstone Nuclear Power Station. Unit 3 Safety Parameter 
Display Sys vSAR, " 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 

84/04/30, 57pp, 24098 326. 24X Fic he: 50-423, 84/04/05, 8404190252, 


8404190254 Forwards corrections to 831128 info re containment pressure 
& hydrogen monitors per NUREO-0737. Item H, F. 1, 

HUKILL. H. D. General Public Utilities - GPU Service Corp. 

5211-84-2089. 84/04/13. STOLZ. J, F. Operating Reactors Branch 4 

3pp. 24096:045. 24X Fi c h e 50-289, 84/04/ 13 , 8404 190254. 


8404190266 Provides revised repts re general position statement 
status of compliance u/Rev 2 to Reg Guide 1,97 & Suppl 1 to 
NUREG-073/ 

COUNSIL.W G, Connecticut Yankee Atomic Power Co, A02959 84/Q4/09. 

MILLER, J R. Operating Reactors Branch 3, 45pp 24099-239 24X 

Fiche: 50-000,84/04/09,8404190266. 


0404190368 Forwards response to 840229 ltr re NUREG-0737. Item 11. B. 3 
"Post-Accident Sampling Sys," per util 840110 ltr, Noble gas 
concentrations will be used to analyze containment bldg 
atmosphere, 

LINDER, F, Dairyland Power Cooperative, LAC-9Q18 
CRUTCHFIELD, D, Operating Reactors Branch 5. 6pp 
Fiche: 50-409, 84/04/12. 8404190368, 


84/04/12. 
24096:033. 24X 


8404190454 Final response to FOIA request for listing of members h 
charter of TMI-i Restart Issues Task Force. Forwards App A 
documents. Documents also available in PDR. 

FELTON, U. M, Division of Rules and Records 84/03/07, SHOLLY, S. C. 
Union of Concerned Scientists. 2pp. 24151:253 24X 

Fiche; 50-289. 84/03/07. 8404190454. 


—8404190461 Forwards updated listing of certification items for TMI-1 
restart, per 830201 S. 03 discussions )?< NURE0”06aO. 

CONTE, R. Region 1, Office of Director. 83/02/08, VAN VLEIT, J. 

TMI Program Office. 6epp, 24151:255. 24X Fi q h e : 50-289, 84/03/07, 

djlAA i on/I C/! 


8404200016 NUREG/CR-3581 

STEAM GENERATOR GROUP PROJECT. Annual Report - 1982, 

CLARK. R. A. , LEWIS, M . MUSCARA. J. Battelle Memorial Institute. 
Pacific Northwest Laboratories. FIN B-2097, PNL~4693 84/02/29. 

Division of Engineering Technology. Ip, 24604:026. 


8404200034 Forwards Amends 69 «c 95 to Licenses DPR-71 ^ DPR-62, 
respectively 3< safety eva 1 uat i on, Amend s modify Tech Specs re 
operab i Hty, setpoint response time & surveillance of time 
delay relay, 

VASSALLO.D B Operating Reactors Branch 2. 84/03/28. UTLEY. E E 

Carolina Power & Light Co, 2pp, 24159:178. 24X 

Fiche: 50-324.84/03/28, 8404200034, 


— '8404200038 Safety evaluation supporting Amends 95 6? 

DPR-62 8. DPR-71, respectively 

■» Office of Nuclear Reactor Regulation. Director, 
24159:215, 24X Fiche 50-324.84/03/28.8404200034, 


to Licenses 
84/03/29. 3pp. 


8404200052 Advises that upgrading of emergency support facilities 
complete, per License Condition 2, C. (B) it Suppl 1 to 
NUREQ-0737. Return receipt requested. 

SCHUYLER. J. D, Pacific Gas & Electric Co. DCL-84-147, 84/04/16 

KNIGHTON. G. W. Licensing Branch 3. Ip. 24119:112 24X 

Fiche. 50-275. 84/04/16. 8404200052. 


8404200062 Forwards "Function it Task Analysis . Contrp X Room Design 
Review, " per NRC 840202 request i', Suppl 1 to NUREG-0737 
MITIL.R.L, Public Service Electric it Qas Co, of New Jersey, 
04/04/10, SCHWENCER, A. L.icensing Branch 2. 2pp. 24118' 159 PAX 
Fiche: 50-354. 84/04/10, 8404200062. • . . 
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— 8404200065 "Hope Creek Generating Station Function Task Analysis 
Control Room Design RevieU) " per Suppl 1 to NUREG-0737. 

* Public Service Electric Gas Co. of New Jersey. 04/04/09. 
10 pp. 24118:160. 24)< Fic he: 50-354, 64/04/10. 8404200062. 


8404200121 Requests extension of implementation date for Reg Guide 1.97 
requirements for emergency response capabi 1 ity, per Generic 
Ltr 82-33. Suppl 1 to NUREG-0737, Rad iat ion monitor will be 
received on or before 840520. 

LIDEN. £. A. Public Service Electric & Gas Co. of New Jersey. 

GL-82-33. 84/04/06. VARC-i S ."■ 3r. «- ■:=. t ; - o.-.'-rtors Branch 1. 3pp. 

24117:095. 24X Fiche 50-1-T::: I:-:.-- r. i-’-:-:' "I!. 3: 


8404200165 Requests extension to 840430 for completion of tuo emergency 
response capability items listed in util 831219 revised 
schedule for response to Generic Ltr 82-33. per Suppl 1 to 
NUREG-0737. 

LIDEN. E. A. Public Service Electric %>. Gas Co. of New Jersey, 

GL-82-33. 84/04/05. JARO". C G: .--nt : - 3 Rf.= ctors Branch 1. 2pp. 

24116:295. 24X Fiche: 50 - 27 ,", .■.n: C;:. e-C--2:C 1 i L 


8404200182 Partial response to FOIA request for NUREG-0731 . NUREG-0840, 
SECY-Sl-651 & Secy-82-3. Forwards NUREG-0840. NUREG also 
available in PDR. NUREG-0731 available in PDR SECy-81-651 !< 
SECV-S2-3 undergoing Commission review. 

FELTON, J, N. Division of Rules and Records. 84/03/07. SHOLLV, S, 
Union of Concerned Scientists, Ip. 24155:340. 


“8404200196 NUREG-0B40 VOl 

PROGRAM ON BEHAUICR OF DAMAGED FUEL. Report of the NRC Fuel 
Testing Task Force. 

MARINO. G.. WRIGHT. R,. SILBERBERO, M. Division of Accident 
Evaluation 82/02/28. 60pp. 24155:341. 


8404200217 Forwards response to Chemical Engineering Branch draft SER 
open item re post-accident sampling sys.Sys meets five of 11 
criteria in NUREG~0737, Item II. B 3, 

COUNSIL, W G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W G Northeast Utilities. S11121. 84/04/09. 

YOUNGBLOOD, B J. Licensing Branch 1. 4pp. 24114:153. 24X 

Fiche: 50-423, 84/04/09, 8404200217. 


S404200320 Forwards "Safety Parameter Display Sys (SPDS)," providing 
details of SPDS imp lementation, per NUREG-0737. Supp 1 1. 

Detailed description of SPDS display hierarchy included in 
rept, 

COOK, K W. Louisiana Power ?■* Light Co. W3P84-1007. 84/04/16. 

KNIGHTON, G, W. Licensing Branch 3. 2pp, 24114:220. 24X 

Fiche: 50-382, 84/04/16, 8404200320. 


—8404200324 NS20076 

"Safety Parameter Display Sys (SPDS)." 

# Louisiana Power Light Co. 84/04/16 177pp. 24114:222. 24X 

Fiche: 50-382, 84/04/16, 8404200320, 


8404200328 Application to amend License DPR-36, consisting of Proposed 
Change 107, revising Tech Specs in response to NUREG-0737< 

Items II. F. 1,4. II. F. 1.5 II. F, 1.6, per Generic Ltr 83-37 
util 831214 ltr. 

RANDAZZA. J, B. Maine Yankee Atomic Power Co. MN-84-59. 84/04/13, 

MILLER. J. R Operating Reactors Branch 3. 6 pp. 24114:167. 24X 

Fiche’ 50-3CR, 84/04/13, 8404200328 


— 8404200329 Proposed Tech Specs re accident monitoring instrumentation, 
per implementation of NUREG-0737. 

* Maine Yankee Atonic Pouter Co. 2349L-FWS, 04/04/13 8 pp, 

24114: 173, 24X Fi che. 50-309, 84/04/13, 8404200328. 


8404230027 Responds to 840208 ltr concerning Tech Specs re NUREG-0737, 
Item I. A. 1 3,1, Util will submit license amend for limits on 
overtime by 840531. 

CROUSE. R.P. Toledo Edison Co. 1041, 84/04/13. STOLZ, J. F. 

Operating Reactors Branch 4. Ip. 24154:256. 24X 

Fiche; 50-346. 84/04/13, 8404230027. 


8404230040 Advises that offsite dose calculation manual dtd 820801, 
submitted as 3 a"t of 531212 application on radiological ETS. 
ac reptab le. -i/except ion of end annotated d i screpancies. 

Correction within 90 days requested. 

CRUTCHFIELD. D. Operating Reactors Branch 5. LS0-B4-04-037. 

84/04/18. BASKIN, K.P. Southern California Edison Co. 2pp. 
24154:238, 24X Fiche; 50-206, 84/04/18, 8404230040. 


8404230061 Responds to 840326 request for add! info re tornado missile 
protection for chlorine detectors. Missiles considered for 
tornado analysis described in Table 3.5-2 of FSAR/USAR & 
reviewed in Section 3 5. 2 of SER (NUREG-0136) . 

CROUSE. R.P. Toledo Edison Co. 1044, 84/04/13. STOLZ, J.F. 

Operating Reactors Branch 4. 2pp. 24153:301, 24X 

Fiche: 50-346, 84/04/13, 8404230061. 


8404230099 Submits plant-specific responses conforming to guidance in 
NUREG-0803 re pipe breaks in BWR scram sys piping, in 
response to 840117 request. SER addresses concerns. 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 84/04/13, 
CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp, 24154:049. 24X 

Fiche: 50-219, 84/04/13, 8404230099. 


8404230102 Responds to open items in Sections 2 . 1 , 5 8 ; 2 1 . 8 of draft 
technical evaluation rept re control of heavy loads, in 
response to NRC 840229 request. Open items concern turbine 
lifting beam St solid waste handling crane. 

ZI-MMERMAN, S. R. Carolina Power fy. Light Co. NLS-84-139. 84/04/16. 

VARGA, S. A. Operating Reactors Branch 1. 3pp. 24154:180. 24X 

Fiche; 50-261 , 84/04/ 1 6, 8404230102, 


8404230165 Forwards response to draft SER Open Items 78—81 in Table 
1.2, revs to FSAR Section 9. 3. 2. 3 response to NRC Question 
281.4 re post-accident sampling 8 < NUREG-0737, I tern II. B. 3. - 

WOOLEVER, E. J. Duquesne Light Co. 2NRC-4-042. 84/04/18. 

KNIGHTON, G. W, Licensing Branch 3. 6 pp. 24155:086. 24X 

Fiche: 50-412, 84/04/18, 8404230165, 


8404230166 Advises that proposed mod to meter faces of stack gas 
monitor noble gas meters acc ep tab le, per NUREG-0737, Item 
II. F. 1. 1. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-S4-04-044. 

84/04/20, VANDEWALLE, D. Consumers Power Co. 4pp. 24155:082. 24X 

Fiche: 50-000, 84/04/20, 8404230166. 


8404230191 Advises that portion of upgraded meteorol og ical sys 
unavailable by commitment schedule of May 1 984, provided in 
util response to Suppl 1 to NUREG-0737, Operator aid computer 
enhancement in progress. 

TUCKER, H. B. Duke Power Co. 84/04/18. DEN TON, H. R. Office of 

Nuclear Reactor Regulation, Director. 2pp. 24155:102. 24X 

Fiche; 50-269, 84/04/18, 8404230191, 


8404230214 Forwards followup response to items noted in S30531 draft 
technical evaluation rept (DTER) re Phase I , NUREG-0612, 

"Control of Heavy Loads." Responses also provided to open 
items identified in 331121 DTER re Phase 1 1 , NUREG-0612 
TUCKER, H.B. Duke Power Co. 84/04/19. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. lOpp- 24152:002. 24X 

Fiche: 50-413, 84/04/19, 8404230214. 


8404230252 Forwards SER re BWR Owners Group 810331 response to NUREG— 
0737, Item II. K. 3. 16, "Reduction of Challenges it Failures of 
Relief Valves - Feasibility Study fy Sys Mod. " Update to 
previous response requested within 60 days of ltr receipt, 

VASSALLO, D. B. Operating Reactors Branch 2, 84/04/03. MUSOLF, D. M, 

Northern States Power Co, 13pp. 24187: 137. 24X 

Fiche: 50-263. 84/04/03, 8404230252. 


8404230270 Forwards SER re BWR Owners Group 810331 response to NUREG— 
0737, Item II.K. 3. 16, "Reduction of Challenges fy. Failures of 
Relief Valves - Feasibility Study S< Sys Mod. " Update of 
previous responses requested within 60 days of ltr receipt. 

VASSALLO, D. B. Operating Reactors Branch 2, 84/04/03. LIU, L. Iowa 

Electric Light V. Power Co. 13pp. 24187:044. 24X 

Fiche; 50-331, 84/04/03, 8404230270. 


8404230276 Forwards SER re BWR Owners Group 810331 response to NUREG— 
0737, Item II. K. 3. 16, "Reduction of Challenges Failures of 
Relief Valves - Feasibility Study S: Sys Mod. " Update to 
previous response requested within 60 days of ltr receipt. 

VASSALLO. D. B. Operating Reactors Branch 2 84/04/03. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 13pp. 24187:005. 24X 

Fiche: 50-271 , 84/04/03, 8404230276. 


8404230278 Forwards SER re BWR Owners Group 810331 response to NUREG— 
0737, Item II.K. 3. 16, "Reduction of Challenges & Failures of 
Relief Valves - Feasibility Study S; Sys Mod. " Update to 
previous response requested within 60 days of ltr receipt. 

VASSALLO, D. B. Operating Reactors Branch 2 84/04/03. 

HARRINGTON, W. D. Boston Edison Co 13pp. 24186:339. 24X 

Fiche: 50-293, 84/04/03, 8404230278. 


8404230280 Forwards SER re BWR Owners Group 810331 response to NUREG— 
0737, Item II.K. 3. 16, "Reduction of Challenges it Failures of 
Relief Valves - Feasibility Study & Sys Mod. " Update to 
previous response requested within 60 days of ltr receipt. 

VASSALLO, D. B. Operating Reactors Branch 2 84/04/03. FARRAR, D, L. 

Commonwealth Edison Co. 13pp. 24186:326. 24X Fi ch e ; 50-254, 

84/04/03. 8404230280. 


8404230294 Forwards SER re BWR Owners Group 810331 response to 
NUREG-0737, Item II, K. 3. 16, "Reduction of Challenges & 

Failures of Relief Valves - Feasibility Study it Sys Mod. " 

Mods acceptable to reduce safety relief valve failures. 

VASSALLO, D, B. Operating Reactors Branch 2. 84/04/03. PARRIS, H, G. 

Tennessee Valley Authority. 14pp. 24185:334. 24X 

Fiche: 50-259, 84/04/03, 8404230294. 
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8404230358 Requests end "for commemt" NUREG-1037i "Containnent 
Performance Working Group Containment Leak Rate Estimates# *' 
be placed in PDR no later than 840420. 

NOONAN# V. S. Equipment Qual i f i cation Branch. 84/04/11. 
MCKNIGHT# J. C. Office of Administration. 100pp. 24185:001. 


8404240005 NUREG-0892 805 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF WPPSS 
NUCLEAR PROJECT NO. 2. Docket No. 50-397. (Washington Public 
Power Supply System) 

* Division of Licensing. 84/04/30. 41pp, Available at NRC. 

$4.00. 24189:087. 24X Fiche: 50-397. 84/04/30. 8404240005. 


8404240014 NUREG-1056 

REPORT ON U. S. -JAPAN 1983 MEETINGS ON STEAM GENERATORS. 

* Office of Nuclear Reactor Regulation. Director. 84/04/30. 124pp. 

Available at NRC. *5,00, 24189:131. 


8404240031 Forwards draft NUREG/DR-0051 "Power Reactor Events" covering 
Nov-Dbc 1983 for review & comment. Comments needed by 840423. 

W/o end. 

HELTEMES# C. J, Director 's Of f ice. 84/04/06. ROSEN. S. L. Institute 
of Nuclear Power Operations. Ip. 24189:258, 


— 8404240032 Forwards draft NUREG/BR-0051 "Power Reactor Events" covering 
Nov-Dec 1983 for review ir. comments. Commen ts needed by 
840423. W/o end. 

HELTEMES# C. J. Director's Office. 84/04/06. LAYMAN, W. Nuclear 
Safety Analysis Center. Ip. 24189:259. 


—8404240034 Forwards draft NUREG/BR-0051. "Power Reactor Events" 
covering Nov-Dec 1983 for review St c ommen t. Comments needed 
by 840423. W/o end. 

HELTEMES, C. J. Director 's Of f ice. 84/04/06. SCHWARTZ , S, A. 
Division of Emergency Preparedness 8< Engineering Response (Post 
830103). MIRAGLIA, F. Assistant Director for Safety Assessment, 
ip. 24189:260. 


——8404240037 Forwards draft NUREG/BR— 0051 "Power Reactor Events" covering 
Nov-Dec 1983 for review & comment, Comments needed by 840423. 

HELTEMES. C. J. Director 's Of f ice. 84/04/06. MURLEY. T. E, Region 
1# Office of Director, 0 'REILLY. J, P, Region 2# Office of 
Director. KEEPLER, J. G, Region 3, Office of Director. 79pp. 

24189: 261, 


0404240043 Requests amend to confirmatory order dtd 830314 re 
NUREO-0737. Item II. 0,3,2. "Post-Accident Sampling Sys. " 

Amend necessary due to delays encountered in obtaining 
approvals of dissolved gas sampling portion of sys. 

BAYNE# J. P. Power Authority of the State of New York. JPN~84-25. 
84/04/18. VASSALLO# D. B. Operating Reactors Branch 2. 3pp, 
24180:243. 24X Fiche: 50-333, 84/04/18, 8404240043, 


8404240062 Order ruling on util motions for summary disposition of 
Contentions 24. B# 33. 45. 46 St 49. Contentions 24. B. 45 & 46 
granted & Contentions 33 & 49 granted in part. Served on 
840423, 

LAURENSON# J. A. . KLINE# J. R. , SHON, F. J. Atomic Safety and Licensing 
Board Panel, DSB 783. OL-3. 84/04/20. 29pp, 24164: 189. 24X 

Fiche: 50-322, 84/04/20, 8404240062. 


0404240140 Forwards results of evaluation re study entitled, 
"Evacuation Time Estimates for Plume Exposure Pathway 
Emergency Planning Zone.Shearon Harris Nuclear Power Plant" 

8< NUREG-0654, Time estimate adequate in all aspects. 

URBANIK# T. Texas Transportation Institute. 84/04/19. SIMMONDS# J. 
Division of Emergency Preparedness 8< Eng ine e- in j Response (Post 
830103). 2pp. 24164:184. 24X Fi ch e 0. 84/ :4/19, 0404240140. 


8404240178 NURE0-074a V04 N02 

OPERATING REACTORS LICENSING ACTIONS SUMMARY. Data as of 
February 29# 1984. (Orange Book) 

* Office of Resource Management# Director. 84/04/30, 150pp. 

24190; 001. 


8404240271 Requests that update to emergency response capability 
integrated implementation plan schedule be deferred until 
Nav 1984 to more accurately refine schedule milestones Zt 
provide greater level of scheduled activity detail. 

CLAYTON# F. L. Alabama Power Co. 84/04/19. VARGA# S. A, Office of 
Nuclear Reactor Regulation# Director. 2pp. 24165:349. 24X 

Fiche: 50-348# 84/04/19# 8404240271. 


8404240346 Provides status of NUREO-0737# Items II. D. 1# II. F. 2# 11. K. 2. 13# 
II. K. 3. 3. II. K. 3. 30# n. K. 3. 31 «< III.D. 3. 4, in response to 
NRC 840302 Itr. Util interprets NRC goals as meaning items 
listed in recent edition of NUREG-074S. 

LIDEN# E, A. Public Service Electric St Gas Co. of New Jersey. 

04/04/18. VARGA#S. A. Operating Reactors Branch 1, 3pp. 24168:353. 
24X Fiche: 50-272# 84/04/18# 8404240346. 


8404240350 Forwards comprehensive rept St schedules for proposed 
instrument upgrades# per Suppl 1 to NUREO-0737 S< Reg Guide 
1. 97. Progress of implementation 8< upgrades will be reported 
biannual ly. 

MARSHALL, J. R. Arkansas Power S< Light Co. 2CAN94e404. 84/04/13. 

EISENHUT, D. G. Division c* Li-o-cino 35pp. 24183:088. 24X 

Fiche: 50-368, 84/04/13, 


8404240388 Submits update to plans &t schedules addressing environ 
qual if ication of safety valve accoustic accelerometers Z/. 
safety/relief valve pressure switches# per NUREG-0737# Item 
II. D. 3 re valve position indication. 

SINCLAIR, J. B. Vermont Yankee r4uclear Power Corp. FVY 84-37. 
84/04/20, VASSALLO. D, B, Operating Reactors Branch 2. 2pp, 
24182:319, 24X Fi c h e ; 50-271 , 84/04/20# 8404240388. 


8404240392 Informs of effects of util general ofc work disruption due 
to 840408 electrical f ir e. NUReO-0737. Supp 1 1 Unit 2 safety 
parameter display sys safety analysis & NUREG-0737# Sup p 1 1 
update will be delayed due to word processor breakdown. 

MARSHALL# J. R. Arkansas Power & Light Co, 0CAN948401. 84/04/13. 

STOLZ# J. F. Operating Reactors Branch 4. 2pp. 24183:083. 24X 

Fiche: 50-313# 84/04/13, 8404240392. 


8404240467 Forwards safety evaluation re util responses to TMI Items 
II. F. 1.4# "Containment Pressure Monitor#" 1 1. F. 1.5# 

"Containment Water Level Monitor" & II. F. 1.6# "Containment 
Hydrogen Monitor. " Requirements met. 

VARGA# S, A. Operating Reactors Branch 1. 84/04/10. UTLEY# E, E. 

Carolina Power & Light Co. 10pp. 24197:313. 24X 

Fiche; 50-261# 84/04/10# 8404240467, 


8404250005 NUREG-0540 V06 NOl 

title LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE. January 
1-31, 1984. 

Division of Technical Information it Document Control. 84/04/30. 
599pp. 24210:184, 


8404250006 NUREG/CR-3718 

RELIABILITY ANALYSIS OF STIFF VERSUS FLEXIBLE 
PIPING - STATUS REPORT. 

LU# S. C. # CHOU, C. K. Lawrence Livermore Laboratory, FIN A-0383. 
UCID-19722. 84/04/30. Division of Engineering Technology, 44pp. 

Available at NRC. *3.75. 24202:295. 


8404260083 Forwards IE Insp Repts 50-254/84-02 8# 50-265/84-02 on 
840201-0330, No noncompliance identified, 

SHAFER. W. D. Region 3, Office of Director. 84/04/10. REED# C. 
Commonwealth Edison Co, 2pp, 24210:124. 24X Fiche; 50-254, 84/04/10# 

8404260083. 


— 8404260086 IE Insp Repts 50-254/84-02 it 50-265/84-02 on 840201-0330. No 
noncompliance or deviations identified. Ma jor areas 
inspected: operational safety# maint. surveil lance# LERs# IE 
bulletin f ol lowup . inf o notices it design changes ?< mods. 

CHRISSOTIMQS, N. Region 3, Office of Director. 50-265/84-02, 
84/04/09. 12pp. 24210:126. 24X Fiche: 50-254, 84/04/10, 8404260083. 


8404260124 Forwards "Synopsis of Issues Associated w/NUREG-0612" for 
control of heavy loads. Response to listed concerns requested 
within 30 days of Itr receipt. 

VARGA. S. A. Operating Reactors Branch 1, 84/04/09, CLAYTON# F. L. 

Alabama Power Co. 13pp, 24221:004. 24X F i ch e : 50-348# 84/04/09# 

8404260124. 


8404260126 Forwards IE Insp Repts 50-010/84-02,50-237/84-03 S# 
50-249/84-02 on 840120-0326 it notice of violation. 

8HAFER# W. D. Region 3# Office of Director. 84/04/11. REED# C. 

Com.monuealth Edison Co. 2pp. 24205:222. 24X Fiche: 50-010. 84/04/11. 
8404260126. 


—8404260145 IE Insp Repts 50-010/84-02.50-237/84-03 it 50-249/84-02 on 
840120-0326. Violations noted : fa i 1 ure to follow procedures 
to protect saf ety-re lated equipment from passible missile 
damage & to adhere to radiation protection stds, 

TONGUE# T. M. Region 3# Office of Director, 50-249/84-02. 

84/04/10. 2Spp. 24205:226. 24X Fi c he: 50-010# 84/04/1 1 . 84042601 26. 


8404260152 Motion for 14-day extension of time to respond to J Bier 
040403 motion to reopen record on Chri sta-Mar ia Contention 
9(6) re noble gas effluent monitors. Certifi cate of Svc end. 

GODDARD. R.J. Hearing Branch 3, DSB 826. 84/04/23, Atomic Safety 

and Licensing Board Panel. 3pp, 24205:096. 24X 

Fiche: 50-155. 84/04/23. 8404260152. 


8404260156 Documents util commitment to determine acceptable criteria 
re Type C leak testing i>. monitor penetrations as part of 
TMI Action Item III.D. 1.1 re leak reduction program. 

COOK.K. W. Louisiana Power it Light Co. W3P84-1115. 84/04/19. 

KNIGHTON# G. W. Licensing Branch 3. Ip. 24205:095. 24X 

Fiche: 50-382# 84/04/19,8404260156. 
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8404260204 Foruards calculation of high containment pressure trip* per 
NUREG-0737, I tern II.E, 4, 2 & Containment Sy s Branch request. 

Info should close out issue in next SSER, 

COOK.K. W. Louisiana Power .?< Light Co, W3Pe4-1114, 84/04/19. 

KNIGHTON, G. W. Licensing Branch 3. 4pp. 24207:243. 24X 

Fiche; 50-382, 84/04/19, 6404260204, 


8404260231 Responds to 840120 Itr re emergency preparedness items or 
Sea Breeze meteorological study & backup power supply to 
emergency operations facility communications sys. Summary 
of 840223 meeting &: attendance list end. 

MARTIN, T. T. Division of Engineering St Technical Programs. 84/04/19. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 5pp. 
24203:208, 24X Fi c h e : 50-21 9, 84/04/ 19, 8404260281 . 


— 8404260284 Forwards updated status of backup power supply sys to 
r--c- CP “u s-T-rati ons facility •?, c ommun i ca t ion s sys St summary 
;. ■•er-:-. study. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp, 
84/01/20. MARTIN, T.T, Division of Engineering S: Technical 
Programs 5pp. 24203:213. 24X Fiche: 50-219, 84/04/19, 8404260281, 


8404260309 Forwards IE Insp Rept 50-402/84-06 on 840305-09. No 
violations or deviations identified, 

JOHNSON, E. H, Region 4, Office of Director 84/04/03. KOESTER, G. L. 
Kansas Gas St Electric Co, 2pp. 24205:028. 24X 

Fiche: 50-482, 84/04/03, 8404260309. 


— S404260313 IE Insp Rept 50-482/84-06 on 840305-09. No violations or 
deviations identified. Major areas inspected: radiation 
protection pr ogran, inc 1 ud i ng onsite ?< offsite or gani za t i on, 
qualif ications St experience St. training. 

CHANEY, H. D. , MURRAY, D. . JOHNSON. W. D. Region 4, Office of Director. 

84/04/03. 15pp. 24205:030. 24X Fiche : 50-482, 84/04/03, 

8404260309. 


8404260312 Forwards for review, Itr to EPA describing mods to 
circulating water sys intake struct. ro di>'i;-ifd to alleviate 
problem of trash St debris, per FES ' 4 . W/o end. 

COOK, K W. Louisiana Powe. «, Light Co. W3P84-09S5, 84/04/19. 

KNIGHTON, G W. Licensing nr’.';nch 3 2pp. 24205:068 24X 

Fiche: 50-382, 84/04/19, :'f0312. 


8404260339 Discusses need to improve post-acc ident sampling sys to 
determine extent of core degradation in event of severe 
reactor accident. Post-acc ident sys meets 10 of 11 
NUREG-0737, Item 11,0.3 criteria. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS0S-84~04-052. 

84/04/24. KQBER, R, W, Rochester Gas 8, Electric Corp. 10pp. 
24204:153. 24X Fi r. he . 50-244, 84/04/24, S4042 60339, 


— 8404260346 Safety evaluation supporting licensee commitment to provide 
p lant-spec if i c procedure to estimate extent of core damage 
per NUREG-0737, Item 11. B. 3. 

Office of Nuclear Reactor Regulation, Director 84/04/24. 7pp. 
24204:156. 24X Fi ch e : 50-244, 84/04/24, 8404260339. 


8404260350 Forwards IE Emergency Preparedness Followup Appraisal Rept 
50-382/84-02 on 840130-0210. Defic iencies exist in emergency 
preparedness program. Schedule for correcting deficiencies 
requested within 30 days. 

JOHNSON, E. H. Region 4, Office of Director. 84/03/29. LEDDICK, R. S. 
Louisiana Power St Light Co. 7pp. 24203:231. 24X 

Fiche; 50-382, 84/03/29, 8404260350. 


— 8404260356 IE Emergency Preparedness Followup Appraisal Rept 
50-382/84-02 on 840130-0210. No violations noted, Major areas 
inspected; emergency preparedness, ind ud ing administration, 
train ing, i-p J ement i "1 procedures drills St exercises. 

HACKNEY, C . Pr=. = , D. J. , WISNER, C. E. Region 4, Office of 

Director. 84/03/28. 50pp. 24203:233. 24X Fiche; 50-382, 84/03/29, 

8404260350. 


8404270003 Forwards safety parameter display sys safety analysis. 
Analysis provides documentation re requirements for 
emergency response capability in response to Suppl 1 to 
NUREG-0737 Generic Ltr 82-33. 

JENS, W. H. Detroit Edison Co. EF2 - 67,808. 84/04/18. 

YOUNGBLOOD, B. J. Licensing Branch 1. 8op. 24217:350. 24X 

Fiche: 50-341 , 84/04/ 18, 8404270003. 


8404270039 Forwards application for amend to License NPF-1, consisting 
of License Change Application 100, incorpora ting TMI-related 
items per NRC model Tech Specs. 

WITHERS, B.D. Portland General Electric Co. 84/04/24. MILLER, J. R 
Operating Reactors Branch 3. Ip. 24217. 285. 24X 

Fiche: 50-344, 84/04/24, 8404270039. 


— 8404270046 Application for amend to License NPF-1. consisting of License 
^ Change Application 100, incorporating TMI-related items per 
NRC model Tech Specs. 

WITHERS, B. D. Portland General Electric Co, 84/04/24. 5pp. 

24217:286. 24X Fiche: 50-344, 84/04/24. 8404270039. 


8404270040 Discusses mods to circulating water sys intake structure per 
FES CNUREG- 0779). EPA 840418 ltr describing mods presenting 
analyses on potential environ effects & impact on EPA 316<b) 
decision end. 

COGK.K. W. Louisiana Power St Light Co. W3Pa4-0985. 84/04/19. 

KNIGHTON. G. W. Licensing Branch 3. 9pp. 24217:339. 24X 

Fiche; 50-382, 84/04/19,8404270040. 


8404270063 Forwards safety evaluation supporting Rev 1 to Westinghouse 
Owners Group "Core Damage Assessment Methodology. '* Generic 
methodology acceptable for use by licensees St applicants as 
basis to meet Criterion 2 of NUREG-0737, Item II. B. 3 
VARGA, S. A. Operating Reactors Branch 1. 84/04/10. SHEPPARD, J. J. 

Westinghouse Operating Plants Owners Group, SHEPPARD, J. J. Carolina 
Power S'. Light Co. lOlpp, 24223:145, 


8404270069 Adv'ises that detailed control room design review final rept 
does not contain all required info per Suppl 1 to 
NUREG-0737, Info re justi f ication for human engineering 
discrepancies requested. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-S4-04~026. 

84/04/13. LINDER, F. Dairyland Power Cooperative. 3pp. 24223: 142. 
24X Fiche: 50-409, 84/04/13, 8404270069. 


8404270142 Forwards Rev 0 to Procedure EDP-ZZ-00005, "Assessing Core 
Damage, " re capability of post-accident sampling sys to 
meet NUREG-0737, Item II. B. 3 criteria per SSER 4. Deletion of 
license conditions re pos t-ac c i den t sampling requested. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. SLNRC 
84-0074. 94/04/24. DENTON, H.R, Office of Nuclear Reactor 

Regulation, Director. 2pp, 24215:054. 24 X F i ch e : 50-000, 84/04/24, 

8404270142. 


8404300019 Forwards Rev 3 to response to NUREG-058S re environ 
qualif ication of electrical equipment. Rev provides general 
update to equipment tables St info requested at 840208 
meeting St 840306-08 environ qual if i cati on audit, 

TUCKER, H.B, Duke Power Co. 84/04/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 200pp. 24227:107. 24X Fiche: 50-413, 84/04/25, S404300019. 


8404300067 NUREG/CR-3507 

AN ANALYSIS OF THE NRC SAFETY GOALS FOR NUCLEAR POWER. 

FISCHHOFF/B. Decision Research, Inc. * Oak Ridge National 
Laboratory. FIN B-0424. ORNL/SUB-7576/2. 84/04/30. Division uf 

Risk Analysis S{ Operations (post 840429) 48pp, 24230' 196. 


8404300073 Notifies that parallel effort underway for design 8( const 
of condensate storage tank for tornado protection per TMI 
Item 2. E. 1, 1. Written concurrence requested to ensure vol of 
protected water sufficient to resolve Concern GL~4. 

MARSHALL. J. R, Arkansas Power St Light Co. 1CAN948404. 84/04/10. 

STOLZ, J. F. Operating Reactors Branch 4. Ip, 24225:132. 24X 

Fiche; 50-313,84/04/18, 8404300073. 


8404300089 NUREG-0473 R03 DRFT7 

STANDARD RADIOLOGICAL EFFLUENT TECHNICAL SPECIFICATIONS FOR 
BOILING WATER REACTORS. 

* NRC - No Detailed Affiliation Given. 82/09/03. 90pp. 2^230.265. 


8404300090 Forwards SER of util response to Integrated Plant Safety 
Assessment Rept (NUREG-0822) , Sect ion 4.34(3) re ventilation 
sys. Specific reactor bldg corner room ventilation sys 
unnecessary. Issue resolved. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84~04-0S4. 

84/04/26. FIEDLER, P.B. General Public Utilities - GPU Service Corp, 
3pp. 24225:159. 24X Fiche: 50-219, 84/04/26, 8404300090. 


8404300100 Requests submittal of proposed changes to Tech Specs to 
address electrical sys requirements of model Tech Specs 
(NUREG-0452. Rev 4) transmitted in NRC 800825 1 tr. Submittal ' 
should be provided within 30 days. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/24. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 24227:079. 24X 

Fiche: 50-267, 84/04/24, 8404300100. 


8404300109 Submits general & specific comments on draft NUREG/CR-3053, 
"Closeout of IE Bulletin 80-08; Exam of Containment Liner 
Penetration Welds. " 

BAER, R. L. Division of Emergency Preparedness St Engineering Response 
(Post 830103). IE8-8O-0B. 84/04/13. LOFY, R. A. Parameter, Inc. 

34pp. 24233:028. 


8404300113 Documents c lari f ications on post-accident sampling 
requirements, per NUREO-0737, Item II. B, 3 re dissolved 
hydrogen St oxygen monitoring & pH measurement of reactor 
coolant. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. SBN-648. 84/04/16. KNIGHTON, G. W. 

Licensing Branch 3. 2pp. 24225:204. 24X Fiche ; 50-443, 84/04/16, 

8404300113. 
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8404300128 Advises of 840501-04 site visit to perform in-progress audit 
of detailed control room design review per Suppl 1 to 
NUREO-0737. Draft audit plan encl 

VARGAi S. A. Operating Reactors Branch 1. 84/04/12. GIESLER# C Ui 

Wisconsin Public Service Corp. 6pp. 24230:356 24X 

Fiche: 50-305. 84/04/12, 8404300128. 


^to^Use^Lsf'^ J "Physical Qual if ication of Individuals 

jORnlw Protective Devices." Svc list encl. 

Emergency Preparedness 5- Engineering 
Yo'f Consolidated Edison Co of New 

York, Inc. 149pp. 24X Fiche: 50-000, 84/04/05, 8403140259. 


8404300135 Forwards SER re NUREG-0826, Sec t i on 4.31 on dc power sys bus 
voltage monitoring h. annunc iat i on. Ad d 1 info provided in util ^ 
830315 S< 840322 Itrs .5. testing described in 830413 Itr 
recei ved . Ad d 1 current indications unwarranted. 

CRUTCHFIELD, D Operatinc; Reactors Branch 5. LSa5-84-04-0S5 

84/04/26. COUNSIL, W 0. Connecticut Yankee Atomic Power Co Aao 
24225:233. 24X Fi c h e : 50-213, 84/04/26, 8404300135. 


8403140263 IE Info Notice 84-23, "Results of NRC-Sp onsored 
Qualif ication Methodology Research Test on Automatic Switch 
Co Solenoid Valves. " Svc list end. 

*70 Emergency Preparedness h. Engineering 

Response (Post 830103). 84/04/05. Consolidated Edison Co of New 

York. Inc. 103pp. ,^4066: 164. 24X Fiche: 50-000, 84/04/05. 8403140263. 


8404300160 Advises of disapproval of position to provide primary 
emergency operations facility w/radiation protection factor 
of 2 h. ventilation sys w/no protective features Proposal 
does not meet requirements of NUREG-0737, Su pp 1 1. 

EISENHUT, D. G. Division of : c LS05-S4-04-061 . 84/04/23 

HEIDER, L. H. Yankee Atomic c : r. : -j ::o. 4p p 24225’077 
Fiche: 50-029, 84/04/23, 8404300160. 


8404300179 NUREG/CR-3350 

LOCA SIMULATION IN THE NATIONAL RESEARCH UNIVERSAL REACTOR 
PROGRAM: Post irrad iat ion Examination Results For The Third 
Materials Experiment (MT-3). 

RAUSCH, W. N. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN D-2277. PNL-4933. 84/04/30. Division of 

Accident Evaluation. 71pp, Available at NRC. *4.50, 24233-238 


8404300192 Forwards SER re radiation monitoring for shutdown condenser 
vent, per Section 4.21,1,4 of NUREG-0827. Ac c ep tab 1 e radiation 
monitoring sys .?< procedures for detecting condenser tube 
ruptures exist. Issue resolved. 

CRUTCHFIELD, r Cc c i - v -i Branch 5. LS05-84-04-056. 

84/04/26. I. 'NDr'''' , r- :..i; !-■ iwer Cooperative. 5pp, 24225- 0 S 9 

24X Fiche: 50-''..)9 92, 


840314<}271 IE Info Notice 84-26, "Recent 
Requirements by Moisture Density Gauqe 
encl. 


Serious Violations of NRC 
Licensees. " Svc list 


GRACE, J. N, Division of 
830103). 84/04/16. C 

86pp. 24189:001. 24X F 


QA, Safeguards & Inspection Programs 
onsolidated Edison Co. of New York, 
iche: 50-000, 84/04/16, 8403140271. 


I 


(Post 

nc. 


8403140273 IE Info Notice 
Requirements by Medical 
GRACE, J. N. Division of 
830103). 84/04/17. C 

S6pp. 24163:205. 24X F 


84-27, "Recent Serious Violations of NRC 
Licensees. " Svc list end. 

QA, Safeguards S< Inspection Programs (Post 
onsolidated Edison Co. of New York, Inc. 
iche: 50-000, 84/04/17, 8403140273. 


. . . " " •’nrvciii, oerious violations Of NRC 

Logging Licensees." Svc list end. 

Safeguards & Inspection Programs (Post 
830103)^ 84/04/17. Consolidated Edison Co. of New York, Inc 

89pp. C.4163: 292. 24X Fiche: 50-000, 84/04/1 7, 8403140277. 


3 7 aeriOUS VlOiatiOHS Of NRC 

. J Licensees." Svc list end. 

030103 ^ of QA, Safeguards & Inspection Programs (Post 

830103). 84/04/16. Consolidated Edison Co, of New York, Inc 

114pp. 24X Fiche: 50-000, 84/04/16, 8403140278. 


8404300199 Forwards SER re BWR Owners Group 810331 feasibility study 
& evaluation of various actions mods which might reduce 
challenges «< failures of relief valves to achieve objectives 
of NUREO~0737, Item 11. K. 3. 16, Updated response requested, 

STOLZfU. F. Operating Reactors Branch 4, 84/04/12. BECKHAM, J T 

Georgia Power Co. 13pp, 24233.352. 24X Fiche: 50-321, 84/04/12. 

8404300199. 


"GE Magne-Blast Circuit Breaker 


8403140280 IE Info Notice 84-29, 

Problems. " Svc list end. 

Emergency Preparedness & Engineering 
Response (Post 830103 . 84/04/17. Consolidated Edison Co of New 

York, Inc. le,9pp. «l 41S8: 237. 24X Fi c he : 50-000, 84/04/ 1 7, 8403140200. 


3404300225 NUREG/CR-3740 

J-INTEORAL TEARING INSTABILITY ANALYSIS FOR 8-INCH DIAMETFR 
ASTM A106 STEEL PIPE. 

VASSILAROS, M, G, , HAYS, R A,, GUDAS, J, P. David W, Taylor Naval 
Research Development Center, FIN B-6290, 84/04/30 Division of 

Safety Technology, lOOpp, Available at NRC $4,75, 24254:135. 

8404300288 Forwards request for addl info, prior to running once- 
through integral sys test, in order to determine 
acceptability of transient & accident procedures based on 
NUREC-0737, Item I, C 1. 

STOLZ.J, F, Operating Reactors Branch 4, 84/04/16. WILGUS.W S 

Florida Power Corp. 9pp, 24253:259, 24X Fiche: 50-302, 84/04d6, 

8404300288. 


8404300363 NUREG/CR-3564 

PRESSURIZED THERMAL SHOCK: TEMPEST COMPUTER CODE SIMULATION 
OF THERMAL MIXING IN THE DOWNCOMER OF A PRESSURIZED WATER 
REACTOR. 

EVLFR.L. L, , TRENT, D.S, Battelle Memorial Institute, Pacific 
Northwest Laborator ies. FIN 3-2391. PNL-4909. 84/04/30. 

Division of Accident Evaluation. 92pp. Available at NRC, $4 SO 
24233: 144, ' ' 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8403140234 IE Info Notice 84-30, "Di screpanc i es in Recordkeeping & Matl 
Defects in Bahnson HVAC Units. " Svc list end, ^ “ 

JORDAN, E. U Division of Emergency Preparedness ?< Engineering 
Response ,P„.t S30I03| 8y04/18. Conselidatei Ediscn Co o, Neu, 

York, Int.. 117pp. c.4188:001, 24X Fi c he : 50-000, 84/04/ 18, 8403140284. 

8403140286 IE Info Notice 84-31, "Increased Stroking Time of Bettis 
Actuators Because of Swollen Ethy 1 ene-Prop y 1 ene Rubber Seals 
& Seal Set, " Svc list encl. 

JORDAN, e.L^ Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co of New 

York, Inc. 117pp, 24188:119. 24X Fiche: 50-000, 84/04/18, 8403140286. 


8404020213 Responds to approval request for info collection re grant 
provisions. Request approved through 870331 under 0MB 
3150-0107, per Paperwork Reduction Act. 

MACRAE, J. B. Office of Management 8< Budget. 0MB 3150-0107. 
84/03/21, SCOTT, S, Document Management Branch, 2pp, 22845:359, 


8404030174 Forwards final exercise rept for 820803 joint offsite 
radiological emergency preparedness exercise w/States of 
MN fy WI.No impediments to protecting public in emergency 
identified, ^ 

KRIMM, R. W. Federal Emergency Management Agency. 84/03/29, 

JORDON, E. L, Division of Emergency Preparedness Engineerinq 

^°st 830103), 2pp, 22849:066, 24X Fi ch e : 50-409, 84/03/29, 


8402090047 IE Info Notice 84-05, Rev 1, "Exercise Frequency, " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co, of New 

York, Inc. 138pp, 22933:122. 24X Fic he : 50-000, 84/03/28, 8402090047. 


8403140241 IE Info Notice 84-21, "Inadequate Shutdown Margin. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness (k Engineering 
Response (Post 830103). 84/03/28. Consolidated Edison Co. of New 

York, Inc. 85pp, 22892:145, 24X Fic h e; 50-000, 84/03/20, 8403140241 . 


B403140247 IE Info Notice 84-22, "Deficiency in COMSIP, Inc Std Bed 
Catalyst. " Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 030103), 84/03/29. Consolidated Edison Co. of New 

York, Inc 126pp. 22892:231, 24X Fiche; 50-000, 84/03/29, 8403140247, 


8404030178 Evaluation of States of MN Ik WI, Counties 
S' util 020803 small-scale joint exercise. 

* Federal Emergency Management Agency. 82/09/10. 
22849:068. 24X Fi c h e : 50-409, 84/03/29, 84040301 74. 


of Vernon 

100pp. 


Houston 


8404030341 Forwards "Interim Findings of Adequacy of Radiological 
Emergency Response Planning by State & Local Govts at 
Callaway Nuclear Power Plant," Sc State of MO 740308 Itr. 

State of MO will complete corrective actions by 840519. 

KRIMM, R.W, Federal Emergency Management Agency. 84/03/27. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103), 2pp. 22872:147. 24X Fiche: 50-483, 84/03/27. 


—8404030342 "Interim Findings of Adequacy of Radiological Emergency 
Response Planning by State 8c Local Govts at Callaway Nuclear 
Power Plant. " 

* Federal Emergency Management Agency. 83/12/13, 16pp, 

22872:149, 24X Fi c he : 50-483, 84/03/27, 8404030341. 
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8404030523 Foruards State of CA 640309 Itr re corrective action matrix 
addressing deficiencies noted at 1982 & 1983 exercises S? 

840315 update rept. Info supports adequacy of offsite 
preparedness. 

KRIMH/R.W. Federal Emergency Management Agency. 84/03/29, 

JORDAN. E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 46pp. 22865:103. 24X Fiche; 50-312. 

84/03/29, 8404030523. 


8404040169 Forwards exercise repts for LaSalle & Dresden offsite 
radiological emergency preparedness exercises conducted 
820^:*-:5 -I- 0629-30, respectively. 

KRIMM, R.W. Federal Emergency Management Agency. 84/03/26. 

JORDAN, E. L, Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 2pp. 22883:122. 24X Fi che : 50-000, 84/03/26, 

8404040169 


— 8404040175 Evaluation of State of IL, Grundy County. Kendal 1 County Si 
Will County small-scale joint emergency preparedness 
exercise plan, final rept 

Federal Emergency NnnarprFnt Agen<-i.; 82/07/30, 71pp. 

22883:192, 24X Fiche v I OC , 04/03 -J-: O-: 040169. 


8404060009 Responds to approval request for info collection re proposal 
summary sheet. Request approved through 840731 under 0MB 
3150-0108, per Paperwork Reduction Act. 

MACRAE, J. B, Office of Management Budget. 0MB 3150-0108. 

84/03/23. SCOTT, S. Document Management Branch. 2pp. 22935:256. 


8404060010 Responds to approval request for info collection re billing 
instructions for NRC cost type contracts, Request approved 
through 840731 under 0MB 3150-0109, per Paperwork Reduction 

Act, 

MACRAE, J. B. Office of Management S< Budget, 0MB 3150-0109. 

84/03/23. SCOTT, S. Document Management Branch. 2pp. 22935:258. 


8404060012 Responds to approval request for info collection re App C 
statement of cost Request approved through 840731 under 
0MB 31 50-01 10/ per Paperwork Reduction Act. 

MACRAE, J. B. Office of Management Budget. 0MB 3150-0110. 
84/03/23. SCOTT. S. Document Management Branch. 2pp. 22935:260. 


8404060013 Responds to approval request for info collection re 
billing instructions for NRC fixed price contracts. Request 
approved through 840731 under OMB 31 50-01 1 1 . p er Paperwork 
Reduction Act. 

MACRAE, J. B. Office of Management it Budget. OMB 3150-0111. 
84/03/23. SCOTT, S. Document Management Branch. 2pp. 22935.262. 


8404060014 Responds to approval request for info collection re contract 
c lauses. Request approved through 840731 under OMB 3150-0112' 
per Paperwork Reduction Act. 

MACRAE. J. B. Office of Management S* Budget. OMB 3150-0112. 

84/03/23. SCOTT, S. Document Management Branch. 2pp. 22935:264. 


8404060020 Responds to approval request for info collection re no offer 
response Request approved through 840731 under OMB 3150— 

0113. per Paperwork Reduction Act. 

MACRAE, J. B, Office of Management Budget. OMB 3150-0113. 

84/03/23. SCOTT, 3. Document Management Branch. 2pp. 22935:266. 


8404060022 Responds to approval request for info collection re general 
assignment. Request approved through 840731 under OMB 3150- 
0114, per Paperwork Reduction Act. 

MACRAE. J B, Office of Management it Budget, OMB 3150-0114. 

84/03/23 SCOTT, S Document Management Branch. 2pp. 22935:268. 


8404060025 Responds to approval request for info collection re 
contractors release Request approved through 840731 under 
OMB 3150-01 15, per Paperwork Reduction Act. 

MACRAE, J, B. Office of Management it Budget. OMB 3150-0115, 
84/03/23, SCOTT, S. Document Management Branch. 2pp 22935:270. 


8404060029 Responds to approval request for info collection re property 
cer tifi cation. Request approved through 840731 under OMB 
3150-01 16, p er Paperwork Reduction Act. 

MACRAE, J. B. Office of Management «< Budget. OMB 3150-0116. 

84/03/23. SCOTT, S. Document Management Branch. 2pp. 22935: 272. 


8404060032 Responds to approval request for info collection re small 
business S< disadvantaged business subcontracting plan. 

Request approved through 840731 under OMB 3150-0117. per 
Paperwork Reduction Act, 

MACRAE. J. B. Office of Management Budget. QMB 3150-0TT7. 
04/03/23, SCOTT. S, Document Management Branch. 2pp. 22935:274. 


8404060035 Responds to approval request for info collection re 
instructions for proposal presentation & format t>. business 
mgt & technical proposal content requiremen ts. Request 
approved through 840731 under OMB 3150-0118. 

MACRAE, J. B. Office of Management & Budget. OMB 3150-0118. 
04/03/23. SCOTT. S. Document Management Branch. 2pp. 22935:276, 


8404060038 Forwards request for OMB review it supporting statement re 
info collection requirements in 10CFR9 concerning public 
records. 

NORRY, P.(?. Office of Administration, 84/03/30. MACRAE, J, B. Office 
of Management It Budget. Ip. 22935:278. 


8404060044 Forwards request for OMB review Z>. supporting statement re 
10CFR81 concerning std specs for granting patent licenses. 

NORPY, P.G Office of Administration. 84/04/03. MACRAE, J. B. Office 
of Management it Budget, Ip, 22935:285. 


8404060129 Forwards schedule of corrective actions submitted by State 
of IL for deficiencies noted in final rept for offsite 
radiological emergency preparedness exercise conducted on 
830914. Schedule of corrective actions adequate. 

KRIMM, R.W. Federal Emergency Management Agency. 84/04/02. 

JORDAN. E. L. Division of Emergency Preparedness S,. Engineering 
Response (Post 830103). 16pp. 22920:112. 24X Fi c h e: 50-010, 

84/04/02, 8404060129. 


8404060419 Requests FEMA review of various matls used in LILCO training 
program for offsite emergency p er sonnel . Rev i ew can be used 
for response to Suffolk County contentions. Related 
corresp ondence 

REPKA, D.A. Hearing Branch 3. DSB 350. OL-3. 84/04/04, GLA-SS. S. M, 

Federal Emergency Management Agencu. Ip. 22935:080, 24X 

Fiche: 50-322, 84/04/04, 8404060419, 


8404090130 Informs of receipt of FEMA approval of State of IL emergency 
response plan it. associated local plans. Plans approved 
w/condition that adequacy of public alerting it notification 
sys be verified per NUREG-0654 criteria. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/04/03. RE£D> C. 
Commcnuealth Edison Co 2pp. 22939:097, 24X Fi c h e ; 50-254, 84/04/03, 

8404090130. 


— 8404050417 Forwards S Speck 840302 Itr providing FEMA 44CFR350 findings 
it. determination on adequacy of offsite plans i>. preparedness 
for facilities. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/16. HIND, J. A. Division of 

Emergency Preparedness ?, Operational Support. 2pp. 22939:103. 

24X Fiche: 50-254, 84/04/03, 8404090130. 


8404090148 Foruards update it. summary status of corrective actions for 
12 deficiencies reported in 811117 & 1229 memos re offsite 
emergency preparedness Deficiencies satisfactori 1 y 
resolved. 

KRIMM, R.W. Federal Emergency Management Agency, 84/04/02. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 15pp. 22939:170. 24X Fi c h e ; 50-275, 

84/04/02, 8404090148 


— 8404090153 Evaluation of Diablo Canyon Nuclear Generating Station 
821020 emergency response plan exercise. 

^ Federal Emergency Management Agency. 82/11/10. 37pp. 

22939:185. 24X Fiche- 50-275, 84/04/02, 8404090148. 


8404090288 Forwards "Joint State iy. Local Radiological Emergency 
Response Exercise For Maine Yankee Power Station," exercise 
assessment, 

KRIMM, R.W. Federal Emergency Management Agency. 84/04/04. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 2pp. 22942:282. 24X Fi ch e ; 50-309, 84/04/04, 

8404090288. 


— 8404090291 "Joint State 8, Local Radiological Emergency Response 
Exercise For Maine Yankee Power Station," exercise 
assessment. 

* Federal Emergency Management Agency. 83/10/22. 117pp. 

22942: 284, 24X Fiche: 50-309, 84/04/04, 8404090288. 


8404090353 Informs of receipt of FEMA approval of State of IL emergency 
response plan it associated local p Ians. Ap pr ova 1 conditional 
based on adequacy of public alerting & notification sys. 

PAPERIELLO, c. J. Region 3, Office of Director. 84/04/04. REED, C. 
Commonwealth Edison Co. 2pp. 22942:185. 24X Fi ch e : 50-295, 84/04/04, 

8404090353. 


— 8404090357 Forwards SW Speck 840302 Itr providing FEMA 44CFR350 
findings & determination on adequacy of offsite emergency 
response plans it preparedness. State it local plans adequate 
to protect health it safety of public. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/03/16. HIND, J. A. Division of 

Engineering. 2pp. 22942:187. 24X Fiche : 50-295, 84/04/04, 

8404090353. 
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B404090395 Ac fc receipt of FEMA 840305 Itr re final exercise 
evaluation of offsite emergency preparedness exercise 
conducted 830223 for Shelburne S: Wright Counties. MN & State 
of MN. 

PAPER lELLQ. C. J. Region 3) Office of Director, 84/04/05. 
LARSONi C. E. Northern States Power Co, 2pp, 22940-338 24X 

Fiche: 50-263. 84/04/05, 9404090395 


8404170312 Forwards emergency planning contentions filed in proceeding, 
admissibility of contentions will be filed by 
8404c.3. Related corr espondenc e. 

MOORE, J. E, Hearing Branch 1. DSB 551, 84/04/13, PERRY, S. W, 

Federal Emergency Management Agency, 2pp, 24059- 174 24X 

Fiche; 50-400, 84/04/13, 8404170312 


8404090404 Forwards evaluation of radiological emergency exercise & 
rept of observations S: recommendations of exercise repts. No 
formal schedule of corrective actions reciuested due to 
inconsequential nature of deficiencies 

martin, T. T. Division of Engineering & Technical Programs. 84/03/29. 

DALTROFF, S. L. Philadelphia Electric Co, 3pp. 22940:271 S4X 
Fiche: 50-277, 84/03/29, 8404090404. 


Planning Preparedness for Production 
Utilization Facilities Training." Forwards final rept for 
8-,0413-14 small scale joint emergency exercise 

CROUSE, R, P. Toledo Edison Co, 1037. 84/04/11 DENTON, H. R, Office 

of Nuclear Reactor Regulation, Directo-. 15pp. 24060:115 24X 

Fiche. 50-346, 84/04/1 1, 8404170367. 


8404100273 Responds to 840302 Itr re audit of ASME activities 
associated w/nuclear ac cred i tati on, M Gutierrez will be prime 
contact. Response to 830114 ?< 1020 Itrs requested. 
green, H.R. American Society of Mechanical Engineers. 84/03/06, 
POTAPOVS, U. Region 4, Office of Director, Ip, 22960:166. 


8404110073 Ack receipt of FEMA 840305 Itr associated final exercis 
evaluations on offsite portion of emergency preparedness 
exercise conducted on 831014. FEMA determined that corrective 
actions described in State of MM response adequate. 

PAPER lELLO, C, J. Region 3, Office of Director. 84/04/05. 

LARSDN, C, E. Northern States Power Co, 2pp. 22986:072 24X 

Fiche: 50-282, 84/04/05, 84041 10073, 


—8404170378 Evaluation of State of IL ^ Ottawa County small-scale joint 
emergency exercise on 830413-14, 

» Federal Emergency Manacenent Agency 83/04/19. 51pp. 

24060:130. 24X F i c h e 50-2^6 . 34 /04 1 , 8404 1 70367, 


- w. w rw-rww aMlUllUAliy or SXiepS I 

correct areas noterf i" 9:-.cr i Preparedness Appraisal 
Rep t 50-483/84-02. - : - n i -j ■- corrective actions 
contingent upon demonstrat ion of notification sys. 
PAPEPIELLQ, C. J. Region 3, Office of Director. 84/04/1,2 
SCHNELL, D F. Union Electric Co, 2pp. 24054 254 24X 

Fiche; 50-483, 84/04/12, 8404170433 


B404110560 Extends invitation to attend 840430 public meeting in 
Dethesda,MD to discuss whether further guidance needc'd re 
terms important to safety 8< safety-related as discussed in 
Generic Ltr 84-01. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. GL-84— 01. 84/04/02, OLSEN-R.C. Atomic Industrial 
Forum, 2pp. 24025:075, 


8404120080 Proposed findings of fact, c onclusi ons of law in form of 
order brief on applicant proposed findings re emergency 
planning, License authorizing full power operation should be 
issued. Certificate of Svc end, 

KARMAN. M. Hearing Branch 1. CASSIDY, B.P. Federal Emergency 
Management Agency, DSB 472. 84/04/09, 31pp, 24023:137, 24X 

Fiche; 50-482,84/04/09, 8404120060. 


84041300AO Forwards case study rept re low temp overpressure events at 
fac il ity. Related events also considered which occurred at 
other PWRs after 1979, when generic issue, "Reactor Vessel 
Pressure Protection, " resolved, 

HELTEMES, C. J, Director's Office 84/03/16. DENTON, H, R, Office of 
Nuclear Reactor Regulation, Director. 4pp 24049:059. 24X 

Fiche - 50-251,84/03/16, 8404130040 


— 8404170446 Confirms .-'r 1.--: ' -1 

before 040421, when ■■ 

exercise can be conducted. 

CARROLL, M. Federal Emergency Management Agency. 84/03/26. 

PLD3I':LT NRC - No Detailed Affiliation Given. RICE,R. Missouri, 
State of STILLER, M A, Federal Emergency Management Agency 
24X Fiche 50-483, 84/04/12, B404 170433. 


24054: 280 


-it FEMA will be notified on or 
alert H- notification 


Ip. 


84041/0509 Forwards FEMA revised interim finding rept re adequacy of 
radiological emergency response planning by state S- local 
govts to aid in emergency planning efforts Emergency 
preparedness deficiencies should be corrected. 

YOUNGBLOOD, B, J. Licensing Branch 1 84/04/02 KOESTER.G.L Kansa- 

Gas Electric Co. 2pp. 24092:038, 24X F i c he : 50-482, 84/04/02, 

7no!.no 


8404180123 Forwards State of MD emergency mgt civil defense agency 
schedule of corrective actions for deficiencies noted in 
830914 exercise of offsite radiological emergency plans. 

Region III will review actions 
KRIMM,R W. Federal 
JORDAN, E L, Divisio 
Response (Post 830103) 

84/04/12. 84041B0123 


■jv-r, 'I.i:- .igement Agency. 84/04/12. 

LT L Preparedness Engineering 
12pp. 24077:224. 24X F i c h e : 50-31 7, 


—840413-3042 Forwards case study rept re low temp overpressure events at 
facility Related events also considered which occurred at 
other PWRs after 1979, when generic issue, "Reactor Vessel 
Pressure Protection," resolved, 

HELTEMES, C. J. Director's Office, 84/03/16. WILKINSON, E, P. 
Institute of Nuclear Power Operations, 4pp. 24049:063. 24’< 

Fiche: 50-251, 84/03/16, 8404130040, 


8404180161 Forwards proposal describing FEMA intended response to 
NRC 840120 request for further evaluation of evacuation time 
estimate re traffic mgt problems Rept expected to be sent 
on 840502. 

KPIMMrR.W. Federal E.-p'-ginry Ma-iagement Agency. 84/04/12. 

JORDAN, E. L. Division if Eme.-gtfr-zc P-epared ness <U Engineering 
e40418016.r°*^ 24X Fiche: 50-293, 04/04/12, 


0404130404 IE Info Notice 84-32, "Auxiliary Feedwater Sparger Pipe 
Hanger Damage. " Svc list end, 

JORDAN. E L Division of Emergency Preparedness $>. Engineering 
Response (Post 830103), 84/04/18. Consolidated Edison Co. of New 

York, Inc. 119pp, 24195:343. a4X Fiche : 90-000, 84/04/18, 8404130404 


0404130522 Requests evaluation of response to 32 inadequacies 
legal issues identified in FEMA rept on Rev 3 to LILCO 
transition p Ian, Resp onsi by 040501 requested. 

SCl.'WENCER, A. Licensing Branch 2, 84/04/02, POLLOCK, M S. Long 

Island Lighting Co. 5pp 24044:246. 24X Fi che : 50-322, 84/04/02, 

0404130522, 


8404160130 IE Info Notice 04-33, "Main Steam Safety Valve Failures 
Caused by Failed Cotte- Pins. " Svc list end. 

JORDANiE-L, Division of Emergency Preparedness (k Engineering 
Response (Post 830103). 84/04/20. Consolidated Edison Co, of New 

York, Inc. 119pp. 24285:015 24X Fiche: 90-000, 84/04/20, 8404160130. 


8404160223 Motion to set 840420 as deadline for submission of new 
contentions re Regional Assistance Committee r evi «w. Dead I ine 
necessary so that further proceedings will not be delayed 
Certificate of Svc end, 

IRWIN, D.P. Long Island Lighting Co. IRWIN, D.P, Hunton «< Williams, 
DSB 529. OL-S. 84/04/13 Atomic Safety and Licensing Board 
Panel 7pp. 24046.208 24X Fi c he: 50-322, 84 / 04/ 13, 8404160223 


8404180179 Lists six inadequacies reducing level of offsite emergency 
preparednes s. FEMA Region X findings ?< determination on Jan 
1984 status end. 

KRIMM,R,W, Federal Emergency Management Agency. 84/04/09, 

JORDAN, E, L. Division of Emergency Preparedness Enqineering 
Response (Post 830103). 24pp. 24077-004, 24X Fic he : 50-344, 

84/04/09, 8404160179. 


8404200206 Forwards BJ Clack 840123 S, 0319 requests to exercise options 
in 44 lFR. 3S0 to clarify S40302 ltr re request for exemption 
from 10CFR50, App E, Request based on issuance of FEMA 831028 
final rept re 831013 emergency exercise. 

GUCWAiL.T, Georgia Power Co. NED”84~201, 84/04/13. DENTON, H.R. 

Office of Nuclear Reacto” Regulation, Director. 4pp. 24117:064. 

24X Fiche: 50-321, 84/04/3 3, >1:40420-3206 


0404230134 Forwards FEMA testimony on admitted emergency planning 
content ions, per ASLB 840402 order. 

MCGURREN, H. J, Hearing Branch 1. DSB 743, 84/04/16. 

MARGULIES, M. 3. I HOOPER, F. F, , LAZO, R M. Atomic Safety and Licensing 
Board Panel. Ip 34152:335. 24X Fiche; 50-41 3, 84/04/16, 8404230134, 


—0404230139 Testimony of FEMA on emergency planning contentions, 

HEARD, J. C. , HAWKINS, T. 1. Federal Emergency Management Agency, 
04/04/16, 39pp. 24152:336. 24X Fi che: 50-4 13, 84/04/16, 8404230134. 


0404230155 Response to ASLAD 840410 order for staff position on whether 
staff 821112 appeal is moot. Appeal is not mpot since FEMA 
rept on current status of offsite emergency preparedness 
does not satisfy condition. W/svc list. 

HASSELL, D.F. Hearing Branch i, DSB 741. OL. 34/04/18. 60pp. 

24155: 258 24X Fiche: 50-275,84/04/18, 8404230155. 
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8404230381 Forwards testimony of FEMA panel re Phase II of offsite 
emergency preparedness. Related correspondence. 

GLASSj S. H. Federal Emergency Management Agency. DSB 750. OL-3. 

84/04/18. LAURENSON, J. A. , KLINE, J. R. , SHON, F. J. Atomic Safety and 
Licensing Board Panel. Ip. 24162:039. 24X Fic he: 50-322. 84/04/18, 

8404230381, 


— 8404230384 Testimony of TE Baldwin, JH Keller, RB Kowieski 2/. PH Mclntire 
re Phase II emergency p lanning. Certificate of Svc end. 

BALDWIN, T, E. , KELLER, J. H. , KOWIESKI, R. B. Federal Emergency 
Management Agency. OL-3. 84/04/17. 140pp. 24162:040. 24X 

Fi Che: 50-322, 84/04/18, 8404230381. 


8404230332 Memorandum explaining Suffolk County discovery req^uests re 
FEMA S40419 tes t imo ny . No t i c es of dep osi ti on s, mot i on to 
cotnpelj application for subpoenas & request for production of 
documents end. Related correspondence. 

LETSCHE/K, J. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick, 
Lockhart, Hill, Christopher St Phillips. DSB 756. OL-3. 84/04/20. 

6pp. 24161:206. 24X Fiche: 50-322, 84/04/20, 8404230382. 


— 8404230433 Motion to compel separate appearance for 840508 & 09 
depositions of FEMA witnesses, RB Kowieski, TE Baldwin, 

PH Mclntire JH Keller. Related correspondence. 

LETSCHE, K.J. Suffolk County. NY. LETSCHE, K. J, Kirkpatrick, 
Lockhart, Hill, Christopher Phillips. OL-3. 84/04/20. Atomic 

Safety and Licensing Board Panel. 5pp. 24161:242. 24X 

Fiche: 50-322, 84/04/20. 8404230382. 


— 8404230441 Request for production of documents by FEMA re LILCO 
transition plan. Certifi cate of Svc end. Related 
correspondence. 

LETSCHE, K. J. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick, 
Lockhart, Hill, Christopher St Phillips. OL-3. 84/04/20. Atomic 

Safety and Licensing Board Panel. 6pp. 24161:274. 24X 

Fiche: 50-322, 84/04/20, 8404230382. 


8404240059 Forwards FEMA 840417 interim findings rept on adequacy of 
radiological emergency response preparedness St MP May 
840418 cover Itr. Related correspondence. 

MCOURREN, H. J. Hearing Branch 1. DSB 781. 84/04/20. 

MARGULIES, M. B. , LAZO, R. M. , HOOPER, F.F. Atomic Safety and Licensing 
Board Panel. 23pp. 24164:100. 24X Fiche: 50-413, 84/04/20. 

8404240059. 


S404240066 Forwards FEMA response to Carolina Environ Study Group & 
Palmetto Alliance i nterrogator i es to applicant & NRC re 
emergency planning contentions, first round. Related 
correspondence. 

MCGURREN, H. J. Hearing Branch 1. DSB 777. 84/04/20. GUILD, R. 

Palmetto Alliance. RILEY, J.L. Carolina £n vironmental Study Group. 
10pp. 24164:243, 24X Fiche: 50-413, 84/04/20, 8404240066. 


8404240336 Ac k receipt of FEMA S40309 Itr associated final exercise 
evaluations on offsite emergency preparedness exercise 
conducted on 840125. No imped iiTients to protecting public in 
event of emergency identified. 

PAPERIELLO, C. U. Region 3, Office of Director. 84/04/19. DOLAN, J. E. 

American Electric Power Service Corp. DOLAN, J. E. Indiana ?t 
Michigan Electric Co. 2pp. 24166:341. 24X Fi c h e : 50-315, 84/04/19, 

8404240336. 


8404260321 Forwards exercise repts prepared by FEMA for 820811 S< 830928 
exerci ses. Advises of activities taken by state &. local 
authorities to resolve all deficiencies St provide assistance 
on as needed basis. 

MARTIN, T. T. Division of Engineering St Technical Programs. 84/04/19. 

RHODE, G. K. Niagara Mohawk Power Corp. 3pp. 24204:193. 24.X 

Fiche: 50-220, 84/04/19, 8404260321. 


8404260378 Forwards FEMA 831213 interim findings on adequacy of offsite 
p lanning . FEMA Region VII regional assessment committee 
has several concerns w/plan. Util should coordinate efforts 
w/state St local authorities. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/04/13. SCHNELL, D. F. Union 

Electric Co. 3pp. 24220:339. 24X Fiche: 50-483, 84/04/13, 8404260378. 


8404260407 Discusses FEMA 840216 review of revised public info 
brochur 8. Concurs w/FEMA conclusion that ASLB recommended 
.changes & mods incorporated into revised booklet. FEMA 
memo end. 

KNIGHTON, G, W. Licensing Branch 3. 84/04/06. LEDDICK, R, 5. 

Louisiana Power St Light Co. 5pp. 24220:334. 24X 

Fiche: 50-382, 84/04/06, 8404260407. 


8404300034 Notifies that util working w/State of KS & Coffey County to 
address issues raised by FEMA interim findings rept. Revised 
state St county plans scheduled to be submitted to FEMA by 
840629. 

KOESTER,G. L. Kansas Gas St Electric Co. KMLNRC 84-069. 84/04/23. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. Ip. 
24225; 081. 24X Fiche; 50-482, 84/04/23, 8404300034. 


PR PROPOSED RULE 


8404030540 Comments on proposed rule 10CFR20 re improved personnel 
dosimetry proc ess ing. Imp 1 emen tat i on of rule would assure 
health St wealth of feu large dosimetry comp an i es, b u t do 
little to protect workers. 

GALLAGHER, R. D. Nuclear Sources St Services, Inc. 49FR1205 028. 
84/03/27. Docketing St Services Branch. 2pp. 22870:252. 


8404040193 Comments on proposed rule 10CFR20 re accred i tation of 
radiation dosimetry processors. Supports rule. 

PROCTOR, G. National Aeronautics 8c Space Admin. 49FR1205 091. 
84/04/02. Docketing 8t Services Branch. Ip. 22879:202. 


8404040198 Comments on proposed rule 10CFR20 re improved personnel 
dosimetry processing. Distinction should be made between 
profit making svc St nonprofit educ institutions St nonprofit 
hosps. 

HOLEMAN, G. R. American Association of Physicists in Medicine. 
HOLEMAN, G. R. Yale Univ. , New Haven, CT. 49FR1205 090, 84/03/30. 

Docketing St Services Branch. 2pp. 22880: 182. 


8404090366 Advises recipients of comments on proposed rule 10CFR20 
that Comment 87 duplicate of Comment 40 8c that Comment 88 
miscoded. Numbers 87 St 88 will not be used again. 

* Docketing St Services Branch. 49FR1205. 84/04/05. Docketing St 

Services Branch Ip. 22942:090. 

8404090372 Package of three comments supporting proposed rule 10CFR20 
re improved personnel dosimetry processing. 

LACKER, D. K. Texas, State of. BROWN, D. H. North Carolina, State of. 
VADFN, U. Nevada, State of. 49FR1205. 84/04/04. NUSSBAUMER, D. 

Assistant Director for State Agreements Programs. 3pp. 22942:141. 


8404110366 Comments on proposed rule 10CFR20 re improved personnel 
dosimetry processing. Recommends nonprofit institutions be 
exempt from fee when required to monitor only few workers. 

SHAPIRO, J. Harvard Univ., Cambridge, MA. 49FR1205 095. 84/04/03. 

Docketing St Services Branch. Ip. 22989:305. 


8404110370 Comments on proposed rule 10CFR50 re pressurized thermal 
shock events at commercial PWRs. Opposes rule. 

O'NEILL, J. Affiliation Not Assigned. 49FR449B 003. 84/04/04. 

Office of the Secretary of the Commission. 2pp. 22989:355. 


S404I10386 Responds to 840313 Itr expressing concern on proposed rule 
10CFR170 re revised license fee sch edu 1 e. Pr ed e termined 
ceiling or max fee will re retained for majority of 
app I ications. 

PALLADINO. N J. Commissioners 47FR52454 144. 84/04/05. 

SIMPSON, A. K, Senate, Environment St Public Works, 2pp. 22989:248. 


— 8404110387 Comments on proposed rule 10CFR170 re revised license fee 
sched ule, Opposes rule. NRC should retain fixed fees, 

GJ Catchpole 8? TG Melrose Itrs cr, p ns : -g “;tle end. 

SIMPSON, A. K. Senate, Environme’". c ®< '’uo ! i ■; Works. 47FR52454 144. 
84/03/13. PALLADINO, N. J. Commissioners. 6pp. 22989:250. 


8404160063 Comments on proposed rule 10CFR2 re policy for enforcement 
act ions. Suggests program of rigid insp St enforcement on 
permitted emissions. Emissions exceeding more than two times 
should be rated Severity 1. 

NEMETHY, E. Ecology /Alert. 49FR8583 001. 04/03/05. Docketing & 

Services Branch. 2pp. 24038:040. 


8404160084 Comments on proposed rule 10CFR50 re deletion of 820630 
deadline for environ qualification from nuclear plant OLs. 

Opposes rule. 

SIPIORA, D.E. Harvard Univ., Cambridge, MA. 49FRS445 001. 84/04/04. 

CHILK, S. J. Office of the Secretary of the Commission. 3pp. 

24040: 015. 


8404160099 Comments on proposed rule 10CFR60 re unsaturated geologic 
med ia. Proposed amend, re potential for vapor transport of 
radionuc 1 ides from underground fac i 1 ity , amb iguous 

BAThS, J. K. Argonne National Laboratory. 49FR5934 004. S4/03/30. 

Docketing 8c Services Branch. Ip, 24041:070. 


8404180136 Comments on proposed rule 10CFR20 re improved personnel 
dosimetry processing. Recommends implementation date be 
contingent upon issuance of reg guide for public comment. 

COUNSIL. W. G. Connecticut Yankee Atomic Power Co, COUNSIL, W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL, W. G. Northeast Utilities Service Co. (subs, of Northeast 
Utilities). 49FR 1205 096. 84/03/12- CHILK, S. J. Office of the 

Secretary of the Commission. 2pp. 24078:038. 
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8404180143 Comments on proposed rule 10CFR60 re disposal of high level 
radutastes in unsaturated zone. Recommends NRC direct DOE to 
examine houj rate direction of groundwater affected by 

ujithdrawal. 

VILDiD. Rhode Island, State of. 49FR5934 006, 84/04/13, 

CHILK,S, J. Office of the Secretary of the Commission. 3dd 
24075:022 


8404030476 Package of three comments supportin 
PRM— 20“14 re disposal of 1 ou concentrations 
radionuclides w/ha 1 f-1 ives equal to or less 
BRIGGS, H.C. Indiana Univ. , Bl oo.ming ton, IN 
Carolina, State of. HORROCKS, D. L. Beckman 
49FR3667, 84/03/29, Docketing & Services 

22870: 238. 


g petition for rulemak 
of 

than 100 days. 

SHEALY, H. 0. South 
Instruments, Inc 
Branch, 4pp. 


ing 


8404180149 Package of three comments supporting proposed rule i0CFR60 
re disposal of high level radiuastes in unsaturated zone. 

LANRENCE, M. J. Energy, Dept. of. LOUX, R, R. , JOHNSON, C. A Nevada, 
State of. 49FR5934. 84/04/16. CHILK. S, J. Docketing & Services 
Branch. 16pp. 24078,001 


8404180155 Comments on proposed rule 10CFR60 re disposal of high level 
radu/astes in unsaturated zone. Supports rule. 

PAT TERSON, J. D. Middle South Services, Inc, 49FR5934 010. 84/04/13 

Docketing Services Branch, 2pp. 24078:036. 


S404ieC}/’6 Comments on proposed rule 10CFR60 re disposal of high level 
raduJdstes in unsaturated zone. Supports rule. 

KLEINHANS- J, S Wisconsin, State of, 49FR5934 005. 84/04/11. 

CHILK, S.J, Office of the Secretary of the Commission Ip 
24077: 192 


8404250078 Comments on proposed rule 10CFR2 re general statement of 
policy procedure for enforcement ac t i ons , sp ec i f ica 1 ly 
"i-natl false statements, " 

WOOLEVER, E, J. Duquesne Light Co. 49FR85e3 003. 84/04/18. 

Docketing Services Branch. 2pp. 24193:291 


8404250079 Comments on proposed rule 10CFR2, Subpart H re exemptions to 
notice & comment r r "nr edur es. Opp o ses rule. 

lewis, M, I, Lewis, '■ ---L OOl 84/04/18. Office of the 

Secretary of the Commission, 2pp, 24195:001. 


supporting petition for rulemaking 
PRM C.0 14 re disposal of low concentrations of short-lived 
rad ionuc 1 ides. 

M Laboratories, Inc., Miles Research Div. 

PERRINs_, J W. , ROTHERMEL, J. D, Sandoz, Inc. 49FR3667. 84/03/30 

Docketing Services Branch, 9pp, 22870:263. 


8404030541 Comments 
nonphysicians to 
Petitioner commen 
gain rather than 
MARTIN, N. D. R-ntt 
84/03/23. C;; ■. 


on petition for rulemaking PRM-35-5 to allow 
use bone mineral analyzer iD/Gd-153. 
ts superficial 2, directed toward economic 
pa t i en t care. 

■''riJical Center, Kettering, OH. 49FR8621 007. 
r Si Records Branch. Ip, 22870:254, 


8404030544 Comments on petition for rulemaking PRM-35-5 re limiting use 
of byproduct mat! to persons trained in use & potential 
hazard. Recommends use fay qualified physicians only. 

Southwestern Michigan Health Care Association. 

49FR8m21 005. 84/03/23, Office of the Secretary of the 

Commission, Ip. 22870:242, 


comments opposing petition for rulemaking 
PRM-35-5 re governing use of radioactive matl to permit any 
health prof , w/ap p ropr iate training, to obtain license to use 
diagnostic device containing Gd-153. 

BRIERE, R. 0. Chippenham Hosp, Chippenham, VA. WAHNER, H. W. , BROWN, M, L 
Mayo Clinic, Rochester, MN 49FR8621. 84/04/02. CHILK, S. J. 

Office of the Secretary of the Commission. 4pp. 22879:208. 


8404250082 Comments on proposed rule lOCFRllO re 1 iberali zation of 
controls on Np-237. Recommends no general license for export 
of matl be issued because of potential value of matl to DOE 
MORGAN, R.L. Energy, Dept, of, 49FR7572 004. 84/04/12. Docketing 

& Services Branch, Ip, 24194:090. 


8404250036 Package of two comments supporting proposed rule 10CFR60 
re disposal of high level radwaste in unsaturated zone, 

MOOS.D.W, Wflshi'’ 3 tc- State of, HIRSCH, A. Environmental Protection 
Agency, * 7 :;9 r. i/04/20. PALLADINO, N J. Commissioners, 6od 
24192:190 


8404250099 Comments on proposed rule 10CFR60 re disposal of high level 
radwaste in unsaturated zone 

BLANCHARD, D, Interior, Dept of, 49FR5934 013. 84/04/20. 

CHILK-S.J Office of the Secretary of the Commission, 6pp 
24192:202, 


8404250093 Comments on proposed rule 10CFR50 re environ qual if i cation 
of electric equipment & policy statement on environ 
qual if ication. Operation ?y enforcement would be safer if 
intervenor required -iy paid to be on each nuclear site. 

LEWIS, M, I, Lewis, M. 49FR8445 002. 84/04/23. Office of the 

Secretary of the Commission, 3pp, 24192:183. 


8404250169 Comments on proposed rule lOCFRllO re export S< import of 
nuclear equipment, Opposes rule. Changes seem designed to 
accommodate bureaucratic convenience S, ease administrative 
burdens by eliminating o- ' ('.i -ic -I'v!*-,.-® on licensing, 

LEVENTHAL, P L, Nuclear : >■ s r « 49FR7572 002, 84/04/17, 

Docketing Services Branch. 15pp. 24192:028, 


8404250177 Comments on proposed rule 10CFR2 re revised general 
statement of policy procedure for enforcement actions, 
specifically "matl false statement, " Statement should be 
applied only to written statements under oath, 

BRADBURY, R, B. Stone Webster Engineering Corp. 49FR8583 002. 
84/04/13. Docketing Services Branch, 2pp, 24192' 022. 


8404250184 Comments on proposed rule lOCFRllO re export «< import of 
nuclear equipment S' matl Concurs u/Commission view that 
proposals would not affect existing rigorous controls over 
export of proliferation-sensitive nuclear commodities, 

GRAHAM, F, W, Atomic Industrial Forum, 49FR7572 003. 84/04/17, 

Docketing Services Branch, 2pp, 24192:171. 


PRM PETITION FOR RULEMAKING 


8404040191 Comments on petition for rulemaking PRM-20-14 re proposed 
rev to 10CFR20. 307, r eg u la t i on s for transp or ta t i on of 
radioactive matls. Supports petition, Low activities on dry 
solid waste should be included in rev, 

SLACK, 8. T. , COLLINS, W E. West Uirginia Univ. Medical Center, 

. WV, 49FR3667 040, 84/03/28. Docketing 8< Services 

22879:197. 


comments supporting petition for rulemaking 
PRM-c.0-14 re disposal of short-lived radi on uc 1 i des. 

GLEASON, R. P. , LAPRADE, M, H, Smith College, KASE, K. R. Harvard 
Medical School, Boston, MA, 49FR3667. 84/04/02, Docketing & 

Services Branch 8pp. 22880:210. 


8404040197 Comments on petition for rulemaking PRM-20-14 re regulations 
for transportation of radioactive matls. Ana lysis of risks 
associated w/proposed disposal methods for short half-life 
wastes while in transport should be included, 

ROBERTS, A I Transportation, Dept, of, 49FR3667 039. 84/04/02. 

CHILK, S. J. Docketing Services Branch. 2pp. 22879:203. 


8404040«.00 Comments on petition for rulemaking PRM-20-14 re disposal of 
short-lived rad ionuc 1 i des Supports petition, Application for 
amend to Matl/Syproduct License 06-00183-03 end. 

H0LEMAN,G. R. American Association of Physicists in Medicine. 
HDLEMANiG. R, Yale Univ., New Haven, CT, 49FR3667 034, 84/03/30 

Docketing Services Branch. 23pp, 22880; 184. 


•8404040202 Application for amend to Matl/By product License 06-00183-03, 
authorizing disposal of radionuclides, w/half-lives of less 
than 100 days, contained in liquid scintillation media & 
animal carcasses. 

HOLEMAN.G, R. Yale Univ,, New Haven, CT, 83/08/11. 3pp. ■ 

22880 207. 


84040402.05 Comments on petition for rulemaking PRM-20~14 re disposal of 
low level radwaste matls, Steps must be taken to ensure that 
any affected licensee will not be subj to two sets qf 
regulatory controls, 

LOKEN, II. K, , HILTS, S. V, American College of Nuclear Physicians. 
49FR3667 033. 84/03/30. Office of the Secretary of the 

Commission. 2pp. 22880:223, 


8404040207 Comments on petition for rulemaking PRM-20-14 re add! 
options for disposal of very low concentrations of 
short-lived radionuclides, Supports rule. 

CONRAD, H. R. Ohio State Univ., Columbus, QH, 49FR3667 041. 
84/03/30. FELTON, J. M. Division of Rules and Records. Ip. 
22880: 225. 


8404030358 Comments on petition for rulemaking PRM-35-5 re amend to 
present regulations governing human uses of byproduct matl, 

Recommends authorized users be under direction of licensed 
physician, 

SAMUELSON, D. R. NuPath, P C. 49FP8621 006, 84/03/26. Docketing ic 

Services Branch, Ip, 22863:128. 


8404040209 Requests copy of petition for rulemaking PRM-35-5. Pat ient 
should receive at least 1 wk radiation training, including 
risk/benefit consideration, before exposures in excess of 
0. 1 rem allowed to critical organ. 

BIMBER, R. M Affiliation Not Assigned. 49FR8621. 84/03/26. 

Division of Rules and Records, ip, 22880; 307. 
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8404110288 Comnents on petition for rulemaking PRM-35-5 re training in 
radiation physics instrumentation. radiation biology & 
radiation protection. Opposes petition. Amount of training 
inadequate. 

MECKELNBURG. R. Meckelburg. R. L. MD. 49FR8A21 Oil. 84/03/27. 
Office of the Secretary of the Commission. Ip. 22985:043. 


8404110379 Comments on Univ of Utah petition for rulemaking PRH-20-14 
re short-lived rad i onuc 1 i des. Supports request re 
declassification as de minimus. 

EVDQKIMOFFj U. Boston Univ. Medical Center. Boston. MA. 49FR3667 
042. 84/04/02. Docketing S- Services Branch. Ip. 22989:301. 


— 8404110382 Application for amend to License 20-02215-01. to declassify 
certain forms of raduaste as being de minimus S« disposable 
by ordinary means. 

EVDOi^IMOFF, V. N. Boston Univ. Medical Center. Boston. MA. 

83/06/13. 3pp. 22989:302. 


8404120295 Comments on petition for rulemaking PRM-20-14 re disposal 
of short-lived radi onuc 1 i des. Sup ports petition as long as 
NRC broadens latitude in choosing how to dispose of 
hazardous waste. 

HOLEMAN.G. R. Yale Univ., New Haven. CT. 49FR3667 043. 84/04/05. 

Docketing Services Branch. 3pp. 24012:079. 


8404160113 Comments on petition for rulemaking PRM-35-5 re 
1 iberal i lation of requirement to use sealed source Gd— 153 
in bone mineral analyzer. Petition should be denied. 

MYERS. R.W. Mercy Hosp. . Sacramento. CA. 49FR8621 012. 84/04/05. 

CHILK, S. U. Office of the Secretary of the Commission. 4pp. 

24039: 318. 


8404160119 Comments on petition for rulemaking PRM-35-5 re use of 
bone mineral analyzer containing Gd-153. Ob j ects to petition. 
DRUM, D. E. Brigham Women's Hosp., Boston, MA. 49FR8621 013. 
84/04/04. Correspondence Zt Records Branch. Ip. 24041:067. 


8404180172 Package of two comments opposing petition for rulemaking 
PRM-35-5 re human uses of byproduct matl to permit any 
health prof to obtain license. 

Y0BBAGY,J. J. St, John's Medical Center, Steubenville. OH. 

BARNETT. C. A. Vet. Admin, Hosp,. Martinez. CA. 49FRe621. 84/04/16. 

Docketing Zt Services Branch, 3pp. 24076:344. 


8404250087 Comments on petition for rulemaking PRM~35-5 re use of 
medical devices containing radioactive source fay trained Ss 
experienced physicians, Only health profs, w/appropriate 
training, should be allowed to use byproduct matl. 

ABEL.N, M. Affiliation Not Assigned. 49FR8621 016, 84/04/10. 

Correspondence it Records Branch. 2pp. 24192: 179. 


8404250098 Comments on petition for rulemaking PRM-35-5 re use of 
Gd-153 bone mineral analyzers by non-physic ians. Opposes 
petition. 

MAZESS. R. B. Lunar Radiation Corp. 49FR8621 018. 84/04/18. 

Docketing Services Branch. 3pp, 24192:199. 


8404250117 Comments on petition for rulemaking PRM-35-5 re human uses 
of by-product matl related to specific medical diagnostic 
device containing radioactive source. Opposes rulemaking. 

ROBINSON, R. G. Kansas, Univ. of, Laurence, KS. 49FRS621 017. 
84/04/16. Correspondence & Records Branch. 2pp. 24192: 181. 


8404250132 Package of two comments opposing petition for rulemaking 
PRM-35-5 re use of 153Gd photon absorfatiometry by 
non-phy sicians. 

BEILER, D. D. Pennsylvania Radiological Society. BLACK, R. E. Mt. 
Sinai Hasp., Milwaukee, WI, 49FR8621. 84/04/23. Docketing & 

Services Branch. 3pp. 24192: 208. 


PROJ PROJECTS - PREDOCKET LICENSING 


8404090476 Ack receipt of comments re seismic analysis for West Valley 
Demonstration Project. 

HANNUMf W. H, Energy, Dept, of, Idaho Operations Office. 23370, 
84/02/15. CLARK, A. T. Advanced Fuel Spent Fuel Licensing Branch, 
Ip. 22972:358, 


8404100489 Forwards addl info & clarification to questions raised re 
low level waste form recommendation. TRU assay & WVDP 
long-term radwaste mgt plan. 

HANNUM, W. H. Energy, Dept, of, Idaho Operations Office. 23346. 
84/02/09. CLARK, A. T, Advanced Fuel & Spent Fuel Licensing Branch. 
34pp, 22981:313. 


8404100493 Notifies of second update 840306 meeting on contamination 
in monitoring wells located adjacent to NRC disposal 
area of West Valley Demonstration Project site to discuss 
recommended action to mitigate migration problem. 

HANNUH. W. H. Energy. Dept, of, Idaho Operations Office. 23393. 
84/02/22. CLARK, A. T. Advanced Fuel & Spent Fuel Licensing Branch. 
2pp. 22977:356. 


8404110429 Forwards WVDP low level & transuranic waste assay 
methodology. 

HANNUM. W.H. Energy. Dept. of. 23459. 84/03/13. CLARK. A. T. 

Advanced Fuel St Spent Fuel Licensing Branch. 15pp. 24006:214. 


8404110431 Forwards response to NRC comments on "Transuranic Waste 
Certif ication Program Plan for WVDP. " for info S< 
c lar if ication. 

HANNUM. W.H. Energy. Dept. of. 23458. 84/02/23, CLARK. A, T. 

Advanced Fuel St Spent Fuel Licensing Branch. 5pp. 24006:209. 


8404110573 Informs that matl provided in 831031 Itr re advanced PWR 
Pretendering Module 10 auxiliary electrical power sys St 
831230 Itr re advanced PWR Pretendering Module 11 plant 
layout will be treated as pr opr i etary . w/1 i s ted exceptions. 

THOMAS. C. 0. Standar d i zat i on Zt Special Projects Branch. 84/03/26. 
RAHE. E, P. Westinghouse Electric Corp. 3pp. 24025:063. 


8404130061 Forwards waste form criteria for disposal of low level maste 
at West Valley Demonstration Project. Criter ia meet 10CFR61 
requirements & will be documented in procedures. 

HANNUM. W.H. Energy. Dept. of. 23438. 84/03/02. CLARK, A. T. 

Advanced Fuel Zt Spent Fuel Licensing Branch. Upp. 24048:349. 


PT21 NQNCOMPLIANCE REPORTS A.ND RELATED CORRESPONDENCE 


8404030318 Part 21 rept re failure of Siemens Health Physics Svcs solid 
state neutron dosimeters to measure fast neutrons. Exposure 
test program procedure valid. Test results & supporting 
documentation end. 

WILSON, W.E. Washington State Univ,. Pullman. WA. 84/03/16. 

SCARANO, R. A. Division of Radiological Safety Zt Safeguards Program. 
12pp. 22863:026. 24X Fi c h e : 50-027, 84/03/ 1 6. 8404030318. 


8404030463 Third interim deficiency rept re electical separation inside 
mutiple div junction •!.! pull b o x es. Ini t ial 1 y reported on 
830721. Design basis criteria Zt barrier configurations 
estab lished. Also reportable per Part 21. 

CURTIS. N.W. Pennsylvania Power Zt Light Co. PLA-2074. 84/03/20. 

MURLEY, T. E. Region 1. Office of Director, 8pp. 22869:286. 24X 

Fiche: 50-38S. 84/03/20. 8404030463. 


8404050062 Final deficiency rept re failed large expansion valve 
control unit for water chiller in auxiliary bldg air 
conditioning sys mfg by Dunham-Bush. Initial ly reported on 
820727. Also reported per Part 21. 

MILLS.L.M. Tennessee Valley Authority. 84/03/26. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 22900:302. 24X 

Fiche: 50-438, 84/03/26. 8404050062. 


8404050123 Second interim deficiency rept re overtorqued studs orr 
Borg-Warner gate valve motor operators. Initially reported on 
831121. Vendor C3rti”uir:; review of affected drawings for 
identification o- cw-i.-t-r- valves. Part 21 applicable. 

MILLS.L.M. Tennessee Valley Authority. 84/03/23. 0 'REILLY, J. P . 

Region 2. Office of Director. 2pp. 22927:340. 24X 

Fiche: 50-438, 84/03/23. 8404050123. 


8404050131 Final Part 21 Zt. deficiency repts re welding defects ort 
Class IE 6.9 kV circuit breakers supplied by Siemens-Al 1 is. 

Inc. Initially reported on 830311. Class IE breakers returned 
to vendor Zt future insp initiated. 

PARSONS. R. M, Carolina Power Zt Light Co. 84/03/29. 0 'REILLY, v/. P. 

Region 2, Office of Director. 4pp. 22900: 067. 24X 

Fiche: 50-400. 84/03/29. 8404050131. 


8404050217 Fourth interim deficiency rept re flex hose connections not 
qualified. Initially reported on 821027. Ana 1 y si s problems 
reassigned to Gilbert Commonwealth Co to incorporate recent 
operating mode changes. Also reportable per Part 21. 

MILLS.L.M. Tennessee Valley Authority, 84/03/28. 0 'REILLY. J. P. 

Region 2, Office of Director. Ip. 22900:236. 24X 

Fiche: 50-438. 84/03/28. 8404050217. 


8404060099 Second interim deficiency rept. Item 152 re Capstan spring 
tang failure of Pacific Scientific Co mechanical shock 
arrestors. Initially reported on 831108. Final rept expected 
by 840930. Also reportable per Part 21. 

PARSONS, R.M. Carolina Power Zt Light Co. NRC-201. 

O 'REILLY, J. P, Region 2. Office of Director. 4pp. 

Fiche: 50-400, 84/03/30, 8404060099. 


84/03/30. 

22920:294. 


24X 
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8404060172 Fourth interim deficiency rept, Item 41 re failure of reactor 
protection sys following secondary high energy line break 
(steam generator ref leg heatup). Initially reported on 
800707, Reported per Part 21 by Westinghouse in June 1979. 

PARSONS, R.M. Carolina Power Light Co. NRC-202. 84/03/30. 

0 ^REILLY, J. P, Region 2, Office of Director, 4pp. 22926:031. 24X 

Fiche: 50-400. 84/03/30, 8404060172. 


8404060236 Final Part 21 rept re Limitorque motor defect encountered 
during failure of Model SMB-4 to close safety-related valves 
on 830602 S/ 0803. Mods performed per vendor recommendations & 

INPO Procedure PMP2-2G-25, Rev OB. 

BECKHAM, J. T, Georgia Power Co. NED-84-074. 84/03/30. DEYOUNG, R C. 

Director's Office, Office of Inspection and Enforcement. 3pp. 
22929:355. 24X F i c h e : 50-366, 84/03/30, 8404060286. 


8404090279 Final Part 21 Rept PRD-84/01 re incorrect installation by 
Brown Boveri of 30-volt dc 22 microfarad capacitor in solid 
state trip unit, Initially reported on 840105. Defective trip 
unit rep laced. 

MCGAUGHY, J. P. Mississippi Power Light Co. PRD-84/01, 84/03/30 

0 'REILLY, J. P, Region 2, Office of Director, 5pp. 22943:049. 24X 

Fiche: 50-416, 84/03/30, 8404090279, 


8404090312 Significant deficiency rept re inadequate backup electrical 
protection of some control level electrical penetration 
assembly circuits. Initially reported on 831219. Bechte 1 
drawings revised Also reportable per Part 21, 

FOSTER, D.O. Georgia Power Co. GN-334 84/03/29, 0 'REILLY, J. P. 

Region 2, Office of Director, 6pp. 22939:312, 24X 

Fiche: 50-424, 84/03/29, 8404090312. 


8404090326 Interim deficiency rept re cracking in base metal of angle 
fittings used on Class IE electrical raceways HVAC 
supports Initially reported on 840206. Final rept expected 
prior to initial c r i t i ca 1 i t y , A1 so reportable per 10CFR21. 

CURTIS, N. W, Pennsylvania Power .?< Light Co. PLA-2120. 84/03/07. 

HURLEY, T. E, Region 1, Office of Director 4pp, 22942:071. 24X 

Fiche. 50-388. 84/03/07, 8404090326. 


0404090346 Interim deficiency rept re excessive wear in linear 
converter shaft gui d es , I n 1 1 la 1 1 y reported on 840228. 

Conflicting info will be reconciled in i nve s t i gat i on. Ne x t 
rept by 840709, Also reported per Part 21. 

COOK, J W. Consumers Power Co 28057, 84/03/29. KEPPLER, J, G. 

Region 3< Office of Director. 14pp, 22942:015. 24X 

Fiche 50-329, 84/03/29, 8404090346, 


8404090348 Final Deficiency Rept U-70 re emergency diesel generator B 
keepuarm lube oil pump PKJ03B mfg by Colt. Caused by 
misalignment of rotors. Rep lacement parts obtained proper 
alignment will be checked Also reported per Part 21. 

SCHNELL, D F Union Electric Co. ULNRC-780. 84/03/28, KEPPLER, J. G. 

Region 3, Office of Director. Ip. 2,2942:014. 24X 

Fiche: 50-483, 84/03/28, 8404090348 


8404090375 Interim deficiency rept re linear converters furnished by 
Pacific Air Products, Init ial ly reported on 840213. Vendor 
investigation of possible causes of excessive wear underway. 

Also reportable per Part 21. Next rept by 840730. 

MANGAN, C. V. Niagara Mohawk Power Corp, 8139. 84/03/08. 

STAROSTECKI, R. Division of Project & Resident Programs. 8pp. 
22940 241 24X Fi c h e ■ 50-000, 84/03/08, 8404090375. 


8404090454 Part 21 rept re two failed fuel oil filter differential 
pressure swi t c h e s . Ca us ed by pressure pulsation on low 
pressure side of swi tc h . Swi tc h replaced. 

MORIARTY.J M Colt Industries, Inc. 84/03/28. . KEPPLER, J. 0. Region 
3, Office of Director. 2pp. 22936:051. 24X Fiche : 50-000, 84/03/20, 

8404090454. 


8404100166 Final deficiency rept for Unit 1 interim rept for Unit 2 
re calculated max temp for main feedwater movement guides 
exceeding original design limitation for concrete within 
auxiliary bldg G-line wall. Also reportable per 10CFR2i. 

MCGAUGHY, J, P. Mississippi Power & Light Co. PRD-84105. 84/04/02. 

O'REILLY, R. Region 2< Office of Director, 5pp. 22964:015, 24X 

Fiche: 50-416, 84/04/02, 8404100166. 


8404100398 Revised final deficiency rept re ambiguous outputs from 
Barton pressure transmitters in RCS, Initial ly reported on 
820409. RCS wide-range pressure transmitters will be added, 

Also reportable per Part 21. 

MILLS, L, M. Tennessee Valley Authority. 84/04/03. 0 'REILLY, J. P. 

Region 2, Office of Director, 4pp. 22967:359, 24X 

Fiche; 50-390, 84/04/03, 8404100390, 


8404120307 Part 21 rept re abnormal wear on linear converter units mfg 
8< furnished to power generating faci lities. Caused by 
actuator hunting. All customers provided field lubrication 
procedure. 

DODSON, J. P. Pacific Air Products Co. 84/03/28. Director's 
Office, Office of Inspection and Enforcement, 15pp. 24022: 164. 24X 

Fiche - 50-000, 84/03/28, 8404120307. 


8404130014 Sixth interim deficiency rept, Item 61 re defective valve 
springs mfg by Transamerica DelavaliInc ( TD I ) on diesel 
engines. Initially reported on 810828. TDI removed defective 
springs. Final rept by 840908. Also reported per Part 21. 

PARSONS, R.M, Carolina Power Light Co. NRC-203. 84/04/02. 

O'REILLY, J, P, Region 2, Office of Director. 4pp. 24030:250. 24X 

Fiche: 50-400, 84/04/02, 8404130014. 


8404130267 Part 21 rept re error in ADLPIPE computer program affecting 
design of nuclear reactor under specific circumstances. 

Sample Itr sent to clients using computing svcs end. 

HOCHFELDER, E. University Computing Co. 84/01/12. COLLINS, J. T. 
Region 4, Office of Director. 3pp. 24029: 190. 


8404160007 Final Part 21 rept for Unit 1 & interim rept for Unit 2 
re potential defect in spare piston skirt castings. 

Initially reported on 840402. Caused by improper heat 
treating during mfg. Next rept expected by 841005. 

MCGAUGHY, J. P, Mississippi Power t-. Light Co. PRD-S4-06. 84/04/06, 

O'REILLY, J, P. Region 2, Office of Director. 5pp. 24043:086. 24X 

Fiche: 50-416, 84/04/06, 8404160007. 


8404160102 Second Interim Deficiency Rept DDR 2209, Item 149 S< Part 21 
rept re Transamerica Delaval engine mounted fuel oil lines 
emergency diesel engine generator sets. Insp of fuel oil 
clamps S', brackets will be made. Next rept by 841031. 

PARSONS, R.M. Carolina Power Light Co, 149. 84/04/06, 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 24042:239. 24:< 

Fiche: 50-400, 94/04/06, 8404160102. 


0404160117 Final Deficiency Rept PRD-S4/04 for Unit 1 S, interim Rept 1 
for Unit 2 re failure of deluge valves mfg by Automatic 
Sprinkler Corp of Amer i ca. In itia 1 1 y reported on 840319. 

Also reportable per Part 21 for Unit 1. 

MCGAUGHY, J. P. Mississippi Power St Light Co. AECM-84/0212, 

84/04/06. O'REILLY, J.° 3 Of-ei-n of Director. 5pp. 

24041:062. 24X Fi c h e : ; 4 ■ , I'i. C-: ; 0 : I 7. 


8404160145 Part 21 rept re failure of Crosby IMF-2 solenoids supplied 
by GE. Initially reported on 840403. Licensee GE jointly 
developed test procedures to bench test spares solenoids 
qn both units. Testing complete on Unit 1, 

KENYON, B, D. Pennsylvania Power Sy Light Co. PLA-2166. 84/04/09. 

MUPLEY, T. E, Region 1, Office of Director. 2pp. 24038:042. 24X 

Fiche: 50-387, 84/04/09, 8404160145 


8404170006 Second interim deficiency rept re fuel oil line rupture in 
TDI generators. Initially reported on 031121 . Sh ield will be 
installed between fuel line turbocharger exhaust gas inlet 
to prevent fuel i gn i t i on. A1 so reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/04/06. 0 'REILLY, J. P. 

Region 2, Office of Director, 2pp. 24051:094. 24X 

Fiche: 50-438, 84/04/06, 8404170006. 


8404170064 Part 21 rept re power supplies for IE annunciators 
IJ RKB-UA~2D &( 1J-RKB-UA~4E found superimposing ac spikes 
onto 125~volt dc bus "Pi" filter installed on dc input 
lines ?< filter circuit added. 

MORRIS, J.L, Beta Products. 83/12/20, COLLINS, J. T, Region 4, 
Office of Director, 2pp 24059:328, 24X Fi c h e : 50-528, 83/12/20, 

8404170064, 


8404170181 Second interim deficiency rept re base metal cracking in 
angle fittings. Initially reported on 840206. Angle fittings 
added to defective device list St conduit installation spec 
revised, Also reportable per 10CFR21, 

CURTIS, N. W, Pennsylvania Power S< Light Co, PLA-2140. 84/03/22. 

MURLEY, T, E. Region 1, Office of Director. 10pp. 24050:113. 24X 

Fiche; 50-388, 84/03/22, 8404170181. 


0404170296 Part 21 rept re valve stem bushing found loose on valve 
stem, preventing governor valve from fully closing to control 
turbine. Bushing will be staked to lock in place if installed 
Jk replacement guides will be sent to customers. 

THEROUX, R.R. Terry Corp. 84/04/09. EBMETER, S. Region 1, Office of 
Director, 6pp. 24060:247, 24X Fiche: 50-000, 84/04/09, 0404170296. 


8404170395 Final Deficiency Rept SDR 83-06 re check valves mfg by 
Anchor/Dari ing. Initially reported on 830323. Arrangements 
currently underway to correct, repair or rework eight valves 
at each site. Item reported per Part 21 by vendor on S3C331. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. SDR 
83-06. 03/04/20, KEPPLER, J. 0 Region 3, Office of Director. 2pp. 

24062:182. 24X Fi c h e : 50-000, 83/04/20, G4041 70375. 


8404170419 Updated Part 21 rept re failure of IEEE-323 qualification 
program of post-LOCA hydrogen recombiner component, Time 
delay relays & jumper will be removed from relay contacts. 

EHPEY, D. C. Rockwell Internationa 1 Corp. B3ESG-2378. 83/05/05 

COLLINS, J, Region 4, Office of Director. 5pp. 24054:336. 24X 

Fiche; 50-000, 83/05/05, 8404170419. 
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8404170427 Part 21 rept re failure of circuit breakers during environ 
testing. Test results indicate that temp sensitivity problem 
may be generic to all ITE Imperial Coro th ermal~magnetic 
circuit breakers calibr for 40 C svc. 

EMPEY, 0. C. Rockwell International Corp. B3ESG-3401. 83/05/27. 

COLLINS, J,T. Region 4, Office of Director. 6pp. 24054:330. 24X 

Fiche: 50-000, 83/05/27, 8404170427. 


8404170440 Part 21 rept re circuit breaker failures during rE£E-323 
elevated temp testing re ciua 1 i f icat i on of ESG hydrogen 
recombiners. Spec if ic magnetic-only breakers identified to 
replace thermo-magnetic breakers. 

E}1PEY,D.C. Rockwell International Corp. 83ESG-3402. 33/05/27. 

COLLINS, J. Region 4, Office of Director. 5pp, 24054:314 24X 

Fiche: 50-000, 83/05/27, 8404170440. 


8404170445 Rept re emergency diesel generators control panels 
Nonctual if ied component, States Co Type M-25004 sliding link 
terminal block actually installed in panels, similar to what' 
drawings call for. Field change proposed. 

MIETZ.G. 0. RTE-Delta Corp. 83/12/20. Director's Office. Office 
of Inspection and Enforcement. 6pp. 24063.289. 24X 

Fiche: 50-445, 83/12/20, 8404170445. 


8404170461 Forwards "Reporting of Defects Noncomp liance, 10CFR21. " 
HEMPHILL, J, Argo Packing Co., Inc. 83/10/12. Region 4, Office of 
Director. Ip. 24054:342. 


— 8404170468 "Reporting of Defects 8< Noncompl iance, 10CFR21. " 

* Argo Packing Co., Inc. 090804, 83/09/01. 22pp. 24054:343. 


8404170471 Part 21 rept re appropr lateness of use of Viton elasto.mer as 
seal matl in recombiner app 1 ication. Viton seal issue not 
reportable per Part 21 , Insufficient data exists to 
de.monstrate full confidence in seals, 

EMPEY, D. C Rockwell International Corp. S3ESG7330. 83/12/19. 

COLLINS, J, Region 4, Office of Director. 3pp. 24059:109. 24X 

Fiche; 50-000, 03/12/19, 8404170471. 


8404200236 Rev 1 to Final Deficiency Rept DER 83-43 re improper crimp 
terminations in 12 Harlo Corp cabinets. Initially reported on 
830708. Cond i ti on corrected by dispositioning SE-1574 as 
rework. Also reportable per Part 21. 

VAN BRUNT,E. E. Arizona Public Service Co. ANPP-29272-BSK/. 
84/04/10. BISHOP, T, W. Division of Resident, Reactor Project & 
Engineering Programs. 4pp, 24114:196. 24X Fiche: 50-528, 84/04/iO, 

8404200236. 


8404200287 Part 21 rept re broken engine driven lube oil pump discharge 
nozzle boss. Caused by overtorq,uing of tapered thread 
adapter, Adap ter changed to straight threads w/undercut, 

MORIARTY, J. M. Colt Industries, Inc. 84/04/09. KEPPLER, J. G. Region 
3, Office of Director. 2pp. 24115:333. 24X Fiche: 50-322, 84/04/09, 

8404200287. 


8404200323 Part 21 rept re silicon controlled rectifiers in ITE (Brown 
Boveri) solid state trip devices of Type K-600S-K-2, OOOS, 

K-3,OOOS & K-4, OOOS circuit breakers. Reported in Jan 1984 
by Philadelphia Electric Company for Limerick. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Bovsri Co., Ltd. ). 
gd/04/16. Record Services Branch (Document Control Desk). 4pp. 
24114:161. 24X Fiche : 50-000, 84/04/16, 8404200323. 


8404230197 Final Deficiency Rept U-65 & Part 21 rept re Gould 
containment cooling fan starter interlock failure. Initially 
reported on 831123. Interlocks cleaned & operated properly. 

Four replacement interlock mechanisms installed. 

SCHNELL, D. F. Union Electric Co. ULNRC-796. 84/04/10. KEPPLER, J. G. 

Region 3, Office of Director, 2pp, 24155:078. 24X 

Fiche: 50-483, 84/04/10, 8404230197. 


8404230208 Final Part 21 Final Deficiency Rept U-80 re failure of 
containment cooling fans to remain in safeguards position 
following safety injection signal reset. Initially reported 
on 840403. Mod made to cooling fan control circuitry design. 
SCHNELL, D.F. Union Electric Co. U-80. 84/04/09, KEPPLER, J. G 

Region 3, Office of Director, 2pp. 24155:047. 24X 

Fiche: 50-483, 84/04/09, 8404230208. 


B404240394 Interim deficiency rept re clamps on control rod drive 
insert/withdraw lines not providing axial restraint. 

Initially reported on 831209, Design mod to pedestal support 
initiated. Also reportable per Part 21. 

CURTIS, N.W. Pennsylvania Power & Light Co. PLA-2033. 84/01/12. 

MURLEY, T. e. Region I, Office of Director. 6pp. 24182:326. 24X 

Fiche: 50-388, 84/01/12, 8404240394. 


8404250121 Supplemental final Part 21 tt final Deficiency Rept U-80 re 
failure of containment cooling fans to remain in safeguards 
position following safety injection signal reset. Initially 
reported on 840403. Circuit modified. 

MEYER, B.L. Bechtel Corp. U-8G. 84/04/20. DEYOUNG, R. Director's 

Office, Office of Inspection and Enforcement. 2pp. 24192:169. 24X 

Fiche : 50-483, 84/04/20, 8404250121. 


8404260001 Revised final deficiency rept re potential lubricating oil 
sys defect on TDI Model DSRV16 standby diesel generators. 

Initially reported on 301230. Turbocharger lube oil sys 
modified. Reported per Part 21 by TDI on 801216. 

EDELMAN,M. R. Cleveland Electric Illuminating Co. RDC 24(81. K 
84/04/17. KEPPLER, J. G. Region 3, Office of Director. 2pp. 
24210:071. 24X Fi c h e: 50-440, 84/04/ 17, 8404260001 . 


8404260045 Final Deficiency Rept SDR 84-02 re field run cables for 
solenoid va 1 ves. In i t ia 1 1 y reported on 84031 5. Des ign changes 
implemented to replace field wiring w/q,uaiified high temp 
wiring w/392 F rated i nsu la t i on. Also reported per Part 21. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. SLb4RC 
84-065. 84/04/13. KEPPLER, J. G. Region 3, Office of Director. 5pp. 

24210:073. 24X Fi c he ; 50-000, 84/04/13, 8404260045. 


8404260047 Part 21 rept re failure of high speed Rotork 14, 16 30 

model actuators w/torq.ue 1 imiters. Caused by incorrect toryue 
on locking set screw. Torque changed to 12-13 ft/lbs 
actuators w/173 RPM replaced. 

ARNOLD, R. H. Rotork Controls, Inc. 84/04/06, Director's Office, 
Office of Inspection and Enforcement. 4pp. 24209:238, 24X 

Fiche: 50-413, B4/04/06, 8404260047, 


8404260090 Part 21 rept re seam closure welds on expansion joints for 
fuel transfer line stressed beyond ASME Code limits. 

Reported per 10CFR50. 55 ( e ) by util. Mods made to add gusset 
plates to end plate of expansion joint. 

KREIDER.H. G. United Engineers & Constructors, Inc. (subs, of 
Raytheon Co ). SBU 87243. 84/04/19. Director's Office, Office of 

Inspection and Enforcement. 3pp. 24210:113. 24X 

Fiche; 50-443, 84/04/19, 8404260090. 


8404260225 Deficiency rept re cracked containers of lead-acid storage 
batter i es. Prob lem caused during maint & not inherent in 
design. Rept should be distributed to affected utils. 

DESAI,R.H. GNB Batteries. Inc. 84/04/10. DEYOUNG, R. Director's 
Office, Office of Inspection and Enforcement. Ip. 24207:281. 24X 

Fiche: 50-000, 84/04 / 1 0, 8404260225. 


8404260230 Final deficiency rept re field run cables for Valcor 
solenoid va 1 ves, In i t ia 1 1 y reported on 840315 Design changes 
implemented to replace field wiring w/qualified high temp 
wiring. Also reported by Bechtel per Part 21. 

SEIKEN, 8. J. Standardized Nuclear Unit Power Plant System. SLNRC 
84-065. 84/04/13. KEPPLER, J, G. Region 3. Office of Director, 

COLLINS, J T Region 4. office of Director. 5pp, 24207:288. 24X 

Fiche: 50 -'j0:, 34/:.4/’ £4:4260230 


8404260414 Part 21 rept re presence of thread -1 oc k ir.g matl Lc)Ctite-242 
in solenoid plunger of scram pilot solenoid valve of CRD 
hydraulic control units. New thread-loc k ing devices under 
investigation. 

SHERWOOD, G. G. General Electric Co. MFN 041. 84/04/13. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 3pp. 24203:013. 24X Fiche: 50-000, 84/04/13, 840426041 4, 


8404270162 Final Part 21 St Deficiency Rept U-66 re Gould containment 
cooling fan starter coil f a i lure. Ini tia 1 ly reported on 
831123. Caused by overvoltage of 130-volt diode incorporated 
in coils. Diodes replaced w/150-volt diode. 

SCHNELL, D. F, Union Electric Co. U-66. 84/04/13. KEPPLER, J, G. 

Region 3, Office of Director, 2pp. 24215:268. 24X 

Fiche: 50-483, 84/04/13, 8404270162, 


QA999 QUALITY ASSURANCE INSPECTIONS 


840^030122 Ack receipt of 840308 Itr rejecting response to commercial 
grade, of f-the~shelf procurements for safety-related use 
issue. Extension until 840621 to respond to rejection 
requested, 

HINKELHAN, L. G. Bechtel Corp. 84/03/22. POTAPOVS„U Region 4, 
Office of Director. Ip. 22847:340, 


8404030132 Requests deletion of QA Program Insp Rept 999000840/83-01 
inf 0 , inc lud ing names S', location of customers & vendors, 
per 10CFR2. 790. Rept contains confidential info maintained as 
trade secret. 

FIELDER, D. Cardinal Industrial Products Corp. 04/03/23. 

POTAPOVS, U. Region 4, Office of Director. 2pp. 22853:034, 


8404030172 Confirms (JA program insp at West in gh ouse, Nuc lear Svcs 
Integration Div/Nuclear Technology Di v, Monr oevi 1 1 e, PA plant 
on 840409-13, per 840326 telcon 

POTAPOVS, U, Region 4, Office of Director, 84/03/28. CHRISTOPHER/ T. 
Westinghouse Electric Corp. Ip. 22853:051. 


8404030195 Responds to NRC Itr re nonconf ormance noted in QA Program 
Insp Rept 99900532/83-01 . Correc tive actions ; pol i cy & 
procedures modified to provide complete review of features/ 
options checklist prior to release of new computer program. 

BERG, M. J. Control Data Corp. 84/03/19. POTAPOVS, U. Region 4, 
Office of Director. 2pp. 22849: 174. 
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8401030430 Confirms QA program insp at Long Beach. CA plant on 
840409-13. per B40302 telcon. 

PC^APOVS. U. Region 4. Office of Director. 84/03/28. RANKIN. B. S. 
MCC Pacific Valves, Ip. 22869:022, 


9404030516 Confirms QA program insp at Rocky Mount. NC plant on 
840A09- 13. p er 840321 telcon. 

POTAPOVS. U. Region 4. Office of Director. 84/03/23. STAUBER. R. H. 
Mor ri s on-Knud sen Co. . Inc. Ip. 22869: 305. 


8404100270 Informs that QA program insp at facility on 840409-13 mould 
be very difficult to support. due to heavy morkload 
assigtiments. Insp should be rescheduled. 

STAUBER. R.H. Morr i son-Knud s en Co,. Inc, 84/03/29. POTAPOVS. U. 
Region 4. Office of Director. Ip 22962:362, 


8404100313 Formards QA Program Insp Rept 99900607/84-01 on 840206—10. 
POTAPOVS. U. Region 4. Office of Director. 84/03/12. HORN. 0. 
California. State of. 2pp. 22971: 157. 


— 8404100321 QA Program Insp Rept 99900607/84-01 on 840206-10, Major areas 
insp e cted : q.ua I i f i ca t i on of state staff, reviem of state 
authorized insp agency duties & performance of authorized 
nuclear inspector supervisors. 

SUTTON. J. W, . HALE.C.J. Region 4, Office of Director. 84/03/12. 

6pp 22971:159, 


8404100349 Confirms QA program insp at Rocky Mount. NC plant on 
840514-18. per 840404 telcon, 

POTAPOVS. U. Region 4. Office of Director, 84/04/05. STAUBER. R. H. 
Morrison-Knudsen Co.. Inc. Ip. 22971:020. 


8404100405 Responds to NRC 840302 Itr re nonconformance noted in QA 
Program Insp Rept 99900884/83-01, Corrective actions: 
corrected certified matls test repts mill be gathered from 
particular suppliers. 

BLANKLEY. W. E. Ametek, Inc. 84/03/29, POTAPOVS, U, Region 4. Office 
of Director, 8pp. 22968:034. 


8404130007 Responds to NRC 840302 Itr re nonconformances noted in QA 
Program Insp Rept 99900100/84-01. Corrective actions: 
certification for 3/32-inch steel keys on file QC 
monitoring of saf ety-related contracts formalized. 

MILUSZUSKY; W. J. Limitorque Corp. 84/04/02. POTAPOVS. U. Region 4. 
Office of Director, 4pp 24030:285. 


8404130212 Clarifies example from 840302 Itr re insufficient 
supporting data in record files. End user responsible for 
determining qualif ication based on knomledge of environ, 
indicated in IEEE 323-1974 S-, 383-1974. 

JEANMONOO. J. BIW Cable Systems. Inc, 84/04/02. POTAPOVS. U. Region 
4, Office of Director. 2pp. 24029; 166. 


8404130241 Requests placement of company on NRC direct mailing list for 
distribution of rules Sv regulations, per U Potapovs 
suggestion, 

GREENLAW, W. D, Crosby Valve 8. Gage Co. 83/10/25, Region 4. Office 
of Director, Ip, 24029: 134, 


8404130299 Confirms QA program insp at Gaithersburg. MD plant on 
840423-27. per 840305 telcon. 

POTAPOVS. U, Region 4. Office of Director, 84/04/10. KOMES. U. M. 
Bechtel Corp. Ip, 24028: 139. 


8404130314 Forwards QA Program Insp Rept 99900932/83-01 on 831024-28. 
No noncompliance noted. 

POTAPOVS. U. Region 4, Office of Director, 84/01/03. SEMMLER, R. W. 
Eaton Corp, 2pp. 24028:310, 


— 8404130319 QA Program Insp Rept 99900932/83-01 on 831024-28. Wo 
noncompliance noted. Major areas insp ected ; equipment 
qualif ication testing involving ac &! dc low voltage motor 
starters, 

PARKER. L. B. , PHILLIPS. H. S, Region 4. Office of Director. 
83/12/30, 6pp. 24028 312, 


8404130330 Forwards QA Program Insp Rept 99900850/84-01 on 840116-20 
fk notices of nonconformance violation, 

POTAPOVS. U. Division of QA. Safeguards Inspection Programs (Post 
830103), 84/03/13. GARRETT, R. H. US Riley Corp. 3pp. 24027:135. 


— 8404130331 Notice of violation from insp on 840116-20. 

* Division of QA, Sd.'egua.'ds St Inspection Programs (Post 830103). 
84/03/13. Ip, 2<02/' l3S 


— 0404130332 Notice of nonconformance from insp on 840116-20, 

Division of QA. Safeguards Z>. Inspection Programs (Post 830103). 
84/03/13, 3pp, 24027: 139, 


—3404130335 QA Program Insp Rept 99900850/84-01 on 840116-20. 
Noncomp 1 iance noted; posted copy of 10CFR21 not current & 
audit of QA program not performed at least once each CY. 

FOSTER, W. E. . BARNES, I. Region 4. Office of Director. 84/03/08. 
12pp. 24027: 142. 


8404170063 Forwards QA Program Insp Rept 99900505/84-01 on 840227-0301. 
No noncompliance noted. 

POTAPOVS. U. Region 4, Office of Director. 84/04/02. TEN2ER, B. E. 
Ebasco Services. Inc. (subs, of Enserch Corp, ). 2pp. 24050:327. 


— 8404170066 QA Program Insp Rept 99900505/84-01 on 840227-0301. No 
noncompliance noted. Major areas inspected : status of previous 
insp f ind ing s. d es i gn process mgt. design interface, 
procurement document control source selection. 

BREAUX. D.G., HALE.C.J. Region 4, Office of Director. 84/03/30, 
17pp. 24050:329. 


8404170103 Forwards QA Program Insp Rept 99900660/84-01 on 840305-06 & 
08-09. No noncomp 1 iance noted. 

POTAPOVS. U. Region 4. Office of Director. 84/03/30. MARSH, R. N. 
Florida Power ik Light Co. 2pp. 24051:230. 


—8404170110 QA Program Insp Rept 99900660/84-01 on 840305-06 S{ 00-09. 
No noncompliance noted. Major areas inspec ted : imp lementation 
of program described in CASE Topical Rept CASE-TR2. 

COSTELLO. J. R. . HALE.C.J. Region 4. Office of Director. 84/03/30. 
11pp. 24051:232. 


8404170156 Ack receipt of 840210 Itr re organ i zational changes which 
affect Topical Rept SWSQAP 1-74A. Rev D, Topical rept. w/new 
organi zat i onal c hang es , me ets criteria of lOCFRSO.App B Zt 
acc ep tab 1 e , Ho 1 d er s of rept should be notified. 

POTAPOVS.U, Region 4, Office of Director, 84/04/11. KELLY. R. B. 
Stone & Webster Engineering Corp. Ip. 24050:283. 


8404170196 Ack receipt of 840312 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900530/84-01, 

POTAPOVS.U. Region 4, Office of Director. 84/04/02. SHULMAN, M. 
CYGNA Energy Services, Ip. 24053:132 

8404170199 Forwards QA Program Insp Rept 99900923/84-01 on 840229. No 
noncompliance noted. 

POTAPOVS.U, Division of QA. Safeguards Z>. Inspection Programs (Post 
830103). 84/03/28, MATTESON, G. National Technical Systems. 2pp, 

24053: 103. 


— 8404170206 QA Program Insp Rept 99900923/84-01 on 840229. No 
noncompliance noted, Major areas inspected : imp lementation of 
actions re previous insp find ings, review of typical example 
of type test St review of completed analyses. 

PARKER. L.B.. PHILLIPS. H. S. Division of QA, Safeguards Zt Inspection 
Programs (Post B30103), 84/03/28. 7pp, 24053:105. 


8404170248 Forwards QA Program Insp Rept 99900268/84-01 on 840130-0203 
Zt notice of nonconformance. 

POTAPOVS.U, Division of QA, Safeguards Z>. Inspection Programs (Post 
830103). 84/03/29. POWELL. W. A. Sheffield Steel Corp. 2pp. 

24063: 328. 


— 8404170254 Notice of nonconformance from insp on 840130-0203. 

# Division of QA, Safeguards Inspection Programs (Post 830103). 
84/03/29. Ip. 24063:330. 


— 8404170266 QA Program Insp Rept 99900268/84-01 on 840130-0203. 
Noncompliance noted ; persons assigned to examine quality of 
work in Rolling Mill warehouse reported directly to Rolling 
Mill superintendent. 

HAMILTON, J, W. , BARNES, T, Region 4. Office of Director. 84/03/28. 
6pp, 24063:331. 


8404170256 Forwards QA Program Insp Rept 99900501/84-01 on 840213-17. 
No noncompliance noted, 

POTAPOVS. y. Division of QA, Safeguards Inspection Programs (Post 
830103), 84/03/23, WAHL.H, W. Bechtel Corp, 2pp. 24054:117. 


—8404170263 QA Program Insp Rept 99900501/84-01 on 840213-17. No 
noncompliance noted. Major areas inspected : previous insp 
findings, audit sys deficiency repts by Midland Units t Zt 2 
re use of unconservative water hammer loads, 

BREAUX. D.G., HALE.C.J, Division of QA, Safeguards Si Inspection 
Programs (Post 830103). 84/03/23. 9pp, 24054:119. 

8404170274 Forwards QA Program Insp Rept 99900399/84-01 on 040130-0203 
Zt notices of none omf ormance violation. 

POTAPOVS.U, Division of QA, Safeguards Zt Inspection Programs (Post 
830103). 84/03/23. GALKIN, I. S, American Insulated Wire Corp. 3pp. 

24062: 184. 
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— 8404170282 Notice of violation from insp on 840130-0203. 

Division of QA/ Safeguards S'. Inspection Programs (Post 830103). 
84/03/23. Ip. 24062.187. 


— 8404170293 Notice of nonconformance from insp on 840130-0203. 

«■ Division of QA» Safeguards & Inspection Programs (Post S30103). 
84/03/22. 2pp, 24062:188. 


— 8404170311 QA Program Insp Rept 99900399/84-01 on 840130-0203. 
Nonconformances noted QA manual only covered mfg activities 
S; did not establish procedures for 17 applicable criteria 
equipment qualification progiam. 

PARKER. L.B M. S. Region 4, Office of Director. 

84/03/23. 12pp. 24062: 190. 


8404170277 Ac k receipt of 840123 St 0313 Itrs informing NRG of steps 
taken to correct none onf ormance noted in (5A Program Insp 
Rept 99900732/83-02. 

POTAPOVS. U. Region 4. Office of Director. 84/04/12. MOON. W. T. 
Robert Shau Controls Co, Ip. 24060:254. 


— 8404170286 Ac k receipt of 840213 Itr in response to NRG 831006 request 
that required insp for Shop Order 33928 stem assembly & Shop 
Order 34582 for four stem assemblies be accomplished 
documented. Requests response within 25 days. 

POTAPOVS, U. Region 4. Office of Director. 94/03/07. MOON, W, T. 
Robert Shaw Controls Co. ip. 24060:255. 


8404170328 Ac k receipt of 840113 ^ 0312 Itrs informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rept 99900845/83-01. 

POTAPOVS. U. Region 4. Office of Director. 84/03/29. LALIKOS. J. 
Titeflex Corp. Ip. 24066:091. 


— 8404170334 Ack receipt of 840113 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900845/83-01. 

POTAPOVS. U. Region 4, Office of Director. 84/03/07, LALIKOS. J. 
Titeflex Corp. Ip. 24066:092. 


—8404170338 Responds to NRC 840109 Itr re nonconformance noted in QA 
Program Insp Rept 99900845/83-01. Correcti ve actions: copies 
of I0CFR21 Section 206 posted & procedures to evaluate 
deviations will be completed by 840131. 

LALl'KOS. J. M. Titeflex Corp. 84/01/13. POTAPOVS. U. Region 4. 
Office of Director, 2pp. 24066:093. 


—8404170342 Discusses corrective action re nonconformance of metal hose 
assemblies for ASHE. Section Ill.Clasr. 2 i'. 3 svc. per NRC 
831115 insp. 

LALIKOS. J.M. Titeflex Corp, 83/12/16. Director 's Of f ice. 

Office of Inspection and Enforcement. 4pp. 24066:095. 


8404170336 Confirms QA program insp at San Diego.CA plant on 840423-27, 
per 840406 telcon, 

POTAPOVS. U, Region 4. Office of Director. 84/04/12. COLANDRA. T. R. 
GA Technologies. Inc. /(General Atomic Co. Ip. 24065:041. 


8404170452 Forwards QA Program Insp Rept 99900933/84-01 on 840206-07. 
No none ompl iance noted. 

POTAPOVS.U. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/03/23. GALLAGHER. W. J. NUS Corp. 2pp. 24055:023. 


—8404170458 QA Program Insp Rept 99900933/84-01 on 840206-07. No 
noncompliance noted. Major areas inspected : imp lementation 
of QA program & equipment qualification program Si licensee 
actions on previous insp findings. 

AGEE/ J, R. . PHILLIPS. H. S. Division of QA. Safeguards Si Inspection 
Programs (Post 830103). 84/03/23. 5pp, 24055:025. 


B404170460 Advises that 840221 submittal of or gani zationa 1 changes to 
QA topical rept continues to meet criteria of 10CFR50/App 
B ?k acceptable. Requests organirationa 1 changes Sk NRC Itr of 
approval be issued to all holders of topical rept. 

POTAPOVS/U. Region 4. Office of Director, 84/04/12. KEDDIS/N, N 
Gibbs 8c Hill, Inc. (subs, of Dravo Corp.). Ip, 24055' Oil, 24X 
Fiche: 50-584. 84/04/12. 8404170460. 


8404170469 Forwards QA Program Insp Rept 99900507/84-01 on 840130-0203 
8< 0213-16 Si notice of nonconf ormance. 

POTAPOVS/U. Division of QA. Safeguards Si Inspection Programs (Post 
830103). 84/03/23. ACKMANN. L. E. Sargent 8< Lundy, Inc. 2pp. 

24059; 131. 


— 0404170474 Notice of nonconformance from insp on 840130-0203 St 0213-16. 
Division of QA. Safeguards Sc Inspection Programs (Post 830103). 
04/03/23. Ip. 24059* 133. 


— B404170479 QA Program Insp Rept 99900507/84-01 on 840130-0203 8i 
0213-16. Nopcomp 1 iance noted: stress indicated as complete in 
response to Nonconformance A. 2 of QA Program Insp Rept 
99900507/83-03 not completed until 840130. 

SEARS, P.M., HALE, C. J, Division of QA, Safeguards Sc Inspection 
Programs (Post 830103). 84/03/23. 32pp. 24059: 134. 


8404170485 Forwards QA Program Insp Rapt 99900616/84-04 on 840222-24. 
No none omp 1 iance noted. 

POTAPOVS/U. Division of QA. Safeguards Inspection Programs (Post 
830103). 84/03/28. GREEN. M, American Society of Mechanical 

Engineers. 2pp. 24059:094. 


—8404170489 QA Program Insp Rept 99900616/84-04 on 840222-24. No 
noncompliance noted. Major areas inspected : observation of 
team activities during survey of Dragon Valves. Inc in 
Norwalk. CA for renewal of ASME certificates. 

SUTTON, U. W. . HALE, C.J, Division of QA, Safeguards & Inspection 
Programs (Post S30103), 84/03/27. 4pp. 24059:096. 


8404170540 Ack receipt of 840314 Itr informing NRC of steps taken to 
correct nonconf ormance noted in QA Program Insp Rept 
99900231/84-01. 

POTAPOVS, U. Region 4, Office of Director. 84/04/02. VIGOIANQ, V. A. 
Olconite Co, Ip 24059:238. 


8404180164 Confirms QA program insp at Bland. VA plant on 840507-11. 
per 840406 telcon. 

POTAPOVS. U. Region 4, Office of Director. 84/04/13. DUVALL, D. D. 
Brown Boveri Corp. (subs, of Brown Boveri Co. / Ltd. ). Ip 
24078: 035 


8404180369 Confirms QA program insp at admini strat ive ofc on 840507-11, 
per 840404 telcon. 

POTAPOVS. U. Region 4. Office of Director, 84/04/13. HARRISON. S. F. 
National Board of Boiler Pressure Vessel Inspectors. Ip. 

24075: 064, 


0404180374 Confirms QA program insp at Hartford.CT ofc on 84052 1-25, p er 
S40406 telcon. 

POTAPOVS/U. Region 4. Office of Director. 84/04/13. DUBELL. H 
Hartford Steam Ip. 24076:026. 


8404180383 Confirms QA program insp at Mayfield Heights/ OH plant on 
840507-11, per 840411 telcon. 

POTAPOVS/U. Region 4, Office of Director. 84/04/13. SWANSON.- N. E. 
Acme~Cl eveland Co. Ip. 24076:034 


8404190265 Forwards QA Program Insp Rept 99900907/84-01 on 840227-28 
0301. No noncompliance noted. 

POTAPOVS/U. Division of QA. Safeguards S? Inspection Programs (Post 
830103). 84/03/29. FROCHAUX. A. National Technical Systems. 2pp. 
2409S. 082. 


—8404190268 QA Program Insp Rept 99900907/84-01 on 840227-28 «< 0301. No 
noncompliance noted. Major areas inspected : imp 1 emen tati on of 
actions re previous insp findings, review of typical type 
test example 8< review of analyses completed by Saugus. 

PARKER. L. B. . PHILLIPS. H, S. Division of QA. Safeguards & Inspection 
Programs (Post 830103), 84/03/28. llpp, 24098:084. 


8404190287 Forwards QA Program Insp Rept 99900911/84-01 on 840117-20/ 
27 S: 30-0210 it notices of nonconformance & violation. 

POTAPOVS, U. Division a-f QA. Safeguards It Inspection Programs (Post 
830103). 84/03/30. BRUGGEMAN. W. H. General Electric Co. 2pp, 

24096: 324. 


— 8404190290 Notice of violation from insp on 840117^20/27/30-0210, 

* Division of QA/ Safeguards S< Inspection Programs (Post 830103). 
84/03/30. Ip. 24096:326. 


— 8404190293 Notice of nonconf ormance from insp on 840117-20.27/30-02 1 0, 
* Division of QA. Safeguards Inspection Programs (Post 830103). 
84/03/30. 3pp. 24096:327. 


—8404190298 QA Program Insp Rept 99900911/84-01 on 840117-20 Zt 0206-10. 
NoncompXiance St violation noted:GE did not evaluate 
deviations from product performance qual i f ication spec re 
environ qualification requirements for testing. 

AGEE. J. R. / PHILLIPS. H. S. Division of QA. Safeguards & Inspection 
Programs (Post 830103). 84/03/29. 15pp. 24096:330. 


8404300105 Confirms QA program insp at Lynchburg. VA plant on 840430— 
0504/ per 840417 telcon. 

POTAPOVS/U. Division of QA. Safeguards it Inspection Programs (Post 
830103). 84/04/23. GUILBERT, D. E. Babcock !t Wilcox Co. Ip. 

24225: 362. 
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0404300129 Responds to notices of violation & nonconformance from 
QA P*rogram Insp Rept 99900781 /84--01 , Correc t i ve actions: 
evaluations no t i f i ca t i ons u;ill be performed per procedure 

Sc P^rt 21 requirements. 

WEICHTrtANc R. T. Lone Star Screw Co. 84/04/23. POTAPOVS.. U. Vendor 
Prog'am Branch. 14pp. 24225:216. 


8404110149 Notification of location change for 840411 meeting u/ASHE 
Special Working Group on Dynamic Analysis in Bethesda, MD 
to discuss ASME proposed change to App N-1231c “Time Phase 
Relationships of Earthquake Ground Motion Components. '' 

CHEN<P-Y. Systematic Evaluation Program Branch. 84/03/15. 

GRIMES# C. I. Systematic Evaluation Program Branch. 2pp. 24003:330. 


8404300144 Confirms QA program insp at Hunt sv i 1 1 e# AL plant on 
84052?-0601» per 840418 telcon. 

POTAPOVS# U. Vendor Program Branch 84/04/23. HOLBROOK# W. W Wyle 
Laborator ies. Ip, 24227:3^0. 


8404300147 Confirms QA program insp at Irvine# CA plant on 840514-18# p e' 
840417 telcon, 

POTAPOVS# U, Vendor Program Branch. 84/04/23. PARKER, J G, 
International Neutronics# Inc. Ip. 24227:343. 


REOGD REGULATORY GUIDES 


8404120123 Advises that 830607 request to withhold “BWR Owners Group 
Position on NRC Reg Guide 1.97#Rev 2“ from public disclosure 
denied^Documents required by 10CFR2. 790 not provided. 

CRUTCHFIELD. D. Operating Reactors Branch 5. LS05-S4-03-036. 

84/03/26. HELWIG, D. BWR Owners Group. 2pp. 24033:263. 


8404120159 Requests extension until 840406 for installation of 
electrical penetration area radiation moni tor# remaining item 
in Reg Guide 1.77 commitments Hardware not received until 
840321. 

LIDEN, E, A. Public Service Electric 8< Gas Co. of New Jersey. 

84/03/30. VARGA# S. A. Operating Reactors Branch 1. 2pp. 24012:353 
24X Fiche: 50-311# 84/03/30, 8404120159. 


8404030333 Ac k receipt of 830822 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-305/83-09. Bas is 
for Item B. 1 re QC inspectors was Criterion II of App B to 
10CFR50, Reg Guide 1.58 ^ ANSI N45. 2. 6-1973 

SPE5SARD# R. L. Division of Emergency Preparedness Operational 
Support. 84/03/22. GIESLER.C.W. Wisconsin Public Service Corp. 

Ip 22872:130. 24X Fi c h e : 50-305, 84/03/22, 8404030333. 


8404170284 Confirms 840213 commitment to maintain physical separation 
within dc breaker cabinet for new shunt trip scheme# per 
Reg Guide 1. 75. Non-Class IE circuits cannot be treated as 
associated circuits# per IEEE 384. 

RODRIGUEZ. R. J. Sacramento Municipal Utility District. RJR 84-139. 
84/04/12, EISENHUT# D. G, Division of Licensing. Ip. 24060:263 
24X Fiche: 50-312, 84/04/12, 8404170284. 


9404040189 Comments on draft reg guide. Task CE 227-4 re UF6 production 
plant license renewa 1 . Areas of document which should be more 
comprehensive listed, 

JERRETT, L.E, Florida, State of, 84/03/12, PEARSON, W R. Office of 
Nuclear Regulatory Research, Director. Ip. 22880:303, 


8404050010 Requests extension to schedule provided in 10CFR50. 49( g ) re 
environ qual if icati on of Reg Guide 1.97 equ i pmen t, p er 840222 
Itr. Listed efforts reduced number of equipment pieces for 
qualification from 45 to 13. 

CLAY'ON.F L. Alabama Power Co, 84/03/27 VARGA# S A. Office of 
Nuclear Reactor Regulation# Director, 2pp, 22902:211. 24X 

Fiche: 50-348, 84/03/27, 8404050010 


8404050265 Forwards response to Section 6 of Suppl 1 to NUREO-0737# 
"Reg Guide 1 , 97-App 1 i cat i on to Emergency Response 
Facilities# " per 830415 Itr. Verification of contents of 
document incomplete. 

MANGAN.C.V. Niagara Mohawk Power Corp, 84/04/02, VASSALLO# 0, B. 
Operating Reactors Branch 2. 50pp. 22899: 178, 24X 

Fiche: 50-220. 84/04/02, 8404050265. 


8404060311 Forwards revised /up dated Reg Guide 9.3 antitrust inf a# in 
response to ^4RC 030808 request. W/one oversize map. Aperture 
card is available in PDR. 

KAMMER# D. S. Tennessee Valley Authority, 84/03/30, ADENSAM, E. 
Licensing Branch 4. 143pp. 22929:173. 24X Fiche: 50-438. 84/03/30# 

8404060311. 


8404090378 Comments on draft reg guide, Task OP 212-4, “Radiation 
Protection Training for Personnel Employed in Medical 
Facilities, " 

OEISE, R. North Memorial Medical Center# Minneapolis, MN. 84/03/30, 
Docketing Services Branch, Ip. 22942: 099. 


8404190266 Provides revised repts re general position statement «< 
status of compliance u/Rev 2 to Reg Guide 1.97 & Suppl 1 to 
NUREG-0737. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. A02959. 84/04/09, 
MILLER# J. R, Operating Reactors Branch 3. 45pp. 24099:239 24X 

Fiche: 50-000# 84/04/09# 8404190266. 


0404200200 Requests that Jul 1982 "BWR Owners Group Position on NRC Reg 
Guide 1.97, Rev 2#" be withheld from public disclosure ^ 
returned to BWR Owners Group, per 10CFR2. 790 ( c ) . 

HELWIG# D.R. BWR Owners Group. BWR00-e421. 84/04/18. 

CRUTCHFIELD# D. Operating Reactors Branch 5. Ip. 24117:059. 

8404270220 Reg Guide 5. H.Rev 1# Task SO 043-4# "Nondestructive Assay of 
SNM Contained in Scrap & Waste. " 

* Office of Nuclear Regulatory Research# Director. 84/04/30, 17pp 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


8403050234 "Radionuclide Release Under Specific LWR Accident 
Conditions# " Vol IV# "PWR, Ice Condenser Containment Design. " 
GIESEKE, J, A. , CYBULSKIS, P. , DENNING# R. S. Battelle Memorial 
Institute, Columbus Laboratories. 03/12/20. Office of Nuclear 
Regulatory Research, Director, 136pp 22502:213. 


8403050240 "Rad i onuc 1 i de Release Under Specific LWR Accident 
Conditions," Vol VI, "PWR-Large, Dry Containment (Zion)." 

GIESEKE# J. A. . CYBULSKIS. P. # DENNING# R, S. Battelle Memorial 
Institute# Columbus Laboratories. 04/01/04 Office of Nuclear 
Regulatory Research# Director, lOOpp, 22502:346. 24X 

Fiche; 50-295, 84/01/04, 8403050240. 


8404090434 Forwards Reg Guide 1,97 compliance rept, "Instrumentation 
for Light Water Cooled Nuclear Power Plants to Assess Plant 
S( Environ Conditions Daring St After Acc iden t, Vol s 1-4#" per 
NUREG-0737, Suppl 1. 

CLAYTON, F.L. Alabama Power Co. 84/03/30, VARGA, S. A. Office of 
Nuclear Reactor Regulation# Director. 7pp. 22957:259. 24X 

Ficbe: 50-364# 84/03/30, 8404090434, 


— 8404090439 Reg Guide 1.97 compliance rept, "Instrumentation for Light 
Water Cpoled Nuclear Power Plants to Assess Plant Environ 
Conditions During After Accident," Vols 1-4. 

» Alabama Power Co. 84/03/30, e2Spp, 22957:266, 24X 

Fiche: 50-364, 84/03730, 8404090434. 


8404100039 Forwards Reg Guide 1 86# discussing termination of OLs in 
response to 840229 Itr urging that planned decommissioning 
be open to full discussion. 

DIRCKS# W. J, Office of the Executive Director for Operations. 
84/03/22, BOSCO, D. H, House of Rep, 4pp. 22994:322. 24X 

Fiche. 50-133, 84/02/22, 8404100039. 


—0404100042 Reg Guide 1, 86, "Termination of OLs for Nuclear Reactors. " 
* Atomic Energy Commission - Directorate of Regulatory Standards. 
74/06/30 15pp, 22994'326, 24X Fiche : 50 - 133 # 84/02/22# 8404100039. 


8404040320 "Field ^ Theoretical Investigations of Mass 8c Energy 
Transport in Subsurface Metis#" progress rept for Mar 1981 
to Jan 1982, 

SIMPSON, E. S. , NEUMAN.S P, , THOMPSON# G. M Arizona# Univ. of# Tucson, 
AZ FIN B-5753. NRC-04-78-275. 02/02/28. Office of Nuclear 

Regulatory Research# Director, 119pp. 22890:234. 


8404040389 "Radionuclide Migration Around U Ore Bodies - Analogue of 
Radwaste Repos itori es# Annual Rept 1901-82," 

# Australia, Qoyt. of. FIN B-6661. NRC“04-ai-172, 82/12/31. 

NRC - No Detailed Affiliation Given. 85pp. 22888:200. 


8404050271 Forwards (Quarterly Rept 11# "Seismic (Jualif ication of 
Nuclear Plant Mechanical 8< Electrical Equipment" &t "Use of 
Fragility in Seismic Design of Nuclear Plant Equipment. " 

CAMPBELL# W. E, Mech ani cal /Structural Engineering Branch. 

NRC-04-81-185. 84/03/19. MORRIS# B. Electrical Engineering 

Instrumentation 8< Control Branch (post 840429). NOONAN# V. Equipment 
Qualification Branch. BOSNAK# R. J, Materials Engineering Branch. 

Ip. 22918:330. 


—0404050274 Quarterly Rept 11 covering 831201-040229# "Seismic 
Qualification of Nuclear Plant Mechanical 8< Electrical 
Equipment. " 

KAMA, D, D, # CRUSE# T. A, Southwest Research Institute. 
NRC-O4-01-ie5. 84/03/13, CAMPBELL# W. E. Office of Nuclear 

Regulatory Research, Director. 2pp. 22918:339, 
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--8404050276 SWR 1-6582-004 DRFT 

"Use of Fragility in Seismic Design of Nuclear Plant 
Eq.uipment) " Task 4 summary rept. 

KANA. D. D. . POMERENING. D. J. Southwest Research Institute. 
NRC-04-81-185. 84/01/31. Office of Nuclear Regulatory Research. 

Director, 5pp. 22918: 341. 


8404050316 "Borehole Wall Damage Induced By Drilling." 

MATHIS. S.P.. DAEMEN.J.K. Arizona. Univ. of. Tucson, AZ. FIN B-6627. 

NRC-04-78-271. 82/07/31. Office of Nuclear Regulatory Research. 

Director. 184pp. 22918:001. 


9404090460 "Field Experiment Determinations of Distribution 
Coefficients of Actinide Elements in Alkaline Lake 
Environs. " 

SIMPSON, H, J. . TRIER. R.M., LI, Y. H. Columbia Univ., New York. NY. FIN 
B-7057. NRC-04-81-217. 83/03/31. Office of Nuclear Regulatory 

Research. Director. 131pp. 22976:067. 


8404130053 Forwards SWRI rept, "Use of Fragility in Seismic Design of 
Nuclear Plant Equipment. " Rept revised based on comments of 
Peer Review Group NRC. 

CAMPBELL, W. E. Meehan ical /Struc tura 1 Engineering Branch. 

NRC-04-81-1S5. 84/03/28. MORRIS. B. Electrical Engineering 

Instrumentation Sc Control Branch <post 840429). NOONAN, V. Equipment 
Qual if ication Branch. BOSNAK. R.J. Mechanical Engineering Branch. 

Ip. 24049:200. 


— 8404130082 "Use of Fragility in Seismic Design of Nuclear Plant 
Equipment. " 

KANA. D. D. . POMERENING, D. J. Southwest Research Institute. 
NRC-04-81-185. SWR 1-6582-004. 84/03/31. Office of Nuclear 

Regulatory Research. Director. 41pp. 24049:201. 


8404130286 Forwards "Chemical Species of Migrating Radionuclides at 
Commercial Shallow Land Burial Sites. " interim quarterly 
progress rept for Oct-Dec 1983. 

KIRBY, L.J. Battelle Memorial Institute. Pacific Northwest 
Laboratories. 84/03/15. 0 'DONNELL. E. NRC - No Detailed Affiliation 

Given. IP. 24028: 146. 


— 8404130293 "Chemical Species of Migrating Radionclides at Commercial 
Shallow Land Burial Sites." interim quarterly progress rept 
for Oct-Dec 1983. 

KIRBY.L.J,. RICKARD, W. H. . TOSTE. A. P. Battelle Memorial Institute, 
Pacific Northwest Laboratories, FIN B-2291. PNL-4432-7. 

83/12/31. NRC ” No Detailed Affiliation Given. 45pp. 

24028: 147. 


8404250065 "Preliminary Guidance Acceptance Criteria for Application 
of Combined In-Situ X/ Analysis Procedures in Operating Plant 
Equipment Qual if ication. " 

* Idaho National Engineering Laboratory. FIN A-6474. SAFF-126-83. 

83/04/30. Division of Safety Technology. 15pp, 24202:241. 


8404270208 Quarterly rept for Jan-Mar 1984 for Contract 

NRC-04-Si--195-02 re integrated geological/geophysical study 
of northern extensions of New Madrid fault zone. 

BRAILE, L. W, , HINZE, W. J. Purdue Univ., West Lafayette, IN, 

KELLER, G. R, Texas, Univ. of, El Paso. TX, NRC-04-81-195-02. 
84/04/03. Office of Nuclear Regulatory Research, Director. 6pp. 
24229: 057, 


—8404270214 8404270208 

"Tectonic Development of New Madrid Seismic Zone. " 

BRAILE, L. W. , HINZE. W. J. , SEXTON. J. L. Purdue Univ, . West Lafayette. 
IN. NRC-04-B1-195-02. 84/04/16. NRC - No Detailed Affiliation 

Given. 24pp. 24229:063. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


8403190103 Notifies of CRGR Meeting 60 on 840411 to discuss 
activities of NRC Piping Review Committee i>. proposed 
resolution of Generic Issue A-30, "Adequacy of 
Safety-Related DC Power Supply. " 

STELLO, V. Committee to Review Generic Requirements. 84/03/14. 
MATTSON, R. J. Office of Nuclear Reactor Regulation. Director. 2pp. 
22669:310. 


8404020086 Forwards General Operating Criteria Interoffice Working 
Group "Preliminary Survey of Requirements & Guidance by 
Functional Areas for Operating Nuclear Power Plants. " 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/03/15. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. DAVIS. J, G. Office of Nuclear Material Safety it 
Safeguards, Director. Ip. 22874:001. 


8404020090 '’Preliminary Survey of Requirements it Guidance by Functional 
Areas for Operating Nuclear Power Plants. " 

* General Operating Criteria Interoffice Working Group. 84/02/29. 
219pp. 22874:002. 


84040305S0 Notifies of briefing on Regulatory Effectiveness Review 
Program. per 840130 memo. 

EISENHUT, D. G. Division of Licensing. 84/03/09. BURNETT. R. F. 
Office of Nuclear Material Safety S< Saf eg uards. Director. Ip. 
22888: 096. 


— 8404030584 Notifies of 840321 briefing on Regulatory Effectiveness 
Review Program. All project managers should attend. 

EISENHUT. D, 6. Division of Licensing. 84/03/09. Division of 
Licensing. Ip. 22888:097. 


8404050157 Notifies of CRGR Meeting 61 on 840404. R Baer will present 
proposed IE bulletin, "Undervoltage Trip Attachments of 
Reactor Trip Breakers. " IE bulletin end. W/o end. 

STELLO, V, Committee to Review Generic Requirements. 84/03/21. 
MATTSON. R, J. Office of Nuclear Reactor Regulation. Director. 

JORDAN, E. L. Director's Office. Office of Inspection and Enf or cemen t. 

CUNNINGHAM. R. E. Office of Nuclear Material Safety it 
Saf eguards. Director. Ip. 22912:346. 


8404110433 Forwards summary of activities for Feb 1984. Summary will be 
included in weekly rept to Commission for wk ending 840323. 

SCHWINK.W. Committee to Review Generic Requirements, 84/03/27. 
Committee to Review Generic Requirements. 4pp. 24006:204. 


8404130338 Notifies of CRGR Meeting 61 on 840404 to discuss proposed 
IE bulletin. "Undervoltage Trip Attachments of Reactor Trip 
Breakers" it presentation on proposed NRR resolution of 
Unresolved Safety Issue A-44, 

STELLO, V. Committee to Review Generic Requirements. 84/03/30. 
MATTSON, R.J. Office of Nuclear Reactor Regulation, Director. 

JORDAN. E, L. Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM. R. E. Office of Nuclear Material Safety it 
Safeguards. Director. Ip. 24035:362. 


8404170356 Notifies of CRGR Meeting 62 on 840425 in Bethesda. MD to 
discuss proposed major rev to 10CFR20. "Stds for Protection 
Against Radiation" S< Cost Analysis Group comments re value- 
impact analysis. 

STElLO. V. Committee to Review Generic Requirements. 84/04/16, 
MATTSON. R. J, Office of Nuclear Reactor Regulation. Director, 

JORDAN, E. L. Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM. R. E. Office of Nuclear Material Safety it 
Saf eguards, Director. 2pp. 24054:231. 


8404170444 Notifies of CRGR Meeting 63 on 840509 in Be thesda. MD to 
discuss activities of NRC Piping Review Committee review 
proposed resolution of Generic Issue A-30. "Adequacy of 
Saf ety-Related DC Power Supply. " 

STELLO. U. Committee to Review Generic Requirements, 84/04/16. 
MATTSON, R. J. Office of Nuclear Reactor Regulation, Director. 

JORDAN, E. L. Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R. E. Office of Nuclear Material Safety i>. 

Saf eguards, Director. 2pp. 24063:287. 


8404180436 Advises of mod to agenda for CRGR Meeting 60 on 840314. Shao 
briefing re activities of NRC Piping Review Committee 
postponed. Brief ing will be rescheduled for future CRGR 
meeting , 

STELLO. U. Committee to Review Generic Requirements. 84/04/04. 
MATTSON, R. J. Office of Nuclear Reactor Regulation, Director, 

JORDAN. E. L. Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM. R. E. Office of Nuclear Material Safety S< 

Safeguards. Director. Ip. 24107:355. 


8404190038 Notifies of CRGR Meeting 60 on 840411 in Bethesda, MD, Status 
of severe accident risk reduction program will be presented. 

Review of NRR proposed resolution of Unresolved Safety 
Issue A-44 it Generic Issue B-56 will continue. 

STElLO. V. Committee to Review Generic Requirements 84/04/06. 
MATTSON. R. J, Office of Nuclear Reactor Regulation. Director. 

JORDAN. E. L. Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM. R. E. Office of Nuclear Material Safety & 

Saf eguards. Director. 2pp. 24122:158. 


8404200231 Forwards minutes of Fire Risk Analysis Research Review 
Group 840214 meeting re status of each part of program. 

BERNSTEIN, S. Transportation & Materials Risk Branch. 84/03/22 
BERNERO, R. . ERNST, M. . BUCHBINDER, B. Office of Nuclear Regulatory 
Research, Director, 100pp. 24156:089. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8312140352 SECY-83-497 

Discusses relationships between civil it criminal 
investigations. Recommends statement that NRC will conduct 
appropriate invest i gat i on or defer investigation or 
enforcement action at DOJ request. 

MESSENGER, G. H. Office of Inspector it Auditor. 83/12/06. 26dd 
24032; 187. ^ ' 



IMONDOCKETED ITEMS 
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640326^357 SECY-e4-076 

Requtsts Commission approve publication of proposed rules ?< 
make four reg guides available for public comment, re 
opiirator licensing training qual if icati ons of civilian 
nuclear power plant personnel- 

DIRCKS, W. J. Office of the Executive Director for Operations 
84/02/13, lOSpp. 22955.345. 


6404020194 SECV~84-056 

Provides Commission Lj/q.ua rt er 1 y rept on status of human 
factors program plan for First Quarter FY84. 

DIRCKS, H. J. Office of the Executive Director for Operations. 
64/02 / 02. IBpp. 29 163 182. 


6404030012 SECY- 84- 106 

Recommends Commission approve publication of proposed rule 
re requirements for senior managers for public comment & 
certify that rule will not have significant economic impact 
on substantial number of small entities. 

DIRCKS, W. J, Office of the Executive Director for Operations. 
04/03/07. 119pp. 22‘555'221. 


6404050 5 0 7 SECY~84-044 

Provides Commission u/info on nuclear plant reliability data 
sys Reporting pattern uneven, some eligible plants not 
partic ipating, number of repts submitted indequate fy 
timeliness of repts remains subj of concern, 

DIRCKS, W. J Office of the Executive Director for Operations. 
84.'01/27, 26pp. 22932' 307. 


64040904 48 SECY- 84-1 24 

Requests Commission approval of proposed Itr transmitting QA 
nept to Congress three proposed actions recommended by 
study beyond EDO authority, 

DIRCKS, W, J. Office of the Executive Director for Operations 
84/03/20 494pp. 22996:001. 


84041000 7 2 SECY- 84 -133 

Recommends Commission approve initiation of proposed 
integrated safety assessment program on trial basis ^ 
approve draft policy statement, 

DIRCKS, W. 0. Office of the Executive Director for Operations. 
84/03/23. 39pp. 24044.085. 


8404130011 SECY--84-OS5 

Informs Commission re extent of distribution of Mexican 
contaminated steel products within US & describes actions 
taken in response to problem & related addl potential 
contamination problems as of 840215, 

DIRCKS. W J Office of the Executive Director for Operations. 
B4,.'02/21. 5pp, 24034 013, 


6404170 5 55 SECY"84-140 

Recommends approval of end final rule amending lOCFR, 

Chapter 1 re displaying OfiB control numbers in each part 
that contains approved info collection requirement. 

DIRCKS* J Office of the Executive Director for Operations, 
04 ■■03/ 29, 45pp 24091 J82, 


8404190059 Responds to FOIA request for SECY~S4-45 SECY-83-32C. 
Forwards SECV papers 

FElTON. J. M, Division of Rules and Records, 84/03/13, WISE, J. R. 
Bishop, Liberman, Cook, Purcell Reynolds Ip, 24107:016, 


--8404180070 Draft Commission paper providing fourth quarterly rept on 
status of implementation of QA initiatives identified in 
SECV-a2-352, 

DIRCKS, W, U. Office of the Executive Director for Operations. 
83/10/20 2Qpp 24107,020. 


--8904180063 SECY-84-045 

Provides Commission ui/fifth quarterly rept on status of 
implementation of QA initiatives identified in SECY-82-35a. 
DIRCKS, W J, Office of the Executive Director for Operations. 
84/01/31. 3pp. 24107:017, 


8404180221 Further response to FOIA request for SECYs 8< NUREGs, Forwards 
SECV-a2-3 re LER sya SECY-01-651 concerning Vol 1 of 
NiJREG-0850, "Preliminary Assessment of Core-Melt Accidents 
at 2ion $•. Indian Point, . . " NUREO-0850 available at POR. 

FELTON. U. M. Division of Rules and Records, 84/03/14. SHOLLY, B. 

Union of Concerned Scientist*. Ip, 24100,013 24X 

Fiche. 50-000, 84/03/14, 8404180221. 


— 8112020115 Draft Commisision p ap er, forward i n g Vol 1 of NURE0-0B50, 
preliminary Assessment of Core-Melt Accidents at Zion 
S' Indian Point Nuclear Power Plants St Strategies for 
Mitigating Effects " W/o end, 

DIRCKS, W.U, Office of the Executive Director for Operations, 
81/11/13, Ip. 24108 014, 24X F i ch @ ; 50-000, 84/03/14, 8404180221 , 


“8201250164 SECY-S2-003 

Recommends Commission approval for publication of proposed 
addition to 1QCFR50. 73 to establish LER sys. Proposed FR 
not ic e, prel iminary value impact ana 1 y s i s, s ummar y of public 
comments, draft reg guide S, supporting documentation encl. 
DIRCKS, W.U. Office of the Executive Director for Operations. 
82/01/04. 85pp. 24108:015. 


8404180339 SECy-84-134 

Informs Commission of staff evaluation 8< conclusions re need 
for PORV for C-E designed p lants. Decision should be deferred 
& incorporated into Unresolved Safety Issue A~45. 

DIRCKS, W. J, Office of the Executive Director for Operations, 
84/03/23 181pp 24109-290 24X Fi c h e : 50-361 , 84/03/23, 8404 180359. 


8404190422 Further response to FOIA request for 1982 SECY papers to be 
placed in PDR. Forwards SECYs 82-2708,82-283,82-289 82-317. 

Info partially withheld (ref FOIA Exemption 5), Documents 
also available in PDR. 

FELTON. J. M, Division of Rules and Records, 84/03/23. WEISS, E. R. 
Union of Concerned Scientists. 3pp 24150:214 24X 

Fiche: 50-000, 84/03/23, 8404190422 


— 8404190426 SECY-82-270B 

Advises Commission of receipt of two submissions from PASNY 
? UCS/New York PIRG commenting on draft order re Indian 
Point special proc eed ing. Inf o deleted. 

BICKWIT.L Office of the General Counsel. 82/07/21. Ip 
24150:217, 24X Fiche 50-000,84/03/23,8404190422 


--8404190429 SECY-82-283 

Recommends that Commission approve encl draft FR notice 
seeking public comment on proposal to modify effectiveness 
review procedures For CP dec i s i ons. Inf o deleted. W/o encl, 
eiCKWIT.L. Office of the General Counsel. 82/07/06. 5pp. 
24150: 218, 


—8404190434 SECY-82-289 

Recommends Commission review denial of 10CFR2 206 petition 
I lied w/IE by Com.'nonwea 1 th of MA Executive Ofc of Energy 
Resources for alternative disposition of civil penalty 
levied against util. Info deleted, 

BICKWIT.L Office of the General Counsel. 82/07/09. 39pp. 

24150:223. 24X F i c h e : 50-000, 84/03/23, 84041 90422, 


--B404190443 SECY-B2-317 

Discusses FOIA Appeal 82-A-7C re withholding of document 
dealing u/emergency preparedness. Info deleted. 

ROTHSCHILD, T, Office of the General Counsel. 82/07/27. 13pp. 

24150- 262. 


8404190458 SECY-a4-152 

Provides Commission w/adrfl info re NRC practice of accepting 
suitable experience at reactor simulator as extensive 
actual operating experience at comparable reactor. 

DIRCKS, W. U Office of the Executive Director for Operations, 
84/04/11 48pp, 24230:152, 


8404c?00363 SECY-Q4-i56 

Informs Commission of NRC approach to safety reviews on 
risks of low power operation recent reviews addressing 
risks to public re low power operation addressed at 340326 
briefing, 

DIRCKS, W J. Office of the Executive Director for Operations, 
84/04/12. 26pp 24159:258 24X Fiche; 50-275, 84/04/12, 8404200363. 


STATE PROG STATE PROGRAMS 


8404020113 Forwards draft Itr to State of WA, submi tt ing recommen'dations 
& conclusions re technical review of nuclear packaging 
rept on Fl 50 F255 h igh-integrity container for low level 
waste d isposal. Comments requested 

TOKARiM. Engineering Branch (Post 831001). 84/02/24. MCNEIL, M. B. 

Waste Management Branch, 7pp, 22876:355, 


8404030341 Forwards "Interim Findings of Adequacy of Radiological 
Emergency Response Planning by State & Local Govts at 
Callaway Nuclear Power Plant, " ?< State of MO 740308 Itr. 

State of MO will complete corrective actions by 840519. 

KRIMM, R,W, Federal Emergency Management Agency. 84/03/27, 

UORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 2pp. 22872:147, 24X Fiche; 50-483, 84/03/27, 

8404030341, 


■8404030342 "Interim Findings of Adequacy of Radiological Emergency 
Response Planning by State & Local Govts at Callaway Nuclear 
Power Plant. " 

■a Federal Emergency Management Agency. 83/12/13, 16pp. 

22072: 149, 24X Fiche: 50-483, 84/03/27,8404030341. 
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NONDOCKETED ITEMS 


8404050275 Notification of contract execution < Nod 12 j to "Coordination 
of Federal/State Radiation Control Activities Assistance 
in Solving Radiation Control Problems." Con trac tor : FDA. 

HAWKINS* D. A. Administrative Contracts Branch. FIN B-1620. 
NRC-06-76-247, 84/03/21. KERR- G. W. Office of State Programs, 

Director. YOUNG, F. W. NRC - No Detailed Affiliation Given. Ip. 
22918: 335. 


— 8404050280 Mod 12, extending period of performance to 841231 

increasing funds, to "Coordination of Federal/State Radiation 
Control Activities & Assistance in Solving Radiation Control 
Prob lems. '' 

KCKNIGHT,K. Food Drug Admini stration. HAGAN, T. F. Division of 
Contracts. FIN B-1620. NRC-06-76-247, 84/03/21. 2pp. 

22918: 336, 


8404050277 Responds to 840302 Itr re end correspondence 8t repts 
requested from Oct 1983 p r intouts . Name added to automatic 
distribution of NRC formally published waste mgt contractor 
repts <NURE0/CRs>. 

MATTSON, D.R, Policy Program Control Branch (Post 831001). 00234. 

84/03/07. JOHNSON, C. H. Nevada, State of. 4pp. 22918:331. 


S4040504SO "WA State Dept of Ecology High Level Nuclear Waste Mgt 
Legislative Proposals as of 840309. " 

* Washington. State of. 00708. 84/03/09. 4pp. 22919:357. 


8404060006 Outlines NRC commitment to provide certain listed documents 
discussed during 840125 meeting, 

JOHNSON, C. A. Nevada, State of. 00232. 84/03/12. MCDOUGALL, R. 

Policy Program Control Branch (Post 831001). Ip. 22944:091 


8404060007 Lists documents requested per 840227 telcon, including 
NUREG-1046, USGS comments on NRC siting guidelines 
concurrence NRC regulations on nuclear fuel shipping 
casks, 

JOHNSON, C. A. Nevada, State of. 00231. 84/03/12. MADSEN, D. Policy 
8s Program Control Branch (Post 831001). Ip. 22935:362. 


8404060016 Ack receipt of 840131 supplemental MOA opposing NRC 
concurrence in DOE repository siting guidelines. 

PALLADINO, N, J. Commissioners. 84/02/27. MATHESON, S. M. Utah, State 
of. Ip. 22944:138. 


— 8404060023 Supplemental MOA between NRC .i; State of UT opposing NRC 
concurrence in DOE repository siting puidelires 
« NRC - No Detailed Affiliation Giver C- t rST'‘”5LRir3N Utah, 
State of. 84/02/01. 62pp. 22944:140. 


8404060129 Forwards schedule of corrective actions submitted by State 
of IL for deficiencies noted in final rept for offsite 
radiological emergency preparedness exercise conducted on 
83091 4. Sc h ed u i e of corrective actions adequate. 

KRIMM. R.W. Federal Emergency Management Agency. 84/04/02. 

JORDAN, E. L, Division of Emergency Preparedness 8( Engineering 
Response (Post B30103), 16pp. 22920:112, 24X Fi c h e : 50-010, 

84/04/02, 84(34060129, 


8404060266 Confirms recent conversation re 840430-0504 review of State 
of AL radiation control program for agreement matls. Results 
of review will be discussed on S40504. 

O'REILLY, J, P. Region 2, Office of Director. 84/03/26. MYERS, I. L. 
Alabama, State of. Ip, 22922:294. 


8404060269 Confirms 840329 telcon re rescheduling review of State of AL 
radiation control p rogram. Format review rescheduled for 
840507-1 1. Ex it meeting will be conducted on 840511. Dates 
for inspector accompaniment remain 840425-26. 

WOODRUFF, R. L. Region 2, Office of Director. 84/04/02. GODWIN, A. V. 
Alabama, State of. Ip. 22922:295. 


8404090235 Package of four comments on petition for rulemaking re DOE 
guidelines for recommendation of sites for nuclear waste 
repositories. 

KEARNEY, J. J. Edison Electric Institute. JOHNSON, A, Affiliation Not 
Assigned. KALITOWSKI, T. Minnesota, State of. 49FR9650. 84/04/05. 

CHILK, S. J. Office of the Secretary of the Commission. Hpp- 
22940: 062. 


I Radiological Emergency 
'tion, " exercise 

Pii/04/04. 

ineering 

50-309, 84/04/04, 


— 8404090291 "Joint State & Local Radiological Emergency Response 
Exercise For Maine Yankee Power Station," exercise 
assessment. 

* Federal Emergency Management Agency. 83/10/22. 117pp. 

22942:284. 24X Fiche : 50-309, 84/04/04, 8404090288. 


8404090365 Responds to NRC 840216 technical comments r ecommendat i ons 
re radiation control program. Two new staff members will 
attend NRC licensing orientation insp procedure courses. 

WILSON, E.F. Arkansas, State of. 84/03/09. COLLINS, J. T. Region 4, 
Office of Director. 2pp. 22942:171. 

8404090372 Package of three comments supporting proposed rule 10CFR20 
re improved personnel dosimetry processing. 

LACKER, D.K. Texas, State of. BROWN, D. H. North Carolina, State of. 
VADEN, J. Nevada, State of, 49FR1205. 84/04/04. NUSSBAUMER, D. 

Assistant Director for State Agreements Programs. 3pp. 22942:141. 


8404090403 Comments on petition for rulemaking re preliminary decision 
related to DOE guidelines for recommendation of sites for 
nuclear waste repositories. 

CKRISTOFFERSON Utah, State of. 49FR9650 022. 84/04/05. 

Docketing .t{ Services Branch, 18pp. 22956:092. 


— 8404090412 Expresses concerns re serious fundamental 
misinterpretation of nuclear waste policy act on DOE 
guidelines for recommendation of sites for nuclear waste 
repository. 

CHRISTOFFERSON Utah, State of. 49FR9650. 84/03/09. 

PALLADINO, N. J. Commissioners. 7pp. 22956:111. 

— 8404090494 Testimony of C Duffy 8< N Barton on behalf of State of UT re 
petition for rulemaking concerning review of certain 
technical aspects of DOE proposed guidelines for siting 
nuclear uaste repository. 

DUFFY, C. Imperial College, London, UK. BARTON, N. New Mexico 
Institute of Mining h Technology, Socorro, NM. 84/01/08. 21pp. 

22956: 118. 


8404090404 Forwards evaluation of radiological emergency exercise h. 
rept of observations .?«: recommendations of exercise repts. No 
formal schedule of corrective actions requested due to 
irccrsequential ’^atu-e of deficiencies. 

MA.R7IN, T T Div: 5 :o'i of Engineering & Technical Programs. 84/03/29. 

DALTROFF, S. L, Philadelphia Electric Co. 3pp. 22940:271. 24X 

Fiche: 50-277, 84/03/29, 8404090404. 


8404090407 Forwards "City of Charlotte Protective Response Plan for 
Al 1 Ha zards. " 

TUCKER, H.B, Duke Power Co. 84/03/29. DENTON, H, Office of Nuclear 
Reactor Regulation, Director, ADENSAM. E. G. Licensing Branch 4. 

MAY, M P, Federal Emergency Management Agency. Ip. 22941:047. 24X 

Fiche: 50-413. 84/03/29, S404090407. 


— 8404090415 "City of Charlotte Protective Response Plan for All 
Hazards. " 

* Charlotte, NC. 82/12/31. 22pp, 22941:048. 24X 

Fiche : 50-413, 84/03/29, 8404090407, 


8404100075 Notifies of upcoming meetings on 840229-30,0403 8< 0505 
w/salt states. 

TAYLOR, T. J. Energy, Dept. of. 00190. 84/03/16. MILLER, H. NRC - 

No Detailed Affiliation Given. Ip. 22995:303. 


8404100313 Forwards QA Program Insp Rept 99900607/84-01 on 840206-10 
POTAPOVS. U. Region 4, Office of Director. 84/03/12. HORN, G. 
California, State of. 2pp. 22971:157. 


— 8404100321 QA Program Insp Rept 99900607/84-01 on 840206- 10. Ma j or areas 
inspected: qual if ication of state staff, review of state 
authorized insp agency duties St performance of authorized 
nuclear inspector supervisors. 

SUTTON. U. W. , HALE,C. J. Region 4, Office of Director. 84/03/12. 

6pp. 22971:159. 


8404110048 Summary of High Level Nuclear Waste Policy St Review Board 
840217 meeting in Lacey, WA. 

* Washington, State of. 00714. 84/02/17. Washington, State of. 

43pp. 24006:112. 


8404110310 Submits general guidelines re site c harac ter i zat i on plan 
preparation process St info concerning decision for 
acrompl ishing near-term goals of salt program. Deta i 1 ed 
view-graphs end. 

NEFF. J. 0. Energy, Dept. of. 00134. 83/10/11. GLODSMITH, S. Ohio, 

State of. 27pp. 24007:328. 


8404110373 Comments on petition for rulemaking re DOE guidelines for 
nuclear waste repositories. Requests affected states be given 
opportunity to comment on final guidelines prior to NRC 
concurrence, 

BRENNAN, J. E. Maine, State of. 49FR9650 028. 84/04/03. 

PALLADINO, N. Commissioners. Ip. 22989:300. 



NONDOCKETED ITEMS 


8404110397 Advises of NRC approval of proposed agreement under which 
State O'? UT will assume certain regulatory authority over 
byproduc t» source & SIMM on 840401, per Section 274 of Atomic 
Energy Act of 1954. 

PALLADINO, N. J. Commissioners, 84/03/20. MATHESON, S. M. Utah, State 
of. Ip. 24006:254. 


8404c.70107 PNa-V-84-022; on S4041 9, wh i 1 e unloading HX delivered from 
Northern States Power Co, valve broke off radioactive 
liquid released. Liquid exceeded US Eco 1 og y . In c state 

barred from use of burial site, 

04^15 ' 5' Office of Director. 84/04/20. Ip, 


8404110439 Forwards response to 831129 questions re orderly development 
of low level radwaste disposal sites under interstate 
compac t s. 

PALLADIND, N. J. Commissioners. 84/03/16. UDALL, M. K, House of Rep., 
Interior & Insular Affairs. Spp. 24000:269, 


PM0-U-S4-021 ; sh i pments of low level radwaste, rece 
840wo3,o9 ?< 0418 from Applied Health Ph ys i c s, d i sc over ed in 
violation of DOT regulations State of UA c odes. Company 
burial site permit suspended. 

of Director, 84/04/20. Ip 






—0404110536 Ack receipt of 831116 Itr re alternatives for managing low 
level radwaste. Response to Governor Earl clarification not 
blanket endorsement of engineered above ground storage, 

DAUIS, J.G. Office of Nuclear Material Safety it 

Safeguards, Director. GL-81-3S, 84/01/05. KANY, J, C. Maine, State 

of Spp. 24000; 298, 


— 8404110553 Discusses possibility of onsite storage of low level waste 
for life of nuclear power plant as future method of dealing 
w/commerc ia 1 low level radwaste. 

KANY, J, C, Maine, State of, 03/11/16. PALLADIND, N. 

Commissioners. 3pp- 24000:301. 


8404oU016«. Advises that 840326 violation of 49CFR173 441 caused by 
inadequate final shipment survey failure of personnel to 
fallow procedures, per State of SC 840403 Itr. Waste shipment 
procedures will be revised as listed by 840501, 

Maine Yankee Atomic Power Co, ODW-84-95. 84/04/23, 

SMEALY, H. G, South Carolina, State of, 2pp 24225- 105 24X 

Fiche: 50-309, 84/04/23, 8404300162 


TOPREP 


VENDOR REPORTS AND RELATED CORRESPONDENCE 


8404110496 Forwards Itr of agreement between State of UT DOE re mgt 
of Salt Lake City remedial action pro ject, State will assume 
full responsibility for preparation o-f final design it 
performance of remedial actions. 

MORLEY. J. A. Energy, Dept. of. 84/03/14, HIGGINBO fHAM, L. Low-Level 
Waste S< Uranium Recovery Projects Branch, 3pp, 24004:282. 


8402290016 Forwards engineering evaluation rept re water hammer 
experience associated w/BWR HCPI sys.LERs documenting 
water hammer experiences involve array of causes & 


RUBIN. S. D. 
84/01/10 
24044: 071. 


r. rec urr ence. 

Reactor Operations Analysis Branch. AEOD/E402, 
SEYFRIT, K. V, Reactor Operations Analysis Branch. 


Ip, 


8404170004 Forwards State of WA 840323 Itr to Arkansas Power 8, Light 
re disposal of 30 Ferralxum high integrity container <HIC> 
at Rich land, State 040323 certification of compliance for 
HIC for disposal of EPICOR 11 prefilter liners end, 

NUSSBA'JMER, D. A. Assistant Director for State Agreements Programs, 
84/04/06. HIGGINBOTHAM, L, Lou-Level Waste 8', Uranium Recovery 
Projects Branch. 5pp. 24092' 002 


8404170095 Forwards results of all samples collected by State of FL i'. 
analyzed by Radiological ?•< Environ Sciences Lab for NRC in 
1983. 

MONTGOMERY, D. Division of Emergency Preparedness 8< Materials Safety 
84/04/05. THOSS-D.W Florida, State of 4pp. 24050 310 


840417035 9 Forwards comments on review & evaluation of radiation 
control program. Rev i eu included exam of legislation 8, 
regulations, organization, mgt fy administrati on, Improvement 
needed in updating regulations. 

D 'REILLY, v,. P Region 2, Office of Director 84/04/06, PINOREE, D. H 
Florida, S-rate r..- Spp 24060,320. 


B404170361 "State of WI Milk Monitoring Ne two r k . 1979- 1 982 " W/840409 
Ur, 

MCDONNELL, L, J Wisconsin, State of 82/12/31. KEPPLER, J, Region 
3, Office of Director, 27pp, 24060:345, 


8404170603 Notifies of fifth bimonthly merti-ig ■i.-'p otmt* a 1 host salt 
states 8t NRC on 840329*-30 in Columbus,!',;! in- n i (■<,•.,, will 
be made an "data sheets" to be used in preparing statutory 
environ assessments of Vol 2 of mission plan, 

TAVIOR, T, J, Energy, Dept of 205, 04/03/16, MILLER, H Division 

of Waste Management Ip 24091 1 13. 


04041804 02 Lists upcoming meetings per Biao/lR-ao meeting conmitments 
TAYLOR, T. U. Energy, Dept, of, 04/03/23 MILLEIR, H, NRC - No 
Detailed Affiliation Given CHFMSTOFFERSDN Utah, Stato of 
FRISHMAN,S, Texas, State of Ip 24109 044 


8404200342 State of WA final bill r@pt re E'SHB 1637 canterninq 
agreements w/federal govt on long term disposal of high 
level radwaste, 

* Washington, State of 84/03/26, I4pp 24159 308 


--8402290018 "Water Hammer in 0WR HPCI Gys. " 

RUBIN, S, Reactor Operations Analysis Branch 
84/01/10. 17pp. 24044.072. 


AE0D/E402. 


8403140249 Board Notification 84-063: forwards Transamerica Del 
Owners Group rept "Design Review of Connecting Rod Bearing 
fahella for Transamerica Delaval Enterprise Engines" 8, 
"Emergency Diesel Generator Rocker Arm Capscrew, ..." 
EISENHUT, D, G, Division of Licensing, 84/03/23, PALLADINO 
84031 2.?e71.049, 24X Fiche 50-000, 84/03/23, 


ava 


1 


8403140267 Board Notification 84-072; forward s transcript of TDI 
Group 04OJ22 meeting 8- addl info re diesel generators. 
EISENHUT, D 0, Division of Licensing, 84/04/04 PALLADINO 
e 403140 '^? 7 ^^* Spp 24067 106. 24X Fiche : 50-000, 84/04/04, 


Owners 


--84’.:<4 170605 rransenpt of FJ40322 meeting in Wading River, NY re diesel 
generator rel lab i 1 i ty , Pp 1-197 

^ Commissionern, 84/03/22 19app, 24067; 132 24X 

Fiche 50-000, 04/04/04 , 8403140267. 


—8403030331 Forwards request for addl info re Transamerica Delaval 
di e«sp« 1 generator s Addl staff comments also encl. 

ID RI.INGFR, C Division of Licensing, 84/02/28, MUSELER,W, TDI 
I Transamerica Delaval, Inc, ) Owners Group, lipp, 2406B'015 ?4X 

F iche: 50‘'000, 04/04/04, 8403140267 


8404020121 Forwards request for addl info re BAU--10155, "F0AM2 
Computer Program to Calculate Core Swell Level Mass Flow 
During Small Break LGCA " Response by 840409 requested. 
THOMAS, C t1. Standard wation Special Projects Branch, 84/03/14. 
TAVLOR.U H Babcock -1' Wilcox Co Spp. 22878:085 


8404020143 Forwards test results on first engine produced in each model 
line for LILCO, CPC, Mi ss issipp i Power h Light h Southern 
Cal ifornia Edison 

MATHEWS. C S Transamer ica Delaval, Inc 04/03/22, BERLINGER, C. H, 
Divifian of Liceni-ing, 2pp 22838:090 24X Fi c he; 50-000, 84/03/22, 

8404020143 


B404250074 Comments on petition for rulemaking re DOE general 
guidelines for recommendation of sites for nui;lear waste 
repositories, Suppor ts rule 

MOQS.D W. Washington. State of 49FR9650 031 84/04/02 

PALLADINO, N. U Commissioners. 2pp 24194,361 


840402’020a Forwards affidavit for withholding from public disclosure 
proprietary info on Model FLSO container h nonpr opr i atary 
version of, "FLSO Container " 

^SIMCHU/.U D Nuc luar Pae kaging, Inc, B4,/02/13, TAKAR, M. 
Engineering Branch (Post 031001) 4pp. 22874,2,21. 


0404250086 Package of two comments supporting proposed ru,le 10CFH60 
re disposal of high level radwast# in unsaturatfd zone, 

MODE, D W Washington. State of, HIRSCH, A Environmental Protection 
Agency. 49FR5934. 84/04/20 PALLADINO, N J Commissioners, 6pp 

24192:190. ^ 


■“'8404020209 Nonpropr letary, "FLSO Containers " 

^ Nuclear Packaging, tne, 84/01/30 89pp. 22874:225, 


8404020214 P'orwards limited review of NucleDyne passive containment 
sys design Review performed to provide guidance re effort 
required should Nut. IrDyne pursue formal design review 
process, 

THOMAS, C 0, Standardization Special Projects Branch, 84/03/13. 

FRALEY, R P ACRS ■« Advisory Committee on Reactor Safeguards 2pp. 

22845 ' 335 
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8404030076 Discusses reasons that neiu practice of deferring review of 
written operator licensing exam ques t i ons . p r ovi ded in 
NUREG-IO 2 I 1 unti 1 completion of exam will prove 
counterproductive. 

RAHEiE, P. Westinghouse Electric Corp, 84-269. 84/03/16. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
22853; 139. 


B404030036 Informs that fee for review of CEN-152, "Emergency Procedure 
Guidelines," was in error should be cance 1 led. Future 
correspondence should be sent to R Wei i s, c h a i rman of C-E 
Owners Group. 

SCHERER, A. E. Combustion Engineering, Inc. LD-84-014. 84/03/27. 

MILLER, W. 0. License Fee Management Branch. 2pp. 22869:253. 


8404030252 Application to amend CPPR-103, revi s ing Tech Specs to reflect 
monthly (31-day) valve cycling frequency per end 
Westinghouse recommendation. 

COOK,K. W. Louisiana Power Light Co. W3PS4-0795, 84/03/28. 

KNIGHTON, G. W. Licensing Branch 3. Ip. 22869:173. 24X 

Fiche: 50-382, 84/03/28. 8404030252, 


—8404030255 "Rerommended Testing Frequency for Steam Admission Valves on 
BB 296 Nuclear Turbines w/Steam Chests," Operation ^ Maint 
Memo 041. 

REBER.R.M, , MECK, C. W. Wes t i nr ^’o-s e Ele-tric Corp. 83/11/14. 2pp. 
22869; 174. 24X Fiche; 5C--3r,:-. L-- .■ Jli/ilE. :'!404030252. 


8404030260 Forwards nonpropr ietary S< proprietary "Shoulder Gap Data 
Taken on Batch D Assemblies After Cycle 3." Affidavit end. 
Proprietary rept withheld (ref 10CFR2. 790). 

MARSHALL, J. R. Arkansas Power Light Co. 2CAN118310. B3/12/02. 

GAGLIARDO, J. E. Division of Resident, Reactor Project -S,. Engineering 
Programs. 5pp. 22872 241 24X Fi che : 50-368. 83/ 12/02, 8404030260. 


—8404030269 CEN-260 ( A > -NP 

Nonpr opr ietary "Shoulder Gap Data Taken on Batch D 
Assemblies After Cycle 3." Info deleted. 

* Combustion F-. - 0 p - i -1 q "n-. 83/11/30, 6pp. 22872:246. 24X 

Fiche: 50-368, E?.dr..' b-ar,-.;:'.;.):-::) 


8404030354 Forwards "Emergency Diesel Generator Cylinder Head Stud 
Stress Analysis." Bounding cylinder head stud designs 
adequate for applicable engines & svc conditions. 

MUSELER, W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. TDI-8. 

84/03/30. DENTON, H.R. Office of Nuclear ■'’o.-idn- R eg 

Director, 2pp. 22863:069. 24X Fiche- 50-"-.';?, C3/3 j- 64C4'.jr,:.!i!a. 


— 8404030389 "Emergency Diesel Generator Cylinder Head Stud Stress 
Analysis, " prepared for Transamerica Delaval, Inc Owners 
Group . 

■» Stone ?y. Webster Engineering Corp. 84/03/31, 2Spp. 22863:071. 
24X Fiche: 50-000,84/03/30,8404030354. 


8404030422 Notifies of r eor gan i za t i on of Power Sys Group per Rev 3 of 
CENPD-210, "QA Program - Description of C-E NSSS QA 
Program. " 

SCHERER, A. E. Combustion Engineering, Inc. lD-84-016. 84/03/28. 

ANKRUM, G, T. QA Branch. 2pp, 22862:343. 


8404030451 Forwards IE Insp Rept 50-445/84-07 on 840201-29, No 
violations or deviations identified. 

JOHNSON, E.H, Region 4, Office of Director, 84/03/20, SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co,). 2pp. 22869:294. 24X Fi ch e : 50-445, 84/03/20, 8404030451 . 


—8404030460 IE Insp Rept 50-445/84-07 on 840201-29. No violations or 
deviations i d ent i f i ed . Ma j or areas inspec t ed : Transamer ica 
Delaval deisel generator insp, IE bulletin followup, Part 21 
f ol lowup, p lant tours 8< status. 

KELLEY, D, L. , SMITH, W. F. , HUNNICUTT, D. M. Region 4, Office of 
Director. IEB-7S. 84/03/19. 9pp. 22869:296. 24X 

Fiche: 50-445. 84/03/20, 8404030451, 


8404040004 Forwards proposed Rev 2 to CASE-TRl, "QA Program for Nuclear 
Section of Coordinating Agency for Supplier Evaluation, " for 
review h approval. 

BAJADA, E. C. , SWANSIGER, T. 0. Coordinating Agency for Supplier 
Evaluation (CASE Association). 83/06/03. COLLINS, J. T. Region 4, 
Office of Director, Ip. 22888:234. 


—0404040006 CASE-TRl R02 DRFT 

Proposed Rev 2 to "QA Program for Nuclear Section of 
Coordinating Agency for Supplier Evaluation. " 

DAKIN, G, F. Coordinating Agency for Supplier Evaluation (CASE 
Association). 83/06/30. 42pp. 22888:235. 


8404040031 Forwards responses to 831208 8< 840209 requests for addl 
inf 0 . Owners group remains committed to resolving degraded 
core hydrogen control issue for Mark III containment plants. 
Plant-specific response will be provided separately, 

HOBBS, S. H. Hydrogen Control Owners Group, BWR-6 Mark HI. 

HOBBS, S. H. Mississippi Power S'. Light Co. HGN-016. 84/04/02. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 28pp. 
22880: 315. 


8404040037 Forwards proprietary S< nonproprietary response to NRC 
840309 questions on setpoint methodology. Proprietary 
response withheld (ref 10CFR2. 790) . App 1 icat ion for 
withholding affidavit end. 

PETRICK.N. A. Standardized Nuclear Unit Power Plant System. ELNRC 
84-0050. 84/03/23. DENTON, H. R. Office of Nuclear Reactor 

Re.- 3 u]ation, Director. 5pp. 22883:052. 24X Fiche: 50-000, 84/03/23. 

S.C.0-04-C.0B7 


--8404040088 Application for withholding proprietary response to NRC 
questions on setpoint methodology. 

WIESEMANN, R. A. Westinghouse Electric Corp. CAW-84-22, 84/03/22. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 16pp. 
22883: 057. 24X Fiche; 50-000, 84/03/23, 8404040087. 


8404040206 Forwards minutes of 831130 meeting u/Nuclear Power Plant 
Standby Diesel Generator Users Group re questions concerning 
design d efi c i enc i es , cran k shaft, b ear ing s S', connecting rods S< 
pistons S< skirts. 

MATHEWS, C S. Transamerica Delaval, Inc. 83/12/15. ANGLE, C. W. 
Mississipai Power %> I io^’t Co 70pp. 22880:226. 24X 

Fiche- 50-;:C('. k2/ 12/ ! 5. ■j': T 4CV.0206 


8404040299 Forwards ANL preliminary questions developed during review 
of Exxon repts supporting request for reload r evi ew. Me et ing 
scheduled for 840329. 

UARGA, S. A. Operating Reactors Branch 1. 84/03/16. DOLAN, J. 

Indiana Sc Michigan Electric Co. DOLAN. J, American Electric Power 
Service Corp, 3pp. 22910:295. 24X Fi ch e : 50-000, 84/03/ 16, 
8404040299. 


—8404040304 Forwards first round questions following evaluation of Exxa 
rept, "Steam Tube Rupture Incident at Prairie Island Unit 1, 

PTSPWR2 vs Data, Preliminary Benchmark Analysis." 

WEI, T. Y, , ABRAMSON, P. B. Argonne National Laboratory. FIN A-2311. 
84/03/06. GUTTMANN, J, Reactor Systems Branch. 4pp. 22910:298. 

24X Fiche: 50-000, 84/03/16, 8404040299. 


— 8404040309 Forwards first round questions on Exxon plant transient 
code, based on review of proprietary rept, "Description of 
Exxon Nuclear Plant Transient Simulation Model for PWRs. " 

ABRAMSON, P. B. , WEI,T, Y. Argonne National Laboratory. FIN A-2311. 
83/09/30. GUTTMANN, J. Reactor Systems Branch. 0pp. 22910:302 
24X Fiche; 50-000, 84/03/16, 8404040299. 


— 8404040323 Forwards first round questions on mods to Exxon draft repts 
"PTSPWR2 Mods for St Lucie Unit 1" 8< "Description of Exxon 
Plant Transient Simulation Model for PWRs." 

WEI,T. Y. , ABRAMSON, P. B. Argonne National Laboratory, FIN A-23n. 
83/11/22, GUTTMANN, J. Reactor Systems Branch. 6pp. 22910:310 
24X Fiche; 50-000, 04/03/16, 8404040299, 


— 8404040326 Forwards first round questions on Exxon methodology rept fo 
PTSPWR2. Rept lacks specific details re biases in initial 
conditions S< boundary conditions. 

WEI, T. Y. , ABRAMSON, P. B. Argonne National Laboratory. FIN A-2311. 
04/03/05, GUTTMANN, J. Reactor Systems Branch. 8pp, 22910:316. 

24X Fiche; 50-000, 84/03/16, 8404040299. 


8404040364 Summary of 840223 meeting w/C-E Owners Group in Bethesda,MD 
re emergency procedure guidelines. Handouts re Rev 2 to 
Emergency Procedure Guidelines CEG-152 end. 

GREENE, T, A. Procedures S>, Systems Review Branch. 84/03/01, 

ZIEMANN,D. L, Procedures Systems Review Branch. 66pp, 22911:015. 


8404050050 Notification of contract execution: "Review of Transamer ic a 
Delaval Emergency Diesel Generator, " awarded to JB Heywood. 

WIGGINS, E.J. Technical Assistance Contracts Branch. FIN B-S699. 

NRC -03-84-076. 84/03/14. DENTQN, H. R. Office of Nuclear Reactor 

Regulation, Director. Ip, 22919:255. 


■ — 8404050057 Contract: "Review of Transamerica Delaval Emergency Diesel 
Generator, " awarded to JB Heywood. 

HEYWOOD, J. B. Heywood, J. B. MORTON, K V. Division of Contracts 
FIN B-8699. NRC-03-84-076. 84/03/14. 70pp. 22919:256. 


8404050053 Advises that CESEC Code acceptable for use in licensing 
applications for calculating FSAR Chapter 15, based on review 
of util 800306,0609,810327 Sc 831227 submi tta Is . Request s 
application to delete license condition re CESEC. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/20. GRIFFIN, J. M. 

Arkansas Power S>. Light Co. Ip. 22912:310. 24X 

Fiche: 50-368, 84/03/20, 8404050053. 
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— 0404050055 Safety evaluation supporting CESEC digital simulation of 
C-E r4SSS contained in CENPD-107. 

* Office of Nuclear Reactor Rec i. r: r L u" R4/03/20. 

27pp. 22912:311. 24X Fi c he : 3-'- /O? 20. r'l-J.-lOr-OO 


0404050511 Forwards safety evaluations of B5<W TACO-2 code. C-E FATES— 3 
code.GE GESTR-LOCA code S< Westinghouse PAD-3.3 code. 

CRUTCHFIELD. D. Operating Reactors Branch 5, LS05-84-03-028. 

04/03/20. CQUNSIL. W. G. Connecticut Yankee Atomic Pooier Co. 2pp. 
22955:068 24X Fiche: 50-213. 84/03/20, S40405051 1. 


—8310050182 Safety Evaluation of NeDE-23785- 1 . Vo 1 1, Rev 1. "GESTR-I_DCA 
Model for Prediction of Fuel Rod Thermal Performance. '* Code 
acceptable for satisfying requirements on 10CFR50, App K, 

^ NRC - No Detailed Affiliation Given. 83/09/30. 35pp. 

22955:169. 24X Fiche , 50-213. 84/03/20, 840405051 1. 


— 8404050517 Safety evaluation of WCAP-a720, Ad d 2. Proposed mod acceptable 
for plant safety analysis when applied under conditions 
described in rept. 

» NRC - No Detailed Affiliation Given. 84/03/20. 17pp. 

22955:204. 24X Fi c h e : 50-213, 84/03/20. 84040505 1 1 . 


8404060092 Forwards request for addl info on NEDE-23785, Rev l.Vol III 
(P), "GESTR-LOCA ^ Safer Models for Evaluation of LQCA. " 

Info needed to complete revi ew. Response requested by 840416. 

THOMAS, C. 0. Standard i zati on S, Special Projects Branch. 84/03/19. 
QUIRK, J.F, General Electric Co. 6pp. 22935:309. 


0404060103 Summarizes agreements reached at recent meeting w/NRC re 
future communications between BS/W Owners Group NRC. Info 
re NRC actions involving review fees requested. 

HOSLER, A. G. Babcock !< Wilcox Operating Plants Owners Group. 
84/03/23, KADAMBI.P. NRC - No Detailed Affiliation Given. 2pp. 
22920: 310 


8404060148 Forwards Rev 0 to CPL-17-103, "Statistical Evaluation of 
Postulated Flaws at Brunswick Steam Electric Plant, Unit 1," 
in response to request for addl justification for continued 
operation until Nov 1984, Commits to stated insp plan. 

HOWErP.W. Carolina Power .?< Light Co, NLS-84-147, 84/04/02. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
22927:026. 24X Fiche: 50-325, 84/04/02, 8404060148, 


—8404060151 CPL-17-103 ROO 

Rev 0 to "Statistical Evaluation of Postulated Flaws at 
Brunswick Steam Electric Plant, Unit 1." 

CHARNLEY, J. E. . WENNER, T. J, , SUND, H, J. NUTEC^ E-'ji-.rprr, Ttc 
84/03/28. 31pp, 22927:029. 24X Fiche: 50-3.';':. S'l/C'./CL --<160 : 40 


8404060249 Forwards summary of planned submittals interactions 
involving NRC Sk representatives of B&W. Summary updated six 
times per yr to ensure accurate list of short meeting 
schedule. 

HOSLER, A. G. Babcock Wilcox Operating Plants Owners Group. 
84/03/23. KADAMBI,P, NRC - No Detailed Affiliation Given. 2jip. 
22921; 004, 


8404060343 Forwards response to request for addl info on hydrogen 
control re 1/4 scale Mark III test facility ?y H2 combustion 
test program. 

DALE, L. F. Mississippi Power .S', Light Co, AECM-84/01 14. 84/04/04, 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 23pp. 
22731:296. 24X Fiche: 50-416, 84/04/04, 8404060343, 


8404090011 Forwards evaluation of BWR Owners Group response to Item 
II.K. 3, 16 of NUREG-0737, "Reduction of Challenges Failures 
of Relief Valves - Feasibility Study 8< Sys Mod." 

VA5SALL0.D. Operating Reactors Branch 2. 84/03/12. UTLEY, E, E 

Carolina Power Light Co. 12pp. 22972:332. 24X 

Fiche: 50-324, 84/03/12, 8404090011. 


8404100223 Annual Financial Rept 1983. W/840404 Itr, 

welch, J.F, , CUNNINGHAM, G, E. General Electric Co. 83/12/31, 58pp. 

22961:240. 24X Fic h e : 50-000. 83/ 12/31, 04041 00223. 


8404100242 Forwards description of extended operation tests insp 
plans for Diesel Generators lA B description of generic 
Si site-specific problems, per 840321 meeting re resolution 
of Transamerica Delaval.Inc diesel generator issue. 

TUCKER, H.B, Duke Power Co. 84/04/05. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4 39pp. 22967:307. 24X Fiche: 50-413, 84/04/05, 8404100242. 


8404100259 Forwards 840405 application for withholding 8< proprietary 
"Update to WCAP-7308-L, To p i ca 1 Rept Evaluation of Nuclear 
Hot Channel Factor Uncertainties in Response to NRC 
Questions." Rept withheld (ref 10CFR2. 790). 

RAHE. E. P. Westinghouse Electric Corp. NS“EPR-2900, 84/04/05. 

THOMAS, C. 0, Standard i lat i on S< Special Projects Branch. 2pp. 

22962: 084. 


— 8404100264 Requests that "Update to WCAP-7308-L, Top i ca 1 Rept Evaluation 
of Nuclear Hot Channel Factor Uncertainties in Response to 
NRC Questions," be treated as proprietary (ref 10CFR2. 790). 

WIESEMANN, R. A. Westinghouse Electric Corp, AW-a4“27. 84/04/05. 

THOMAS, C. 0, Standardization Special Projects Branch. Ip. 

22962: 086. 


8404100293 Provides explanation of NDE exams performed on lead 8-48 
pistons as suppl to info presented at 840322 meeting of 
Transamerica Delaval,Inc Owners Group meeting. 

MUSELER,W. U. Long Island Lighting Co. SNRC-1029. 84/03/26. 

BERLINGER,C. NRC - No Detailed Affiliation Given. 2pp. 22960:074. 
24X Fiche: 50-322,84/03/26,8404100293. 


8404110056 Notification of 840501 meeting w/W es t i ng h ouse Z: Sandia Natl 
Lab in Bethesda.MD to discuss BASH code-Topical Rept 
WCA.®- 10266. 

MORAN, D. H. Standar d i zati on & Special Projects Branch. 84/03/26. 
THOMAS, C. □. Standard i zat ion S'. Special Projects Branch. 3pp. 

24005: 359. 


8404110158 Forwards response to NUREO-0737, 1 1 em II.K. 3. 10, "Proposed 
Anticipatory Trip Mod, " Westinghouse analysis demonstrates 
that probability of small-break LQCA unaffected by reactor 
trip deletion on turbine trip function below 507. power, 

MILLS, L. M. Tennessee Valley Authority. 84/04/06. ADENSAM, E, 
Licensing Branch 4. Ip. 22987:143. 24X F i c h e : 50-390, 84/04/06, 

8404110158. 


— 8404110178 "Watts Bar Deletion of Reactor Trip on Turbine Trip Below 
50'/. Power. " 

* Westinghouse Electric Corp. 82/10/31. 45pp. 22987:144. 24X 

Fiche: 50-390, 84/04/06, 8404110158. 


8404110233 Responds to 840224 Itr to J Kinneman of Region I requesting 
status of inquiry by J Penn, W/840223 reply. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/03/13. MINISH, J. G House of Rep. Ip. 24024:355. 


— 8404110239 Requests status rept on J Penn Itr re possible contamination 
of Westinghouse facility in Bloomfield, NJ. 

MINISH, J. G. House of Rep. 84/02/24. KINNEMAN, J, Region 1, 

Office of Director. 4pp. 24024:359. 


8404110236 Forwards Endorsement 33 to MAELU Policy MF-95. 

ROBBINS, J.G. Marsh McLennan, Inc, 84/04/02, SALTZMAN, U. 
Assistant Director for State •?< Licensee Relations. 2pp. 229SS’ 191. 


8404110246 Forwards Endorsement 62 to MAELU Policy MF-59 ?k Endorsement 
128 to NELIA Policy NF-34. 

ASHBURN.D. J. Marsh McLennan, Inc. 84/04/04, SALTZMAN, J, 
Assistant Director for State Z. Licensee Relations. 3pp. 22985, 154. 


8404110285 Forwards Endorsement 128 to NElIA Policy NF-1. 

ROBBINS, J.G. Marsh J.; McLennan, Inc. 84/04/02. SALTZMAN, J, 
Assistant Director for State Z. Licensee Relations, 2pp. 22905:041. 


0404110291 Application for amend to License DPR-22, chang ing Tech Specs 
re analyses for Cycle 11 operation, correcting bases for 
standby liquid control sys Z. changing APLHGR multipliers. 

License amend fee &t GE topical rept also end. 

MUSOLF, D, Northern States Power Co. 84/04/02. Office of Nuclear 
Reactor Regulation, Director. 5pp. 22985: 193. 24X 

Fiche: 50-263. 84/04/02, 8404110291. 


— 8404110298 23A1673 ROO 

Rev 0 to "Supplemental Reload Licensing Submittal for 
Monticello Nuclear Generating Plant Reload 10 (Cycle 11)." 

FRIDAY. J.D., ZARBIS.W. A. , CHARNLEY, J, S. General Electric Co. 
84/01/31. 17pp. 22985:204, 24X Fiche: 50-263, 84/04/02, 8404110291, 


8404110307 Submits transcript ref from 840322 meeting correlated w/NRC 
840326 Itr requesting addl info re Types AF AE piston 
sk irts. 

MUSELER.W. J, TDI ( Transamer i ca Delaval, Inc.) Owners Group. TDI-11. 

84/04/09. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 22985:144. 24X Fiche: 50-000, 84/04/09, 84041 10307. 


8404110383 Forwards Rev 17 to BAW-381, "Demonstration & Condition for 
License SNM-778J Rad i o 1 og i cal Contingency Plan. " 

OLSEN, A. F, Babcock Wilcox Co, 23096, 83/11/15, Uranium Fuel 

Licensing Branch. 4pp. 24007:101. 


—8404110385 BAW-381 R17 

Rev 17 to BAW-381, "Demonstration Condition for License 
SNM-778i Radio log i cal Contingency Plan." 

* Babcock 5! Wilcox Co 81/08/31. 112pp. 24007:186, 
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8404110599 Forwards request for addl info re PS“53-0378i “NUS Process 
Svc Corp Topical Rept on Radiuaste Solidification Sys, *' 

Response requested by 840425, 

THOMAS# C. 0. Standard! zation h Special Projects Branch. 84/03/27. 
POWELL, R. H. J. NUS Corp. 9pp. 24025:014. 


8404120123 Advises that 830607 request to withhold "BWR Owners Group 
Position on NRC Reg Guide 1.97#Rev 2" from public disclosure 
denied. Documents required by 10CFR2. 790 not provided. 

CRUTCHFIELD# D. Operating Reactors Branch 5. LS05-84-03-036. 

84/03/26. HELWIG#D. BWR Owners Group. 2pp. 24033:263. 


8404120321 Forwards request for addl info in support of review of 
NEDE--22 1 48 { P > # "Extended Burnup Evaluation Methodology. " 

Response requested by 840419. 

THOMAS# C. 0. Standardization Special Projects Branch. 84/03/26. 
QUIRK# U.F. General Electric Co. 3pp, 24025:360. 


8404120393 Forwards 840320 IE Insp Rept 50-445/84-07 re Transamerica 
Delaval diesel generators. Related correspondence. 

MIZUNO# G. S. Hearing Branch 1. DSB 483. 84/04/10. BLOCH, P. B. 
Atomic Safety and Licensing Board Panel. 12pp. 24025:090. 24X 

Fiche: 50-445. 84/04/10,8404120393. 


8404130010 Forwards rocker arm capscrew stress analysis & Transamerica 
Delaval#Inc Owners Group insp status rept. Effort being made 
to obtain fatigue curves for AE pistons which will be 
forwarded to NRC upon receipt. 

MUSELER.W. J. TDI < Transamer i ca Delaval# Inc. ) Owners Group. 
MUSELER#W. J. Long Island Lighting Co. TDI-9. 84/04/11, 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 33pp. 
24035: 288. 


8404130014 Sixth interim deficiency rept# Item 61 re defective valve 
springs mfg by Transamerica Delaval# Inc (TDI5 on diesel 
eng ines. Ini tial ly reported on 810828. TDI removed defective 
springs. Final rept by 840908. Also reported per Part 21. 

PARSONS#R,M. Carolina Power 5< Light Co. 61. 84/04/02. 

O'REILLY# J. P. Region 2# Office of Director. 4pp. 24030:250. 24X 

Fiche: 50-400# 84/04/02# 8404130014. 


8404130246 Forwards parametric info from Transamerica Delaval# Inc# per 
840228 request. 

MUSELER#W. J. TDI (Transamerica Delaval. Inc.) Owners Group. TDI-10. 

84/04/10. DENTON# H. R. Office of Nuclear Reactor Regulation# 
Director. 3pp. 24029:202. 24X Fiche; 50-000# 84/04/ 10# 8404130246. 


8404130305 Forwards proprietary Suppls 1 S< 2# Rev 2 to 
XN-NF-81-5e(P) (A). ‘'R0DEX2 Fuel Rod Thermal Mechanical 
Response Evaluation Model," Rept withheld (ref 10CFR2. 790>. 
CHANDLER# J, C, Exxon Nuclear Co, # Inc. (subs, of Exxon Corp. ). 
JCC:060:S4, 84/04/02. THOMAS, C.O. Standardization & Special 

Projects Branch. 2pp. 24028:086. 


8404130340 Forwards proprietary Rev 1 to "GESTR-LOCA •!■! SAFER Models for 
Evaluation of LOCA# '* Vol 3, "SAFER/GESTR Application 
Methodology." Rept withheld (ref 10CFR2 790) . Affidavit end. 

(3UIRK,J.F. General Electric Co. MFN-034-84, 84/03/23. THOMAS# C. 0. 

Standard i zation 8t Special Projects Branch. 6pp. 24035:257. 


8404160030 Forwards fatigue data for nodular cast iron used in piston 
skirt evaluation# in response to request made at 840322 
meeting between NRC Transamerica Delaval# Inc Diesel 
Generator Owners Group. 

MUSELER.W, U. TDI (Transamerica Delaval, Inc.) Owners Group, TDI-13. 

84/04/12. DENTON, H. R, Office of Nuclear Reactor Regulation# 
Director. 6pp. 24043:161. 24X Fiche: 50-000# 84/04/12# 8404160030. 


8404160102 Second Interim Deficiency Rept DDR 2209# Item 149 & Part 21 
rept re Transamerica Delaval engine mounted fuel oil lines 
emergency diesel engine generator sets. Insp of fuel oil 
clamps brackets will be made. Next rept by 041031. 

PARSONS# R.M. Carolina Power 8< Light Co. NRC-206. 84/04/06. 
O'REILLY# J. P. Region 2# Office of Director. 4pp. 24042:239. 24X 

Fiche: 50-400# 84/04/06# 8404160102 


8404160128 Forwards safety evaluation of BWR Owners Group response to 
Item II.K. 3. 16 of NURE&-0737, "Reduction of Challenges S: 

Failures of Safety-Relief Valves - Feasibility Study Sys 
Mod. " Mods acceptable. 

CRUTCHFIELD# D. Operating Reactors Branch 5. LS05-84-04-017. 

84/04/11. CDUNSIL# W. 0. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 14pp, 24038:065. 24X Fi che: 50-245, 84/04/1 1# 

04O416O12B, 


8404160161 Forwards "RE Ginna Nuclear Power Station Containment Vessel 
Tendons Load Cell Evaluation. " Rept demonstrates that 
seasonal variations in atmospheric temp will cause 
fluctuation in tendon force levels. 

KOSER#R,W. Rochester Gas St Electric Corp. 84/04/10, CRUTCHFIELD# D. 

Operating Reactors Branch 5. Ip. 24041:196. 24X 

Fiche: 50-244, 84/04/10, 8404160161. 


—8404160175 2521 

"RE Ginna Nuclear Power Station Contairiment Vessel Tendons 
Load Cell Evaluation " 

DEMOSS, G.T.# FULTON, JF., CHEN# C. Gilbert Associates# Inc. 
84/03/31. 25pp. 24041:197. 24X Fiche; 50-244# 84/04/10# 8404160161. 


8404160167 Forwards listed proprietary St nonproprietary info ra 
inadequate core cooling instrumentation# TMI Action Item 
II. F. 2# per 831117 SER request. Proprietary info withheld 
(ref 10CFR2, 790). 

LIDEN# E. A. Public Service Electric S< Gas Co. of New Jersey, 

84/04/04. VARGA, S. A. Operating Reactors Branch 1. 7pp. 24041:264. 
24X Fiche; 50-272, 84/04/04, 8404160167. 


— 8404160174 Requests withholding proprietary info from public disclosure 
under previously submitted end 770406 Application for 
Withholding AW-77-1S St affidavit approved on 771028. 

WIESEMANN# R. A. Westinghouse Electric Corp. CAW-84-26. 84/03/28, 

VARGA# S. A. Operating Reactors Branch 1. 9pp. 24041:271. 24X 

Fiche: 50-272, 84/04/04# 8404160167. 


— 8404160176 Nonpr opr i etary version of "Reactor Vessel Level 
Instrumentation Sys Manual# Microprocessor Equipment 3 D/P 
Cell Design. " 

SCAGLIA# S. G. , HAUSER, C. S.# HENRICKS# D. R. Westinghouse Electric 
Corp, 83/06/30. 204pp. 24041:200. 24X Fi c h e : 50~272# 84/04/04, 

8404160167. 


8404170010 Responds to IE Bulletin 83-08. Circ oi t breakers not purchased 
or specified for saf ety-r elated applications. No further 
design activities planned prior to obtaining customer. 

RAHE#E P. Westinghouse Electric Corp. IEB-83-08. 84/03/27. 

Region 2# Office of Director. 2pp. 24051:022. 24X 

Fiche. 50-437# 84/03/27, 8404170010. 


8404170037 Discusses B^'.U) Owners Group plan & schedule for addressing 
safety evaluation of generic abnormal transient operating 
guidel ines. Proposed rev to schedule for technical basis 
document acceptab le. List of generic concerns end. 

EISENHUT. D. G. Division of Licensing. LS05-84-03-042. 84/03/30. 

LINGEWFELTER# J. Babcock & Wilcox Operating Plants Owners Group. 
4pp. 24091:302. 


8404170203 Forwards calculations for rocker arm capscrew stress 
analysis cylinder head stud evaluation. 

MUSELER# W J. TDI (Transamer ica Delaval# Inc. ) Owners Group, TDI-12. 

84/04/13. DENTON, H.R. Office of Nuclear Reactor P eg i; : a t i -jr, , 
Director. 88pp. 24053:184. 24X Fi che: 50-000, 84/0- /::#’, E40-’ : "/O::-:"#?. 


8404170326 Informs that meeting scheduled for 840419 to discuss NRR 
study of environ function S< processes# per HR Denton 840326 
request. 

SWARTZ#E. D. Commonwealth Edison Co. 8454N. 04/04/11, DENTCN# H, R. 

Office of Nuclear Reactor Regulation# Director. Ip, 24060:062. 


— 8404170333 Requests util assistance in NRR study of environ function 
processes. Apr meeting requested. Potential points of 
discussion end. 

DENTON# H. R. Office of Nuclear Reactor Regulation, Director. 
84/03/26. REED# C. Commonwealth Edison Co. 3pp. 24060:063 


8404170348 Provides complete response to Generic Ltr 83“10F# NUREG-0737# 
Item II.K. 3. 5 re reactor coolant trip. B8tW rept# "Analytical 
Justification for Treatment of Reactor Coolant Pumps During 
Accident Conditions" end. 

MARSHALL, J. R. Arkansas Power Light Co. lCAN03a402. 84/03/30. 

STOLZ, J. F. Operating Reactors Branch 4. 4pp. 24055:298. 24X 

Fiche: 50-313# 84/03/30# 8404170348. 


—840^170352 77-1149091-00 

"Analytical Justification for Treatment of Reactor Coolant 
Pumps During Accident Conditions. " 

•» Babcock Wilcox Co. 84/03/30. 67pp. 24055:302. 24X 

Fiche; 50-313,84/03/30. 8404170348. 


8404170460 Advises that 840221 submittal of organ! zationa 1 changes to 
QA topical rept continues to meet criteria of 10CFR50# App 
B ^ acceptable. Requests organi zational changes & NRC ltr of 
approval be issued to all holders of topical rept. 

POTAPOVS.U. Region 4, Office of Director. 84/04/12. KEDDIS# N. N 
Gibbs 8>. Hill, Inc. (subs, of Dravo Corp. ). Ip. 24055:011. 24X 

Fiche; 50-584, 84/04/12# 8404170460. 


8404170488 Approves 810701 application it affidavit requesting 
XN-NF-78-51# "Exxon Nuclear Control Rod Drop Accident 
Analysis for Big Rock Point# " be withheld from public 
disclosure, per 10CFR2. 790, 

CRUTCHFIELD, D. Operating Reactors Branch 5, LS05-84-04-032. 

84/04/16. VANDEMALLE# 0, J. Consumers Power Co. 5pp. 24059; 104 
24X Fiche: 50-155# 84/04/16, 8404170488. 
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0404180066 Comments on draft "Failure Evaluation of GE SB-1 it SB-9 
Reactor Mode Suiitches. " Editorial changes suggested by 
technical editor indicated on end marked-up rept 

BAERjR i-- Engineering &. Generic Communications Branch. 84/03/29. 
BACANSKASj V. P. Franklin Institute/Franklin Research Center. 2pp. 
24106: 336. 


—8404180073 F-C5896-002 DRFT 

Marked-up draft "Failure Evaluation of GE SB-1 %>. SB— 9 
Reactor Mode Switches. " 

BACANSKAS, V. P. / TOMAN. G. J. Franklin Institute/Franklin Research 
Center. NRC-05-83-216. 84/02/13. LAUDAN. W Director 's Off ice, 

Office of Inspection and Enforcement. 36pp. 24106:338. 


B40418020S Notification of 840406 meeting w/BWR Owners Group Tech Specs 
Improvements Committee in Bethesda, MD to discuss proposed 
program applicable to GE product line. 

moon, C. W Standard i zati on %>. Special Projects Branch, 84/03/27. 

THOMAS, C.O. Standard i zat 1 on & Special Projects Branch. 3pp, 

24110:238 


8404180288 Responds to FOIA request for documents re GE QA 
responsibility for Mark II reac tors . Forward s NEDO-1 1209-04A. 
"Nuclear Energy Business Group BWR QA Program Description. " 

Rept also being placed in PDR. 

FElTON, J. M, Division of Rules and Records. 84/03/16, BELL, N. 
Nuclear Information 2-; Resource Service. Ip, 24109:200, 


—8404180292 NEDO- 1 1209-04A R03 

Rev 3 to "Nuclear Energy Busi?iess Group BWR QA Program 
Description " 

BREED, A. General Electric Co, 7SNED116R. 81/08/31. 90pp. 

S4109: 201, 


0404180323 Forwards "Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " Rept forwarded to BNWL, per NRC 
request. 

MUSELER, W. J, TDI ( Tr ansamer ica Delaval, Inc. ) Owners Group. TD.I-15, 
84/04/16. DENTON. H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24071:225. 24X Fl che: 50-000, 84/04/ 16, 8404180323. 


— 0404180349 "Emergency Diesel Generator Engine Driven Jacket Water Pump 
Design Review, " 

# Stone Webster Engineering Corp. 04/04/30. I9pp, 24071:227, 
24X Fiche: 50-000, 84/04/16, 8404180323, 


8404180340 Forwards initial comments ^ questions on two TDI Owners 
Group repts re rod bearing shells rocker arm capscrew 
stress, Addl info required re failure mechan i sms, ref erenced 
calculations quality of matls. Related correspondence. 

BERLINGER, C, H. Division of Licensing, DSB 611, 84/04/11. 

MCGAUOHY. J. P. Mississippi Power Light Co. 7pp. 24072:333. 24X 

Fiche, 50-000.34/04/11, 8404180340. 


8404180355 Responds to MRC 840323 1 tr . Doc umen tat ion of educ 8. training 
of set-up personnel completed on 840223. Clar if ies QA Manual 
10 re operator training R, qual i f ication. 

DIXON, D.J. General Electric Co, 2720P. 84/04/10. POTAPOVS. U. 

Region 4, Office of Director, Ip. 24071 360. 


i B4O410O473 Forwards request for addl info re Rev 6, Amend 7 to Topical 
Rept NEDE-24011, "GE Std Application for Reload Fuel. " Info 
I should be provided by 840504 to meet review schedule. 

I THOMAS, C.O. Standard i zati on Special Projects Branch. 84/04/04. 

I QUIRK, J.F, General Electric Co. 3pp. 24107 356. 

I 

I 8404180478 Forwards request for addl info on Topical Rept 
I UNC-S-8000(P >, "Radwaste Solidification Sys." Info should bo 
I provided by 840504 to meet review schedule. 

I THOMAS, C.O. Standard i zat i on S< Special Projects Branch. 84/04/05, 

I MASON, J.B. United Nuclear Corp, 11pp. 24108:001. 


8404190304 Application for amend to License DPR-21 , propos ing change 
in next refueled core as described in end "Supplemental 
Reload Licensing Submittal" changes to "LOCA for 
Mi 1 Istone. " 

COUNSIL, W. G, Northeast Nuclear Energg Co, (subs, of Northeast 
Utilities), COUNSIL, W.G. Northeast Utilities B11095. 84/04/09. 

CRUTCHFIELD, D. Operating Reactors Branch 5, 3pp. 24097:047. 24X 

Fiche: 50-245, 84/04/09, 8404190304. 


“84O41903C8 23A1705 ROO 

"Supplemental Reload Licensing Submittal for Millstone 
Unit 1, Reload 9. " 

BROWN, J.R., VERBRYKE, P, A. , CHARNLEY, J. S, General Electric Co. 
84/01/31. 17pp, 24097 049, 24X Fic he : 50-245, 84/04/09, 8404190304, 


—8404190311 NEDO-24085-1 ERR 02 

Errata addenda to "LOCA Analysis Rept. " 

General Electric Co. B0NeD281. 04/02/27, 10pp. 24097:069. 

24X Fiche: 50-245, 84/04/09, 8404190304. 


8404190306 Forwards replacement Page 17-52 of Amend 8 to "GA 
Toc*''’o 1 oc ’ S': QA Program, " reflecting new subsi d iary, Sorrento 
e; ■ ■■- ---r- : E, Inc, in organization chart. 

FISHER, C.R. GA Technologies, Inc /General Atomic Co. 

LPS: 030: CRF: 84. 84/04/13. HAASS, W P, NRC - No Detailed Affiliation 

Given. Ip. 24096:241. 


— 8404190314 0A-A13010A AOS ERR 

Replacement Page 17-52 of Amend 3 to "GA Technologies QA 
Program. " 

* GA Technologies, Inc. /General Atomic Co. 84/04/13. Ip 
24096: 242. 


8404190395 Forwards nonproprietary EDR-1 (NP)-A( "Ederer Nuclear 
Saf ety-Related Extra-Safety S< Monitoring (X-SAM) Cranes" S' 
proprietary Page III C-1 to rept submitted previously. 
Proprietary page withheld. 

CLARK, C. W, Ederer, Inc 84/04/02. THOMAS, C. Standardization 
Special Projects Branch. Ip. 24094:097. 


— 8404190398 EDR-1 <NP)-A 

Nonpropr ietary "Ederer Nuclear Safety-Related Extra-Safety 
Monitoring (X-SAM) Cranes. " 

* Ederer, Inc, 84/04/02 200pp. 24094:098. 


8404200056 Forwards GA Repts 907057, "Test Rept: Tensile Properties of 
Facility Fuel Element 1-2415" S( 907155, "Test Rept: 

Thermal Properties of Facility Fuel Element 1-2415," 

BREY, H L. Public Service Co. of Colorado, P-84109. 84/04/11. 

COLLINS, J. T. Region 4, Office of Director, 42pp. 24118:175, 24X 

Fiche: 50-267, 84/04/ 1 1 , 84042000 56, 


— 8404200060 907057 

"Test Rept:Tensile Properties of Facility Fuel Element 
1-2415. " 

PRICE, R. J. GA Technologies, Inc /General Atomic Co. 83/09/23. 
21pp. 24118:176. 24X Fic h e : 50-267, 84/04/ 1 1 , 8404200056. 


— 8404200063 907155 

"Test Rept. Thermal Properties of Facility Fuel Element 
1-2415, " 

PRICE, R.J. GA Technologies, Inc. /General Atomic Co. 83/12/16. 
20pp. 2'411S:197 24X Fi ch e : 50-267, 84/04/ 11 , 8404200056. 


8404200076 Forwards proprietary response to NRC 840319 request for addl 
info on NEDE-23785-1-P, Vol III, "SAFER/GESTR Application 
Methodology," informally submitted on 840228, Affidavit 
requesting info be withheld per 10CFR2. 790 end. 

QUIRK, J. F. General Electric Co. DKD-009-84. 84/04/06. THOMAS. C.O. 

Standard! zation if Special Projects Branch. 6pp. 24118:010. 


8404200150 Forwards WCAP~10494 ?< proprietary WCAP-10493, "Third Cycle 
Performance of Beaver Valley Unit 1 Fuel," providing addl 
info re performance of 17x17 fuel assemblies WCAP-lOzi93 
withheld (ref 10CFR2. 790). 

CAREY, J. J. Duquesne Light Co, 84/04/09. VARGA, S A. Operating 
Reactors Branch I, 2pp, 24117:306, 24X Fi c h e : 50-334, 84/04/09, 

8404200150. 


— 8404200155 Requests withholding WCAP-10493, "Third Cycle Performance 
of Beaver Valley Unit 1 Fuel," from public d isc 1 osure. per 
10CFR2, 790, Author i I e 3 use of Affidavit AW-76-35 in support 
of util request, 

WIESEMANN, R. A, Westinghouse Electric Corp. CAW-B4-18. 84/03/09, 

VARGA, S. A Operating Reactors Branch 1, Ip. 24117:308. 24X 

Fiche: 50-334, 84/04/09, 8404200150, 


— 6404200159 Requests withholding info, re notification of generic 
problems under 10CFR50. 59(a ) h lOCFRSO. 55 ( e ) on increased 
temp in upper head f' DNB penalty re rod bow, from public 
disc losur e. p er 10CFR2, 790. Affidavit end. 

WIESEMANN, R. A, Westinghouse Electric Corp, AW-76-3S. 76/08/13. 

STELLO. V. Division of Operating Reactors, 9pp, 24117:309. 24X 

Fiche; 50-334, 84/04/09, 84042001SO, 


—8404200164 WCAP- 10494 

Nonpropr ietary "Third Cycle Performance of Beaver Valley 
Unit 1 Fuel. " Info deleted. 

MURTHA. J. E. , SCHMIDT, G,R. Westinghouse Electric Corp. 84/03/31. 
5'6pp. 24117:318. 24X Fiche 5C-.334, 84,^0i/0?, 8404200150. 


8404200200 Requests that Jul 1982 "BWR Owners Group Position on NRC Reg 
Guide 1.97, Rev 2," b® withheld from public disclosure ?k 
returned to BWR Owners Group, per 10CFR2. 790 ( c ) . 

HElWIO, D. R. BWR Owners Group. BWROO-8421. 84/04/18. 

CRUTCHFIELD. D, Operating Reactors Branch 5. Ip. 24117:059. 


8404200230 Forwards responses to NRC 040411 questions re major 
unresolved issues corcerning TDI diesel eng ines, Summary 
matrix of enhanced naint .li irsp testing program also end, 

DALE, L. F. Mississippi Power 8< Light Co. AECM-84/0230. 84/04/18. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 19pp, 
24114:200. 24X Fi c h e ; 50-416, 84/04/18, 8404200230. 
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8404200345 Fortuards request for addl info re Questions 440. 1/2 & 4/ per 
review of Rev 1 to "Response to NRC Action Plan 
Item II . K. 3. 30# Just i f icat ion of Small Break LOCA Methods," 

Adequate S< timely response requested. 

THOMAS# C. 0. Standard i zat ion & Special Projects Branch. 84/04/09. 
WELLS# R.W. C-E Operating Plants Owners Group. 9pp. 24159:299. 


8404230057 Forwards "Design Review of Push Rods for TDI Generators. " 
MUSELER.W. J, TDI (Transamerica Delaval. Inc.) Owners Group. TOI-16. 

84/04/19. DENTON# H, R, Office of Nuclear Reactor Regulation# 
Director, 2pp. 24154:259. 24X Fi c he: 50-000# 84/04/ 19. 8404230057. 


—8404230082 FAAA-84-3-17 

"Design Review of Push Rods for TDI Generators." 

-a- Failure Analysis Associates. LMS-03390C. 84/04/30. 49pp. 

24154:261. 24X Fic he: 50-000# 84/04/19, 8404230057. 


8404230343 Summary of 840216 meeting w/EPRI in Bethesda# MD re LWR 
standardized plant design evaluation. Attendance list.agenda 
& viewgraphs end. 

MORAN, D. H. Standardization St Special Projects Bnianch. 84/04/03. 
THOMAS# C. 0. Standard i zation ?< Special Projects Branch. 6Spp. 
24185: 267. 


8404240430 Forwards "Update Rept on TDI Standby Diesel Generators. " 
Info provided in support of resolution of TDI diesel 
generator issues. 

MCGAUGHY, J. P, Mississippi Power Light Co. AECM-84/0240. 
84/04/20. DENTON# H. R. Office of Nuclear Reactor Regulation# 
Director. 2pp. 24180:072. 24X Fiche: 50-4 16, 84/04/20# 8404240430. 


— 8404240436 "Update Rept on TDI Standby Diesel Generators. " 

* Mississippi Power Light Co. 84/04/30. Slpp. 24180:074. 24X 

Fiche; 50-416# 84/04/20, 8404240430. 


8404240474 Responds to 840321 Itr re design review U quality 
revalidation of TDI emergency diesel generators. BNWL & 
diesel consultants retained to assist in NRC review. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 
84/04/06, PALOMINO# F. G, New York# State of. Ip. 24197:297. 


8404250050 Forwards RW Houston draft memo transmitting Reactor Sys 
Branch draft topical rept evaluation of NEDE-23785-1-P# 

"GESTAR-LOCA Zt SAFER Models for Evaluation of LOCA# Vol 3# 

SAFER/OESTR Application Methodology#" for placement in PDR. 

SHERON.B, W. Reactor Systems Branch. TAG 52564. 84/04/09. Public 

Document Branch. 2pp. 24212: 132. 


— 8404250057 Draft topical rept evaluation of NEDE-23785-1-P# "OESTR-LOCA 
8< SAFER Models for Evaluation of LOCA# Vol 3# SAFER/GESTR 
Application Methodology." Rept acceptable for licensing 
evaluations for BWR/3# BWR/4# BWR/5 & BWR/6 plants. 

* Office of Nuclear Reactor Regulation. Director. TAC 52564. 
84/03/31. 23pp. 24212: 134. 


8404250180 Forwards nonpropr ietary proprietary topical rept# 
"Technical Bases for Eliminating Large Primary Loop Pipe 
Rupture as Structural Design Basis for...." Application for 
withholding end. Proprietary rept withheld (ref 10CFR2. 790). 

SCHMIDT# H, C. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co. >. TXX-415e. 84/04/23. DENTON, H. R. Office of 

Nuclear Reactor Regulation# Director. 2pp. 24192:043. 24X 

Fiche: 50-445# 84/04/23# 8404250180. 


— B4042501B1 Application for withholding proprietary rept# "Technical 
Bases for Eliminating Large Primary Loop Pipe Rupture as 
Structural Design Basis for Comanche Pea k , Un its 1 & 2." 

WIESEMANN# R. A. Westinghouse Electric Corp. CAW-84-35. 84/04/15, 

DENTON# H, R. Office of Nuclear Reactor Regulation# Director. 6pp. 
24192: 045. 24X Fiche: 50-445# 84/04/23# 0404250180. 


—8404250182 WCAP- 10528 

Nonpropr ietary "Technical Bases for Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Basis for 
' Comanche Peak# Units 1 8# 2," 

SWAMY# S. A. # FURCHI#E.L.# CLARK# H. F. Westinghouse Electric Corp. 
84/04/30. 40pp. 24192:051. 24X Fi c he: 50-445, 84/04/23# 8404250180, 


8404250204 Notification of 840418 meeting w/util in Bethesda# MD to 
discuss TDI diesel generators. 

HOUSTON, M. D. Licensing Branch 4. 84/04/17. ADENSAM# E. G. Licensing 

Branch 4. 3pp, 24214:009. 24X Fiche: 50-416# 84/04/17# 8404250204. 


8404270063 Forwards safety evaluation supporting Rev 1 to Westinghouse 
Owners Group "Core Damage Assessment Methodology." Generic 
methodology acceptable for use by licensees & applicants as 
basis to meet Criterion 2 of NUREG-0 737, Item II. B. 3. 

VARGA# S. A. Operating Reactors Branch 1. 84/04/10. SHEPPARD. J J, 

Westinghouse Operating Plants Owners Group. SHEPPARD# J. J, Carolina 
Power Light Co. 101pp. 24223:145. 


8404270164 Forwards request for addl info re combustible gas control. 
Interim sys will be required until Hydrogen Control Owners 
Group evaluations 8#. studies complete. 

SCHWENCER, A. Licensing Branch 2. 84/04/05. CAHILL# W. J. , 

BOCKER#J. E. Gulf States Utilities Co. 4pp, 24229:327. 24X 

Fiche; 50-453# 84/04/05, 8404270164. 


8404300035 PNL-4945 

" INFILID: (3uas i-Ana 1 y tica 1 Model for Simulating 
One-Dimensional# Constant Flux Infiltration. “ 

SIMMONS# C. S. # MCKEON# T. T. Battelle Memorial Institute# Pacific 
Northwest Laborator i es. UC-70. 84/04/30. 44pp. 24232:091. 


8404300033 Forwards proposed agenda for TDI Owners Group 840502 meeting 
at NRC. 

RAY# C. L. TDI (Transamerica Delaval# Inc. ) Owners Group. OOTP— 2. 
84/04/24. DENTON# H. R. Office of Nuclear Reactor Regulation# 

Director. 3pp. 24227:104. 24X Fiche: 50-000, 84/04/24# 8404300083. 


8404300097 Forwards response to 840131 request for addl info re TDI 
diesel generators. Loss of voltage to emergency buses has not 
occurred since Rancho Seco startup in 1974. 

RODRIGUEZ# R. J. Sacramento Municipal Utility District. RJR 84—157. 
84/04/20. STOLZ,J. F. Operating Reactors Branch 4. 28pp. 

24225; 166. 24X Fiche ; 50-000, 84/04/20# 8404300097. 


8404300280 Forwards nonpropr ietary STD— R-05-005# Rev 0# "Cement 
Solidified Wastes to Meet Stability Requirements of 
10CFR61. " 

LEDUC#R.J, Westinghouse Electric Corp. WHNI-E-776. 84/04/10. 

JOHNSON, T. NRC - No Detailed Affiliation Given. 3pp. 24253:297. 


—8404300281 STD-R-05-005 ROO 

"Cement Solidified Wastes to Meet Stability Requirements of 
10CFR61. " 

•» Westinghouse Electric Corp. 84/04/30. 32pp. 24253:300. 


8404300282 Forwards topical rept evaluatons of B&W TACO-2 code, C— E 
FATES-3 code.GE GESTR-LOCA code fj. Westinghouse PAD-3.3 code, 
per request. Nonproprietary version of Exxon R0DEX2 code 
not yet issued, 

VASSALLO, D. B, Operating Reactors Branch 2. 84/04/12. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 3pp. 24231:191. 24X 

Fiche; 50-271, 84/04/12# 8404300282 


WASTE MGT NUCLEAR WASTE MANAGEMENT 


8404020113 Forwards draft Itr to State of WA# submitting recommendations 
conclusions re technical review of nuclear packaging 
rept on FL50 F255 high-integrity container for low level 
waste d isposal. Comments requested. 

TOKAR,M. Engineering Branch ( Post 831001 ) . 84/02/24. MCNEIL. ,M. B. 

Waste Management Branch. 7pp. 22876:355, 


8404020116 Forwards schedules detailing products Zi tasks preceeding 
including reviews of DES for salt pro ject. Status meetings 
will be held weekly. 

LINEHAN/J. Repository Projects Branch (Post S31001). 00409. 

84/03/06. KNAPP# M,R. Geotechnical Branch (Post 831001). 10pp. 

22878:092. 


8404020117 Submits comments on BWIP accessions list. Clearer user 
instructions & subj indexing suggested, 

DW4KELMAN# M. M. Repository Projects Branch (Post 831001). 00706, 
84/03/09. WRIGHT# R.J. Repository Projects Branch (Post 831001). 
2pp. 22875:360. 


8404020145 Forwards list of technical meetings on repository licensing 
tentatively scheduled w/DOE. Schedule subj to change. 

MILLER. H.J. Repository Projects Branch (Post 831001). 00707, 
84/03/07. BROWNING. R. , BELL, M. # MILLER, H. NRC - No Detailed 
Affiliation Given. 4pp, 22874:354. 


8404020202 Forwards affidavit for withholding from public disclosure 
proprietary info on Model FL50 container nonproprietary 
version of, "FL50 Container. " 

SIMCHUK.J. D. Nuclear Packaging, Inc. 84/02/13. TAKAR.M. 
Engineering Branch (Post 831001). 4pp. 22874:221. 


— 8404020209 Nonpropr ietary# "FL50 Containers. " 

a Nuclear Packaging, Inc. 84/01/30. e9pp. 22874:225. 


8404020203 Requests affidavit protecting proprietary info in Nuclear 
Pac kag ing # Inc topical rept re FL50 high integrity container 
design for low level waste disposal. Nonproprietary 
proprietary versions of rept end. W/o end. 

TOKAR# M. Engineering Branch (Post 831001). 84/02/22. 

SHOWMAKER# E. C. Operations S#. Administrative Division. Ip 
22873: 096. 
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8404020216 Requests review of topical rept dtd 840130 re NuPac Hodel 
FL-50 high integrity container. Review should be conducted 
per NRC procedures for solidification agents S-. high 
integrity containers, 

SIMCHUi^* J. D. Nuclear Packaging* Inc. 793. 84/03/01. TOKAR,M. 

Engineering Branch <Post 831001), Ip. 22873; 131. 


8404030488 Comments on petition for rulemaking re DOE guidelines for 
nuclear waste repos i tor i es. Presentl y site is good, but 
detonation of nuclear bombs could disturb geology of site in 
future 

FULKERSON, B. Citizen Alert. 49F’R9650 008, 84/03/23, Office of 

the Secretary of the Commission. 2pp. 22870: 195. 


8404030531 Comments on petition for rulemaking re DOE guidelines for 
recommendation of sites for nuclear waste r ep os i t or i es. Ur ges 
Commission to vigorously approach task of requiring DOE to 
adequately modify guidelines. 

BALL, W. G. Mississippi, State of. 49FR9650 007. 84/03/27, 

Docketing & Services Branch, 2pp. 22872:299. 


8404040328 Documents NRC concern w/error re NRC technical position in 
proceedings of Third Workshop on Reg i on-to-Ar ea Screening 
Methodology on 840224 in At lanta, GA. Glac iat i on needs to be 
addressed. 

LOGSDOrJ, M. U, Policy Program Control Branch (Post 831001). 
84/03/12. MANN, S, A. Energy, Dept. of. 2pp. 22910:332, 


0404040337 Ack receipt of 840103 request for info re NRC/DOE 830825 
Procedural Agreement, Sec t i ons 1 6, Forwards list of NRC 

senior onsite representatives. 

BROWNING, R. E. Division of Waste Management, 00704. 84/01/24. 

CALDWELL, L. Hanford Oversight Committee, 3pp 22910:326. 


8404040378 Forwards followup comments on exploratory shaft test plan 
discussed during BWIP/NRC workshop held in Richland, WA on 
831 129-1202. Approach to underground testing in plan 
acceptable if listed conditions met, 

WRIGHT, R J. Repository Projects Branch (Post 831001). 00710. 

84/03/09, OLSON, 0, L. Energy, Dept. of. 13pp. 22910 282, 


0404040334 Forwards info re nuclear waste info exchanges held in salt 
states as part of public info program, First round info 
exchanges intended to address specific issues re environ 
assessment. 

NEFf-rJ. 0, Energy, Dept. of. 60, 84/03/14, LINEHAN,U. J. NRC - No 

Detailed Affiliation Given. 15pp. 22910:267, 


0404040385 Trip rept of attendance at BWIP/NRC workshop on underground 
test plan on 831129-1202 in Richland, WA. 

COLEMAN, N. M. Geotechnical Branch (Post 831001). 00646. 83/12/21. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 19pp. 22910:199. 


0404040394 Forwards summary of Document RH0-QW-CR-140P, "Numerical 
Modeling of Parametric Uncertainties, " Second order method 
appears to be sensible economical approach for accounting 
for uncertainties in hydrologic parameters. 

WRIGHT, R U. Repository Projects Branch (Post 831001). 700. 

84/03/02. OLSON, Q.L, Energy, Dept, of, 4pp. 22888:277. 


— 8404040401 Comments on "Numerical Modeling of Parametric Uncertainties 
in Flow Through Porous Med ia : Deve lopment Initial Testing 
of PQRSTAT. " Review limited to concepts presented Zt results 
of test cases, 

ROWE. U. Colder Associates, NRC-02-02-045, 83/11/28. LOGSDON, M, 

Division of Waste Management. 7pp. 22888' 281. 


8404050150 Requests NRC approved site security plans nuclear matls 
control b, safeguards plans by 840328. 

NEFF, J, 0. Energy, Dept, of. 00093. 84/03/14, LINEMAN, J. J. 

Repository Projects Branch (Post 831001). 2pp 22912:347. 


f 8404050268 Submits notice of upcoming meeting s, p er 840719-20 meeting 
’ commitments. Meeting additions to facilitate future 

planning should be provided 

TAYLOR, T,J. Energy, Dept. of. 35, 84/03/09. CHR ISTOFFERSON Utah, 

State of, FRISHMAN, S. Texas, State of, FORSYTHE, R. Mississippi, 
State of. Ip, 22918:348. 

1 

8404050277 Responds to 840302 Itr re end correspondence Zt repts 
requested from Oct 1983 pr intouts. Name added to automatic 
distribution of NRC formally published waste ngt contractor 
repts (NUREG/CRs), 

MATTSON, D.R. Policy ?< Program Control Branch (Post 031001). 00234. 

84/03/07. JOHNSON, C.H, Nevada, State of, 4pp, 22918:331. 


8404050480 "WA State Dept of Ecology High Level Nuclear Waste Mgt 
Legislative Proposals as -F 840309. " 

* Washington, State of, 00708, 84/03/09. 4pp. 22919:357. 


8404060006 Outlines NRC commitment to provide certain listed documents 
discussed during 840125 meeting. 

JOHNSON, C, A, Nevada, State of 00232, 84/03/12. MCDOUGALL, R. 

Policy Z/ Program Control Branch (Post 831001). Ip. 22944:091. 


8404060007 Lists documents requested per 840227 telcon, inc luding 
NUREG-1046, USGS comments on NRC siting guidelines 
concurrence fy NRC regulations on nuclear fuel shipping 
casks. 

JOHNSON, C. A. Nevada, State of. 00231. 84/03/12. MADSEN, D. Policy 

& Program Control Branch (Post 831001). Ip. 22935:362. 


8404060008 Forwards affidavit to withhold NuPac proprietary info on 
Model FL50 high integrity container from public disclosure 
per 10CFR2. 790. 

SIMCHUK,J, D Nuclear Packaging, Inc. 716. 84/02/17. TDKAR, M. 

Geotechnical Branch (Post 831001). 7pp 22935:358. 


8404060016 Ack receipt of 840131 supplemental MOA opposing NRC 
concurrence in DOE repository si'^i-.g r-i ■’c- 1 : ~o ' 

PALLADINO,N J, Commissioners. L-- ■’ "t / T ,■ M‘- S. M. Utah, State 

of. Ip 22944: 138. 


— 8404060023 Supplemental MOA between NRC State of UT opposing NRC 
concurrence in DOE repository siting guidelines, 

» NRC - No Detailed Affiliation Given, CHR ISTOFFERSON Utah, 
State of. 84/02/01. 62pp. 22944:140, 


8404060440 Submits NNWSI Site Rept for wks of S40305 Zt 0312. 

PRESTHOLT, P T. High Lc-*.*-! Waste Technical Development Branch. 

00237. 84/03/16 .TFC.-^Nr-NG, E. Division of Waste Management. 2p p 

22944: 268. 


8404060442 Submits NNWSI Site Rept For wk of 840227, 

PRESTHOLT, P. T. High L.-vel Waste Technical Development Branch. 

00236. 84/03/02 nRC:.\l.' : ImCv, R E, Division of Waste Management. 2pp. 

22944: 266. 


8404060445 Informs that f'4ur.lear Pac kag ing, Inc fully met legal 
requirements of 10CFR2. 790 in 840213 application & affidavit 
in support of withholding info on NuPac FL50 MIC from 
public disclosure. 

SHOMAI/ER,E C. Operations Administrative Division. 84/03/19. 
TOKAR,M. Engineering Branch (Post B31001). Ip. 22944.263. 


8404090050 Informs of concurrence w/draft Itr to Chem—Nuc I ear Sys, Inc 
re request for wiihhrldirg listed paragraphs from public 
disclosure (ref lOCrFlO '"C) ui/listed exception. 

SHOMA(/ER, E, C. Operations •'!•< Administrative Division. 84/03/23. 
JUNLINO,T.L, Engineering Branch (Post 831001 ) , Ip, 22947:359. 


8404090058 Forwards sample block hydrofracturing test data related 
calculations requested during 840123-26 geomechanics data 
review visit. 

OLSON, O.L. Energy, Dept. of. 00713, 84/03/13. NATARAJA, M. S. NRC 

- No Detailed Affiliation Given. lOpp, 22972:189. 


8404090178 Informs of review of engineering aspects of Feb 1984 
preliminary FES, "Remedial Actions at Former Vitro Chemical 
Co Site, South Salt Lake, Salt Lake County, UT," per 840301 
request. 

GILLEN, D.M, Engineering Branch (Post 831001). 84/03/15. MARTIN, D, 

Low-Level Waste Z/. Uranium Recovery Projects Branch, 2pp. 22975:354. 


8404090235 Package of four comments on petition for rulemaking re DOE 
guidelines for reconmendati on of sites for nuclear waste 
repos itor les. 

KEARNEY, J J. Edison Electric Institute. JOHNSON, A. Affiliation Not 
Assigned, KALITOWSKI.T, Minnesota, State of. 49FR9650. 84/04/05. 

CHILK-S.J, Office of the Secretary of the Commission. llpp. 

22940: 062 


8404090-351 Comments on petition For rulemaking re DOE nuclear waste 
siting guidelines, Forwards portions of rept entitled 
"Criteria for Choosing Disposal Site" & "Alternative 
Locations," for consideration, 

FINN, D. F, Affiliation Not Assigned. 49FR9650 020, 84/04/02. 

Docketing Services Branch, 16pp. 22940:179. 


8404090403 Comments on petition for rulemaking re preliminary decision 
related to DDE guidelines for recommendation of sites for 
nuclear waste repositories. 

CHR ISTOFFERSON Utah, State of, 49FR9650 022. 84/04/05. 

Docketing Zt Services Branch, 18pp. 22956:092, 


•8404090412 Expresses concerns re serious ,?< fundamental 
misinterpretation of nuclear waste policy act on DOE 
guidelines for recommendation of sites for nuclear waste 
repository, 

CHR ISTOFFERSON Utah, State of, 49FR9650. 84/03/09. 

PALLADINO, M. J. Commissioners. 7pp, 22956:111. 
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— 8404090494 Testimony of C Duffy S'. N Barton on behalf of State of UT re 
petition for rulemaking concerning review of certain 
technical aspects of DOE proposed guidelines for siting 
nuclear waste repository. 

DUFFY^ C. Imperial College- London. UK. BARTON. N. New Mexico 
Institute of Mining Technology. Socorro. NM. 84/01/08. 21pp. 

22956; 118. 


8404090425 Package of 10 comments on petition for rulemaking re 
preliminary decision concerning DOE guidelines for 
recommendation of sites -cr nuclear waste repositories. 

STUCKER. J. J. South Carolina. State of. BLANCHARD. B. Energy. Dept, 
of. TQUSLEY. D. R. Yakima Indian Nation. 49FR9650. 84/04/04. 

Docketing ?< Services Branch. S9pp. 22936:198. 


8404100075 Notifies of upcoming meetings on 840229-30.0403 Z>. 0505 
w/salt states, 

TAYLCR. T. J, Energy. Dept. of. 00190. 84/03/16. MILLER. H. NRC - 

No Detailed Affiliation Given. FRISHMAN.S. Texas. State of. 
FORSYTHE. R, Mississippi, State of, Ip. 22995:303. 


8404100092 Notifies of 840418-19 UMTRAP-U mid-year review in 
Albuquerciue. NM re recent accomp 1 ishments. near-term 
milestones project environ. List of attendees req.uested by 
840330. Agenda end. 

MORLEY. J. A. Energy. Dept. of. 84/03/22. MARTIN. D. NRC - No 
Detailed Affiliation Given, 3pp. v22995:235. 


8404100115 Forwards list of refs to facilitate review of 840229 Itr re 
exploratory shaft const sealing. 

NEFF.J, 0. Energy, Dept. of. 00195. 84/03/14, LINEHAN, J. J. 

Repository Projects Branch (Post 831001). 7pp, 22983.048. 


— 8404100118 "Dowel Chemical Seal Ring Dowell Chemical Seal Ring 
Gasket, " technical rept. 

* Dow Chemical Co. 84/03/14. 17pp, 22983:053 


— 8404100122 "Drips or Blasts - Chemical Seal Ring Stops Water or Gas. " 
PENCE, S. A, Dow Chemical Co. 84/04/06. 6pp. 22983:072. 


— 8404100125 Cementing Chemical seal ring grouting svc recommendation. 

CORREA, G. A. Dow Chemical Co. 82/09/07. llOpp! 22983:078. 


— 8404100127 Rev 0 to Engineering Functional Area Procedure ENO-01. 
"Preparation Implementation of Engineering Procedures." 

CARR. J. A. Battelle Memorial Institute. Columbus Laborator ies. 
83/11/02, 3pp. 22983:182, 


— 8404100128 Rev 0 to Engineering Functional Area Procedure ENG-02. 
"Classification of F-.; i -'op-ir ; Prcjocts. " 

CARR. J. A. Battelle .''e-Tcrid. Ir.irirjTF. Columbus Laboratories. 
83/11/02. 5pp. 22983:185. 


— 8404100131 Rev 0 to Engineering Functional Area Procedure ENO-16. 
"Manpower Commitments." 

CARR. J. A. Battelle Memorial Institute. Columbus Laborator ies. 
83/11/02, 4pp. 22983:190. 


— 8404100132 Rev 0 to Engineering Functional Area Procedure ENO-18. 
"Matls Fabrication Documentation. “ 

MQAK. D. P. Battelle Memorial Institute. Columbus Laborator ies. 
83/11/02, 4pp, 22983:194. 


--S404100135 Rev 0 to Engineering Functional Area Procedure ENO-19. 
"Matls Testing Documentation. " 

MQAK. D. P Battelle Memorial Institute. Columbus Lab orator ies. 
83/11/02, 45pp. 22983:198. 


— 8404100137 "QA Program Plan. Exp loratory Shaft Facility Const Manager." 
Ralph M, Parsons Co. * J. S. Redpath Corp, 83/06/30. 19pp. 

22983: 250. 


— 8404100139 OA manual. Natl Waste Terminal Storage Program Ofc. 
a- Energy. Dept. of. 82/12/30. 50pp. 22983:268 


8404110040 Comments on hydrology sections ot- draft remedial action 
plan for Shiprock UMTRAP site. Sections fail to provide info 
necessary to justify appropriate actions of aquifer 
restoration 8. protection. 

GRIFFIN. T.T. Geotechnical Branch (Post 831001). 84/03/15. 

PENNIFILL, R. A. Low-Level Waste St Uranium Recovery Projects Branch. 
5pp. 24006; 158. 


8404110044 Forwards review comments on DOE rept re long-term protection 
of U mill tailings per 840216 request. Due date f-'r comments 
was extended from 840217 to 840309 per 840216 verbal 
agreement. 

JOHNSOrj, T. L. Geotechnical Branch (Post 831001). 84/03/15, 

GN'JGNOLI.G, Low-Level Waste 8< Uranium Recovery Projects Branch. 

2pp. 24006; 155. 


8404110048 Summary of High Level Nuclear Waste Policy Zt Review Board 
840217 meeting in Lacey, WA. 

* Washington. State of. 00714. 84/02/17. Washington. State of. 

43pp. 24006:112. 


8404110053 Submits Salt Repository Project site rept for wk of 840312. 
Discussion of record turnover packages end. 

VERMA, T. R. Repository Projects Branch (Post 831001). 00149. 

84/03/21, BROWNING, R. E. Division of Waste Management. 2pp. 

24006: 110. 


8404110284 Forwards "Floodplain Sc Wetlands Assessment for Shiprock, NM. 
UMTRA Site," for comments Sc r evi eu. Assessme nt will become 
App J to environ assessment, 

MORLEY. J. A. Energy, Dept, of. 84/03/15, HIGGINBOTHAM. L. NRC - No 
Detailed Affiliation Given. Ip. 24003:285. 


— 8404110287 "Floodplain ?. Wetlands Assessment for Sh i p roc k . NM, UMTRA 
Site. " 

* Energy. Dept. of. 84/01/31. 14pp. 24003:286 


8404110310 Submits general guidelines re site characterization plan 
preparation process Sc info concerning decision for 
accomplishing near-term goals of salt program. Deta i 1 ed 
viewgraphs end. 

NEFF. J. 0. Energy, Dept. of. 00134. 83/10/11. OLODSMITH. S. Ohio. 

State of. 27pp. 24007' 328. 


8404110371 Comments in opposition to petition for rulemaking re 
dilling for permanent sit for high level nuclear waste at 
Hanford. 

SMITH. J.J, Affiliation Not Assigned. 49FR9650 026. 84/03/20. 

PALLADINO, N. Commissioners. Ip, 22989:256. 


8404110372 Package of three comments on petition for rulemaking re 
DOE guidelines for recommendation of sites for nuclear 
waste repositories. 

LAWRENCE, M. J. Energy, Dept, of. SEVERANCE, 0, Affiliation Not 
Assigned. KRAUSKOPF, K. B, National Research Council. 49FR9650. 
84/04/06. Office of the Secretary of the Commission. 11pp. 
22989; 288. 


8404110373 Comments on petition for rulemaking re DOE guidelines for 
nuclear waste rep os i t or x es. Reque s ts affected states be given 
opportunity to comment on final guidelines prior to NRC 
concurrence. 

BRENNAN, J.E. Maine, State of. 49FR9650 028. 84/04/03. 

PALLADINO, N. Commissioners. Ip, 22989:300. 


8404110401 Forwards comments on water quality sampling p Ian. cr i ter ia Zt 
procedures developed by Jacobs Engineering Group , Inc . p er 
840216 request Addl details should be provided in discussion 
of deliverable of methodology w/more parameters included. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 84/03/15, WHITE/ M. G. 

Energy, Dept. of. 5pp. 24005:322. 


8404110486 Forwards Itr of agreement between State of UT Zt DOE re mg t 
of Salt Lake City remedial action project. State will assume 
full responsibility for preparation of final design & 
performance of remedial actions. 

MORLEY, J. A. Energy, Dept. of. 84/03/14. HIGGINBOTHAM, L. Low-Level 
Waste Uranium Recovery Projects Branch. 3pp. 24004:282. 


8404100544 "Hydrology if Geology of U Tailings Site at Shiprock, NM. 
HINTZE, L. F. . FUHRIMAN, D. K. Brigham Young Univ. . Provo, UT. 
76/07/31. 26pp. 22981:193. 


0404110034 Forwards comments on "Remedial Actions at Former Vitro 
Chemical Co Site, South Salt Lake, Salt Lake County, UT," dtd 
Feb 1984 per 840301 request. Comments address surface water 
hydrology %c long-term stability aspects 

JOHNSON, T. L Geotechnical Branch (Post 831001). 84/03/15. 

PENNIFILL. R. Low-Level Waste Zt Uranium Recovery Projects Branch. 
2pp. 24006:190. 


8404160157 Comments on petition for rulemaking re DOE guidelines for 
recommendation on sites for nuclear waste repositories. 

LOCKHART. W. J, National Parks Association. LOCKHART, W. J. Friends of 
the Earth, LOCKHART, W j. Utah Wilderness Association. 49FR9650 
029. 84/04/09. Office of the Secretary of the Commission, lo 

24041:195. 


8404170004 Forwards State of WA 840323 Itr to Arkansas Power Zt Light 
re disposal of 30 Ferralium high integrity container (HIC) 
at Rich land. State 840323 certification of compliance for 
HIC for disposal of EPICOR II prefilter liners encl. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/04/06. HIGGINBOTHAM, L, Low-Level Waste 8< Uranium Recovery 
Projects Branch. 5pp. 24092:002, 



NONDOCKETED ITEMS 


517 


3404170316 Forwards r ev i ews < rec ommend ed changes basis for acceptance 
of DOE response to 831115 request for info re Canonsburg 
remedial action plan. DOE should make requested changes 
before NRC u/ithdraws conditional concurrence, 

HIGGINBDTHAMi L. Loui-Level Waste &. Uranium Recovery Projects Branch. 
84/03/30. PAOE/R.G. Uranium Fuel Licensing Branch. Ip. 24069' COl. 


— 8404170320 Submits review of, "Riprap Source I nves t i gat i on, Canonsb ur g 
UHTRAP Project, " in response to request for info re DOE 
proposed acceptance criteria for durability of rock used for 
erosion protection in remedial action plan. 

GILLEN, D. M. Engineering Branch (Post 831001), 84/03/02. 

MARTIN, D, Low-Level Waste Uranium Recovery Projects Branch. 

11pp. 24069:002. 


— 8404170323 Submits ^ 1 r i review of Canonsburg remedial action 

p Ian. Recommends i'C" - ■■■cjired to submit const rept 
folioujing site const detailing how extant site design & 
acceptability criteria met. 

JOHNSON, T. L. (Geotechnical Branch (Post 831001), 84/03/08. 

PENNIFILL, R Low-Level Waste Uranium Recovery Projects Branch. 
3pp. 24069:013 


8404170451 Suppls comments on petition for rulemaking re DOE guidelines 
for recommendation of sites for nuclear waste repositories. 

Confirms initial favorable reaction to preliminary decision. 

MUPPHV, M. R , DAVENPORT, J H. Murphy Davenport, MURPHY, M. R. 

Nevada, State of 49rR9650 010. 84/04/02, Docketing ?,■. Services 

Branch. lOpp- 24054 243. 


0404170584 Forwards comments on preliminary FES for South Salt 
Laice. UT. Majority of comments directed to subj of ground 
water hydrology at Vitro s i te. Groundwater sys state of 
existing contaminat i on not adequately stated, 

HIGGINBOTHAM, L, Low-Level Waste 8< Uranium Recovery Projects Branch. 
B4/03/30 MQRLEY, J. A. Energy, Dept, of, 27pp, 24091:140. 


8404170595 Forwards BWIP Documents/Data Accession List - UoXs I ?< II 
as discussed at DOE/'NRC mgt 830804-05 meetings in Silver 
Spring. MD List includes technical repts re site activities 
as of 831001 

OLSON, 0. L, Energy, Dept of. 00755, 84/01/11. WRIGHT, R.J. 

Division of Waste Management. 2pp, 24091: 122. 


S404170603 Notifies of fifth bimonthly meeting ui/potential host salt 
states NRC on 840329-30 in Columbus, QH, Presentations will 
be made on "data sheets" to be used in preparing statutory 
environ assessments of Vol 2 of mission plan 

TAYLOR, T.J. Energy, Dept of. 205. 84/03/16 MILLER, H. Division 

of Waste Management. Ip. 24091:113. 


6404170.615 Forwards Geotechnical Branch comments on DOE/UMTRAP research 
summary chapter, "Long-Term Protection of U Mill Tailings. " 

W/o end. 

GNUGNQlI.G, Low-Level Waste Uranium Recovery Projects Branch. 
84/03/23. hartley, J. N Battelle Memorial Institute, Pacific 
Northwest Laborator i es . Ip 24069:357. 


8404170619 Submits questions Sy comments re DOE general plan weighting 
criteria for UMTRAP site selection process, 

GILLEN, D.W. Engineering Branch (Post 831001). 84/03/29 

PENNIFILL, R, A, Low-Level Waste Hi/. Uranium Recovery Projects Branch. 
2pp 24069:355, 


B404170624 Provides editorial comment on floodplain S< wetland 
assessment, per review. Page J-6 should be clarified to 
indicate that excavated areas may not be backfilled to 
original grade 

HIGGIMDD'^-iAM, L Low-Level Waste Si Uranium Recovery Projects Branch 
84/04/03. MORLEY.J, A. Energy, Dept, of. Ip. 24069:354. 


8404170630 Provides list of GA actions, Presentation beneficial fco NRC 
review concurrence licensing process for UMTRAP sites. DOE 
developing comprehensive QA program for planned approved 
rsi/ied lal actions. 

HIGGINBOTHAM, L. Low-Level Waste Uranium Recovery Projects Branch. 
84/04/02, MORLEY, J, A Energy, Dept, of, 2pp, 24069:352. 


8404180006 Comments on "Plan for Implementing EPA Stds for UMTRAP 
Sites." NRC should be allowed to provide conditional 
concurrence on remedial action plan as was done at 
Canonsburg. 

HIGGINBOTHAM, L, Lou-Level Waste Jk Uranium Recovery Projects Branch. 
84/03/27. MORLEY, J A. Energy, Dept, of Ip. 24107:097, 


8404180141 Comments on petition for rulemaking re DOE general 
guidelines for recommendation of sites for nuclear waste 
repositories- Agrees w/NRC preliminary decision to concur 
w/DOE guidelines if seven conditions are met. 

lONATA. D. 0, Rhode Island, State of. 49FR9650 030. 84/04/04, 

CHILK,S.J. Office of the Secretary of the Commission. 9pp, 
24077: 194, 


8404180304 Bum.mary of 830725 meeting w/RF Weston Carp, DOE i'. Battelle 
in Rockville, MD re draft revised general guidelines for 
recommendation of sites for nuclear waste r ep os i t or i es, d td 
830527. 

PFLUM,C.G. High Level Waste Licensing Management Branch. 83/08/01. 

BOYLE, R.R High Level Waste Licensing Management Branch. 2pp. 

24110: 216 


8404180402 Lists upcoming meetings per 830719-20 "'eetir'; commitments. 
TAYLOR, T. J. Energy, Dept, of. 84/03/23. .“:L_r.F r: NRC - No 

Detailed Affiliation Given. CHR ISTOFFERSON Utah, State of. 
FPISHMAN, S, Texas, State of. Ip. 24109:044. 


8404190007 Forwards viewgraphs entitled "QA Program Overview, " shown 
at 840301 DOE pr e s en ta t i on. DOE informed that NRC would like 
to review some aspects of program in greater deta i 1 , Forma 1 
request forthcoming. 

PENNIFILL, R, Office of Nuclear Material Safety 

Saf eguards, Director . 84/03/14. MARTIN. P.E. Office of Nuclear 

Material Safety Saf eguards, Director. 31pp, 24111:215. 


8404200342 State of WA final bill rept re ESHD 1637 concerning 
agreements w/federal govt on long term disposal of high 
level radwaste. 

* Washington, State of. 84/03/26. 14pp, 24159:308. 


8404250074 Comments on petition for rulemaking re DOE general 
guidelines for recommendation of sites for nuclear waste 
repositories. Supports rule, 

MOOS, D. W. Washington, State of. 49FR9650 031. 84/04/02. 

PALLADINO, N. J. Commissioners, 2pp. 24194:361. 


8404270004 Discusses RRL seismicity mi croea r th qua k es . One e backfilled 

St sea I ed , rep os itor y should withstand any conceivable 
earthquake. Adequacy of tectonic modeling re RRL is 
unresolved issue, 

BREWER. W. A, Washington, State of. 668. 84/03/20. DAHLEM, D. 

Energy, Dept, of, 2pp 24229: 173, 


0404270077 Forwards summaries of BWIP/Eng ineered Barriers Dept S40130 
meeting BNWL " ui» ^ ^ ^ Hanford Co /BWIP Engineered 
Barriers Dept i-'.'il'. w/NRC, List of attendees also 

end, 

SMITH, M J. Battelle Memorial Institute, Pacific Northwest 
Laboratories. MM840023. 84/01/30, Battelle Memorial Institute, 

Pacific Northwest Laboratories, 7pp. 24223:135. 


8404270093 Forwards agenda for UMTRAP mid-yr review scheduled on 
040418-19 in Alb uqu erque, NM, revi sed to accommodate DOE 
schedule constraints .*■. reflecting stronger planning & 
status orientation. 

MORLEY, J. A, Energy, Dept, of. 84/03/28, MARTIN, D. NRC - No 
Detailed Affiliation Given, 3pp, 24223:132. 


S404270215 Ac k receipt of proprietary & nonproprietary versions of 
840130 topical rept re Model FL-50 ferralium high integrity 
container Review schedule end. 

TCKAR.M, Engineering Branch (Post 831001), 84/03/26, SIMCHUK. J. D. 

Nuclear Packaging, Inc 3pp. 24229:324, 


8404270222 Forwards schedule for work in technical areas detailing 
products S', tasks preceding S', including reviews of draft EIA 
for Nevada Nuclear Waste Site Investigation. Designation of 
primary contact r c " ‘j 

COPLAN, S. M, Repov ■-...h- Branch (Post 831001). 246, 

84/03/28. KNAPP, M R. Geotechnical Branch (Post 831001). 
GREEVES.J.T Engineering Branch (Post 831001), 4pp. 24229:053. 


0404270227 Submits DOE Salt Repository Project Ofc site rept for wk 
of 840326 

UERMA, T. R. NRC -■ No Detailed Affiliation Given. 495. 84/04/05. 

BROWNING, R, E. Division of Waste Management. Ip. 24229:052. 


8404270231 Requests two hardcopies two microfiche copies of OE 
Morris. IL spent fuel storage facility site security plans & 
nuclear matls control i-. safeguards plans, 

NEFh.JO, Energy, Dept, of. 497, 84/04/10. LINEHAN. J. J, 

Repository Projects Branch (Post 831001). Ip. 24229:050. 


•0404270237 Responds to JO Neff 840314 Itr requesting identification of 
t access to NRG approved site security plans & nuclear matls 
control safeguards p Ians. Changes to site design not 
anticipated as consequence of NRC site security reviews. 

NEUDER, S, Engineering Branch (Post 831001). 84/03/26. 

LINEMAN, J., JOHNSON, R, Repository Projects Branch (Post 831001). 

Ip, 24229.051. 


8404270230 Forwards revised "UMTRAP Health Safety Plan. " Document now 
titled envi ron, h @a 1 th ik safety plan since addl section 
added on environ moni tor ing. Comments provided have been 
incorporated into plan, 

MORLEY, J. A Energy, Dept, of. 84/03/29, MARTIN, D. NRC - No 
Detailed Affiliation Given. Ip. 24223:332. 
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— 8404270239 Procedure riK-UMTRA-04, "Const Safety Health Mg t Program. 
•* Morr ison-Knudsen Co. > Inc. 83/10/30. 150pp. 24223:333. 


—8404270241 Rev 3 to Procedure UMTRA-DOE/AL-06, "UMTRA Environ Health & 
Safety Plan. " 

■» Energy. Dept. of. 84/03/31, 40pp. 24224' 110, 


— 8404270243 Procedure MK-UMTRA-OS, "Health Physics Monitoring Plan. " 
* liorrison-Knudsen Co. . Inc. 83/12/02. 70pp. 24224; 151. 


—8404270244 Procedure MK-UMTRA-09. "Health Physics Procedures. " 
* Chem-Nucl ear Systems, Inc. 84/01/27. 200pp. 24224; 217. 


8404270235 Submits handwritten Nevada Nuclear Waste Investigations Site 
Rept for wk of 840402. 

PRESTHOLT; P. T. Affiliation Not Assigned. 24S, 84/04/06. 

BROWNING, R. E. Division of Waste Management. 2pp. 24229:291. 


8404270288 Informs that Salt Repository Project will participate in 
INTRACOIN exercise by running Level II porous Media Cases a 
S< b ?< Level III porous media case - effects of code 
dimensional ity, by end of CVS4. 

NEFF, J. 0. Energy, Dept. of. 496. 84/04/02. BENNETT, J. W. Energy. 

Dept. of. 6pp. 24229:284. 


8404300013 Transcript of DOE Si NRC 840328 meeting in Wa sh ington^ DC re 
DOE siting guidelines Pp 1-151. 

Energy, Dept. of. NRC - No Detailed Affiliation Given. 

84/03/28. 151pp. 24231:001. 


8404300036 Agenda for fifth bimonthly meetings on 840329-30 w/SALT 
State r epresentatives NRC in Columbus.OH 

Energy, Dept. of. 498. 84/03/30. Energy, Dept. of. 70pp. 

24232: 001, 


8404300046 Summarizes 840314 meeting u/DOE in Wash ington, DC re ways in 
which DOE could modify siting guidel ines. Commission 
preliminary decision specifies seven conditions DOE must 
satisfy before granting concurrence in siting guidelines, 

BELL, M. J, Division of Waste Management. 84/04/12. BROWNING, R. E. 
Division of Waste Management, Spp 24253:231. 


8404300064 Addresses concern re inadequate notification of technical 
meetings & evaluation of natural resources, including 
groundwater, per R Cook 040109 memo on BWIP site rept. 

MILLER, H, NRC - No Detailed Affiliation Given. 758. 04/03/06. 

BROWNING, R, NRC - No Detailed Affiliation Given. 2pp. 24230:249. 


8404300066 Notifies of UMTRA Task Force 840402-04 meetings in 
Albuquerque, NM. Items to be discussed listed. Draft findings & 
suggestions for Task Force recommendations will also be 
considered. 

MORLEY, W. A. Energy, Dept, of. 84/03/27. FLORY, C. NRC - No 
Detailed Affiliation Given. 3pp. 24230:246. 


8404300074 Forwards draft comments on preliminary interpretation of 
tectonic stability of ref repository 1 ocat i on, Co 1 d Creek 
Syncl ine, Hanford site. 

WESTBROOK, K, B. Geotechnical Branch (Post 831001). 757. 84/03/30. 

JUSTUS, P. S. Geotechnical Branch (Post 831001), 7pp. 24230:349. 


8404300098 Comments on 840329-30 0402 telcons requesting postponement 

of workshops St data revi ew. Conf 1 ic t exists w/preparation of 
environ assessment. Requests 840412 or 13 meeting to discuss 
rights, responsibilities ^ perogatives of NRC DOE. 

VIETH, D.L. Energy, Dept. of. 247. 84/04/06. COPLAN, S. M. NRC - No 

Detailed Affiliation Given BENNETT, J. W. , FREI. M. W. Energy, Dept, 
of, 4pp, 24253:166. 


8404300101 Submits notice of upcoming meetings between 840417-0518. 
TAYLOR, T, J. Energy, Dept. of. 494. 84/04/06. LINEHAN, J, NRC - No 

Detailed Affiliation Given. CHRISTQFFERSON Utah, State of. 

FPISKMAN, S. Texas, State of. Ip, 24253:165. 


8404300114 Forwards results of recent RL audit of Rockwell BWIP QA 
program. Broad nature of results emphasize need for 
aggressive ?« systematic internal review of all areas of 
BWIP QA program. 

OLSON, 0. L. Energy, Dept of. 760, 84/03/07, Rockwell 

International Carp. 9pp. 24231:353. 


8404300186 Summarizes 840312-20 waste mgt conference in Tucson, AZ & at 
Hanford site. 

NUMARK, N. J. Policy Program Control Branch (Post 831001). 

04/04/04. BUNTING, J. 0. Policy Program Control Branch (Post 
831001). 2pp. 24253:1,02. 


8404300196 Forwards documents from Commission IDCS listing, per 84030S 
request. W/o encl. 

BUNTING, J. 0. Policy Program Control Branch (Post 831001). 00766. 

84/03/27. TOUSLEY, D. R. Harmon Weiss. Ip. 24253:100. 


8404300198 Forwards minutes of 840321 meeting w/DOE in Wash ing ton, DC re 
Commission preliminary decision on DOE sitir.T g"ideif.r?s 
BELL, M. J. Division of Waste Management. E-'’ ID T "'Oi-'NIiNG, P E. 
Division of Waste Management. 33pp. 24233:060. 


8404300201 Discusses procedures for implementing toll-fee telephone 
SVC for notification of NRC/DOE technical meetings. 

BENNETT, J.W. Energy, Dept. of. 00764. 84/03/30. Energy, Dept, 

of. 3pp. 24233:349. 


8404300202 Forwards details of UMTRAP activities & highlights. 
MORLEY, J. A. Energy, Dept, of. 84/03/27. MARTIN, D, NRC - No 
Detailed Affiliation Given. 7pp. 24233:342. 


8404300204 Notifies that DOE planning to visit Federal Republic of 
Germany Belgium from 840423-0503 to gain understanding of 
nuclear waste disposal program. NRC representative welcome. 

Final itinerary encl. 

NEFF, J. 0. Energy, Dept, of. 00505. 84/03/27. BROWNING, R. E. 

Division of Waste Management. 2pp. 24233' 339, 


8404300206 Forwards copies of telcons w/NRR re geosciences workshop St 
briefing. 

ASHiE. B. Rockwell International Corp. 00763. 84/04/02. 

WRIGHT, R J, NRC - No Detailed Affiliation Given. 5pp. 24233:334- 


8404.300209 Addresses concerns St issues of Natl Park Svc re possible 
development of either Davis or Lavender Canyon Sites. 

MINTZMYER, L. Interior, Dept, of, National Park Service. 00509. 
84/04/04 BROWNING, R. E. Division of Waste Management. 3pp. 
24253: 066 


8404300214 Forwards modified lists provided w/840308 Itr re BWIP 
performance assessment workshop. 

OLSON, 0. L Energy, Dept of. 00765. 84/03/26. WRIGHT, R.J. 

Division of Waste Management. Ip. 24254:061. 


— 840430'D218 Forwards lists of names of individuals provided repts on 
performance assessment issues at DDE. Requests that lists be 
modified returned by 840401. 

WRIGHT, R.J. Division of Waste Management. 84/03/08. OLSON, 0. L. 
Energy, Dept. of. Spp 24254:062. 


8404300223 Provides Nevada Nuclear Waste Site investigation site rept 
for wk of 840326 

PRE8TH0LT, P, J, NRC - No Detailed Affiliation Given. 00250, 

04/03/30. BROWNING, R E, Division of Waste Management. 2pp. 

24253: 360. 


6404300220 Provides Nevada Nuclear Waste Site investigation site rept 
for wk of 840409. 

PRESTHOLT, P. J. NRC - No Detailed Affiliation Given. 00249. 

84/04/13. BROWNING, R. E. Division of Waste Management. 4pp. 

24254: 001 


8404300235 Comments on "Review of NRC Staff Technical Position on 
Design Info Requirements " Design info in conceptual design 
should be such that NRC can determine completeness & 
relevancy of planned site character i zation activities, 

VIETH, D.L. Energy, Dept of. 00251, 84/01/25. BENNETT, J. W. 

Energy, Dept, of, 2pp. 24253:355. 


8404300236 Responds to S40120 request for review of Dec 1903 draft NEA 
rept, "Long-Term Radiological Aspects of Mgt of Wastes From 
U Mining Jk Milling. " App 4 has little relevance to main rept 
8{ requires rework. 

GROELSEMA, D. H. Energy, Dept, of, 04/03/29. BRAGG, K. Organization 
for Economic Cooperation ^ Development (Paris). 3pp 24253:352. 


8404-300241 Provides Nevada Nuclear Waste Site investigation site rept 
for wk of 840319. 

PRESTHOLT, P. T. NRC - No Detailed Affiliation Given. 00252. 

04/03/23, BROWNING, R- E. Division of Waste Management. 2pp, 

24253: 350, 


8404300243 Provides site representative project officer site rept -for 
uik of 840319. 

VERMA, T. R. NRC - No Detailed Affiliation Given. 00506. 84 /04/02. 

BROWNING, R. E. Division of Waste Management. Ip. 24253:349. 


8404300245 Provides listing of addl points to include in USGS/DOE MOU, 
per 840301 discussion in Denver, CO. Add 1 points commit USGS 
to specific administrative S< procedural actions proposed in 
site-specific DOE/NRC agreement. 

VIETH, D.L. Energy, Dept. of. 00253. 84/03/03. BENNETT, J. W. 

Energy, Dept. of. 2pp. 24254:009, 
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._g4Q4300249 Forwards agreement between DOE NMSS guiding interactions 
during site inve s t i gat i on & c harac ter i za t i on programs 8< 
prior to submittal of application for au t h or i zat i on to 
construct repository 

BENNETT, J. W. Energy, Dept. of. 84/02/14, BROWNING, R. NRC - No 
Detailed Affiliation Given, 31pp, 24254:011. 


8404300252 Notifies of upcoming meetings, per 830719-20 meeting 
co.nmitnent. Notice will be updated weekly, 

TAYLOR, T. J. Energy, Dept of. 00507. 84/03/30. LINEHAN, J. NRC — 

Wo Detailed Affiliation Given. Ip. 24253:348, 


8404020161 Application to amend export license changing supplier to 
Westinghouse Nuclear Fuel Div, 

HERSCH. M. li, Westinghouse Electric Corp. MMH-467. 84/03/08. 

WRIGHT, B. Assistant Director for Export/Import it International 
Safeguards. Ip. 22874:350. 


8404020280 Amend 3 to Transnuc lear , Inc export 1 i cense, increasing 
quantity of matl to 3,032.058 kg U-235, con ta in ed in 
93,321.646 kg U. 

ZIMMERMAN, J. V. Assistant Director for Exp ort/ Import & International 
Safeguards. 84/03/19. Ip, 22873:348. 


B404 300 2 54 Advises that FLLSSli code revised ?< renamed TEMP. 
Documentation far TEMP code expected to be completed by 

SrnTT?L^A. Battelle Memorial Institute. 00508. 84/03/27, WAHI,K, 

Sandia Laborator i es. Ip 24253:346. 


—8404300258 Requests matl re revised version of program FLLSSM developed 
ftjr heat transfer calculations for repository-like sys 
be forwarded directly to K Wahi of Sandia Natl Labs. 
lineman, J.J. Division of Waste Management, 84/03/07. NEFF, J. 0. 
Energy, Dept, of- Ip 24253:347. 


8404300280 Forwards n on pr op r i e tar y STD-R-05-005, Rev 0, "Cement 
Solidified Wastes to Meet Stability Requirements of 

LEDycf*R 0- Wes'*"! ng h ou«e Electric Corp. WHNI-E-776. 84/04/10. 

jGhlNSON, T. NRC -■ i i ; 1 ed Affiliation Given. 3pp. 24253:297. 


—8404300281 STD-R-05-005 ROO 

"CfifTient Solidified Wastes to Meet Stability Requirements of 
10CFR61 " 

^ Westinghouse Electric Corp. 84/04/30. 32pp, 24253:300. 


8404020234 Executive Branch position re OE application to export 3.085 
kg U-235, c onta ined in 85 kg U, to Spa in. Li c ense should be 
granted . As suranc e Itrs end. 

DEVINE, J.B. State, Dept, of, 84/03/14. SHEA, J. R. Office of 
International Programs, Director. 4pp. 22848:357. 


8404020296 License for Marubeni America Corp to export 20 g Pu, 
contained in 40 New Brunswick Lab samples, to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards. ZH-0U9. 84/03/19, 2pp. 22873:349, 


0404020298 Application for Amend 3 to export 1 icense- increasing 
quantity to 3,032 058 kg U~235, c onta ined in 93,321.646 kg 
of total U, to West Germany. 

DUBOIS, D. European Communities, Commission of. 84/03/07. 
RAYMOND, J. Energy, Dept. of. 2pp, 22874:336, 


8404020299 Forwards application for export license far minor nuclear 
export. Ltr of assurance required. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards. 84/03/19. RAYMOND, J. Energy, Dept. of. Ip. 

22873:351. 


B4'043003ii Forwards minutes of 040404 meeting w/DOE re 
preliminary decision on DOE siting guidelines. 

BELL, li 3 Division of Waste Management. 84/04/12 
Division of Waste Management. 9pp 24232:204, 


Commission 
BROWNING, R. E, 


•8404020302 Application for license to export 3,780 kg U as UF6, to 
U-ited Kingdo-r 

RA-v-ENSCRDPT. .N Ed low International Co. WSTH/BNFL. 84/03/13. 
2pp. 22873:352. 


.-3404300318 Forwards three examples of descriptions of info needed far 
screening dec isions. for possible approaches to responding to 
NRC Condition 6 re DOE siting guidel ines, Relevant pages to 
transcript of '040229 Commission meeting also end, 

BOYLE, RR NRC ~ No Detailed Affiliation Given. 84/04/02. 

HANLON, C. NRC - No Detailed Affiliation Given llpp, 24232:213. 


4300320 "DOE Draft Response to NRC Concurrence Conditions 5 8, 6 for 
Purposes of Continuing Discussion of 840328. " 

■* Energy, Dept, of. 84/04/04. .17pp, 24232:224. 


8404300362 Forwards core ntngr.-ip h f. from test intervals in Boreholes 

RRL-6 S' DC-4, per Rockwei'. ( ommi tmen t , W/o end. 

Oi.saN,a.L. Energy, Dept of. 00761, 84/04/06 WRIGHT, R. NRC -No 

DiJtai'led Affiliation Given CUMMINGS, R Engineers International, 

Inc ip. 24253:116 


8404030129 Requests Executive Branch position re Edlow Inti Co 
application for amend to license to export 40 mg Cf-252 to 
United Kingdom for reexport to other countries. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards, 84/03/19. STDIBER,C.R. State, Dept, of, Bureau of 
Oceans it Inti. Environ, St Scientific Affairs. Ip. 22888:139. 


84040303-06 Forwards Westinghouse 84030B request for withdrawal of 
export license application, 

MOORE, R.N, Assistant Director for Export/Import it International 
Safeguards. 84/03/16 RAYMOND, J. Energy, Dept, of. Ip. 

22808: 105 


8404030602 Ltr of assurance re export of 10.504 kg U-235, contained in 
52. 650 kg U, to West Germany 

DUBOIS, D. European Communities, Commission of, 84/03/15. 

RAYMOND, J. Energy, Dept, of. Ip. 22886:355. 


)(PORTLrC EXPORT AND IMPORT LICENSES 


8404110442 License for Reuter-Stokes, Inc to export 5 local range power 
monitor asstmb 1 i es, Mode 1 RS-C6-1 100'’'241, to Sweden. 

ZIMMERMAN, J V, Assistant Director for Export/Import & International 
Safeguards. B-0152 84/03/23. Ip, 24006:203. 


8494G20110 License for Transnudear, Inc; to export 2,002 mCi Cf“2S2, 

%n cermet wire, to France, 

ZIMMERMAN, J V Assistant Director for Export/Import Internationa 1 
Safeguards/ TNP-430. 84/03/15 Ip, 22876:362, 


8404020119 Executive Branch position re Marubeni America Corp 
application to export 20 g Pu to Japan License should be 
issued- End use statement end 

DEVINE- J. B, State, Dept, of, Bureau of Oceans Inti Environ. & 
Scientific Affairs. 84/03/12. SHEA, J, R. Office of International 
Programs, Director. 2pp 2207Q; 090, 


6404020150 Application for license to import 323 kg U-235, contained in 
97,957 kg U, from Belgium 

HERSH,M. M. Westinghouse Electric Corp, MliH"”469. 84/03/08. 

ZIMMERMAN, J, V. Assistant Director for Export/Import International 
Safeguards. 2pp. 22074.352, 


8404020153 Requests cancellation of export license app 1 i cation, per 
840307 tel con. 

HERSCH- M. M. Westinghouse Electric Corp. MMH'-466. 04/03/08. 

WRIGHT, B. Assistant Director for Export/Import it Intarnat ional 
Safeguards, Ip. 22874:351. 


8404040010 Ltr of assurance re export of 3,233 kg U-235, contained in 
97,957 kg U. 

DUBOIS, D. European Communities. Commission of. 04/03/15. 

RAYMOND, J. Energy, Dept. of. Ip. 22910:266. 


8404040011 Application for license to export 8 in-core detectors, Type 
23465, to Switzerland. 

HEETHER.W. Westinghouse Electric Corp. ZE 10600, 84/03/15. Ip. 

22910: 265 


8404040015 License for Transnudear, Inc to export 10.504 kg U-235, 
contained in 52. 650 kg U, to West Germany. 

MOORE, R.N. Assistant Director for Export/Import 8c International 
Safeguards. NUK-442, 84/03/20, 2pp, 22910:263. 


6404040010 Application for license to import gadolinia oxide/U dioxide 
fuel pellets, encapsulated in zirconium fuel rods, w/4 kg 
U-235, contained in 110 kg U, from Sweden. 

HERSCH.M.M. Westinghouse Electric Corp. MMH-470. 04/03/13. 

ZIMMERMAN, J, V. Assistant Director for Export/Import 8c Internationa 1 
Safeguards. 2pp. 22910:261. 


0404040020 Application to amend export license, increasing quantity from 
20 to 30 pieces. 

MENTERcL. Sandvik Special Metals Corp 84/03/15. HEMBY, E. 

Assistant Director for Export/Import 8e International Safeguards. Ip. 
22910: 260, 


8404040022 Application for license to export 114 pieces Zircaloy-2, 
Grade R60802 seamless tubing to Canada. 

0 anger TER, D. H, Sandvik Special Metals Corp. SSM-4 1100/01/02. 
04/03/14. Ip. 22910:259. 
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8404040245 License for Mitsubishi Inti Corp to export 757 kg U-235i 
contained in 21* 932 kg U< to Japan. 

ZIMMERMAN. J. V, Assistant Director for Exp o r t/ Imp or t & Internationa 1 
Safeguards. 84/03/13 3pp. 22910:350, 


--8404040247 Informs that License XSNM-2095 may be issued. No matl changed 
circumstances since issuance of License XSNM-2098. 

MOORE. R. N. Assistant Director for Export /Import it International 
Safeguards. 84/03/08. Assistant Director for Export/Import & 
International Safeguards. Ip. 22910:352. 


8404050460 Application for license to export 2.2 kg depleted UF6 to 
Mexico. 

GARCIA. F. UNAM. 84/03/22. MOORE. R. N. NRC ~ No Detailed 
Affiliation Given. Ip 22927:355. 


8404110030 License for Reuter-Stokes. Inc to export six fission 
counters. Models RS-P6-OS05-134. to Austria. 

MOORE. R. N, Assistant Director for Export/Import & International 
Safeguards. A-9896. 84/03/23. Ip, 24006:194. 


8404110041 Discusses UNAM 840322 application to export 2.2 kg depleted 
UF6 to Mex i c 0 , Li c ens e issued w/o normal 15-day ujaiting 
period. 

MOORE. R.N. Assistant Director for Export/Imp ort International 
Safeguards. 84/03/23. Assistant Director for Export/Import !t 
International Safeguards. Ip. 24006:157. 


8404110064 Application for license to export compensated ionization 
chamber & self-powered detector to Japan. 

HEETHER.W, H. Westinghouse Electric Corp. ZE60294. 84/03/19, Ip. 

24005; 358. 


8404110070 License for UNAM to export 2.20 kg depleted UF6 to Mexico, 
MOORE. R. N. Assistant Director for Export/Import International 
Safeguards, 84/03/23. Ip. 24005:357. 


8404110085 Amend 1 to Byron Jackson Pump Div export 1 i cense, add ing addl 
miscellaneous specially designed primary pump components for 
export to Spain. 

ZIMMERMAN. J. V. Assistant Director for Export/Import & International 
Safeguards, 836-V-2258. 84/03/21. Ip. 24004:361. 


8404110443 License for Sandvik Special Metals Corp to export 2.133 
pieces Zircaloy-4 to Japan. 

ZIMMERMAN. J, V. Assistant Director for Export/Import St International 
Safeguards, 84/03/26. Ip, 24006:202, 


8404110503 Application for license to export enriched UF6 8</or U02 to 
Japan, 

OK ADA. S. Mitsui St Co (USA). Inc. (subs, of Mitsui & Co.. Ltd ). 

MBK-01-R2. 84/03/21, Ip. 24004:196. 


8404120036 License for Westinghouse to export 3.233 kg U-235. contained 
in 97.957 kg U. to Belgium, 

ZIMMERMAN. J. V. Assistant Director for Export/Import St International 
Safeguards. MMH-455. 84/03/28, 2pp. 24033:287. 


8404120360 Application for license to export empty zirconium fuel 
tubes to United Kingdom, 

HERSCH. M. M. Westinghouse Electric Corp, MMH-47a. 84/03/27, 
ZIMMERMAN. J. V. Assistant Director for Export/Import St International 
Safeguards, 2pp, 24034:357. 


8404120363 License for Sandvik Special Metals Corp to export 
150 lbs Grade R60S02 Zircaloy-2 seamless tubing to Canada. 

ZIMMERMAN. J. V. Assistant Director for Export/Import St International 
Safeguards, SSM-41 100/01/02, 84/04/03, Ip. 24034:356. 


840412037B Forwards application for license to export 971.395 kg U-235. 
contained in 26. 405. 9 kg U. to Spain. 

HANNETT. B. A, Transnuclear. Inc. TNS-444. 84/03/30. MOORE. N. 

Office of International Programs. Director, Ip. 24034:337. 


—8404120379 Application for license to export 871.395 kg U-235. contained 
in 26.405.9 kg U. to Spain. 

HANNETT. fl, A. Transnuclear. Inc. TNS-444. 84/03/30. 2pp. 

24034 : 338. 


8404130028 Forwards application for license to export microprocessoi — 
based water level device to Switzerland. Sh i pment should be 
made by 840601 due to need for resistive temp device to be 
at site by summer refueling outage, 

HENCH. J. E. Levy Systems. JEH-84-048. 84/03/21. Assistant 

Director for Export/Import & International Safeguards. Ip. 
24:-49;343. 


— 8404130032 Application for license to export micr oprocessor-based water 
level device to Swi t z er land . Weed Instrument. Inc shipping 
temp detectors to site directly. 

HENCH, J.E, Levy Systems. JEH-84-048, 84/03/21. 2pp. 24049:344. 


8404130374 Forwards application to export 728 kg low enriched UG2 
powder to Japan. 

WILSON, B. D. General Electric Co. BDW-050-S4. 84/03/29. 

WRIG’HT, B. L. Office of International Programs, Director, Ip. 
24036: 018. 


— 8404130378 Application for license to export 728 kg low enriched U02 
powder to Japan. 

WILSON. B.D, General Electric Co. BDW-07-84. 84/03/29. 2pp. 

24036: 019, 


8404130531 Forwards Mitsubishi Corp 840313 Itr re quantity of 
Austral ian-orig in matl involved in export license 
app 1 ication. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards. 84/04/03. HART, T. Energy, Dept. of. Ip. 24044:229. 


— 9404130532 Notifies that shipment of Austra 1 ian-or i g in matl involved in 
export license application contains 35.011 U. contained in 
41.494 kg U-308. 

SHIMA. S. Mitsubishi International Corp. (subs, of Mitsubishi 
Corp. ). 84/03/13. Assistant Director for Export/Import & 

International Safeguards, 2pp. 24044:230. 


8404160267 Discusses findings re Westinghouse 840308 application for 
license authorizing import of 97,957 kg U, enriched to max of 
3.3% U-235. as U02 fuel p e 1 1 ets. c ontained in fuel rods. 

License issued u/o normal 30-day waiting period. 

ZIMMERMAN, J. V. Assistant Director for Export/Import Interna t i ona 1 

Safeguards. 84/03/30. Assistant Director for Export/Import it, 
International Safeguards. Ip. 24066:068. 


8404160269 Discusses findings re Westinghouse 840308 application for 
license authorizing import of 97,957 kg U, enriched to max of 
3.3% U-23S, c onta ined in fuel rods. Import conforms to std 
provisions does not pose undue risk to public health. 

MOORE, R. N. Assistant Director for Export/Import & Internati onal 
Safeguards. 84/03/30. Assistant Director for Export/Impor t it 
International Safeguards. Ip. 24066:067. 


8404170015 Suppl to 840123 application for export license for enriched 
UF6. Shipment contains 35,011 kg U or 41,494.027 kg U30e, 

SHIMA. S. Mitsubishi International Corp. (subs, of Mitsubishi Corp. ), 
84/03/13. Assistant Director for Export /Import it International 
Safeguards. 2pp, 24091:352. 


8404170017 Requests withdrawal of application for export license. 
STREET. L. Edlow International Co, 84/03/27. NRC - No Detailed 
Affiliation Given. Ip. 24091:351. 


6404170127 License for Westinghouse to import 97,957 kg (J. enriched to 
max of 3.3% U-235. from Belgium. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards. B4/03/OS. Ip. 24093:271, 


8404170208 License for Westinghouse to export 175 zirconium fuel tubes 
to United Kingdom, 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards, MMH-478, 84/03/29, Ip. 24093:270. 


8404170213 Amend 1 to license for Sandvik Special Metals Corp, 
increasing quantity of Zircaloy-4 cladding from 20 to 40 
pieces for export to Japan, 

ZIMMERMAN. J. V. Assistant Director for Export/Import 8< Inter na t i ona 1 
Safeguards. SSM-31074/75. 84/04/03. Ip. 24093:269. 


8404180431 License for Westinghouse to export eight in-core detectors 
to Switzerland. 

ZIMMERMAN. J, V. Assistant Director for Export/Import & In terna t i ona 1 
Safeguards. ZE-10600. 84/04/03. Ip. 24107:361. 


8404200359 License for Westinghouse to import 110 kg U. enriched to 
3. 3% U-235, from Sweden. 

ZIMMERMAN, J. V, Assistant Director for Export/Import it In ternat i ona 1 
Safeguards. 84/04/05. Ip. 24151:361, 


8404200360 Informs that License XSNM-2101 may be issued. No matl changed 
circumstances since issuance of License XSNM-2095, 

MOORE. R.N. Assistant Director for Export/Import it Internati onaX 
Safeguards. 84/04/03, Assistant Director for Export/Import et 
International Safeguards. Ip. 24151:360. 
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8404200362 Informs that Amend 2 to License XSNM-1912 may be issued. No 
matl changed circumstances since issuance of License 
3CSf4M-2097. 

I1QQRE< R N. Assistant Director for Export/Import S: Internat i onal 
Safeguards. 84/04/03 Assistant Director for Exp or t/ Imp or t & 

International Safeguards. Ip. 24151:359. 


8404200365 Informs that License XSNM-2104 may be issued. No matl 
changed circumstances since issuance of License XSNM'-2095. 
MOQREiR.N. Assistant Director for Export/ Imp ort It International 
Safeguards, 84/04/03 Assistant Director for Exp or b/ Imp or t 

International Safeguards, Ip 24151:358. 


8404200371 Application to amend license to e x por t, incr ea s ing quantity 
to 1<34B. 354 kg U-235. contained in 39^643 kg U»plus 1 kg U< 
containing 0,038 kg U-235. 

DUDOIS. D. European Communities. Commission of. 84/02/10. 

RAYMOND, J, Energy. Dept. of. Ip 24151:355 


0404200376 Application to amend export 1 icens e. e xtend ing license for 
2 addl yrs. 

MORGENS TERN, A. Sigma Chemical Co 84/03/29. HEMBY. E. Assistant 
Director for Export/ Import ?. International Safeguards. Ip. 

24151: 354, 


8404230145 License -Por Edloiu Inti Co to export 333 kg U— 235. contained 
in 9.655 kg U, to Japan 

ZIMMERMAN, j V, Assistant Director for Ex p or t / Imp ort 8< Internat iona 1 
Safeguards. KLK-20, 84/04/05, 2pp, 24187:003. 


8404230151 License for Transnuc lear, Inc to export 14.030 kg U-235, 
contained in 15.038 kg U, to Denmark. 

ZIMMERMAN. J V, Assistant Director for Export/Import & Internationa 1 
Safeguards. NUK-420 84/04/03. 2pp. 24187:001. 


8404230156 License for NPD Div. Mark IV Indus tr ies. Inc to export 
60,000 Ci tritium, as tritium gas, to Switzerland. 

Z IMMERMAN, J. V. Assistant Director for Exp ort/ Import & International 
Safeguards. RCT 7-83, 84/04/04, Ip, 24186:362. 


8404230182 Foruards application to export low enriched U to Italy, 
WILSON, B.D, General Electric Co, BDW-45~a4. 84/03/26, 

ZIMMERMAN, J V. Assistant Director for Exp or t/ Imp or t Sk Internat iona 1 
Safeguards Ip. 24186' 356. 


— 8404230184 Application for license to export 5.4 kg low enriched U, as 
U02 powder, to Italy. 

WILSON. B.D. General Electric Co, BDW-45-a4. 84/03/26. ip. 

24186: 357. 


8404230188 Application for license to export 22,024 mg U-238, as U02 
p Qwder , to Japan. 

HE I MAN. D. Reactor Experiments, Inc J-2317-1 84/03/26. Ip. 

24186- 286 


8404230199 Ltr of assurance re export of 662 kg U-235, contained in 
21.516 kg U, to Japan. 

SHIRAKAWA.T, Japan, Govt. of. 84/03/28. RAYMOND, J. F. Energy, 
Dept. of. Ip, 24185:362. 


8404230201 Ltr of assurance re export of 39,643 kg U, containing 
1,348 345 kg U-235 ?y. 1 kg U, containing 0.038 kg U-235. to 
Sweden. 

LINDSTROM, M, Sweden. Govt, of. 84/03/20. RAYMOND, J. F. Energy, 
Dept. of. Ip. 24185:361. 


8404230203 License for Saunders-Roe Developments, Inc to export 
1,000,000 Ci tritium, as bulk tritium gas, to United Kingdom. 

ZIMMERMAN, J. V. Assistant Director for Exp o r t/ Imp or t & International 
Safeguards. XB001204, 84/04/04. Ip. 24185:360, 


8404230210 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZI.MMERMAN, J, V. Assistant Director for Exp or t/ Imp or t St International 
Safeguards 84/04/05, RAYMOND, J. Energy, Dept. of. Ip. 

24185: 358. 


— 8404230211 Application for license t.o export 23,895 kg U, enriched to 
3. 957. U-235, to Japan, 

CKADA, S. Mitsui S'. Co, <USA), Inc, (subs, of Mitsui & Co., Ltd.). 
MBK-F3-R9. 84/03/29, Ip, 24185:359. 


8404230223 Application for license to export 10 Reuter-Sto kes Model 
RS-C6-1 100-261 local power range monitors to West Germany. 

POWELL, C. Reuter-Stokes, Inc. 08-8743/13-0208. 84/03/09. Ip. 

24275; 315. 


8404230333 Amend 2 to GA Techn o 1 og i es, Inc export 1 icense, ref lecting 
change in name S< address of licensee & extending expiration 
date to 860630. 

ZIMMERMAN, J. V. Assistant Director for Exp or t/Import S« International 
Safeguards. IEL~1161. 84/04/13. Ip. 24184' 339. 


8404230337 License for Exxon Nuclear Co, Inc to export 945 kg U- enriched 
to 3.87. U-23S, to Taiwan. 

Z IMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards. 84/04/13. 2pp. 24184:337, 


8404230340 License for Westinghouse to import 420,078 kg U, enriched to 
2. 41037. U-235, from Taiwan. 

ZIMMERMAN, J, V, Assistant Director for Export/Import 8< International 
Safeguards, 84/04/11 Ip, 24184:336, 


8404230349 Forwards ltr of assurance re Exxon Nuclear Co 840309 
application for license to export SNM to Taiwan for use as 
rel oad fuel. 

STQIBER,C,R. State, Dept, of, Bureau of Oceans Sk Inti. Environ. & 
Scientific Affairs. 84/03/30 Z IMMERMAN, J . V. Assistant Director 
fop Exp ort/ Import %>. International Safeguards, 2pp, 24185:348. 


8404230189 Ltr of assurance re export of 1, 134 kg U-235, contained in 
32,856 kg U, to Japan. 

SHIRAKAWA.T. Japan, Govt, of 84/03/28, RAYMOND, J. F. Energy, 
Dept of. Ip, 24186:285. 


8404230190 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZIMMERMAN, J. V. Assistant Director for Export/Import %>, International 
Safeguards. 84/04/06, RAYMOND, J. Energy, Dept. of. Ip. 

24186: 283. 


8404230354 Submits findings re proposed import of 110 kg U, enriched to 
33 U-235, from Sweden. Import will not be inimical to common 
defense security or constitute undue risk to public 
health safety. 

MOORE, R.N. Assistant Director for Export/Import & International 
Safeguards, 84/04/05. Assistant Director for Export/Import h 
International Safeguards Ip. 24185:347. 


8404230400 Application far license to export 1,000 g research grade 
deuterium to United Kingdom, 

Air Products Chemicals, Inc. 84/04/06. Ip. 24187:244, 


— 8404230193 Application for license to export 9 0 g U-235 to Belgium. 
HERSCH, M. M. Westinghouse Electric Corp. MMH-479. 84/03/29. Ip. 

24186: 284. 


8404230192 License for Mitsubishi Inti Corp to export 1,134 kg U-235, 
contained in 32,856 kg U, to Japan. 

ZIMMERMAN, J. V. Assistant Director for Ex p or t/ Imp or t & International 
Safeguards HSA-5483-06. 84/04/05. 2pp, 24186:281. 


8404230194 Application for license to export six 23770 BF3 detectors 
two 23S17 BF3 detectors to Spain. 

HEETHER,W. Westinghouse Electric Corp. ZE 10588. 84/02/21. Ip. 

24186: 280. 


8404230404 Discusses Westinghouse 840406 application for license to 
import 420.078 kg U, enriched to 2,41037. U-235, from Taiwan, 

License issued w/o normal 15-day waiting period. 

Z IMMERMAN, J. Assistant Director for Export / Imp or t & International 
Safeguards. 84/04/11. Assistant Director for Export/Import S< 
International Safeguards, Ip. 24187:236, 


8404230406 Informs that License XSNM-2123 may be issued. No matl 
changed circumstances since issuance of License XSNM-2044. 

MOORE, R. N, Assistant Director for Export/Import International 
Safeguards. 84/04/03. Assistant Director for Export/Imp or t h. 
Internat iona 1 Safeguards. Ip, 24187:235. 


8404230195 License for Mitsui it Co, Inc to export 662 kg U~235, contained 
in 21,516 kg U, to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export/Import it International 
Safeguards, MBK-2F1 - R3<A). 84/04/05. 2pp. 24186:278. 


8404230196 Executive Branch position re NRD Div, Mark V Industries 
application to export 60,000 Ci bulk gaseous tritium to 
Switzer land. License should be granted. 

MCGOLDRICK, F. State, Dept. of. 84/04/03. SHEA, J. R. Office of 
International Programs, Director. Ip. 24186:277. 


8404230412 Executive Branch position re, Marubeni America Corp 
application to export 3,215 kg U-235, conta i ned in 140,085 
kg U, to Japan. License should be issued. Ltr of assurance 
enc 1 , 

MCGOLDRICK, R, State, Dept, of, Bureau of Oceans Inti. Environ, Sc 
Scientific Affairs. 84/04/09. SHEA, J, R. Office of Internati onal 
Programs, Director. 2pp. 24187:230, 
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6404230423 Submits findings re Westinghouse 840406 application for 
license to import 420.078 kg Ui enriched to 2.41037. U--235* 
from Taiwan, Impart will not be inimical to common defense & 
security or constitute undue risk to public health 8e safety. 
MOORE/R.N. Assistant Director for Export/Import & International 
Safeguards. 84/04/11. Assistant Director for Export/Import & 
International Safeguards. Ip. 24187:218. 


8404230447 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZIMMERMANi J, V. Assistant Director for Export/Import International 
Safeguards. 84/04/05. RAYMOND# J. Energy* Dept. of. Ip. 

24187: 206. 


S404230453 Application for license to export SO lb contaminated 
molybdenum scrap* containing max of 225 g U* to Belgium. 

HER.SCH* M, M. Westinghouse Electric Corp. MMH-479. 84/03/29. Ip. 

24187: 200. 


B404230458 Application for license to export 220 mg Np-*237» supp 1 ied 
as NpO in ceramic wire* to Japan. 

HEIMANi D. Reactor Experiments* Inc. J“23i7-2. 84/03/26. Ip 

24187; 197. 


8404230461 Advises that Australian govt not expected to consent to 
export of Australian & South African source matl. Info re 
specific quantities of Australian feed matl requested. 

CEJA. S. N. Energy. Dept. of. 84/03/16. ZI MMERMAN* J. V. Assistant 
Director for Export/Import & International Safeguards. Ip. 

24187: 196. 


8404230469 Executive Branch position re Saunders-Roe Developments* Inc 
application to export 1,000*000 Ci bulk gaseous H3 for 
production of sealed light sources to United Kingdom. 

License should be granted. 

MCGQLDR ICK* F. State* Dept, of* Bureau of Oceans 8< Inti. Environ. St 
Scientific Affairs. 84/04/03. SHEA, J. R. Office of International 
Programs, Director. Ip. 24187: 193. 


8404230471 Ltr of assurance re export of 398 kg U-235* contained in 
11* 519 kg U* to Japan. 

SHIRAKAWArT. Japan* Govt. of. 84/03/28. RAYMOND, J, F. Energy, 
Dept. of. Ip. 24187:192. 


8404240001 Ltr of assurance re export of 333 kg U-235. contained in 
9,655 kg U, to Japan. 

SHIRAKAWA, T. Japan, Govt. of. 84/03/28. RAYMOND, J. F. Energy* 
Dept. of. Ip. 24187:337. 


8404240002 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZIMMERMAN, J. Assistant Director for Export /Import 8t International 
Safeguards, 84/04/05, RAYMOND* J. Energy* Dept. of. Ip. 
24187:360. 


— 8404240004 Requests expedited approval to export modest amount of low 
enriched U to Italy. 

WILSON, B.D. General Electric Co, BDW-45-84. 84/03/26. 

ZIMMERMAN, J. Assistant Director for Exp a rt/Impor t & Internationa 1 
Safeguards. Ip. 24187:361. 


— 8404240006 Application for license to export 5,4 kg low enriched U* 
as U02 powder, contained in 150 kg U, to Italy. 

WILSON, B.D. General Electric Co. BDW-45-S4. 84/03/26. Ip. 

24187:362. 


8404240008 Application for license to export gamma tip detector* pre-amp 
power supply St cable to Sweden. 

HEEThER.W. Westinghouse Electric Corp. ZE206B8. 84/03/30. Ip. 

24187: 355. 


8404240012 Amend 2 to Transnuc lear, Inc export 1 icense, increasing 
quantity of matl from 928.316 kg U-235, contained in 28*602 
kg U, to 1*348.354 kg U~235* contained in 39.643 kg U, 

Z IMMERMAN* J. V. Assistant Director for Export/Import & International 
Safeguards. 04/04/05. ip, 24187:351. 


8404240016 Forwards application to export 35. 543 kg U-235* contained in 
38. 095 kg U* to the Netherlands. 

HANNETFiB. A. Transnuclear* Inc. 84/04/02. MOORE* N. Office of 
International Programs, Director. Ip, 24187:340. 


— 8404240019 Application for license to export 35. 543 kg U— 235, contained 
in 38. 095 kg U* to the Netherlands. 

HANNETT,B. A. Transnuc lear , Inc. NUK-445. 84/04/02. Spp. 

24187:341. 


8404240020 Forwards application for export license for minor nuclear 
export, Ltr of assurance required. 

ZIMMERMAN* J. V. Assistant Director for Export/Import 8« International 
Safeguards. 84/04/05. STOIBER, C. R. State, Dept, of, Bureau af 
Oceans & Inti. Environ, Scientific Affairs. Ip. 24189:352. 


— 8404240022 Forwards application for license to export 35.543 kg U-235* 
contained in 38.095 kg U* to the Netherlands. 

HANNETf. B. A. Transnuc 1 ear * Inc. 84/04/02. MOORE* N. Office of 

Internationa 1 Programs* Director. Ip. 24189:353. 


— 8404240025 Application for license to export 35.543 kg U-235* contained 
in 38.095 kg U* to the Netherlands. 

HANNETT*B. A. Transnuc 1 ear, Inc. NUK-445, 84/04/02. 9pp. 

24189:354. 


8404240030 Application for license to export 2.58 mg Cf-252, con tained 
in one doubly encapsulated neutron source* to United 
Kingdom. 

FISHER* W. A, National Nuclear Corp. BNFL-C-720. 84/03/06. 2pp. 

24189: 341. 


8404240181 License for Westinghouse to export compensated ionization 
chamber , Model WL23917* self-powered detec tor, Model 
WL23283* to Japan 

ZIMMERMAN* J, U. Assistant Director for Export/Import & In terna t i ona 1 
Safeguards, ZE 60294. 84/04/06, Ip. 24187:339. 


8404240195 License for Levy Sys to export one microprocessor-based 
water level device related hardware St software to 
Switzerland. 

ZIMMERMAN* J. U. Assistant Director for Export/Import Sc Internat i ona I 
Safeguards. JEH-84-04S. 84/04/10. Ip. 24187:338, 


8404240233 Forwards application for export license for minor nuclear 
export St ltr of assurance. 

ZIMMERMAN* J. V. Assistant Director for Export/Import St Internat i ona 1 
Safeguards. 84/04/10. RAYMOND* J. Energy* Dept. of. Ip. 

24199:087. 


— 8404240244 Application for license to export 2*564 kg U* contained in 
57 kg U-235* to Japan. Ltr of assurance encl. 

NAKAMURA, N. Marubeni America Corp. (subs, of Marubeni Corp. ). 
ZH0325. 84/04/15. 2pp. 24199:088. 


8404240502 Amend 1 to Sigma Chemical Co export I icense* extending 
expiration date to 860501. 

ZIMMERMAN, J. V, Assistant Director for Export/Import St International 
Safeguards. D-93. 84/04/10. Ip. 24197: 165. 


8404240508 License for Reactor Experiments* Inc to export 22.024 mg 
U-235* contained in 22.048 mg U* to Japan. 

ZIMMERMAN* J. U. Assistant Director for Export/Import St I n terna t i ona 1 
Safeguards. J~2317-l. 84/04/18. 2pp. 24197; 166. 


8404240511 License for Reactor Experiments* Inc to export 220. 0 mg 
Np-237, as NpO in ceramic wire* to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export/Import 8< Interna t iona 1 
Safeguards. J-2317-2. 84/04/18. Ip. 24197:051. 


8404240515 License for Marubeni America Corp to export 3*215 kg U-235, 
contained in 148*085 kg U. to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export/Import Sc Interna t iona 1 
Safeguards. ZH0291. 84/04/11. 2pp. 24197:049. 


8404240518 License for Westinghouse to export six 23770 BF 3 detectors 
Sc two 23817 detectors to Spain, 

ZIMMERMAN, J. V. Assistant Director for Export/Import 8< In terna t i ona 1 
Safeguards. ZE 10588. 84/04/18. Ip. 24197:044. 


8404240521 Application to amend license to export to extend expiration 
date for 2 yrs. 

MOWRY.W. R. GA Technologies, Inc. /General Atomic Co. 84/03/21. 
ZIMMERMAN, J. V. Assistant Director for Export/Import «! International 
Safeguards. Ip. 24197:043. 


8404240522 Application for license to import one fuel assembly, 
containing 420. 078 kg U* from Taiwan. 

HERSCH, M. M. Westinghouse Electric Corp, MMH-482. 84/04/06. 

ZIMMERMAN* J. V. Assistant Director for Export/Import Sc Internat i ona 1 
Safeguards 2pp, 24197.041. 


8404240526 Ltr of assurance re export of 9. 0 g U-235, contained in 
225 g U* to Belgium. 

* European Communities, Commission of, MMH-479. 84/04/13. 

Energy* Dept. of. Ip. 24196:361. 
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8404340527 Fcruards application to export UF6 to Japan. 

NAKAMURA» M. Marubeni America Corp, (subs, of Marubeni Corp >. 
84/04/05. WRIGHT* B.L Assistant Director for Expart/Import dc 
International Safeguards. Ip. 24196:359. 


— B40424O530 Application for license to export UF6 to Japan, 

NAKAMURA, N. Marubeni America Corp. (subs, of Marubeni Corp. ). 
ZH0325. 84/04/05. Ip 24196:360. 


8404340535 Foruiards Westinghouse 840406 aplication to amend license* 
increasing quantity of nuclear matl to cover repairs or 
replacement of damaged fuel ass emb 1 i es. Ass i s tanc e in 
obtaining Itr of assurance requested. 

ZIMMERMAN* J. V, Assistant Director for Ex p or t/ Import International 

Safeguards 84/04/10, STQIBERiC.R, State* Dept, of* Bureau of 
Oceans Inti Environ !*. Scientific Affairs. Ip. 24196:357. 


— 8404240540 Application to amend 1 ic ense* increasing quantity of nuclear 
matl to cover repairs or replacement of damaged fuel 
assembly Requests uaiver of 3C-day waiting period, 

HERSCH. M.M. Westinghouse Electric Corp, MMH-483. 84/04/06. 

ZIMMERMAN. J. V Assistant Director for Export/Impart it 
International Safeguards, Ip. 24196:358. 


0404350103 Foruards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZIMMERMAN. J, V. Assistant Director for Export/Import International 
Safeguards, 84/04/10, RAYMOND* J. Energy* Dept, of, Ip. 

24312: 224 


— 8404250108 Application for license to export 208 kg U-235. con ta ined in 
7* 206 kg U. to Japan. 

CKADA* S, Mitsui Sk Co. (USA). Inc, (subs, of Mitsui & Co. . Ltd. ). 
MeK-T2-R7, 84/04/03, Ip. 24212:225. 


8404250146 License for Reuter-Stokes* Inc to export 10 local power 
range monitor detectors* Model RS-C6- 1000~26 1 , to West 
Germany . 

Z IMMERMAN, J. V, Assistant Director for Export/Import & International 
Safeguards. QE-8743/B-0208, 84/04/17. Ip. 24212:165. 


8404350147 License for Braunkohle Transport to export 1*500.000 kg 
natural U* in form of U ore concenrates or , 711 kg enriched 
UF6, to EURATOM countries, 

ZIMMERMAN* J, V. Assistant Director for Expor t/Import i International 
Safeguards, HEX~EX-3. 84/04/16. 2pp. 24212. 159, 


6404350148 Executive Branch position re Edlow Inti Co application to 
export three 1.5 micrograms Cf-252 sources to Israel, 

License should be granted, 

MCGOLDP ICK. F. State* Dept, of. Bureau of Oceans &■ Inti, Environ. & 
Scientific Affairs, 84/04/09, SHEA.J. R. Office of International 
Programs* Director, Ip 24212: 164. 


0404250149 Application to amend export 1 icens e* ex tend ing expiration 
date to 870630. 

WILSDfd, B. D, General Electric Co. BDW~51-84, 84/03/30. WRIGHT. B. L. 

Office of International Programs, Director. Ip. 24212:161. 


8404350150 Forwards application to export 2,564 kg U, contained in 
75 kg U-235* to Japan 

NAKAMURA. N ' Marubeni America Carp, (subs, of Marubeni Corp, > 
84/04/05. WRIGHT.B L. Assistant Director for Export/Import 8* 
Interna ti onal Safeguards, ip. 24212; 162, 


•8404250151 Application for license to export 2*564 kg U, contained 
in 75 kg U-235, to Japan, 

NAKAMURA, N Marubeni America Corp, (subs, of Marubeni Corp. ). 
ZH0325. 84/04/05. Ip. 24212:163, 


8404250193 Amend 3 to QE export 1 icense* e xten d ing expiration date 
from 840501 to B70630 

ZIMMERMAN, J, V. Assistant Director for Export/Import & Internati ona 1 
Safeguards. 84/04/10. Ip. 24214:036, 


8404250237 License for Westinghouse to export three gamma tip 
detec tors* Mod el WX34698, th r ee preamp 1 if iers * Mod e 1 WX3714 ?>! 

SIX cables.Model WX34715. to Sweden 

ZIMMERMAN, J V. Assistant Director for Exp o rt/ Import it International 
Safeguards. ZE-2068e. 84/04/18, Ip, 24213:317, 


8404250305 Amend 1 to Edlouj Inti Co export 1 i c ense* author i z ing 
retransfer of three 1 5 micrograms Cf-2b2 sources from 
UrJ.ted Kingdom to Israel for incorporation in three 
' contraband detectors for vehicle insp. 

ZIMMERMAN, J. V. Assistant Director for Exp or t/ Import it International 
Safeguards AMER-8^ 84/04/16. Ip, 24212:307, 


8404250307 Application to amend export 1 icen s e* e x tend i ng validity 
date from 840615 to 861231. 

HERSCH* M. M. Westinghouse Electric Corp. MMH-4a6. 84/04/10 
Z IMMERMAN, J. Y. Assistant Director for Exp ort/ Import St International 
Safeguards Ip. 24212:306. 


8404270017 Application for license to export 1,650 Zircaloy-4 guide 
tubes#60 guide tube corrosion samples & 20 guide tube 
archive samples to West Germany. 

BANGERTER* D. H. Sandvik Special Metals Corp. SSM-41121. 84/04/17. 

Ip. 24223:284. 


8404270139 Application to consolidate export 1 i c ense s* ex tend ing 
expiration date until 900701. 

KIEL*G. R, Exxon Nuclear Co.* Inc. (subs, of Exxon Corp, ). 84/04/11. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & Internati onal 
Safeguards. 2pp. 24229:087. 


8404300045 Ltr of assurance re transfer of matl to South Korea. 

MIN.TS. Korea* Republic of (South Korea). 84/03/21. RAYMOND* J. F, 
Energy, Dept. of. 2pp. 24253:239. 
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50-289 

G 

BAXTER, T. A. 

8404090446 

50-289 

G 

BAXTER. T. A. 

8404090446 

50-289 

G 

BAXTER, T. A 

8404090449# 

50-289 

G 

BAXTER, T. A. 

8404090449* 

50-289 

Q 

BAXTER, T, A. 

8404200019 

50-400 

G 

BAXTER, T. A. 

8404200019 

50-400 

G 

BAXTER, T. A. 

8404200031 

50-400 

G 

BAXTER, T. A. 

8404200031 

50-400 

9 

BAXTER, T, A. 

8404200031 

50-400 

G 

BAXTER, T. A. 

8404200033 

50-400 

G 

BAXTER, T. A, 

8404200033 

50-400 

G 

BAXTER. T. A, 

8404250268 

50-400 

Q 

BAXTER, T. A, 

8404250268 

50-400 

G 

BAXTER, T. A. 

8404270249 

50-289 

& 

BAXTER, T. A. 

0404270249 

50-289 

G 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

BAY, J, H. 

8404100486 

50-142 

G 

BAY, J. H, 

8404100500 

50-142 

G 

BAYNE, J. P. 

8404020010 

50-333 

P 

BAYNE, J. P. 

8404030474 

50-333 

P 

BAYNE, J. P. 

8404090416 

50-286 

P 

BAYNE, J.P. 

8404090420* 

50-286 

P 

BAYNE, J. P. 

8404120217 

50-247 

F 

BAYNE, J.P. 

8404170021 

50-286 

I 

BAYNE, J. P. 

8404170483 

50-286 

P 

BAYNE, J. P. 

8404190317 

50-333 

P 

BAYNE, J.P. 

0404240043 

50-333 

P 

BAYNE. J. P. 

8404240295 

50-333 

P 

BAYNE, J. P. 

8404250010 

50-247 

P 

BAZIN, J. P. 

8404250015 

CONTRACT 


BEALL. J. 

8404120135# 

50-443 

Q 

BEASLEY, E. G. 

8404030208* 

50-390 

A 

BEASLEY, M. L. 

8404100438* 

CONTRACT 


BEAUCH, S. R. 

8404250084* 

CONTRACT 


BEAVER, B. 

8404130473 

50-369 

F 

3ECHH0EFER. C. 

8404120091 

50-329 

G 

BECK, 0. P. 

8404170344 

50-151 

S 

BECKER, D. L. 

8404130483* 

50-201 

G 

BECKHAM. J. T. 

8404060145 

50-321 

G 

BECKHAM, J. T. 

8404060286 

50-366 

S 

BECKHAM, J. T. 

8404100202 

50-366 

P 

BECKHAM, J. T. 

8404170369 

50-321 

G 

BEERS, G. H. 

8202080115* 

FOIA 


BEHN, J. D. 

8404190222# 

50-400 

E 

BEILER, D. D. 

8404250132 

PRM 


BELANGER. J. L. 

8404090196* 

50-373 

G 

BELANGER. J. L. 

8404230088* 

50-10 

Q 

BELISLE.O. A. 

8404060093* 

50-324 

G 

BELL. J. 

8404190310* 

50-320 

Q 

BELL, U. H. 

8404200316* 

50-483 

A 

BELL, L, 

8404260291* 

50-289 

Q 

BELL, M. J. 

8404300046 

WASTE MGT 

BELL, M. J. 

8404300198 

WASTE MGT 

BELL, M. J, 

840430031 1 

WASTE MGT 

BELL, N. 

8404050058 

FOIA 


BELL, N. 

8404090437 

50-508 

Gi 

BELL, N, 

8404090455 

50-508 

G 

BELL, N. 

8404180281 

FOIA 


BELLAMY, R. 

8404030314 

50-309 

S 

BELLAMY, R, 

8404090317 

50-309 

S 

BELLAMY. R. R. 

8404100386 

50-322 

H 

BELLAMY, R. R. 

8404180272* 

50-293 

P 

BELTER, L, W. 

8404060063 

50-445 

G 

BELTER, L. W. 

8404060063 

50-445 

G 

BELTER, L. W. 

8404060147 

50-445 

G 

BELTER, L W. 

8404060147 

50-445 

G 

BELTER, L. W, 

8404060169 

50-445 

G 

BELTER, L. W, 

8404060169 

50-445 

G 

BELTRACCHI, L. 

8404040129* 

50-352 

T 

BEMIS.P, R. 

8404060291* 

50-400 

G 

BEMIS. P. R. 

8404170250* 

50-400 

Q 

BEMIS.P. R. 

8404170400* 

50-324 

Q 

BENDA. B. J. 

8404120384 

NUREG 


BENKERT, J. W. 

84041 70224* 

50-352 

T 

BENNETT, J. W. 

8404300201 

WASTE MGT 

BENNETT, U, W. 

8404300249* 

WASTE MGT 

BERG, M, J. 

8404030195 

QA999 


BERGAN. G. W, 

8404240045 

50-249 

S 

BERGER, A. J. 

8404110247* 

40-2061 


BERGER, G, J. 

8404090478* 

50-322 

T 

BERKOW, H, N. 

8404190016 

MISC 


BERLINGER, C. 

8403000331* 

50-322 

S 

BERLINGER, C. H. 

8404180340 

50-206 

G 

BERNA, G. A. 

8202190422* 

FOIA 


BERNA, G. A. 

8205040026* 

FOIA 


BERNA, G. A, 

8205060208* 

FOIA 


BERNA, G. A. 

8207140052* 

FOIA 


BERNA, G. A. 

8207300073* 

FOIA 


BERNARD. H. 

8404050102 

50-192 

P 

BERNDT, J. 

8404190460 

FOIA 


BERNSTEIN, S. 

8404200231 

REVIEW GRP 

BETTENHAUSEN, L. 

8404240053* 

50-443 

G 

BETTENHAUSEN, L. 

8404240089* 

50-289 

Q 

BETTENHAUSEN, L. 

8404240102* 

50-388 

Q 

BETTENHAUSEN, L. 

8404240447* 

50-308 

0 

BETTENHAUSEN, L. 

8404260331* 

50-334 

Q 

BEUAN, R. B. 

8404020206 

50-254 

P 

BEVILL,M. 

8404300018 

71-9160 


BEVILL, M. 

8404300032 

71-9160 


BEWLEY, E. K. 

8404190371 

50-317 

R 

BEZLER, P. 

8311140080* 

50-289 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BICEHOUSE.H. 

8404260234* 

50-286 

Q 

BICEHOUSE, H. J. 

8404190259* 

50-309 

Q 

BICEHOUSE, H, J, 

8404260247* 

50-247 

Q 

BICEHOUSE, H. J. 

B404260280* 

50-271 

G 

BICKWIT, L. 

8404190426* 

50-247 

P 

BICKWIT.L. 

8404190429* 

FOIA 


BICKWIT, L. 

8404190434* 

50-293 

G 

BIDINGER, G. H. 

8404110083* 

70-1113 


BIDINGER, G H. 

8404120005 

70-371 


BIDINGER, 0, H, 

8404170041 

70-1 1 13 


BIDINGER, G. H. 

8404170045 

70-371 


BIDINGER, G. H 

8404170276 

70-371 


BIELAWSKI, A, P. 

8404130152 

50-454 

Q 

BIELAWSKI, A. P. 

8404130152 

50-454 

Q 

BIENKOWSKI, G. 

8310050324* 

50-324 

P 

BIER, J. 

8404060408 

50-155 

G 

BIMBER, R. M. 

8404040209 

PRM 


BIRCH, M. L. 

8404190150* 

50-413 

T 

BIRKENHEIER, J. 

8404230386* 

50-322 

a 

BIRKENHEIER, J. 

8404230386* 

50-322 

G 

BIRKENHEIER, J. 

8404230388* 

50-322 

G 

BIRKENHEIER, J. 

8404230388* 

50-322 

G 

BIRKENHEIER, J. 

8404230391* 

50-322 

G 

BIRKENHEIER, J. 

8404230391* 

50-322 

G 

BIRKENHEIER, J. 

8404230394* 

50-322 

Q 

BIRKENHEIER, J. 

8404230394* 

50-322 

0 

BIRKENHEIER, J. 

8404230398* 

50-322 

G 

BIRKENHEIER, J. 

8404230398* 

50-322 

G 

BIRKENHEIER, J. 

8404230401* 

50-322 

G 

BIRKENHEIER, J. 

8404230401* 

50-322 

0 

BIRKENHEIER, J. 

8404230403* 

50-322 

Q 

BIRKENHEIER, J. 

8404230403* 

50-322 

G 

BIRKENHEIER, J. 

8404230407* 

50-322 

G 

BIRKENHEIER, J. 

8404230407* 

50-322 

Q 

BIRKENHEIER, J, 

8404230409* 

50-322 

Q 

BIRKENHEIER, J, 

8404230409* 

50-322 

G 

BIRKENHEIER, J. 

8404230413* 

50-322 

G 

BIRKENHEIER, J. 

8404230413* 

50-322 

G 

BIRKENHEIER. J. 

8404230417* 

50-322 

G 

BIRKENHEIER, J. 

8404230417* 

50-322 

G 

BIRKENHEIER, J. 

8404230419# 

50-322 

G 

BIRKENHEIER, J. 

8404230419* 

50-322 

G 

BIRKENHEIER, J. 

8404230424* 

50-322 

G 

BIRKENHEIER, J. 

8404230424* 

50-322 

G 

BIRKENHEIER, J. 

8404230428* 

50-322 

G 

BIRKENHEIER, J. 

8404230428* 

50-322 

C 

BIRKENHEIER, J. 

8404230431* 

50-322 

6 

BIRKENHEIER, J. 

8404230431* 

50-322 


BISBEE, G. D. 

8404130144 

50-443 

G 

BISHOP, R. W. 

8404100354 

50-29 

I 

BISHOP, R, W. 

8404100354 

50-29 

1 

BISHOP, R. W. 

8404270032 

50-213 

1 

BISHOP, T. W. 

840403021 1 

50-275 

Cl 

BISHOP, T. W. 

8404030512 

50-312 

G 

BISHOP, T. W. 

8404050136 

50-528 

G 

BISHOP, T. W. 

8404050141 

50-528 

G 

BISHOP, T. W. 

8404050199 

50-528 

Q 

BISHOP, T. W. 

8404050238 

50-523 

a 

BISHOP, T. W. 

8404050245 

50-397 

a 

BISHOP, T. W. 

8404050259 

50-397 

G 

BISHOP, T. W. 

8404050260 

50-344 

a 

BISHOP, T. W. 

8404050278 

50-206 

a 

BISHOP, T. W. 

8404050285 

50-275 

G 

BISHOP, T. W. 

8404100375 

50-312 

Q 

BISHOP, T. W 

8404200308 

50-362 

0 

BISHOP. T. Ul. 

8404240087 

50-344 

t 

BISHOP, T. W, 

8404240312 

50-520 

i 

BISHOP, T. W. 

8404240340 

50-312 

G 

BISHOP, T. W, 

8404240353 

50-362 

G 

BISHOP, T. W. 

8404240372 

50-397 

G 

BISHOP, T. W. 

8404240403 

50-275 

G 

BISHOP, T. W. 

8404240438 

50-312 

§ 

BISHOP, T. W. 

8404300145 

50-275 

a 

BISSETT, P. 

8404240067* 

50-272 

u 

BISSETT, P. 

8404240089* 

50-2B9 

G 

BISSETT, P. 

8404240443* 

50-352 

G 

BLACK. R. E. 

8404250132 

PRM 


BLACK, R. G. 

8404100415* 

50-400 

r 

BLACK, R. G. 

8404100418* 

50-400 

F 

BLAKE, E. L. 

8404130071 

50-302 

G 

BLAKE, E. L. 

8404130071 

50-302 

6 

BLAKE, E. L. 

8404240285 

50-209 

G 

BLAKE, E, L. 

8404240285 

50-209 

C 

BLAKE- E. L. 

8404240469 

50-209 

G 

BLAKE, E. L. 

8404240469 

50-209 

€f 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BLAKE. E. L. 

8404240472# 

50-289 

Q 

BLAKE. E. L. 

8404240472* 

50-289 

Q 

BLAKE. J. J. 

8404060106# 

50-335 

Q 

BLAKE. J. J. 

8404060125# 

50-250 

Q 

BLAKE. J, J. 

8404060174* 

50-424 

Q 

BLAKE. J. J. 

8404060270# 

50-400 

Q 

BLAKE. J. J. 

8404090277# 

50-266 

Q 

BLAKE- J, J. 

8404170039# 

50-269 

Q 

BLAKE. J. J. 

8404170093# 

50-438 

Q 

BLAKE, J. J. 

8404170223# 

50-261 

Q 

BLAKE. J, J. 

8404170422* 

50-395 

Q 

BLAKE. J. J. 

8404170512# 

50-321 

Q 

BLAKE. J. J. 

8404190243 

50-251 

S 

BLANCHARD. B . 
BLANCHARD. B . 

BLANKLEY. W. E. 

8404090425 

8404250089 

8404100405 

WASTE MGT 
PR 

QA999 

BLATT. M, 

8404260009 

50-247 

R 

BLIND, A. A. 

8404270045 

50-316 

S 

BLISS, J, 

BLOSSOM, J. H. 

8404120355# 

8404240345 

50-320 

40-8452 

H 

BLOUOH, A. R. 

8404060310# 

50-277 

Q 

BLOUOH. A. R. 
BLUBAUGH. R. E. 
BLUBAUGH. R. E. 
BLUBAUGH. R. £ 

8404260342 
8404110450 
8404130115 
' 8404180207 

50-277 

40-3453 

40-3453 

40-3453 

S 

BLUMBERG, N. J. 
BOERNER, A. J. 

8404240089* 

8404110247# 

50-289 

40-2061 

Q 

BDJDUJ. W. 

8404200088# 

50-312 

S 

BOLCH. M. E. 

BOLD. T. P. 

8404190201# 

8404050354# 

50-413 

CONTRACT 

T 

BOLQN, A. E. 

8404030408 

50-123 

F 

BOMBEROER. C. 

8402020284# 

50-263 

P 

BQMBEROER.C. 

8403070077# 

50-266 

P 

SDMBERGER, C. 

8403160250# 

50-295 

P 

BOMBERGER-C. 

8404020204* 

50-305 

P 

BDNINE. C. 

8404030208# 

50-390 

A 

BOOKER, J. E. 

8404020050 

50-458 

S 

BOOKER, J. E. 

8404020079 

50-458 

S 

BOOKER, J. E. 

8404020125 

50-458 

S 

BOOKER, J. E. 

8404030062 

50-458 

A 

BOOKER, U. E. 

8404030199 

50-458 

S 

BOOKER, U. E. 

8404030378 

50-458 

s 

BOOKER, U. E. 

8404030522 

50-458 

E 

BOOKER, U. E. 

8404030527 

50-458 

S 

BOOKER, J. E. 

8404030537 

50-458 

S 

BOOKER. J. E. 

8404060259 

50-458 

F 

BOOKER, vl, E. 

8404090263 

50-458 

S 

BOOKER, J. E. 

8404090276 

50-458 

S 

BOOKER, J. E. 

8404090289 

50-458 

s 

BOOKER, U. E. 

8404090293 

50-458 

s 

BOOKER, J.E. 

8404100204 

50-458 

A 

BOOKER, J. E. 

840410021 1 

50-458 

S 

BOOKER. J. E. 

8404100368 

50-458 

A 

BOOKER, J. E. 

8404100437 

50-450 

S 

BOOKER, J. E. 

8404130214 

50-458 

S 

BOOKER, U. E. 

8404130216 

50-458 

S 

BOOKER, U. E. 

8404130228 

50-458 

E 

BOOKER, J. E. 

8404130232 

50-458 

S 

BOOKER, J. E. 

8404130296 

50-458 

S 

BOOKER, U, E. 

8404130297 

50-458 

S 

BOOKER, U, E. 

8404130312 

50-458 

s 

BOOKER, U. E. 

8404130321 

50-458 

s 

BOOKER, U. E. 

8404160098 

50-458 

E 

BOOKER, J. E. 

8404170220 

50-458 

S 

BOOKER, 4. E. 

8404170240 

50-458 

S 

BOOKER, vJ. E. 

8404170245 

50-458 

S 

BOOKER, U. E. 

8404170272 

50-458 

S 

BOOKER, U. E. 

8404170291 

50-458 

s 

BOOKER, J. E 

8404170305 

50-458 

S 

BOOKER, U. E. 

8404170322 

50-458 

I 

BOOKER, J.E. 

8404190167 

50-458 

S 

BOOKER, J. E. 

8404190178 

50-458 

s 

BOOKER, J. E. 

8404200112 

50-458 

E 

BOOKER, J. E. 

8404240206 

50-458 

A 

BOOKER, J. E. 

8404240402 

50-458 

A 

BOOKER, J. E. 

8404260184 

50-458 

8 

BOOKER, J. E. 

8404260206 

50-450 

S 

BOOKER, J. E, 

8404260211 

50-458 

S 

BOOKER, J.E. 

8404260229 

50-458 

S 

BOOKER, J. E. 

8404260240 

50-458 

S 

BOOKER, J. E. 

8404260245 

50-458 

S 

BOOKER, J. E. 

8404260276 

50-458 

8 

BOOKER, J. E. 

8404260325 

50-458 

S 

BOOKER, J. E. 

8404260343 

50-458 

8 

BOOKER, J. E. 

8404300108 

50-458 

8 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BGOKER, J. E. 

8404300149 

50-458 

S 

BREISMEISTER. F. 

8404040386# 

50-275 

G 

BOOTH, D. W. 

84041 10330 

50-269 

I 

BREISMEISTER. F. 

8404040414# 

50-275 

G 

BORCHARDT, R. 

8404190234* 

50-293 

Q 

BREISMEISTER, F. 

9404040423# 

50-275 

G 

BORCHARDT, R. 

8404240318 

50-443 

S 

BRENNAN. J. E. 

8404110373 

WASTE MGT 

BORCHARDT, R. W. 

8404190357* 

50-271 

0 

BRENNER, L. 

8404040152 

50-352 

G 

BORDENICK, B. M. 

8404040133 

50-322 

G 

BRENNER, L. 

8404160016 

50-322 

G 

BORDEN I CK, B. M 

8404060414 

50-322 

6 

BRENNER, L. 

8404230097 

50-352 

G 

BORDENICK, B. M. 

84041 10548 

50-322 

G 

BRENNER, L. 

8404230324 

50-352 

G 

BORDENICK, B. M. 

84041 10569 

50-322 

G 

BRENNER, L. 

8404230339 

50-322 

G 

BORDENICK, B. M. 

8404170149 

50-322 

G 

BRENNER, L. 

8404240253 

50-352 

G 

BORDENICK, B. M. 

8404170162 

50-322 

G 

BREWER, W. A. 

8404270004 

WASTE MGT 

BORDENICK. B. M. 

8404190013 

50-322 

G 

BREY, H. L. 

8404200056 

50-267 

P 

BORDENICK. B. M. 

8404230147 

50-322 

6 

BRIDEN, D. 

8404200290 

50-346 

F 

BORDENICK. B. M. 

8404230149 

50-322 

G 

BRIERS, R. 0. 

8404040184 

PRM 


BORDENICK, B. M. 

8404230159 

50-322 

G 

BRIGGS, H. C. 

8404030476 

PRM 


BORDENICK. B. M, 

8404270270 

50-424 

6 

BRIGGS, L. 

8404240053# 

50-443 

G 

BOSCO, D. H. 

8404100051# 

50-133 

U 

BRIGHT, G. 0. 

8404100153 

50-322 

G 

BOSNAK, R. J. 

8309060313# 

FOIA 


BRIGHT. G. 0. 

8404160028 

50-142 

G 

BOTHMAN, J. E. 

8404030383 

50-13 

J 

BRIGHT, G. 0. 

8404170157 

50-400 

G 

BOULDEN, H. 

8404030063* 

FOIA 


BRIGHT, G. 0. 

8404230378 

50-142 

G 

BOULDEN, H. 

8404030067# 

50-358 

A 

BRIGHT, G. 0. 

8404230383# 

50-142 

G 

BOULDEN, H. 

8404030078# 

FOIA 


BRITT, L. F. 

8404170142 

50-322 

S 

BOURNIA, A. 

8404040288 

50-374 

F 

BRITT. L. F. 

8404170142 

50-322 

S 

BOURNIA. A. 

84041 10289 

50-374 

F 

BRITT, L. F. 

8404170246 

50-322 

Q 

BOWERS, H. 

8404050487 

50-445 

Q 

BRITT, L. F. 

8404200053 

50-322 

Q 

BOWERS, H, 

8404100420 

50-445 

Q 

BRITT, L. F. 

8404230118 

50-322 

G 

BOWMAN, G. W. 

8404190419 

50-358 

G 

BRITT, L. F. 

8404240495 

50-322 

G 

BOWYER, U. E. 

BOWYER, U. E. 

BOWYER, J. E, 

BOWYER, J. E, 

BOWYER, J. E. 

8404260014* 

3404260019# 

8404260021* 

8404260032# 

8404260035* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


BROCK. B. L. 

BROODEN, K. C. 
BROMBERG, B. 

BROMBERG, B. 

BRONS, J. C. 

8404090246# 

8404090340 

8404200124 

8404240524 

8404100024 

70-734 

MISC 

CONTRACT 

CONTRACT 

50-286 

Q 

BOWYER, J. E. 

8404260064# 

FOIA 


BRONS, J. C. 

8404170138 

50-286 

R 

BOWYER, J. E. 

8404260087# 

FOIA 


BROOME, L. W. 

8404190150# 

50-413 

T 

BOWYER, U. E. 

8404260143# 

FOIA 


BROOME, L. W. 

8404190159# 

50-413 

T 

BOYD, D. 

8404200291 

50-263 

S 

BROOME, L. W. 

8404190166# 

50-413 

T 

BOYD, D. C. 

8404020059* 

50-255 

Q 

BROOME, L. W. 

8404190171# 

50-413 

T 

BOYD, D. C. 

8404190197# 

50-315 

Q 

BROOME, L. W. 

8404190179# 

50-413 

T 

BOYD, D. C. 

8404190239# 

50-295 

Q 

BROOME, L. W. 

8404190187# 

50-413 

T 

BOYD. D, C. 

8404190336# 

50-155 

G 

BROOME, L. W. 

8404190194# 

50-413 

T 

BOYER, L. E. 

8404030346# 

50-324 

F 

BROOME, L. W. 

8404190201# 

50-413 

T 

BOYER, L. E. 

8404030349# 

50-324 

F 

BROWN, B. 

8404200069 

50-254 

R 

BOYER. L. E. 

8404050374 

50-324 

F 

BROWN, C. H. 

8404190181# 

50-263 

Q 

BOYER, L. E. 

8404050380 

50-324 

F 

BROWN, D. 

8404190166# 

50-413 

T 

BOYER, L. E. 

8404050390 

50-324 

F 

BROWN, D. H. 

8404090372 

PR 


BOYER, U. 8. 

8404170224# 

50-352 

T 

BROWN, E. J. 

8402290022 

50-339 

S 

BOYLE, R. R. 

8404300318# 

WASTE MGT 

BROWN, E. J. 

8402290025# 

50-339 

S 

BRADBURY, R, B. 

8404250177 

PR 


BROWN, H. H. 

8404170540 

50-322 

G 

BRADFORD, L. 

8404230385 

50-289 

G 

BROWN, H. H. 

8404170548 

50-322 

G 

BRADLEY, E. J. 

8404030098 

50-352 

A 

BROWN, H. H. 

8404230007 

50-322 

G 

BRADLEY, E. J. 

84041 10237 

50-277 

J 

BROWN, J. R. 

8404190308# 

50-245 

P 

BRADLEY, E. J. 

B4041 70141 

50-352 

A 

BROWN, M. L. 

8404040184 

PRM 


BRADLEY, E. J. 

8404170187 

50-277 

P 

BROWN, P. 

8404260323# 

50-382 

Q 

BRADLEY, E. J. 

8404170197* 

50-277 

P 

BROWN, P. 

B404260356* 

50-382 

G 

BRADLEY, E. J. 

8404170355 

50-352 

A 

BROWN, R. U. 

8404300166 

71-507 


BRADLEY, E. J. 

8404230174 

50-277 

P 

BROWN, W. 8. 

8404100554# 

70-1113 


BRADLEY, E. J, 

8404230176* 

50-277 

P 

BROWN, W. B. 

8404180060 

70-143 


BRADLEY, E. J. 

8404240313 

50-277 

P 

BROWN, W. Q. 

8404180064 

50-280 

Y 

BRADLEY, E, J. 

8404260059 

50-277 

I 

BROUN, W. B. 

8404180071 

70-1257 


BRADLEY, E. J. 

8404270029 

50-352 

K 

BROWN, W. B. 

8404180430 

70-2988 


BRADLEY, E. J, 

8404270097 

50-352 

I 

BROWN, W. S. 

8404180441 

70-734 


BRADLEY, E. R. 

BRADY, J. 

8404160201 

8404160086 

NUREO 

50-320 

F 

BROWN, W. B. 
BROWNING, R. E. 

8404180455 

8404040337 

70-27 

WASTE MGT 

BRADY, J. A. 

8404160047 

50-289 

F 

BROWNLEE, V. L. 

8403290 U 1# 

50-269 

G 

BRADY, J. A. 

8404200130 

50-320 

F 

BROWNLEE, V, L. 

8404060350# 

50-369 

Q 

BRAILE, L, W. 

8404270208 

RES 


BROWNLEE, V. L. 

8404170056# 

50-269 

Q 

BRAILE, L. W. 

8404270214# 

RES 


BROWNLEE, V. L. 

8404170182# 

50-537 

G 

BRANCH. M. W. 

8404060381# 

50-438 

Q 

BROWNLEE. V. L. 

8404170546# 

50-413 

Q 

BRAND, D. A. 

8404030051 

50-275 

0 

BRUNNER, J. E. 

8404100504 

50-329 

G 

BRAND, D. A. 

8404120056 

50-275 

P 

BRUSVEN, A. D. 

840323003 S 

50-263 

I 

BRAND, D, A. 

8404120059# 

50-275 

P 

BRYANT, J. 

8403290111# 

50-269 

Q 

BRAND. D. A. 

8404120089 

50-275 

P 

BRYANT, J. 

8404170056# 

50-269 

G 

BRAND. D. A. 

8404120098* 

50-275 

P 

BRYANT. K. 

8404270150# 

50-482 

E 

BRAND. D. A. 

8404120166 

50-275 

P 

BUCHHOLZ. R, H. 

8404090273# 

50-237 

P 

BRAND, D. A. 

8404120169* 

50-275 

P 

BUCHHOLZ, R. H. 

8404090278# 

50-237 

P 

BRAND. D. A. 

8404120308 

50-275 

P 

BUCKHAM, J. A. 

9404120086 

50-332 

P 

BRAND, D. A. 

8404120310# 

50-275 

P 

BUCKLES, U. A. 

8404030157 

50-315 

J 

BRANOHAUER, W. K. 

8404030191 

50-302 

S 

BUCKLES, U. A. 

8404030161 

50-483 

J 

BRANDT, C. T. 

8404100516# 

50-445 

0 

BUCKLEY, B. C. 

8404230187 

50-400 

A 

BRANDT, C. T. 

0404160114* 

50-445 

G 

BUDASILL, L. W. 

8404040034# 

FOIA 


BRANNOCK, E. A. 
BREAUX. D. G. 

8404230164# 

8404170066# 

CONTRACT 

aA999 


BUEHRINO, W. A 
BUNDY, H. F. 

B404050473 

8404260004* 

NUREO 

50-483 

a 

BREAUX, D. 0. 

8404170263# 

aA999 


BUNTING. U. 0. 

8404300196 

WASTE MGT 

BREED, A. 

8404180292# 

FOIA 


BURDOIN, J. 

8404050206# 

50-528 

a 

BREISETH, S. 

8404110187 

50-443 

Q 

BURDOIN, J, 

8404240337# 

50-528 

a 


« 


528 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BURGER, F. J. 

8404170397 

50-271 

R 

BURGESS, 3. L, 

8404110238* 

50-329 

Q 

BURGESS, B. L. 

8404130327* 

50-329 

R 

BURGHARD,H, C. 

8404090335* 

50-339 

Q 

BURGIN, R. 

BURGIN, R. E. 
BUROIN, R. E. 
BURLINGAME, U F, 

8404230163 

8404270202 

8404270207* 

8404100223 

IS-E 

70-2275 

70-2275 

50-18 

I 

BURNETT, P. T. 

8404060111* 

50-366 

Q 

BURNETT, P T. 

8404060124* 

50-389 

Q 

BURNETT, P T. 

8404060133* 

50-302 

Q 

BURNETT. P. T. 

8404060365* 

50-250 

Q 

BURNETT, R. F 
BURRIS, S. 

8404180067 

8404060157* 

70-143 

50-390 

Q 

BURRIS. B. P. 

8404060173* 

50-390 

Q 

BURSTS IN, C. H. 

8404030090 

50-382 

G 

BURSTEIN, C. H. 

8404030090 

50-382 

G 

BURSTEIN, S. 

8404100255 

50-266 

P 

BURTON, R. M. 

8404230039* 

50-10 

S 

BURTON, R. M. 

8404230058* 

50-10 

S 

BURWELL, S. B. 

8404300233 

50-445 

A 

BUSH, D. K, 

3404030373 

50-155 

P 

BUSH, L. L, 

8404230038* 

50-10 

F 

BUSH, M, W. 

8404100492 

50-352 

G 

BUSH, M. W 

8404200051 

50-352 

G 

BUSH. M, W 

8404260494 

50-352 

G 

BUSH, S. H. 

BUSSE, L J, 

BUTLER, S. 

8404050111* 
84041 10296 
8404020095* 

FOIA 

NUREG 

50-416 

Q 

BUTLER, S. D. 

8404170118* 

50-327 

Q 

BUTLER, S. D. 

9404170172* 

50-327 

Q 

BYRD. R, 

8404050084 

50-416 

S 

BYRD, R 

8404060386 

50-416 

S 

BYRD. R. 

8404170385 

50-416 

s 

BYRD, R. W 

8404050132 

50-416 

s 

BYRD. R. W. 

8404090344 

50-416 

s 

BYRD. R. W. 

8404090393 

50-416 

s 

CABELL. A. S. 

CADY. D. R, 

8404260058* 

8404040370* 

FOIA 

50-275 

G 

CADY, D. P. 

8404040375* 

50-275 

G 

CAHILL. W. J. 

8404100117* 

50-458 

Q 

CALDWELL, J 

S404020095* 

50-416 

Q 

CALDWELL, R A 

840^190285* 

50-382 

G 

CALLAN, L. J. 

8404030323* 

50-313 

Q 

CALLAN, L. J. 

8404100377# 

50-313 

Q 

CALVERT, M. S. 

8404230055 

50-413 

T 

CALVERT, M S, 

8404230055 

50-413 

T 

CAMPAONONE, M. J. 

8404110092 

50-352 

A 

CAMPAGNONE- M. J. 

8404170258 

50-352 

A 

CAMPAGNDNE. M. v* 

8404230285 

50-352 

A 

CAMPAGNONE, M J, 

840423041 1 

50-352 

A 

CAMPBELL, R M. 

8404260241* 

50-498 

G 

CAMPBELL, W. E. 
CAMPBELL, W. E. 
CAMPE, K. M 

8404050271 

8404130053 

8404100212* 

RES 

RES 

50-155 

T 

CANNER, I. E, 

8404030462 

50-29 

I 

CANTER, H. 

8404050281* 

50-206 

Q 

CANTER. H. L. 

8404020026 

50-362 

S 

CANTER. H. L, 

8404050287* 

50-275 

Q 

CANTER. H. L. 

8404240412* 

50-275 

Q 

CANTER. H. L. 

8404240419* 

50-275 

Q 

CAPHTON, D, L, 

8404260331* 

50-334 

G 

CARDWELL, R, G. 
CAREY, U. J. 

8404170575 

8404020004 

NUREG 

50-334 

G 

CAREY, J, J. 

8404020039 

50-334 

G 

CAREY, J. U. 

8404030091 

50-334 

P 

CAREY, J. U. 

8404090314* 

50-334 

Q 

CAREY, J. U. 

8404120057 

50-334 

P 

CAREY, J, U. 

8404160104 

50-334 

R 

CAREY, J, U. 

8404200150 

50-334 

P 

CAREY, J. J. 

8404230128 

50-334 

P 

CARLEY. A. 

8404200129 

50-155 

F 

CARLSON, E. R. 
CARNEY. J. 

8205140086* 

8404100002 

FOIA 

50-254 

S 

CARPENTER, J, H 

8404170157 

50-400 

G 

CARPENTER, U. H. 
CARR, A. V. 

8404180295 

8404060396 

40-2061 

50-413 

G 

CARR. A. V. 

8404060401* 

50-413 

0 

CARR, A. V. 

8404060416 

50-413 

0 

CARR. A V. 

8404110492 

50-413 

0 

CARR. A, V. 

8404130063 

50-413 

0 

CARR. A. V. 

8404130063 

50-413 

Q 

CARR. A, V. 

8404130126 

50-413 

Q 

CARR, A V. 

8404160232 

50-413 

Q 

CARR. U. A. 

8404100127* 

WASTE MOT 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CARR. J. A. 

8404100128* 

WASTE MOT 

CARR, J. A. 

8404100131* 

WASTE MGT 

CARROLL, M. 

8404170446* 

50-483 

G 

CARROLL. R. 

8404020095* 

50-416 

G 

CARROLL, T. L. 

8404250113# 

CONTRACT 


CARRDW, H. 

8404060024 

50-400 

G 

CARROW. H. 

8404100156 

50-400 

G 

CARROW, H. 

8404170549 

50-400 

G 

CARTER. P. F. 

8404190150* 

50-413 

T 

CARTER. R. E. 

8404130372 

50-170 

P 

CARTER, R. S. 

8404040063 

50-184 

R 

CARTER, R. S. 

8404040082 

50-184 

S 

CARUSO, R. 

8404110224 

50-322 

A 

CASE. E. G. 

8404100256* 

50-250 

F 

CASE, F. I. 

8404020260 

NUREG 


CASPER, M. A, 

8404190187* 

50-413 

T 

CASSIDY, B. P. 

8404120080 

50-482 

G 

CAUGHEY, R, H. 

8404180373* 

50-275 

P 

CAVENDER, J. E. 

8404040034* 

FOIA 


CAVENDER, J. E. 

9404040049* 

FOIA 


CAVENDER, J. E. 

8404040053* 

50-413 

T 

CEJA.S. N. 

8404230461 

XPORTLIC 


CERASO, J, 

8404090425 

WASTE MGT 

CERBONE, R, J. 

8404020011 

NUREG 


CERNE. A. C. 

8404120135* 

50-443 

Q 

CESARE. J. G. 

8404180393 

50-416 

R 

CHACKES. K. M. 

8404230009 

50-483 

G 

CHAFFEE, A. E, 

8404240359* 

50-362 

Q 

CHAMBERLAIN, D. 

8404260355* 

50-458 

Q 

CHAMBERS, R. 

8202080474* 

FOIA 


CHANDLER. J, C. 

8404130305 

TOPREP 


CHANDLER, L. J. 

8404040180 

50-275 

G 

CHANDLER, L. J. 

8404040187 

50-275 

G 

CHANDLER. L. J. 

8404120415 

50-275 

G 

CHANDLER. L, J 

8404170238 

50-275 

G 

CHANDLER. L. J. 

8404260138 

50-275 

G 

CHANDLER. L. J. 

8404270251 

50-275 

G 

CHANEY, H. D. 

8404100384* 

50-445 

Q 

CHANEY, H, D. 

8404260313* 

50-482 

Q 

CHANG, T, Y. 

8404020166 

GEN TEC 

IS 

CHARNLEY, J. E. 

8404060151* 

50-325 

P 

CHARNLEY, J. E. 

8404190247* 

50-366 

P 

CHARNLEY, J. S. 

8404110298* 

50-263 

P 

CHARNLEY, J. S. 

8404190308* 

50-245 

P 

CHAUDHARY, S, K 

8404060318* 

50-352 

Q 

CHEGEM, C. B. 

8404180379* 

50-413 

Q 

CHEN, C. 

8404160175* 

50-244 

P 

CHEN, P-Y. 

8404110149 

REGGD 


CHENG, C, Y. 

8308180439* 

FOIA 


CHENG. C. Y. 

8310200117* 

FOIA 


CHERRY. J. E. 

8404180379* 

50-413 

Q 

CHEUNG, L. S. 

8404060200* 

50-352 

Q 

CHIANGI, N. J. 

0404170517 

50-400 

S 

CHILK, S. J. 

8404030036* 

FOIA 


CHILK, S, J. 

8404030053* 

FOIA 


CHILK, S. J. 

8404030518* 

50-440 

Q 

CHILK, S, J. 

8404040140 

50-275 

0 

CHILK, S, J. 

8404050052 

50-413 

G 

CHILK, S. J. 

8404050410 

50-275 

P 

CHILK, S. J, 

8404060152 

50-373 

G 

CHILK, S. J. 

8404060154 

50-293 

G 

CHILK, S. J. 

8404060159 

50-537 

C 

CHILK, S, J. 

8404090479 

50-416 

P 

CHILK, S. J. 

8404110016* 

COMMISSION 

CHILK, S. J. 

0404110192 

50-397 

G 

CHILK, S. J. 

8404110361 

50-275 

P 

CHILK, S. J. 

8404110480 

50-374 

P 

CHILK, S, J. 

8404110602 

50-275 

P 

CHILK, S. J. 

8404120334 

lOCFR 


CHILK, S. J 

8404120347 

50-352 

A 

CHILK, S. J. 

0404120401 

lOCFR 


CHILK, S, J. 

8404130005 

50-289 

P 

CHILK, S. J, 

8404130368 

50-397 

P 

CHILK, S. J. 

8404130380 

50-275 

P 

CHILK, S. J, 

8404130392 

lOCFR 


CHILK, S. J, 

8404160015 

50-293 

G 

CHILK. S. J. 

8404160214 

50-275 

G 

CHILK, S. J. 

8404170005 

lOCFR 


CHILK, S. J. 

8404170319 

50-275 

G 

CHILK, S. J. 

8404170482 

50-373 

G 

CHILK, S. J. 

8404180241 

lOCFR 


CHILK, S. J. 

8404190047 

lOCFR 


CHILK, S. J. 

8404200037 

lOCFR 


CHILK, S. J. 

8404230137 

50-275 

G 

CHILK, S. J. 

8404230467 

lOCFR 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CHILK, S. J. 

B404240074 

50-293 

G 

CHILK, S. J. 

CHILK, S. J. 

CHILK, S. J. 

8404240084 

8404250200 

8404250272 

50-275 

lOCFR 

lOCFR 

S 

CHILK, S. J. 

8404250275 

50-275 

P 

CHILK, S. J. 

8404260488 

50-329 

0 

CHILK, S. J. 

8404270264 

50-272 

s 

CHILK. S. J. 

8404270279 

50-289 

6 

CHINN, G. 

8404030325* 

50-259 

F 

CHIRAMAL, M. 

CHIRAMAL, M. 
CHIRAMAL, M. 

CHOU, C. K. 

8404130202 

8404200099 

8404200104* 

8404250006 

50-416 

MISC 

MISG 

NUREG 

S 

CHRISSOTIMOS, N. 

8404030304* 

50-254 

Q 

CHRISSOTIMOS, N. 

8404190181* 

50-263 

Q 

CHRISSOTIMOS. N. 

8404200289 

50-331 

S 

CHRISSOTIMOS. N. 

8404260086* 

50-254 

Q 

CHRISSOTIMOS. N. 

8404260145* 

50-10 

Q 

CHRISTMAN, J. N, 

8404160027 

50-322 

G 

CHRISTMAN, J. N. 

8404160027 

50-322 

0 

CHRISTMAN, J. N. 

8404160230 

50-322 

G 

CHRISTMAN, J. N. 

8404160230 

50-322 

G 

CHRISTMAN, J. N. 

8404190172 

50-322 

G 

CHRISTMAN, J. N 

8404190172 

50-322 

G 

CHRISTMAN, J. N. 

8404230012 

50-322 

G 

CHRISTMAN, J. N. 

8404230012 

50-322 

0 

CHRISTNOT, E. F. 

8404030384* 

50-329 

a 

CHRISTOFFER, 0. 

8404060177* 

50-10 

Q 

CHRISTOFFER, G. 

8404190182* 

50-282 

Q 

CHRISTOFFER, G. 

8404230047* 

50-10 

Q 

CHRISTOFFERSON 

8404060023* 

COMMISSION 

CHRISTOFFER SON 

8404090403 

WASTE MOT 

CHRISTOFFERSON 
CHUANG, T. Y. 

CHURCH, B. 

8404090412* 

8404120384 

8404030015 

WASTE MGT 
NUREG 

FOIA 

CHURCHILL, B. W. 

8404060399 

50-209 

0 

CHURCHILL, B. W. 

8404060399 

50-289 

0 

CHURCHILL, B. W. 

8404060402 

50-289 

G 

CHURCHILL, B, W, 

8404060402 

50-289 

G 

CHURCHILL, B. W. 

8404060415 

50-289 

0 

CHURCHILL, B. W. 

8404060415 

50-289 

G 

CHURCHILL, B. W. 

8404090433 

50-382 

0 

CHURCHILL, B. W. 

8404090433 

50-382 

0 

CHURCHILL, B. W. 

8404160212 

50-289 

Q 

CHURCHILL, B. W. 

8404160212 

50-209 

0 

CHURCHILL, B. W. 

8404160216* 

50-289 

G 

CHURCHILL, B. W. 

8404160216* 

50-209 

G 

CHURCHILL, B. W. 

8404160220* 

50-289 

G 

CHURCHILL, B. W. 

8404160220* 

50-289 

G 

CILIMBERG, R. L, 

8404190269* 

50-266 

a 

CILIMBERG. R. L. 

8404240361* 

50-10 

Q 

CILLIS, M. 

CIPOLLA, A. J. 

8404050302* 

8404120403 

50-433 

40-3392 

Q 

CLARDY, L. S. 

8404110300* 

50-331 

Q 

CLARK, A. T. 

8404130477 

50-20 1 

a 

CLARK, B. L. 

8404050090 

50-278 

s 

CLARK, B. L. 

8404270134 

50-277 

s 

CLARK, B. L. 

CLARK, C, W. 

CLARK, D. 

8404300009 

8404190395 

8404190503 

50-277 

TOPREP 

FOIA 

s 

CLARK, H. F. 

8404250182* 

50-445 

A 

CLARK, H. K. 

CLARK, R. A. 

8404270258 

8404200016 

50-461 

NUREG 

Q 

CLARK, R. J. 

CLARK, R. J. 

8404020172 

8404160210 

50-260 

NUREG 

P 

CLARK, W. R. 

8404090158* 

50-219 

R 

CLAYTON, F. L. 

8404030202 

50-348 

8 

CLAYTON. F. L. 

0404030259 

50-348 

P 

CLAYTON. F. L. 

8404040118 

50-348 

S 

CLAYTON, F. L. 

8404050010 

50-348 

P 

CLAYTON, F. L. 

0404050297 

50-348 

P 

CLAYTON, F. L. 

8404090354 

50-348 

P 

CLAYTON. F. L. 

8404090434 

50-364 

F 

CLAYTON, F. L. 

8404100085 

50-348 

F 

CLAYTON, F. L. 

8404100168 

50-348 

F 

CLAYTON, F. L. 

8404100453 

50-348 

P 

CLAYTON. F. L. 

8404100483 

50-348 

P 

CLAYTON, F. L. 

8404180390 

50-348 

P 

CLAYTON, F. L. 

8404190206 

50-348 

H 

CLAYTON, F. L. 

8404240271 

50-348 

F 

CLAYTON, F. L. 

8404240303 

50-364 

8 

CLAYTON, F. L. 

8404240385 

50-364 

S 

CLAYTON. F. L. 

8404250131 

50-348 

H 

CLAYTON, F. L. 

8404270078 

50-348 

P 

CLEMENTS, B. R. 

8404060271 

50-445 

G 
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ACCESSION 

SUBJECT 



AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

CLEHENTSiB. R. 

8404090280 

50-445 

S 

CONGEL. F. J. 

CLEMENTS. B. R. 

8404170486 

50-445 

A 

CQNGEL, F. J. 

CLEMENTS, B. R. 

8404200083 

50-445 

S 

CONLON, T. E. 

CLEMENTS. B. R. 

8404260168 

50-445 

K 

CONLON, T. E. 

CLEMENTS. B. R. 

8404260218 

50-445 

S 

CONLON, T. E. 

CLEMENTS. B. R. 

8404260457 

50-445 

S 

CONLON, T. E. 

CLEMENTS. E. H. 

8404100154 

50-445 

S 

CONLON. T. E 

CLEMENTS. W, L. 

8404160006 

50-322 

G 

CONLON. T. E. 

CLEMONS, P. 

8404090249# 

50-387 

Q 

CDNNAUGHTON. K 

CLEMONS, P. 

8404190295# 

50-271 

Q 

CONNAUGHTDN. K 

CLEMONS, P. 

8404190377* 

50-387 

Q 

CONNER, E. 

CLEVELAND. J. C. 

8404100531 

NUREG 


CONNER. E. 

CLEWETT, U. 

8404030427# 

50-275 

G 

CONNER. E. L. 

CLEWETT, J. 

8404030437# 

50-275 

G 

CONNER, T. B. 

CLOHECY, D. T. 

8404170224# 

50-352 

T 

CONNER, T. B. 

CLOSE, C. E. 

8310210031* 

FOIA 


CONNER, T. B. 

COFFEY. U. A. 

8404050014 

50-327 

S 

CONNER, T. B, 

COFFMAN, W. 

8404020158 

NUREG 


CONNER, T. B. 

COHALAN. P. F. 

8404130066 

50-322 

G 

CONNER, T.B. 

CDHALAN. P. F. 

8404170519 

50-322 

G 

CONNER, T. B. 

COHEN. K. 

8404130064* 

50-320 

H 

CONNER, T, B. 

COHEN, L. 

8404020212 

NUREG 


CONNER, T. B. 

COLBURN. T. G. 

8404110462 

50-266 

P 

CONNER, T. B. 

COLBURN. T. G. 

8404170287 

50-266 

P 

CONNER, T. B. 

COLBURN, T. G. 

8404250120 

50-266 

P 

CONNER, T. B. 

COLE. R. F. 

8404230324 

50-352 

G 

CONNER, T. B. 

COLE. S. 

8404030095* 

50-322 

T 

CONNER, T. B. 

COLEMAN. N. M. 

8404040305 

WASTE MGT 

CONNER, T. B. 

COLEMAN. R. 

8404270144 

CONTRACT 


CONRAD, H. R. 

COLEMAN. S. D. 

8404190171# 

50-413 

T 

CONSTABLE, G. L. 

COLEMAN. S. D. 

8404190201# 

50-413 

T 

CONST ANTELOS, B. 

COLEY, J. L. 

8404060174# 

50-424 

Q 

CONST ANTELQS, B. 

COLLINS, D. J. 

8404260256# 

50-247 

Q 

CONTE, R, 

COLLINS, H. D. 

8404110296 

NUREG 


COOK, J. 

COLLINS, J. T. 

8404030038* 

FOIA 


COOK, J. A. 

COLLINS, J. T. 

8404030087 

50-498 

F 

COOK, J, W. 

COLLINS. J. T. 

8404030216 

50-285 

F 

COOK, J. W. 

COLLINS, J. T. 

8404030236 

MISC 


COOK, J, W. 

COLLINS. J. T. 

8404030245 

50-267 

F 

COOK, J. W. 

COLLINS. J. T. 

8404030249 

50-298 

F 

COOK, J. W. 

COLLINS. J. T, 

8404030282 

50-458 

F 

COOK, J. W. 

COLLINS. J. T. 

8404030328 

50-445 

F 

COOK, J, W. 

COLLINS. J. T. 

8404030330 

50-382 

F 

COOK, J. W. 

COLLINS. U. T. 

8404030345 

50-482 

F 

COOK. J. W. 

COLLINS. J. r. 

8404030431 

50-313 

F 

COOK. J. W. 

COLLINS. U.T. 

8404100380 

50-313 

H 

COOK. J. W. 

COLLINS, J. T. 

8404190485# 

50-498 

Q 

COOK. J, W. 

COLLINS. J. T. 

8404260275 

40-8681 


COOK. J. W, 

COLLINS. J. T. 

8404260283# 

40-0681 


COOK. J, W. 

COLLINS. J. T. 

8404260314 

50-267 

P 

COOK. J, W. 

COLLINS, J. T. 

8404260336 

50-267 

P 

COOK. J. W. 

COLLINS. S. J. 

8404090205* 

50-244 

a 

COOK. J. W, 

COLLINS. S. J. 

8404090341* 

50-244 

Q 

COOK. J. W. 

COLLINS. S. J. 

8404120070* 

50-410 

Q 

COOK. K. W. 

COLLINS. S. J. 

8404120147# 

50-333 

Q 

COOK, K. W. 

COLLINS. S. J. 

8404130363 

50-244 

P 

COOK, K. W. 

COLLINS. W, E. 

8404040191 

PRM 


COOK, K. W. 

COLLINS. W. U. 

810S210483<^ 

50-329 

s 

COOK, K. W. 

COLLINS. W. J. 

8404100338* 

50-445 

T 

COOK, K, W. 

COLOMBO, R. W. 

8403190390 

50-312 

P 

COOK, K, W. 

COLOMBO, R. W, 

8404030207 

50-312 

S 

COOK, K. W. 

COLOMBO, R. W, 

8404030369 

50-312 

S 

COOK. K, W. 

COLOMBO, R, W. 

8404030436 

50-312 

s 

COOK, K. W. 

COLOMBO. R. W. 

8404030500 

50-312 

s 

COOK. K. W. 

COLOMBO. R. W. 

8404100231 

50-312 

s 

COOK. K. W. 

COLOMBO. R. W. 

8404100233 

50-312 

s 

COOK. K. W. 

COLOMBO, R, W. 

8404100320 

50-312 

s 

COOK. K. W, 

COLOMBO. R. W. 

8404170442 

50-312 

s 

COOK. K. W. 

COLOMBO. R. W. 

8404200125 

50-312 

p 

COOK. K. W, 

COLOMBO. R. W. 

8404240292 

50-312 

s 

COOK. K. W. 

COMER, F. 

8404090182* 

FOIA 


COOK. K. W. 

COMER, F. M. 

0104160704* 

FOIA 


COOK, K. W, 

COMER, F, M. 

8404090089* 

FOIA 


COOK. K. W. 

COMER, F. M. 

8404090129* 

FOIA 


COOK. K. W. 

COMER, F. M. 

8404090134* 

FOIA 


COOK, R. J. 

COMER, F. M. 

8404090141* 

FOIA 


COOL. D A. 

COMER, F. M. 

84040901 54* 

FOIA 


COONEY. M. J, 

COMER. F. M. 

8404260015* 

FOIA 


COONEY, M, J. 

COMER. F. M, 

8404260017* 

FOIA 


COONEY, M. J. 

COMER. F. M. 

8404260018* 

FOIA 


COONEY. M. J. 

COMER, F. M. 

0404260065* 

FOIA 


COOPER. L. J. 

COMER, F. M. 

8404260070* 

FOIA 


COPELAND. J. E. 

COMER, F. M. 

8404260084* 

FOIA 


COPLAN. S. M. 

COMER. F. M. 

8404260092* 

FOIA 


CORCORAN. J. M 

COMER. F. M. 

8404260095* 

FOIA 


CORDARO, M. C. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CAfEGOflY 

8312220154* 

50-400 

E 

CORE, M R. 

8404050207 

50~28b 

B 

8404120268* 

50-397 

Q 

CORE, M, R. 

84040ft0328 

50-285 

S 

8404060144* 

50-390 

a 

CORMIER, W. H. 

8404040115 

50-142 

G 

8404060203* 

50-390 

Q 

CORMIER, W. H. 

8404120414 

50-142 

G 

8404060351* 

50-390 

Q 

CORMIER, W, H, 

8404120425 

50-142 

G 

8404170054* 

50-327 

Q 

CORMIER, W, H. 

8404270256 

50-142 

G 

8404170436* 

50-413 

Q 

CORNELIUS, W E 

8404100206 

50-483 

A 

8404170478* 

50-413 

Q 

CORREA. G, A. 

8404100125# 

WASTE MOT 

8404110384# 

50-454 

Q 

CORT, Q E, 

8404190152# 

FOIA 


8404190072* 

50-454 

G 

COSGROVE, P. F 

8404050100# 

50-322 

T 

8404230408 

50-352 

A 

COSTANTINO, C, J, 

8404250139# 

50-329 

A 

8404300208 

50-352 

Q 

COSTELLO, F. 

8404020212 

NUREG 


8404060318# 

50-352 

Q 

COSTELLO, J. R. 

8404170110* 

QA999 


8404040156 

50-352 

T 

COTTER, B. P. 

8404030163 

50-322 

G 

8404040156 

50-352 

T 

COTTER. B. P. 

8404030171 

50-445 

G 

8404160021 

50-352 

G 

COTTINGHAM, A. W. 

8404240486 

50-413 

G 

8404160021 

50-352 

G 

COTTINOHAM, A. W. 

8404240486 

50-413 

G 

8404160231 

50-354 

0 

COULTHARD, J, F. 

8404090456 

40-299 


8404160231 

50-354 

G 

COUNSIL, W, G, 

7901300105 

50-336 

Q 

8404190262 

50-352 

G 

COUNSIL, W, G. 

8404020049 

50-423 

A 

8404190262 

50-352 

G 

COUNSIL, W. G. 

8404020049 

50-423 

A 

8404200321 

50-220 

G 

COUNSIL, W. 0. 

8404020147 

50-213 

P 

8404230053 

50-352 

G 

COUNSIL, W. G. 

B404020147 

50-213 

P 

8404230053 

50-352 

G 

COUNSIL, W, G. 

8404020147 

50-213 

P 

8404230317 

50-352 

T 

COUNSIL, W. G. 

8404020187 

50-213 

F 

8404230317 

50-352 

T 

COUNSIL, W. G. 

8404030209 

50-423 

S 

8404260491 

50-416 

G 

COUNSIL, W, G. 

8404030406 

50-423 

E 

8404260491 

50-416 

G 

COUNSIL, W, G. 

8404030406 

50-423 

E 

8404040207 

PRM 


COUNSIL. W. G. 

8404030411 

50-423 

E 

8404030425* 

50-382 

G 

COUNSIL, W, G. 

8404030411 

50-423 

E 

8404030370 

40-2061 


COUNSIL, W. 0. 

8404030413# 

50-423 

E 

8404030396 

40-2061 


COUNSIL. W. G. 

8404030413# 

50-423 

E 

8404190461# 

50-289 

P 

COUNSIL, W. G. 

8404030413# 

50-423 

E 

8404180102 

50-333 

R 

COUNSIL, W, G, 

8404030420 

50-423 

E 

8404110020 

NUREG 


COUNSIL, W. G. 

8404030420 

50-423 

E 

8404020001 

50-329 

R 

COUNSIL, W. G, 

9404030470 

50-423 

S 

8404030077 

50-329 

S 

COUNSIL, W. G. 

8404030497 

50-245 

P 

8404030308# 

50-329 

Q 

COUNSIL, W. 0. 

8404030497 

50-245 

P 

8404030471 

50-329 

S 

COUNSIL, W. G. 

8404030510 

50-213 

P 

8404040314 

50-329 

G 

COUNSIL, W. G. 

8404030510 

50-213 

P 

8404040318 

50-329 

S 

COUNSIL, W. G 

8404030510 

50-213 

P 

8404050311 

50-329 

E 

COUNSIL. W. G. 

8404030514 

50-423 

E 

8404090259 

50-329 

a 

COUNSIL. W. 0. 

8404030514 

50-423 

E 

8404090329 

50-329 

s 

COUNSIL, W, G, 

8404030533 

50-423 

S 

8404090346 

50-329 

s 

COUNSIL. W. G. 

8404030548 

50-423 

A 

8404110012 

50-329 

s 

COUNSIL. W. G. 

8404030548 

50-423 

A 

8404110242 

50-329 

s 

COUNSIL. W G 

8404050234 

50-423 

A 

8404120164 

50-329 

Q 

COUNSIL. W. G. 

8404050234 

50-423 

A 

8404120171 

50-329 

s 

COUNSIL. W, G, 

8404050247 

50-423 

E 

8404160173 

50-329 

s 

COUNSIL, W. G. 

8404050247 

50-423 

E 

8404180378 

50-329 

A 

COUNSIL, W, 0, 

8404060114 

50-336 

P 

8404190183 

50-329 

s 

COUNSIL, W, G. 

8404060114 

50-336 

P 

8404260022 

50-329 

s 

COUNSIL, W. G. 

8404060118 

50-245 

Q 

8404020014 

50-382 

A 

COUNSIL, W. G. 

8404060118 

50-245 

Q 

8404020021 

50-382 

A 

COUNSIL, W, G. 

8404060141 

50--423 

E 

8404020032 

50-382 

Q 

COUNSIL, W. G. 

8404060188 

50-245 

P 

8404020067 

50-382 

E 

COUNSIL, W. G, 

8404060 188 

50-245 

P 

8404030252 

50-382 

A 

COUNSIL. W. G, 

8404090244 

50-423 

S 

8404030442 

50-382 

Q 

COUNSIL, W. G. 

8404090244 

50-423 

S 

8404120278 

50-382 

A 

COUNSIL. W. G. 

8404090265# 

50-213 

Q 

8404120309 

50-382 

A 

COUNSIL. W, G, 

8404090299 

50-336 

P 

8404160014 

50-382 

F 

COUNSIL. W. G. 

8404090299 

50-336 

P 

8404180372 

50-382 

E 

COUNSIL, W. G 

8404090302 

50-423 

S 

8404180392 

50-382 

F 

COUNSIL. W, G. 

8404100018 

50-213 

a 

8404190349 

50-382 

Q 

COUNSIL. W, G. 

0404100018 

50-213 

Q 

8404 190401 

50-382 

E 

COUNSIL. W. G. 

8404100019 

50-213 

0 

8404200320 

50-382 

F 

COUNSIL- W. G. 

8404100081 

50-213 

F 

8404230036 

50-382 

E 

COUNSIL, W. G. 

8404100095 

50-245 

F 

8404230080 

50-382 

E 

COUNSIL, W. G. 

8404100095 

50-245 

F 

8404260156 

50-382 

A 

COUNSIL. W. 0. 

8404100390 

50-423 

Q 

8404260186 

50-382 

A 

COUNSIL. W. G. 

8404100390 

50-423 

Q 

8404260204 

50-382 

E 

COUNSIL. W. G, 

8404120060 

50-213 

P 

8404260312 

50-382 

D 

COUNSIL, W. Q. 

8404120065 

50-213 

P 

8404270040 

50-382 

D 

COUNSIL. W. G, 

8404120154 

50-423 

A 

8404110238# 

50-329 

Q 

COUNSIL, W. G. 

8404120154 

50-423 

A 

8404120176 

40-7455 


COUNSIL. W. G. 

8404130400* 

50-213 

P 

8404100234 

50-352 

A 

COUNSIL. W. 0. 

8404130400# 

SO-213 

P 

8404100241 

50-277 

S 

COUNSIL. W. 0. 

8404130400# 

50-213 

P 

8404200144 

50-277 

Q 

COUNSIL, W. G. 

8404160055 

50-213 

P 

8404240490 

50-277 

F 

COUNSIL. W, G. 

8404160064 

50-336 

a 

8404100146 

50-298 

P 

COUNSIL. W. G. 

8404160064 

50-336 

Q 

8404020012 

50-170 

G 

COUNSIL. W. G. 

8404170294 

50-245 

R 

8404270222 

WASTE MGT 

COUNSIL. W. G. 

8404170294 

50-245 

R 

8404170224* 

50-352 

T 

COUNSIL, W. G. 

8404170417 

50-213 

R 

8404090478* 

50-322 

T 

COUNSIL, W. 0. 

8404180136 

PR 
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ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

COUNSIL, W. G, 
COUNSIL. W. G. 
COUNSIL, W. G. 

8404 1 BO 136 
8404180136 
8404180201 

PR 

PR 

50-336 

P 

COUNSIL, W. G. 

8404180201 

50-336 

P 

COUNSIL, W. G. 

8404180358 

50-336 

P 

COUNSIL, W. G, 

8404180358 

50-336 

P 

COUNSIL, W, G. 

8404190002 

50-423 

A 

COUNSIL, W. G. 

8404190002 

50-423 

A 

COUNSIL, W. G. 

8404190126 

50-423 

C 

COUNSIL, W. G. 

8404190126 

50-423 

C 

COUNSIL, W. G. 

8404190221 

50-336 

P 

COUNSIL, W. G. 

8404190221 

50-336 

P 

COUNSIL, W. G. 

8404190225 

50-423 

E 

COUNSIL, W G. 

8404190225 

50-423 

E 

COUNSIL. W. G. 

8404190252 

50-423 

F 

COUNSIL, W. G. 

8404190252 

50-423 

F 

COUNSIL, W. G, 

8404190266 

50-213 

F 

COUNSIL, W. G. 

8404190266 

50-213 

F 

COUNSIL. W. G. 

8404190266 

50-213 

F 

COUNSIL, W. 6. 

8404190297 

50-213 

Q 

COUNSIL, W. G. 

8404190304 

50-245 

P 

COUNSIL, W. G. 

8404190304 

50-245 

P 

COUNSIL. W. G. 

8404200174 

50-245 

P 

COUNSIL. W. G. 

8404200174 

50-245 

P 

COUNSIL. W. G. 

8404200217 

50-423 

E 

COUNSIL. W. G. 

8404200217 

50-423 

E 

COUNSIL, W. G. 

8404200223 

50-213 

F 

COUNSIL. W. G. 

8404200229 

50-423 

A 

COUNSIL, W. G. 

8404200229 

50-423 

A 

COUNSIL. W. G, 

8404200238 

50-336 

P 

COUNSIL, W, G. 

8404200238 

50-336 

P 

COUNSIL, W, G, 

8404200318 

50-245 

F 

COUNSIL. W. G. 

8404200318 

50-245 

F 

COUNSIL. W. G. 

8404240132 

50-423 

S 

COUNSIL, W. G. 

8404240132 

50-423 

S 

COUNSIL. W. G. 

8404240189 

50-423 

A 

COUNSIL. W. G. 

8404240189 

50-423 

A 

COUNSIL. W. G. 

8404240344 

50-423 

E 

COUNSIL. W. G. 

8404240344 

50-423 

E 

COUNSIL, W. G. 

8404250004 

50-423 

E 

COUNSIL. W. G. 

8404250004 

50-423 

E 

COUNSIL. W. G. 

8404250011 

50-423 

E 

COUNSIL. W. G. 

8404250011 

50-423 

E 

COUNSIL. W, G. 

8404250014 

50-423 

E 

COUNSIL, U, G. 

8404250014 

50-423 

£ 

COUNSIL, W. G. 

8404250020 

50-423 

A 

COUNSIL. W. G. 

8404250020 

50-423 

A 

COUNSIL, W. G. 

8404250022 

50-423 

E 

COUNSIL. W. G. 

8404250022 

50-423 

E 

COUNSIL, W. G. 

8404250029 

50-423 

E 

COUNSIL, W. G. 

8404250029 

50-423 

E 

COUNSIL. W. G. 

8404250039 

50-423 

E 

COUNSIL. W. G. 

8404250039 

50-423 

E 

COUNSIL, W. 0. 

8404260178 

50-423 

F 

COUNSIL. W. G. 

0404300001 

50-213 

P 

COUNSIL. W. G. 

9404300006 

50-245 

P 

COUNSIL. W. G. 

8404300006 

50-245 

P 

COWELL, A, 

8404040182* 

50-29 

P 

COYLE, F. J. 

8404170224* 

50-352 

T 

COYLE, F. T. 

CRANE, P. A. 

8404300040 

8404120059* 

40-6940 

50-275 

P 

CRANE, P. A. 

8404120169* 

50-275 

P 

CRANE, P. A. 

8404120310* 

50-275 

P 

CRANE, P. A. 

8404170453 

50-275 

0 

CRANE, P. A. 

8404180182 

50-275 

P 

CRANE, P. A. 

8404260495 

50-275 

G 

CRAWFORD, K. C. 

8404170255 

50-72 

R 

CRAY. M. 

8404240386 

50-373 

8 

CREED, J. R. 

8404020045* 

50-263 

Q 

CREED, J. R. 

8404030181* 

50-483 

Q 

CREED, J. R. 

8404090196* 

50-373 

Q 

CREED, J. R. 

CREED. J. R, 

8404090214* 

8404120082* 

70-2838 

50-341 

Q 

CREED, J. R. 

8404230042* 

50-10 

Q 

CREED, J. R, 

8404230047* 

50-10 

Q 

CREED, J. R. 

8404230075* 

50-10 

a 

CREWS, J. L. 

8404240359* 

50-362 

a 

CRLENUAK.R, V. 

8404060111* 

50-366 

Q 

CRLENJAK, R. V. 

8404170415* 

50-321 

0 

CROCKER, H. W. 

8404160091# 

50-247 

a 

CROCKER. H. W. 

8404190226* 

50-245 

Q 

CROCKER, H. W. 

8404190299* 

50-170 

0 

CROCKER. H. W. 

8404190344# 

50-29 

Q 

CROCKER. H. W. 

8404190370* 

50-293 

Q 

CROCKER. H. W, 

8404260292* 

50-219 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CROCKER. S. 

8404020180 

50-261 

F 

CUMMINGS, J. J. 

8404030057* 

FOIA 


CROSS, C. T. 

8404250111* 

CONTRACT 


CUMMINGS. J. J. 

8404030074* 

FOIA 


CROSSMAN, W. A. 

8404030220* 

50-458 

Q 

CUMMINGS, J. J. 

8404230067# 

50-10 

Q 

CROSSMAN, W. A 

8404030281* 

50-382 

Q 

CUNNINGHAM, A. 

8404170268* 

50-413 

Q 

CROSSMAN. W, A. 

8404030368* 

50-498 

Q 

CUNNINGHAM. A. L. 

8404170278* 

50-413 

Q 

CROSSMAN. W. A. 

8404190285* 

50-382 

Q 

CUNNINGHAM. G. E. 

8404100223 

50-18 

I 

CROSSMAN. W. A. 

8404190480* 

50-498 

a 

CUNNINGHAM, G. H. 

8404030148 

50-142 

G 

CROSSMAN. W. A 

8404240163* 

50-382 

Q 

CUNNINGHAM. G. H. 

8404110561 

50-329 

G 

CROSSMAN. W. A. 

8404260216* 

50-382 

Q 

CUNNINGHAM. G. H. 

8404180205* 

50-358 

A 

CROSSMAN. W. A, 

8404260323* 

50-382 

Q 

CURRAN, D. 

8404240444 

50-443 

0 

CROSSMAN, W. A 

8404260356* 

50-382 

Q 

CURRAN. D. 

8404240444 

50-443 

G 

CROUSE, R. P. 

8404020054 

50-346 

P 

CURTIS, N. M. 

8404190327* 

50-272 

I 

CROUSE, R. P. 

8404020118 

50-346 

F 

CURTIS. N. W. 

8404030182 

50-388 

S 

CROUSE, R. P. 

8404020126 

50-346 

P 

CURTIS, N. W. 

8404030350 

50-387 

P 

CROUSE. R. P. 

8404030262 

50-346 

P 

CURTIS, N. W. 

8404030463 

50-388 

8 

CROUSE, R, P. 

8404090166 

50-346 

Q 

CURTIS. N. W. 

8404090136 

50-388 

P 

CROUSE, R. P. 

8404090427 

50-346 

R 

CURTIS. N. W. 

8404090326 

50-388 

S 

CROUSE, R. P. 

8404130002* 

50-346 

Q 

CURTIS. N. W. 

8404100335 

50-388 

P 

CROUSE. R. P. 

8404130311 

50-346 

P 

CURTIS. N. W. 

8404160134 

50-388 

P 

CROUSE, R. P. 

8404170367 

50-346 

F 

CURTIS. N. W. 

8404160202 

50-388 

P 

CROUSE. R. P. 

8404230027 

50-346 

P 

CURTIS, N. W. 

8404170150 

50-387 

P 

CROUSE. R. P. 

8404230061 

50-346 

P 

CURTIS, N. W. 

8404170181 

50-388 

S 

CROUSE. R. P. 

8404240273 

50-346 

F 

CURTIS. N. W. 

8404240394 

50-388 

s 

CROUSE. R. P. 

8404270073 

50-346 

I 

CUTSHALL, N. H. 

8404160218 

NUREO 


CROW, W. T. 

8404110083* 

70-1113 


CUTTER, A. B. 

8404030127 

50-400 

Q 

CROW, W. T. 

8404130096* 

70-25 


CUTTER. A. B. 

8404030246 

50-324 

P 

CROW. W. T. 

8404130523 

40-8027 


CUTTER. A. B. 

8404030357 

50-261 

Q 

CROW, W. T. 

8404300189* 

70-135 


CUTTER, A. B. 

8404060040 

50-324 

P 

CROW, W. T. 

8404300194* 

70-135 


CUTTER, A. B. 

8404060070 

50-324 

P 

CROWLEY, B. R. 

8404060106* 

50-335 

Q 

CUTTER. A. B. 

8404060246 

50-261 

Q 

CRUSE, T. A. 

8404050274* 

RES 


CUTTER. A. B. 

8404060260 

50-261 

F 

CRUTCHFIELD. D. 

8404030223 

50-29 

P 

CUTTER. A. B. 

8404060349 

50-261 

P 

CRUTCHFIELD, D. 

8404050511 

50-213 

P 

CUTTER, A. B. 

8404200106 

50-261 

P 

CRUTCHFIELD, D. 

8404090429 

50-409 

F 

CUTTER. A. B. 

8404200128 

50-324 

P 

CRUTCHFIELD, D. 

8404120123 

REGGD 


CYBULSKIS. P. 

8403050234 

RES 


CRUTCHFIELD, D. 

8404120391 

50-237 

P 

CYBULSKIS. P. 

8403050240 

50-295 

P 

CRUTCHFIELD, D. 

8404130278* 

50-255 

P 

CZAPLICKI, T, N 

8404050304* 

50-373 

Q 

CRUTCHFIELD, D. 

8404130295 

50-255 

P 

D'ANGELO. A. 

8404240359* 

50-362 

Q 

CRUTCHFIELD, D. 

8404130300 

50-244 

P 

D'ANGELO. T. 

8404020026 

50-362 

S 

CRUTCHFIELD, D. 

8404160018 

50-245 

P 

D 'ANGELO, T. 

84040200S6 

50-361 

8 

CRUTCHFIELD, D. 

8404160044 

50-237 

P 

DAEMEN, J. K. 

8404050316 

RES 


CRUTCHFIELD, D. 

8404160052 

50-245 

P 

DAKIN. G. F. 

8404040006* 

TOPREP 


CRUTCHFIELD, D. 

8404160061 

50-219 

P 

DALE. L. F. 

8402280545 

50-416 

P 

CRUTCHFIELD, D. 

8404160128 

50-245 

P 

DALE, L. F. 

8403070262 

50-416 

P 

CRUTCHFIELD, D. 

8404160140 

50-155 

P 

DALE. L. F. 

8404030240 

50-416 

J 

CRUTCHFIELD. D, 

8404160148* 

50-155 

P 

DALE, L. F. 

8404030486 

50-416 

P 

CRUTCHFIELD. D. 

8404170303* 

50-382 

G 

DALE, L. F, 

8404030502 

50-416 

P 

CRUTCHFIELD, D.‘ 

8404170439 

50-155 

Q 

DALE, L, F. 

8404050084 

50-416 

8 

CRUTCHFIELD, D. 

8404170443 

50-244 

P 

DALE, L. F. 

8404050132 

50-416 

8 

CRUTCHFIELD, D 

8404170488 

50-155 

P 

DALE, L. F. 

8404060247 

50-416 

S 

CRUTCHFIELD, D. 

8404170507 

50-155 

P 

DALE. L. F. 

8404060304* 

50-417 

Q 

CRUTCHFIELD, D. 

8404180103 

50-255 

Q 

DALE, L. F. 

8404060343 

50-416 

P 

CRUTCHFIELD, D. 

8404180108 

50-155 

P 

DALE, L. F, 

8404060386 

50-416 

8 

CRUTCHFIELD. D. 

8404180115 

50-409 

P 

DALE, L. F. 

8404090344 

50-416 

8 

CRUTCHFIELD, D. 

8404180203 

50-10 

P 

DALE, L. F. 

8404090393 

50-416 

S 

CRUTCHFIELD, D. 

8404180375 

50-206 

P 

DALE, L. F. 

8404100268 

50-416 

8 

CRUTCHFIELD, D. 

8404190156 

50-244 

0 

DALE, L. F. 

8404120211 

50-416 

8 

CRUTCHFIELD, D. 

8404190207 

50-213 

P 

DALE, L. F. 

8404160108 

50-416 

8 

CRUTCHFIELD, D. 

8404190210* 

50-213 

P 

DALE, L. F. 

8404170128 

50-416 

S 

CRUTCHFIELD, D. 

8404230022 

50-255 

P 

DALE, L. F. 

8404170227 

50-416 

F 

CRUTCHFIELD, D. 

8404230040 

50-206 

P 

DALE, L. F. 

8404170385 

50-416 

8 

CRUTCHFIELD, D. 

8404230069 

50-29 

P 

DALE, L. F. 

8404180393 

50-416 

R 

CRUTCHFIELD, D. 

8404230077 

50-206 

P 

DALE, L. F. 

8404190190 

50-416 

P 

CRUTCHFIELD. D. 

8404230166 

50-155 

P 

DALE, L. F. 

8404200136 

50-416 

P 

CRUTCHFIELD, D. 

8404260080 

50-206 

P 

DALE, L. F. 

8404200230 

50-416 

S 

CRUTCHFIELD, D. 

8404260118 

50-409 

P 

DALE, L. F. 

8404260170 

50-416 

S 

CRUTCHFIELD, D. 

8404260119 

50-219 

P 

DALE, L. F. 

8404270034 

50-416 

s 

CRUTCHFIELD, D. 

8404260165 

50-206 

P 

DALE, L. F. 

8404300102 

50-416 

p 

CRUTCHFIELD. D. 

8404260167* 

50-206 

P 

DALTON, J. 

8404100026* 

71-512 


CRUTCHFIELD. D. 

8404260339 

50-244 

P 

DALTROFF. S. L. 

8404050337 

50-352 

F 

CRUTCHFIELD. D. 

8404270069 

50-409 

F 

DALTROFF, S. L. 

8404060100 

50-277 

P 

CRUTCHFIELD. D. 

8404270131 

50-255 

P 

DALTROFF, S. L. 

8404060110 

50-277 

P 

CRUTCHFIELD, D. 

8404300053 

50-206 

Q 

DALTROFF. S. L. 

8404090339 

50-277 

R 

CRUTCHFIELD, D. 

8404300090 

50-219 

P 

DALTROrp. S, L. 

8404090394* 

50-277 

Q 

CRUTCHFIELD, D. 

8404300092 

50-206 

P 

DALTROFF. S. L. 

8404100035 

50-277 

a 

CRUTCHFIELD. D. 

8404300135 

50-213 

P 

DALTROFF, S, L, 

8404110348 

50-277 

F 

CRUTCHFIELD. D. 

8404300155 

50-237 

G 

DALTROFF, S. L. 

8404170155 

50-277 

0 

CRUTCHFIELD, D. 

8404300164 

50-206 

P 

DALTROFF. S. L. 

8404170230* 

50-277 

Q 

CRUTCHFIELD, D. 

8404300192 

50-409 

P 

DALTROFF, S. L. 

8404170321 

50-277 

Q 

CULLEN, E. J. 

8404040062 

50-352 

G 

DALTROFF, S. L. 

8404170406* 

50-277 

a 

CULLEN, E. J, 

8404170275 

50-352 

G 

DALTROFF, S. L. 

8404240323* 

50-277 

p 

CULLEN, E. J, 

8404240155 

50-352 

F 

DALTROFF, S. L. 

8404270100 

50-277 

p 

CULLEN, E. J. 

8404240439 

50-352 

G 

DALTROFF, S. L. 

8404300037 

50-277 

p 

CULVER, M, W. 

8404170177 

50-302 

R 

DANCE. H. 

8404170185 

50-280 

Q 

CUMMINGS, J. J, 

8404030019* 

FOIA 


DANCE, H.C. 

0403290105 

50-269 

Q 




ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

DANCE. H, C. 

8404060053 

50-338 

F 

DANCE. H. C. 

8404060101 

50-335 

Q 

DANCE. H. C. 

84040601 1 1* 

50-366 

G 

DANCE, a C. 

84040601 16 

50-389 

G 

DANCE. H. C, 

8404060121 

50-250 

G 

DANCE. H. C. 

8404060126 

50-302 

Q 

DANCE. H. C. 

8404060163 

50-424 

Q 

DANCE. H. C. 

8404060290 

50-280 

G 

DANCE. H. C. 

8404060337 

50-269 

F 

DANCE. H. C, 

8404060361 

50-250 

Q 

DANCE. H. C. 

8404090229 

50-338 

G 

DANCE. H. C. 

8404170032 

50-269 

G 

DANCE. H. C, 

8404170052 

50-269 

G 

DANCE. H. C. 

8404170070 

50-335 

G 

DANCE. H. C. 

8404170105 

50-369 

G 

DANCE. H C. 

8404170163 

50-338 

G 

dance: h c. 

8404170222 

50-338 

Q 

DANCE. H. C. 

8404170262 

50-413 

G 

DANCE. H. C. 

8404170265 

50-321 

G 

DANCE. H. C. 

8404170267 

50-413 

G 

DANCE. H, C. 

8404 170373 

50-335 

G 

DANCE, H. C. 

8404170410 

50-321 

G 

DANCE. H, C 

8404170420 

50-413 

Q 

DANCE. H. C. 

8404170450 

50-424 

Q 

DANCE. H C, 

8404170464 

50-321 

G 

DANCE. H, C. 

8404170473 

50-413 

G 

DANCE. H. C. 

8404170504 

50-321 

G 

DANCE. H. C, 

8404170526 

50-413 

Q 

DANDINI. U. J. 

8404040239# 

50-413 

A 

DANDINI. V. J. 

8404040242# 

50-413 

A 

DANEBE.F. L. 

8404110295 

50-266 

P 

DANIELSON. D. H. 

8404090374# 

50-461 

G 

DANIELSON. D. H. 

8404190264# 

50-454 

G 

DANIELSON. D. H. 

8404190269# 

50-266 

G 

DANIELSON. D. H 

8404190280# 

50-440 

G 

DANIELSON. D. H. 

8404240269# 

50-461 

Q 

DANIELSON. D. H. 

8404240361# 

50-10 

Q 

DAVENPORT. J. H. 

8404170451 

WASTE MOT 

DAVENPORT. J. H 

8404170451 

WASTE MGT 

DAVENPORT, K. E, 

8404060348# 

50-324 

Q 

DAVENPORT, K. E. 

8404170114# 

50-369 

G 

DAVERIO. C. A. 

8404090470# 

50-322 

T 

DAVIS. A. B. 

8404030052# 

FOIA 


DAVIS. A. B. 

8404120153 

50-373 

P 

DAVIS. A. B, 

8404190071# 

50-454 

G 

DAVIS. G 

8404240380 

50-289 

F 

DAVIS. J. 0 

8403120285 

40-2061 


DAVIS, J S. 

8404110536# 

COMMISSION 

DAVIS. J. D. 

8404270118 

71-6698 


DAVIS. J G. 

8404270123# 

71-6698 


DAVIS, L. A. 

8404240210# 

CONTRACT 


DAVIS, P. 

8404170120 

50-275 

G 

DAVIS. R. S. 

8404020061# 

50-395 

I 

DAVIS. R. S. 

8404200085 

50-352 

D 

DAVISON. L. R, 

8404040060# 

50-413 

T 

DAVISON, L. R. 

8404040066# 

50-413 

T 

DAWE. G, F. 

8404230435# 

50-322 

T 

DAWSON. D. M. 

8404110375 

71-9001 


DAWSON, D. M. 

8404120432 

70-1308 


DAWSON, D, M. 

8404130020 

70-1308 


DAWSON, P. 

8404040420# 

50-275 

6 

DE SANTIS. N. 

7905310154* 

FOIA 


DE SANTIS. N. R. 

8404090181# 

FOIA 


DEEDS. W. E. 

8404090145 

NUREG 


DEFAYETTE, R. 

8404190217# 

50-409 

Q 

DEFAYETTE, R. 

8404200291 

50-263 

S 

DEFIGH-PRICE. C. 

8404130483# 

50-201 

0 

DEHOLLANDER. 0. 

8404030596 

40-8681 


DEHOLLAN0ER. G. 

8404130117 

40-8681 


DEIGL. H. J. 

8404030352 

50-128 

R 

DELBELLO. A. B. 

8404020229# 

50-247 

F 

DELBELLO. A. B. 

8404020237# 

50-247 

U 

DELGEORGE. L. 0, 

8404230060# 

50-10 

G 

DELGEORGE, L. 0. 

8404230106# 

50-10 

Q 

DELLA RATTA, A. 

8404190372# 

70-1143 


DELLA RATTA. A. 

8404190420# 

70-135 


DELMEDICO. J. 

7903050013# 

FOIA 


DELMEDICO, J. 

7906220255# 

FOIA 


DELMEDICO, J. 

8002190786# 

FOIA 


DELMEDICO. J. 

8003120179# 

FOIA 


DELMEDICO. J. 

8101090767# 

FOIA 


DELMEDICO. U. 

8103050999# 

FOIA 


DELMEDICO. J. 

8103120413# 

FOIA 


DELMEDICO. U. 

81031S0900# 

FOIA 


DELMEDICO, J. 

8103260213* 

FOIA 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


DELMEDICO. J. 

8104210347# 

FOIA 


DELMEDICO, J. 

8404090018# 

FOIA 


DELMEDICO. J. 

8404090035# 

FOIA 


DELMEDICO, J. 

8404090042* 

FOIA 


DELMEDICO. J. 

8404090052# 

FOIA 


DELMEDICO. J. 

8404090061* 

FOIA 


DELMEDICO. J. 

8404090064# 

FOIA 


DELMEDICO, J. 

8404090075# 

FOIA 


DELMEDICO. J. 

8404090080* 

FOIA 


DELMEDICO. J. 

8404090082* 

FOIA 


DELMEDICO. J. 

8404090085# 

FOIA 


DELMEDICO. J. 

8404090098# 

FOIA 


DELMEDICO. J. 

8404090091# 

FOIA 


DELMEDICO, J. 

8404090092# 

FOIA 


DELMEDICO. J, 

8404090093# 

FOIA 


DELMEDICO, J. 

8404090094# 

FOIA 


DELMEDICO, J. 

8404090096# 

FOIA 


DELMEDICO, J. 

0404090101# 

FOIA 


DELMEDICO, J. 

8404090104* 

FOIA 


DELMEDICO, J. 

8404090110# 

FOIA 


DELMEDICO. J. 

8404090116# 

FOIA 


DELMEDICO, J. 

8404090122# 

FOIA 


DELMEDICO. J. 

8404090128* 

FOIA 


DELMEDICO. J. 

8404090135# 

FOIA 


DELMEDICO. J. 

8404090150# 

FOIA 


DELMEDICO. J. 

8404090161* 

FOIA 


DELMEDICO. J. 

8404090165# 

FOIA 


DELMEDICO. J. 

8404090172# 

FOIA 


DELMEDICO, J. 

8404090174# 

FOIA 


DELMEDICO, J. 

8404090190# 

FOIA 


DELMEDICO, J. 

8404090197# 

FOIA 


DELMEDICO, J. 

8404260010# 

FOIA 


DELMEDICO, J. 

8404260013# 

FOIA 


DELMEDICO. J. 

8404260044# 

FOIA 


DELMEDICO. J. 

8404260069# 

FOIA 


DELMEDICO. J. 

8404260073# 

FOIA 


DELMEDICO. J. 

8404260081* 

FOIA 


DELMEDICO. J. 

8404260101# 

FOIA 


DELMEDICO. J. 

8404260122# 

FOIA 


DELMEDICO, J. 

8404260127* 

FOIA 


DELMEDICO. J. M. 

8009030319# 

FOIA 


DEMOSS, G. T, 

8404160175# 

50-244 

P 

DENISE, R. P. 

8404180394 

50-267 

P 

DENISE, R. P. 

8404300088 

50-445 

A 

DENNING, R. S. 

8403050234 

RES 


DENNING. R. S. 

8403050240 

50-295 

P 

DENNY, I, L. 

8404090496 

40-2061 


DENTON, H, R. 

8404050142 

50-440 

M 

DENTON, H, R. 

8404050184 

50-373 

P 

DENTON, H, R. 

8404050189# 

50-373 

P 

DENTON, H, R. 

8404050192* 

50-373 

P 

DENTON, H. R 

8404050492 

MISC 


DENTON, H. R, 

8404060322 

NUREG 


DENTON, H. R. 

8404060380# 

50-388 

P 

DENTON, H. R, 

8404100412# 

50-320 

H 

DENTON, H. R, 

8404110530 

50-369 

P 

DENTON, H. R. 

8404120087# 

50-361 

P 

DENTON, H, R, 

8404120377 

50-366 

S 

DENTON, H. R, 

8404130024 

50-275 

H 

DENTON, H, R. 

8404170050 

50-275 

P 

DENTON, H, R, 

8404170053 

50-275 

P 

DENTON, H, R, 

8404170333# 

TOPREP 


DENTON, H, R, 

8404170438 

50-320 

H 

DENTON, H. R. 

0404180444 

50-266 

P 

DENTON, H. R. 

8404190119 

50-327 

P 

DENTON, H, R. 

9404190236 

50-271 

G 

DENTON, H, R. 

8404190240# 

50-271 

G 

DENTON, H. R, 

8404190244# 

50-271 

G 

DENTON, H R. 

8404230113 

50-416 

P 

DENTON. H. R. 

8404240474 

TOPREP 


DENTON, H. R. 

8404240503 

50-220 

P 

DENTON, a R. 

8404300275# 

50-327 

P 

DENTON, H. R. 

8404300203 

50-271 

p 

DENTON, H. R. 

8404300284* 

50-271 

P 

DENTON, H. R, 

8404300286* 

50-271 

P 

DENTZ,E. 

9404100534* 

CONTRACT 


DESAI.R. H. 

8404260225 

50-454 

S 

DESHPANDE, S. L. 

8404260228* 

50-454 

8 

DESLANDES. K. 

8404240185 

50-336 

,s 

DESL ANDES, K. D. 

8404030296 

50-336 

S 

DESLANDES, K. D. 

8404240029 

50-336 

B 

DESLANDES. K. D. 

8404240141 

50-336 

8 

DESLANDES. K. D. 

8404240293 

50-336 

S 

DE88EL. S. 

7904240502* 

FOIA 


DE88EL. S. 

7907130231* 

FOIA 
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ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


DESSEL, S. 

7908220234# 

FOIA 


DESSEL. S, 

7909130222* 

FOIA 


DESSEL, S, 

8404090043# 

FOIA 


DESSEL, S, 

8404090047# 

FOIA 


DESSEL, S, 

8404090049# 

FOIA 


DESSEL, S. 

8404090051# 

FOIA 


DESSEL, S, 

8404090053# 

FOIA 


DESSEL, S. 

8404090056# 

FOIA 


DESSEL, S, 

8404090062# 

FOIA 


DESSEL, S. 

8404090119# 

FOIA 


DESSEL. S. 

8404090132# 

FOIA 


DESSEL, S. 

840409013B# 

FOIA 


DESSEL, S. 

8404090151# 

FOIA 


DESSEL, S. 

8404090152# 

FOIA 


DESSEL. S. 

8404090155* 

FOIA 


DESSEL, S. 

8404090157# 

FOIA 


DESSEL, S. 

8404090163# 

FOIA 


DEVINCENTIS, J. 

8404030144 

50-443 

s 

DEVINCENTIS, J. 

8404030365 

50-443 

S 

DEVINCENTIS, J. 

S4040303o5 

50-443 

S 

DEVINCENTIS, J, 

B404030465 

50-443 

s 

DEVINCENTIS, J, 

8404040077 

50-443 

A 

DEVINCENTIS, J. 

8404040077 

50-443 

A 

DEVINCENTIS, J, 

8404050392 

50-443 

F 

DEVINCENTIS, J, 

8404050392 

50-443 

F 

DEVINCENTIS, J. 

8404090428# 

50-443 

Q 

DEVINCENTIS, J. 

8404090428# 

50-443 

Q 

DEVINCENTIS, J, 

8404110283 

50-443 

A 

DEVINCENTIS, J, 

8404110283 

50-443 

A 

DEVINCENTIS. J, 

8404170009# 

50-443 

Q 

DEVINCENTIS. J. 

8404170009# 

50-443 

G 

DEVINCENTIS, J. 

8404300113 

50-443 

A 

DEVINCENTIS, J. 

8404300113 

50-443 

A 

DEVINE, J, B. 

B404020119 

XPORTLIC 


DEVINE, J. B. 

8404020284 

XPQRTLIC 


DEVINE, T. 

8404030015 

FOIA 


DEVINE, T. 

8404130127 

50-275 

G 

DEVINE, T. 

8404130127 

50-275 

G 

DEVINE, T. 

8404260498 

50-275 

G 

DEVINE, T. M. 

8404030437* 

50-275 

G 

DEWEY, L, S. 

8404030180 

50-354 

G 

DEWITT, R. B. 

8404020130 

50-329 

A 

DEWITT, R. B. 

8404130236* 

50-255 

P 

DEYOUNG, R, C, 

8403280004 

50-289 

P 

DEYOUNG, R. C. 

8404020266 

50-329 

A 

DEYOUNG, R, C, 

8404020271# 

50-329 

A 

DEYOUNG, R, C, 

8404030029* 

FOIA 


DEYOUNG, R. C. 

8404030035# 

FOIA 


DEYOUNG, R, C, 

8404030133 

50-220 

G 

DEYOUNG, R, C, 

8404030138# 

50-220 

G 

DEYOUNG, R. C, 

8404030142# 

50-220 

G 

DEYOUNG, R, C, 

8404030146# 

50-220 

Q 

DEYOUNG, R. C, 

8404030150# 

50-220 

G 

DEYOUNG, R, C. 

8404050479 

50-329 

H 

DEYOUNG. R, C. 

8404090003 

50-155 

p 

DEYOUNG. R. C. 

8404090016 

50-397 

P 

DEYOUNG, R C. 

8404090019# 

50-397 

P 

DEYOUNG, R. C, 

8404090435 

50-275 

P 

DEYOUNG. R. C. 

8404090438# 

50-275 

P 

DEYOUNG. R. C. 

8404090441# 

50-275 

P 

DEYOUNG. R. C. 

8404100527 

50-397 

P 

DEYOUNG, R. C. 

8404110560 

ORO 


DEYOUNG. R. C. 

8404120317 

MISC 


DEYOUNG. R, C. 

8404120319 

MISC 


DEYOUNG, R. C. 

8404130075 

MISC 


DEYOUNG, R. C. 

8404130078 

MISC 


DEYOUNG, R. C. 

8404130083 

MISC 


DEYOUNG. R, C, 

8404160280 

50-528 

Q 

DEYOUNG. R. C. 

8404160283# 

50-528 

G 

DEYOUNG, R. C. 

S404200261 

50-220 

Q 

DEYOUNG, R.C. 

8404230041 

50-220 

G 

DICHARRY. R. F. 

8404120177# 

71-9036 


DICK.O. F. 

8404090297 

50-244 

P 

DICK.O.F- 

8404120143 

50-155 

P 

dieckamp. h. 

8404170076 

50-219 

I 

DIEDERICH, 0. J. 

8404030059 

50-373 

8 

DIEDERICH, G. J. 

8404030083 

50-373 

S 

DIEDERICH, 0. J. 

8404030170 

50-373 

S 

DIEDERICH, 0. J. 

8404030253 

50-373 

S 

DIEDERICH, G. J, 

8404120093 

50-374 

S 

DIEDERICH. G, J. 

8404120207 

50-373 

S 

DIEDERICH. G. J. 

8404160105 

50-373 

S 

DIEDERICH. G. J. 

8404170109 

50-374 

s 

DIEDERICH. G. J. 

8404170428 

50-374 

s 

DIEDERICH, 0. J, 

8404180003 

50-373 

R 
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ACCESSION 


AUTHOR 

NUMBER 

DIEDERICH, G. J. 
DIEDERICH, G. J, 
DIEDERICH, G. J. 
DIENES, A. F. 

DIETZ. C. R. 

8404190384* 

8404200243 

8404240386 

S404170136 

8404020137 

DIETZ, C. R. 

DIETZ, C. R. 

DIETZ, C. R. 

DIETZ, C. R. 

DIETZ, C. R. 

840405001 8 
8404050031 
8404100247 
8404110021 
8404170094 

DIETZ, C. R, 

DIETZ, C. R. 

DIETZ. C. R. 

DIETZ. C. R. 

DIETZ, C. R. 

8404170115 
8404170167 
8404170200 
840426030 1 
8404260308 

DIGGS. R. M. 

DIGGS, R. M. 

DIGGS, R. M. 

DIGGS, R. M. 

DIGGS, R. M, 

8404040348 

S404060062 

8404060064 

8404100034 

8404110465 

DIGGS. R. M. 

DIGGS, R. M. 

DIGGS, R. M. 

DIGGS, R. M, 

DIGGS, R. M. 

8404130101 

8404130406 

8404170560 

8404170569 

8404300125 

DIGNAN, T. G. 
DIGNAN, T. G. 
DIIANNI, D. C. 
DIMEGLIO, A. F. 
DIMEGLIO, A. F. 

8404250267 

8404250267 

8404110271 

8404200297 

8404270197 

DINITZ, I. 

DIRCKS. W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS. W. J. 

8404200335 

8112020115* 

8201250164# 

8309260587* 

8310240277 

DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 

8311300104* 

8312230038* 

8401190013 

8402020100 

8402240316* 

DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 

8403260357 

8404020086 

0404020194 

8404020275* 

8404030012 

DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS. W, J. 
DIRCKS, W. J. 

8404030026* 

8404030027* 

8404030049* 

8404030247* 

8404040271 

DIRCKS, W.J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W, J. 

8404040297 

8404040352 

8404050170* 

8404050438 

8404050507 

DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 

8404090103 

8404090448 

8404100039 

8404100072 

8404100407 

DIRCKS, W. J- 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 

8404110233 
8404110393 
B40412001 1 
8404120351 
8404130034 

DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 

8404130393 

8404130445 

8404170060 

8404170555 

8404180063# 

DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 

8404180070* 
8404180339 
840 4 180471 
8404190103 
8404190452* 

DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 

8404190458 

0404200363 

8404230025* 

0404240364* 

8404250134 

DIRCKS, W. J. 

DIXON, D. J. 

DIXON, 0. W, 

DIXON, O.W, 

DIXON, 0. W. 

8404260057* 

8404180355 

8404020058 

8404050023 

8404050110 


SUBJECT 

CATEGORY AUTHOR 


50-373 

S 

DIXON, 0. W. 

50-373 

R 

DIXON, 0. W. 

50-373 

S 

DIXON, 0. W. 

50-255 

R 

DIXON, Q. W. 

50-325 

S 

DIXON, 0. W. 

50-325 

S 

DIXON, 0. W. 

50-325 

s 

DIXON, 0. W. 

50-324 

s 

DIXON- 0. W. 

50-324 

R 

DIXON, 0. W. 

50-324 

S 

DIXON, Q. W. 

50-325 

s 

DIXON, 0. W. 

50-324 

s 

DIXON. 0. W. 

50-325 

S 

DIXON, 0. W. 

50-325 

S 

DIXON, 0. W. 

50-324 

s 

DIXON. 0. W. 

50-302 

p 

DOCTOR, S. R. 

50-389 

p 

DODD. C. V. 

50-267 

p 

DODDS, R. T. 

50-296 

p 

DODDS. R. T. 

50-289 

p 

DODDS, R. T. ' 

50-305 

p 

DODDS. R. T. 

50-295 

p 

DODDS. R. T. 

50-335 

p 

DODDS, R. T. 

50-315 

<3 

DODSON, J. P. 

50-389 

P 

DOERFLEIN, L. T. 

50-443 

G 

DOHERTY, J. F. 

50-443 

G 

DOOLITTLE, E. L. 

50-202 

P 

DOOLITTLE, E. L. 

50-193 

S 

DOOLITTLE, E. L. 

50-193 

S 

DOOLITTLE, E. L. 

70-2985 


DOROSHOW. J. 

50-3 

P 

DOROSHOW, J. 

FOIA 


DOROSHOW, J. 

FOIA 


DOROSHOW, J, 

50-289 

P 

DOROSHOW, J. 

FOIA 


DOSS.K. C. 

FOIA 


DOUGHERTY. F. A 

50-289 

P 

DOUGHTY, J. 

50-289 

P 

DOVE, K. 

FOIA 


DOWNEY, B. L. 

SECY 


DOWNEY, B. L. 

REVIEW 

GRP 

DOWNEY, B. L. 

SECY 


DOWNEY, B. L. 

50-454 

U 

DOYEL.C. B. 

SECY 


DOZOIS, C. L, 

FOIA 


DRAGOON, T. 

FOIA 


DRAGOUN. T. 

FOIA 


DRISKILL, D. D. 

50-445 

G 

DRUGA.R. J. 

COMMISSION 

DRUM. D. E. 

50-277 

X 

DRUM, D. E, 

50-247 

U 

DUBOIS, D, 

50-373 

P 

DUBOIS, D. 

50-251 

s 

DUBOIS, D. 

SECY 


DUBOIS, D. 

COMMISSION 

DUBOIS, D. L. 

SECY 


DUCKWORTH. S. V. 

50-133 

u 

DUDLEY, N, 

SECY 


DUDNICK. C. L. 

50-320 

H 

DUFFY, C. 

TOPREP 


DUGGIN, G. 

50-275 

P 

DUGOIN, G. 

SECY 


DUNAWAY, F. R. 

50-320 

H 

DUNCAN, D. L. 

50-295 

F 

DUNDAS. W. J. 

50-213 

P 

DUNKELMAN, M. M. 

50-352 

U 

DUNLAP, J. 

50-320 

H 

DUNLAP, J. M. 

SECY 


DUNLAP, J. M. 

FOIA 


DUNN, W. L. 

FOIA 


DUNNUM, D, G, 

50-361 

P 

DUPONT, S. G, 

COMMISSION 

DURR, J, 

FOIA 


DURR, J, 

FOIA 


DURR, J. D. 

SECY 


DURR. J. P. 

50-275 

P 

DURR, J. P, 

50-10 

F 

DURR, J. P, 

50-373 

P 

DURR, J. P. 

50-329 

A 

DURR, J. P. 

FOIA 


DUS, R. 

TOPREP 


DUS, R, S. 

50-395 

I 

DUVALL, D, D, 

50-395 

S 

DYNNER, A. R. 

50-395 

F 

DYNNER, A, R. 


ACCESSION 

NUMBER 


8404050210 

8404060083 

8404060345 

8404090195 

8404090316 

8404090327 

8404090396 

8404130249 

8404160025 

8404170330 

8404200264 

8404200276 

8404200311 

8404240278 

8404250127 

8404110296 

8404090145 

8404050252* 

8404050263* 

8404050264* 

8404240090* 

8404240092* 

8404240432* 

8404120307 

8404120147* 

8404170147 

8404040227 

8404110165 

8404200043 

8404200156 

0404040161 

8404040164* 

8404040165* 

8404040168* 

8404230385 

8404030079* 

8404200239# 

8404190035 

8404190466 

8404060149 

8404060149 

8404110091 

8404110091 

8404200290 

8404040316* 

8404260249* 

8404260264* 

8404190157* 

8404170160 

8404030530 

8404160119 

8404020298 

8404030602 

8404040010 

8404200371 

8404030410* 

8404190150* 

8404260291* 

8404100055 

8404090494* 

8404130230 

8404260002 

8404190239* 

8404160036 

8404030353 

8404020117 

8404090322 

8404120133* 

8404190420* 

8404040184 

8404040424* 

8404240429* 

8404090233* 

8404090318* 

8404190273* 

8404180331* 

8404240106* 

8404240135* 

8404240227* 

8404260241* 

8404030083 

8404180003 

8404200323 

8404170550* 

8404170550* 


SUBJECT 



ACCESSION 

SUBJECT 

CATEGORY 

AUTHOR 

NUMBER 

category 

50-395 

P 

DYNNER, A. R. 

8404180303 

50-322 G 

50-395 

G 

DYNNER, A. R. 

8404180303 

50-322 G 

50-395 

Q 

DYNNER, A. R. 

8404180342 

50-322 G 

50-395 

S 

DYNNER, A. R. 

8404180342 

50-322 G 

50-395 

P 

DYNNER, A. R. 

8404230007 

50-322 G 

50-395 

S 

DYNNER, A. R. 

8404230341 

50-322 G 

50-395 

F 

DYNNER, A. R. 

8404230341 

50-322 G 

50-395 

R 

DYSON, J. S. 

8404170021 

50-286 I 

50-395 

S 

EAPEN, P. K. 

8404240443* 

50-352 Q 

50-395 

P 

EARLEY, A. F. 

8404020242 

50-322 0 

50-395 

P 

EARLEY, A. F. 

8404020242 

50-322 G 

50-395 

S 

EARLEY, A. F. 

8404190043 

50-322 0 

50-395 

P 

EARLEY, A. F. 

8404190043 

50-322 G 

50-395 

s 

EARLEY, A. F. 

8404200017 

50-322 G 

50-395 

S 

EARLEY, A. F. 

8404200017 

50-322 G 

NUREG 


EARLEY, A. F. 

8404230420 

50-322 T 

NUREG 


EARLEY, A. F. 

8404230420 

50-322 T 

50-397 

Q 

EBERSOLE, J. C. 

8404040331 

ACRS 

50-344 

Q 

EBERSOLE, J. C. 

8404040347 

ACRS 

50-397 

Q 

EBERSOLE, J. C. 

8404050367 

50-289 0 

50-344 

G 

EBERSOLE, J. C. 

8404050376 

ACRS 

50-344 

G 

EBERSOLE, J. C. 

8404050421 

ACRS 

50-344 

Q 

EBERSOLE, J. C. 

8404100506 

50-275 0 

50-220 

S 

EBERSOLE, J. C. 

8404190162* 

50-244 D 

50-333 

G 

EBERSOLE, R. E. 

8404020268 

NUREG 

50-443 

G 

ECK, A. 

8404040413# 

50-275 G 

50-423 

E 

ECKERT, E. C. 

8404020252* 

50-322 G 

50-423 

E 

ECKERT, E. C. 

8404230435* 

50-322 T 

50-423 

E 

ECKHARDT, J. H. 

8404050281* 

50-206 0 

50-423 

E 

ECKHARDT, J. H 

8404240351* 

50-312 Q 

50-289 

G 

ECONOMOS, C. 

8310050324* 

50-324 P 

50-289 

G 

ECONOMOS, C. 

8404110024 

NUREG 

50-289 

G 

EDDLEMAN, W. 

8404090109 

50-400 G 

50-289 

G 

EDDLEMAN, W. 

8404090124 

50-400 G 

50-289 

G 

EDDLEMAN, W. 

8404090127* 

50-400 G 

50-275 

G 

EDDLEMAN, W. 

8404160019 

50-400 G 

50-329 

R 

EDDLEMAN, W. 

8404160029* 

50-400 G 

50-443 

G 

EDDLEMAN, W. 

8404170463 

50-400 0 

FOIA 


EDDLEMAN, W. 

8404170521 

50-400 G 

50-445 

G 

EDDLEMAN, W. 

8404170557 

50-400 G 

50-445 

G 

EDDLEMAN, W. 

8404170557 

50-400 G 

50-445 

G 

EDDLEMAN, W. 

8404200028 

50-400 Q 

50-445 

G 

EDDLEMAN, W. 

8404200028 

50-400 G 

50-346 

F 

EDDLEMAN, W. 

8404200117 

50-400 G 

CONTRACT 


EDDLEMAN, W. 

8404200123 

50-400 G 

50-272 

Q 

EDDLEMAN. W. 

8404200132* 

50-400 G 

50-219 

G 

EDDLEMAN, W. 

S404200138* 

50-400 G 

50-445 

G 

EDDLEMAN, W. 

8404200145 

50-400 G 

50-334 

S 

EDDLEMAN. W. 

8404250264 

50-400 G 

PRM 


EDDLEMAN, W. 

8404250264 

50-400 G 

PRM 


EDDLEMAN, W. 

B404270259 

50-400 G 

XPORTLIC 


EDDLEMAN, W. 

8404270260 

50-400 G 

XPORTLIC 


EDELMAN, M. R. 

8404040085 

50-440 H 

XPORTLIC 


EDELMAN, M. R. 

8404090281 

50-440 S 

XPORTLIC 


EDELMAN, M. R. 

8404090359 

50-440 S 

50-298 

G 

EDELMAN, M. R. 

8404090398 

50-440 Q 

50-413 

T 

EDELMAN, M. R. 

8404100197 

50-440 A 

50-289 

G 

EDELMAN, M. R. 

8404100282 

50-440 A 

40-299 


EDELMAN, M. R. 

8404100410 

50-440 A 

WASTE MGT 

EDELMAN, M. R. 

8404120063 

50-440 S 

50-327 

5 

EDELMAN, M. R. 

8404130257 

50-440 A 

50-327 

S 

EDELMAN, M. R. 

8404160122 

50-440 A 

50-295 

G 

EDELMAN, M. R. 

8404160170 

50-440 S 

50-206 

H 

EDELMAN, M. R. 

8404170528 

50-440 A 

50-266 

J 

EDELMAN, M. R. 

8404230229 

50-440 S 

WASTE MGT 

EDELMAN, M. R. 

8404260001 

50-440 S 

50-219 

S 

EDELMAN, M. R. 

8404260034 

50-440 E 

50-289 

G 

EDELMAN, M. R. 

8404270121 

50-440 C 

70-135 


EDGAR, G, L. 

84041 10099 

50-556 C 

PRM 


EDGAR- G. L. 

84041 10099 

50-556 « 

50-275 

G 

EDGEWORTH, P. 

8404190147 

CONTRACT 

50-341 

G 

EDGEWORTH, P. 

8404200384 

CONTRACT 

50-412 

G 

EDGEWORTH, P. 

8404200390 

CONTRACT 

50-352 

G 

EDGEWORTH, P. 

8404230255 

CONTRACT 

50-220 

G 

EDGEWORTH, P, 

840423026 1 

CONTRACT 

50-352 

T 

EDGEWORTH, P. 

8404240017 

CONTRACT 

50-272 

Q 

EDGEWORTH, P. 

8404240129 

CONTRACT 

50-387 

G 

EDGEWORTH, P. 

8404240164 

CONTRACT 

50-220 

G 

EDGEWORTH, P. 

8404240170 

CONTRACT 

50-498 

Q 

EDGEWORTH, P, 

8404240187 

CONTRACT 

50-373 

S 

EDGEWORTH, P. 

8404240510 

CONTRACT 

50-373 

R 

EDGEWORTH. P. 

8404250051 

CONTRACT 

50-206 

S 

EDGEWORTH, P. 

8404250077 

CONTRACT 

50-322 

G 

EDGEWORTH, P. 

8404250100 

CONTRACT 

50-322 

G 

EDGEWORTH, P. 

8404250107 

CONTRACT 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

EDGEWORTH, P. 
EDMONDS, R. F. 

8404250135 
84041 90 ley* 

CONTRACT 

50-413 

T 

EDWARDS, R. E. 

8404050315* 

50-373 

Q 

EGGLESTON, R. R. 
EGGLESTON, R. R. 

EINSIGER, R. E. 
EISENHUT, D. G. 

8404100466* 

8404100469* 

8404110020 

8308030196 

70-25 

70-25 

NUREG 

50-289 

P 

EISENHUT, D. 0. 

8401060119* 

50-263 

P 

EISENHUT. D. 0. 

8402290333* 

50-322 

S 

EISENHUT, D. G. 

8403140242 

50-373 

P 

EISENHUT, D. G. 

8403140249 

50-322 

s 

EISENHUT, D. G. 

8403140250 

50-275 

G 

EISENHUT, D. G. 

8403140253 

50-275 

E 

EISENHUT, D. G. 

8403140254 

50-275 

T 

EISENHUT, D. G. 

8403140258 

50-275 

P 

EISENHUT, D. G. 

8403140261 

50-329 

A 

EISENHUT, D. G. 

8403140266 

50-275 

Q 

EISENHUT, D. G. 

8403140267 

50-322 

S 

EISENHUT, D. G. 

8403140270 

50-275 

T 

EISENHUT, D. G. 

8403140282 

50-329 

Q 

EISENHUT, D, G 

8404020019 

50-3 

V 

EISENHUT, D. G. 

8404020169 

GEN TEC 

IS 

EISENHUT. D. G. 

8404030010 

50-321 

P 

EISENHUT, D, G. 

8404030521 

50-206 

P 

EISENHUT, D, G, 

8404030580 

REVIEW GRP 

EISENHUT. D, G. 

8404030584* 

REVIEW GRP 

EISENHUT, D. G. 

8404040154 

50-245 

F 

EISENHUT, D. G. 

8404040256 

50-3 

P 

EISENHUT, D. G. 

8404040321 

50-329 

G 

EISENHUT, D. G, 

8404060379 

50-388 

P 

EISENHUT, D. G. 

8404090081* 

50-317 

F 

EISENHUT, D, G. 

8404100031 

50-445 

A 

EISENHUT, D. G, 
EISENHUT, D. G, 

8404100550 
84041 10137* 

MISC 

50-374 

P 

EISENHUT, D. G, 

8404110567* 

50-390 

A 

EISENHUT, D. G. 

8404120099 

50-382 

A 

EISENHUT, D. G. 

8404120318 

50-445 

A 

EISENHUT, D. G 

8404130011* 

50-313 

F 

EISENHUT, D. G. 

8404130180 

50-395 

F 

EISENHUT, D. G. 

8404130183* 

50-395 

F 

EISENHUT, D. G. 
EISENHUT, D. G. 

8404130391 

8404130419 

MISC 

50-322 

A 

EISENHUT, D. G. 

8404130420 

50-275 

P 

EISENHUT, D. G. 

8404130422 

50-275 

P 

EISENHUT, D. 0, 

8404130427 

50-275 

T 

EISENHUT, D. G. 

8404130428 

50-275 

P 

EISENHUT, D G. 

8404130432 

50-275 

P 

EISENHUT, D. G, 

8404160147 

50-275 

P 

EISENHUT. D. G, 

8404160150 

50-247 

S 

EISENHUT, D. G. 

8404160165 

50-2 

V 

EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT, D, G. - 
EISENHUT, D. G. 

8404170037 

8404180320 

8404190030 

8404190212 

TOPREP 

MISC 

MISC 

COMMISSION 

EISENHUT, D. G. 

8404200134* 

50-338 

P 

EISENHUT, D. G. 

8404230366* 

50-250 

F 

EISENHUT, D. G. 

8404240556 

50-275 

P 

EISENHUT, D. G. 

8404240558* 

50-275 

P 

EISENHUT, D. G, 

8404240559* 

50-275 

P 

EISENHUT, D. G. 

8404260104 

50-10 

F 

EISENHUT, D. G, 

8404300021 

50-251 

S 

EISENHUT, D. G. 

8404300160 

50-29 

p 

EISENHUT, D. G. 

8404300263 

50-317 

F 

EISENHUT, D. G. 

8404300287 

50-305 

P 

EL-ZEFTAWY, M 

EL-ZEFTAWY, M 
ELDER, U. H. 

8404200109 

8404*200113* 

8404050481* 

MISC 

MISC 

50-146 

H 

ELIN, J. 0. 

8404300146* 

50-275 

Q 

ELLIOTT, C. W. 

8404090117 

50-352 

G 

ELLIOTT, C, W. 

8404090120 

50-352 

0 

ELLIOTT, C, W. 

8404100499 

50-352 

G 

ELLIOTT, C. W. 
ELLIOTT, C. W. 
ELLIS, J. 

8404110541 

8404110544* 

8404020267 

70-2988 

70-2988 

50-445 

G 

ELLIS, J. 

8404030093 

50-445 

G 

ELLIS, J. 

8404090419 

50-445 

G 

ELLIS, J. 

8404090459 

50-445 

G 

ELLIS, J. 

8404100151 

50-445 

G 

ELLIS, J. 

8404180321 

50-445 

G 

ELLIS, J. 

8404190074 

50-445 

0 

ELLIS, J. 

8404190168 

50-445 

G 

ELLIS, J, 

0404190256 

50-445 

G 

ELLIS, J 

8404240111 

50-445 

G 

ELLIS, U. 

8404260490 

50-445 

G 

ELLIS, J. 

8404260492* 

50-445 

G 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ELLIS. W. B. 

8404100359* 

50-29 

I 

ELLIS, W. B. 

8404100366* 

50-29 

I 

ELROD, S. A. 

8404190243 

50-251 

S 

ELSASSER, T. , 

8404240246* 

50-423 

Q 

ELSASSER, T. 

8404240306 

50-309 

S 

ELSASSER, T. C. 
ELSASSER, T. C. 

8404160077* 

8404160118* 

70-371 

50-245 

Q 

ELSASSER, T. C. 

8404190283* 

50-22 

Q 

ELSASSER, T. C. 

8404240377* 

50-336 

Q 

ELSBERGAS, V. U. 

8404190154* 

50-329 

Q 

ELSEN. M. J. 

EMPEY, D. C. 

0404130213* 

8404170419 

27-48 

50-269 

S 

EMPEY, D. C. 

8404170427 

50-263 

S 

EMPEY, D. C. 

8404170440 

50-269 

S 

EMPEY, D. C. 

8404170471 

50-245 

S 

EMPEY, D. C. 

8404170487 

50-537 

S 

ENG, P. L. 

8404170055* 

50-483 

Q 

ENGEL, W. P. 
ENGELMANN, J. H. 
ENGLE, L. B. 

8404120371 

8404030530 

8404060403 

71-6400 

PRM 

50-338 

P 

ENGLE, L. B. 

8404250285 

50-338 

P 

ENGLE. L. B. 

8404270019 

50-338 

P 

ENGLISH, C. 

0404130030* 

50-275 

H 

ENNIS, J. D. 

8404090253* 

50-338 

Q 

ENNIS, J. D. 

8404240375* 

50-395 

Q 

ERASLAN, A, 

ER ASLAN, A. H. 

ERB, C. M. 

8404030564 

0404180403 

8102230666* 

NUREG 

NUREG 

50-330 

S 

ERICKSON, P. B. 

8404130104 

50-29 

P 

ERTLE, R. F. 

8404270073 

50-346 

I 

ESELGRQTH, P. 

8404090315 

50-322 

S 

ESKRIDGE, H. E. 

ETUY, H. P. 

ETZLER, R. D, 

8404120320 

8404120411* 

8404040393* 

70-36 

40-8102 

50-275 

G 

ETZLER, R. D. 

8404040421* 

50-275 

G 

EVANS, C. A. 

8404260216* 

50-382 

Q 

EVANS, E. 

8404110222* 

50-374 

Q 

EVDOKIMOFF. V. 
EVDOKIMOFF, V. N. 
EVERETT, J. L, 

8404110379 

8404110382* 

8404190333* 

PRM 

PRM 

50-272 

I 

EVERETT. R. J. 
EVERETT, R. J. 

EYLER. L. L. 

EYSTER, R. 

8404260344* 

0404260347* 

8404300363 

8404040121 

40-8681 

40-8681 

NUREG 

50-352 

G 

EYSTER, R. 

8404100246 

50-445 

G 

EYSTER, R. 

0404100257 

50-352 

G 

EYSTER, R, 

8404100260 

50-322 

G 

EYSTER. R. 

8404110358 

50-413 

G 

EYSTER, R. 

8404250064 

50-352 

G 

EYSTER, R. E. 

8404050048 

50-445 

A 

EYSTER, R. E. 

8404120012 

50-413 

G 

FAGAN, E, K. 

S404040051* 

50-456 

A 

FAIROBENT, J, E 

8404190058* 

50-413 

T 

FAKLER. U. F. 

8404050100* 

50-322 

T 

FALCONER, D. 

8403290111* 

50-269 

0 

FALCONER, D. 

B404170056* 

50-269 

Q 

FALZONE, R. R. 

8404100167 

50-322 

G 

FALZDNE, R. R, 

8404100167 

50-322 

G 

FAN, S. S. 

8404130149* 

50-443 

G 

FANNON, M. M. 

FARBER. M. J. 

8404040041* 

0404170055* 

CONTRACT 

50-483 

G 

FARIS, J. A. 

8404180354 

50-346 

F 

FARNSTROM, K. A 
FARRAR. D, L. 

8404020268 

8403230026 

NUREG 

50-295 

F 

FARRAR, D, L, 

8404020128* 

50-10 

G 

FARRAR, D. L. 

0404030193* 

50-454 

G 

FARRAR, D, L. 

0404030298 

50-254 

F 

FARRAR, D. L. 

0404030400 

50-237 

F 

FARRAR, D. L. 

8404090397 

50-10 

G 

FARRAR, D. L. 

8404100232 

50-10 

F 

FARRAR, D. L, 

8404110232* 

50-295 

Q 

FARRAR, D. L. 

0404120100 

50-10 

F 

FARRAR, D. L. 

0404120117* 

50-373 

G 

FARRAR, D. L. 

8404190392* 

50-454 

Q 

FARRAR, D, L. 

8404240117# 

50-373 

Q 

FARRAR, D, L. 

8404270233# 

50-295 

Q 

FASANO, A. 

8404190310# 

50-320 

G 

FAULKENBERRY, B, 

8404240359# 

50-362 

G 

FAY, C. W. 

0404030454 

50-266 

P 

FAY, C. W. 

0404090444 

50-266 

F 

FAY, C. W. 

8404100199 

50-266 

F 

FAY, C. W. 

8404U0037 

50-266 

S 

FAY, C. W. 

8404110197 

50-266 

P 

FAY, C. W. 

8404110202 

50-266 

Q 

FAY, C. W. 

8404110354 

50-266 

F 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

FAY, C. W, 

8404110360 

50-266 

S 

FAY, C. W. 

8404170194 

50-266 

R 

FAY, C. W. 

8404190312 

50-266 

P 

FAY, C. W. 

8404200097 

50-266 

P 

FAY, C. W. 

8404260038 

50-266 

P 

FAY, J. M. 

8404120417 

50-461 

G 

FEE. W. F, 

84041 8020 1 

50-336 

P 

FEE, W. F. 

8404180201 

50-336 

P 

FEE, W. F. 

8404190126 

50-423 

C 

FEE. W. F. 

8404190126 

50-423 

C 

FEE, W. F. 

8404190252 

50-423 

F 

FEE, W. F. 

8404190252 

50-423 

F 

FEEHAN, J. D. 

8404190338# 

50-272 

I 

FEIG, D. 

8404170183 

50-424 

G 

FEIGE. E. J, 

8404240348* 

50-354 

A 

FEITKNECHT, C. 

8404020066 

50-334 

R 

FELTON, J. M. 

8402130013 

50-171 

P 

FELTON, J. M, 

8403080024 

50-397 

A 

FELTON, J. M. 

8404030018 

50-397 

G 

FELTON, J. M. 

8404040021 

50-413 

A 

FELTON, J. M. 

8404050060 

50-277 

P 

FELTON, J, M. 

8404090014 

FOIA 


FELTON. J. M, 

8404180027 

50-247 

P 

FELTON, J. M. 

8404180032 

50-329 

Q 

FELTON, J. M. 

8404180052 

FOIA 


FELTON, J. M. 

8404180059 

FOIA 


FELTON, J. M. 

8404180186 

FOIA 


FELTON, J. M. 

8404180199 

50-358 

A 

FELTON, J. M. 

S4041S0221 

50-3 

P 

FELTON, J. M. 

8404180259 

50-293 

P 

FELTON, J. M. 

8404180288 

FOIA 


FELTON, J. M. 

84041S0300 

50-329 

S 

FELTON, J. M. 

8404190041 

50-443 

Q 

FELTON, J. M. 

8404190070 

50-413 

A 

FELTON, J. M. 

8404190080 

50-498 

G 

FELTON, J. M. 

8404190084 

FOIA 


FELTON, J. M. 

8404190090 

FOIA 


FELTON, J. M. 

8404190091 

50-498 

G 

FELTON, J. M. 

8404190110 

FOIA 


FELTON, J. M. 

8404190112 

50-329 

A 

FELTON, J. M. 

8404190120 

50-358 

A 

FELTON, J. M, 

8404190121 

50-498 

G 

FELTON, J. M, 

8404190123 

50-275 

S 

FELTON. J. M, 

8404190125 

50-358 

G 

FELTON, J, M, 

8404190134 

50-382 

G 

FELTON, J. M, 

8404190135 

50-413 

Q 

FELTON, J. M. 

8404190139 

FOIA 


FELTON, J. M. 

8404190141 

50-336 

P 

FELTON, J. M. 

8404190149 

FOIA 


FELTON, J. M. 

8404190155 

50-445 

0 

FELTON, J. M. 

8404190160 

50-400 

E 

FELTON, J. M. 

8404190188 

FOIA 


FELTON, J. M. 

8404190198 

50-445 

A 

FELTON, J. M, 

8404190416 

50-358 

G 

FELTON, J. M, 

8404190422 

50-247 

P 

FELTON. J. M, 

8404190424 

FOIA 


FELTON, J. M, 

8404190430 

FOIA 


FELTON, J. M, 

8404190438 

FOIA 


FELTON, J. M. 

8404190446 

FOIA 


FELTON, J, M. 

8404190447 

50-358 

A 

FELTON, J. M. 

8404190448 

FOIA 


FELTON, J. M, 

8404190454 

50-289 

P 

FELTON, J. M. 

8404190459 

50-443 

S 

FELTON, J. M. 

0404190464 

FOIA 


FELTON, J. M, 

8404190467 

50-413 

A 

FELTON, J. M. 

8404190470 

FOIA 


FELTON, J. M, 

8404190477 

50-498 

Q 

FELTON, J. M. 

8404190481 

50-482 

A 

FELTON, J. M. 

8404190484 

FOIA 


FELTON, J. M. 

8404190488 

FOIA 


FELTON, J. M. 

8404190494 

50-293 

P 

FELTON, J. M. 

8404190498 

FOIA 


FELTON, J. M. 

8404190501 

FOIA 


FELTON, J. M. 

8404200004 

50-358 

A 

FELTON, J, M. 

8404200008 

FOIA 


FELTON, J. M. 

8404200025 

50-250 

P 

FELTON, J. M. 

8404200182 

FOIA 


FELTON, J. M. 

8404200400 

FOIA 


FELTON, J. M. 

8404200401 

50-443 

Q 

FELTON, J. M. 

8404200402 

50-443 

0 

FELTON, J. M. 

8404230016 

50-209 

P 

FELTON, J. M. 

8404230018 

50-10 

F 

FELTON, J, M. 

8404230300 

FOIA 


FELTON, J. M. 

8404230309 

50-413 

A 

FELTON. J. M. 

8404260006 

FOIA 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

FERO, D. A. 
FERGUSON. E. B. 
FERKIN, 2, G. 
FERLIC. K. 
FERLIC.K. 

8404270169 

8404130045 

8404240500 

8404090286# 

8404090317 

50-341 A 

71-264 
50-352 G 

50-309 Q 
50-309 S 

FERLIC. K. 

FERLIC, K. 

FERRELL. U. T. 

FEY. F. L. 

FEY, F. L. 

8404240306 

8404260338 

8404060027 

8404020218 

8404060190 

50-309 S 
50-318 S 
50-424 G 
50-282 F 
50-282 R 

FEY, F. L. 

FEY. F. L. 

FEY, F. L. 

FIEDLER. P. B. 
FIEDLER, P. B. 

8404060219 

8404190193 

8404190255 

8404020006 

8404020027 

50-263 R 
50-263 P 
50-263 R 
50-219 P 
50-219 F 

FIEDLER, P. B. 
FIEDLER. P. B. 
FIEDLER. P. B. 
FIEDLER. P. B. 
FIEDLER. P. B. 

8404090156 

8404090377 

8404100347 

8404120206 

8404160083 

50-219 R 
50-219 F 
50-219 R 
50-219 Q 
50-219 R 

FIEDLER, P. B. 
FIEDLER, P. B. 
FIEDLER, P. B. 
FIEDLER, P. B. 
FIEDLER, P. B. 

8404160135 

8404170076 

8404170101 

8404230099 

0404240341# 

50-219 F 
50-219 I 
50-219 S 
50-219 P 
50-219 0 

FIEDLER, P. B. 
FIELDER, D, 

FIELDS, J. A. 
FIELDS. J. S. 
FIELDS, J. S. 

8404260284* 

8404030132 

8404230318 

8404030234 

8404040283 

50-219 F 
QA999 
CONTRACT 
50-387 R 
50-387 F 

FIELDS, U. S. 
FINAMQRE, B. A. 
FINAMORE, B. A. 
FINDLEY, D. E. 
FINDLEY. D. E. 

8404130339 

8404090425 

8404090425 

8404160250# 

8404160263# 

50-387 P 
WASTE MGT 
WASTE MOT 
CONTRACT 
CONTRACT 

FINK.R. G. 

FINKEL, A. 

FINKLEA, S. L, 
FINN,D. F. 
FINNERAM, U. C. 

8404040370* 

8404090228# 

8404190150* 

8404090351 

8404120426# 

50-275 0 

50-410 Q 

50-413 T 

WASTE MGT 
50-445 G 

FINNERAN. J, C. 
FIORELLI, 0. 
FISCHER, D. C. 
FISCHER, S. K. 
FISCHHOFF, B. 

8404170462* 

0404050147* 

8404050414 

8404180403 

8404300067 

50-445 G 
50-528 Q 
50-272 P 
NUREQ 

NUREG 

FISH.R. F. 

FISHER, C. R. 
FISHER, U. W. 
FISHER, R. 

FISHER, W. A. 

8404050230# 

8404190306 

8404170224* 

8404050309# 

8404240030 

50-361 Q 

TOP REP 
50-352 T 

50-275 P 
XPORTLIC 

FITZGERALD, J, A. 
FITZGERALD, M, 
FLACH, W. T. 

FLACK, E. 

FLACK, E. 

8404100175* 

8404170101 

8404240348# 

8404050190 

8404060232 

50-275 ' V 
50-219 S 
50-354 A 
I&E 

IStE 

FLACK, E. 

FLACK, E, 

FLACK, E. 

FLACK, E. 

FLACK. E. 

8404090118 

8404090200 

8404120221 

8404120299 

0404130261 

40-8760 

I&E 

ISiE 

I&E 

I&E 

FLACK. E. 

FLEENOR, C. 

FLEENOR, C 

FLEENOR, C. 

FLEENOR, C. 

8404180166 

8404200395 

8404230449 

8404230455 

8404240201 

50-293 S 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FLEENOR. C. 
FLEISHER, D. 

FLIPPO, T. A. 

FLORA, U. W. 

FLORA, U. W. 

8404250210 

8404090425 

8404030425* 

8404190437 

8404190442* 

CONTRACT 
WASTE MOT 
50-382 0 

FOIA 

FOIA 

FLOREK, D. J. 

FLOREK, D. U. 

FLYNN, M. U. 

FOLEY. M. S. 

FOLEY, T, 

8404240102* 

8404240447* 

8404100533 

8404240329 

8404090250* 

50-388 Q 
50-388 0 

CONTRACT 
50-304 S 
50-247 Q 

FONNER, R. L. 

FORD, E. U, 

FORD. E, J. 

FORD, U. T. 

FORD. U. T. 

8404040003 

8404170118# 

8404170172* 

8404110142 

8404110153* 

40-2061 
50-327 Q 
50-327 Q 
71-6294 
71-6294 

FORD, J. T. 

FORD, U. T. 

FORNEY; W. L. 

FORNEY, W. L. 
FORSTER, D.O. 

8404110227 

8404130187 

8404230222* 

8404260004* 

8404180007 

70-1201 
70-1201 
50-483 Q 
50-483 Q 
50-424 K 
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NUMBER 
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CATEGORY 

FORTUNA. R 

FORTUNE, R. 

FOSTER, D. 0. 

8404190158* 

8404190157* 

8404030338 

FOIA 

FOIA 

50-424 

F 

FOSTER, D. 0. 

8404050079 

50-424 

S 

FOSTER, D. 0. 

8404060171 

50-424 

Q 

FOSTER, D. 0. 

8404060191 

50-424 

Q 

FOSTER, D. 0. 

8404090312 

50-424 

S 

FOSTER, D. 0 

8404100290 

50-424 

A 

FOSTER, D. 0. 

3404 190345 

50-424 

C 

FOSTER, L. E. 

8404060093* 

50-324 

a 

FOSTER, R. F. 

8404230086 

50-508 

G 

FOSTER, W. E. 

FQUTS, G. L. 

8404130335* 

0404190486* 

QA999 

50-482 

A 

FOWLER, L. 

8404170480 

50-424 

G 

FOWLER, L. 

8404170480 

50-424 

G 

FOX, C. 

8404090424 

50-461 

6 

FOX, C. 

8404090424 

50-461 

6 

FOX, C. D. 

8404120417 

50-461 

G 

FOX. C. D, 

8404120417 

50-461 

G 

FRAME, P. W. 

FRANCE, G. M. 
FRATIANNI, B. C. 

8404110247* 

8404110009* 

8404050067 

40-2061 

70-36 

50-247 

H 

FREDERICKSON. P. 

8404240424 

50-327 

S 

FREEMAN, M. V. 

8404170476 

50-322 

G 

FREEMAN, M. U. 

8404190342 

50-322 

G 

FREEZE, D. L. 

8404040070# 

50-413 

T 

FRIDAY, J. D. 

8404110298* 

50-263 

P 

FRIEDRICH, S. J. 

8404180370* 

50-275 

P 

FRITZ, D M. 

FRON, P. C. 

8404110474 

8404110374* 

40-8663 

50-416 

P 

FROUNFELKER, R. 

8404110250 

50-155 

J 

FROUNFELKER, R. 

8404110277 

50-255 

J 

FRYE. D. L. 

8404090146* 

50-267 

S 

FRYE, D. L. 

8404090159* 

50-267 

5 

FRYE, J. H. 

FRYE, J. H. 

FRYE. J. H. 

8404020002 

8404050071 

8404100165 

40-2061 

40-2061 

50-142 

G 

FRYE, J. H, 

8404160028 

50-142 

G 

FRYE. J. H. 

FRYE. J. H 

8404180295 

8404230378 

40-2061 

50-142 

G 

FRYE. J. H. 

8404230383* 

50-142 

G 

FRYE. J. H. 

8404260484 

50-142 

G 

FRYLINO.R. 

8404190313 

50-272 

I 

FUHRIMAN. D, K. 

8404100544 

WASTE MGT 

FUHRMAN, 0. R, 

8404060183 

50-317 

R 

FUHS. A. 

8404100250 

50-254 

S 

FULKERSON. B , 

B404030488 

WASTE MGT 

FULLER. C. 

8404180001 

50-267 

R 

FULTON, J. F. 

8404160175* 

50-244 

P 

FULTON. J. M. 

FULTON, J. M. 

FULTON. J. M. 

FULTON. J. M. 

FULTON, J. M. 

FULTON. J. M. 

FULTON. J. M. 

FULTON, J. M. 

FURCHI, E. L. 

8007150278* 

801 1050374* 
8012050094* 
8104080632* 
8404090024* 
8404090028* 

8404090044* 

8404090177* 

8404250182* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-445 

A 

FURR, B. J. 

840410041 5* 

50-400 

F 

FURR, B. J. 

8404100418* 

50-400 

F 

GAD. R. K. 

8404160203 

50-443 

G 

GAD. R. K. 

8404160203 

50-443 

G 

GAD, R. K. 

8404160206* 

50-443 

G 

GAD. R. K. 

8404160206* 

50-443 

G 

GAD. R. K. 

8404250261 

50-443 

G 

GAD. R. K. 

8404250261 

50-443 

G 

GAGE, A. M. 
OAGLIARDO. J. 

0404190152* 

8404030501 

FOIA 

50-313 

V 

GAGLIARDD. J. E. 

8404030065 

50-285 

G 

GAGLIARDO, J. E. 

8404030081 

50-482 

Q 

GAGLIARDD, J. E 

8404030085 

50-482 

Q 

GAGLIARDO, J, E. 

8404030149 

50-285 

Q 

GAGLIARDO. J. E. 

8404030265 

50-482 

Q 

GAGLIARDO. J. E. 

8404030313 

50-313 

Q 

GAGLIARDO, U. E. 

8404030477 

50-482 

Q 

GAGLIARDD, J. E. 

8404100213 

50-285 

Q 

GAGLIARDO. J. E. 

8404100253 

50-482 

Q 

GAGLIARDO. J. E. 

8404100350 

50-205 

Q 

GAGLIARDO. J. E. 

8404100362 

50-313 

Q 

GAGLIARDO. J. E. 

8404100502 

50-482 

Q 

GALLAGHER. R. D. 
GALLO, J. 

8404030540 

8404020249 

PR 

50-456 

6 

GALLO, J. 

8404020249 

50-456 

6 

GALLO, J, 

8404260485 

50-155 

6 

GALLO, J. 

8404260485 

50-155 

G 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

GALLO J 

0404260486# 

50-155 

It 

GALLO, J, 

0404260486# 

SO- 155 

Q 

GALLO, R 

8404190234# 

50-293 

Q 

GALLO, R. M. 

8404090413# 

50-293 

Q 

GALLO, R. M. 

8404120135# 

50-'^43 

Q 

GALLO, R. M. 

8404190357# 

50-271 

Q 

GALM, D. T. 

8404060355 

70-698 


GAMBLE, D. H. 

8404030046# 

50-397 

Q 

GANNON, W. C, 

8404110175 

40-6940 


GARCIA, E. M. 

8404050284# 

50-508 

Q 

GARCIA. F. 

8404050460 

XPORTLIC 


GARDE. B. P. 

8404020300# 

COMMISSION 

GARDE. B. P. 

8404040017 

50-413 

A 

GARDE, B. P. 

8404040055# 

50-413 

A 

GARDE, B. P. 

8404100449# 

50-329 

A 

GARDE, B. P. 

8404190066 

50-413 

A 

GARDE, B. P. 

8404190115 

50-329 

A 

GARDNER, R. N. 

8404110238# 

50-329 

Q 

GARDNER, R. N. 

3404190154# 

50-329 

Q 

GARNER, L. W. 

8404170400# 

50-324 

Q 

GARRETT, R. H. 

8404300107 

MISC 


GARRISON. R. F. 

8404300276 

71-9044 


GARY, R. J. 

8404120122 

70-2932 


GASKIN, C. E. 

8404240077# 

50-322 

T 

GAUNYi R. D. 

8404100090 

50-3 

F 

GAUTAM. A. 

B4041 102S2# 

50-483 

Q 

GEARS. G. 

8404040274 

50-277 

P 

GEARS. G. 

B404 100272 

50-277 

F 

GEARS. G. E. 

8404110065 

50-277 

P 

GEARS. G. E. 

8404120029 

50-277 

P 

GEARS, 0. E. 

8404200018 

50-277 

P 

GEARS. G, E. 

8404300295 

50-277 

P 

GEISE, R. 

B40409037S 

REGGD 


GEORGE. J. B'. 

8404100542 

50-445 

A 

GERDEMAN. F. W. 

8404090443 

40-8698 


GERNS, P. H. 

8404250271 

50-413 

H 

GERRETS, T. F. 

8404030356 

50-382 

S 

GERRETS. T. F, 

8404030367 

50-382 

S 

GERRETS. T. F. 

8404100331 

50-382 

s 

GERRETS. T, F, 

8404100339 

50-382 

s 

GERRETS, T. F. 

04O41OO35S 

50-382 

s 

GERRETS, T. F, 

8404130077 

50-382 

0 

GERRETS, T. F 

84041.30247 

50-302 

s 

GERRETS, T. F. 

8404130290 

50-382 

s 

GERRETS, T. F, 

84041701 1 1 

50-382 

Q 

GERRETS, T. F. 

8404190102 

50-382 

s 

GERRETS, T. F, 

840419011 1 

50-382 

s 

GERRETS, T, F. 

8404190251 

50-382 

s 

GERRETS, T. F, 

8404190302 

50-382 

s 

GERRETS, T. F. 

8404190309 

50-382 

s 

GERRETS, T. F. 

8404190331 

50-382 

s 

GERRETS, T. F. 

8404200137 

50-382 

s 

GERRETS, T. F. 

8404200210 

50-382 

B 

GERRETS, T. F. 

8404200294 

50-382 

S 

GERRETS, T. F. 

8404260192 

50-382 

s 

GERRETS, T. F. 

8404260198 

50-382 

s 

GERRETS, T. F. 

8404260202 

50-382 

B 

GERRETS, T, F, 

8404260252 

50-382 

B 

GERRETS, T. F. 

8404260272 

50-382 

3 

GERRETS. T. F. 

8404260303 

50-382 

Q 

GERSCH. D. P. 

8404190342 

50-322 

Q 

OERWER. L. 

8404090164 

50-254 

F 

OERWER. L. 

8404100267 

50-254 

F 

GESKE. D, 

8404040413* 

50-27S 

0 

GESKE. D. R 

0404040377* 

50-275 

G 

GESKE. D. R. 

•8404040391* 

50-275 

6 

GEST. R. E. 

8404100403 

70-754 


GIBBONS. T. D, 

8404170054* 

50-327 

Q 

GIBSON, A. F. 

8404060252 

50-324 

V 

GIESEKE. J. A, 

8403050234 

RES 


OIESEKE. J. A. 

8403050240 

50-295 

P 

GIESEKER, J. W. 

8404160105 

50-373 

s 

GIESKE. J. H. 

831 1220265* 

FOIA 


GIESLER, C, W. 

8404030167 

50-305 

J 

GIESLER, C, W. 

8404030379 

50-305 

I 

GIESLER. C. W, 

8404030450 

50-305 

p 

GIESLER, C. W. 

8404060233 

50-305 

0 

GIESLER. C. W. 

8404090426 

50-305 

0 

GIESLER. C. W. 

8404100243 

50-305 

p 

GIESLER. C. W. 

8404120291 

50-305 

p 

GIESLER. C. W. 

8404130270 

50-305 

F 

GIESLER. C. W, 

8404160151 

50-305 

R 

GIESLER. C. W. 

8404190248 

50-305 

S' 

GIESLER, C. W. 

0404200080 

50-305 

P 

GIESLER. J. 

8404190253 

50-305 

8 
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AUTHOR 

accession 

NUMBER 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

GILBERT. G. D. 
GILBERT. L. D. 
GILBERT. L D. 
GILDENHORN. A. J. 
GILDENHORN. A. J. 

8404100261 

8404030368* 

8404180338* 

8404240219 

8404250017 

50-369 F 

50-498 Q 

50-445 T 

CONTRACT 

CONTRACT 

GRANDEY. G. W. 

GRANGE. G. J. 

GRANT, J. M. 

GRANT, W. B. 

GRANT, W. B. 

8404130121 

8404100491 

8404120135* 

8404110009* 

8404170043* 

40-8681 

50-289 F 

50-443 Q 

70-36 

50-254 0 

HACKNEY, C. A. 
HACKNEY. C. A. 
HACKNEY, D. B. 
HAGAN, T, F. 

HAGAN. T. F. 

GILDNER. M. L. 

GIL INSKY 

GILINSKY. V. 
GILINSKY, V. 
GILINSKY. V. 

8404160199* 

8404120358 

8404020273 

8404040149 

8404100169 

50-440 Q 

50-275 P 

50-454 U 

50-275 G 

50-322 G 

GRAVES. L. 

GRAVES. R. H, 

GRAVES, R. H. 

GRAY, E. H. 

GRAYSON. M. 

8404110168 

8404230179 

8404260318 

8404090318* 

8404050281* 

71-9006 

50-213 S 

50-213 S 

50-352 Q 

50-206 Q 

HAGAN, T. F, 

HAGAN, T. F. 

HAGAN. T. F, 

HAGAN, T. F. 

HAGAN, T. F. 

GILINSKY. V. 

GILLEN. D. M. 

GILLEN, D. M. 

GILLEN. D. W. 
GILOMEN. B. R. 

8404110482* 

8404090178 

8404170320* 

8404170619 

8404020254 

commission 

WASTE MGT 

WASTE MGT 

WASTE MGT 

50-329 G 

GREEN, B. 

GREEN, L. C. 

GREEN, L. C. 

GREEN. L. C. 

GREEN, L. C. 

8404200290 

8404230009 

8404230046 

8404230046 

8404230050* 

50-346 F 

50-483 G 

50-483 G 

50-483 G 

50-483 G 

HAGAN. T. F. 

HAGAN, T, F. 

HAGAN, T. F. 

HAGAN. T. F. 

HAGAN. T. F. 

GILOMEN, B. R. 
GINSBERG. T. 
GINSTEIN 

GIRARD. E. H. 
GISCLON. J. M. 

8404020254 

8404020011 

8404120200* 

8404170093# 

8404030079* 

50-329 G 

NUREG 

50-382 Q 

50-438 Q 

50-275 G 

GREEN, L. C. 

GREEN. M. R. 

GREENE. 0. A. 

GREENE. M, R. 

GREENE. T, 

8404230050* 

8404100273 

8404020011 

8404300084 

8404270053 

50-483 G 

□RG 

NUREG 

50-275 H 

50-321 F 

HAGAN, T. F. 

HAGAN, T. F. 

HAGAN, T. F. 

HAGAN, T. F. 

HAGAN, T. F. 

GLASS. S. M. 

GLASS. S. M. 
GLASSMOYER. B. 
GLASSPIEGEL.H. 
GLEASON, R. P. 

8404040133 

8404230381 

8404170544 

8404270266 

8404040195 

50-322 G 

50-322 T 

50-352 H 

50-440 G 

PRM 

GREENE, T. A. 
GREENKQRN, R. A. 
GREENLAW. W. D. 
GREOER. L. R. 

GREOER, L. R. 

8404040364 

8404130177* 

8404130241 

0404030375* 

B404090367* 

TOPREP 

CONTRACT 

QA999 

50-373 Q 

50-266 Q 

HAGAN, T. F. 
HAORMAN, D. L. 
HAIRSTON. W. 0. 
HAIRSTON, W. 0. 
HAIRSTON, W, G, 

GLEESQN. C. M. 
GLOERSEN. W. B. 
GLOERSON. W. 

GLOVER. R. M 

GLOVER. R. M. 

8404170129 

8404190182* 

8404060177* 

8404190187* 

8404190150* 

50-329 A 

50-282 Q 

50-10 Q 

50-413 T 

50-413 T 

GREGER, L. R, 

GREOER, L. R, 

GREGER, L. R. 

GREOER, L. R. 

GREOER, L, R. 

84041 10009* 
8404170027* 
8404170043* 
8404170132* 
8404190307 

70-36 

50-16 Q 

50-254 Q 

50-461 0 

50-10 S 

HAIRSTON. W. 0. 
HAIRSTON. W, G. 
HAIRSTON. W. G, 
HAIRSTON. W. 0. 
HALE, C. J. 

GLOVER. R. M. 

GLOVER, R. M. 

GLOVER. R. M. 

gnugnoli. g, 

GODDARD, R. 

8404190166* 

8404190179* 

8404190194* 

8404170615 

8404120417 

50-413 T 

50-413 T 

50-413 T 

WASTE MGT 

50-461 G 

GREOER, L. R. 

GREGG. H. 

GREGORY. J. 

GRIDLEY. R. L. 

GRIER. B. H. 

8404230032* 

8404160187* 

8404190159* 

8404050130* 

8404120421* 

50-10 Q 

50-271 Q 

50-413 T 

FOIA 

50-445 G 

HALE, C. J. 

HALE. C. J. 

HALE, C. J. 

HALE. C, J. 

HALE, C, J. 

GODDARD, R. J. 
GODDARD. R. J. 
GODDARD, R. J. 
GODDARD. R. U, 
GODDARD, R. U. 

840406039B 
8404190013 
8404230121 
04042601 52 
8404270252 

50-322 G 

50-322 0 

50-322 C 

50-155 G 

50-322 G 

GRIFFIN. H. B. 
GRIFFIN. J. M. 
GRIFFIN, T. T. 
OROELSEMA, D. H. 
GROSSMAN, H. 

8404190158* 

8404030524 

8404110040 

8404300236 

8404020233 

50-445 Q 

50-368 P 

WASTE MGT 

WASTE MGT 

50-244 G 

HALE, R. E. 

HALL, B. L. 

HALL, B. L. 

HALL, B. L. 

HALL, D. P. 

GODY. A. T, 

GODY, A. T. 

GOELSCH. S. 

GOGOL. E. M. 

GOLD, J. 

8404240067# 

8404240443* 

8404040244* 

8404050195* 

8404300148 

50-272 Q 

50-352 Q 

71-9181 

50-373 P 

MISC 

GROSSMAN, H. 

GROW, R. L. 
ORUNDSTROM, R. 
GUCWA.L. T. 

OUCWA. L. T. 

8404240122 

8404090364* 

8404050250 

8404030386 

8404060079 

50-416 G 
50-348 P 
50-483 F 
50-321 P 
50-321 P 

HALL, D. P. 

HALL. D. P. 

HALL, D. P. 

HALL. D, P, 

HALL. D, P. 

GOLDBERG. J. H. 
GOLDBERG. J H 
GOLDBERG. J. H. 
GOLDBERG. J. R. 
GOLDBERG. J. R. 

8404030452 

8404180167 

8404300016 

8404050091 

8404240261 

50-498 A 
50-498 A 
50-498 F 
50-289 G 
50-344 G 

GUCWA.L. T. 

OUCWA. L. T, 

OUCWA, L. T. 

OUCWA, L. T. 

OUCWA. L, T. 

8404060122 

8404100144 

8404100385 

8404190241 

8404200206 

50-321 P 
50-321 P 
50-366 P 
50-366 P 
50-321 F 

HALL. D. P. 

HALL, D. P. 

HALL, D. P. 

HALL, D. P. 

HALL. D. P, 

GOLDEN. J. C. 
GOLDEN, J. C . 
GOLDSMITH. R. 
GOLDSMITH, R. 
GOLDSTEIN, I. 

8404270286 

8404270300* 

8404040303* 

8404130072* 

8404160078 

50-10 F 

50-10 F 
50-277 X 

50-387 H 

MISC 

OUCWA, L. T. 

OUCWA. L. T. 

OUDAS. J. P. 
OUIBERT, J. C. 
OUIDOTTI. T. E. 

8404200284 

8404300185 

8404300223 

8404180368* 

8404100521 

50-321 P 

50-321 S 

NUREG 

50-416 P 

NUREG 

HALL, R. E. 

HALL, R. E. 

HALL, R. E, 

HALL, R. E. 

HALL.R. E. 

GOLLEfi. K. L 
OOLLER.K. R. 
goodling. B. 
GOODMAN. L. S. 
GOODWIN. W. L, 

8303310069* 

8312190275* 

8404170067* 

8404130248* 

8404060228 

FOIA 

FOIA 

50-320 H 

50-409 P 

70-1151 

GUILD. R. 

GUILD. R, 

GUILD. R. 

GUILD. R. 

GUILD, R. 

8404060065 

8404060065 

8404100160 

8404170261 

8404170261 

50-413 G 
50-413 G 
50-413 N 
50-413 0 
50-413 G 

HALL, R. W. 
HALVORSON. C, M. 
HAMADA, 0. H. 
HAMILTON. J. W. 
HAMILTON. P. 

GORDON, C. Z. 
GORDON, C. Z 
GOULART, J. 

GOULD. T. L. 

GOULD. W. R. 

8404190370* 

0404260292* 

8404170340* 

8404040047 

8404200252* 

50-293 Q 
50-219 Q 
50-390 Q 
50-320 S 
50-206 r 

GUILD. R. 

GUILD. R. 

GUILD. R. 

GUILD, R. 

GUILD. R, 

8404230056 

8404230056 

8404230056 

8404230098 

8404230098 

50-413 G 
50-413 G 
50-413 G 
50-413 T 
50-413 T 

HAMILTON. P. J. 
HAMILTON. P, J. 
HAMILTON. P. J, 
HAMMITT, H. A. 
HAMMITT, H. A. 

OOURNELOS. D. T. 
ORADOVAC.E. A. 
GRACE. J. N. 

GRACE. J. N, 

GRACE. J. N. 

8404090364* 

8404230081* 

8403140271 

8403140273 

8403140277 

50-348 P 

50-10 F 

50-3 Q 

50-3 Q 

50-3 Q 

GUILD, R, 

GUILD, R. 

GUINN, F, K. 

GUINN. F. K, 

GUINN, F. K. 

8404260089 

8404260089 

8404060324 

8404100551 

8404130051 

50-413 G 
50-413 G 

70-143 

70-143 

70-143 

HAMPTON, N. L. 
HANAUER, S. H. 
HANCOCK, D, 
HANNETT.B. A. 
HANNETT. B, A. 

GRACE. J. N. 

GRACE, J. N. 

GRACE. J. N. 

GRACE. J. N. 
GRAESSER. K. L. 

8403140278 

8404100507 

0404180516 

8404230266 

8404030376 

50-3 Q 
50-454 Q 
50-454 Q 
50-400 Q 
50-304 S 

GUINN. P. R. 

GUINN, P. R. 
GUNTHER, W. E. 
GUNTHER. W. E. 
GUPPY, J. G. 

8404190205* 

8404190208* 

0404020255* 

8404230427* 

8404020011 

FOIA 

FOIA 

50-322 G 
50-322 T 
NUREG 

HANNETT. B. A. 
HANNETT. B. A. 
HANNETT, B. A, 
HANNETT, B, A. 
HANNON, J. 

GRAESSER. K. L. 
GRAESSER. K. L. 
GRAESSER, K, L, 
GRAESSER. K. L. 
GRAESSER. K. L. 

8404090240 

8404160124 

8404160133 

S404240329 

8404240343 

50-304 S 
50-304 S 
50-295 R 
50-304 S 
50-304 S 

GURLEY, M. K. 
GUSTAVE, R, P. 
GUSTAVE, R. P. 
GUSTAVE, R. P. 
GUSTAVE, R. P. 

8404120145* 

8404040316* 

8404050272* 

8404100438* 

8404110002* 

50-250 P 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HANNUM, W. H. 
HANNUM, W. H. 
HANNUM, W. H. 
HANNUM, W. H, 
HANNUM, W. H. 

GRAFMAN.S, W. 
ORAFMAN, S. W. 
GRAHAM, D. 

GRAHAM, F. W. 
GRAMM, R, 

8404240504 

8404240504 

8404170177 

8404250184 

8404120070* 

50-322 G 
50-322 G 

50-302 R 

PR 

50-410 0 

GUSTIN, H. L. 
GUTHRIE, 8. 
GUTIERREZ, J. M. 
OUYLER. J. 

HAAS8, W. P, 

8404190247* 

8404110222* 

8404040204* 

8404040413* 

8404190471* 

50-366 P 
50-374 Q 
50-352 0 
50-275 G 
50-413 A 

HANNUM, W. H. 
HAN8ELL, J. B. 
HAG, S. 

HARDGROVE, T. W. 
HARDING. C. J, 


ACCESSION 

NUMBER 


8404260323* 

8404260356* 

8404170224* 

8404020232* 

8404050149* 

8404050280* 

8404050354* 

8404050362* 

8404110027* 

8404170029* 

8404170307* 

8404190017* 

8404200133* 

8404200169* 

8404230164* 

8404230219* 

8404240228* 

8404240448* 

8404250018* 

8404250295* 

8404300175* 

8202080473* 

8404030202 

8404040118 

8404050377 

8404100435 

8404160074 

8404240303 

8404240385 

8404100321* 

8404170066* 

8404170110* 

8404170263* 

8404170479* 

8404170489* 

8404170068* 

8403290235* 

8404030432* 

8404090234* 

8404060342 

■8404090199 

8404090399 

8404160163 

8404160177 

8404160190 

8404170086 

8404230240 

8404240250 

8404260181 

8404260262 

8404020011 

8404030089* 

8404240163* 

0404260269* 

8404260341 

8404260179 

8404170396 

8404050240* 

8404170266* 

8404170283 

8404030276 

8404030507 

8404270211 

8404090012 

8404260005 

8202030473* 

8404190122 

8404090425 

8404120378 

8404120379* 

8404240016 

8404240019* 

8404240022* 

8404240025* 

8403210162 

8404090476 

8404100489 

8404100493 

8404110429 

8404110431 

8404130061 

8404040283 

8404130025* 

8404050138 

8404190439 


SUBJECT 

CATEGORY 


50-382 Q 
50-382 0 

50-352 T 
CONTRACT 
CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FOIA 

50-348 S 
50-348 E 
50-348 F 

50-348 F 
50-348 F 
50-364 S 
50-364 S 
QA999 

QA999 

SA999 

QA999 

QA999 

QA999 

50-267 Q 
50-297 Q 
50-324 Q 
50-250 Q 
50-461 K 

50-461 Q 
50-461 G 
50-461 S 
50-461 S 
50-461 S 

50-461 S 
50-461 S 
50-461 H 
50-461 S 
50-461 Q 

NUREG 
50-482 Q 
50-382 Q 
50-313 Q 
40-8681 

70-2896 
50-397 I 
50-312 Q 
QA999 
50-293 R 

50-293 B 
50-293 S 
50-293 S 
FOIA 
FOIA 

FOIA 

50-358 A 
WASTE MOT 
XPORTLIC 
XPORTLIC 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
50-275 P 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

50-387 F 
50-309 P 
40-2259 
50-358 A 


536 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HARRELL, E. W. 

8404120185 

50-339 

S 

HARRELL, E. W. 

8404260007 

50-338 

S 

HARRELL, PH. 

84041 00377* 

50-313 

Q 

HARRINGTON, R, M, 

8404100531 

NUREG 


HARRINGTON. W, D. 

8404030276 

50-293 

S 

HARRINGTON. W. D 

8404030302 

50-293 

F 

HARRINGTON, W. D. 

6404030507 

50-293 

S 

HARRINGTON, W. D. 

8404040102 

50-293 

F 

HARRINGTON, W, D. 

8404060334 

50-293 

P 

HARRINGTON, W. D. 

8404100452 

50-293 

F 

HARRINGTON, W. D. 

8404120314 

50-293 

P 

HARRINGTON, W. D. 

8404170283 

50-293 

R 

HARRINGTON, W. D. 

8404170370 

50-293 

Q 

HARRINGTON, W. D, 

8404170431 

50-293 

G 

HARRINGTON, W. D. 

8404190496* 

50-293 

P 

HARRINGTON, W. D. 

8404240425# 

50-293 

Q 

HARRINGTON, W. D. 

8404270211 

50-293 

S 

HARRIS, E. H. 

8404190171* 

50-413 

T 

HARRIS, J. R. 

8404060203* 

50-390 

Q 

HARRIS. L. 

8404040076* 

50-413 

T 

HARRIS, R. H, 

8404260241* 

50-498 

G 

HARRISON, F, 

8404110021 

50-324 

R 

HARRISON, G. 

8404110219 

50-461 

A 

HARRISON. G. 

8404270099 

50-461 

A 

HARRISON. J, d. 

8404030441 

50-329 

A 

HARRISON, J. J. 

8404060227 

50-329 

A 

HARRISON, J. d. 

8404090123 

50-329 

A 

HARRISON, J. d. 

8404090290 

50-329 

A 

HARRISON, J. J. 

8404110238* 

50-329 

Q 

HARRISON, J. J. 

8404190154* 

50-329 

Q 

HARRISON, J. J. 

8404200215 

50-329 

A 

HARTMAN. S, L. 

8404160059 

50-445 

G 

HARTMAN, S. L, 

8404160059 

50-445 

G 

HARTMAN, S. L. 

8404250025 

50-460 

G 

HARTMAN, S. L. 

8404250025 

50-460 

G 

HART2MAN, R. H 

8404180023 

50-247 

P 

HARVEY, H, W. 

8404020268 

NUREQ 


HARVEY, S. 

8404260075 

50-483 

F 

HASSELL, D. F. 

8404060407 

50-508 

G 

HASSELL. D, F. 

8404230155 

50-275 

G 

HATHAWAY, G. H, 

8404050209 

50-341 

J 

HATHAWAY, G. H. 

0404200248 

50-16 

J 

HAUGH, d. d. 

8402130050# 

FOIA 


HAUGHEY, M. F. 

8404050106 

50-410 

E 

HAUGHEY, M, F. 

8404100265 

50-410 

A 

HAUGHEY, M, F. 

8404110035 

50-410 

E 

HAUSER, C. S. 

8404160176* 

50-272 

P 

HAUSER, D. 

8404200068* 

50-133 

G 

HAUSPURO, A. 

8404250094 

50-3 

I 

HAVERKAMP.D. 

8404160187* 

50-271 

Q 

HAVERKAMP.D. 

B404260291* 

50-289 

Q 

HAWKINS, D. A. 

3404020227 

CONTRACT 


HAWKINS, D. A. 

8404050275 

CONTRACT 


HAWKINS, D. A. 

8404170298 

CONTRACT 


HAWKINS, D. A. 

8404200161 

CONTRACT 


HAWKINS, E. F. 

8404050036 

40-8674 


HAWKINS, E. F. 

8404090037 

40-8745 


HAWKINS, E. F, 

8404100401 

40-8768 


HAWKINS, E. F. 

8404100404 

40-8681 


HAWKINS. E. F. 

8404120340 

40-8663 


HAWKINS, T. r, 

8404230139* 

50-413 

T 

HAWXHURST, J. 

8404160091* 

50-247 

Q 

HAWXHURST, J. d. 

8404260292* 

50-219 

G 

HAYES, B. B, 

8404020293# 

COMMISSION 

HAYES, B. B, 

8404030235* 

50-445 

G 

HAYES, B. B. 

8404050418 

50-445 

G 

HAYES, B. B. 

8404190052* 

50-443 

G 

HAYES, B. B. 

8404190157* 

FPIA 


HAYES, B. B. 

8404190158* 

FOIA 


HAYES, B. B. 

8404260497 

50-289 

G 

HAYES, B. W. 

8404110384* 

50-454 

G 

HAYNES, J. G. 

8404020005 

50-361 

R 

HAYNES, d. G. 

8404020033 

50-361 

S 

HAYNES, J, G. 

8404020044 

50-361 

S 

HAYNES. J, G. 

8404020083 

50-361 

s 

HAYNES, d. G. 

8404020127 

50-206 

R 

HAYNES, d. G. 

8404030109 

50-362 

8 

HAYNES, J. G. 

840403031 1 

50-362 

S 

HAYNES, J. G, 

8404030404 

50-362 

S 

HAYNES, d, G. 

8404040045 

50-206 

R 

HAYNES, J. G. 

8404050143 

50-362 

S 

HAYNES, J. 0. 

8404060368 

50-361 

S 

HAYNES, J, G. 

8404090015 

50-361 

S 

HAYNES, d. Q. 

8404100224 

50-206 

R 

HAYNES, d. G. 

8404100327 

50-361 

S 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HAYNES, d. G. 

8404100394 

50-362 

S 

HAYNES, J. G. 

8404120107 

50-361 

s 

HAYNES, d. G. 

8404130026 

50-362 

s 

HAYNES, J. G. 

8404130244 

50-206 

p 

HAYNES, J. G. 

8404130308 

50-206 

s 

HAYNES, J. G, 

8404170133 

50-206 

F 

HAYNES, J. G, 

8404190270 

50-361 

s 

HAYNES, J G. 

8404300029 

50-361 

5 

HAYNES, J. G. 

8404300077 

50-361 

S 

HAYNES, J. O. 

8404300103 

50-361 

S 

HAYS, R. A. 

8404300225 

NUREG 


HEAD, J. G. 

8404030352 

50-128 

R 

HEARD, J. C. 

8404230139* 

50-413 

T 

HEBNER.M- T. 

7905020494* 

FOIA 


HEBNER.M. T. 

7905020504* 

FOIA 


HEBNER.M. T. 

7907120390# 

FOIA 


HEBNER.M. T. 

8006130365* 

FOIA 


HECTOR, A. G. 

8404090425 

WASTE MGT 

HEDGLQN, M. J. 

8404110529 

40-2061 


HEETHER . W. 

8404040011 

XPORTLIC 


HEETHER, W. 

8404230194 

XPORTLIC 


HEETHER. W. 

8404240008 

XPORTLIC 


HEETHER, W. H. 

8404110064 

XPORTLIC 


HEIDEL, C. M. 

8404030359* 

50-341 

K 

HEIDER.L. H. 

8404030532 

50-271 

P 

HEIDER.L. H. 

8404040050 

50-29 

P 

HEIDER.L. H. 

8404040072* 

50-29 

F 

HEIDER.L. H. 

8404060288 

50-29 

P 

HEIDER.L. H. 

8404190360 

50-29 

P 

HEIMAN, D. 

8404230188 

XPORTLIC 


HEIMAN.D. 

8404230458 

XPORTLIC 


HEITNER, K. L. 

8404050159 

50-309 

P 

HEITNER. K. L 

8404060431 

50-309 

P 

HEITNER, K. L. 

8404110018 

50-309 

P 

HEITNER, K. L. 

8404190044 

50-309 

P 

HEITNER, K. L. 

8404200160 

50-309 

P 

HEITNER, K. L. 

8404230393 

50-336 

P 

HEITNER, K. L, 

8404300011 

50-336 

P 

HELFRECHT, D. J. 

8404030382# 

50-305 

I 

HELGESON, K. A. 

8404110525 

70-820 


HELGESON. K. A. 

8404300025 

70-820 


HELLER, J. K. 

8404190197* 

50-315 

0 

HELTEMES. C. J. 

S404050164 

MISC 


HELTEMES, C. J. 

8404050167 

MISC 


HELTEMES. C. J. 

8404090054 

MISC 


HELTEMES. C. J. 

8404120010 

MISC 


HELTEMES, C. J. 

8404120016# 

MISC 


HELTEMES. C. J. 

8404120026# 

MISC 


HELTEMES. C. J, 

8404120380# 

50-366 

S 

HELTEMES, C. J. 

8404130040 

50-251 

s 

HELTEMES, C. J. 

8404 130042# 

50-251 

s 

HELTEMES. C. J. 

8404130046# 

50-251 

s 

HELTEMES. C. J. 

8404130047# 

50-251 

s 

HELTEMES, C. J. 

• 8404130048* 

50-251 

s 

HELTEMES, C. J. 

8404130049# 

50-251 

s 

HELTEMES, C. J. 

8404130052# 

50-251 

s 

HELTEMES, C. J. 

8404130074* 

50-251 

s 

HELTEMES, C. J. 

8404130084* 

50-251 

s 

HELTEMES, C. J. 

8404200066 

MISC 


HELTEMES, C. J. 

8404200147 

50-322 

s 

HELTEMES, C. J. 

8404240031 

NUREG 


HELTEMES, C, J. 

8404240032* 

NUREG 


HELTEMES, C. J. 

8404240034* 

NUREG 


HELTEMES, C. J. 

8404240037* 

NUREG 


HELWIG, D. R 

8404200200 

REGGD 


HEMPHILL, J. 

8404170461 

PT21 


HENCH. J. E. 

8404130028 

XPORTLIC 


HENCH. J. E. 

8404130032* 

XPORTLIC 


HENNEN, E H. 

8404120161* 

50-409 

p 

HENRICKS, D. R. 

8404160176# 

50-272 

p 

HENRI OKS, H. 

8404020165* 

50-206 

s 

HENRY, L. 0. 

8404170003 

50-57 

R 

HENSLEY, K. D. 

84040904B6 

70-143 


HENSLEY, K. D. 

8404110241 

70-143 


HENSLEY, K. D. 

8404110243# 

70-143 


HENSLEY. K. D. 

8404300048 

70-143 


HENSLEY. K. D. 

8404300052 

70-143 


HENSLEY. K. D. 

8404300301 

70-143 


HENSLEY. K. D. 

8404300306 

70-143 


HERDT. A. R. 

8404040032* 

50-413 

A 

MERINO, R.F. 

8404300023 

50-316 

P 

HERMANN. R. A. 

8404110062 

50-220 

P 

HERMANN, R. A. 

8404230180 

50-220 

Q 

HERMAN, R. W. 

8202240137* 

50-329 

s 

HERR.R. K. 

8404190157* 

50-445 

Q 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HERR. R. K. 

84041901 5G* 

50-445 

Q 

HERRINGTON, W. N. 

8404260323* 

50-382 

Q 

HERRINGTON, W. N, 

8404260356* 

50-382 

Q 

HERSCH. M. M. 

8404020153 

XPORTLIC 


HERSCH, M. M. 

8404020161 

XPORTLIC 


HERSCH, M. M. 

8404040018 

XPORTLIC 


HERSCH. M. M. 

8404120360 

XPORTLIC 


HERSCH, M. M, 

8404230193* 

XPORTLIC 


HERSCH, M M. 

8404230453 

XPORTLIC 


HERSCH, M. M. 

8404240522 

XPORTLIC 


HERSCH, M. M. 

8404240540* 

XPORTLIC 


HERSCH, M. M. 

8404250307 

XPORTLIC 


HERSH, M. M. 

8404020150 

XPORTLIC 


HESTER, R. L. 

8404240413* 

50-302 

I 

HETRICK, D. M. 

8404180403 

NUREG 


HEYWQOD, J. B . 

8404050057* 

CONTRACT 


HIATT, S. L. 

8404040059 

50-440 

G 

HICKEY, J. W. 

8404190223* 

FOIA 


HIGBY, D. P. 

8404260323# 

50-382 

a 

HIGBY, D. P, 

8404260356* 

50-382 

Q 

HIGGINBOTHAM, L, 

8404170316 

WASTE MGT 

HIGGINBOTHAM, L. 

8404170584 

WASTE MGT 

HIGGINBOTHAM, L. 

8404170624 

WASTE MGT 

HIGGINBOTHAM, L 

8404170630 

WASTE MGT 

HIGGINBOTHAM, L. 

8404180006 

WASTE MGT 

HIGGINBOTHAM, L. 

8404270293 

40-299 


HILDENBRAND, P. 

8404100401 

40-8768 


HILDENBRAND, P. 

8404100404 

40-8681 


HILL, C. Z. 

8404100409 

40-8584 


HILL, D. 

8404170029* 

CONTRACT 


HILL, M. D. 

8404050374 

50-324 

F 

HILLS. D. E. 

8404240429* 

50-341 

Q 

HILTS, S. V, 

8404040205 

PRM 


HIND. J. A. 

8404030175 

50-483 

Q 

HIND, J. A. 

8404060086 

50-346 

G 

HIND, J. A. 

8404060091# 

50-346 

a 

HIND, J. A. 

8404110220 

50-295 

G 

HINDS, J, 

S40413016S 

50-275 

s 

HINDS, J. M. 

8404110384# 

50-454 

G 

HINES, A. H, 

8404240410# 

50-302 

I 

HINKELMAN, L. 0. 

8404030122 

QA999 


HINTZE. L. F, 

8404100544 

WASTE MGT 

HINZE, W, J, 

8404270208 

RES 


HINZE, W. J. 

8404270214# 

RES 


HIRSCH, A. 

8404250086 

PR 


HIRSCH, D. 

8404110096 

50-142 

C 

HIRSCH, D. 

8404110199 

50-142 

G 

HIRSCH, D. 

8404110500 

50-142 

G 

HIRSCH, D. 

8404270245 

50-142 

G 

HOBBS, S. H. 

0404040081 

TOP REP 


HOBBS. S, H, 

8404040081 

TOPREP 


HOCH, J. B. 

8404030079# 

50-275 

G 

HOCHFELDER, E. 

8404130267 

PT21 


HODGDON, A. P. 

8404040125 

50-352 

T 

HODGDON, A. P. 

8404040203 

50-352 

G 

HODGDON, A. P. 

8404060418 

50-352 

G 

HODGDON, A. P. 

8404060420 

50-352 

G 

HODGDON, A. P. 

84041 10487 

50-352 

G 

HODGDON. A. P. 

84041 10489 

50-352 

G 

HODGDON, A. P. 

84041 10514 

50-352 

G 

HODGDON, A. P. 

84041 1Q538 

50-352 

G 

HODGDON, A. P. 

8404120402 

50-352 

G 

HODGDON, A. P. 

8404180291 

50-352 

G 

HODGDON, A. P. 

B4041 80324 

50-352 

T 

HODGDON, A. P. 

8404230131 

50-352 

G 

HODGDON, A, P. 

8404230153 

50-352 

G 

HODGDON, A. P. 

8404240138 

50-352 

G 

HODGDON, A. P. 

8404270247 

50-352 

G 

HODGES, W. 

8404240072 

50-322 

T 

HODSON, J. S, 

8404060200# 

50-352 

G 

HOFFMAN, D, P . 

8404110118 

50-155 

R 

HOFFMAN, D. R. 

8404100519 

50-388 

P 

HOFFMAN. J. 

84041 10229 

50-219 

J 

HOFFMAN, R.F, 

8404170358# 

50-352 

A 

HOFFMAN, R.F. 

8404170364# 

50-352 

A 

HOGAN, R. 

8404090249# 

50-387 

G 

HOGAN, R. T. 

8404190295# 

50-271 

G 

HOLDEN, C. 

8404090286# 

50-309 

G 

HOLEMAN, G. R . 

8404040198 

PR 


HOLEMAN, G. R. 

8404040198 

PR 


HOLEMAN, G. R. 

8404040200 

PRM 


HOLEMAN, 0. R. 

8404040200 

PRM 


HOLEMAN, 0. R, 

8404040202# 

PRM 


HOLEMAN, G. R 

8404120295 

PRM 


HOLLABAUGH, R. E. 

8112310093# 

FOIA 
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ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HOLLAND. W. E. 

8404060326* 

50-390 

Q 

HOLLAR, D. E, 

8404250263 

50-400 

G 

HOLLAR, D. E. 

8404250269 

50-400 

G 

HOLLENBACH. D. 

8404240337* 

50-528 

Q 

HOLLEY, W. L. 

8404100217* 

50-285 

Q 

HOLLEY, W. L. 

8404260354* 

50-445 

Q 

HOLLOWAY. C. J. 

8404190061* 

50-395 

P 

HOLLOWAY, C. J, 

8404190075* 

50-395 

P 

HOLLY, W. L 

8404030232* 

50-267 

Q 

HOLMES-RAY, P. 

8404060111* 

50-366 

Q 

HOLMES-RAY, P. 

8404170415* 

50-321 

Q 

HOLONICH. J. 

8404200073 

50-482 

Q 

HOLONICH, J. J. 

8404060397 

50-483 

A 

HOLONICH, J. J. 

8404170048 

50-483 

A 

HOLT. J. 

8404090445 

50-247 

G 

HOLT, J. 

8404120075 

50-247 

G 

HDLZMER, M. M. 

8404190239* 

50-295 

Q 

HOOD, E. E 

8404100223 

50-18 

I 

HOPEWELL, R. W. 

8404260228* 

50-454 

S 

HDPKE, P. K. 

8404170344 

50-151 

S 

HOPKINS, J. B. 

8404090029 

50-395 

P 

HOPPER, A, 

8404040124 

CONTRACT 


HOPPER, A. 

8404040131 

CONTRACT 


HOPPER, A. 

8404040136 

CONTRACT 


HOPPER, A. 

8404040212 

CONTRACT 


HOPPER, A. 

8404040228 

CONTRACT 


HOPPER, A 

8404110155 

CONTRACT 


HORATH, E, A. 

8404180354 

50-346 

p 

HORIN, W. A 

8404120423 

50-445 

G 

HORIN, W. A. 

8404060411 

50-445 

G 

HORIN, W, A. 

8404060411 

50-445 

G 

HORIN, W A. 

8404100495 

50-445 

G 

HORIN, W. A. 

8404100495 

50-445 

G 

HORIN, W. A. 

8404120071 

50-445 

G 

HORIN, W. A. 

8404120071 

50-445 

G 

HORIN, W. A, 

8404120423 

50-445 

G 

HORIN, W. A. 

8404130124 

50-445 

G 

HORIN, W. A. 

8404130124 

50-445 

G 

HORIN, W. A. 

8404160107 

50-445 

G 

HORIN, W. A. 

8404160107 

50-445 

G 

HORIN, W. A, 

8404170253 

50-445 

G 

HORIN, W. A. 

8404170253 

50-445 

G 

HORIN, W. A. 

8404170525 

50-445 

G 

HORIN, W. A. 

0404170525 

50-445 

G 

HORIN, W. A. 

8404170535 

50-445 

G 

HORIN, W, A. 

8404170535 

50-445 

G 

HORIN, W. A. 

0404180319 

50-445 

G 

HORIN, W. A, 

8404180319 

50-445 

G 

HORIN, W. A. 

8404190131 

50-445 

G 

HORIN, W. A. 

8404190131 

50-445 

G 

HORIN. W, A. 

8404240433 

50-445 

G 

HORIN, W, A, 

8404240433 

50-445 

G 

HORIN. W. A 

8404250266 

50-445 

G 

HORIN, W. A. 

8404250266 

50-445 

G 

HORIN, W. A. 

8404250270 

50-445 

G 

HORIN. W. A. 

8404250270 

50-445 

G 

HORIN, W A. 

8404250273 

50-445 

G 

HORIN, W. A, 

8404250273 

50-445 

G 

HORNE. M L. 

0404050315* 

50-373 

Q 

HORRQCKS, D. L. 

8404030476 

PRM 


HORTON, F. 

8404040286* 

50-244 

V 

HOSEY. C. M. 

8404060293* 

50-280 

Q 

HOSEY.C, M. 

0404240417 

50-324 

S 

HOSLER, A. Q. 

8404060103 

TOPREP 


HOSLER, A. G. 

8404060249 

TOPREP 


HOSSLER.D. E. 

8307260467 

50-289 

H 

HOSSLER.D. E. 

8404060276 

50-289 

H 

HOUSTON, M D. 

8404130390 

50-416 

P 

HOUSTON, M. D. 

8404250204 

50-416 

S 

HOUSTON, R. W. 

8308170116 

50-289 

P 

HOUSTON. R, W. 

8309220267* 

50-400 

E 

HOUSTON, R. W. 

8404030059 

50-373 

S 

HOVIS, L, B. 

8404060417 

50-289 

G 

HOWARD, G, E, 

8404110013 

NUREG 


HOWE,P. W. 

8404030339 

50-324 

F 

HOWE.P W. 

8404030344 

50-324 

F 

HOWE, P. W, 

0404060140 

50-325 

P 

HOWE. P. W. 

8404060199 

50-324 

Q 

HaWE,P. W. 

8404170371* 

50-324 

G 

HOWE, T, M. 

8202080473* 

FOIA 


HOWE, T. M. 

8301120599* 

FQIA 


HOXIT, L. R. 

8404050272* 

CONTRACT 


HQYT.H, F. 

8404270253 

50-443 

G 

HUBACEK. W. G. 

8404190105* 

50-498 

Q 

HUDSPETH, J. B. 

8404050377 

50-348 

F 


HUDSPETH, J. B. 
HUEBNER. L. G. 
HUEBNER, L. G. 
HUEBNER, L. G. 
HUEBNER, L. G. 

HUETER, L. J. 
HUFFMAN, G. N. 
HUGHES. W. G. 
HUKILL. H, 
HUKILL. h. D. 

HUKILL, H. D. 
HUKILL, H. D. 
HUKILL, H. D, 
HUKILL, H. D. 
HUKILL, H. D. 

HUKILL, H. D. 
HUKILL, H. D. 
HUKILL, H. D. 
HUKILL, H D. 
HUKILL, H. D. 

HUKILL, H. D, 
HUKILL, H. D. 
HUKILL, H D. 
HUKILL, H. D. 
HUKILL, H. D. 

HUKILL, H. D. 
HUKILL, H. D. 
HUKILL, H. D. 
HUNNXCUTT, D, M. 
HUNNICUTT, D. M. 

HUNNICUTT, D. M. 
HUNNICUTT. D. M. 
HUNNICUTT, D. M. 
HUNNICUTT. D. M. 
HUNNICUTT, D. M. 

HUNNICUTT, D. M. 
HUNNICUTT, D. M, 
HUNNICUTT. D. M. 
HUNT. M D. 
HUNTER, R. S, 

HURWITZ. D. 
HURWITZ, D. A. 
HURWITZ, D. A. 
HURWITZ, D. A. 
HURWITZ, D. A. 

HURWITZ, D. A. 
HURWITZ, D, A. 
HURWITZ, D, A. 
HURWITZ, D. A. 
HURWITZ. D. A. 

HURWITZ, D. A. 
HURWITZ, D. A. 
HURWITZ, D. A. 
HURWITZ, D. A. 
HURWITZ, D, A. 

HURWITZ, D. A. 
HURWITZ, D. A. 
HURWITZ, D. A, 
HURWITZ, D, A. 
HURWITZ, D. A. 

HURWITZ, D. A. 
HURWITZ. D. A. 
HURWITZ, D. A, 
HURWITZ, D. A. 
HURWITZ, D. A. 

HURWITZ, D. A. 
HURWITZ, D. A. 
HURWITZ, D A. 
HUSAIN, A. 
HUTCHISON, H. A. 

RYDER, E. 
IDEKER, R. L. 
IDEKER, R. L. 
ICNATONIB, A. J, 
IGNE, E, G. 

I ON AT A, D. G. 
IRELAND, R. E, 
IRWIN, D, P. 
IRWIN, D. P. 
IRWIN, D. P, 

IRWIN, D. P. 
IRWIN, D. P. 
IRWIN, D. P, 
IRWIN, D. P, 
IRWIN. D. P. 


ACCESSION 

NUMBER 

8404060140 

B404030073* 

8404060197# 

8404060239* 

8404060284* 

8404170027* 

8404170380* 

8404030069 

8404060130 

8404030264 

8404050191 

8404060201 

8404060211 

8404060220 

8404090350 

8404100171 

8404100174* 

8404170096 

8404170360 

8404170379 

8404170398 

8404170457 

8404190254 

8404190359 

8404200249 

8404230065 

8404240050 

8404260316* 

8404030232* 

8404030410* 

8404030460* 

8404100188* 

8404100384* 

8404130223* 

8404170068* 

8404260302* 

8404260354* 

8404260452* 

8404170436* 

8404030224 

8404260102* 

7911140248* 

8002010149* 

8007150384* 

8404260026* 

8404260029* 

8404260046* 

8404260048* 

8404260052* 

8404260053* 

8404260056* 

8404260061* 

8404260063* 

8404260067* 

8404260071* 

8404260072* 

8404260074* 

8404260082* 

8404260088* 

8404260096* 

8404260 UO* 
8404260112* 
8404260115* 
8404260116* 
8404260129# 

8404260135* 

8404260140# 

8404260155* 

8404130025* 

8404160068* 

8404260302* 

8404060075 

8404110483 

8404170182* 

8404050140* 

8404180141 

8404260207* 

8404100143 

8404100158 

8404160223 

8404160223 

8404160226 

8404160226 

8404160229 

8404160229 


SUBJECT 

CATEGORY 


50-289 P 
50-289 P 
50-289 Q 
50-289 R 
50-289 F 

50-289 R 
50-289 Q 
50-289 P 
50-289 P 
50-289 R 


IRWIN, D. P. 
IRWIN, D, P. 
IRWIN, H, R, 
ISHIMOTO, W. Y. 
IVY, S. T. 

JABBOUR, K. N. 
JABLONSKI, F. J. 
JACKIW, T. N. 
JACKSON, G. 
JACKSON, G. 

JACKSON, G. 
JACKSON, G. 
JACKSON, G. 
JACKSON, J, M. 
JACKSON, K. C. 

JACKSON, L. H. 
JACKSON, L, H. 
JACKSON, L. H. 
JACKSON, R. W. 
JACOBS, A. 

JACOBS, A. 
JACOBS, A. 
JACOBS, A. 
JACOBS, A, 
JACOBS, A. 

JACOBS, G. K. 
JACOBS, H, R. 
JACOBS, P. R. 
JACOBS, R. 
JACOBSON, M. J. 

JAFFE, D. H. 
JAFFE, D. H. 
JAFFE, D. H. 
JAFFE, D. H. 
JAFFE, D, H 

JANG, J. C. 
JANUSKA, A, G, 
JAPE, F. 

JAPE, F. 

JAPE, F. 


JAPE. F. 

JAUDON, J. 
JAUDON, J. P, 
JAUDON. J. P. 
JAUDON, J. P, 

JAUDON, J. P. 
JAUDON, J, P. 
JAUDON, J. P. 
JAUDON, J. P. 
JEANMONOD. J. 

JEFFERS. 0. J. 
JEN, 0. 

JENKINS, 0. R. 
JENKINS, 0, R. 
JENKINS, Q. R. 

JENKINS, G. R. 
JENNINGS, D, W, 
JENS, W, H. 

JENS, W. H. 

JENS, W, H. 

JENS, W. H. 

JENS, W. H. 

JENS, W. H. 
JERRETT, L. E. 
JESSEN, D, 

JE8SEN, D. 
JESSEN, D. 
JESSUP. B. 
JESSUP, B. 
JIACOLETTI, R. J. 

JIERREE.C, C. 
JOHNSON, A. 
JOHNSON, A. D. 
JOHNSON, A. D. 
JOHNSON, B. D, 

JOHNSON, 0. D. 
JOHNSON, B, D. 
JOHNSON, B. D. 
JOHNSON, B, D. 
JOHNSON. B. D. 


ACCESSION 

NUMBER 

8404230336 

8404230336 

8404110185 

8404120389 

84041B0370* 

8404040332 

8404160085* 

8404190217* 

8404090169* 

8404110147* 

8404120174 

8404260054* 

8404260055* 

8404030325* 

8404300197 

8404060090* 

8404060314* 

8404170455* 

8404040067* 

840404030S 

8404050427 

8404100432 

8404130182 

8404240483 

8404250201 

8404160218 

8404170255 

8404180250* 

8404170447* 

8404090491* 

8404110038 

8404110606 

8404130175 

8404200105 

8404300130 

8404260348* 

8404130226* 

8404060098* 

8404060124* 

8404060133* 

8404060157* 

8404060173* 

B404060348* 

8404060365* 

8404170114* 

8404170193* 

8404030220* 

8404030088* 

8404030278* 

8404030281* 

8404030368* 

8404130223* 

8404260355* 

8404260357 

8404130212 

8404030387* 

8404090164 

8404050114* 

8404170176* 

8404170380* 

8404240417 

8404200169* 

8404030416 

8404090300 

8404120148 

8404160178* 

8404260066 

8404270003 

8404040189 

8404090164 

8404 100267 
8404160072 
8404040037 
8404100289 
8404190152* 

8404060426 

8404090285 

8404240432* 

8404240446* 

8404020023 

84040201 85 
8404060231 
8404060377 
8404130234 
8404170091 


SUBJECT 

CATEGORY 

50-322 G 
50-322 G 
71-6601 
NUREG 
50-275 P 

50-413 E 
50-461 Q 
50-409 Q 
FQIA 
71-6294 

71-9036 

FOIA 

FOIA 

50-259 F 
27-39 

50-390 Q 
50-417 Q 
50-424 Q 
50-416 P 
CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

NUREG 
50-72 R 
CONTRACT 
50-388 Q 
50-275 G 


50-324 S 
CONTRACT 
50-341 A 
50-341 S 
50-341 A 


50-254 F 
50-254 F 
CONTRACT 
50-10 P 
FOIA 

40-2259 
WASTE MGT 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGOf^y 


JOHNSON, B. D. 

84042001 19 

50-255 

P 

JOHNSON, T. L. 

8404110044 

WASTE MGT 

JORDAN, E. L. 

8404090357* 

50-295 


JOHNSON, C. A. 

S404060006 

WASTE MGT 

JOHNSON, T. L. 

8404170323* 

WASTE MGT 

JORDAN, E. L. 

8404130404 

50-3 


JOHNSON, C. A. 
JOHNSON, C. A. 

8404060007 

8404180149 

WASTE MGT 

PR 

JOHNSON, W. A. 
JOHNSON, W. D. 

8404270076* 

8404030070* 

50-346 

50-285 

I 

Q 

JORDAN, E. L. 
JORGENSEN, B. L. 

8404160130 

8404020059* 

50-3 

50-255 


JOHNSON, C. E. 

8404030220* 

50-458 

Q 

JOHNSON, W. D. 

8404030088* 

50-482 

Q 

JOYCE, J. A. 

8404300225 

NUREG 


JOHNSON, C. E. 

8404030281# 

50-382 

Q 

JOHNSON, W. D. 

8404030089* 

50-482 

Q 

JOYNER, J. 

8404090322 

50-219 


JOHNSON, D. 

8404190159* 

50-413 

T 

JOHNSON, W. D. 

8404030153* 

50-285 

Q 

JOYNER, J. 

8404160156 

50-219 


JOHNSON, D. 

8404260291* 

50-289 

3 

JOHNSON, W. D. 

8404030232* 

50-267 

Q 

JOYNER, J. 

8404240427 

50-293 


JOHNSON, D. M. 

8404260257* 

50-334 

3 

JOHNSON, W. D. 

8404030278* 

50-482 

G 

JOYNER, J. H. 

8404060208* 

70-371 


JOHNSON, E. 

8404030215 

50-458 

3 

JOHNSON, W. D. 

8404030323* 

50-313 

G 

JOYNER, J. H. 

8404120133* 

50-289 

G 

JOHNSON, E. H. 

8404020009 

50-267 

P 

JOHNSON, W. D. 

8404030484* 

50-482 

G 

JOYNER, J. H. 

8404190277* 

70-371 


JOHNSON, E. H. 

8A04020031 

50-498 

3 

JOHNSON, W. D. 

8404060323 

50-285 

S 

JOYNER, J. H. 

8404190355* 

50-388 


JOHNSON, E. H. 

8404020037 

50-498 

3 

JOHNSON, W. D. 

8404100217* 

50-285 

G 

JOYNER, J. H. 

6404240282* 

50-387 


JOHNSON, E. H. 

8404030196 

50-267 

3 

JOHNSON, W. D. 

8404100262* 

50-482 

G 

JOYNER, J. H. 

8404240334* 

50-277 


JOHNSON, E. H. 

8404030227 

50-267 

3 

JOHNSON, W. D. 

8404100351* 

50-285 

G 

JULIAN, C. A. 

8404060326* 

50-390 

G 

JOHNSON, E. H. 

8404030275 

50-382 

3 

JOHNSON, W. D. 

8404100377* 

50-313 

G 

JULIAN, C. A. 

8404060381* 

50-438 

Q 

G 

JOHNSON, E, H. 

8404030362 

50-298 

3 

JOHNSON, W. D. 

8404100509* 

50-482 

G 

JULIAN, C. A. 

8404170118* 

50-327 

JOHNSON, E, H. 

8404030366 

50-498 

3 

JOHNSON, W. D. 

8404130223* 

50-267 

G 

JULIAN, C. A. 

8404170172* 

50-327 

0 

JOHNSON, E. H. 

8404030414 

50-382 

3 

JOHNSON, W. D. 

8404260269* 

50-313 

G 

JULIAN, C. A. 

8404240424 

50-327 

S 

JOHNSON, E, H. 

8404030451 

50-445 

3 

JOHNSON, W. D. 

8404260313* 

50-482 

G 

JURGENSEN, R. W. 

8404200168 

50-315 

F 

JOHNSON, E. H. 

8404060078 

50-267 

P 

JOHNSON, W. P. 

8404100219 

50-443 

Q 

KALITOWSKI, T. 

8404090285 

WASTE MQt 

JOHNSON, E. H, 

8404060107 

50-313 

0 

JOHNSON, W. P. 

8404170078 

50-443 

G 
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LEVENTHAL. P. L. 

8404250169 

PR 


LIN, W. 

8404030564 

NUREG 


1 

LAPRADE, M. H. 

8404040195 

PRM 


LEVERANT, G. R. 

8404090335* 

50-339 

Q 

LINDEMER, T. B, 

8404100531 

NUREG 



LARIZZA, G. F. 

8404030466 

50-244 

S 

LEVr.R. P. 

8404200029* 

50-250 

P 

LINDER, F. 

8404030268 

50-409 

F 


LARIZZA, G. F. 

8404170304 

50-244 

s 

LEVIN, H. A. 

84040601 13 

50-329 

A^ 

LINDER, F. 

8404030289 

50-409 

P 

1 

LARIZZA, O.F. 

8404240283 

50-244 

8 

LEVIN, H. A. 

8404200234 

50-329 

R 

LINDER, F. 

8404090328 

50-409 

P 

1 

LARSON, C. E. 

8404090321 

50-263 

Q 

LEVIN. H. A. 

8404200239* 

50-329 

R 

LINDER' F. 

840411012Q 

50-409 

R 

1 

LARSON, C. R. 

8404240070* 

70-368 


LEVIN, H. A, 

8404200319 

50-329 

A 

LINDER, F. 

8404120155 

50-409 

P 

1 

LARSON, G. D. 

8404040375* 

50-275 

G 

LEVINE, J. M. 

8404050387 

50-313 

F 

LINDER, F. 

8404120300 

50-409 

S 

1 

LATHAM, D. W. 

8404270153 

50-317 

P 

LEVINE, J. M. 

8404050413 

50-313 

F 

LINDER, F. 

8404120304 

50-409 

P 

4 

1 

LAUDEN, W. 

8404170061 

I&E 


LEVINE, U. M. 

8404050478 

50-313 

F 

LINDER, F. 

8404130245 

50-409 

P 

1 

LAURENSON, U. A. 

8404050033 

50-322 

G 

LEVINE, U. M. 

8404130129 

50-313 

F 

LINDER, F. 

8404160183* 

50-409 

a 


LAURENSON, J. A. 

8404120085 

50-322 

0 

LEVINE, U. M. 

8404130140 

50-313 

F 

LINDER, F. 

8404190368 

50-409 

p 

1 

LAURENSON, J. A. 

8404130136 

50-322 

G 

LEVINE, J. M. 

8404170122 

50-313 

S 

LINDER, F. 

8404230169 

50-409 

F 


LAURENSON, J. A. 

8404240062 

50-322 

G 

LEVINE, J, M. 

8404200082 

50-368 

s 

LINDSEY. D. J. 

8404040167 

50-333 

s 


LAVERTY, U. H. 

8404260491 

50-416 

G 

LEVINE, J. M. 

8404200263 

50-313 

F 

LINDSEY, D. J. 

8404230001 

50-333 

s 


LAVERTY, U. H. 

8404260491 

50-416 

G 

LEVINE, J. M. 

8404250033 

50-368 

S 

LINDSTROM,M. 

8404230201 

XPORTLIC 


LAWRENCE, M. J. 

8404110372 

WASTE MGT 

LEVINE, J. M. 

8404250119 

50-313 

s 

LINEHAN, J. 

8404020114 

WASTE HOT 


LAWRENCE, M, J. 

8404180149 

PR 


LEVINE. J. M. 

8404260160 

50-313 

s 

LINEMAN, J. J. 

8404300258* 

WASTE HOT 
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LINGENFELTER> J. 

8403280026-tt 

50-289 

P 

LYONS. W. T. 

LINHART, D. 

840424004 !•» 

CONTRACT 


MACCRAE, M. 

LIMVILLE, J. 

8404160141 

50-311 

S 

MACDONALD. C. E 

LINVILLE. J. c, 

e404120301-» 

50-272 

Q 

MACDONALD. C. E. 

LIPINSKI. D. R. 

84041601 18# 

50-245 

Q 

MACDONALD. C. E. 

LIPIN3KI*D. R. 

8404240377# 

50-336 

Q 

MACDONALD. C. E. 

LIPPINCOTT, E. P. 

8404170026 

NUREG 


MACDONALD. C. E. 

LIPSKY. M. 

8404030380# 

50-322 

T 

MACDONALD. C. E 

LIPSKY. M. 

8404050100# 

50-322 

r 

MACDONALD. C. E. 

LISENO, R. T 

S4041 10343 

50-333 

s 

MACDONALD. C. E. 

LISENO. R. T. 

8404250002 

50-333 

s 

MACDONALD. C. E. 

LISENO. R. T, 

8404250031 

50-333 

s 

MACDONALD, C. E. 

LITTLE. B. H 

84041 10328# 

50-483 

Q 

MACDONALD. C. E, 

LITTLE. W. S, 

8404030381 

50-329 

Q 

MACDONALD. C. E. 

LITTLE. W. S. 

8404030440 

50-454 

Q 

MACDONALD, C. E. 

LITTLE. W. S. 

8404030448# 

50-454 

Q 

MACDONALD, C. E. 

LITTLE. W, S. 

8404060352 

50-454 

Q 

MACDONALD. C. E. 

LITTLE. W, S. 

8404090274 

50-266 

Q 

MACDONALD, C. E. 

LITTLE. W. S. 

8404090275# 

50-266 

Q 

MACDONALD, C. E. 

LITTLE. W. S. 

8404090369 

50-461 

G 

MACDONALD. C. E. 

LITTLE. W. S. 

8404110270 

50-483 

G 

MACDONALD, C. E. 

LITTLE. W. 5. 

8404170059 

50-456 

G 

MACDONALD. C. E, 

LITTLE. W. S. 

8404190261 

50-266 

G 

MACDONALD. C. E. 

LITTLE. W. S. 

8404190278 

.50-440 

G 

MACDONALD, C. E. 

LITTLE. W. S. 

8404240263 

50-461 

G 

MACDONALD, C. E. 

LITTLE, W. S. 

8404240339 

50-10 

Q 

MACDONALD, C. E. 

LLEWELLYN. D. 

8404190482 

FOIA 


MACDONALD, C. E. 

LLEWELLYN. D. H. 

8404040034# 

FOIA 


MACDONALD. C. E. 

LLEWELLYN. D. H. 

8404040042# 

FOIA 


MACDONALD. C, E. 

LLEWELLYN. D. H. 

8404040049# 

FOIA 


MACDONALD. C, E. 

LLEWELLYN. D. H. 

8404040053# 

50-413 

T 

MACDONALD. C. E. 

LOCKE. R. F. 

8404190124 

50-275 

G 

MACDONALD, C, E. 

LOCKERT. S, 

8404130131# 

50-275 

G 

MACDONALD. C. E, 

LOCKERT, S. 

8404190129# 

50-275 

S 

MACDONALD. C. E. 

LOCKHART. W. J. 

8404160157 

WASTE MGT 

MACDONALD. C. E. 

LOCKHART. W. J, 

8404160157 

WASTE MGT 

MACDONALD. C. E. 

LOCKHART, W. J. 

8404160157 

WASTE MGT 

MACDONALD, C, E. 

LOFY. R, A. 

8404020099# 

50-275 

P 

MACDONALD. C, E 

LOFY. R. A, 

8404020105# 

CONTRACT 


MACDONALD, C. E. 

LOGSDON. M. J. 

8404040328 

WASTE MGT 

MACDONALD. C. E. 

LOKEN. M, K. 

8404040205 

PRM 


MACDONALD, C. E, 

LOMAX. D. B, 

8404250001 

50-368 

S 

MACDONALD, C. E. 

LOMAX, D. B, 

8404250033 

50-368 

S 

MACDONALD. C. E. 

LOMAX - D. B, 

8404250115 

50-368 

S 

MACDONALD, C, E. 

LOMAX. D B. 

84042501 19 

50-313 

s 

MACDONALD. C. E, 

LOMAX. D. B. 

8404260160 

50-313 

s 

MACDONALD, C. E. 

LOPQSQR. K. 

8404260323# 

50-382 

G 

MACDONALD. C, E. 

LOPOSOR, K. 

8404260356# 

50-382 

Q 

MACDONALD, C E. 

LORENTZ, R. E. 

8404060427# 

50-445 

G 

MACDONALD, C. E. 

LORENZ. R, A. 

8404020277 

NUREG 


MACDONALD. C. E 

LOTCHIN. P. 

8404100498 

50-400 

G 

MACDONALD. C. E. 

LOTITQ, M. A. 

8404050362# 

CONTRACT 


MACDONALD. C. E. 

LOTITO. M, A. 

8404200103# 

CONTRACT 


MACDONALD, C. E. 

LOUX. R. R. 

8404180149 

PR 


MACDONALD. C. E. 

LOVE. R. S. 

8404030456# 

50-454 

G 

MACDONALD, C. E. 

LOVENDALE. P. C. 

8404090367# 

50-266 

G 

MACDONALD. C. E, 

LOWENTHAL. J. W. 

8404030437# 

50-275 

G 

MACDONALD, C. E. 

LU. S. C. 

8404120384 

NUREG 


MACDONALD, C. E. 

LU. S. G, 

8404250006 

NUREG 


MACDONALD, C. E, 

LUBBOCK. D. G. 

8404090414 

50-275 

G 

MACDONALD, C. E. 

LUCAS, L, 

8404090425 

WASTE MGT 

MACDONALD, C. E, 

LUCK AS, W. J. 

8404020011 

NUREG 


MACDONALD, C, E, 

LUDWIG. A. 

8404110452 

CONTRACT 


MACDONALD, J. A. 

LUEBKE. E. A 

8404160028 

50-142 

G 

MACINSKA, F, L. 

LUMB. R. F. 

8404050434# 

CONTRACT 


MACKAY. S. 

LUNDVALL. A. E. 

8404020101 

50-310 

P 

MACKAY, S. D. 

LUNDVALL. A. E. 

8404120270 

50-317 

P 

MACKAY, S. D. 

LUNDVALL. A. E, 

8404160182 

50-317 

P 

MACRAE. J. B. 

LUNDVALL, A. E. 

8404160200 

50-317 

G 

MACRAE. J. B. 

LUNDVALL. A. E. 

8404170099 

50-317 

Q 

MACRAE, J. B. 

LUNDVALL. A. E. 

8404170106 

50-317 

G 

MACRAE, J. B. 

LUNDVALL, A. E. 

8404170387 

50-317 

P 

MACRAE. J. B. 

LUNSFORD. P. R. 

8404190150# 

50-413 

T 

MACRAE. J. B, 

LUNSFORD, P. R. 

8404 I 90 159# 

50-413 

T 

MACRAE. J. B, 

LUN.SFORD, P. R. 

8404190171# 

50-413 

T 

MACRAE. J. B, 

LUNSFORD. P. R. 

8404190179# 

50-413 

T 

MACRAE. J, Q. 

LUNSFORD, P. R. 

8404190194# 

50-413 

T 

MACRAE. J. B, 

LUNSFORD, P. R. 

8404190201# 

50-413 

T 

MACRAE. J. B. 

luptak. a. 

8404090286# 

50-309 

Q 

MACRAE. J. B, 

LUPTAK. A. 

8404120135# 

50-443 

G 

MADDEN. J, 11. 

LUPTAK. A. 

8404260330 

50-318 

S 

MADDEN. W, 

LUSHER. J. H. 

8404190186 

FOIA 


MADDEN. W. 

LYAUTEY, F. 

8404040408# 

50-275 

G 

MADDOCK. G. E. 

LYAUTEY, F, U. 

8404040381# 

50-275 

0 

MADEDA. T. J. 

LYONS. P. J. 

8404090026 

40-299 


MADEDA. T. J. 
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ACCESSION 

SUBJECT 


NUMBER 
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CATEGORY 

8404050121 

50-318 

S 

MADEDA, T, J. 

8404230045# 

50-3 0 

Q 

8404040413* 

50-275 

G 

MADISON, A, L. 

84041 10222# 

50-374 

Q 

8404020107 

71-9187 


MAHLER. R, J. 

8404170229# 

CONTRACT 


8404030595 

71-593? 


MAHON, C. R. 

8404050121 

50-318 

S 

8404040223 

71-9044 


MAIER, J. E. 

8404100162 

50-244 

S 

8404040240 

71-9181 


MAISE, G. 

84041 10024 

NUREG 


8404040392 

71-9080 


MALLETT, B. 

8404030294 

I^E 


8404050233 

71-24 


MALMROS.M, H. 

8404260323# 

50-382 

U 

8404050237# 

71-24 


MALMROS, M. H. 

8404260356# 

50-382 

Q 

8404050320 

71-6613 


MALODY, C. W. 

84041 10193 

70-1257 


8404050322# 

71-6613 


MALODY, C. W, 

8404130184 

70-1257 


8404090465 

71-9188 


MALODY. C, W. 

8404300056 

70-1257 


8404100022 

71-9073 


MANDIL, I. H. 

8404130190# 

CONTRACT 


8404100557 

71-6294 


MANGAN, C. V. 

8403220073 

50-410 

Q 

8404110028 

71-5796 


MANGAN, C. V. 

8404030101 

50-410 

S 

8404110031# 

71-5796 


MANGAN, C. V. 

8404030107 

50-410 

s 

8404110377 

71-9184 


MANGAN, C. V. 

8404030113 

50-410 

s 

8404110416 

71-6400 


MANGAN, C. V. 

8404030114 

50-220 

P 

8404110419# 

71-6400 


MANGAN, C, U, 

8404030147 

50-410 

A 

8404110421# 

71-6400 


MANGAN, C. V, 

8404030162 

50-410 

S 

8404110428 

71-6601 


MANGAN, C. V, 

8404030285 

50-410 

S 

8404110430# 

71-6601 


MANGAN, C, V, 

8404030415 

50-220 

P 

8404110495 

71-9181 


MANGAN, C. U. 

8404030421# 

50-220 

P 

3404110499# 

71-9181 


MANGAN, C. V. 

8404030543 

50-410 

s 

8404110501* 

71-9181 


MANGAN, C. V. 

8404050265 

50-220 

F 

8404110603 

71-9187 


MANGAN, C. V, 

8404060109 

50-410 

S 

0404110605# 

71-9187 


MANGAN, C. V. 

8404060182 

50-410 

A 

8404110607# 

71-9187 


MANGAN, C. U, 

8404060315 

50-220 

P 

8404120333 

71-512 


MANGAN, C. U, 

8404060382 

50-410 

A 

8404120359 

71-9089 


MANGAN, C. V 

8404090375 

50-280 

S 

8404120409 

71-6346 


MANGAN, C. V, 

8404160039 

50-410 

C 

8404130528 

71-9184 


MANGAN, C, V, 

8404170131 

50-410 

Q 

8404170030 

71-9125 


MANGAN, C. U. 

8404200303# 

50-220 

F 

8404170033 

71-9791 


MANGAN, C. V. 

8404230138 

50-220 

P 

8404170036# 

71-9791 


MANGAN, C. V. 

8404240166 

50-410 

S 

8404170317 

71-9009 


MANGAN, C. U. 

8404240452 

50-220 

P 

8404170635 

71-6601 


MANGAN, C. V. 

8404240455# 

50-220 

P 

8404170638 

71-5957 


MANGAN, C. V, 

8404260131 

50-410 

Q 

8404190089 

71-9044 


MANGAN, C, V. 

8404260136 

50-410 

Q 

8404200349 

71-515 


MANGAN, C. V. 

8404260187 

50-410 

S 

8404200354# 

71-515 


MANGAN, C. V. 

8404260304 

50-220 

p 

8404200389 

71-9189 


MANIK, A. 

8404130070# 

50-320 

H 

8404200393# 

71-9189 


MANKINS, H, D. 

8404030459# 

50-27S 

F 

8404230002 

71-9160 


MANOLY, K, 

8404240135# 

50-387 

Q 

8404230004# 

71-9160 


MANOLY, K. A. 

8404240106# 

50-272 

Q 

8404230006# 

71-9160 


MANOLY, K. A. 

8404240227# 

50-220 

Q 

8404230024 

71-9133 


MARABITO. R. J, 

8404170079 

50-329 

S 

8404230031# 

71-9133 


MAROULIES, M. B, 

8404050069 

50-413 

G 

8404230034# 

71-9133 


MARGULIES, M, B. 

8404110086 

50-508 

G 

8404240026# 

71-507 


MARGULIES, M. B. 

8404170556 

50-413 

G 

8404270096 

71-516 


MAROULIES. H. B. 

8404230086 

50-508 

G 

8404270104# 

71-516 


MARINO. 0. 

8404200196# 

FOIA 


8404270128# 

71-6698 


MARKEE, E. 

8404260356# 

50-382 

Q 

8404270136* 

71-6698 


MARKEY, E. 

8404020258# 

COMMISSION 

8404270138# 

71-6698 


MARKEY, E. J, 

8404240247# 

50-322 

U 

8404270141# 

71-6698 


MARKIN. K. M. 

8404170125 

50-259 

S 

8404270145# 

71-6698 


MARKS. R, L, 

8404040410# 

50-275 

G 

8404270147# 

71-6698 


MARKT. D, I, 

8404060096 

50-29 

F 

8404270151# 

71-6698 


MARKT. D. I. 

8404200054 

50-29 

F 

8404300002 

71-9181 


MARKT. D, I, 

8404240165 

50-271 

F 

8404300188 

71-5939 


MARSH. L. B, 

8401060057 

50-289 

P 

8404300220 

71-9044 


MARSHALL. J, R. 

8404030111 

50-313 

P 

8404160213# 

50-443 

G 

MARSHALL. J. R. 

8404030260 

50-368 

P 

8404040298# 

50-244 

V 

MARSHALL. J. R, 

8404030401 

50-313 

P 

8404230426 

50-324 

F 

MARSHALL. J. R. 

8404030506# 

50-313 

V 

8404110262 

50-324 

F 

MARSHALL. J. R. 

8404030515# 

50-313 

V 

8404200350 

50-324 

F 

MARSHALL. J. R. 

8404050407 

50-313 

F 

8404020213 

ORG 


MARSHALL, J. R. 

8404050428 

50-313 

F 

8404060009 

QRG 


MARSHALL. J. R. 

8404060045 

50-368 

S 

8404060010 

ORG 


MARSHALL. J. R. 

8404060117# 

50-313 

Q 

8404060012 

ORG 


MARSHALL, J. R. 

8404060134# 

50-313 

Q 

8404060013 

ORG 


MARSHALL. J. R. 

8404100248 

50-313 

I 

0404060014 

ORG 


MARSHALL, J. R, 

8404100408 

50-313 

R 

8404060020 

ORG 


MARSHALL. J. R. 

8404100419 

50-313 

Q 

8404060022 

ORG 


MARSHALL, J. R. 

0404130012 

50-313 

Q 

8404060025 

ORG 


MARSHALL. J. R. 

8404130100 

50-313 

J 

8404060029 

ORG 


MARSHALL. J, R. 

8404170348 

50-313 

P 

8404060032 

ORG 


MARSHALL. J. R. 

8404240208 

50-368 

Q 

8404060035 

ORG 


MARSHALL. J. R. 

8404240350 

50-368 

F 

8404240517# 

CONTRACT 


MARSHALL, J. R. 

8404240392 

50-313 

P 

8404190277* 

70-371 


MARSHALL. J. R. 

8404240393 

50-368 

(3 

8404190355* 

50-388 

G 

MARSHALL. J. R. 

8404250001 

50-368 

S 

8404030544 

PRM 


MARSHALL. J. R. 

8404250115 

50-368 

S 

8404120082# 

50-341 

G 

MARSHALL. J. R. 

8404260315# 

50-313 

Q 

8404190336* 

50-155 

G 

MARSHALL. J. R. 

8404270044 

50-313 

H 
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AUTHOR 
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CATEGORY 

MARSHALL, J. R. 

8404270124 

50-368 

P 

MARSHALL, J. R. 

8404300073 

50-313 

P 

MARSHALL. J. R. 

8404300180 

50-313 

P 

MARSTON, R. R. 

8404 1701 76# 

50-338 

Q 

MARSTON, T. U. 

MARTIN, D. E. 
MARTIN, H. L. 
MARTIN, J. B. 
MARTIN, J. B. 

8404050097# 

8404300310 

8404020268 

8404030064# 

8404100352 

FOIA 

40-299 

NUREG 

FOIA 

50-312 

F 

MARTIN, J. B. 

8404240088 

50-344 

Q 

MARTIN. J. B. 

8404240151 

50-528 

Q 

MARTIN, J. D. 

8404040054 

50-397 

S 

MARTIN, J. D. 

8404040075 

50-397 

S 

MARTIN. J. D. 

8404040084 

50-397 

S 

MARTIN. J. D- 

8404040190 

50-397 

s 

MARTIN, J. D. 

8404110022 

50-397 

s 

MARTIN. J. B. 

8404110357 

50-397 

s 

MARTIN, J. D. 

8404120043 

50-397 

s 

MARTIN. J. B. 

8404180183 

50-397 

s 

MARTIN, J. B. 

8404 180224 

50-397 

s 

MARTIN, J. B. 

8404180389 

50-397 

s 

MARTIN. J. B. 

8404270159# 

50-397 

0 

MARTIN, J. B. 

8404270172 

50-397 

s 

MARTIN. J. B. 

8404270195 

50-397 

s 

MARTIN. L. B. 

8404180190 

50-397 

s 

MARTIN. N. B. 
MARTIN, R. C. 

8404030541 

8404240429# 

PRM 

50-341 

Q 

MARTIN. R. E, 

8404100281 

50-352 

F 

MARTIN. R. E. 

8404230285 

50-352 

A 

MARTIN, T. J. 

8404170212 

50-354 

a 

MARTIN. T. J. 

8404200226 

50-354 

Q 

MARTIN. T. T. 

8404030273 

50-412 

A 

MARTIN. T. T. 

8404050098 

50-352 

G 

MARTIN. T. T. 

8404060192 

50-352 

Q 

MARTIN. T. T. 

MARTIN. T. T. 

8404060204 

8404060234 

70-371 

50-352 

G 

MARTIN, T. T. 

8404090215 

50-410 

G 

MARTIN, T. T. 

8404090232 

50-412 

G 

MARTIN. T. T, 

8404090236 

50-387 

G 

MARTIN, T. T. 

8404090262 

50-213 

G 

MARTIN, T, T, 

8404090307 

50-352 

Q 

MARTIN. T. T. 
MARTIN, T, T. 

8404090330 

8404090362 

70-1450 

50-289 

a 

MARTIN, T. T. 

8404090404 

50-277 

F 

MARTIN, T, T. 

MARTIN, T. T. 
MARTIN, T. T. 

8404100278 

8404100363 

B404I20126 

40-791 

70-1331 

50-289 

Q 

MARTIN, T. T. 

8404160065 

50-247 

G 

MARTIN. T. T. 

8404160116 

50-322 

G 

MARTIN, T. T. 

8404160127 

50-271 

G 

MARTIN, T. T. 

8404160179 

50-271 

Q 

MARTIN. T. T. 

8404170001 

50-443 

G 

MARTIN, T, T, 

8404170175 

50-219 

F 

MARTIN, T. T. 

8404170216 

50-277 

G 

MARTIN, T. T, 

8404170401 

50-277 

Q 

MARTIN, T. T. 

8404190216 

50-245 

G 

MARTIN, T. T, 

8404190237 

50-334 

G 

MARTIN. T. T. 

8404190249 

50-309 

G 

MARTIN, T. T. 
MARTIN. T, T, 

8404190271 

8404190272 

70-135 

50-220 

G 

MARTIN, T, T, 
MARTIN, T. T. 

8404190276 

8404190288 

70-371 

50-271 

G 

MARTIN, T. T. 

8404190292 

50-170 

Q 

MARTIN, T. T. 
MARTIN. T. T. 

8404190316 

8404190341 

40-1386 

50-29 

G 

MARTIN, T. T. 

8404190352 

50-380 

Q 

MARTIN. T, T. 

8404190361 

50-309 

G 

MARTIN, T, T. 
MARTIN, T. T. 

8404190365 

8404190367 

70-1 143 
50-293 

G 

MARTIN, T. T. 

8404190369 

50-387 

Q 

MARTIN, T. T. 

8404190375 

50-220 

G 

MARTIN, T. T. 

8404190390 

50-220 

G 

MARTIN, T. T. 
MARTIN, T. T, 

8404200241 

8404200301 

40-8045 

50-220 

F 

MARTIN, T; T. 

8404240046 

50-387 

Q 

MARTIN, T, T. 

8404240051 

50-443 

Q 

MARTIN, T. T. 

8404240054 

50-322 

Q 

MARTIN. T. T. 
MARTIN, T. T. 

8404240057 

8404240064 

70-368 

50-272 

G 

MARTIN, T. T. 

8404240081 

50-289 

Q 

MARTIN. T. T, 

8404240095 

50-388 

G 

MARTIN. T. T. 

8404240099 

50-272 

Q 

MARTIN, T. T. 

84042401 28 

50-387 

G 

MARTIN. T. T. 

8404240142 

50-322 

G 

MARTIN. T. T. 

8404240203 

50-322 

G 
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ACCESSION 
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AUTHOR 

NUMBER 

CATEGORY 

MARTIN, T. T. 

8404240222 

50-220 

G 

MARTIN, T. T. 

8404240274 

50-387 

Q 

MARTIN. T, T. 

8404240315 

40-6329 


MARTIN. T. T. 

8404240324 

50-277 

Q 

MARTIN, T. T. 

8404240332 

40-672 


MARTIN. T. T. 

8404240420 

50-293 

a 

MARTIN. T. T. 

8404240437 

50-352 

Q 

MARTIN. T, T. 

8404240440 

50-388 

Q 

MARTIN. T. T. 

8404260123 

50-333 

F 

MARTIN. T. T. 

8404260208 

50-322 

Q 

MARTIN, T. T. 

8404260221 

50-213 

a 

MARTIN. T. T. 

8404260231 

50-286 

G 

MARTIN, T. T. 

8404260243 

50-247 

Q 

MARTIN, T. T. 

8404260246 

50-247 

Q 

MARTIN. T. T. 

8404260248 

50-272 

Q 

MARTIN, T. T. 

8404260261 

50-219 

Q 

MARTIN, T. T. 

8404260274 

50-271 

Q 

MARTIN, T. T. 

8404260281 

50-219 

F 

MARTIN. T. T. 

8404260288 

50-219 

Q 

MARTIN. T. T. 

8404260299 

50-289 

G 

MARTIN. T. T. 

8404260320 

50-334 

Q 

MARTIN. T. T. 

8404260321 

50-220 

F 

MARTIN, T. T. 

8404260328 

50-29 

P 

MARTIN. T. T. 

8404260345 

50-387 

G 

MASCHKA. P. R. 

8404090471 

70-1359 


MASCHKA. P, R. 

8404130023 

70-1359 


MASCIANTONIO. A. 

8404040126* 

50-332 

T 

MASNIK. M. T. 

8404100141 

50-320 

P 

MASON, C. C. 

8404100004 

50-327 

S 

MASON, C. C, 

8404130230 

50-327 

S 

MASON, C. C. 

8404260002 

50-327 

s 

MASSEY, B. L. 

8404270232 

71-515 


MASSEY. B, L. 

8404270240# 

71-515 


MASTERSON, U, 

8404120207 

50-373 

s 

MATHEWS. C. S, 

8404020143 

50-206 

s 

MATHEWS. C. S. 

8404040206 

50-206 

s 

MATHIS, U. L. 

8404060098# 

50-261 

G 

MATHIS. S. P. 

8404050316 

RES 


MATTHEWS, T. P. 

8404190163 

50-285 

R 

MATTIA. M. J. 

8404100534# 

CONTRACT 


MATTIA. M. J. 

8404230321# 

CONTRACT 


MATTIA. M. J. 

8404250016# 

CONTRACT 


MATTIA, M. J, 

8404270152# 

CONTRACT 


MATTSON, D. R. 

8404050277 

WASTE MGT 

MATTSON, R. 

8312190346# 

50-322 

A 

MATTSON, R. 

8404110519# 

50-322 

A 

MATTSON, R. J. 

831 1210488 

50-289 

P 

MATTSON, R.J. 

831 1210490 

50-289 

P 

MATTSON, R.J. 

8402060629 

50-289 

P 

MATTSON, R.J, 

8404110311# 

MISC 


MATTSON, R. J. 

8404190213# 

COMMISSION 

MAULDEN, J. L. 

8404100248 

50-313 

I 

MAXWELL, G, F. 

8404060291# 

50-400 

G 

MAXWELL. 0. F. 

8404170250# 

50-400 

G 

MAY. J. R. 

8404100021 

71-512 


MAZESS, R. B. 

8404250098 

PRM 


MAZUR. D. W. 

8404030529 

50-397 

P 

MCALPINE. E. J. 

8404060189# 

70-27 


MC ALPINE, E. J. 

8404240299 

70-143 


MCBAY, L. G. 

8404030169 

50-424 

C 

MCBAV. M. G. 

8404160138 

50-321 

R 

MCBREARTY. R. A. 

8404190273# 

50-220 

G 

MCBRIDE. A. 

0404240513# 

50-317 

P 

MCBRIDE, J. A. 

8404170575 

NUREG 


MCBRIDE. J. E. 

8404270152# 

CONTRACT 


MCBRIDE. L. M. 

8404090146* 

50-267 

S 

MCBRIDE. L. M. 

8404090159# 

50-267 

S 

MCBRIDE. M. 

8404190234# 

50-293 

G 

MCCABE, E. 

8404190350 

50-322 

S 

MCCABE, E. C. 

8404170447* 

50-388 

Q 

MCCAFFREY. B. R. 

8404030292 

50-322 

Q 

MCCAFFREY. B. R. 

8404060164 

50-322 

A 

MCCAFFREY. B. R. 

8404130322 

50-322 

A 

MCCAFFREY. B. R. 

8404230119 

50-322 

A 

MCCAFFREY. B. R. 

8404240349 

50-322 

G 

MCCAFFREY. B, R. 

8404250088 

70-2884 


MCCAFFREY. B, R. 

8404300044 

71-5939 


MCCALL, J. K. 

8404040417# 

50-275 

G 

MCCLEAN. N. A. 

8404090273* 

50-237 

P 

MC CLEAN. N. A. 

8404090278# 

50-237 

P 

MCCLESKEY. K. E. 

8404060067 

50-322 

G 

MCCLESKEY. K. E. 

8404060067 

50-322 

G 

MCCLESKEY, K. E. 

8404160210 

50-322 

G 

MCCLESKEY, K. E, 

8404160210 

50-322 

G 

MCCLINTOCK. R. 

8404090167* 

FOIA 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MCCLINTOCK, R. 0. 
MCCLINTOCK, R. 0. 
MCCLUNG, R. W. 
MCCOLLUM, W. R. 

8404090112# 

8404090170# 

8404090145 

8404160236# 

FOIA 

FOIA 

NUREG 

50-413 

G 

MCCONAGHY, J. M. 

8404040034# 

50-413 

T 

MCCONNELL, T. 

8404130473 

50-369 

F 

MCCORKLE, G. W. 

8404230023# 

50-10 

F 

MCCORKLE, G. W. 

8404230026# 

50-10 

F 

MCCORKLE, G. W. 

8404230035# 

50-10 

F 

MCCRACKEN, C. 

8309260153 

50-28'; 

P 

MCCRACKEN, C. 

8310110633 

50-289 

P 

MCCULLOCH, W. H. 

8404040232# 

50-413 

A 

MCCULLOCH, W. H. 

8404040239# 

50-413 

A 

MCCULLOCH, W. H. 

8404040242# 

50-413 

A 

MCDONALD, C. E. 

MCDONALD, D. D. 
MCDONALD, D. D. 
MCDONALD, D. G. 

8404240013 

8010100016# 

8404090020# 

8404270057 

71-507 

FOIA 

FOIA 

50-250 

P 

MCDONNELL, L. J 

8404170361 

State Prog 

MCDUFFIE, M. A. 

8404030395 

50-400 

K 

MCDUFFIE, M. A. 

8404100287 

50-400 

F 

MCDUFFIE, M. A. 

8404120069 

50-400 

E 

MCDUFFIE, M. A 

8404200078 

50-400 

A 

MCDUFFIE, M. A. 

8404270115 

50-400 

E 

MCDUFFIE, M. A. 

8404270167 

50-400 

E 

MCELROY, W. N. 
MCFARLAND, C. R. 

8404170026 

8404060090# 

NUREO 

50-390 

Q 

MCFARLAND, C. R. 

8404060314# 

50-417 

Q 

MCFARLAND, C. R. 

8404170455# 

50-424 

Q 

MCOARRY, J. M. 

8404040162# 

50-413 

G 

MCGARRY, J. M, 

8404040162# 

50-413 

G 

MCOARRY, J. M. 

8404100505 

50-413 

G 

MCOARRY, J. M. 

B404100S05 

50-413 

G 

MCGARRY, J. M. 
MCOARRY, J. M. 

MCOARRY, J. M. 

8404180495 

8404180506# 

8404190144 

MISC 

MISC 

50-413 

T 

MCOARRY, J, M. 

8404190144 

50-413 

T 

MCOAUGHEY, W. C, 

8404030457* 

50-266 

P 

MCOAUGHY. J. P. 

8404020162 

50-416 

P 

MCOAUQHY. J. P. 

8404050512 

50-416 

F 

MCOAUGHY, J. P. 

8404060132 

50-416 

Q 

MCOAUGHY. J. P. 

8404090279 

50-416 

B 

MCOAUGHY. J. P. 

8404100166 

50-416 

B 

MCOAUGHY, J. P. 

84041 10244 

50-416 

P 

MCOAUGHY. J. P. 

8404120302 

50-416 

P 

MCOAUGHY. J. P. 

8404130333 

50-416 

P 

MCOAUGHY. J. P. 

8404160007 

50-416 

S 

MCOAUGHY, J. P. 

0404160117 

50-416 

S 

MCOAUGHY, J. P . 

8404230052 

50-416 

P 

MCOAUGHY. J. P. 

8404240430 

50-416 

B 

MCOAUGHY, J. P. 

8404250026 

50-416 

P 

MCOAUGHY. R. W. 

8404030228 

50-331 

P 

MCOAUGHY. R. W. 

8404030250 

50-331 

P 

MCOAUGHY. R. W. 

8404090186 

50-331 

Q 

MCOAUGHY, R. W. 

0404090386 

50-331 

P 

MCOAUGHY. R. W. 

8404160009 

50-331 

Q 

MCOAUGHY. R. W. 

8404160041 

50-331 

P 

MCOAUGHY. R. W, 

8404160172* 

50-331 

Q 

MCOAUGHY. R. W. 

8404200047 

50-331 

P 

MCOAUGHY. R. W. 

8404200070 

50-331 

P 

MCOAUGHY. R. W. 

8404260150 

50-331 

Q 

MCOAUGHY. R. W. 

8404260205 

50-331 

P 

MCOINESS. J. 
MCOOLDRICK. F. 
MCOOLDRICK. F. 

MCOOLDRICK. F. 
MCOOLDRICK, R. 
MCGREGOR, L. G. 

8404240342# 

8404230196 

8404230469 

8404250140 

8404230412 

8404110384# 

40-672 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-454 

0 

MCGUIRE. D. R. 

8403290235# 

50-297 

0 

MCGUIRE. D. R. 

8404030432# 

50-324 

Q 

MCOUIRE. D. R. 

8404090234# 

50-250 

Q 

MCGUIRE. D. R. 

8404090253# 

50-338 

0 

MCOUIRE. D. R. 

8404130154# 

50-269 

G 

MCOUIRE. D. R. 

8404170018* 

50-348 

Q 

MCOUIRE. D. R. 

8404240375# 

50-395 

Q 

MCOURREN, H. J. 

8404190050 

50-413 

T 

MCOURREN. H. J. 

8404200012 

50-275 

0 

MCOURREN. H. J. 

8404230134 

50-413 

T 

MCOURREN. H. J. 

8404240059 

50-413 

0 

MCOURREN. H. J. 

8404240066 

50-413 

G 

MCOURREN, H. J. 

8404260079 

50-330 

G 

MCOURREN. H. J. 

0404260141 

50-413 

G 

MCINNES. I. D. 

8404090273# 

50-237 

P 

MCINNES. I. D. 

• 8404090278# 

50-237 

P 

MCINNES. I, D. 

0404190247# 

50-366 

P 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HCINTIRE. P. H. 

8404230384* 

50-322 

T 

KCINTQSH. M. D. 

8404170309 

50-369 

F 

hckenna, E. 

8404030397 

50-206 

P 

hckenzie. E. G. 

8404040042* 

FOIA 


HCKEON, T. T. 

8404300035 

TOPREP 


hcknight. K. 

8404050280* 

CONTRACT 


hclearen# T. 

8404050145 

CONTRACT 


HCLEARENi T. 

8404170023 

CONTRACT 


nCLEAREN, T. 

8404190010 

CONTRACT 


MCNAMARA- W. A, 

8404030382* 

50-305 

I 

MCNEILL. C. A, 

8404030237 

50-333 

s 

MCNEILL- C. A. 

8404040167 

50-333 

S 

MCNEILL- C. A, 

8404110343 

50-333 

s 

MCNEILL. C. A. 

84041703B6 

50-333 

R 

MCNEILL. C. A 

8404 ISO 102 

50-333 

R 

MCNEILL. C. A, 

8404230001 

50-333 

S 

MCNEILL. C. A. 

8404250002 

50-333 

s 

MCNEILL. C. A. 

8404250031 

50-333 

s 

MCNEILL. D, 

8404190233 

50-458 

G 

MCSWAIN. W. M. 

8404190150* 

50-413 

T 

MCSWAIN. W. M. 

8404190159* 

50-413 

T 

MCSMAIN. W. M. 

8404190166* 

50-413 

T 

MCSWAIN. W. M. 

8404190171* 

50-413 

T 

MCSWAIN. W. M. 

8404190179* 

50-413 

T 

MCSWAIN. W M. 

8404190194* 

50-413 

T 

HECK. C. W. 

8404030255* 

50-382 

A 

MECKELNBURG.R. 

8404110288 

PRM 


HEDFOR. M. D. 

8404200244 

50-206 

I 

MEDFORD. M. 0. 

8404020028 

50-206 

Q 

MEDFORD, M. 0. 

8404020111 

50-206 

a 

MEDFORD, M. □. 

8404030231 

50-361 

p 

MEDFORD. M. 0. 

8404030505 

50-361 

p 

MEDFORD, M. 0, 

8404040090 

50-206 

p 

MEDFORD, M. 0. 

8404040100 

50-206 

F 

MEDFORD, M, 0, 

8404050015 

50-361 

P 

MEDFORD, M. 0. 

8404050019 

50-361 

R 

MEDFORD. M, 0, 

8404050020 

50-361 

P 

MEDFORD. M. 0. 

8404100210 

50-206 

R 

MEDFORD. M. 0. 

8404100222 

50-361 

F 

MEDFORD. M. 0. 

8404120050 

50-361 

P 

MEDFORD. M. D. 

8404130313 

50-361 

P 

MEDFORD. M. 0. 

8404170198 

50-206 

P 

MEDFORD. M. 0, 

8404170313 

50-206 

P 

MEDFORD. M, 0, 

8404170477 

50-361 

P 

MEDFORD. M. 0. 

8404170493 

50-361 

S 

MEDFORD. M. 0. 

8404170494 

50-206 

P 

MEDFORD. M. 0 

8404180388 

50-206 

P 

MEDFORD. H, 0. 

8404190227 

50-206 

P 

MEDFORD. M. 0. 

8404190294 

50-206 

R 

MEDFORD. M. 0. 

8404240149 

50-361 

X 

MEDFORD, M. 0. 

8404240398 

50-206 

P 

MEDFORD. M. 0. 

8404260099 

50-361 

P 

MEDFORD. M, 0. 

8404260327 

50-206 

F 

MEDFORD. H. 0. 

8404300126 

50-361 

R 

MEDINA, V. 

840424041 1* 

CONTRACT 


MEDINA. V. 

8404240549* 

CONTRACT 


MEILA. 0. W. 

8404020176* 

50-206 

S 

MEIR, G. 

8404020182* 

50-206 

S 

MELBER. B. D. 

8404020220 

NUREG 


MENDELE, D. J. 

8404020218 

50-282 

F 

MENDELSDN, I. N, 

8404250295* 

CONTRACT 


MENDENHALL. E. 

8404110254 

50-265 

S 

MENDEZ, R. 

B404060358* 

50-454 

Q 

MENDEZ. R. 

8404110282* 

50-483 

Q 

MENDONCA. M, 

8404240419* 

50-275 

Q 

MENDONCA. H. M. 

8404050287* 

50-275 

0 

MENTER. L. 

8404040020 

XPORTLIC 


MERRDW, R. J. 

8404190319* 

40-1306 


MESCHER. W, C. 

8404020061* 

50-395 

I 

MESERVE. R. A. 

8404020020 

40-2061 


MESERVE. R. A. 

8404020020 

40-2061 


MESERVE. R. A. 

8404100149 

40-2061 


MESERVE. R. A. 

8404100149 

40-2061 


MESSENGER. G.H. 

8312140352 

SECY 


MESSENGER. G. H. 

8404100474* 

50-329 

A 

MEYER. B. L. 

8404250121 

50-483 

S 

MEYER. D. W, 

8404190490 

FOIA 


MEYER. G. 

8404050443 

MISC 


MEYER. 0. W, 

8404260257* 

50-334 

Q 

MEYER. R. E. 

8404020260 

NUREG 


MEYER, R. E. 

8404100524 

NUREG 


MEYER. R. E. 

8404160218 

NUREG 


MIETZ.G. Q. 

8404170394 

50-329 

S 

MIETZ. G. O. 

8404170404* 

50-329 

s 

MIETZ. G. O. 

8404170445 

50-445 

s 




ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MILETI, D, 

S. 

0404090478* 

50-322 

T 

MILLER, C. 

A. 

8404250139# 

50-329 

A 

MILLER. D, 

E. 

8404030375# 

50-373 

a 

MILLER, D. 

E, 

8404170043# 

50-254 

Q 

MILLER, D. 

E. 

8404240228# 

CONTRACT 


MILLER. H, 


8404300064 

WASTE MGT 

MILLER. H. 

J. 

8404020145 

WASTE MGT 

MILLER. J. 

F. 

8404200014# 

CONTRACT 


MILLER. J. 

J. 

8404110274* 

50-282 

P 

MILLER. J, 

R. 

8404040235 

50-266 

P 

MILLER. J. 

R. 

8404050053 

50-369 

P 

MILLER, J, R. 

8404060406# 

50-338 

P 

MILLER, J, 

R. 

8404060432# 

50-309 

P 

MILLER, J, R. 

8404060436# 

50-335 

P 

MILLER, J, 

R. 

8404090077 

50-317 

F 

MILLER, J. 

R. 

8404090084 

50-368 

Q 

MILLER, J. 

R, 

8404090086 

50-309 

P 

MILLER. J. R. 

8404090095# 

50-389 

P 

MILLER, J, R, 

8404100083 

50-344 

P 

MILLER, J. 

R. 

8404100274 

50-285 

P 

MILLER, J, 

R, 

8404110023# 

50-309 

P 

MILLER, J. 

R. 

8404110043# 

50-317 

P 

MILLER, J. 

R. 

8404110058# 

50-344 

P 

MILLER, J, 

R. 

8404110097 

50-309 

P 

MILLER, J. 

R, 

8404110100 

50-282 

P 

MILLER, J, R, 

8404110103 

50-336 

P 

MILLER, J, 

R. 

8404110205 

50-335 

P 

MILLER, J. 

R. 

8404110211 

50-317 

P 

MILLER, J, R. 

8404110345 

50-309 

P 

MILLER, J. 

R. 

8404120114 

50-368 

P 

MILLER, J, R. 

84041201 16# 

50-368 

P 

MILLER, J. 

R. 

8404120352 

50-282 

F 

MILLER, J, 

R. 

8404120369 

50-368 

P 

MILLER, J, 

R. 

8404120373# 

50-368 

P 

MILLER, J. 

R. 

8404130008 

50-313 

F 

MILLER, J. 

R. 

8404130050 

50-266 

P 

MILLER, J. 

R. 

8404130098 

50-285 

F 

MILLER, J, 

R. 

8404130102 

50-389 

P 

MILLER. J, 

R. 

8404130165 

50-389 

P 

MILLER. J, 

R. 

8404130189# 

50-318 

P 

MILLER, J. 

R. 

8404130350 

50-266 

Q 

MILLER, J. 

R. 

8404130387 

50-313 

F 

MILLER, J. 

R. 

8404180039 

50-368 

P 

MILLER, J. 

R. 

8404180249 

50-280 

V 

MILLER, J, 

R. 

8404180325 

50-309 

P 

MILLER, J. 

R. 

8404190049# 

50-309 

P 

MILLER, J. 

R. 

8404190054# 

50-309 

P 

MILLER, J, 

R, 

8404200131 

50-338 

P 

MILLER, J. 

R, 

8404230051# 

50-10 

Q 

MILLER, J. 

R, 

8404230397# 

50-336 

P 

MILLER, J. 

R, 

B404250126# 

50-266 

P 

MILLER, J. 

R. 

8404250203 

50-285 

Q 

MILLER, J. 

R. 

8404250213 

50-336 

P 

MILLER, J. 

R, 

8404250217 

50-336 

P 

MILLER. J. 

R. 

8404250291# 

50-338 

P 

MILLER, J. 

R, 

8404260368 

50-368 

P 

MILLER, J. 

R, 

8404270011 

50-335 

P 

MILLER, J. 

R, 

8404270023 

50-309 

P 

MILLER, J. 

R, 

8404270024# 

50-333 

P 

MILLER, U. 

R. 

8404300062 

50-317 

P 

MILLER, J. 

R. 

8404300065# 

50-317 

P 

MILLER, J. 

R, 

8404300278 

50-335 

P 

MILLER, L. 


8404240426# 

50-344 

Q 

MILLER, L. 

K. 

8404170409 

50-311 

R 

MILLER. L. K, 

8404170413 

50-272 

R 

MILLER, M. 

A. 

8404110494 

SO-329 

F 

MILLER, M. 

A. 

8404200011 

50-424 

A 

MILLER. M. 

E, 

8404030158 

50-322 

G 

MILLER, M. E. 

8404100153 

50-322 

G 

MILLER, M. 

E, 

8404100159 

50-322 

G 

MILLER, M, 

E. 

8404120068 

50-322 

G 

MILLER, M. 

E. 

8404160001 

50-322 

G 

MILLER, M, 

E. 

8404180287 

50-322 

G 

MILLER, H. 

E. 

8404180301 

50-322 

G 

MILLER, M, 

E. 

8404230033 

50-322 

G 

MILLER, M, 

I. 

8404020245 

50-454 

G 

MILLER, M, 

I. 

8404020245 

50-454 

0 

MILLER, M, 

T. 

8404060253* 

50-352 

Q 

MILLER, M, 

T. 

8404090368* 

50-289 

Q 

MILLER, M. 

T 

8404160126* 

50-322 

Q 

MILLER, W. 


8404120434 

40-8001 


MILLER, W, K 

8404060351* 

50-390 

Q 

MILLER, W, 

H. 

8404170478* 

50-413 

Q 

MILLER. W. 

0, 

8404050279 

50-302 

P 

MILLER, W. 

0, 

8404060059 

50-317 

P 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MILLER, W. 0. 

8404090509 

50-389 

P 

MILLER, W. 0. 

8404100089 

50-370 

P 

MILLER, W. 0. 
MILLER, W. 0. 

8404120392 

8404120397 

50-269 

40-8781 

P 

MILLER, W. 0, 

84041301 18 

50-245 

P 

MILLER, W. 0. 

8404130122 

50-395 

F 

MILLER, W. 0. 

8404170034 

50-269 

P 

MILLER, W. 0. 

8404170035 

50-213 

P 

MILLER, W. 0. 

8404170057 

50-395 

P 

MILLER, W. 0. 

8404200092 

50-320 

P 

MILLER, W. 0. 

8404230363 

50-387 

P 

MILLER, W. 0. 
MILLER, W. 0. 

8404230432 

8404230448 

50-316 

70-168 

P 

MILLER, W. 0. 

8404230465 

50-302 

P 

MILLER, W. 0. 

8404240539 

50-321 

P 

MILLER, W. 0. 

8404250040 

50-409 

F 

MILLS, L. M. 

8404020030 

50-259 

P 

MILLS, L. M. 

84040301 16 

50-259 

F 

MILLS, L. M. 

8404030212 

50-259 

F 

MILLS, L, M. 

8404030316 

50-296 

Q 

MILLS, L. M. 

8404030321 

50-259 

F 

MILLS, L. M. 

8404030332 

50-390 

A 

MILLS, L. M. 

8404030372 

50-390 

A 

MILLS, L. M. 

8404030439 

50-390 

A 

MILLS, L. M. 

8404050028 

50-390 

S i 

MILLS, L. M. 

8404050062 

50-438 

s 

MILLS, L, M. 

0404050072 

50-327 

F 

MILLS, L. M. 

8404050076 

50-390 

S 

MILLS, L, M. 

8404050092 

50-439 

s 

MILLS, L. M. 

84040501 13 

50-438 

s 

MILLS, L. M. 

8404050123 

50-438 

s 

MILLS, L. M, 

8404050217 

50-438 

s 

MILLS, L. M, 

8404050239 

50-390 

B 

MILLS, L. M. 

8404060136 

50-259 

Q 

MILLS, L. M. 

8404060372# 

50-438 

Q 

MILLS, L. M. 

8404090007 

50-390 

5 

MILLS, L, M. 

8404090121 

50-327 

P i 

MILLS, L. M. 

8404090319 

50-259 

P i 

MILLS, L. M. 

MILLS, L. M. 

8404090334 

8404100010 

50-438 

40-1341 

S 

MILLS, L, M. 

8404100020 

50-438 

A I 

MILLS, L. M, 

8404100036 

50-390 

5 ! 

MILLS, L. M, 

8404100286 

50-260 

P • 

MILLS, L, M. 

8404100398 

50-390 

S 

MILLS, L. M. 

8404110114 

50-390 

A i 

MILLS, L, M. 

8404110158 

50-390 

A 1 

MILLS, L, M, 

8404120290 

50-390 

A ! 

MILLS, L, M, 

8404130021 

50-438 

S 

MILLS, L. M. 

8404130031 , 

50-438 

s 1 

MILLS, L, M. 

8404130151 

50-327 

P ' 

MILLS. L, M, 

8404130242 

50-390 

F i 

MILLS, L. M. 

8404160032 

50-438 

S i 

MILLS, L. M. 

8404160131 

50-390 

A 1 

MILLS. L. M. 

8404160139 

50-259 

S i 

MILLS, L, M. 

8404170006 

50-438 

S ; 

MILLS, L. M. 

8404170104# 

50-327 

Q j 

MILLS, L. M. 

8404170148 

50-259 

F i 

MILLS, L, M. 

8404170202 

50-430 

S 

MILLS, L, M. 

8404170329 

50-327 

p : 

MILLS, L, M. 

8404170337 

50-390 

Q 1 

MILLS, L. M. 

8404170405 

50-390 

1 

B 

MILLS, L, M. 

8404180185 

50-259 

P 

MILLS, L, M. 

8404200148 

50-327 

P 

MILLS, L, M. 

8404230120 

50-390 

F 

MILLS, L. M. 

8404240085 

50-327 

P 

MILLS, L, M, 

8404240127 

50-390 

Q 

MILLS, L. M, 

8404240384 

50-296 

P 

MILLS. L, M. 

8404270212 

50-390 

Q 

MILLS. L. M. 

8404270217 

50-328 

Q 

MILLS. L. M. 

8404300075 

50-259 

p 

MILLS. L. M. 

MILLS. M, 
MILUSZUSKY, W, J. 
MIN. T. S. 

8404300158 
84040201 58 
8404130007 
8404300045 

50-327 

NUREG 

QA999 

XPORTLIC 

F 

MINECK.D. L. 

8404030068 

50-331 

R 

MINECK, D. L. 

84040301 12 

50-331 

S 

MINECK.D. L. 

8404060278 

50-331 

R 

MINECK, D.L. 

8404200233 

50-331 

R 

MINER, S. 

MINISH, J, G. 

MINOOUE.R, B. 

8404110141 

0404110239# 

8308290246# 

50-312 

TOPREP 

FOIA 

P 

MINTZMYER, L. 

8404300209 

WASTE MGT 

MIRAGLIA.F. 

8404100104 

50-395 

P 

MIRAOLIA, F. J. 

8404050162 

50-388 

A 

MIRAGLIA.F. J. 

8404050441 

50-410 

F 
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ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MARSHALL, J. R. 

8404270124 

50-368 

P 

MARSHALL, U. R. 

8404300073 

50-313 

P 

MARSHALL, J. R. 

8404300180 

50-313 

P 

MARSTON. R. R. 

8404170176* 

50-338 

Q 

MARSTON, T, U. 

8404050097* 

FOIA 


MARTIN, D. E. 

8404300310 

40-299 


MARTIN, H, L, 

8404020268 

NUREG 


MARTIN, J. B. 

8404030064* 

FOIA 


MARTIN, J. B. 

8404100352 

50-312 

F 

MARTIN, J. B. 

8404240088 

50-344 

Q 

MARTIN, J. B. 

8404240151 

50-528 

G 

MARTIN, J. D. 

8404040054 

50-397 

S 

MARTIN, J. D. 

8404040075 

50-397 

s 

MARTIN, J. D. 

8404040084 

50-397 

s 

MARTIN, J. D. 

8404040190 

50-397 

s 

MARTIN, J. D. 

8404110022 

50-397 

s 

MARTIN, J. D. 

8404110357 

50-397 

s 

MARTIN, J. D. 

8404120043 

50-397 

s 

MARTIN, J. D. 

8404180183 

50-397 

s 

MARTIN, J. D. 

8404180224 

50-397 

s 

MARTIN, J.D. 

8404180389 

50-397 

s 

MARTIN, J. D. 

8404270159* 

50-397 

Q 

MARTIN, J. D. 

8404270172 

50-397 

5 

MARTIN, J. D. 

8404270195 

50-397 

S 

MARTIN, L. D. 

8404180190 

50-397 

S 

MARTIN, N. D. 

8404030541 

PRM 


MARTIN, R. C. 

8404240429* 

50-341 

Q 

MARTIN, R. E. 

8404100281 

50-352 

F 

MARTIN, R. E. 

8404230285 

50-352 

A 

MARTIN, T. J. 

8404170212 

50-354 

Q 

MARTIN, T, J. 

8404200226 

50-354 

Q 

MARTIN, T. T, 

8404030273 

50-412 

A 

MARTIN, T. T. 

8404050098 

50-352 

G 

MARTIN, T. T. 

8404060192 

50-352 

Q 

MARTIN, T. T. 

8404060204 

70-371 


MARTIN, T. T. 

8404060234 

50-352 

Q 

MARTIN, T. T. 

8404090215 

50-410 

G 

MARTIN, T. T. 

8404090232 

50-412 

G 

MARTIN, T. T. 

8404090236 

50-387 

G 

MARTIN, T. T. 

8404090262 

50-213 

Q 

MARTIN, T. T, 

8404090307 

50-352 

G 

MARTIN. T. T. 

8404090330 

70-1450 


MARTIN, T. T. 

8404090362 

50-289 

G 

MARTIN. T. T. 

8404090404 

50-277 

F 

MARTIN, T. T. 

8404100278 

40-791 


MARTIN, T. T. 

8404100363 

70-1331 


MARTIN, T. T, 

B404120126 

50-289 

G 

MARTIN, T. T. 

8404160065 

50-247 

G 

MARTIN, T. T, 

8404160116 

50-322 

G 

MARTIN, T. T. 

8404160127 

50-271 

G 

MARTIN, T. T. 

8404160179 

50-271 

G 

MARTIN. T. T. 

8404170001 

50-443 

G 

MARTIN, T. T. 

8404170175 

50-219 

F 

MARTIN, T. T. 

8404170216 

50-277 

G 

MARTIN, T. T. 

8404170401 

50-277 

G 

MARTIN, T. T. 

8404190216 

50-245 

Q 

MARTIN, T. T, 

8404190237 

50-334 

Q 

MARTIN, T. T. 

8404190249 

50-309 

Q 

MARTIN. T. T, 

8404190271 

70-135 


MARTIN, T. T, 

8404190272 

50-220 

a 

MARTIN, T. T. 

8404190276 

70-371 


MARTIN. T, T. 

8404190288 

50-271 

0 

MARTIN, T, T. 

8404190292 

50-170 

Q 

MARTIN, T. T, 

8404190316 

40-1386 


MARTIN, T. T. 

8404190341 

50-29 

Q 

MARTIN, T. T. 

8404190352 

50-388 

Q 

MARTIN, T. T. 

8404190361 

50-309 

<k 

MARTIN, T. T. 

8404190365 

70-1143 


MARTIN, T. T. 

8404190367 

50-293 

Q 

MARTIN, T, T. 

8404190369 

50-387 

Q 

MARTIN, T. T. 

8404190375 

50-220 

Q 

MARTIN. T. T. 

8404190390 

50-220 

G 

MARTIN, T. T. 

8404200241 

40-0045 


MARTIN, T. T. 

8404200301 

50-220 

F 

MARTIN, T. T. 

8404240046 

50-387 

Q 

MARTIN, T. T, 

8404240051 

50-443 

Q 

MARTIN, T. T. 

8404240054 

50-322 

Q 

MARTIN, T. T, 

8404240057 

70-368 


MARTIN, T. T. 

8404240064 

50-272 

0 

MARTIN, T. T, 

8404240081 

50-289 

Q 

MARTIN. T. T. 

8404240095 

50-388 

Q 

MARTIN, T. T. 

8404240099 

50-272 

Q 

MARTIN, T. T. 

8404240128 

50-387 

Q 

MARTIN, T. T. 

8404240142 

50-322 

Q 

MARTIN, T. T. 

8404240203 

50-322 

Q 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MARTIN, T. T. 

8404240222 

50-220 

Q 

MARTIN, T. T. 

MARTIN, T. T. 

8404240274 

8404240315 

50-387 

40-6329 

G 

MARTIN, T. T. 

MARTIN, T. T. 

8404240324 

8404240332 

50-277 

40-672 

Q 

MARTIN, T. T. 

9404240420 

50-293 

Q 

MARTIN, T. T. 

8404240437 

50-352 

Q 

MARTIN, T, T. 

8404240440 

50-388 

G 

MARTIN, T. T. 

8404260123 

50-333 

F 

MARTIN, T. T. 

8404260208 

50-322 

Q 

MARTIN, T. T 

8404260221 

50-213 

Q 

MARTIN. T. T. 

8404260231 

50-286 

G 

MARTIN, T. T. 

8404260243 

50-247 

Q 

MARTIN, T. T. 

8404260246 

50-247 

G 

MARTIN, T. T. 

8404260248 

50-272 

G 

MARTIN. T. T. 

8404260261 

50-219 

a 

MARTIN, T. T. 

8404260274 

50-271 

Q 

MARTIN, T. T. 

8404260281 

50-219 

F 

MARTIN, T. T. 

8404260288 

50-219 

Q 

MARTIN, T. T. 

8404260299 

50-289 

G 

MARTIN. T. T. 

8404260320 

50-334 

Q 

MARTIN, T. T. 

8404260321 

50-220 

F 

MARTIN, T. T. 

8404260328 

50-29 

P 

MARTIN, T, T. 
MASCHKA, P. R. 

MASCHKA, P. R. 

8404260345 

8404090471 

8404130023 

50-387 

70-1359 

70-1359 

Q 

MASC I ANTONIO, A. 

8404040126* 

50-352 

T 

MASNIK, M. T. 

8404100141 

50-320 

P 

MASON, C. C. 

8404100004 

50-327 

S 

MASON, C. C. 

8404130230 

50-327 

S 

MASON, C. C. 

MASSEY, B. L. 

MASSEY, B. L. 

8404260002 

8404270232 

8404270240* 

50-327 

71-515 

71-515 

s 

MASTERSON, V. 

8404120207 

50-373 

s 

MATHEWS, C. S, 

8404020143 

50-206 

s 

MATHEWS, C. S. 

6404040206 

50-206 

s 

MATHIS, J. L. 

MATHIS, S. P. 

8404060098* 

8404050316 

50-261 

RES 

Q 

MATTHEWS, T. P. 
MATTIA, M. J. 

MATTIA. M. J. 

MATTIA. M. J. 

MATTIA, M. J. 

8404190163 

8404100534* 

8404230321* 

8404250016# 

8404270152# 

50-285 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

R 

MATTSON, D. R. 

8404050277 

WASTE MGT 

MATTSON, R, 

8312190346# 

50-322 

A 

MATTSON. R, 

8404110519* 

50-322 

A 

MATTSON, R. J. 

8311210488 

50-289 

P 

MATTSON, R. J. 

8311210490 

50-289 

P 

MATTSON, R. J. 
MATTSON, R. J. 

8402060629 

8404110311# 

50-289 

MISC 

P 

MATTSON, R. J. 

8404190213* 

COMMISSION 

MAULDEN, J. L. 

8404100248 

50-313 

I 

MAXWELL, G. F. 

8404060291# 

50-400 

G 

MAXWELL, G. F. 

MAY, J. R, 

MA2ESS, R. B. 

8404170250* 

8404100021 

8404250098 

50-400 

71-512 

PRM 

Q 

MAZUR, D. W. 

MC ALPINE, E. J. 

MC ALPINE, E. J. 

8404030529 

8404060189* 

8404240299 

50-397 

70-27 

70-143 

P 

MCBAY, L. 0. 

8404030169 

50-424 

C 

MCBAY, M. G. 

8404160138 

50-321 

R 

MCBREARTY, R. A. 

8404190273* 

50-220 

Q 

MCBRIDE, A, 

MCBRIDE, J. A, 
MCBRIDE, J. E. 

8404240513* 

8404170575 

8404270152* 

50-317 

NUREG 

CONTRACT 

P 

MCBRIDE, L. M. 

8404090146* 

50-267 

S 

MCBRIDE, L. M. 

84040901 59* 

50-267 

S 

MCBRIDE, M. 

8404190234* 

50-293 

G 

MCCABE, E. 

8404190350 

50-322 

5 

MCCABE, E. C, 

8404170447* 

50-388 

0 

MCCAFFREY, B. R. 

8404030292 

50-322 

Q 

MCCAFFREY, B. R. 

8404060164 

50-322 

A 

MCCAFFREY, B. R. 

8404130322 

50-322 

A 

MCCAFFREY, B. R. 

8404230119 

50-322 

A 

MCCAFFREY, B. R. 

MCCAFFREY, B, R. 
MCCAFFREY, B. R. 

8404240349 

8404250088 

8404300044 

50-322 

70- 2884 

71- 5939 

Q 

MCCALL, J. K. 

8404040417* 

50-275 

Q 

MCCLEAN. N, A. 

8404090273* 

50-237 

P 

MCCLEAN, N. A. 

8404090278* 

50-237 

P 

MCCLESKEY, K. E. 

8404060067 

50-322 

Q 

MCCLESKEY, K. E. 

8404060067 

50-322 

G 

MCCLESKEY, K. E. 

8404160210 

50-322 

G 

MCCLESKEY, K. E. 
MCCLINTOCK, R. 

8404160210 

8404090167* 

50-322 

FOIA 

G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


MCCLINTOCK, R. 0. 
MCCLINTOCK, R. □. 
MCCLUNG, R. W. 
MCCOLLUM, W. R. 

84040901 12* 
8404090170* 
8404090145 
8404160236* 

FOIA 

FOIA 

NUREG 

50-413 

G 

MCCONAGHY, J. M. 

8404040034* 

50-413 

T 

MCCONNELL, T. 

8404130473 

50-369 

F 

MCCORKLE. G. W. 

8404230023* 

50-10 

F 

MCCORKLE, G. W. 

8404230026* 

50-10 

F 

MCCORKLE, G. W. 

8404230035* 

50-10 

F 

MCCRACKEN, C. 

8309260153 

50-280' 

P 

MCCRACKEN, C, 

8310110633 

50-289 

P 

MCCULLOCH, W. H. 

8404040232* 

50-413 

A 

MCCULLOCH, W. H. 

8404040239* 

50-413 

A 

MCCULLOCH, W. H. 

8404040242* 

50-413 

A 

MCDONALD, C. E. 

MCDONALD, D. D. 
MCDONALD, D. D. 
MCDONALD, D. G. 

8404240013 

8010100016* 

8404090020* 

8404270057 

71-507 

FOIA 

FOIA 

50-250 

P 

MCDONNELL, L. J 

8404170361 

State Prog 

MCDUFFIE, M. A. 

8404030395 

50-400 

K 

MCDUFFIE, M. A. 

8404100287 

50-400 

F 

MCDUFFIE, M. A. 

8404120069 

50-400 

E 

MCDUFFIE, M. A 

8404200078 

50-400 

A 

MCDUFFIE, M. A. 

8404270115 

50-400 

E 

MCDUFFIE, M. A. 

8404270167 

50-400 

E 

MCELROY, W. N, 
MCFARLAND, C. R. 

8404170026 

8404060090* 

NUREG 

50-390 

Q 

MCFARLAND, C. R, 

8404060314* 

50-417 

Q 

MCFARLAND, C. R. 

8404170455* 

50-424 

Q 

MCGARRY, J. M. 

8404040162* 

50-413 

G 

MCGARRY, J. M, 

8404040162* 

50-413 

G 

MCGARRY, J. M. 

8404100505 

50-413 

G 

MCGARRY, J. M. 

8404100505 

50-413 

G 

MCGARRY, U. M, 
MCGARRY, J. M. 

MCGARRY, J. M. 

8404180495 

8404180506* 

8404190144 

MISC 

MISC 

50-413 

T 

MCGARRY, J. M. 

8404190144 

50-413 

T 

MCGAUGHEY, W. C. 

8404030457* 

50-266 

P 

MCGAUGHY, J. P. 

8404020162 

50-416 

P 

MCGAUOHY, J. P. 

8404050512 

50-416 

F 

MCGAUGHY, J. P. 

8404060132 

50-416 

Q 

MCGAUGHY, J. P. 

8404090279 

50-416 

S 

MCGAUGHY, J. P. 

8404100166 

50-416 

S 

MCGAUOHY, J. P. 

84041 10244 

50-416 

P 

MCGAUGHY. J. P. 

8404120302 

50-416 

P 

MCGAUGHY, J, P. 

8404130333 

50-416 

P 

MCGAUOHY, J. P. 

8404160007 

50-416 

S 

MCGAUGHY, J. P. 

8404160117 

50-416 

s 

MCGAUGHY, J. P. 

8404230052 

50-416 

p 

MCGAUOHY, J, P. 

8404240430 

50-416 

S 

MCGAUGHY, J. P. 

8404250026 

50-416 

p 

MCGAUOHY, R. W. 

8404030228 

50-331 

p 

MCGAUGHY, R. W. 

8404030250 

50-331 

p 

MCGAUGHY, R. W. 

8404090186 

50-331 

Q 

MCGAUOHY, R. W. 

8404090386 

50-331 

P 

MCGAUGHY, R. W. 

8404160009 

50-331 

Q 

MCGAUOHY, R. W. 

8404160041 

50-331 

P 

MCGAUGHY, R. W. 

8404160172* 

50-331 

Q 

MCGAUGHY, R. W. 

8404200047 

50-331 

P 

MCGAUGHY, R. W. 

8404200070 

50-331 

P 

MCGAUGHY, R. W. 

8404260150 

50-331 

Q 

MCGAUGHY, R. W. 

8404260205 

50-331 

P 

mcginess, j. 

MCGOLDRICK, F. 
MCOOLDRICK, F. 

MCGOLDRICK, F. 
MCGOLDRICK, R. 
MCGREGOR, L. G. 

8404240342* 

8404230196 

8404230469 

8404250148 

8404230412 

8404110384* 

40-672 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-454 

Q 

MCGUIRE, D. R. 

8403290235* 

50-297 

Q 

MCGUIRE, D. R. 

8404030432* 

50-324 

Q 

MCGUIRE, D. R. 

8404090234* 

50-250 

a 

MCGUIRE, D. R, 

8404090253* 

50-338 

Q 

MCGUIRE, D. R. 

8404130154* 

50-269 

Q 

MCGUIRE, D. R. 

8404170018* 

50-348 

Q 

MCGUIRE, D. R. 

8404240375* 

50-395 

G 

MCGURREN, H. J. 

8404190050 

50-413 

T 

MCGURREN, H. J. 

8404200012 

50-275 

G 

MCGURREN, H. J. 

8404230134 

50-413 

T 

MCGURREN, H. J. 

8404240059 

50-413 

G 

MCGURREN, H, J. 

8404240066 

50-413 

G 

MCGURREN, H. J. 

8404260079 

50-338 

G 

MCGURREN, H. J. 

8404260141 

50-413 

G 

MCINNES, I. D. 

8404090273* 

50-237 

P 

MCINNES. I. D. 

8404090278* 

50-237 

P 

MCINNE5, I. D. 

8404190247* 

50-366 

P 
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ACCESSION 

SUBJECT 

i 

author 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

KINTIREiP. h. 

8404230384# 

50-322 

T 

MILETI, D, 

S. 

04O4O9O47B* 

50-322 

T 

MILLER, W. a. 

8404090509 

50-389 

P 

(CINTOSH. M. D. 

8404170309 

50-369 

F 

MILLER, C, 

A. 

8404250139# 

50-329 

A 

MILLER, W. □. 

8404100089 

50-370 

P 

«KENNA. E. 

8404030397 

50-206 

P 

MILLER. D, 

E. 

8404030375# 

50-373 

Q 

MILLER. W. 0. 

8404 120392 

50-269 

P 1 

jCRENZIE. E. G. 

8404040042# 

FOIA 


MILLER, D. 

E, 

8404170043# 

50-254 

Q 

MILLER. W. 0. 

8404120397 

40-8781 


SKEON. T. T. 

8404300035 

TOPREP 


MILLER, D. 

E. 

8404240228# 

CONTRACT 


MILLER. W, 0. 

8404130118 

50-245 

P 

CTNIGHT* K. 

8404050280# 

CONTRACT 


MILLER, H. 


8404300064 

WASTE MGT 

MILLER, W. 0. 

8404130122 

50-395 

F 

IfClEAREN* T. 

8404050145 

CONTRACT 


MILLER, H. 

J. 

8404020145 

WASTE MGT 

MILLER, W, 0. 

8404170034 

50-269 

P 

•KLEAREN. T. 

8404170023 

CONTRACT 


MILLER, U. 

F. 

8404200014# 

CONTRACT 


MILLER. W. 0. 

8404170035 

50-213 

P 

fCLEAREN, T. 

8404190010 

CONTRACT 


MILLER, J. 

J. 

8404110274# 

50-282 

P 

MILLER. W. 0. 

8404190057 

50-395 

P 

fCWHARA/ W. A. 

8404030382# 

50-305 

I 

MILLER, J. 

R. 

8404040235 

50-266 

P 

MILLER. W. 0. 

8404200092 

50-320 

P 

ftCNEILL.C. A. 

8404030237 

50-333 

S 

MILLER, J, 

R. 

8404050053 

50-368 

P 

MILLER. W. Q. 

8404230363 

50-387 

P 

fCHEILL, C. A. 

8404040167 

50-333 

S 

MILLER, J. 

R. 

8404060406# 

50-338 

P 

MILLER. W. 0. 

8404230432 

50-316 

P 

fCrCILL.C, A. 

8404110343 

50-333 

s 

MILLER, U. 

R. 

8404060432# 

50-309 

P 

MILLER. W. 0. 

8404230448 

70-168 


ffCNEILL.C, A. 

8404170386 

50-333 

R 

MILLER. J. 

R, 

8404060436# 

50-335 

P 

MILLER. W. 0. 

8404230465 

50-302 

P 

HCfCILL. C, A. 

8404180102 

50-333 

R 

MILLER, J. 

R. 

8404090077 

50-317 

F 

MILLER, W. 0. 

8404240539 

50-321 

P 

MCNEILL, C. A. 

8404230001 

50-333 

S 

MILLER, J. 

R. 

8404090084 

50-368 

Q 

MILLER. W. Q. 

8404250040 

50-409 

F 

H!:^EILL, C. A, 

8404250002 

50-333 

S 

MILLER, J. 

R, 

8404090086 

50-309 

P 

MILLS, L. M. 

8404020030 

50-259 

P 

MCfCILL.C. A, 

8404250031 

50-333 

S 

MILLER, J. R. 

8404090095# 

50-389 

P 

MILLS, L. M. 

8404030116 

50-259 

F 

MCfCILL. J. D. 

8404190233 

50-458 

G 

MILLER, U, 

R. 

8404100083 

50-344 

P 

MILLS, L. M. 

8404030212 

50-259 

F 

tCSWAIN, W. M. 

8404190150# 

50-413 

T 

MILLER, J, 

R, 

8404100274 

50-285 

P 

MILLS, L. M. 

8404030316 

50-296 

Q i 

mcswain. W. M. 

8404190159# 

50-413 

T 

MILLER, J. 

R. 

8404110023# 

50-309 

P 

MILLS, L, M, 

8404030321 

50-259 

F 

hcswain. W. M. 

8404190166# 

50-413 

T 

MILLER, J. R, 

8404110043# 

50-317 

P 

MILLS. L. M. 

8404030332 

50-390 

A 

mcswain, w. m. 

8404190171# 

50-413 

T 

MILLER, J, 

R, 

B4041 10058# 

50-344 

P 

MILLS, L. M. 

8404030372 

50-390 

A 

MCSWAIN, W. M. 

8404190179# 

50-413 

T 

MILLER, J, 

R. 

8404110097 

50-309 

P 

MILLS, L. M. 

8404030439 

50-390 

A ; 

ICSWAIN. W h, 

8404190194# 

50-4:13 

T 

MILLER, J. 

R. 

8404110100 

50-282 

P 

MILLS, L. M. 

8404050028 

50-390 

s 

HEGK.C, W. 

8404030255# 

50-382 

A 

MILLER, J, 

R. 

8404110103 

50-336 

P 

MILLS. L. M. 

8404050062 

50-438 

s i 

fECKELNBURG, R. 

8404110288 

PRM 


MILLER, J. 

R, 

8404110205 

50-335 

P 

MILLS. L, M. 

8404050072 

50-327 

F 

MEDFQR, M. D. 

8404200244 

50-206 

I 

MILLER, J. 

R, 

8404110211 

50-317 

P 

MILLS, L. M. 

8404050076 

50-390 

s ! 

MEDFORD, M. 0. 

8404020028 

50-206 

Q 

MILLER, J. 

R. 

8404110345 

50-309 

P 

MILLS, L. M. 

8404050092 

50-439 

s ; 

fEDFQRD, M. 0. 

8404020111 

50-206 

Q 

MILLER, J. R, 

8404120114 

50-368 

P 

MILLS, L. M. 

8404050113 

50-438 

S ; 

fCDFORD. fi. a. 

8404030231 

50-361 

P 

MILLER, J, R. 

8404120116# 

50-368 

P 

MILLS, L. M, 

8404050123 

50-438 

S i 

MEDFORD. M. 0. 

8404030505 

50-361 

P 

MILLER, J. 

R. 

8404120352 

50-282 

F 

MILLS. L. M, 

8404050217 

50-438 

S 

MEDFORD, M. Q. 

8404040090 

50-206 

P 

MILLER, J, 

R. 

8404120369 

50-368 

P 

MILLS. L, M, 

8404050239 

50-390 

S 

MEDFORD. H. 0. 

8404040100 

50-206 

F 

MILLER, J, 

R, 

8404120373# 

50-368 

P 

MILLS. L, M. 

8404060136 

50-259 

Q 1 

MEDFORD, M. 0, 

8404050015 

50-361 

P 

MILLER, J. 

R. 

8404130008 

50-313 

F 

MILLS. L, M. 

8404060372# 

50-438 

Q ; 

MEDFORD. M. D. 

8404050019 

50-361 

R 

MILLER, J. 

R. 

8404130050 

50-266 

P 

MILLS, L, M, 

8404090007 

50-390 

s i 

MEDFORD, M. 0, 

8404050020 

50-361 

P 

MILLER, J, R, 

8404130098 

50-285 

F 

MILLS. L. M, 

8404090121 

50-327 

p 

MEDFORD, M- 0. 

8404100210 

50-206 

R 

MILLER, J, 

R. 

8404130102 

50-389 

P 

MILLS, L. M, 

8404090319 

50-259 

p 

MEDFORD. M. 0, 

8404100222 

50-361 

F 

MILLER, J, 

R, 

8404130165 

50-389 

P 

MILLS. L. M. 

8404090334 

50-438 

S 1 

MEDFORDi M. 0, 

8404120050 

50-361 

P 

MILLER, J. 

R, 

8404130189# 

50-318 

P 

MILLS. L. M. 

8404100010 

40-1341 

'! 

MEDFORD. M. 0, 

8404130313 

50-361 

P 

MILLER, J. 

R, 

8404130350 

50-266 

Q 

MILLS. L. M, 

8404100020 

50-438 

A ' 

MEDFORD, M. 0. 

8404170198 

50-206 

P 

MILLER, J, 

R. 

8404130387 

50-313 

F 

MILLS. L. M. 

8404100036 

50-390 

S , i 

MEDFORD, M. □. 

8404170313 

50-206 

P 

MILLER, J. 

R. 

8404180039 

50-368 

P 

MILLS. L. M. 

8404100286 

50-260 

P 

MEDFORD. H. 0. 

8404170477 

50-361 

P 

MILLER, J. 

R, 

8404180249 

50-280 

V 

MILLS. L. M. 

8404100398 

50-390 

s 

MEDFORD. H. a. 

8404170493 

50-361 

S 

MILLER, J, 

R, 

8404180325 

50-309 

P 

MILLS, L. M, 

8404110114 

50-390 

A 

MEDFORD. H. 0, 

8404170494 

50-206 

P 

MILLER, J, 

R. 

8404190049# 

50-309 

P 

MILLS. L, M. 

8404110158 

50-390 

A 

MEDFORD, M. a 

8404180388 

50-206 

P 

MILLER, J. 

R, 

8404190054# 

50-309 

P 

MILLS. L, M. 

8404120290 

50-390 

A 

fEDFDRD, M. O, 

8404190227 

50-206 

P 

MILLER, J. 

R, 

8404200131 

50-338 

P 

MILLS. L, M. 

8404130021 

50-438 

S 

MEDFORD, M, 0. 

8404190294 

50-206 

R 

MILLER, J. R. 

8404230051# 

50-10 

Q 

MILLS. L, M. 

8404130031 , 

50-438 

S 

MEDFORD. M, O. 

8404240149 

50-361 

X 

MILLER, J, 

R, 

8404230397# 

50-336 

P 

MILLS. L, M. 

8404130151 

50-327 

P 

MEDFORD, H, 0. 

8404240398 

50-206 

P 

MILLER, J. 

R, 

8404250126# 

50-266 

P 

MILLS. L, M, 

8404130242 

50-390 

F 

MEDFORD, M. Q. 

8404260099 

50-361 

P 

MILLER, J, 

R, 

8404250203 

50-285 

a 

MILLS. L. M. 

8404160032 

50-438 

S 

MEDFORD, M, Q, 

8404260327 

50-206 

F 

MILLER, J. 

R. 

8404250213 

50-336 

p 

MILLS. L, M. 

8404160131 

50-390 

A 

BEDFORD, M. 0. 

8404300126 

50-361 

R 

MILLER, J. 

R. 

8404250217 

50-336 

p 

MILLS. L. M. 

8404160139 

50-259 

S 

MEDINA, V. 

840424041 1# 

CbNTRACT 


MILLER, J, 

R. 

8404250291# 

50-338 

p 

MILLS. L. M. 

8404170006 

50-438 

s 

MEDINA, V. 

8404240549# 

CONTRACT 


MILLER, J. R. 

8404260368 

50-368 

p 

MILLS. L. M. 

8404170104# 

50-327 

Q 

ffilLA, G. W. 

8404020176# 

50-206 

S 

MILLER, U. 

R. 

840427001 1 

50-335 

p 

MILLS. L. M. 

8404170148 

50-259 

F 

MEIR.O- 

8404020182# 

50-206 

s 

MILLER, U. 

R. 

8404270023 

50-309 

p 

MILLS. L. M. 

8404170202 

50-438 

S 

MELBER, B. D. 

8404020220 

nureg 


MILLER, J. 

R. 

8404270024# 

50-338 

p 

MILLS. L. M. 

8404170329 

50-327 

P 

MENDELE, D. J. 

8404020218 

50-282 

F 

MILLER, J. 

R. 

8404300062 

50-317 

p 

MILLS. L. M. 

8404170337 

50-390 

Q 

MENDELSON, I. N. 

8404250295# 

CONTRACT 


MILLER, J. 

R. 

8404300065# 

50-317 

p 

MILLS. L, M. 

8404170405 

50-390 

s 

MENDENHALL, E. 

8404110254 

50-265 

S 

MILLER, J. R. 

8404300278 

50-335 

p 

MILLS. L, M. 

8404180185 

50-259 

p :! 

MENDEZ, R 

8404060358# 

50-454 

Q 

MILLER, L. 


8404240426# 

50-344 

Q 

MILLS. L, M, 

8404200148 

SQ-327 

P i 

MENDEZ, R. 

8404110282# 

50-483 

Q 

MILLER, L. 

K. 

8404170409 

50-311 

R 

MILLS. L. M. 

8404230120 

50-390 

F :■ 

MENDONCA, H, 

8404240419* 

50-275 

Q 

MILLER, L. 

K. 

8404170413 

50-272 

R 

MILLS. L. M. 

8404240085 

50-327 

P 

1 

(ENDONCA.H, M. 

8404050287# 

50-275 

Q 

MILLER, M. 

A. 

8404110494 

50-329 

F 

MILLS. L, M. 

8404240127 

50-390 

« ' i 

MENTER, L. 

8404040020 

XPORTLIC 


MILLER, M. 

A, 

0404200011 

50-424 

A 

MILLS. L. M, 

8404240384 

50-296 

p ' 

lERROW, R. J. 

8404190319# 

40-1386 


MILLER, M. 

E. 

8404030158 

50-322 

0 

MILLS. L. M. 

8404270212 

50-390 

Q > 

HESCHER, W. C. 

■ 8404020061# 

50-395 

I 

MILLER, M. 

E. 

8404100153 

50-322 

G 

MILLS. L. M. 

8404270217 

50-328 

Q ' 

fCSERVE, R. A. 

8404020020 

40-2061 


MILLER, M. 

E. 

8404100159 

50-322 

0 

MILLS. L. M. 

8404300075 

50-259 

P 

HESERVE, R. A. 

8404020020 

40-2061 


MILLER, M. 

E. 

8404120068 

50-322 

0 

MILLS. L. M, 

8404300158 

50-327 

! 

i 

HESERVE, R. A, 

8404100149 

40-2061 


MILLER, M. 

E. 

8404160001 

50-322 

0 

MILLS. M. 

0404020158 

NUREG 


HESERVE, R. A. 

8404100149 

40-2061 


MILLER, M, 

E. 

8404180207 

50-322 

G 

MILUSZUSKY. W, J, 

8404130007 

GA999 


messenger. 0. H. 

0312140352 

SECY 


MILLER, M. 

E. 

8404180301 

50-322 

Q 

MIN, T. S. 

8404300045 

XPORTLIC 


tCSSEMGER, G. H. 

8404100474* 

50-329 

A 

MILLER, M. 

E. 

8404230033 

50-322 

G 

MINECK. D. L. 

8404030068 

50-331 

R 

KVER.B. L. 

8404250121 

50-483 

S 

MILLER, M. 

I, 

8404020245 

50-454 

G 

MINECK. D. L. 

8404030112 

50-331 

S 

«YER, D. W. 

8404190490 

FOIA 


MILLER, M. 

I. 

8404020245 

50-454 

0 

MINECK. D. L. 

B40406027B 

50-331 

R 

lEYER, G. 

8404050443 

MISC 


MILLER, H. 

T. 

8404060253# 

50-352 

Q 

MINECK, D. L. 

8404200233 

50-331 

R J 

HEYER. G, W. 

8404260257# 

50-334 

Q 

MILLER, M. 

T. 

0404090368# 

50-209 

G 

MINER, S. 

8404110141 

50-312 

p ; 

MEYER. R.E. 

8404020260 

NUREG 


MILLER, M. 

T 

8404160126# 

50-322 

Q 

MINISH. J. 0, 

0404110239# 

TOPREP 


KYER.R. e. 

8404100524 

NUREG 


MILLER, W. 


0404120434 

40-8001 


MINOGUE.R. a. 

8300290246# 

FOIA 


NEVER. R. E. 

0404160218 

NUREG 


MILLER, W. 

H. 

8404060351# 

50-390 

Q 

MINTZMYER.L. 

8404300209 

WASTE MQT 

NIETZrG. 0. 

B404170394 

50-329 

3 

MILLER, W. 

H. 

8404170478# 

50-413 

Q 

MIRAOLIA. F. 

8404100104 

50-395 

p 

HIETZ. G. 0- 

8404170404# 

50-329 

s 

MILLER, W. 

0. 

8404050279 

50-302 

P 

MIRAGLIA. F. J. 

8404050162 

50-388 

A 

HIETI.G- q. 

8404170445 

50-445 

S 

MILLER, W, 0. 

8404060059 

50-317 

P 

MIRAGLIA, F. J. 

8404050441 

50-410 

F 
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AUTHOR 
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MIRAGLIA, F. J. 

8404130418 

50-483 

A 

MIRAGLIA, F. J. 

8404190068 

MISC 


MIRAGLIA, F. J. 

8404250061 

50-416 

P 

MISAK, A. 

8404020029 

50-254 

S 

MISAK, A. 

8404170297 

50-254 

S 

MISAK, A. L. 

8404200069 

50-254 

R 

MITTL,R. L, 

8404060087 

50-354 

A 

MITTL,R.L, 

8404120141 

50-354 

F 

MITTL, R. L. 

8404120179 

50-354 

A 

MITTL,R.L. 

8404120188 

50-354 

A 

MITTL. R. L. 

8404120209 

50-354 

A 

MITTL. R. L. 

8404200059 

50-354 

F 

MITTL. R, L. 

8404200062 

50-354 

F 

MITTL. R. L. 

8404200102 

50-354 

F 

MITTL, R. L. 

8404240338 

50-354 

A 

MITTL, R,L. 

8404270235 

50-354 

A 

MIZUNO, G. S. 

8404030139 

50-445 

G 

MIZUNO. G. S. 

8404120393 

50-445 

G 

MIZUNO, G. S. 

8404180335 

50-445 

T 

MIZUNO, G. S. 

8404190097 

50-445 

G 

MIZUNO, G. S. 

8404240216 

50-445 

G 

MIZUNO, G. S. 

8404240267 

50-445 

G 

MOAK.D. P. 

8404100132* 

WASTE MGT 

MOAK, D. P. 

8404100135# 

WASTE MGT 

MONAGHAN, U. A. 

8404090466 

50-322 

T 

MONAGHAN, J. A. 

8404090466 

50-322 

T 

MONAGHAN, U. A. 

8404090472* 

50-322 

T 

MONAGHAN, U. A. 

8404090472* 

50-322 

T 

MONAGHAN, U. A. 

8404110493 

50-322 

G 

MONAGHAN, J. A. 

8404110493 

50-322 

G 

MONAGHAN, J. A. 

8404240449 

50-322 

G 

MONAGHAN, U. A. 

8404240449 

50-322 

G 

MDNDAHL, S. M. 

8404120315* 

50-293 

P 

MONTGOMERY, B. L. 

8404190342 

50-322 

G 

MONTGOMERY, D. 

8404170095 

State Prog 

MONTGOMERY. D. M. 

8404170268* 

50-413 

Q 

MONTGOMERY, D. M. 

8404170278* 

50-413 

G 

MONTGOMERY, U. L. 

8404100188* 

50-267 

Q 

MOON.C. W. 

8404180208 

TOPREP 


MOONEY, J. A, 

8403150003 

50-329 

A 

MOONEY, J. A. 

8404020257 

50-329 

A 

MOONEY. J. A. 

8404030141 

50-329 

A 

MOONEY. U. A. 

8404030347 

50-329 

A 

MOONEY, J. A. 

8404200227* 

50-329 

A 

MOORE, D, D, 

8404270300* 

50-10 

F 

MOORE, D, E. 

8404130154* 

50-269 

Q 

MOORE, U, E, 

8404170312 

50-400 

G 

MOORE, U. E, 

B404260076 

50-400 

G 

MOORE, R. B. 

8404160154* 

50-254 

F 

MOORE, R. N. 

8404030306 

XPORTLIC 


MOORE, R. N. 

8404040015 

XPORTLIC 


MOORE, R. N. 

8404040247* 

XPORTLIC 


MOORE, R, N. 

8404110030 

XPORTLIC 


MOORE, R. N. 

8404110041 

XPORTLIC 


MOORE, R. N. 

8404110070 

XPORTLIC 


MOORE. R. N. 

8404160269 

XPORTLIC 


MOORE, R. N. 

8404200360 

XPORTLIC 


MOORE, R. N. 

8404200362 

XPORTLIC 


MOORE, R. N. 

8404200365 

XPORTLIC 


MOORE, R. N. 

8404230354 

XPORTLIC 


MOORE, R. N. 

8404230406 

XPORTLIC 


MOORE, R. N. 

8404230423 

XPORTLIC 


MOOS. D, W, 

8404250074 

WASTE MGT 

MOOS, D. W. 

8404250086 

PR 


MORAN, D. H. 

8404110056 

TOPREP 


MORAN, D. H. 

8404230343 

TOPREP 


MORGAN, G. E. 

8404240413* 

50-302 

I 

MORGAN, G, J. 

8404170332 

50-271 

I 

MORGAN, R. A. 

8404040073* 

50-413 

T 

MORGAN, R. E. 

8404020180 

50-261 

F 

MORGAN, R. E. 

8404030546 

50-261 

F 

MORGAN, R. E. 

8404110106 

50-261 

R 

MORGAN, R. E. 

8404240223 

50-261 

p 

MORGAN, R. L. 

8404250082 

PR 


MORGENSTERN, A. 

8404200376 

XPORTLIC 


MORI ARTY, J. M. 

8404090454 

50-322 

S 

MORI ARTY, J. M. 

8404200287 

50-322 

S 

MORLEY, U. A. 

8404100092 

WASTE MGT 

MORLEY, U. A, 

84041 10284 

WASTE MGT 

MORLEY, J. A. 

8404110486 

WASTE MOT 

MORLEY, U. A. 

8404270093 

WASTE MGT 

MORLEY, J. A. 

8404270238 

WASTE MOT 

MORLEY, J. A. 

8404300066 

WASTE MOT 

MORLEY, J. A. 

8404300202 

WASTE MGT 

MORRIS, J. L. 

8404170064 

50-528 

s 
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MORRIS. P. A. 

8404180295 

40-2061 


MORRIS, P. A. 

8404230324 

50-352 

G 

MORRIS, P. A. 

8404250021 

50-344 

G 

MORRONGIELLO, A. 

8404030304* 

50-254 

Q 

MORTON, K. V. 

8404020099* 

50-275 

P 

MORTON, K. V. 

8404020105* 

CONTRACT 


MORTON, K. U. 

8404020223* 

CONTRACT 


MORTON, K. V. 

8404030014# 

CONTRACT 


MORTON, K. V. 

8404040041* 

CONTRACT 


MORTON, K. V. 

8404050057* 

CONTRACT 


MORTON, K. Y. 

8404120033* 

CONTRACT 


MORTON, K. V. 

8404130177# 

CONTRACT 


MORTON, K. V. 

8404130190* 

CONTRACT 


MORTON. K. V. 

8404170221* 

CONTRACT 


MORTON, K. V. 

8404190151* 

CONTRACT 


MORTON, K. V. 

8404200096* 

CONTRACT 


MORTON, K. V. 

8404200103* 

CONTRACT 


MORTON, K. V. 

8404200386* 

CONTRACT 


MORTON, K. V. 

8404200391* 

CONTRACT 


MORTON, K. V. 

8404230258* 

CONTRACT 


MORTON, K. V. 

8404230264* 

CONTRACT 


MORTON, K. V. 

8404230314* 

CONTRACT 


MORTON, K. Y. 

8404240018* 

CONTRACT 


MORTON. K. Y. 

8404240137* 

CONTRACT 


MORTON. K. Y. 

8404240169* 

CONTRACT 


MORTON, K. Y. 

8404240177* 

CONTRACT 


MORTON, K. Y. 

8404240191* 

CONTRACT 


MORTON, K. Y. 

B404240204* 

CONTRACT 


MORTON, K. Y. 

8404240411* 

CONTRACT 


MORTON, K. Y. 

8404240517* 

CONTRACT 


MORTON, K. Y. 

8404240531* 

CONTRACT 


MORTON, K. Y. 

8404240549* 

CONTRACT 


MORTON, K. V. 

8404250049* 

CONTRACT 


MORTON, K. Y. 

8404250058* 

CONTRACT 


MORTON, K. V, 

8404250084* 

CONTRACT 


MORTON, K. Y. 

8404250111* 

CONTRACT 


MORTON, K. V. 

8404250113* 

CONTRACT 


MORTON, K. V. 

8404250138* 

CONTRACT 


MORTON, K. Y. 

8404250232* 

CONTRACT 


MORTON, K. V. 

8404300017* 

CONTRACT 


MOSELEY, N. C. 

8404170088* 

I«,E 


MOSELEY. N. C. 

8404170092* 

IS(E 


MOSELEY, N. C. 

8404170108* 

I8tE 


MOSEL I us, R. M. 

8404050312 

50-483 

F 

MDSLAK, T. 

8404190310* 

50-320 

G 

MOUL. D, A. 

8404170575 

NUREO 


MOWRY. W. R. 

8404190385 

50-163 

P 

MOWRY, W. R. 

8404240521 

XPORTLIC 


MOWRY, W. R. 

8404300212 

71-6346 


MOWRY, W. R. 

8404300240* 

71-6346 


mroczka, e. j. 

3404030204 

50-336 

S 

MROCZKA.E. U. 

8404030204 

50-336 

s 

MROCZKA, E. J. 

8404030296 

50-336 

s 

MROCZKA, E. U. 

8404030296 

50-336 

s 

MROCZKA. E. J. 

8404160171 

50-336 

Q 

MROCZKA.E. J. 

0404160171 

50-336 

Q 

MROCZKA.E. J. 

8404200318 

50-245 

F 

MROCZKA, E. J. 

B404240029 

50-336 

s 

MROCZKA.E. J. 

8404240029 

50-336 

S 

MROCZKA.E. J. 

8404240071 

50-336 

s 

MROCZKA.E. J. 

8404240071 

50-336 

S 

MROCZKA, E. J. 

8404240141 

50-336 

S 

MROCZKA.E. J. 

8404240141 

50-336 

S 

MROCZKA.E. J. 

8404240172 

50-336 

S 

MROCZKA, E. J. 

8404240172 

50-336 

S 

MROCZKA, E. J. 

8404240185 

50-336 

S 

MROCZKA. E. J. 

8404240185 

50-336 

S 

MROCZKA, E. J. 

0404240293 

50-336 

S 

MROCZKA, E. J. 

8404240293 

50-336 

S 

MROCZKA, E. J. 

8404240354 

50-336 

S 

MROCZKA, E. J. 

8404240354 

50-336 

S 

MUDD, C. H. 

8404240445 

50-348 

F 

MUELLER, R. C. 

8404160204 

50-409 

I 

MUFFETT, J. W, 

8404190264* 

50-454 

G 

MULLAUER, J. 

8404060146 

70-2032 


MULLAUER, J. 

8404060264 

70-2959 


MULLER, D. R. 

8307140101 

50-289 

P 

MULLER , D. R. 

8307250061 

50-289 

P 

MULLER, D.R. 

8310210368 

50-289 

P 

MULLER. D. R. 

8311140061* 

50-400 

E 

MULLER, B. R. 

8311150437* 

50-400 

E 

MULLER, D. R. 

8403270128* 

50-245 

P 

MULLER, D. R. 

8404110208* 

50-220 

P 

MULLER, D. R. 

8404130440 

50-305 

P 

MULLEY, G. A. 

8404050487 

50-445 

G 


AUTHOR 

ACCESSION 

NUMBER 
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CATEGORY 

MULLEY, G. A. 

8404100420 

50-445 

Q 

MULLIKIN, R. P. 

8404030088* 

50-482 

a 

MULLIKIN, R. P. 

8404030278* 

50-432 

Q 

MULLIKIN. R. P. 

8404130223* 

50-267 

Q 

MULLINAX. T. H. 

8404040079* 

50-413 

T 

MULLINS, L. E. 

8404160194 

50-309 

Q 

MUNRO, J. J. 

8404110077 

71-9027 


MUNRO, J. J. 

8404130035 

71-9187 


MUNRO, J. J. 

8404300312 

71-6613 


MURLEY, T. E. 

8404040276 

50-244 

V 

HURLEY, T. E. 

8404130065 

50-387 

H 

MURLEY, T. E. 

8404170523 

50-309 

H 

MURLEY, T. E. 

8404240321 

50-293 

G 

MURLEY, T. E. 

8404240331* 

50-293 

Q 

MURPHY, D. J. 

8404190219* 

FOIA 


MURPHY, J. D. 

8404190195* 

FOIA 


MURPHY, J. D. 

8404300028 

71-9071 


MURPHY, J. J. 

8404240327* 

40-6329 


MURPHY, L. G. 

8404160285 

CONTRACT 


MURPHY, L. G. 

8404200367 

CONTRACT 


MURPHY, M. A. 

8404190191* 

FOIA 


MURPHY, M. A. 

8404190202* 

FOIA 


MURPHY, M. A. 

840419021 1* 

FOIA 


MURPHY, M. E. 

8404030153* 

50-285 

G 

MURPHY, M. E. 

8404030232* 

50-267 

Q 

MURPHY, M. E. 

8404130223* 

50-267 

Q 

MURPHY, M. R. 

8404170451 

WASTE MGT 

MURPHY, M. R. 

8404170451 

WASTE MGT 

MURPHY, W. P. 

8404030241 

50-271 

Q 

MURPHY, W. P. 

8404170397 

50-271 

R 

MURPHY, W. P. 

8404260260 

50-271 

Q 

MURRAY, B. 

8404030153* 

50-285 

Q 

MURRAY, B. 

8404030232* 

50-267 

Q 

MURRAY, B. 

8404100217* 

50-285 

a 

MURRAY, B. 

8404100262* 

50-482 

Q 

MURRAY, B. 

8404100384* 

50-445 

Q 

MURRAY,®. 

8404260207* 

50-267 

Q 

MURRAY, B. 

8404260313* 

50-482 

Q 

MURRAY, B. 

8404260354* 

50-445 

<1 

MURRAY, B. 

8404260452* 

50-445 

Q 

MURRAY, T. D. 

8404030263* 

50-346 

P 

MURRAY, T. D. 

8404090217 

50-346 

S 

MURRAY, T. D. 

8404120304 

50-346 

S 

MURRILL, P, W. 

8404170322 

50-458 

I 

MURTHA, J. E. 

8404200164* 

50-334 

P 

MUSCARA, J. 

8404200016 

NUREG 


MUSCENTE, M. D. 

8404060427* 

50-445 

G 

MUSELER, W. J. 

8404020248* 

50-322 

G 

MUSELER, W. J. 

8404030354 

50-206 

S 

MUSELER. W. J. 

8404030354 

50-206 

a 

MUSELER, W. J. 

8404100293 

50-322 

Q 

MUSELER, W. J. 

8404110307 

50-206 

S 

MUSELER, W. U. 

8404110307 

50-206 

s 

MUSELER, W. J. 

8404130010 

TOPREP 


MUSELER, W. J. 

8404130010 

TOPREP 


MUSELER, W. J. 

8404130246 

50-206 

g 

MUSELER, W. J. 

8404130246 

50-206 

S 

MUSELER, W. J. 

8404160030 

50-206 

8 

MUSELER, W. J. 

8404160030 

50-206 

g 

MUSELER, W. J. 

8404170203 

50-206 

S 

MUSELER, W. J. 

8404170203 

50-206 

S 

MUSELER, W. J. 

8404180323 

50-206 

s 

MUSELER, W. J. 

8404180323 

50-206 

s 

MUSELER, W. J, 

8404230057 

50-206 

s 

MUSELER, W. J. 

8404230057 

50-206 

s 

MUSELER, W, J. 

8404230440* 

50-322 

T 

MUSOLF, D, 

840406024 1 

50-263 

P 

MUSOLF, D. 

8404060244* 

50-263 

P 

MUSOLF. D. 

8404060281 

50-263 

P 

MUSOLF, D. 

8404100190 

50-263 

P 

MUSOLF, D. 

8404100193* 

50-263 

P 

MUSOLF, D. 

8404110133 

50-282 

R 

MUSOLF, D. 

8404110291 

50-263 

R 

MUSOLF, D 

8404130277 

50-282 

P 

MUSOLF, D. 

8404130289* 

5.0-202 

f! 

MUSOLF, D. 

8404160056 

50-282 

P 

MUSOLF, D. 

8404200315 

50-263 

fi 

MUSOLF, D. 

8404240399 

50-263 

R 

MUSOLF, D. M. 

8404090251 

50-263 

1 

MUSOLF, D. M. 

8404090296 

50-282 

f 

MUSOLF, D. M. 

8404130227 

50-282 


MUTTO, N. J, 

8404030403* 

50-322 

1 

MYERS- D, 0. 

8404170400* 

50-324 


MYERS, H, 

8404050307* 

50-275 

( 

MYERS, R. W. 

8404160U3 

PRM 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

iiiBIPURAM, S, 

SiilR.P. K. 

V«AHURA< N. 

«URA. N. 

^URA, N. 

8404240254 

8404030464# 

8404240244* 

8404240527 

8404240530* 

50-247 

50-266 

XPORTLIC 

XPORTLIC 

XPORTLIC 

S 

P 

NORELIUSiC. E. 
NORELIUS.C. E. 
NORELIUS.C. E. 
NDRELIUS.C. E. 
NORELIUS/C. E. 

8404110212 

8404130325 

8404160076 

8404160164 

8404190397 

50-374 

50-329 

50-341 

50-331 

50-10 

G 

R 

G 

G 

G 

O'TOOLE, J. D, 
O'TOOLE. J. D. 
O'TOOLE, J. D. 
O'TOOLE. J. D, 
O'TOOLE. J. D. 

8404230172 

8404240254 

8404250010 

8404250094 

8404260009 

50-247 Q 
50-247 S 
50-247 P 
50-3 I 
50-247 R 

WSAHURA. N- 
WWtURA, N. 

m\ir.p. p. 

W!BDT.P. P- 

WRDI- A. U, 

8404250150 

8404250151* 

8404050206* 

8404240337* 

8404060439 

XPORTLIC 

XPORTLIC 

50-528 

50-528 

70-1143 

Q 

Q 

NORELIUS.C. E. 
NORELIUS.C. E, 
NORELIUS.C. E. 
NORELIUSiC. E. 
NORELIUS.C. E. 

8404190456* 

8404200256 

8404230085* 

8404230095* 

8404240108 

50-454 

50-373 

50-10 

50-10 

50-373 

Q 

P 

Q 

G 

G 

OESTMANN, M, J, 

OK ADA, S. 

OK ADA, S. 

OKADA, S. 

OLD AG. D. 

8404230177* 

8404110503 

8404230211* 

8404250108* 

8404260469 

50-346 Q 
XPORTLIC 
XPORTLIC 
XPORTLIC 
50-445 G 

A. J. 

OTI. A. J. 

«CI.P. B. 

feamcr.p. b. 

ftROOCLP. B. 

8404300060 

8404300230 

8404030377 

8404040171 

8404060127 

70-1151 

70-1151 

50-369 

50-369 

50-370 

S 

S 

S 

NORELIUS.C. E. 
NORELIUS/C. E. 
NORMAN/ D. 

NORRHOLM/ L. 
NORRHOLM/ L. 

8404240368 

S404260396 

8404230274* 

8404090250* 

8404160106* 

50-255 

50-315 

50-400 

50-247 

50-286 

P 

G 

Q 

G 

G 

OLIVER I A. W, 

OLSEN. A. F. 

OLSEN. A. F. 

OLSHAN, L. 

OLSON. D. J. 

8404240067* 

8404090497 

8404110383 

0404100015 

8404030380* 

50-272 Q 
70-324 
70-324 
50-454 A 

50-322 T 

USDKI.P. B. 
WKICLP. B, 
«CI.P. B. 
«CI.P. B. 
«r.p. E. 

8404060302 

8404170073 

8404170081 

8404170112 

8404190173 

50-370 

50-369 

50-369 

50-369 

50-369 

S 

S 

S 

S 

S 

NORRHOLM/ L. 
NORRHOLM. L. J, 
NORRHOLM. L. J. 
NORRIS. H.R. 

NORRY. P, 0. 

8404160141 

8404120301* 

8404300217 

8404110106 

8404060038 

50-311 

50-272 

50-272 

50-261 

ORO 

S 

G 

S 

R 

OLSON. J. 

OLSON. 0. L. 

OLSON. 0. L. 

OLSON. 0. L, 

OLSON. 0. L. 

8404020220 

8404090058 

8404170595 

8404300114 

8404300214 

NUREG 

WASTE MGT 
WASTE MGT 
WASTE MOT 
WASTE MGT 

«I,P. B, 

c, H. 
m c. M. 

6DHAM.P. 
t&T, J. Q. 

8404300143 

8404040381* 

8404040386* 

8404190159# 

8404040384 

50-370 S 
50-275 G 
50-275 G 
50-413 T 

WASTE MGT 

NORRY. P. 0. 

NORRY. P, G. 

NORTH. H. 8. 

NORTON. B. 

NORTON. B. 

8404060044 

8404100511* 

8404240396* 

8403120006 

8404040366 

ORO 

70-1193 

50-520 

50-275 

50-275 

G 

G 

G 

OLSON, 0. L. 
OPREA.G. W, 

OPREA. G. W. 

OPREA, G. W. 

OPREA, G. W, 

8404300362 

8404020035* 

840402003S 

8404020042* 

8404020048* 

WASTE MGT 
50-498 Q 

50-498 S 

50-498 0 

50-498 Q 

HFF, J- Q. 

€FF, J. Q. 
i€fF, U. 0. 

!£FF, J. Q. 

SEFF, J. 0. 

8404050150 

8404100115 

8404110310 

8404270231 

8404270288 

WASTE MGT 

WASTE MOT 

WASTE MGT 

WASTE MGT 

WASTE MGT 

NORTON. B. 

NORTON. B. 

NORTON, B. 

NORTON, M. E, 
NORWOOD, K. S. 

8404040366 

8404100284 

8404160040 

8404040195 

8404020277 

50-275 

50-275 

50-275 

PRM 

NUREO 

G 

G 

G 

OPREA.G. W. 

OPREA, G. W. 
OPREA.G. W. 

ORDERS, W. 

ORTIZ, D. A. 

8404130252 

8404190487* 

8404260392* 

8404060350* 

8404270250 

50-498 S 
50-498 Q 
50-498 Q 
50-369 a 
50-445 G 

€FF, J. Q, 
iSILD.R.C. 

UiSLER, J. H. 

lasoN- u. 

mSON.H, A. 

! 

8404300204 

8404030270 

8404230222* 

8404020232* 

8404060130 

WASTE MGT 

50-220 S 

50-483 Q 

CONTRACT 

50-289 F 

NOTARO. U. A. 
NOUACHEK. F. J. 
NOVACHEK.F, J. 
NOVAK, T. M, 

NOVAK, T. M. 

8404020255* 

8404090146* 

8404090159* 

8403140260 

8403140269 

50-322 

50-267 

50-267 

50-413 

50-454 

G 

S 

s 

A 

A 

ORTIZ, D. A, 

ORTON, K. V. 
OSBORNE, M. F. 
□TTINGER, R. 
OVADIA, U. 

8404270250 

8404160274* 

8404020277 

8404020258* 

8404030530 

50-445 G 

CONTRACT 

NUREG 

COMMISSION 

PRM 

iESQN. W. R. 
jOTHY.E. 

:CUDER. S. 

;€IHAN, S. P. 

«N,S. P. 

8404170031 

8404160063 

8404270237* 

8404040320 

8404050505 

NUREO 

PR 

WASTE MGT 

RES 

NUREO 

NOVAK, T. M. 

NOVAK. T, M, 

NOVAK, T. M, 

NOVAK, T. M. 

NOVAK. T. M, 

8404050488 

8404160120 

8404160125 

8404160136 

8404160137 

50-416 

50-454 

50-454 

50-454 

50-373 

P 

A 

Q 

Q 

P 

□WEN, W, H, 
PADOVAN.M. L, 
PADOVAN. M. L. 

PAGE, M, 

PAGE, M, 

8404130130* 

8404050287* 

8404240419* 

8404030599 

8404040252 

50-413 0 

50-275 Q 
50-275 Q 
CONTRACT 
CONTRACT 

ms. J.E. 

; ®KAN.C. H. 

? R. 

'jflWAN. J. R. 

)mm. 5. p. 

8404190159* 

8404050505 

8404170529 

0404170529 

8404100539 

50-413 

NUREO 

50-498 

50-498 

NUREO 

T 

G 

G 

NOVAK, T. M. 

NOVAK, T. M, 

NOVAK, T, M, 

NUMARK, N. U. 
NUSSBAUMHR, D. A. 

8404180075 

8404300061 

8404300300 

8404300186 

8404170004 

50-414 A 

50-412 A 

50-327 P 

WASTE MGT 

WASTE MOT 

PAGE, M, 

PAGE, M 

PAGE. M, 

PAGE, M. 

PAGE. M, 

8404040259 

8404040293 

8404170218 

8404170226 

8404200091 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

K. 

: WHOLAS. H. H. 
;€HOLAS< H. H. 

: NICHOLAS. J. 0. 

8404110024 

8404030214 

8404240102* 

8404240447* 

8404100262* 

NUREO 

50-320 

50-388 

50-388 

50-482 

S 

Q 

Q 

Q 

NYKIRK, A. W. 
O'BRIEN, U, 
O'CONNER. P. W. 
O'CONNOR, B. F. 

0 'CONNOR, u. r. 

8404020215 

8404260291* 

8404110460 

8404160010 

8404120434 

50-295 

50-289 

50-482' 

50-317 

40-8801 

F 

G 

A 

F 

PAGE. M, 

PAGE, M. 

PAGE. M. 

PAGE. M. 

PAGE. M, 

8404200099 

8404200384 

8404230255 

8404230261 

8404240017 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

:■ ECHOLS. C. H. 
MIMLSiN. N. 
i iICHOLS. N. N. 
i IICHOLS. N. N. 
j siCHOLS. N. N. 

8404040423* 

8404240133 

8404240133 

8404240258 

84-04240258 

50-275 

50-352 

50-352 

50-352 

50-352 

0 

G 

G 

G 

G 

0 'CONNOR. P. 
O'DWYER, G. F. 

0 'KELLEY. G. D. 
O'NEILL, U, 

O'NEILL. U, 

8404200073 

8404170055* 

8404100524 

8404060413 

8404110370 

50-482 

50-403 

NUREO 

50-155 

PR 

Q 

Q 

0 

PAGE. M, 

PAGE. M, 

PAGE. M, 

PAGE. M. 

PAGE. M. 

8404240129 

8404240170 

8404240187 

8404240483 

8404240510 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

i <ICHOLSQN, J. H. 

; ^ICWLSQN, N. A- 
: sICHCLBQN, N, A. 

'1 SIWLES.P. J. 

\ mEs.p, J. 

8404240018* 

8404030375* 

8404170027* 

8404100163 

8404100163 

CONTRACT 

50-373 

50-16 

40-2061 

40-2061 

Q 

a 

O'NEILL, J. 

O'NEILL, U. 

O'NEILL, U. 

O'NEILL, U. 
O'REILLY, U. P. 

8404190164 

8404230005 

8404240126 

8404270268 

8404030045* 

50-155 

50-155 

50-155 

50-155 

FOIA 

0 

0 

G 

G 

PAGE. M. 

PAGE, M. 

PAGE, M, 

PAGE. M, 

PAGE, M, 

8404250051 

8404250077 

8404250100 

8404250107 

8404250135 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

1 «EOLARAS» H. 

' mrz.R. L. 
i s:nit2.r. l. 

1 >!!fIT2,R. L- 

; an, c. 

8404020092 

8404060253* 

8404160126* 

8404190393* 

8404030258 

50-269 

50-352 

50-322 

50-220 

50-321 

F 

G 

G 

G 

R 

O'REILLY. J. P. 
O'REILLY, U. P. 

0 'REILLY, U. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 

0404030055* 

8404030058* 

8404030061* 

8404060120 

8404060128 

FOIA 

FOIA 

FOIA 

50-413 

50-390 

A 

V 

PAGE, R. 0. 

PAGE, R, Q. 

PAGE, R, 0. 

PAGE, R. G, 

PAGE, R, Q. 

8404110010 

8404110080 

8404110526 

8404110540* 

8404130089 

40-2061 

70-1113 

70-27 

70-27 

70-25 

I»ILH.C. 
i SIK.H, C. 

'-1 IILH. C. 

: c. 

i aj,H. c. 

8404030283 

0404030419 

8404050372 

8404160138 

8404300093 

50-321 

50-321 

50-321 

50-321 

50-321 

S 

S 

F 

R 

S 

O'REILLY, U. P. 

0 'REILLY, U. P. 
O'REILLY, U, P. 

□ 'REILLY, U. P. 
O'REILLY, J. P. 

8404060137 

8404060212 

0404060243 

8404060266 

8404060273 

50-416 V 
50-250 Q 
50-416 V 

8tat« Prog 
50-250 0 

PAGE. R. G. 

PAGE. R. 0, 

PAGE, R. G. 

PAGE, R. 0. 

PAGE, R. 0. 

8404130093* 

8404130169 

8404130524 

8404130525* 

8404130530 

70-25 

40-7455 

70-2988 

70-2908 

40-2061 

1 ilLH. C. 

IILH. C. 
jW.R. 

WW.A. 

SIKSJ. W. A. 

8404300133 

8404300200 

8404200118 

0404110015* 

0404300194* 

50-366 

50-366 

50-321 

40-2061 

70-135 

S 

8 

F 

O'REILLY, J. P. 
O'REILLY, U. P. 
O'REILLY, U. P. 
O'REILLY, U, P. 

0 'REILLY, U. P. 

8404060283 

8404170016 

0404170090 

0404170107* 

0404170359 

50-250 G 
50-416 Q 
50-327 Q 
50-327 Q 

Stat* Prog 

PAGE. R. 0. 

PAGE. R, 0. 

PAGE. R. G. 

PAGE, R. G. 

PAGE. T, A. 

8404170598 

8404260409 

8404270297 

8404300184 

8404200250* 

40-2061 
70-1113 
70-25 
70-135 
50-206 I 

^ mi, p. K. 

m, R. 

, 'CONAM* V. S. 
tOlDeRHAUG. L. 
(StKRHAUO, L. R. 

0404050089* 

8404040403* 

8404230358 

8404130159 

8404050226 

FOIA 

50-275 

NUREO 

50-206 

50-361 

G 

F 

G 

O'REILLY, U. P. 
O'REILLY, U. P. 
O'TOOLE, U, D. 

□ 'TOOLE, J, D. 
O'TOOLE, U. D. 

8404170377* 

8404170475 

8404090072 

0404100070 

0404100090 

50-324 
50-259 
50-3 
50-247 
50-3 ■ ' 

0 

Q 

F 

P 

F 

PALLADINO.N. 
PALLADINO.N. U. 
PALLADINO.N. J. 
PALLADINO.N. J. 
PALLADINO.N. J. 

8404030044* 

8404020221 

8404020240 

8404020247* 

0404020251* 

FOIA 

50-247 F 
COMMISSION 
COMMISSION 
COMMISSION 

tKRHAUO, L, R. 
iGtCERHAUGi L. R. 
‘QDERHAUO. L. R. 
miUS. C. E. 
,miU5»C. E. 

8404050251 

8404240310 

8404240409 

8404020064 

8404030295 

50-397 

50-275 

50-275 

50-263 

50-254 

G 

S 

8 

G 

G 

O'TOOLE, J. D. 
O'TOOLE, J. D. 
O'TOOLE* U, D. 
O'TOOLE, J, D. 
O'TOOLE, U, D. 

0404100195 

0404110109 

0404120217 

0404160008 

0404200089 

50-247, 

50-247 

50-247 

50-3 

50-247 

0 

P 

F 

F 

P 

PALLADINO.N. J. 
PALLADINO.N. J. 
PALLADINO.N. J. 
PALLADINO.N. J. 
PALLADINO. N. U, 

8404020291 

8404030024* 

0404030082* 

8404030591 

8404030594 

COMMISSION 

FOIA 

FOIA 

COMMISSION 

COMMISSION 
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PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PALLADINO, N. J. 

8404040295 

COMMISSION 

PALLADINO, N. J. 

8404040300* 

COMMISSION 

PALLADINO, M. J. 

8404050153 

COMMISSION 

PALLADINO, N. J. 

8404060016 

COMMISSION 

PALLADINO, fJ. J. 

8404100102 

COMMISSION 

PALLADINO, M. J. 

8404100471 

50-323 

G 

PALLADINO, N. J. 

8404100484* 

50-323 

G 

PALLADINO, M. J. 

8404110011 

COMMISSION 

PALLADINO, N. J. 

8404110386 

PR 


PALLADINO, N. J. 

8404110397 

COMMISSION 

PALLADINO, H. J. 

8404110439 

COMMISSION 

PALLADINO, N. J. 

8404110476 

COMMISSION 

PALLADINO, N. J. 

8404110479* 

COMMISSION 

PALLADINO, N. J. 

8404190046* 

50-443 

Q 

PALLADINO, M. J. 

8404230011 

50-289 

G 

PALLADINO, N. J. 

8404240240 

50-322 

U 

PALOMINO. F. G. 

8404060019 

50-322 

G 

PALOMINO, F. G. 

8404100490 

50-322 

G 

PALOMINO, F. G. 

840417054B 

50-322 

G 

PALOMINO, F. G, 

8404170550* 

50-322 

G 

PALOMINO, F. G, 

8404180342 

50-322 

G 

PALOMINO. F. G. 

8404230063 

50-322 

G 

PANCIERA, V. 

8404060111* 

50-366 

Q 

PANCIERA. V. 

8404170415* 

50-321 

Q 

PANG, J. F. 

8404050256* 

50-397 

Q 

PANGBURN.G. C. 

8404090039 

40-8602 


PAOLINO, R. J. 

8404060200* 

50-352 

Q 

PAOLINO. R. J, 

8404060253* 

50-352 

Q 

PAPER lELLO. C. 

8404190307 

50-10 

S 

PAPER lELLO, C. J. 

8404030337 

50-373 

Q 

PAPER lELLO, C. J. 

8404060169 

50-10 

Q 

PAPER lELLO. C. J. 

8404090130 

50-254 

F 

PAPERIELLO, C, J. 

8404090353 

50-295 

F 

PAPER lELLO. C. J. 

8404090355 

50-266 

G 

PAPERIELLO, C. J, 

8404090360* 

50-266 

G 

PAPERIELLO. C, J, 

8404090379 

50-255 

G 

PAPERIELLO, C J, 

8404090395 

50-263 

F 

PAPERIELLO, C. J. 

8404110007 

70-36 


PAPERIELLO. C. J. 

8404110073 

50-282 

F 

PAPERIELLO, C. J, 

8404130224 

50-483 

G 

PAPERIELLO, C. J, 

8404130298 

50-237 

F 

PAPERIELLO, C, J, 

8404160093 

50-155 

F 

PAPERIELLO. C. J. 

8404160152 

50-254 

F 

PAPERIELLO, C. J, 

8404160169 

50-341 

Q 

PAPERIELLO, C. J. 

8404170024 

50-16 

G 

PAPERIELLO, C. J. 

840417003S 

50-254 

Q 

PAPERIELLO, C, J, 

8404170126 

50-461 

G 

PAPERIELLO, C. J. 

8404170433 

50-483 

Q 

PAPERIELLO, C. J. 

8404190169 

50-282 

G 

PAPERIELLO, C. J, 

8404190175* 

50-282 

Q 

PAPERIELLO. C. J. 

8404190396 

50-255 

F 

PAPERIELLO, C. J. 

8404230161 

50-346 

G 

PAPERIELLO, C. J, 

8404240336 

50-315 

F 

PAPERIELLO, C. J. 

8404240363 

50-409 

F 

PAPERIELLO, C. J. 

8404270200 

50-315 

Q 

PARIS, J, 

8404100365* 

70-1331 


PARIS, 0. H. 

8404250021 

50-344 

G 

PARKER. J. 

0404160100 

50-416 

S 

PARKER, J. 

8404170128 

50-416 

S 

PARKER, J. 

8404270034 

50-416 

s 

PARKER, J. L. 

8404060247 

50-416 

s 

PARKER, J. L. 

8404120211 

50-416 

s 

PARKER, J. L. 

8404260170 

50-416 

s 

PARKER, L. B. 

8404130319* 

QA999 


PARKER, L. B. 

8404170206* 

QA999 


PARKER, L. B, 

0404170311* 

QA999 


PARKER, L. B, 

8404190268# 

QA999 


PARKINSON, D. L. 

8404240169* 

CONTRACT 


PARR, 0. D. 

8404110306 

MI SC 


PARSONS, R. M. 

8404050131 

50-400 

s 



50-400 

s 



50-400 

s 


'* 

50-400 

G 


* 

50-400 

G 


'* 

50-400 

Q 



50-400 

s 



50-400 

s 



50-400 

s 



50-400 

s 



50-400 

s 


1* 

50-400 

Q 


t* 

50-400 

G 



50-309 

s 


'* 

50-387 

Q 



50-309 

S 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEGORY 


PASCIAK.W. 8404190377* 50-387 Q 

PASCIAK.W. U. 8404160149* 50-271 <5 

PASCIAK.W, J. 8404190242* 50-334 Q 

PASCIAK. W. J. 8404190295* 50-271 0 

PASCIAK.W. J. 8404260212* 50-322 Q 

PASCIAK.W.U, 8404260223* 50-213 Q 

PASCIAK.W. O. 8404260348* 50-387 Q 

PASTVA. M. J. 8404020137 50-325 S 

PASTVA. M. J. 8404050031 50-325 S 

PASTUA, M. J. 8404170115 50-325 S 

PASTVA. M. J. 8404170167 50-324 S 

PASTVA. M. J. 8404170200 50-325 S 

PATE, R.J. 8404240391* 50-397 Q 

PATE, R.J. 8404240426* 50-344 Q 

PATE. R. J. 8404300146* 50-275 Q 

PATON. W. D. 8404060422 50-329 G 

PATTERSON, J. D. 8404180155 PR 

PATTERSON, J. P. 8404060094* 50-346 Q 

PATTERSON, J. P. 8404190182* 50-282 Q 

PATTERSON, M. R, 8404180403 NUREG 

PATTERSON, W. F. 8404030183 50-458 G 

PATTERSON, W. F. 8404030185 50-458 G 

PATTERSON, W. F. 8404030190 50-443 G 

PATTERSON, W. F. 8404100207 50-155 T 

PATTERSON. W. F. 8404170295 50-443 G 

PATTERSON, W. F. 8404270275 50-443 G 

PATTISON, R, S, 8404250212 40-8084 

PATTON, J. D. 8404120405 40-8102 

PAUL, R. A, 8404090367# 50-266 Q 

PAUL, R. A. 8404170132* 50-461 Q 

PAULITZ.F. 8404240049# 50-387 0 

PAULITZ.F. 8404240089* 50-289 Q 

PAULSON, W. A. 8404040188 50-255 P 

PAULSON, W. A, 8404130273 50-255 P 

PAULSON, W. A, 8404160080 50-255 P 

PAULSON, W. A. 8404200003 50-255 F 

PAULSON, W. A. 8404270079 50-255 Q 

PAVIS, G. S. 8404050133 50-317 S 

PECK, B-H. 8404030348 50-329 A 

PEDERSEN, R. L. 8404020224 50-247 P 

PEDERSEN, R. L. 8404110213 50-247 P 

PEDERSEN, R. L. 8404240492 50-247 P 

PEDRO, J. 8403080014 50-460 A 

PEDRO, J. 8404190421 FOIA 

PEERENBOOM, J. P. 8404050473 NUREG 

PEERY, W. W. 8404170484* 50-321 Q 

PELKE, P. R. 8404190328* 50-440 Q 

PENCE, S, A. 8404100122* WASTE MGT 

PENN IF ILL, R. 8404190007 WASTE MGT 

PERCH, R. L. 8404050104 50-387 P 

PERCH, R.L. 8404110245 50-388 P 

PERCH, R. L. 8404120129 50-387 F 

PERCH, R. L. 8404130178 50-387 P 

PERCH, R. L. 8404270242 50-387 P 

PERCIVAL.R. M. 8404050149* CONTRACT 

PEREZ, 0. P. 8404240351* 50-312 Q 

PERKINS, T.J. 8404170154 50-220 F 

PERLIS, R. G. 8404030186 50-322 G 

PERLIS, R. G. 8404170146 50-498 G 

PERLIS, R. G. 8404190013 50-322 C 

PERLIS, R. G. 8404230125 50-498 G 

PERLIS, R. G. 8404230126 50-322 G 

PERLMAN, J. 8404050347 CONTRACT 

PERLMAN, J. 8404050358 CONTRACT 

PERLMAN. J. 8404110019 CONTRACT 

PERLMAN, J, 8404230157 CONTRACT 

PERLMAN, J. 8404230215 CONTRACT 

PERLMAN, J, 8404240434 CONTRACT 

PERLMAN, J, 8404300169 CONTRACT 

PERRINE.J, W. 8404030530 PRM 

PERROTTI.D. J. 8404260323* 50-382 Q 

PERROTTI/D. J. 8404260356* 50-382 Q 

PETERS, M. A. 8404030253 50-373 S 

PETESCH.J. E. 8404030352 50-128 R 

PETRICK, N. A. 8404020141 50-482 A 

PETRICK,N. A, 8404040087 50-482 A 

PETRICK.N. A. 8404050291 50-482 A 

PETRICK, N. A. 8404100374 50-482 A 

PETRICK, N. A, 8404110299 50-482 A 

PETRICK.N. A. 8404130164 50-482 A 

PETRICK, N, A. 8404160087 50-482 A 

PETRICK.N. A. 8404170372 50-482 A 

PETRICK, N. A. 8404100361 50-482 A 

PETRICK, N. A, 8404200266 50-482 A 

PETRICK.N. A. 8404230226 50-482 A 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

PETRICK, N. A. 

8404270094 

50-482 

A 

PETRICK.N. A. 

8404270101 

50-482 

A 

PETRICK.N. A. 

8404270103 

50-482 

A 

PETRICK.N. A. 

8404270142 

50-4B2 

E 

PETRICK, N, A. 

8404300010 

50-482 

A 

PETRICK.N. A. 

8404300041 

50-482 

A 

PETRILAK, R. W. 

8404030394* 

50-322 

T 

PETRONE, C. 

8404190350 

50-322 

S 

PETROWSKI.S. E. 

8404160124 

50-304 

S 

PETROWSKI, S. E. 

8404240343 

50-304 

S 

PETTENGILL, H. J. 

8404060412 

40-6659 


PETTENGILL, H. J. 

8404060426 

40-2259 


PETTENGILL, H. J. 

8404090031 

40-299 


PETTENGILL, H J. 

8404090039 

40-8602 


PETTENGILL, H. J. 

8404100012 

40-8584 


PETTENGILL, H. J. 

8404100399 

40-8584 


PETTENGILL, H. J. 

8404120399 

40-2259 


PETTY, J. C. 

8404020261 

&0-287 

S 

PETTY. J. C. 

8404100220 

50-269 

s 

PEVEY. L. E. 

8404120342 

70-398 


PFLUM, C. G. 

8404180304 

WASTE MOT 

PHILIPS, M. H. 

8404180352 

50-445 

6 

PHILIPS, M. H. 

8404180352 

50-445 

6 

PHILLIP, G. A. 

8404230019* 

50-10 

F 

PHILLIPS, B. E. 

8404190150* 

50-413 

T 

PHILLIPS. B. E. 

8404190159* 

50-413 

T 

PHILLIPS, B. E. 

8404190166* 

50-413 

T 

PHILLIPS, B. E. 

8404190171* 

50-413 

T 

PHILLIPS, B. E. 

8404190179* 

50-413 

T 

PHILLIPS, B. E. 

8404190194* 

50-413 

T 

PHILLIPS, B. E. 

8404190201* 

50-413 

T 

PHILLIPS, H. S. 

8404130319* 

GA999 


PHILLIPS, H. S. 

8404170206* 

QA999 


PHILLIPS, H. S. 

840417031 1* 

QA999 


PHILLIPS, H. S. 

8404170458* 

QA999 


PHILLIPS, H. S. 

8404190268* 

QA999 


PHILLIPS, H. S. 

8404190298* 

QA999 


PHILLIPS, M, 

8404060177* 

50-10 

G 

PHILLIPS, M. P. 

8404060094* 

50-346 

G 

PHILLIPS, M. P. 

8404190182* 

50-202 

G 

PICKLESIMER, M. 

8404200196* 

FOIA 


PIERSON, R. 

8404060350* 

50-369 

Q 

PIOOTT, D. R. 

S404100503 

50-445 

Q 

PILANT, J. M. 

8404090370 

50-298 

G 

PILANT, J. M. 

8404160082 

50-298 

P 

PILANT, J. M. 

8404160155 

50-298 

F 

PILANT, J. M. 

8404170299 

50-298 

P 

PILANT, J. M. 

8404170357 

50-298 

F 

PILANT, J. M. 

8404200075 

50-298 

F 

PILANT, J. M. 

840420025 1 

50-298 

J 

PILANT, J, M. 

840424021 1 

50-298 

F 

PIRTLE, G. 

8404230037* 

50-10 

F 

PIRTLE, G. L. 

8404030181* 

50-483 

G 

PIRTLE, G. L. 

8404230047* 

50-10 

G 

PITTARD.R. W. 

8404230098 

50-413 

T 

PLAINE, H. H. 

8404060409 

50-556 

G 

PLAINE, H. H. 

8404200029* 

50-250 

P 

PLIML, G. 

840402021 5 

50-295 

F 

PLIML, G. 

8404050086 

50-295 

F 

PLISCO, L. R. 

8404170447* 

50-308 

G 

PLOSKI, T. 

8404060177* 

50-10 

Q 

PLOSKI, T. J. 

8404060094* 

50-346 

G 

POLANSKI, X. 

8404090240 

50-304 

S 

POLICH, T. J. 

8404240154* 

50-528 

Q 

POLLOCK, M. S. 

8404040058 

50-322 

H 

POLLOCK. M. S. 

8404260237* 

50-322 

G 

POMERENING, D. J. 

8404050276* 

RES 


POMERENING, D. J. 

8404130082* 

RES 


PONIEUR, R. 

8404030437* 

50-275 

G 

POPPENK, J. 

8404020182* 

50-206 

S 

POPPENK, J. C. 

8404020165* 

50-206 

S 

PORT, A. C. 

8404190427 

FOIA 


PORTER, R. J. 

8404050121 

50-318 

s 

POTAPOVS, U. 

8404030172 

QA999 


POTAPOVS, U. 

8404030430 

QA999 


POTAPOVS, U. 

8404030516 

QA999 


POTAPOVS, U. 

8404100313 

QA999 


POTAPOVS, U. 

8404100349 

QA999 


POTAPOVS, U. 

8404130299 

QA999 


POTAPOVS, U. 

8404130314 

<1A999 


POTAPOVS, U. 

8404130330 

QA999 


POTAPOVS, U. 

84041 70063 

QA999 


POTAPOVS, U, 

8404170103 

QA999 


POTAPOVS, U. 

8404170156 

QA999 


POTAPOVS, U. 

8404170196 

QA999 
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ACCESSION 

SUBJECT 



AUTHOR 

NUMBER 

CATEGORY 


AUTHOR 

POTAPOVS, U. 

840417019? 

QA999 


RANLET, J. D. 

POTAPOVS. U. 

8404170248 

QA999 


RAO, A. S, 

POTAPOVS. U. 

8404170256 

QA999 


RAO. A. S. 

POTAPOVS, U, 

8404170274 

QA999 


RASMUSSEN. P. 

POTAPOVS. U. 

8404170277 

QA999 


rausch, t. j. 

POTAPOVS, U. 

8404170286* 

QA999 


RAUSCH, T. J. 

POTAPOVS, U. 

8404170328 

QA999 


RAUSCH. T. J. 

POTAPOVS, U. 

8404170334* 

QA999 


RAUSCH, W. N. 

POTAPOVS, U. 

8404170336 

QA999 


RAVAL, J. H. 

POTAPOVS. U. 

8404170452 

QA999 


RAVAL, J. H. 

POTAPOVS. U. 

8404170460 

50-584 

A 

RAVENSCRCFT.N. 

POTAPOVS, U. 

8404170469 

QA999 


RAWLINS, J. 

POTAPOVS. U. 

8404170485 

QA999 


RAWSON, R. J. 

POTAPOVS. U. 

8404170540 

QA999 


RAWSON, R. J. 

POTAPOVS. U. 

8404180164 

QA999 


RAWSON, R. J. 

POTAPOVS, U. 

8404180369 

QA999 


RAWSON, R. J. 

POTAPOVS. U. 

8404130374 

QA999 


RAWSON, R. J. 

POTAPOVS. U. 

8404180383 

QA999 


RAWSON, R. J. 

POTAPOVS. U. 

8404190265 

QA999 


RAWSON, R. J. 

POTAPOVS. U. 

8404190287 

QA999 


RAWSON, R. J. 

POTAPOVS, U. 

8404230274* 

50-400 

Q 

RAWSON, R. J. 

POTAPOVS. U. 

8404300105 

QA999 


RAY, C. L. 

POTAPOVS, U. 

8404300144 

QA999 


RAY 1 C . L., 

POTAPOVS. U. 

8404300147 

QA999 


RAYMOND, W. J. 

POTTER, R. W. 

8404020017 

50-354 

G 

RAYNOR, J. W. 

POTTER, R. W, 

8404040110 

50-354 

G 

REAMER, C. W. 

POTTER, R.W, 

8404230059 

50-354 

G 

REBELLO, J. E. 

POTTER.R- W, 

8404230064* 

50-354 

G 

rebello, j. E. 

POTTER. R.W. 

8404230100 

50-354 

G 

REBELLO, J. E. 

POTTER, T. E, 

8404190187* 

50-413 

T 

HEBELLU. J. E. 

POWELL, C. 

8404230223 

XPORTLIC 


REBELLO, J. E. 

POWELL, M. R. 

8404040184 

PRM 


rebello, j. e. 

PRELL. J. A. 

8404060253* 

50-352 

0 

REBELLO, J. E. 

PRENDERGAST, K. 

8404050281* 

50-206 

Q 

REBELLO, J. E. 

PRESTHOLT. P. J. 

8404300223 

WASTE MGT 

REBELLO, J. E. 

PRESTHOLT. P. J. 

8404300228 

WASTE MGT 

REBELLO, J. E. 

PRESTHOLT, P. T. 

8404060440 

WASTE MGT 

REBELOWSKI, T. A. 

PRESTHOLT, P. T. 

8404060442 

WASTE MGT 

REBER, R. M. 

PRESTHOLT. P. T. 

8404270285 

WASTE MGT 

REDMORE, G. 

PRESTHOLT. P. T. 

8404300241 

WASTE MGT 

REDMORE, 0. 

PREVATTE.R. L. 

8404060291* 

50-400 

Q 

REDMORE. G, 

PREVATTE.R. L. 

8404170250* 

50-400 

G 

REDMORE. G. 

PRICE. R. U. 

8404200060* 

50-267 

P 

REDMORE. G. 

PRICE, R. U. 

8404200063* 

50-267 

P 

REDMORE. G. 

PRITCHETT, L. B. 

8404200088* 

50-312 

S 

REDMORE. G, 

PROCTOR. 0. 

8404040193 

PR 


REDMORE. 0. 

PROFIO, A, E. 

8404050395 

50-433 

F 

REDMORE. G. 

PSOMAS.P, 

8404260120* 

FOIA 


REDMORE. 0. 

PUDLICK, L. E. 

8404200315 

50-263 

S 

REDMORE. 0. 

PUGH, U. T, 

8404190150* 

50-413 

T 

REDMORE. G. 

PUGH, U. T. 

8404190159* 

50-413 

T 

REDMORE, G. 

PUGH, J. T. 

8404190166* 

50-413 

T 

REDMORE. G, 

PUGH, U T. 

8404190171* 

50-413 

T 

REDMORE. 0. 

PUGH. J. T. 

8404190179* 

50-413 

T 

REDMORE, G. 

PUGH, tJ. T. 

8404190194* 

50-413 

T 

REDMORE, G, 

PUGH, U. T. 

8404190201* 

50-413 

T 

REDMORE, G. 

PURCELL, A. H. 

8404030380* 

50-322 

T 

REDMORE, G. R, 

PURIFOY.O R. 

8404200386* 

CONTRACT 


REDMORE, 0. R, 

PURPLE, R. A. 

8404090436* 

50-409 

F 

REDMORE. 0. R. 

PUTNAM, K. 

8404200233 

50-331 

R 

REED, C. 

WACKENBUSH, A. 

8404250016* 

CONTRACT 


REED. C. 

GUAMME, 0. L. 

8404090126* 

50-329 

A 

REED. G. 

GUAMME, 0. L. 

8404090298 

50-329 

A 

REEVES. E. A, 

GUAMME, 0. L. 

8404120131 

50-329 

A 

REEVES. E. A. 

aUAMME, 0. L. 

8404190275* 

50-330 

A 

REEVES. E. A. 

QUIRK, J. F. 

8404130340 

TOPREP 


REEVES- E. A. 

WIRK, U. F. 

8404200076 

TQPREP 


REGAN. N. A. 

RADER, R.M. 

8404090120 

50-352 

G 

REGAN, N. A. 

RADER, R. M. 

8404090120 

50-352 

G 

REGAN, N, A. 

E3C*/\ Ak.1 t 1 U 

RADER, R. M. 

8404240460 

50-352 

G 

RfcOAN, W. n. 

RADER, R. M. 

8404260491 

50-416 

G 

REGAN, W. H. 

a c/\ ailI if LI 

RADER, R.M, 

8404260491 

50-416 

G 

R&GANp w. h. 

Rafi, a. 

8404060183 

50-317 

R 

REGAN, W. H, 

RAHE, E. P. 

8404030076 

NUREG 


REHM. T. 

RAHE, E. P. 

8404100259 

TOPREP 


REHM, T. A. 

RAHE. E. P. 

8404170010 

50-437 

Q 

REHM. T, A, 

RAINSBERRYi J, L, 

8404110356 

50-206 

P 

REHM. T. A. 

Rainsberry, j. L. 

8404170169 

50-206 

P 

REHM. T. A. 

Rainsberry, j. L. 

8404170368 

50-206 

P 

REICH, M, 

RANDALL. R. G. 

8404250003 

50-220 

S 

REID, K. A. 

RANDA2ZA, J. B. 

8404160003 

50-309 

P 

REIS. E. J. 

RANDA2ZA, J. B. 

8404 17t, 252 

50-309 

P 

REIS, E. J. 

Randazza. j. b. 

8404170430 

50-309 

Q 

REIS, E. J. 

RANDAZZA, J. B. 

8404200328 

50-309 

P 

REIS, E. J. 

Rankin, j. l 

8404300076 

MISC 


REIS, J> B> 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

8310050324* 

50-324 

P 

REISE^4WEAVER,D. 

8404130225 

NUREG 


8404020252* 

50-322 

G 

REITLER,E. K. 

8404130016 

70-1151 


8404230435* 

50-322 

T 

REMLEY, M. E. 

8404100456 

70-25 


8404040038 

50-456 

A 

REMLEY. M. E. 

8404110425 

70-25 


8404230020* 

50-10 

Q 

REMLEY, M. E. 

8404120183 

70-25 


8404230089* 

50-10 

Q 

RENBEROER. D, L, 

8403080034* 

50-397 

A 

8404230103* 

50-10 

Q 

RENZ. W. F. 

8404090478* 

50-322 

T 

8404300179 

NUREG 


REPKA, D. A. 

8404040133 

50-322 

G 

8404090233* 

50-412 

Q 

REPKA, D, A. 

8404060414 

50-322 

G 

8404190273* 

50-220 

Q 

REPKA, D. A. 

8404060419 

50-322 

G 

8404020302* 

XPORTLIC 


REPKA, D, A. 

8404190013 

50-322 

G 

8404130253* 

50-395 

R 

REQUA, 0, 

8404130389 

50-261 

P 

8404030143 

50-454 

G 

REQUA, G, 

8404200040 

50-261 

P 

8404060421 

50-454 

G 

REQUA, G. 

8404240498 

50-261 

P 

8404100184 

50-322 

G 

REQUA, G. 

8404300292 

50-261 

P 

8404110587 

50-322 

G 

REQUIS, J. A. 

8404180005 

50-369 

R 

8404170153 

50-454 

6 

REQUIS, J. A. 

8404180017 

50-269 

R 

8404190013 

50-322 

G 

RESETAR, J. G, 

8404240354 

50-336 

S 

8404190067 

50-454 

G 

RESNER, M. E. 

8404030046* 

50-397 

Q 

8404230111 

50-454 

G 

RESNER, M. E. 

8404030066* 

40-8610 


8404240275 

50-454 

G 

RESNER, M E. 

8404050487 

50-445 

Q 

8404300083 

50-206 

S 

RESNER, M. E. 

8404100420 

50-445 

Q 

8404300083 

50-206 

S 

RESNIKOFF, M. 

8404270156* 

71-6698 


8404190357* 

50-271 

3 

. REVELEY, W. T. 

8404230062 

50-322 

G 

8404050070 

50-317 

S 

REVELEY, W. T. 

8404230062 

50-322 

G 

8404270277 

50-382 

G 

REVELEY, W. T. 

8404230066* 

50-322 

G 

8404040128* 

CONTRACT 


REVELEY, W, T, 

8404230066* 

50-322 

G 

8404040134* 

CONTRACT 


REVELEY, W. T, 

8404240238 

50-322 

G 

8404040139* 

CONTRACT 


REVELEV, W. T. 

8404240238 

50-322 

G 

8404040217* 

CONTRACT 


REVELEY, W, T, 

8404240245* 

50-322 

G 

8404040229* 

CONTRACT 


REVELEY, W. T. 

8404240245* 

50-322 

G 

8404110167* 

CONTRACT 


REVELEY. W. T. 

8404240251* 

50-322 

6 

8404160286* 

CONTRACT 


REVELEY. W, T, 

8404240251* 

50-322 

G 

8404200370* 

CONTRACT 


REYES. L. A, 

8404170055# 

50-483 

Q 

8404240041* 

CONTRACT 


REYES. L. A. 

8404190203* 

50-374 

Q 

8404240496* 

CONTRACT 


REYES. L. A. 

8404240429* 

50-341 

Q 

8404240246* 

50-423 

Q 

REYNOLDS, J. 

8404190114 

50-275 

S 

8404030255* 

50-382 

A 

REYNOLDS. J, 

8404190114 

50-275 

S 

7903090191* 

FOIA 


REYNOLDS, J, R, 

8404040346 

50-275 

G 

7905240171* 

FOIA 


REYNOLDS. J. R. 

8404040346 

50-275 

G 

8002190697* 

FOIA 


REYNOLDS. J. R, 

8404100203 

50-275 

G 

8003120003* 

FOIA 


REYNOLDS. J, R. 

8404100203 

50-275 

6 

8003210435* 

FOIA 


REYNOLDS. J. R, 

8404100275 

50-275 

G 

8007150733* 

FOIA 


REYNOLDS. J. R 

8404100275 

50-275 

G 

8007160209* 

FOIA 


REYNOLDS. J, R. 

8404100279* 

50-275 

G 

8012100639* 

FOIA 


REYNOLDS, J, R, 

8404100279* 

50-275 

G 

8103100038* 

FOIA 


REYNOLDS, J. R. 

8404120072 

50-275 

G 

8404090111* 

FOIA 


REYNOLDS, J. R. 

8404120072 

50-275 

0 

8404090184* 

FOIA 


REYNOLDS. J. R. 

8404240186 

50-275 

G 

8404090185* 

FOIA 


REYNOLDS. J. R. 

8404240186 

50-275 

G 

8404090187* 

FOIA 


REYNOLDS. J. R. 

8404240190* 

50-275 

G 

8404090198* 

FOIA 


REYNOLDS. J. R, 

8404240190* 

50-275 

G 

8404090202* 

FOIA 


REYNOLDS, N, S, 

8404020222 

50-445 

G 

8404090203* 

FOIA 


REYNOLDS, N, S. 

8404020222 

50-445 

G 

8404090206* 

FOIA 


REYNOLDS, N. S. 

8404040170 

50-460 

G 

8404200399 

FOIA 


REYNOLDS. N, B, 

8404040170 

50-460 

G 

8404090089* 

FOIA 


REYNOLDS. N, S, 

8404060424 

50-445 

G 

8404090097* 

FOIA 


REYNOLDS. N, S, 

8404060424 

50-445 

0 

8404090102* 

FOIA 


REYNOLDS. N. S. 

8404100512 

50-445 

0 

8404030336 

50-237 

Q 

REYNOLDS. N, S. 

8404100512 

50-445 

Q 

8404120213 

50-373 

K 

REYNOLDS. N, B, 

8404120418 

50-445 

G 

8404180354 

50-346 

F 

REYNOLDS. N, S. 

8404120410 

50-445 

G 

8404060434 

50-348 

P 

REYNOLDS. N, S, 

8404120423 

50-445 

G 

8404110468 

50-348 

P 

REYNOLDS, N. S, 

8404120423 

50-445 

G 

8404200045 

50-348 

P 

REYNOLDS, N. S. 

8404170525 

50-445 

G 

8404300051 

50-348 

P 

REYNOLDS, N, S, 

8404170525 

50-445 

G 

8404060257 

70-27 


REYNOLDS, N. S. 

8404240433 

50-445 

G 

8404100555 

70-27 


REYNOLDS, N. S 

8404240433 

50-445 

G 

8404300317 

70-27 


REYNOLDS, S. D, 

8404090233* 

50-412 

Q 

8404060001 

50-413 

M 

REYNOLDS, S. D. 

84040903 IB* 

50-352 


8404060021* 

50-413 

M 

REYNOLDS, S 0. 

84041B0331* 

50-352 


8404120350 

50-352 

M 

RHODE, G, K. 

8404160070 

50-4 


8404120404 

50-352 

M 

RHODES. M. J 

8404110466 

40-/ 


8404030025* 

FOIA 


RHODES, R. K. 
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SEIKEN, S. J. 

8404260045 

50-482 

S 

0, 

8404100371 

50-275 

Q 

SEIKEN, S. J. 

8404260230 

50-482 

S 

0. 

8404130003 

50-275 

Q 

SELBY, D, L. 

8404240487 

50-317 

P 

a. 

8404130009 

50-275 

P 

SELBY. D. L. 

8404240507 

50-317 

P 

0. 

8404130168 

50-275 

S 

SELF. J. W, 

8404050321* 

50-373 

a 

0. 

8404160033 

50-133 

0 

SELLERS, R. C. 

8404180192 

FOIA 


0, 

8404170116 

50-275 

p 

SELLS, D. E. 

8404060435 

50-335 

p 

0. 

8404170158 

50-275 

Q 

SELLS, D, E. 

8404090090 

50-389 

p 

0. 

8404170189 

50-275 

Q 

SELLS, D. E. 

8404110174 

50-250 

p 

D, 

8404170454 

50-275 

P 

SENGPIEL, W. 

8205030170* 

FOIA 


0. 

8404170466 

50-275 

E 

SENOPIEL, W. 

8207220058* 

FOIA 


0. 

8404190003 

50-275 

P 

SERKIZ, A. W. 

8404090032 

NUREG 


0. 

8404190224 

50-275 

P 

SERKIZ, A. W. 

8404090143 

NUREG 


0. 

8404200020 

50-275 

F 

SERKIZ, A. W. 

8404170042 

NUREG 


Q. 

8404200052 

50-275 

F 

SERKIZ, A. W. 

8404170057 

NUREG 


□. 

8404240456 

50-133 

P 

SERKIZ, A. W. 

8404170062 

NUREG 


0. 

8404270210 

50-275 

F 

SERKIZ, A. W. 

8404170350 

NUREG 


□, 

8404300136 

50-275 

Q 

SERKIZ, A. W. 

8404170353 

NUREG 



8404040096 

50-458 

A 

SERKIZ, A. W. 

8404170375 

NUREG 



8404040099 

50-410 

A 

SERKIZ, A. W. 

8404170381 

NUREG 



8404040101 

50-354 

A 

SERKIZ, A. W. 

8404170399 

NUREG 



8404040104 

50-373 

P 

SERKIZ, A. W. 

8404170467 

NUREG 



8404040106* 

50-373 

P 

SEVERANCE, 0. 

8404110372 

WASTE MOT 


8404040248 

50-322 

A 

SEWELL. H. M. 

8404170221* 

CONTRACT 



8404110059 

50-387 

P 

SEWELL, H. M. 

8404300017* 

CONTRACT 



84041 10063* 

50-387 

P 

SEXTON, J. L. 

8404270214* 

RES 



8404110066* 

50-387 

P 

SEXTON, P. F. 

8404130302* 

50-237 

F 


8404110132 

50-374 

P 

SEYFRIT, K. V. 

8404120346 

50-387 

S 


8404110144* 

50-374 

P 

SEYFRIT, K. V. 

8404190128* 

50-498 

G 


8404130522 

50-322 

F 

SHACK, W. J. 

8309090042* 

FOIA 



8404160257 

50-410 

E 

SHAFER, P. W. 

8404120161* 

50-409 

P 


8404170044 

50-354 

E 

SHAFER, W. 

8404200289 

50-331 

S 


8404270164 

50-458 

A 

SHAFER, W. D. 

8404020007 

50-315 

G 


8404270290 

50-354 

E 

SHAFER. W. D. 

8404020055 

50-255 

G 


8404300117 

50-354 

A 

SHAFER, W, D. 

8404020124 

50-10 

G 


8404300121 

50-354 

E 

SHAFER, W. D. 

8404130001 

50-346 

G 


8404110433 

REVIEW GRP 

SHAFER, W. D. 

8404160180 

50-409 

G 


8404160143 

50-237 

R 

SHAFER, W. D. 

8404190176 

50-263 

G 


8404240045 

50-249 

S 

SHAFER, W. D. 

8404190185 

50-315 

G 


8404300254 

WASTE MGT 

SHAFER, W. D. 

8404190192* 

50-315 

G 


8404120200* 

50-382 

a 

SHAFER, W. D. 

8404190231 

50-295 

Q 


8404020049 

50-423 

A 

SHAFER, W. D. 

8404190332 

50-155 

Q 


8404020049 

50-423 

A 

SHAFER, W. D. 

8404260083 

50-254 

G 


8404020147 

50-213 

P 

SHAFER, W, D. 

8404260126 

50-10 

G 


8404020147 

50-213 

P 

SHAFER, W. D. 

8404260132* 

50-10 

Q 


8404020147 

50-213 

P 

SHAFER, W. D, 

8404270230 

50-295 

G 


8404030406 

50-423 

E 

SHAFER, W. S. 

8404190209 

50-409 

Q 


8404030406 

50-423 

E 

SHANBAKV. M. 

8404190259* 

50-309 

Q 


8404030510 

50-213 

P 

SHANBAKY, M. 

8404190393* 

50-220 

Q 


8404030510 

50-213 

P 

SHANBAKY, M. 

8404260234* 

50-286 

Q 


8404030533 

50-423 

S 

SHANBAKY, M, 

8404260249* 

50-272 

Q 


8404050234 

50-423 

A 

SHANBAKY, M. 

8404260264* 

50-219 

Q 


8404050234 

50-423 

A 

SHANBAKY, M. 

8404260280* 

50-271 

Q 


8404090244 

50-423 

S 

SHANBAKY. M. M. 

8404090368* 

50-289 

Q 


8404090244 

50-423 

s 

SHANBAKY, M. M. 

8404160126* 

50-322 

Q 


8404090265* 

50-213 

Q 

SHANBAKY, M. M. 

8404260247* 

50-247 

0 


8404090302 

50-423 

S 

SHANBAKY, M, M. 

8404260256* 

50-247 

Q 


8404100081 

50-213 

F 

SHANNON. J. B. 

8404090458 

40-8064 



8404100095 

50-245 

F 

SHAO, L. 

8404050074* 

FOIA 



8404100095 

50-245 

F 

SHAPAR, H. K. 

8104060306* 

FOIA 



8404100390 

50-423 

Q 

SHAPIRO, J. 

8404110366 

PR 



8404100390 

50-423 

Q 

SHARP, R. D. 

8404030564 

NUREG 



8404120060 

50-213 

P 

SHAW. J- 

8404240137* 

CONTRACT 



8404120065 

50-213 

P 

SHEA. J. 

8404190108* 

FOIA 



8404180358 

50-336 

P 

SHEA. J. J, 

8404160054 

50-245 

P 


8404200174 

50-245 

P 

SHEA. J. J, 

8404260388 

50-245 

P 


8404200174 

50-245 

P 

SHEALY, H. G. 

8404030476 

PRM 



8404240189 

50-423 

A 

SHEAR IN, R. V. 

8404040151 

50-413 

G 


8404240189 

50-423 

A 

SHEARIN.R. V. 

8404120412 

50-413 

G 


8404300001 

50-213 

P 

SHEDLOSKY, J. T. 

8404160118* 

50-245 

Q 


8404300006 

50-245 

P 

SHELLEY, W. J. 

8404100487 

40-8027 



8404300006 

50-245 

P 

SHELLEY, W. J. 

8404100508* 

70-1193 



8404050064* 

50-352 

T 

SHELLEY, W. J. 

8404110173 

40-8027 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SHERMAN, C. 

8404240119* 

50-133 ( 

SHERMAN, C. I. 

8404050290* 

50-206 ( 

SHERON, B. W. 

8404250050 

TOP REP 

SHERWOOD, G. G. 

8404020252* 

50-322 ( 

SHERWOOD, G. G. 

8404260414 

50-155 { 

SHIPPER, J. D, 

8404030079* 

50-275 ( 

SHIFFER. J. D. 

8404200049 

50-275 £ 

SHIPPER. J. D. 

8404200192 

50-275 £ 

SHIFFER. J. D. 

8404300207 

50-275 £ 

SHIMA, S. 

8404130532* 

XPORTLIC 

SHIMA.S. 

8404170015 

XPORTLIC 

SHIPLEY, L. E. 

8404090491* 

50-275 ( 

SHIRAKAWA, T. 

8404230189 

XPORTLIC 

SHIRAKAWA, T. 

8404230199 

XPORTLIC 

SHIRAKAWA, T, 

8404230471 

XPORTLIC 

SHIRAKAWA, T. 

8404240001 

XPORTLIC 

SHOEMAKER, C. J. 

8404020003 

50-322 « 

SHOEMAKER, C. J. 

8404020226 

50-329 C 

SHOEMAKER. C. J. 

8404020270 

50-352 ( 

SHOEMAKER. C. J. 

8404030099 

50-382 ( 

SHOEMAKER, C. J, 

8404040064 

50-289 C 

SHOEMAKER, C. J. 

8404040153 

50-454 C 

SHOEMAKER, C. J. 

8404040173 

50-454 C 

SHOEMAKER, C. J. 

8404050045 

50-454 ( 

SHOEMAKER, C. J. 

S4041001S6 

50-322 C 

SHOEMAKER, C. J. 

8404110484 

50-508 C 

SHOEMAKER, C. J. 

8404110568* 

50-329 C 

SHOEMAKER, C. J. 

8404110577 

50-275 ( 

SHOEMAKER, C. J. 

8404120398 

50-382 C 

SHOEMAKER, C. J. 

8404160004 

50-329 ( 

SHOEMAKER, C. J. 

8404160023 

50-454 C 

SHOEMAKER, C. J. 

8404160217 

50-382 C 

SHOEMAKER, C. J. 

9404160221 

50-454 ( 

SHOEMAKER. C. J. 

8404200050 

50-482 C 

SHOEMAKER. C. J. 

8404240465 

50-454 C 

SHOEMAKER, C. J. 

8404250023 

50-322 C 

SHOLLY, S. C. 

8404170470 

50-413 1 

SHOLLY, S. C. 

8404170470 

50-413 1 

SHOLLY, S. C. 

8404170470 

50-413 1 

SHOLLY. S. C. 

8404180215 

FOIA 

SHOLLY, S. C. 

8404190101 

FOIA 

SHOLLY, S. C. 

8404190433 

FOIA 

SHOLLY, S. C. 

8404190500 

FOIA 

SHOLLY, S. C. 

8404200005 

FOIA 

SHOMAKER, E. C. 

8404060445 

WASTE MOT 

SHOMAKER, E. C. 

8404090050 

WASTE MGT 

SHOMAKER, E. C. 

8404130303* 

50-244 F 

SHOMAKER, E. C. 

8404170449* 

50-244 F 

SHOMAKER, E. C. 

8404300055* 

50-206 C 

SHON, F. J. 

8404230086 

50-508 C 

SHON, F. J. 

8404240062 

50-322 C 

SHOPENN. N. M. 

8404030072 

50-157 C 

SHORTZ, R. 

8404130069* 

50-387 F 

SHREVE. D. B. 

8404160289* 

CONTRACT 

SHREVE, D. B. 

84042401 10* 

CONTRACT 

SHREUE, D. B. 

8404240118* 

CONTRACT 

SHREVE, D. B. 

84042S0194* 

50-498 f 

SHRIVER, E. L. 

8404200096* 

CONTRACT 

SHROPSHIRE, J. C. 

8404040034* 

FOIA 

SHROPSHIRE, J. C. 

8404040042* 

FOIA 

SHUM. E, 

8404300213 

70-25 

SHUM. E. Y, 

8404110466 

40-8027 

SHUMAKER, J. J. 

8404170541 

50-289 F 

SHUMWAY, R. K. 

8404110223 

71-514 

SHYMLOCK. M, B. 

8404060326* 

50-390 C 

SIEBER, J. 

8404180204* 

50-334 F 

SIEBER, J. D. 

8404090385 

50-334 F 

SIEBER, J. D. 

8404180197 

50-334 F 

SIEFKEN.L. J. 

8207220011* 

FOIA 

SIEFKEN, L. J. 

8301070048* 

FOIA 

SIEGEL, B. L. 

8404020114 

50-298 F 

SIEGEL, B. L. 

8404130411 

50-298 F 

SILBERBERG, H, 

8404200196* 

FOIA 

SILBERG, J, E. 

8404030097 

50-482 C 

SILBERO, J. E. 

8404030097 

50-482 C 

SILBERG, J. E. 

8404100145 

50-482 C 

SILBERG, J. E. 

8404100145 

50-482 C 

SILVER, H. 

8404230415 

50-289 F 

SILVERMAN, D. J. 

8404170551 

50-498 C 

SILVERMAN, D. J. 

8404170551 

50-498 C 

SILVIS, R. M. 

8404160241 

CONTRACT 

SILVIS, R. M. 

8404160256 

CONTRACT 

SILVIS, R. M. 

8404160278 

CONTRACT 

SILVIS, R. M, 

8404160284 

CONTRACT 

SILVIS, R. M, 

8404160288 

CONTRACT 
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PERSONAL AUTHOI 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
• CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SILVIS. R. M. 

3 3:l.vis,r. M. 

SIMANEK, R. A. 
SIMCHUK, J, D. 
SIMCHUK, J, D. 

8404200010 

8404200336 

8404170224# 

8404020202 

8404020216 

CONTRACT 

CONTRACT 

50-352 T 

WASTE MGT 

WASTE MGT 

SMITH, R. D. 

SMITH, R. H. 

SMITH, R. H. 
SMITH.R. M. 

SMITH. W. F. 

8404120395 

8404190226* 

8404190299* 

8404100458* 

8404030460* 

SIMCHUK, J. D. 
SIMMONS, C, S. 
SIMMQNS.G, R, 
SIMPSON, A, K. 
SIMPSON, E. S. 

8404060008 

8404300035 

8404200088* 

8404110387* 

8404040320 

WASTE 

TOPREP 

50-312 

PR 

RES 

MGT 

S 

SMITH. W, 0. 

SMITH, W. G. 
SMOKER, C. S 
SMOLEN, H. 

SMOLEN, H, 

8404190326 

0404270045 

8404190248 

8404260482 

8404260494 

SIMPSON.E, S. 

S I MPSON, G. H 
SIMPSON, H, J. 
SIMPSON, J. M. 
SIMPSON, J. M. 

8404100539 

8404190096 

8404090460 

8404020241 

8404020241 

NUREG 

FOIA 

RES 

50-482 

50-482 

G 

G 

SMOLINSKE, K. M. 
SMYTH, C , W. 
SNIEZEK, J. H. 
SNIEZEK, J. H. 
SNIEZEK. J. H. 

8404090364* 

8404230065 

8404030042* 

8404170071* 

8404170082* 

SINCLAIR, J. B. 
SINCLAIR, J. B. 
SINCLAIR, J. B. 
SINCLAIR. J. B. 
SINCLAIR, M. 

8404020120 

8404030173 

8404060209 

8404240388 

8404240497 

50-271 

50-271 

50-271 

50-271 

50-329 

Q 

P 

R 

P 

G 

SNOW, B. A. 

SNOW, B. A. 

SNYDER, B, J. 
SNYDER, B. J. 
SNYDER. B, J. 

8404090320 

8404200183 

8404100141 

8404160253 

8404170151 

sxnderbrand, c. 

SINGH, M. M. 
SINISI, J. M. 
SINISI, J. M. 
SINISI, J. M. 

8404090425 

8404250214* 

8404030194 

8404030203 

8404030218 

WASTE MGT 
CONTRACT 

50-244 J 
50-213 J 
50-293 J 

SNYDER, B, J. 

SNYDER r B. J. 
SNYDER, B. J, 
SOFFER, L. 

SOHINKI. S. 

8404200115 

8404200348 

8404200355 

8404190058* 

8404190174 

SINISI. J, M. 
SINKXN, L. 

S INKIN, L. 
SINKIN, L. 
SIPIORA.D. E. 

8404030398 

8404040183 

8404110498 

8404110507* 

8404160084 

50-245 

50-498 

50-498 

50-498 

PR 

J 

G 

G 

G 

BONN, H. W. 

SOONO. A. L. 
SORENSEN. G. C, 
SORENSEN.G C, 
SORENSEN, G. C. 

8404190320* 

8404300211 

8404020100 

8404060353 

8404110275 

SKINNER.P. H. 
SKRABA, F. J. 
SL»ACK, S. T, 
SL-AQGIE,E. L. 
Sl_AWrNSKI, W, 

8404170546* 

8404250058* 

8404040191 

8404200029* 

8404230213 

50-413 Q 
CONTRACT 

PRM 

50-250 P 

I&E 

SORENSEN, G, C 
SORENSEN, 0. C. 
SORENSEN, 0. C 
SORENSEN, G, C. 
SORENSEN, G. C. 

8404120064 

8404170396 

8404180147 

8404180376 

8404180380 

SMITH. C, F. 
SMITH, D.e. 
SMITH, D. L. 
SMITH, D. L. 
SMITH, 0. C. 

8404060093* 

8404180338* 

8404170259 

S404270049 

8404060208* 

50-324 

50-445 

50-259 

50-259 

70-371 

Q 

T 

S 

s 

SORENSEN, G. C, 
SORRELL, E. C. 
SORRELL, E, C. 
SORRELL, E, C, 
SORRELL, E C, 

8404240082 

8404020177 

8404050186 

8404050372 

8404110305 

SMITH, G. C. 
SMITH, G, C. 
SMITH.G, C. 
SMITH, I. W. 
SMITH, J. C. 

8404060253* 

8404190420* 

8404240282* 

8404250021 

S4040.30112 

50-352 

70-135 

50-387 

50-344 

50-331 

Q 

Q 

G 

S 

SORRELL, E, C, 
SORRELL, E. C. 
SORRELL, E C. 

SPEED, D. L. 

SPEIGHT, C, W. 

8404200118 

8404200224 

8404270053 

8404120092* 

8404060360 


SUBJECT 

CATEGORY 


SMITH. J. H. 
SM I TH. J. J. 
SM I TH, J. T. 
SMITH, J. T. 
SMITH, L. E. 

SMITH, M J, 
SMITH, P. 
SMITH, P. 
SMITH, P. 
SMITH, P. A. 

SMITH, P. A. 
SMITH, P. A. 
SMITH, P. A. 
SM I TH, P. A. 
SMITH, P. A. 

SMITH.P, A. 
SMXTH, P. A. 
SMITH.P. A. 
SMITH,P. A. 
SMITH, P. A. 

sm3:th,p. a. 
SMITH.P, A, 
SMITH, P. A. 
SMITH. P. A. 
SMITH.P. A. 

SMITH.P, A. 
SMITH.P. A. 
SMITH.P. A. 
SMITH.P. A. 
SMITH.P. A. 

SMITH.P. A. 
SMITH, P. A. 
SMITH.P. A. 
SMITH, P. A. 
SMITH.R. 

SHITH.R, 0. 
SMITH.R. D. 
SMITH, R. D. 

R. D. 

a^ITH. R, D. 


8404090145 
84041 10371 
8404030403* 
8404240488* 
8404060202 

8404270077 

8404040255* 

8404040263* 

8404170229* 

8404020236* 

8404030600* 

8404040296* 

8404050434* 

8404100430* 

8404110456* 

8404110523* 

8404160250* 

8404160263* 

8404160281* 

8404160287* 

8404160289* 

8404200014* 

8404200346* 

8404200396* 

8404230454* 

8404230459* 

8404240110* 

8404240118* 

8404240148* 

8404240210* 

8404250194* 

8404250205* 

8404250214* 

8404270018* 

8404050310# 

8404050242 

8404120331 

8404120340 

8404120356 

8404120383 


NUREG 
WASTE MGT 
50-322 T 
CONTRACT 
40-8631 

WASTE HOT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

50-498 A 
CONTRACT 
CONTRACT 
CONTRACT 
50-373 


Q 


40-8714 

40-2259 

40-^8663 

40-299 

40-8602 


SPEIS, T, P. 
SPEIS, T. P. 
SPENCE, R. 0. 
SPENCER, D A 
SPES8ARD, R. L. 

SPESSARD.R, L. 
SPESSARD.R, L 
SPESSARD.R, L. 
SPESSARO, R, L. 
SPILBERG, 8. W, 

SPITZBERG, D,B, 
SPITZBERG, D. B. 
SPITZBERG, D, B, 
SPITZBERG, D B. 
9RENIAWSKI. D, 

ST LAURENT, N. 

ST LAURENT, N, N, 
ST MARY, F A. 
STACK, D. W. 
STADNICK, S, 

8TADNICK, 8, 
STANCE, S. J, 
STAPLETON, B. W. 
STAPLETON, B.W, 
STARDSTECKI.R. 

STAR08TECKI.R. 

STAROSTECKI.R, 

STAROSTECKI.R, 

STAROSTECKI.R, 

STAROSTECKI.R, 

STAROSTECKI.R, 

STAROSTECKI.R. 

STARDSTECKI.R 

STAROSTECKI.R, 

STAROSTECKI.R. 

STAROSTECKI.R. 

STAROSTECKI.R. 

STARDSTECKI.R. 

STAROSTECKI.R. 

STAROSTECKI.R, 


40-8663 


STAROSTECKI, R, 

50-245 

Q 

STAROSTECKI, R. 

50-170 

Q 

STAROSTECKI, R 

50-329 

A 

STAROSTECKI, R. 

50-445 

Q 

STAROSTECKI, R, 

50-315 

S 

STAROSTECKI.R, 

50-316 

S 

STAROSTECKI, R, 

50-305 

S 

STAROSTECKI, R. 

50-352 

0 

STAROSTECKI, R. 

50-352 

G 

STAROSTECKI, R. 

50-340 
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50-369 Q 
50-413 Q 

TAYLOR, T. J. 
TEMPLE, G. M, 

TEMU9, C. U. 

TEMUS, C U. 

TEMUS, C. J- 

8404300252 

8404050230* 

8404040241* 

8404100027* 

8404110378* 

WASTE MGT 

50-361 Q 

71-9181 

71-9073 

71-9184 

THURTELL, F. A. 
TIERNEY, J. M. 

TIETZ, G. 

TILLMAN, A. 
TIMMERMAN, W. B. 

8404100227 

8404190491 

8404100267 

8404170018* 

8404020060* 

50-285 

50-293 

50-254 

50-348 

50-395 

s 

p 

F 

Q 

I 

TUCKER, H. B. 

TUCKER, H. B. 

TUCKER, H. B. 

TUCKER, H, B. 

TUCKER, H. B. 

0404060366 

8404090407 

8404100098 

8404100155 

0404100220 

50-413 A 
50-413 F 
50-269 F 
50-413 A 
50-269 S 
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AUTHOR 

ACCESSION 
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CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

TUCKER, H. B. 

8404100242 

50-413 

S 

UPRIGHT, C. M. 

8404060093* 

50-324 

G 

VARGA, S. A. 

8404100252 

50-250 

TUCKER, H. B. 

8404100258 

50-369 

P 

UPRIGHT, C. M. 

8404060314* 

50-417 

Q 

VARGA, S, A. 

8404110572 

50-247 

TUCKER, H. B. 

8404100261 

50-369 

F 

UPRIGHT, C, M, 

8404170455* 

50-424 

G 

VARGA, S. A. 

8404120329 

50-305 

TUCKER, H. B. 

8404100361 

50-413 

S 

URBANIK, T. 

8404120134 

50-213 

F 

VARGA, S. A. 

8404130108 

50-295 

TUCKER, H. B. 

8404100451 

50-413 

s 

URBANIK, T. 

8404190053* 

50-413 

T 

VARGA, S. A. 

8404130139 

50-247 

TUCKER, H. B. 

8404110330 

50-269 

I 

URBANIK, T. 

8404240140 

50-400 

F 

VARGA, S. A. 

8404160234 

50-261 

TUCKER, H. B. 

8404110359 

50-413 

E 

URYC, B. 

8404040024* 

50-413 

A 

VARGA, S. A. 

8404160240* 

50-261 

TUCKER, H. B. 

8404110376 

50-413 

E 

URYC. B. 

8404040028* 

50-413 

A 

VARGA, S. A. 

8404170077 

50-206 

TUCKER, H. B. 

8404130125* 

50-269 

Q 

URYC. B. 

8404040029* 

50-413 

A 

VARGA, S. A. 

8404170331 

50-348 

TUCKER, H. B. 

8404130163 

50-413 

E 

UTLEY, E. E. 

8404180189 

50-400 

A 

VARGA, S. A, 

8404170345 

50-272 

TUCKER, H. B. 

8404130250 

50-413 

A 

UTLEY, E. E. 

8404180213 

50-400 

A 

VARGA, S. A. 

8404170407 

50-334 

TUCKER, H. B. 

8404130343 

50-413 

F 

UTLEY, E. E. 

8404300139 

50-324 

F 

VARGA, S. A 

8404170562 

50-315 

TUCKER, H. B. 

8404130473 

50-369 

F 

VACCA, P, C, 

8001300479* 

FOIA 


VARGA, S. A. 

8404200042* 

50-261 

TUCKER, H. B. 

8404160017 

50-413 

A 

VACCA,P. C. 

8003130465* 

FOIA 


VARGA, S. A. 

8404200338 

50-286 

TUCKER, H. B. 

8404170073 

50-369 

S 

VACCA, P. C. 

8004170173* 

FOIA 


VARGA, S. A. 

8404230070 

50-348 

TUCKER, H. B. 

8404170081 

50-369 

S 

VACCA, P. C. 

8404090034* 

FOIA 


VARGA, S, A. 

8404230364 

50-250 

TUCKER, H. B. 

8404170112 

50-369 

S 

VACCA. P. C. 

8404090069* 

FOIA 


VARGA, S. A. 

8404230443 

50-316 

TUCKER, H. B. 

8404170237 

50-413 

S 

VACCA, P. C. 

8404090087* 

FOIA 


VARGA, S. A. 

0404240467 

50-261 

TUCKER, H. B. 

8404170309 

50-369 

F 

VACCA, P. C. 

8404090114* 

FOIA 


VARGA, S. A. 

8404240478 

50-295 

TUCKER, H. B, 

8404170374 

50-269 

G 

VACCA. P. C, 

8404090125* 

FOIA 


VARGA, S. A. 

8404240501* 

50-261 

TUCKER, H. B. 

8404170414 

50-369 

F 

VACCA, P. C. 

8404090131* 

FOIA 


VARGA, S. A. 

8404260121 

50-348 

TUCKER, H. B. 

8404170425* 

50-413 

Q 

VACCA, P. C. 

8404090139# 

FOIA 


VARGA, S. A. 

8404260124 

50-348 

TUCKER, H. B. 

8404180005 

50-369 

R 

VACCA, P. C. 

8404090144* 

FOIA 


VARGA, S. A. 

8404260439 

50-280 

TUCKER, H. B. 

8404180017 

50-269 

R 

VACCA, P. C. 

8404090147* 

FOIA 


VARGA, S. A. 

8404270062* 

50-250 

TUCKER, H. B. 

8404180177 

50-413 

F 

VACCA, P. C. 

8404260008* 

FOIA 


VARGA, S. A. 

8404270063 

TOP REP 

TUCKER, H. B, 

8404180357 

50-413 

E 

VACCA, P. C. 

8404260012* 

FOIA 


VARGA, S. A. 

8404300128 

50-305 

TUCKER, H. B. 

8404180377 

50-413 

G 

VACCA, P. C 

8404260036* 

FOIA 


VARLEY, R. A. 

8404090478* 

50-322 

TUCKER, H. B. 

8404180407 

50-413 

A 

VACCA, P. C. 

8404260041* 

FOIA 


VARNER. L. S. 

8404230219* 

CONTRACT 

TUCKER, H. B, 

8404190173 

50-369 

S 

VACCA, P. C. 

8404260068* 

FOIA 


VASSALLO, D. 

8404090011 

50-324 

TUCKER, H. B. 

8404200191 

50-413 

F 

VADEN, J. 

8404090372 

PR 


VASSALLO, D. B. 

8404020170 

50-263 

TUCKER, H. B. 

8404200245 

50-413 

F 

VAKERICS, T. V. 

8404030056# 

FOIA 


VASSALLO, D. B. 

8404020179* 

50-260 

TUCKER, H. B. 

8404200293 

50-413 

E 

VAKERICS, T. V. 

9404030056* 

FOIA 


VASSALLO, D. D. 

8404050001 

50-324 

TUCKER, H. B. 

8404200299 

50-413 

A 

VALDES, S. A. 

8404100235 

50-335 

S 

VASSALLO, D. B. 

8404050004* 

50-324 

TUCKER, H. B. 

8404200322 

50-369 

G 

VAN BRUNT, E. E 

8404020131 

50-528 

F 

VASSALLO, D. B. 

8404050502* 

50-331 

TUCKER, H. B, 

8404200326* 

50-369 

G 

VAN BRUNT, E.E 

8404020134 

50-528 

A 

VASSALLO, D. B. 

8404060055 

50-324 

TUCKER, H. B. 

8404230191 

50-269 

F 

VAN BRUNT, E. E 

8404030104 

50-528 

A 

VASSALLO, D. B. 

8404060056 

50-263 

TUCKER. H. B. 

8404230214 

50-413 

A 

VAN BRUNT, E. E. 

8404050292 

50-528 

A 

VASSALLO, D. B. 

8404060058# 

50-324 

TUCKER, H, B. 

8404240256 

50-413 

E 

VAN BRUNT, E. E. 

8404090209 

50-528 

S 

VASSALLO, D. B. 

8404060061 

50-263 

TUCKER, H. B. 

B404240480 

50-269 

F 

VAN BRUNT, E. E. 

8404090305 

50-528 

S 

VASSALLO, D. B. 

8404060072* 

50-331 F 

TUCKER, H. B. 

8404270203 

50-369 

S 

VAN BRUNT, E. E. 

8404090388* 

50-528 

Q 

VASSALLO, D. B. 

8404060081* 

50-271 F 

TUCKER, H. B. 

8404300019 

50-413 

A 

VAN BRUNT, E. E. 

8404100014 

50-528 

E 

VASSALLO. D. B. 

8404110068* 

50-220 F 

TUCKER, H. B. 

8404300143 

50-370 

S 

VAN BRUNT, E. E, 

8404120104 

50-528 

S 

VASSALLO, D. B. 

8404110161 

50-324 P 

TUCKER, H. B. 

8404300150 

50-369 

P 

VAN BRUNT, E. E. 

8404120281 

50-528 

F 

VASSALLO, D. B. 

8404110169* 

50-324 P 

TUCKER, H. B. 

8404300159 

50-413 

E 

VAN BRUNT, E. E. 

8404120335 

70-2949 


VASSALLO, D. B. 

8404110255* 

50-331 P 

TUCKER, H. B, 

8404300161 

50-413 

E 

VAN BRUNT, E.E. 

8404130004 

50-529 

S 

VASSALLO, D. B. 

8404130015 

50-293 P 

TUCKER, H. B. 

8404300183 

50-413 

E 

VAN BRUNT, E. E. 

8404130085 

50-528 

S 

VASSALLO, D. B. 

8404130141 

50-331 P 

TULODIESKI, D. B. 

8404200239* 

50-329 

R 

VAN BRUNT, E. E. 

8404130155 

50-528 

S 

VASSALLO, D. B. 

8404130426* 

50-298 P 

TURK, J. 

8404050095 

50-70 

G 

VAN BRUNT, E. E. 

8404130160 

50-528 

S 

VASSALLO, D. B. 

8404160277 

50-263 P 

TURK, U. 

8404230344 

50-70 

G 

VAN BRUNT, E.E. 

8404130219 

50-528 

S 

VASSALLO, D. B. 

8404170547 

50-331 P 

TURK, S, E, 

8404110554 

50-382 

G 

VAN BRUNT, E. E. 

8404130256 

50-528 

S 

VASSALLO, D. B. 

8404170644 

50-271 P 

TURK, S. E. 

8404170301 

50-382 

G 

VAN BRUNT, E. E. 

8404130265 

50-528 

s 

VASSALLO, D. D. 

S404180022 

50-220 P 

TURNER, C. L. 

8404130097 

50-461 

J 

VAN BRUNT, E. E. 

8404130274 

50-528 

S 

VASSALLO, D. B. 

8404180045 

50-324 P 

TURNER, S. E, 

8404120145* 

50-250 

P 

VAN BRUNT, E. E. 

8404130306 

50-528 

S 

VASSALLO, D. B. 

8404180053 

50-324 P 

TUTTLE, R, J, 

8404100466* 

70-25 


VAN BRUNT, E. E, 

8404170243 

50-528 

F 

VASSALLO, D. B. 

8404180198 

50-263 P 

TUTTLE, R. J. 

8404100469* 

70-25 


VAN BRUNT, E. E. 

8404180152 

50-529 

s 

VASSALLO, D. B, 

8404180435 

50-293 P 

TUTTLE, R. J. 

8404120092* 

50-332 

P 

VAN BRUNT, E, E. 

8404190204 

50-528 

A 

VASSALLO, D. B. 

8404200034 

50-324 P 

TWERRY, R, 

8404230090 

50-413 

T 

VAN BRUNT, E. E. 

8404200225 

50-528 

s 

VASSALLO, D. B. 

8404200035* 

50-324 P 

TYDEMAN, J. 

8404180004 

50-146 

H 

VAN BRUNT, E. E. 

8404200236 

50-528 

s 

VASSALLO. D. B. 

8404230252 

50-263 P 

TYDEMAN, J, 

8404180151 

50-146 

H 

VAN BRUNT, E. E. 

8404200268 

50-528 

s 

VASSALLO, D. B. 

8404230270 

50-331 P 

UDALL, M. 

8404020295* 

COMMISSION 

VAN BRUNT, E. E. 

8404200283 

50-528 

S 

VASSALLO, D. B. 

8404230276 

50-271 P 

UDALL, M. K. 

8404110565* 

COMMISSION 

VAN BRUNT, E. E. 

8404200285 

50-528 

S 

VASSALLO, D. B. 

8404230278 

50-293 P 

ULLRICH, W. T. 

8404050090 

50-278 

S 

VAN BRUNT, E. E, 

8404200288 

50-528 

S 

VASSALLO, D. B. 

8404230280 

50-254 P 

ULLRICH, W. T. 

8404100228 

50-278 

S 

VAN BRUNT, E. E. 

8404200298 

50-528 

S 

VASSALLO, D. B. 

8404230294 

50-259 P 

ULLRICH, W, T. 

8404100241 

50-277 

S 

VAN BRUNT, E. E. 

8404200306 

50-528 

s 

VASSALLO, D. B. 

8404250223* 

50-331 P 

ULLRICH, W. T. 

8404190165 

50-277 

R 

VAN BRUNT, E. E. 

8404200309 

50-529 

s 

VASSALLO, D. B. 

8404300282 

50-271 P 

ULLRICH, W. T. 

8404200188 

50-277 

S 

VAN BRUNT, E.E. 

8404240159 

50-528 

s 

VASSILARQS, M. G. 

8404300225 

NUREG 

ULLRICH, W. T. 

8404200281 

50-277 

8 

VAN BRUNT, E. E. 

8404270071 

50-528 

Q 

VAUGHAN, C. M. 

8404060369 

70-1113 

ULLRICH, W. T. 

8404200302 

50-277 

8 

VAN BRUNT. E. E. 

8404270098 

50-528 

S 

VAUGHAN, C. M. 

8404100007 

70-1113 

ULLRICH, W. T. 

8404240302 

50-277 

8 

VAN HOUTEN, R. 

8404200196* 

FOIA 


VAUGHAN, C. M. 

8404100513 

71-4909 

ULLRICH, W. T. 

8404270134 

50-277 

8 

VAN ROOYEN, D. 

8404020011 

NUREG 


VAUGHAN, C. M. 

8404100552 

70-1113 

ULLRICH, W. T. 

8404300009 

50-277 

8 

VAN VLIET, J. 

8404100040 

50-289 

T 

VAUGHAN, C. M. 

8404110188 

70-1113 

UMBEL, D. 

8404020234 

CONTRACT 


VAN VLIET, U. 

8404190133 

50-289 

F 

VAUGHAN, C. M. 

8404300293 

71-9019 

UMBEL, 0. 

8404030013 

CONTRACT 


VANOENBERG. D. 

0404170136 

50-255 

R 

VERBRYKE, P. A. 

8404190308* 

50-245 P 

UMBEL, D, 

8404050269 

CONTRACT 


VAN0EWALLE, D. J. 

8404040001 

50-255 

F 

VERMA, T. R. 

8404110053 

WASTE MOT 

UMBEL, 0. 

8404100427 

CONTRACT 


VANDEWALLE, D. J. 

8404090383* 

50-255 

G 

VERMA, T. R. 

8404270227 

WASTE MGT 

UMBEL, D. 

8404110001 

CONTRACT 


VANDEWALLE, D. J. 

8404190399* 

50-255 

F 

VERMA, T. R. 

8404300243 

WASTE MGT 

UMBEL, D. 

8404130174 

CONTRACT 


VANDEWALLE, D. J. 

8404240009 

50-255 

P 

VERRELLI, D. M. 

8403290233 

50-297 G 

UMBEL, D. 

8404240105 

CONTRACT 


VANDEWALLE, D. J. 

8404250019 

50-255 

F 

VERRELLI.D. M, 

8404020091 

50-416 G 

UMBEL, D. 

8404240114 

CONTRACT 


VANDOORN, P. K. 

8404170546* 

50-413 

Q 

VERRELLI - D. M. 

8404030423 

50-324 G 

UMBEL, D. 

8404240199 

CONTRACT 


VARELA, A. A. 

8404240106* 

50-272 

Q 

VERRELLI, D. M. 

8404060084 

50-390 G 

UMBFL, D. 

0404240407 

CONTRACT 


VARGA, S. 

8404050003* 

50-315 

P 

VERRELLI, D. M. 

8404060089 

50-324 G 

UMBEL, D. 

8404240545 

CONTRACT 


VARGA, S. A. 

8404020228* 

50-247 

P 

VERRELLI.D. M. 

8404060095 

50-261 G 

UMBEL, D. 

8404250192 

50-499 

A 

VARGA, S. A. 

8404040299 

50-316 

P 

VERRELLI, D. M. 

8404060142 

50-390 G 

UNDERKQFLER, J. 

8404030392* 

50-305 

I 

VARGA, S. A. 

8404040307 

50-305 

P 

VERRELLI, D. M, 

8404060153 

50-390 G 

UPRI&HT, C. M. 

8404060090* 

50-390 

Q 

VARGA, S. A. 

8404050363 

50-334 

F 

VERRELLI.D. M 

8404060156 

50-261 P 
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NUMBER 
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CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 
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CATEGORY 

VERRELLI, D. M. 

8404060162 

50-327 

V 

WALKER, R. D. 

84041 7005 1* 

50-483 

Q 

WENSLAWSKI, F. 

8404050236 

50-312 

Q 

VERRELLI, D, M. 

8404060167 

50-390 

G 

WALKER, R. D. 

8404170426 

50-454 

V 

WENSLAWSKI, F. 

8404050240* 

50-312 

G 

VERRELLI* D. M 

8404060194 

50-390 

Q 

WALKER, R. D. 

8404170513 

50-315 

V 

WENSLAWSKI, F. A. 

8404050196 

50-508 

G 

VERRELLI. D. M 

8404060236 

50-390 

V 

WALKER, R. D. 

8404190196 

50-374 

Q 

WENSLAWSKI, F. A, 

8404050284* 

50-508 

Q 

VERRELLI, D. M, 

8404060245 

50-327 

V 

WALKER, R. D. 

8404190199* 

50-374 

Q 

WENSLAWSKI. F. A. 

8404050286 

50-206 

Q 

VERRELLI, D. M, 

8404060263 

50-400 

Q 

WALKER. R. D. 

8404240406 

50-341 

Q 

WENSLAWSKI, F. A. 

8404050290* 

50-206 

Q 

VERRELLI, D. M. 

8404060300 

50-417 

G 

WALKER, R. D. 

8404240418* 

50-341 

G 

WENSLAWSKI, F, A, 

8404050301* 

50-433 

G 

VERRELLI, D, M 

8404060306# 

50-417 

Q 

Walker, r. d. 

8404240423* 

50-341 

G 

WENSLAWSKI, F, A. 

8404050302* 

50-433 

Q 

VERRELLI, D M. 

8404060320 

50-390 

Q 

WALKER, W. J. 

8404090074* 

FOIA 


WENSLAWSKI, F, A. 

8404090246* 

70-734 


VERRELLI, D. M. 

8404060341 

50-324 

Q 

WALZ, V. 

8404030237 

50-333 

S 

WENSLAWSKI, F. A. 

8404090384 

50-528 

Q 

VERRELLI, D M. 

8404060344 

50-261 

F 

WANG, T. Y. 

8404040182* 

50-29 

P 

WENSLAWSKI, F. A. 

8404100389 

50-312 

R 

VERRELLI, D. M. 

0404060346 

50-390 

Q 

WARAPIUS, K. C. 

8404090266 

50-409 

P 

WENSLAWSKI, F. A, 

8404130210 

27-48 


VERRELLI, D. M. 

8404170011 

50-348 

Q 

WARD, K. D. 

8404190264* 

50-454 

Q 

WENSLAWSKI, F. A. 

8404130213* 

27-48 


VERRELLI, D. M. 

8404170049 

50-327 

G 

WARD, K. D. 

8404240361* 

50-10 

Q 

WENSLAWSKI, F. A. 

8404200084 

50-312 

S 

VERRELLI, D M 

8404170089 

50-438 

G 

WARD, W. J. 

8404060165 

50-445 

6 

WENSLAWSKI, F, A. 

8404240115 

50-133 

Q 

VERRELLI, D. M. 

8404170144 

50-324 

Q 

WARD, W. J. 

8404190157* 

50-445 

Q 

WENSLAWSKI, F. A. 

8404240389 

50-528 

G 

VERRELLI, D. M 

8404170159 

50-327 

G 

WARD, W. J. 

8404190158* 

50-445 

G 

WENSLAWSKI, F. A. 

8404240396* 

50-528 

G 

VERRELLI, D. M. 

8404170215 

50-400 

Q 

WAREMBOURG, D. 

8404020123 

50-267 

R 

WENZINGER, E. C. 

8404090286* 

50-309 

Q 

VERRELLI, D, M, 

8404170219 

50-261 

G 

WAREMBOURG, D. 

8404030288 

50-267 

R 

WENZINGFR, E. C. 

8404120316* 

50-317 

Q 

VERRELLI, D. M, 

8404170232* 

50-400 

G 

WAREMBOURG. D. 

8404090140 

50-267 

S 

WERNER, R, P. 

8404030413* 

50-423 

E 

VERRELLI. D. M, 

8404170241 

50-348 

G 

WAREMBOURG. D. 

84041 8000 1 

50-267 

R 

WERNER, R, P. 

8404030413* 

50-423 

E 

VERRELLI, D. M. 

8404170362 

50-348 

F 

WAREMBOURG, D. 

8404200108 

50-267 

p 

WESCOTT, H, M. 

8404120135* 

50-443 

G 

VERRELLI. D M. 

8404170418 

50-395 

G 

WAREMBOURG, D. 

8404300123 

50-267 

P 

WESTAFER, G, R. 

8404020052 

50-302 

P 

VERRELLI, D M. 

8404240371 

50-395 

G 

WAREMBOURG, D W. 

8404020022 

50-267 

P 

WESTAFER, G. R. 

8404030191 

50-302 

S 

VEVE, M, E. 

8404030056* 

FQIA 


WAREMBOURG, D. W. 

8404020156 

50-267 

F 

WESTAFER, G. R. 

8404030233 

50-302 

P 

VEVE, M. E, 

8404030056* 

FOIA 


WAREMBOURG, D. W. 

8404030151 

50-267 

P 

WESTAFER, G. R. 

8404030279 

50-302 

P 

VIETH, D, L. 

8404300098 

WASTE MGT 

WAREMBOURG, D. W, 

8404030205 

50-267 

P 

WESTAFER. G. R, 

8404030492 

50-302 

P 

VIETH, D, L. 

8404300235 

WASTE MGT 

WAREMBOURG, D. W. 

8404050431 

50-267 

F 

WESTAFER, G. R. 

8404050013 

50-302 

S 

VIETH, D. L. 

8404300245 

WASTE MGT 

WAREMBOURG, D. W. 

8404090324 

50-267 

G 

WESTAFER, G R. 

8404060205 

50-302 

G 

VIETTI, A. 

8404180074 

50-498 

A 

WAREMBOURG, D. W. 

8404100310 

50-267 

F 

WESTAFER, G. R 

8404060223 

50-302 

Q 

VILD, B. 

8404180143 

PR 


WAREMBOURG, D. W. 

8404120112 

50-267 

P 

WESTAFER, G. R, 

8404170069 

50-302 

S 

VINCELEITE, M. D, 

8404170347 

40-8681 


WAREMBOURG, D. W. 

8404170383 

50-267 

Q 

WESTAFER, G. R. 

8404170135 

50-302 

S 

VISSING, G, S, 

8404230283 

50-313 

P 

WAREMBOURG, D. W. 

8404180396* 

50-267 

P 

WESTAFER, G. R. 

8404170177 

50-302 

R 

VITAL, B 

8404020182* 

50-206 

S 

WARNICK, R F. 

8404030301 

50-329 

G 

WESTAFER, G. R. 

8404170184 

50-302 

P 

VITO, D. 

8404240089* 

50-289 

G 

WARNICK, R. F. 

8404030351 

50-358 

Q 

WESTAFER, G. R. 

8404170390 

50-302 

S 

VQOLER, B. H. 

8404030192 

50-440 

M 

WARNICK, R. F. 

8404030499 

50-440 

G 

WESTAFER, G. R. 

8404170435 

50-302 

F 

VOOLER, B, H 

8404050059 

50-352 

T 

WARNICK, R. F. 

0404030509* 

50-440 

Q 

WESTAFER, G. R, 

8404170448 

50-302 

P 

VOOLER, B. H, 

8404110551 

50-352 

G 

WARNICK, R. F. 

8404110226 

50-329 

Q 

WESTAFER, 0. R. 

8404170456 

50-302 

Q 

VOOLER, B. H. 

8404240226 

50-352 

T 

WARNICK, R. F. 

8404110381 

50-454 

Q 

WESTAFER. G. R. 

8404180384 

50-302 

R 

VOOT, D 

8404020158 

NUREG 


WARNICK, R. F. 

8404160067 

50-461 

Q 

WESTAFER, G. R, 

8404200139 

50-302 

P 

VOIOT, H. H. 

8404130137 

50-244 

G 

WARNICK, R. F, 

8404160196 

50-440 

G 

WESTAFER. G. R. 

8404240404 

50-302 

I 

VOIGT, H H. 

8404130137 

50-244 

G 

WARNICK, R. F. 

8404160197* 

50-329 

Q 

WESTAFER. G R, 

8404270086 

50-302 

S 

VOLLMER, H W 

8404170224* 

50-352 

T 

WARNICK, R. F. 

8404190145 

50-329 

G 

WESTAFER, G. R. 

8404270105 

50-302 

s 

VOLLMER, R. H. 

8312210306* 

FOIA 


WARNICK, R. F. 

8404190274 

50-330 

A 

WESTAFER, 0 R. 

8404270106 

50-302 

p 

VOLLMER, R, H, 

8402060541# 

FOIA 


WARNICK, R. F. 

8404190321 

50-440 

Q 

WESTAFER, G. R. 

0404300079 

50-302 

p 

VOLLMER, R H 

8402100399* 

FOIA 


WARNICK, R. F. 

8404200007* 

50-358 

A 

WESTAFER. G. R. 

8404300170 

50-302 

p 

VOLLMER, R. H, 

8404050093* 

FOIA 


WARNICK, R. F, 

8404230021* 

50-10 

F 

WESTBROOK, K. B. 

8404300074 

WASTE MOT 

VOLLMER, R. H. 

8404050116# 

FOIA 


WARNICK, R. F. 

B404230217 

50-483 

G 

WETHY.C. M. 

8404260151 

50-389 

F 

VOLLMER. R. H. 

8404050126* 

FOIA 


WARNICK, R. F. 

8404240400 

50-329 

A 

WETTERHAHN, M. J 

8404020265 

50-352 

T 

VOLLMER, R, H. 

8404270116* 

50-247 

S 

WARNICK, R. F. 

8404260003 

50-483 

Q 

WETTERHAHN, M. J. 

8404020265 

50-352 

T 

VON ZELLEN, B, W. 

8404160227* 

50-454 

G 

WASTLER, S. L. 

8404090037 

40-8745 


WETTERHAHN, M. J. 

8404100215 

50-352 

0 

VORDERBRUEOGEN 

8404050139* 

50-528 

Q 

WATSON, J. P. 

8404040381* 

50-275 

G 

WETTERHAHN, M. J, 

8404100215 

50-352 

G 

VORDERBRUEGOEN 

8404050319* 

50-528 

G 

WEATHER WAX, R. K. 

8404270059* 

50-322 

G 

WETTERHAHN, M. J. 

8404110504 

50-352 

C 

VOSBURY, F. W, 

8312010214* 

50-255 

G 

WEBB, w. e. 

8404030212 

50-259 

F 

WETTERHAHN, M, J. 

8404110584 

50-352 

G 

VOSBURY, F W, 

8404020204* 

50-305 

P 

WEBBER, K. R. 

8404040042* 

FOIA 


WETTERHAHN, M. J. 

8404110594 

50-352 

0 

WADE, L. 

8404260016* 

FOIA 


WEBSTER, C. S. 

8404020277 

NUREG 


WETTERHAHN, M. J. 

8404110594 

50-352 

G 

WADE, L. 

8404260023* 

FOIA 


WEDDINGTON, R. E. 

8404170249* 

50-348 

Q 

WETTERHAHN, M. J, 

8404110596* 

50-352 

G 

WADE, L. 

8404260125* 

FOIA 


WEDDINGTON. R. E. 

8404170269* 

50-321 

G 

WETTERHAHN, M. J. 

8404110596* 

50-352 

G 

WAGNER, D, H. 

8404110216 

50-354 

A 

WEEKS, J. R. 

8404020011 

NUREG 


WETTERHAHN, M. J. 

0404170217 

,50-352 

T 

WAGNER, D. H. 

8404110234 

50-354 

A 

WEEKS, J. R. 

8404050080* 

FOIA 


WETTERHAHN, M. J. 

8404170217 

50-352 

T 

WAGNER, D. H. 

8404170264 

50-354 

E 

WEEKS, J. R. 

8404050119* 

50-249 

Q 

WETTERHAHN, M. J. 

8404240133 

50-352 

G 

WAGNER, D. H. 

8404 170270 

50-354 

E 

WEI.T. Y. 

8404040304* 

50-316 

P 

WETTERHAHN, M. J. 

0404240133 

50-352 

G 

WAGNER, M. A 

8404230115 

50-289 

G 

WEI, T. Y. 

8404040309* 

50-316 

P 

WETTERHAHN, M. J. 

8404240258 

50-352 

G 

WAGNER, M. £ 

8404110556 

50-289 

G 

WEI, T. Y. 

8404040323* 

50-316 

P 

WETTERHAHN, M. J. 

8404240258 

50-352 

G 

WAGNER, M. E. 

8404230143 

50-289 

G 

WEI, T. Y. 

8404040326* 

50-316 

P 

WETTERHAHN, M. J. 

0404270246 

50-352 

0 

WAGNER, M. E. 

8404260085 

50-289 

G 

WEIGHTMAN. R. T. 

8404300129 

QA999 


WHEELER, J. T. 

0404240488* 

CONTRACT 


WAGNER, P C. 

8404090188 

50-267 

S 

WEINKAM. E. J. 

8404100251 

50-458 

G 

WHEELER, J. T. 

0404250205* 

CONTRACT 


WAGNER' P. C. 

8404180381 

50-267 

J 

WEINKAM, E. J. 

8404110230 

50-458 

G 

WHICHER, J, M. 

0404130156 

50-454 

G 

WAGNER, P C. 

0404180386 

50-267 

R 

WEINKAM, E. J. 

8404230129 

50-458 

G 

WHICHER, J. M. 

8404130156 

50-454 

G 

WANNER, H. W. 

8404040184 

PRM 


WEINKAM, E. J. 

8404270303 

50-458 

A 

WHICHER, J. M. 

0404130156 

50-454 

G 

WAITE, R. 8. 

8404050264* 

50-397 

Q 

WEINTRAUB, A. A 

8404100482 

71-9009 


WHICHER, J. M. 

8404130156 

50-454 

G 

WAKILD, C. 

0404130029 

70-1113 


WEINTRAUB, A. A. 

8404130058 

71-5450 


WHICHER, J. M. 

8404130156 

50-454 

G 

WALKER, J. B. 

8404030449 

50-259 

S 

WEISS, E. R. 

8404060034 

50-289 

G 

WHICHER, J. M. 

8404170302 

50-454 

G 

WALKER, J. B 

8404100263 

50-259 

S 

WEISS, E. R. 

8404060034 

50-289 

0 

WHICHER, J. M. 

8404270263 

50-454 

G 

WALKER, R. D. 

8404030179 

50-454 

G 

WEISS, E. R. 

8404190092 

FOIA 


WHITE, J. R. 

8404020268 

NUREG 


WALKER, R. D. 

8404030304* 

50-254 

Q 

WEISS, E. R. 

8404200057 

50-289 

G 

WHITE, J. R. 

8404090368* 

50-209 

G 

WALKER, R. D. 

8404030374 

50-373 

V 

WEISS, J, D. 

8404260060* 

FOIA 


WHITE, W. S. 

8404130132 

NUREG 


WALKER, R. D. 

8404090223 

50-483 

G 

WELCH, J, F. 

8404100223 

50-18 

I 

WHITENER, H. 

8404060157* 

50-390 

Q 

WALKER, R. D. 

8404090264 

50-440 

V 

WELCH, S, E. 

0404050401 

50-315 

F 

WHITNEY, J. W, 

8404230264* 

CONTRACT 


WALKER. R. D. 

8404090405 

50-237 

V 

WELLS, D. A. 

0404270171 

50-341 

S 

WHITSON, H. 

8404090425 

WASTE MOT 

WALKER, R. D. 

8404110222* 

50-374 

Q 

WELLS, R. D. 

8404030214 

50-320 

s 

WHITTIER, 0. D. 

8404030272 

50-309 

P 

WALKER, R. D. 

8404110300* 

50-331 

a 

WELLS, R. D. 

8404030261 

50-320 

s 

WHITTIER, 0. D. 

8404060218 

50-309 

R 

WALKER, R D. 

8404120110 

50-373 

Q 

WELLS, R. D. 

8404030340 

50-320 

8 

WHITTIER, G. D. 

0404100108 

50-309 

P 

WALKER, R. D. 

8404120163 

50-315 

V 

WEN, P. 

8404240089* 

50-289 

G 

WHITTIER, G. D. 

8404100200 

50-309 

P 

WALKER, R. D. 

8404170047 

50-483 

Q 

WENNER, T. J. 

8404060151* 

50-325 

P 

WHITTIER, 0. D. 

0404110126 

50-309 

G 
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WHITTIER. G. D. 

8404130022 

50-309 

P 

WHITTIER. G. D, 

8404160194 

50-309 

Q 

WHITTIER. G. D. 

8404170002 

50-309 

P 

WHITTIER. G. D. 

8404170346 

50-309 

F 

WHITTIER. G. D. 

8404190364# 

50-309 

Q 

WHITTIER. G. D. 

8404200317 

50-309 

P 

WHITTIER, G. D. 

8404230185 

50-309 

I 

WHITTIER. G. D. 

8404240230 

50-309 

P 

WHITTIER. G. 0. 

8404240257 

50-309 

F 

WHITTIER, G. D. 

8404300162 

50-309 

S 

WHITTLESEY, K. A. 

8404030425# 

50-382 

Q 

WHITTLESEY, K. A. 

8404030484# 

50-482 

Q 

WICHNER.R. P. 
WI0MAYER. 0. A. 
WIEBE, J. 

8404020263 

8404300058 

8404190217# 

NUREG 

27-47 

50-409 

Q 

WIEDEMAN. D. 
WIESEMANN, R. A. 

8404230163 

8404040088# 

I&E 

50-482 

A 

WIESEHANN, R. A. 
WIESEMANN, R. A. 

8404100264* 

8404110303# 

TOPREP 

50-482 

A 

WIESEMANN. R. A. 

8404160174# 

50-272 

P 

WIESEMANN. R. A. 

8404180359# 

50-244 

P 

WIESEMANN. R. A. 

8404180360* 

50-413 

E 

WIESEMANN, R. A. 

8404180366* 

50-482 

A 

WIESEMANN, R. A. 

84042001 55* 

50-334 

P 

WIESEMANN. R. A. 

84042001 59* 

50-334 

P 

WIESEMANN, R. A. 

8404250181# 

50-445 

A 

WIGGINS, E. 

WIGGINS, E. 

WIGGINS, E. J. 
WIGGINS, E. J. 

WIGGINS, E. J. 
WIGGINS, E. J. 
WIGGINS, E. J. 
WIGGINS, E. J. 
WIGGINS. J. T. 

8404020219 

8404250045 

8404050050 

8404120025 

8404160272 

8404180244 

8404240199 

8404250225 

8404060253# 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

50-352 

0 

WIGGINS, J. T. 

8404060318# 

50-352 

Q 

WIOG INTON, 0, 

8404040343 

50-316 

P 

WIGOINTON, 0. 

8404200064 

50-315 

P 

WIGGINTON, 0. L. 

8404050002 

50-315 

P 

WIKE, C. R. 

8404040283 

50-387 

F 

WIKE, C. R. 

8404120094 

50-387 

F 

WIKE.C. R, 

8404120294 

50-387 

F 

WILBORN, L. 

8404260207# 

50-267 

a 

WILCOVE, M. N. 

8404030189 

50-352 

G 

WILCOVE, M. N, 

8404040145 

50-352 

G 

WILCOVE. M. N. 

8404050075 

50-352 

G 

WILCOVE, M. N. 

8404120416 

50-352 

G 

WILCOVE. M. N. 

8404120424 

50-352 

G 

WILCOVE, M. N. 

8404230328 

50-352 

G 

WILCOX, C. M. 

8404100147* 

50-482 

& 

WILKS. B. L. 

8404100191 

50-387 

S 

WILKS, B, L. 

8404100388 

50-387 

s 

WILKS, B. L. 

8404120203 

50-387 

s 

WILKS, B. L. 

8404170074 

50-387 

s 

WILKS, B. L. 

8404240235 

50-387 

s 

WILLCOX.L. 

8404090425 

WASTE MGT 

WILLETT. 0. J. 

8404050252# 

50-397 

0 

WILLIAMS, C. C. 

8404030384# 

50-329 

Q 

WILLIAMS. C. C. 

8404060358* 

50-454 

Q 

WILLIAMS. C. C. 

84041 10282# 

50-483 

Q 

WILLIAMS, E. 

8404100157 

50-275 

6 

WILLIAMS, J. H. 

8404060310# 

50-277 

Q 

WILLIAMS, J. W. 

8404020015 

50-250 

P 

WILLIAMS. J. W. 

8404020138 

50-250 

S 

WILLIAMS, J. W. 

8404050137 

50-250 

P 

WILLIAMS, J. W. 

8404050194 

50-250 

P 

WILLIA1-®, J. W, 

8404050293 

50-250 

P 

WILLIAMS, J. W. 

8404050296 

50-250 

P 

WILLIAMS, J. W. 

8404060160 

50-335 

G 

WILLIAMS, J. W. 

8404060187 

50-250 

G 

WILLIAt»B, J. W. 

8404060279 

50-389 

P 

WILLIAMS, J. W. 

8404090371* 

50-250 

G 

WILLIA*^, J. W. 
WILLIAMS, J. W. 

8404090482 

8404100235 

71-6601 

50-335 

S 

WILLIA*^, J, W. 

8404100236 

50--251 

S 

WILLIAre^J. Wv 

8404100356 

50-250 

S 

WILLIAMS, J. W. 

8404100423 

50-250 

G 

WiiLLlAm, J. W. 

8404110^31 

^-250 

Q 

WILLIAMS, J. W. 

8404120055 

^5-250 

P 

WILLIAMS, J. W. 

8404130037 

50-335 

G 

WILLIAMS, J. W. 

8404130310 

50-389 

G 

WILLIAMS, J. W. 

8404170072* 

50-335 

Q 

WILLIAMS, J. W. 

8404170083 

50-250 

P 

WILLIAMS, J. W. 

8404170173 

50-335 

P 

WILLIAMS, J. W. 

8404170310 

50-335 

S 
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WILLIAMS, J. W. 

8404180387 

50-250 

P 

WILLIAMS, J. W. 

8404190232 

50-389 

P 

WILLIAMS, J. W. 

8404200006 

50-250 

S 

WILLIAMS, J, W. 

8404200173 

50-250 

P 

WILLIAMS, J. W. 

8404240183 

50-389 

E 

WILLIAMS, J. W. 

8404240237 

50-250 

P 

WILLIAMS, J. W. 

8404240328 

50-250 

G 

WILLIAMS, J. W. 

8404250047 

50-335 

F 

WILLIAMS, J. W. 

8404260194 

50-250 

S 

WILLIAMS, J, W. 

8404270041 

50-335 

P 

WILLIAMS, K M. 

8404230258# 

CONTRACT 

WILLIAMS, N. H. 

8404160012 

50-445 

Q 

WILLIAMS, N H. 

8404160031 

50-445 

A 

WILLIAMS, N. H. 

8404160035 

50-445 

A 

WILLIAMS, N. H. 

8404160053 

50-445 

A 

WILLIAMS, N. H. 

8404160092 

50-445 

G 

WILLIAMS, N. H. 

8404160097 

50-445 

A 

WILLIAMS, N. H. 

8404230048 

50-445 

G 

WILLIAMSON, J. P. 

8404270076* 

50-346 

I 

WILLIMS, C. C. 

8404030456# 

50-454 

G 

WILSON, B. D, 

8404130374 

XPORTLIC 


WILSON, B. 0. 

8404130378* 

XPORTLIC 


WILSON, B. D. 

8404230182 

XPORTLIC 


WILSON, B. D. 

8404230184# 

XPORTLIC 


WILSON, B. D. 

8404240004# 

XPORTLIC 


WILSON, B. D. 

8404240006* 

XPORTLIC 


WILSON. B. 0. 

8404250149 

XPORTLIC 


WILSON, C. W. 

8404170575 

NUREG 


WILSON, E. F. 

8404090365 

State Prog 

WILSON, H. L. 

8404100537 

71-300 


WILSON, H. L. 

8404100540* 

71-300 


WILSON, J. 

8404060296 

50-280 

F 

WILSON, J. H. 

8404110265 

50-382 

A 

WILSON, J, H. 

8404230268 

50-382 

A 

WILSON. J, H, 

8404250278 

50-382 

A 

WILSON. J. L. 

8404090212 

50-280 

S 

WILSON, J. L. 

8404120102 

50-281 

S 

WILSON, J. L. 

8404120167 

50-281 

S 

WILSON, J. L. 

8404120172# 

50-281 

S 

WILSON, J. L. 

8404120178# 

50-281 

S 

WILSON. J. L. 

8404200001 

50-280 

S 

WILSON, J. L. 

8404270031 

50-281 

S 

WILSON, J, L. 

8404270035* 

50-281 

S 

WILSON, J. L. 

8404270038# 

50-281 

S 

WILSON, J. L. 

8404270043 

50-281 

S 

WILSON, J. L. 

8404270061 

50-281 

S 

WILSON, J. R. 

8404040042* 

FOIA 


WILSON, K. R. 

8404050013 

50-302 

s 

WILSON, L. R. 

840404041 7# 

50-275 

G 

WILSON. L. R. 

8404040419# 

50-275 

G 

WILSON. R, 

8404170210 

50-400 

G 

WILSON, W. C. 

8011140262# 

FOIA 


WILSON, W, C. 

8012310479# 

FOIA 


WILSON, W. C. 

8103300249# 

FOIA 


WILSON, W. C. 

B404260027* 

FOIA 


WILSON, W. E. 

8404030318 

50-27 

S 

WINDHAM, R. 

8404170357 

50-298 

F 

WINGES, L. 

8404020220 

NUREG 


WINTER. C. L. 

8404050505 

NUREG 


WINTERS, W. R. 

8404050308# 

50-373 

Q 

WINTERS, W. R. 

8404050321* 

50-373 

G 

WISE, J. R. 

8404180057 

FOIA 


WISE,R. 

8404100262# 

50-482 

G 

WISE.R. M. 

8404100033# 

71-512 


WISNER, C. E. 

8404260323# 

50-382 

G 

MISNER.C. E. 

8404260356# 

50-382 

Q 

WITHERS, B. 0. 

8404030495 

50-344 

P 

WITHERS, B. 0. 

8404030498# 

50-344 

P 

WITHERS, B. 0. 

8404060255 

50-344 

P 

WITHERS, B. 0. 

8404110355 

50-344 

P 

WITHERS, B. 0. 

8404110362* 

50-344 

P 

WITHERS, B. 0. 

8404270039 

50-344 

P 

WITHERS, B. 0. 

8404270046# 

50-344 

P 

WOHL0, P. R. 

8404170055* 

50-483 

G 

WOJNAS, E. J. 

8404 160091* 

50-247 

G 

WOLFE, S. J. 

8404050066 

50-289 

G 

WOLFE, S. J. 

8404200030 

50-289 

G 

WOLFE, S. J. 

8404260472 

50-289 

G 

WOLFE, S. J. 

8404260479 

50-289 

G 

WOLFE, S. J. 

8404260493 

50-289 

G 

WOLFF, C. E. 

8404130255 

40-8602 


WOLFF, C. E. 

8404130345 

40-8602 


WOLGAST, L. J. 

8404090158# 

50-219 

R 

WOLLETT, S. 

8404020098 

50-275 

P 

WOLLETT, S. 

8404020103 

CONTRACT 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

WOLLETT, S. 
WOLLETT, S. 
WOLLETT, S. 
WOLLETT, S. 
WOLLETT, S. 

8404110520 

8404230216 

8404240144 

8404240164 

8404250225 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

WOLLETT, S. 

WOLPE, H, 

WOLTNER, E. 

WOOD, D. C, 

WOOD, 0. C. 

8404270013 

8404020258# 

8404190226# 

8404020018 

8404050077 

CONTRACT 
COMMISSION 
50-245 Q 
50-387 S 
50-387 S 

WOOD, D. C. 

WOOD, D. C. 

WOOD, J. J. 

WOODARD, C. H. 
WOODARD, C. H. 

8404240281 

8404240286 

8404170109 

8404240058# 

8404240207# 

50-387 S 
50-387 S 
50-374 S 
50-322 Q 
50-322 Q 

WOODHEAD, C. P. 
WOODHEAD, C. P. 
WOODRUFF, R. L. 
WOODRUFt-, R. L. 
WOODS, V. L. 

8404190267 

8404230124 

8404060269 

8404240357 

8404240177# 

50-440 G 
50-142 0 
State Prog 
I««E 

CONTRACT 

WOODWARD, C. H. 
WOOLEVER, E. J. 
WOOLEVER, E. J. 
WOOLEVER, E. J. 
WOOLEVER, E. J. 

8404240146# 

8402280306 

8403010416 

8404030407 

8404050231 

50-322 Q 
50-412 A 
50-412 A 
50-412 E 
50-412 E 

WOOLEVER, E. J. 
WOOLEVER, E. J. 
WOOLEVER, E. J. 
WOOLEVER, E. J. 
WOOLEYER, E. J, 

8404060082# 

8404060102# 

8404060210 

8404160066 

8404160103 

50-412 Q 
50-412 a 
50-412 A 
50-412 E 
50-412 C 

WOOLEVER, E. J, 
WOOLEVER, E. J. 
WOOLEVER, E. J. 
WOOLEVER, E. J, 
WOOLEVER, E. J. 

8404170354 

8404230072 

8404230165 

8404250078 

8404260117 

50-412 S 
50-412 A 
50-412 E 
PR 

50-412 A 

WOOLEVER, E. J. 
WOOLEVER, E. J. 
WDOLSEY, R. T. 
WOOLSEY, R. T. 

WRAY, J. R. 

8404260196 

8404300120 

8404090031 

8404120341 

8404170236# 

50-412 Q 
50-412 A 

40-299 
40-299 
50-338 Q 

WRIGHT, F. 

WRIGHT, G, C. 

WRIGHT, N. A. 

WRIGHT, N. A. 

WRIGHT, N. A. 

8404090173 

8404190336# 

8404050059 

8404090120 

8404110551 

50-289 U 
50-155 Q 
50-352 T 
50-352 G 
50-352 G 

WRIGHT, N. A, 

WRIGHT, N. A. 

WRIGHT, R. 

WRIGHT, R. J. 

WRIGHT, R. J. 

8404240068 

8404240226 

8404200196# 

8404040378 

8404040394 

50-352 G 
50-352 T 
FOIA 

WASTE MGT 
WASTE MGT 

WRIGHT, R. J. 

WRIGHT, R. W. 

WRIGHT, R. W. 

WRIGHT, R, W. 

WRIGHT, S. V. 

8404300218# 

8404060090# 

8404060314# 

8404170455# 

8404100084 

WASTE MGT 
50-390 Q 

50-417 Q 

50-424 Q 

27-48 

WULFF, W. 

WYLIE, C. J. 

WYLIE, D. L. 
WYNGARDEN, S, D. 
YANDELL. L. A. 

8404020011 

8404160239# 

8404090068# 

8404050249 

0404030070# 

NUREG 

50-413 G 

FOIA 

70-1113 
50-285 <3 

YANDELL. L. A. 
YANDELL, L. A. 
YEAGER, B. B. 
YOBBAGY, J. J. 

YODER, D. A. 

8404060323 

8404100351# 

8404090285 

8404180172 

8404050308# 

50-285 S 
50-285 Q 
WASTE MOT 
PRM 

50-373 Q 

YODER, I. A. 

YORK, J. W. 

YOUNG, T. 

YOUNG, T. 

YOUNG, T. 

8404050321# 

8404060381# 

8404050139# 

8404050147# 

8404050201# 

50-373 Q 
50-438 Q 
50-528 Q 
50-528 Q 
50-528 Q 

YOUNG, T, 

YOUNG, T. 

YOUNG, T. 

YOUNG, T. 

YOUNG, T. 

8404050206# 

8404050319# 

8404090180 

8404240154# 

8404240317# 

50-528 Q 
50-528 Q 
50-530 8 
50-528 Q 
50-528 Q 

YOUNG, T. 

YOUNG, T. 

YOUNG, T. 

YOUNG, T. 

YOUNG, T. 

8404240325* 

8404240337# 

8404240351# 

8404240441# 

8404240446# 

50-528 Q 
50-528 Q 
50-312 Q 
50-312 Q 
50-312 a 

YOUNGBLOOD, B. 
YOUNGBLOOD, fl. J. 
YOUNGBLOOD, B. J. 
YOUNGBLOOD, B, J. 
YOUNGBLOOD, B. J. 

8404300332 

8404030009 

8404050357 

8404050408 

8404060057 

50-482 A 
50-445 E 
50-482 A 
50-445 E 
50-483 A 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

YOUNOBLOOD. B. J. 

8404060088 

50-440 

A 

YOUNOBLOOD, B. J. 

8404060383* 50-388 

P 

YOUNGBLOOD. B. J. 

8404110123 

50-387 

E 

YOUNGBLOOD. B. J. 

8404110547 

50-440 

A 

YOUNGBLOOD. B. J. 

8404120053 

50-454 

A 

YOUNGBLOOD. B. J, 

8404130109 

50-341 

A 

YOUNGBLOOD. B. J, 

8404130394 

50-482 

A 

YOUNGBLOOD. B. J. 

8404170046 

50-387 

E 

YOUNGBLOOD. B, J. 

8404170509 

50-482 

F 

YOUNGBLOOD, B. J. 

8404170558 

50-456 

A 

YOUNGBLOOD, B. J 

8404230248 

50-445 

A 

YOUNGBLOOD. B. J. 

8404260114 

50-440 

E 

YOUNGBLOOD. B. J. 

8404260378 

50-483 

F 

YOUNGBLOOD. B. J. 

8404270020 

50-403 

A 

YUHAS. G P 

8404200064 

50-312 

S 

YUHAS. G. P. 

8404240119* 

50-133 

Q 

YUNDT. C. P, 

8404020174 

50-344 

s 

YUNDT- C. P, 

8404050180 

50-344 

s 

YUNDT, C, P. 

8404240358 

50-344 

s 

ZAHNLEUTER, R. J. 

8404090406 

50-322 

G 

ZAHNLEUTER, R. J. 

8404090430 

50-322 

G 

ZAHNLEUTER, R. J. 

9404170539 

50-322 

G 

ZAHNLEUTER, R. J. 

8404230063 

50-322 

G 

ZAHNLEUTER, R. J. 

8404250259 

50-322 

G 

ZAHNLEUTER, R. J. 

8404250265 

50-322 

G 

ZALESKI, M. A 

8404100161 

50-443 

G 

ZALOSH, P. G. 

8402130050* 

FOIA 


ZARBIS. W. A. 

8404110298* 

50-263 

P 

ZATZ, K. L, 

8404170350* 

50-352 

A 

ZATZ. K, L. 

8404170364* 

50-352 

A 

ZERBE, J. E. 

8312210309* 

FOIA 


2EUGIN, L. B. 

8404260471 

50-322 

T 

ZEUGIN, L. B. 

8404260471 

50-322 

T 

ZIBULSKY. H. 

8404190242* 

50-334 

Q 

ZIBULSKY, H. 

8404260223# 

50-213 

Q 

ZIEMANN, D. L. 

8307200048 

50-289 

P 

2IEMANN, D. L. 

8308180665 

50-289 

P 

ZIEMER, P. D. 

0404030388* 

50-305 

I 

ZIMMERMAN. J. 

8404230404 

XPORTLIC 


ZIMMERMAN. J. 

8404240002 

XPORTLIC 


ZIMMERMAN. J. U, 

8404020110 

XPORTLIC 


ZIMMERMAN. J. U. 

8404020280 

XPORTLIC 


ZIMMERMAN. J. V, 

8404020296 

XPORTLIC 


ZIMMERMAN, J. V. 

8404020299 

XPORTLIC 


ZIMMERMAN, J. V. 

8404030129 

XPORTLIC 


ZIMMERMAN, J. V. 

8404040245 

XPORTLIC 


ZIMMERMAN, J. U. 

8404110085 

XPORTLIC 


ZIMMERMAN, J. V. 

8404110442 

XPORTLIC 


ZIMMERMAN, J. V. 

8404110443 

XPORTLIC 


ZIMMERMAN, J. V. 

8404120036 

XPORTLIC 


ZIMMERMAN, J. V. 

8404120363 

XPORTLIC 


ZIMMERMAN, J. V. 

8404130531 

XPORTLIC 


ZIMMERMAN, U. U. 

8404160267 

XPORTLIC 


ZIMMERMAN, J. V. 

8404170127 

XPORTLIC 


ZIMMERMAN. U. V. 

8404170208 

XPORTLIC 


ZIMMERMAN, J. V. 

8404170213 

XPORTLIC 


ZIMMERMAN, J, V. 

8404180431 

XPORTLIC 


ZIMMERMAN, J. V. 

8404200359 

XPORTLIC 


ZIMMERMAN, J. V. 

8404230145 

XPORTLIC 


ZIMMERMAN, J. V. 

8404230151 

XPORTLIC 


ZIMMERMAN, J. V. 

0404230156 

XPORTLIC 


ZIMMERMAN, J. V. 

8404230190 

XPORTLIC 


ZIMMERMAN, J. V. 

B404230192 

XPORTLIC 


ZIMMERMAN, J. V. 

8404230195 

XPORTLIC 


ZIMMERMAN. J. V, 

8404230203 

XPORTLIC 


ZIMMERMAN. J. U. 

8404230210 

XPORTLIC 


ZIMMERMAN. J. U. 

8404230333 

XPORTLIC 


ZIMMERMAN. J. V. 

8404230337 

XPORTLIC 


ZIMMERMAN. J. V. 

8404230340 

XPORTLIC 


ZIMMERMAN. J. U. 

8404230447 

XPORTLIC 


ZIMMERMAN. J. V. 

8404240012 

XPORTLIC 


ZIMMERMAN. U. V. 

8404240020 

XPORTLIC 


ZIMMERMAN. J. Y, 

8404240181 

XPORTLIC 


ZIMMERMAN. U. V. 

8404240195 

XPORTLIC 


ZIMMERMAN. J. U. 

8404240233 

XPORTLIC 


ZIMMERMAN. J. U, 

8404240502 

XPORTLIC 


ZIMMERMAN, J. V, 

8404240508 

XPORTLIC 


ZIMMERMAN. J, U. 

8404240511 

XPORTLIC 


ZIMMERMAN, J, U, 

8404240515 

XPORTLIC 


ZIMMERMAN. U. U, 

8404240518 

XPORTLIC 


ZIMMERMAN. U. U. 

8404240535 

XPORTLIC 


ZIMMERMAN, J. U. 

8404250103 

XPORTLIC 


ZIMMERMAN. U. V. 

8404250146 

XPORTLIC 


ZIMMERMAN. J. U. 

8404250147 

XPORTLIC 


ZIMMERMAN. J. U. 

84042501‘?3 

XPORTLIC 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ZIMMERMAN, J. U, 
ZIMMERMAN, J. V. 
ZIMMERMAN, R. P. 

8404250287 

8404250305 

8404090341* 

XPORTLIC 

XPORTLIC 

50-244 

Q 

ZIMMERMAN, S. R. 

8404030256 

50-324 

J 

ZIMMERMAN. S. R, 

8404030312 

50-324 

P 

ZIMMERMAN, S. R. 

8404050374 

50-324 

F 

ZIMMERMAN, S. R. 

8404050380 

50-324 

F 

ZIMMERMAN. S. R. 

8404050390 

50-324 

F 

ZIMMERMAN. S. R. 

8404060115 

50-400 

K 

ZIMMERMAN, S. R. 

8404090001 

50-400 

K 

ZIMMERMAN. S R. 

8404100230 

50-324 

P 

ZIMMERMAN. S. R. 

8404110267 

50-261 

P 

ZIMMERMAN, S. R. 

8404170325 

50-400 

R 

ZIMMERMAN, S. R. 

8404190322 

50-261 

Q 

ZIMMERMAN, S. R. 

8404230102 

50-261 

P 

ZONG, R. H. 

8404170224* 

50-352 

T 

ZUKOR. D. 

8404200143* 

50-348 

5 

ZUKOR. D. J. 

8404200141 

50-348 

S 

ZUPKO. J. M. 

8404050204 

50-272 

S 

ZUPKO, J. M. 

8404100226 

50-272 

s 

ZUPKO. J. M. 

8404100332 

50-272 

s 

ZUPKO. J. M. 

8404170409 

50-311 

R 

ZUPKO. J. M. 

8404170413 

50-272 

R 

ZUPKO. U. M. 

8404240215 

50-311 

S 

ZURAKOWSKI, P. R. 

8404050230* 

50-361 

Q 

ZURAKOWSKI. P. R. 
ZURAKOWSKI. P. R. 

8404090246* 

8404260219 

70-734 

40-6766 





CORPORATE SOURCE INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled ''Cross Reference of Enclosures to Principal 
Documents/' 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ANCO Engineerst Inc. 

8404110013 

NUREO 



0404270078 

50-348 

P 

Aamodts 

8404190177* 

50-289 

6 


0404270083* 

50-348 

P 


8404230003 

50-289 

G 

Allied Chemical Corp. 

84041 1039B 

50-332 

r 


8404230068 

50-289 

G 


0404120403 

40-3392 


Access Corp 

8404240448* 

CONTRACT 



8404120410* 

40-3392 


Acoustic Technology. Inc. 

8404190179* 

50-413 

T 

Allied General Nuclear Services 

8404120086 

50-332 

p 

Advanced Medical Systems. Inc. 

84041 10185 

71-6601 


American Association of Physicists in 

8404040198 

PR 


Advanced Technology. Inc. 

8404050362* 

CONTRACT 


Medic ine 





8404200103* 

CONTRACT 



8404040200 

PRM 


Agriculture, Dept, of 

8404230219* 

CONTRACT 


American College of Nuclear Physicians 

8404040205 

PRM 






American Institute for Research in the 

8404240137* 

CONTRACT 


Air Force, Dept, of 

8404030373 

50-155 

P 

Behavioral Sciences 




Air Products & Chemicals. Inc. 

8404230400 

XPORTLIC 






Air and Water Pollution Patrol 

8404020016 

50-352 

G 

American Nuclear Corp. 

8404190099 

40-4492 



8404240481 

50-352 

T 

American Society of Mechanical Engineers 

8404100273 

ORG 



8404240485* 

50-352 

T 

Ametek. Inc. 

8404100405 

QA999 






Analysis !< Technology, Inc. 

8404240177* 

CONTRACT 


Alabama Power Co. 

8404030202 

50-348 

S 

Anefco, Inc, 

8404190191* 

FOIA 



8404030259 

50-348 

P 






8404040118 

50-348 

S 


8404190195* 

FOIA 



8404050010 

50-348 

P 


8404190202* 

FOIA 



8404050297 

50-348 

P 


8404190211* 

FOIA 







8404190215* 

FOIA 



8404050377 

50-348 

F 


8404190219* 

FOIA 



0404060140 

50-348 

F 






8404060140 

50-348 

F 


8404300028 

71-9071 



8404090221 

50-348 

F 

Anthony, R. L. 

0404190106 

50-352 

0 


8404090354 

50-348 

P 

Applied Science Associates, Inc. 

8404200386* 

CONTRACT 






Argo Packing Co., Inc, 

8404170461 

PT21 



8404090354 

50-348 

P 


8404170468* 

PT21 



8404090358* 

50-348 

P 






8404090358* 

50-349 

P 

. Argonne National Laboratory 

8309090042* 

FOIA 



8404090434 

50-364 

F 


8404020217 

NUREO 



8404090439* 

50-364 

F 


8404040304* 

50-316 

p 






8404040309* 

50-316 

p 


8404100085 

50-348 

F 


8404040323* 

50-316 

P 


8404100085 

50-348 

F 






8404100168 

50-348 

F 


0404040326* 

50-316 

p 


8404100168 

50-348 

F 


8404050473 

NUREO 



8404100435 

50-348 

F 


8404130132 

NUREO 







8404160099 

PR 



8404100435 

50-348 

F 

Arizona Public Service Co. 

8404020131 

50-528 

P 


8404100453 

50-348 

P 






8404100453 

50-348 

P 


8404020134 

50-528 

A 


8404100483 

50-348 

P 


8404030104 

50-528 

A 


8404100483 

50-348 

P 


0404050292 

50-528 

A 






8404090209 

50-520 

S 


8404160074 

50-348 

F 


8404090209 

50-520 

S 


8404160074 

50-349 

F 






8404180390 

50-348 

P 


8404090209 

50-528 

s 


8404180390 

50-348 

P 


8404090305 

50-528 

s 


8404180391* 

50-348 

P 


8404090305 

50-528 

s 






8404090305 

50-528 

s 


8404180391* 

50-348 

P 


8404090388* 

50-528 

a 


8404190206 

50-348 

H 






8404190206 

50-348 

H 


8404100014 

50-528 

E 


8404240271 

50-348 

F 


0404100014 

50-528 

E 


8404240303 

50-364 

S 


0404100014 

50-528 

E 






0404120104 

50-528 

S 


8404240385 

50-364 

S 


8404120104 

50-528 

s 


8404240445 

50-348 

F 






8404240445 

50-348 

F 


8404120281 

50-528 

p 


8404250131 

50-348 

H 


8404120281 

50-528 

F 


8404250131 

50-348 

H 


8404120335 

70-2949 
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AFFILIATION 


Arizona; Univ. of/ Tucsonn AZ 


Arkansas Power J?.; Light Co. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

8404130004 

50-529 

S 


8404240350 

50-368 

F 

8404130085 

50-528 

S 


8404240392 

50-313 

P 

8404130085 

50-520 

S 


8404240392 

50-313 

P 

8404130085 

50-528 

S 


8404240393 

50-368 

Q 

8404130155 

50-528 

S 


8404250001 

50-368 

S 

8404130155 

50-528 

S 


8404250033 

50-368 

S 

8404130155 

50-528 

S 


8404250083 

50-313 

F 

8404130160 

50-528 

S 


8404250083 

50-313 

F 

8404130219 

50-528 

S 


8404250115 

50-368 

S 

8404130219 

50-528 

s 


8404250119 

50-313 

S 

8404130219 

50-528 

s 


8404260160 

50-313 

S 

8404130256 

50-528 

s 


8404260315# 

50-313 

G 

8404130256 

50-523 

s 


8404260315# 

50-313 

Q 

8404130256 

50-528 

s 


8404270044 

50-313 

H 

8404130265 

50-528 

s 


8404270044 

50-313 

H 

8404130274 

50-528 

s 


8404270124 

50-368 

P 

8404130306 

50-528 

s 


8404300073 

50-313 

P 

8404170243 

50-528 

F 


8404300180 

50-313 

P 

8404170243 

50-528 

F 

Arkansas; State of 

8404090365 

State Prog 

8404180152 

50-528 

s 

Army; Dept, of 

8404060202 

40-8631 


0404190204 

50-528 

A 

Army. Dept. of. Corps of Engineers 

8404100430# 

CONTRACT 


8404200225 

50-528 

S 


8404200396* 

CONTRACT 


8404200225 

50-528 

S 

Arnold & Porter 

8404170476 

50-322 

G 

8404200225 

50-528 

S 

Aspen Systems. Inc. 

8404230164# 

CONTRACT 


8404200236 

50-528 

S 

Atlantic City Electric Co. 

8404 190338# 

50-272 

I 

8404200268 

50-528 

S 

Atlas Minerals. Inc. 

8404110450 

40-3453 


8404200268 

50-528 

s 


8404130115 

40-3453 


8404200268 

50-528 

s 


8404180207 

40-3453 


8404200283 

50-528 

s 

Atomic Industrial Forum 

8404250184 

PR 


8404200283 

50-528 

s 

Australia. Govt, of 

8404040389 

RES 


8404200283 

50-528 

s 


8404110523# 

CONTRACT 


8404200285 

50-528 

s 

BIW Cable Systems. Inc. 

8404130212 

QA999 


8404200285 

50-528 

s 

BWR Owners Group 

8404200200 

REGGD 


8404200285 

50-528 

s 

Babcock & Wilcox Co. 

8404060257 

70-27 


8404200285 

50-528 

s 


8404060360 

70-1201 


8404200208 

50-528 

s 


8404090497 

70-82A 


8404200288 

50-528 

s 


8404100003 

70-135 


8404200288 

50-528 

s 


8404100555 

70-27 


8404200298 

50-528 

s 


8404110142 

71-6294 


8404200298 

50-528 

s 


8404110153* 

71-6294 


8404200298 

50-528 

s 


8404110227 

70-1201 


8404200306 

50-528 

s 


8404110383 

70-824 


8404200309 

50-529 

s 


8404110305# 

70-824 


8404240159 

50-528 

s 


8404130187 

70-1201 


8404270071 

50-528 

Q 


8404170352# 

50-313 

P 

8404270098 

50-528 

s 


8404200088# 

50-312 

S 

8404040320 

RES 



8404300317 

70-27 


8404050316 

RES 


Babcock Wilcox Operating Plants Owners 

8404060103 

TOP REP 


8404050505 

NUREG 


Group 




8404100539 

NUREG 


8404060249 

TOP REP 





Backus. Shea & Meyer 

8404170164 

50-443 

Q 

8404240488# 

CONTRACT 






8404250205# 

CONTRACT 


Baltimore Gas Electric Co. 

8404020101 

50-318 

P 

8404030111 

50-313 

p 


8404020106# 

50-318 

P 

8404030260 

50-368 

p 


8404050008 

50-318 

S 

8404030401 

50-313 

p 


9404050070 

50-317 

S 





8404050121 

50-318 

s 

8404030506# 

50-313 

V 





8404030515# 

50-313 

u 


8404050133 

50-317 

s 

8404030524 

50-368 

p 


8404060183 

50-317 

R 

8404030526# 

50-368 

p 


8404090213 

50-317 

S 

8404050387 

50-313 

F 


8404120270 

50-317 

P 





8404120273* 

50-317 

P 

8404050407 

50-313 

F 





8404050407 

50-313 

F 


8404130231 

50-317 

s 

8404050413 

50-313 

F 


0404 1600 10 

50-317 

F 

8404050428 

50-313 

F 


8404160182 

50-317 

P 

8404050428 

50-313 

F 


8404160182 

50-317 

P 





8404160193# 

50-317 

P 

8404050478 

50-313 

F 





8404060045 

50-368 

S 


8404160193* 

50-317 

P 

8404060117* 

50-313 

Q 


8404160200 

50-317 

Q 

8404060134# 

50-313 

a 


8404170099 

50-317 

<3 

8404100248 

50-313 

I 


8404170106 

50-317 

Q 





84041 70387 

50-317 

P 

8404100248 

50-313 

I 




8404100408 

50-313 

R 


8404170391# 

50-317 

P 

8404100408 

50-313 

R 


8404190371 

50-317 

R 

8404100419 

50-313 

Q 


8404270153 

50-317 

P 

8404130012 

50-313 

Q 

Battelle Human Affairs Research Centers 

0404240191# 

CONTRACT 





Battelle Memorial Institute 

8404300254 

WASTE MGT 

8404130012 

50-313 

Q 





8404130100 

50-313 

J 

Battelle Memorial Institute. Columbus 

8403050234 

RES 


8404130129 

50-313 

F 

Laboratories 


8404130140 

50-313 

F 


8403050240 

50-295 

P 

8404170122 

50-313 

S 


0404030600# 

CONTRACT 






0404040296* 

CONTRACT 


8404170348 

50-313 

P 


8404100127* 

WASTE MGT 

8404200082 

50-368 

S 





8404200263 

50-313 

F 


8404100128# 

WASTE MGT 

8404200263 

50-313 

p 


8404100131* 

WASTE MGT 

8404240208 

50-368 

0 


0404100132* 

WASTE MGT 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

84041 00135# 

WASTE MGT 


8404170253 

50-445 

G 

8404170221* 

CONTRACT 


8404170253 

50-445 

G 

8404300017# 

CONTRACT 


8404170525 

50-445 

G 

flattelle Memorial Institute, Pacific 8311140080# 

50-289 

P 


8404170525 

50-445 

G 

Northwest Laboratories 




8404170535 

50-445 

G 

8311140084# 

50-289 

P 









8404170535 

50-445 

G 

8401060574* 

50-237 

Q 


8404180057 

FOIA 


8404020220 

NUREG 



8404180319 

50-445 

G 

8404100521 

NUREG 



8404180319 

50-445 

6 

84041 10296 

NUREG 



84041 80352 

50-445 

6 

8404110312 

NUREG 










8404180352 

50-445 

G 

8404130286 

RES 



8404180495 

MISC 


8404130293* 

RES 



8404190131 

50-445 

G 

8404160201 

NUREG 



8404190131 

50-445 

G 

8404200016 

NUREG 



8404190144 

50-413 

T 

8404260323# 

50-382 

<3 









8404230055 

50-413 

T 

8404260356* 

50-382 

Q 


8404240433 

50-445 

G 

8404270077 

WASTE MGT 


8404240433 

50-445 

G 

8404300035 

TOPREP 



8404240486 

50-413 

G 

8404300179 

NUREG 



8404250025 

50-460 

G 

8404300363 

NUREG 










B4042 50266 

50-445 

G 

Bear Creek Uranium Co. 8404240345 

40-8452 



8404250266 

50-445 

G 

Bechtel Corp. 8404030122 

QA999 



8404250270 

50-445 

G 

8404040370* 

50-275 

G 


8404250270 

50-445 

G 

8404040370# 

50-275 

G 


8404250273 

50-445 

0 

8404040375* 

50-275 

G 









8404250273 

50-445 

G 

8404040375* 

50-275 

G 

Boise, ID 

8404050149* 

CONTRACT 


8404040386* 

50-275 

G 

Boston Edison Co. 

8404030276 

50-293 

S 

8404040386* 

50-275 

G 


8404030302 

50-293 

F 

8404040414* 

50-275 

G 


8404030507 

50-293 

S 

8404040414* 

50-275 

G 









3404040102 

50-293 

F 

8404040417* 

50-275 

G 


8404060334 

50-293 

P 

8404040423* 

50-275 

G 


8404060338* 

50-293 

P 

8404040423* 

50-275 

G 


8404100452 

50-293 

F 

8404050088* 

50-352 

E 


8404120314 

50-293 

P 

8404100295* 

50-424 

A 









8404170283 

50-293 

R 

8404100304* 

50-352 

E 


84041 70370 

50-293 

a 

8404100311* 

50-352 

E 


8404170431 

50-293 

Q 

8404100316* 

50-352 

£ 


8404180270# 

50-293 

P 

8404100323* 

50-352 

E 


8404190496* 

50-293 

P 

84041 00323# 

50-352 

E 









8404240425* 

50-293 

Q 

8404100326* 

50-352 

E 


8404270211 

50-293 

S 

8404100326* 

50-352 

E 


8404300031 

71-211 


8404120151* 

50-483 

A 

Boston Insulated Wire Sc Cable Co, 

8404100411* 

50-244 

P 

8404200316* 

50-483 

A 

Boston Univ. Medical Center, Boston, MA 

84041 10379 

PRM 


8404250121 

50-483 

S 









B4041 10382* 

PRM 


Beckman Instruments, Inc. 8404030476 

PRM 


Boston, MA 

8404190491 

50-293 

P 

Beta Products 8404170064 

50-528 

S 

Brigham Sc Women's Hosp. , Boston, MA 

8404030530 

PRM 


Binder, Elster, Mendelson Wheeler, Inc. 8404250295* 

CONTRACT 



8404160119 

PRM 


Bishop, Liberman, Cook, Purcell Sc 8404020222 

50-445 

G 

Brigham Young Univ. , Provo, UT 

8404100544 

WASTE MGT 

Reynolds 







8404040162* 

50-413 

G 

Brookhaven National Laboratory 

8310050324* 

50-324 

P 





8404020011 

NUREG 


8404040170 

50-460 

G 


8404050080* 

FOIA 


8404060063 

50-445 

G 


8404050087* 

FOIA 


8404060063 

50-445 

G 


8404050119* 

50-249 

G 

8404060147 

50-445 

G 





8404060147 

50-445 

G 


84041 10024 

NUREG 






8404250139* 

50-329 

A 

8404060149 

50-445 

G 

Brookhaven, NY 

8404100391* 

50-322 

H 

8404060149 

50-445 

G 

Brose Posuiistillo 

84041 10541 

70-2980 


8404060169 

50-445 

G 


84041 10544* 

70-2988 


8404060169 

50-445 

G 





8404060411 

50-445 

G 

Brown Sc Root Corp. <subs. of Halliburton 

8404060427* 

50-445 

G 




Corp. ) 




8404060411 

50-445 

G 


8404160068# 

50-445 

6 

8404060424 

50-445 

G 


8404160068* 

50-445 

G 

8404060424 

50-445 

G 


8404160075* 

50-445 

G 

8404100495 

50-445 

G 


8404160075* 

50-445 

G 

8404100495 

50-445 

G 









8404160081* 

50-445 

G 

8404100505 

50-413 

G 


8404160081* 

50-445 

G 

8404100512 

50-445 

G 

Brown Boveri Corp, (subs, of Brown Boveri 

8404200323 

50-206 

S 

8404100512 

50-445 

6 

Sc Co. . Ltd. ) 




84041 10091 

50-445 

G 

Burns International Security Services, 

8404230081* 

50-10 

F 

84041 10091 

50-445 

G 

Inc. 







Bursts in, C. H, 

8404030090 

50-382 

G 

8404120071 

50-445 

G 





8404120071 

50-445 

G 

Businessmen for the Public Interest 

8404130156 

50-454 

G 

8404120418 

50-445 

G 


8404170302 

50-454 

G 

8404120418 

50-445 

G 


8404270263 

50-454 

G 

8404120423 

50-445 

0 

CLOW Corp. 

0404120315* 

50-293 

P 




CYGNA Energy Services 

8404040182* 

50-29 

P 

8404120423 

50-445 

6 





8404130063 

50-413 

G 


8404160012 

50-445 

G 

8404130124 

50-445 

G 


0404160031 

SO-445 

A 

8404130124 

50-445 

G 


8404160035 

50-445 

A 

8404160059 

50-445 

G 


8404160053 

50-445 

A 





8404160092 

50-445 

G 

8404160059 

50-445 

G 





8404160107 

50-445 

6 


8404160097 

50-445 

A 

8404160107 

50-445 

G 


0404230048 

50-445 

G 
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AUTHOR 

AFFILIATION 

ACCESSION 
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SUBJECT 

CATEGORY 


8404260469 

50-445 

G 


8404270169 

50-341 

A 

Cabot Corp. 

8404300040 

40-6940 


California. State of 

8404200068# 

50-133 

G 


8404230073 

50-275 

G 

California. Univ. of. Los Angeles* CA 

8404040115 

50-142 

G 


8404120414 

50-142 

G 


8404120425 

50-142 

G 


8404270256 

50-142 

G 

California* Univ. of* Santa Barbara* CA 

8404050395 

50-433 

F 

Campaign for Prosperous Georgia 

8404170480 

50-424 

G 

Cardinal Industrial Products Corp. 

8404030132 

QA999 


Carolina Environmental Study Group 

B404 170261 

50-413 

G 


8404170470 

50-413 

T 


8404170470 

50-413 

T 


8404230056 

50-413 

G 


8404230056 

50-413 

G 


8404230098 

50-413 

T 


8404230098 

50-413 

T 


8404260089 

50-413 

G 

Carolina Power Light Co. 

8404020137 

50-325 

S 


8404020180 

50-261 

F 


8404030127 

50-400 

a 


8404030127 

50-400 

Q 


8404030246 

50-324 

p 


8404030246 

50-324 

p 


8404030256 

50-324 

J 


8404030256 

50-324 

J 


8404030312 

50-324 

p 


8404030312 

50-324 

p 


8404030339 

50-324 

F 


8404030344 

50-324 

F 


8404030344 

50-324 

F 


8404030346* 

50-324 

F 


8404030346* 

50-324 

F 


8404030349* 

50-324 

F 


8404030349* 

50-324 

F 


8404030357 

50-261 

Q 


8404030395 

50-400 

K 


8404030399* 

50-400 

K 


8404040176 

50-400 

G 


8404040176 

50-400 

G 


8404050018 

50-325 

S 


8404050026 

50-261 

I 


8404050026 

50-261 

I 


8404050026 

50-261 

I 


8404050026 

50-261 

I 


8404050031 

50-325 

S 


8404050032* 

50-261 

I 


8404050131 

50-400 

s 


8404050374 

50-324 

F 


8404050380 

50-324 

F 


8404050390 

50-324 

F 


8404060024 * 

50-400 

G 


8404060024 

50-400 

G 


8404060040 

50-324 

P 


8404060040 

50-324 

P 


8404060070 

50-324 

P 


8404060070 

50-324 

P 


8404060099 

50-400 

S 


8404060115 

50-400 

K 


8404060148 

50-325 

P 


8404060172 

50-400 

S 


8404060199 

50-324 

Q 


8404060199 

50-324 

Q 


8404060246 

50-261 

Q 


8404060246 

50-261 

Q 


8404060246 

50-261 

a 


8404060260 

50-261 

F 


8404060262# 

50-400 

Q 


8404060272# 

50-400 

Q 


8404060277# 

50-400 

Q 


8404060349 

50-261 

P 


8404060356# 

50-261 

P 


8404090001 

50-400 

K 


8404090259 

50-329 

d 


8404100156 

50-400 

0 


8404100156 

50-400 

Q 


8404100230 

50-324 

P 


8404100247 

50-324 

S 


8404100287 

50-400 

F 


8404100415# 

50-400 

F 


8404100418* 

50-400 

F 


0404110021 

50-324 

R 


84041 10106 

50-261 

R 


AUTHOR 

AFFILIATION 


Catholic Univ. of America* Washington* 
Center for Law in the Public Interest 


Chackes ^ Hoare 
Charlotte* NC 
Chem-Noclear Systems* Inc. 


Chippenham Hosp, Chippenham* UA 
Christa-Mar ia 
Citizen Alert 

Citizens Association for Sound Energy 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

84041 10267 

50-261 

P 

8404120069 

50-400 

E 

8404130014 

50-400 

S 

8404130018 

50-400 

s 

8404160024 

50-400 

S 

8404160102 

50-400 

S 

8404160112 

50-400 

s 

8404160207 

50-400 

G 

8404160207 

50-400 

G 

8404160211* 

50-400 

6 

8404160211# 

50-400 

6 

8404170094 

50-324 

S 

8404170115 

50-325 

S 

8404170167 

50-324 

S 

8404170200 

50-325 

S 

8404170225* 

50-400 

G 

8404170228* 

50-400 

Q 

8404170325 

50-400 

R 

8404170371* 

50-324 

G 

8404170371# 

50-324 

G 

8404170517 

50-400 

S 

8404170549 

50-400 

G 

8404180189 

50-400 

A 

8404180213 

50-400 

A 

8404190322 

50-261 

G 

8404200019 

50-400 

G 

8404200019 

50-400 

G 

8404200031 

50-400 

G 

8404200031 

50-400 

Q 

8404200033 

50-400 

G 

8404200033 

50-400 

C 

8404200055 

50-400 

G 

8404200055 

50-400 

G 

8404200078 

50-400 

A 

8404200106 

50-261 

P 

8404200128 

50-324 

P 

8404230102 

50-261 

P 

8404240223 

50-261 

F 

8404250263 

50-400 

0 

8404250263 

50-400 

0 

8404250268 

50-400 

G 

8404250268 

50-400 

6 

8404260301 

50-325 

S 

8404260308 

50-324 

S 

8404270115 

50-400 

E 

8404270167 

50-400 

E 

8404300139 

50-324 

F 

8404300139 

50-324 

F 

8404300140# 

50-324 

F 

8404240327# 

40-6329 


8404040346 

50-275 

0 

8404100203 

50-275 

G 

8404100275 

50-275 

0 

8404100275 

50-275 

G 

8404100279* 

50-275 

G 

8404100279# 

50-275 

G 

8404120072 

50-275 

G 

8404190114 

50-275 

S 

8404240186 

50-275 

0 

8404240186 

50-275 

G 

8404240190* 

50-275 

0 

8404230009 

50-483 

G 

8404090415# 

50-413 

F 

8404170609 

27-47 


8404270244* 

WASTE MGT 

8404300247 

27-47 


8404040 1B4 

PRM 


8404060408 

50-155 

0 

8404030488 

WASTE MGT 

8404020267 

50-445 

0 

B404030093 

50-445 

0 

8404090419 

50-445 

0 

8404090419 

50-445 

0 

8404090459 

50-445 

0 

8404090459 

50-445 

G 

8404100151 

50-445 

0 

8404180321 

50-445 

6 

8404190074 

50-445 

0 

8404190168 

50-445 

0 

8404190168 

50-445 

0 

8404190256 

50-445 

Q 

8404190256 

50-445 

Q 

8404240111 

50-445 

Q 

8404260490 

50-445 

Q 

8404260492# 

50-445 

Q 
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AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

8404270250 

50-445 

G 

8404030128 

50-373 

F 

Citizens Concerned About ^4uclear Power, 8404040133 

50-498 

G 

8404030170 

50-373 

S 

Inc. 



8404030176 

50-373 

p 

8404040183 

50-498 

0 

8404030176 

50-373 

P 

8404110498 

50-498 

G 

8404030177 

50-373 

Q 

8404110507* 

50-498 

G 







8404030177 

50-373 

Q 

8404110507* 

50-498 

G 

8404030193* 

50-454 

Q 

Clermont County, QH 8404040128# 

CONTRACT 


8404030193* 

50-454 

Q 

Cleveland Electric Illuminating Co. 8404040085 

50-440 

H 

8404030253 

50-373 

S 

8404040085 

50-440 

H 

8404030284 

50-373 

P 

8404090281 

50-440 

S 







8404030284 

50-373 

P 

8404090281 

50-440 

S 

8404030298 

50-254 

F 

8404090359 

50-440 

S 

8404030326 

50-373 

P 

8404090398 

50-440 

Q 

8404030329 

50-454 

A 

8404100197 

50-440 

A 

8404030331# 

50-373 

P 

8404100197 

50-440 

A 







8404030335# 

50-454 

A 

8404100282 

50-440 

A 

8404030336 

50-237 

G 

8404100282 

50-440 

A 

8404030364 

50-237 

F 

8404100410 

50-440 

A 

8404030376 

50-304 

S 

8404100410 

50-440 

A 

8404030400 

50-237 

F 

8404120063 

50-440 

S 







8404030438 

50-295 

P 

8404130257 

50-440 

A 

8404030438 

50-295 

P 

8404160122 

50-440 

A 

8404030438 

50-295 

P 

8404160170 

50-440 

S 

8404030438 

50-295 

P 

8404160170 

50-440 

S 

8404030438 

50-295 

P 

84041 70528 

50-440 

A 







B404030438 

50-295 

p 

8404170528 

50-440 

A 

8404030469 

50-454 

R 

8404180326 

50-440 

G 

8404030469 

50-454 

R 

8404180326 

50-440 

G 

8404030480# 

50-454 

R 

8404230229 

50-440 

S 

8404030487 

50-454 

A 

8404260001 

50-440 

S 







8404040083 

50-454 

F 

8404260034 

50-440 

S 

8404040083 

50-454 

F 

8404270121 

50-440 

Q 

8404040178 

50-454 

F 

8404270266 

50-440 

G 

8404040178 

50-454 

F 

Coalition for Safe Power 8404090437 

50-508 

0 

B404050086 

50-295 

f 

8404090455 

50-508 

G 







8404050303 

50-373 

0 

Coffey County, KS 8404100147* 

50-482 

G 

8404060175 

50-254 

F 

Colt Industries, Inc, 8404090454 

50-322 

S 

8404060175 

50-254 

F 

8404200287 

50-322 

S 

8404060176 

50-10 

R 

Columbia Univ. , New York, NY 8404090460 

RES 


8404060184 

50-373 

R 

Combustion Engineering, Inc. 8404030086 

TOP REP 








8404060213 

50-295 

R 

8404030269# 

50-368 

P 

8404060230# 

50-373 

Q 

8404030422 

TQPREP 


8404060230# 

50-373 

Q 

84041 10002# 

CONTRACT 


8404060297 

50-373 

F 

8404120200# 

50-382 

Q 

8404060373 

50-254 

R 

84041 20202* 

50-382 

a 







8404060373 

50-254 

R 

8404120205* 

50-382 

Q 

8404090002 

50-237 

P 

8404120210# 

50-382 

Q 

8404090002 

50-237 

P 

8404120218* 

50-382 

Q 

8404090164 

50-254 

F 

84041 20320 

70-36 


8404090240 

50-304 

S 

8404120325* 

70-36 








8404090255 

50-254 

P 

Comex Corp. 8404260323* 

50-382 

3 

8404090255 

50-254 

P 

8404260356* 

50-382 

Q 

8404090268 

50-237 

P 

Commerce, Dept, of, National Bureau of 8404040063 

50-184 

R 

8404090268 

50-237 

P 

Standard s 



8404090268 

50-237 

P 

8404040082 

50-184 

S 




84041 20342 

70-398 


8404090268 

50-237 

P 




9404090268 

50-237 

P 

8404120344* 

70-398 


8404090269 

50-237 

P 

84041 60289* 

CONTRACT 


8404090342 

50-237 

F 

8404240110* 

CONTRACT 


8404090342 

50-237 

F 

8404240118* 

CONTRACT 





84042 50 194-» 

50-498 

A 

8404090342 

50-237 

F 




8404090342 

50-237 

F 

8404300175* 

CONTRACT 


8404090342 

50-237 

F 

Commerce, Dept of. National Technical 8404050354* 

CONTRACT 


8404090345 

50-454 

S 

Information Services 



0404090345 

50-454 

s 

Commerce, Dept, of, Natl. Oceanograph ic & 8404050272* 

CONTRACT 





Atmospheric Administration 



8404090397 

50-10 

Q 

8404170229* 

CONTRACT 


0404090397 

50-10 

Q 

8404200014* 

CONTRACT 


8404090397 

50-10 

Q 




8404100002 

50-254 

S 

Committee to Bridge the Gap 84041Q04S6 

50-142 

0 

8404100209 

50-454 

F 

8404100500 

50-142 

G 




84041 10096 

50-142 

G 

8404100232 

50-10 

F 

8404110199 

50-142 

G 

84041 00232 

50-10 

F 

84041 10500 

50-142 

G 

8404100232 

50-10 

F 




84041 00239 

50-237 

Q 

8404190146 

FOIA 


84041 00239 

50-237 

Q 

8404270245 

50-142 

G 




Commonwealth Edison Co. 8403230026 

50-295 

F 

8404100239 

50-237 

Q 

8404020029 

50-254 

8 

8404100239 

50-237 

Q 

8404020128* 

50-10 

Q 

8404100239 

50-237 

Q 




8404100239 

50-237 

a 

8404020215 

50-295 

F 

8404100239 

50-237 

Q 

8404020245 

50-454 

G 




8404020249 

50-456 

G 

8404100239 

50-237 

Q 

8404030059 

50-373 

S 

8404100239 

50-237 

Q 

0404030083 

50-373 

s 

8404100239 

50-237 

Q 




8404100239 

50-237 

Q 

8404030128 

50-373 

F 

8404100239 

50-237 

0 
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AFFILIATION 

NUMBER 

CATEGORY j 



8404100239 

50-237 

0 


8404120269* 

50-373 

K 



84041 00250 

50-254 

S 


8404120272* 

50-373 

K 



8404100267 

50-254 

F 


8404120272* 

50-373 

K 



8404100378 

50-373 

K 


8404120276* 

50-373 

K 



8404100378 

50-373 

K 


8404120276* 

50-373 

K 



8404100393 

50-373 

p 


8404120279* 

50-373 

K 



84041 10232* 

50-295 

Q 


8404120279* 

50-373 

K 



8404110254 

50-265 

S 


8404120282* 

50-373 

K i 



8404 120062 

50-454 

A 


8404120282* 

50-373 

K 



8404120093 

50-374 

S 


8404120284* 

50-373 

K 



8404120100 

50-10 

F 


8404120284* 

50-373 

K 



8404120100 

50-10 

F 


8404120285* 

50-373 

K 



8404120100 

50-10 

F 


8404120285* 

50-373 

K 



8404120117* 

50-373 

Q 


8404120288* 

50-373 

K 



8404120117* 

50-373 

Q 


8404120288* 

50-373 

K 1 



8404120127 

50-373 

Q 


8404130152 

50-454 

0 



8404120136 

50-237 

P 


8404130302* 

50-237 

F 



8404120136 

50-237 

P 


8404130317 

50-254 

R 1 



8404120136 

50-237 

P 


8404130317 

50-254 

R 



8404120136 

50-237 

P 


8404160072 

50-254 

F 



8404120136 

50-237 

P 


8404160072 

50-254 

F 



8404120136 

50-237 

P 


8404160105 

50-373 

S 



8404120136 

50-237 

F 


8404160124 

50-304 

s 



8404120136 

50-237 

P 


8404160133 

50-295 

R 



8404120136 

50-237 

P 


8404160143 

50-237 

R 



8404120136 

50-237 

P 


8404160154* 

50-254 

F 



8404120136 

50-237 

P 


8404170065* 

50-456 

Q 



8404120136 

50-237 

F 


8404170065* 

50-456 

Q 



8404120136 

50-237 

P 


8404170109 

50-374 

S 



8404120140 

50-295 

F 


8404170119 

50-295 

0 



8404120140 

50-295 

F 


8404170297 

50-254 

s 



84041 20207 

50-373 

S 


8404170318 

50-456 

A 



8404120213 

50-373 

K 


8404170326 

TOPREP 




8404120213 

50-373 

K 


8404170343 

50-454 

A 



8404120215* 

50-373 

K 


8404170343 

50-454 

A 



8404120215* 

50-373 

K 


8404170428 

50-374 

S 



8404120219* 

50-373 

K 


8404180003 

50-373 

R 



8404120219* 

50-373 

K 


8404190189 

50-456 

S 



8404120222* 

50-373 

K 


8404190384* 

50-373 

S 



8404120222* 

50-373 

K 


8404190384* 

50-373 

S 



8404120225* 

50-373 

K 


8404190392* 

50-454 

a 



84041 20225* 

50-373 

K 


8404200009 

50-295 

p 



84041 20227* 

50-373 

K 


8404200009 

50-295 

p 



84041 20227* 

50-373 

K 


8404200069 

50-254 

R : 



84041 20229* 

50-373 

K 


8404200069 

50-254 

R 1 



8404120229* 

50-373 

K 


8404200093 

50-254 

R i 



84041 20232* 

50-373 

K 


8404200093 

50-254 

R 



84041 20232* 

50-373 

K 


8404200243 

50-373 

R 



8404120234* 

50-373 

K 


8404230020* 

50-10 

Q 



8404120234* 

50-373 

K 


8404230060* 

50-10 

G 



8404120236* 

50-373 

K 


8404230074* 

50-10 

F i 



8404120236* 

50-373 

K 


8404230089* 

50-10 

Q i 



8404120237# 

50-373 

K 


8404230103* 

50-10 

Q 



8404120237* 

50-373 

K 


8404230106* 

50-10 

Q 



8404120239* 

50-373 

K 


8404230205 

50-454 

E 



8404120239* 

50-373 

K 


8404230205 

50-454 

E 



0404120241* 

50-373 

K 


8404240045 

50-249 

S 



8404120241* 

50-373 

K 


8404240086 

50-254 

Q 



8404120242* 

50-373 

K 


8404240086 

50-254 

Q 



8404120242* 

50-373 

K 


8404240117* 

50-373 

Q 



8404120244* 

50-373 

K 


8404240117* 

50-373 

Q i 



8404120244* 

50-373 

K 


8404240198 

50-454 

F 



8404120246* 

50-373 

K 


8404240277 

50-254 

Q 



8404120246* 

50-373 

K 


8404240279 

50-295 

F 



8404120247* 

50-373 

K 


8404240329 

50-304 

S ;i 



8404120247* 

50-373 

K 


8404240343 

50-304 

S 5 



8404120250# 

50-373 

K 


8404240374 

50-237 

G 



8404120250* 

50-373 

K 


8404240374 

50-237 

G ^ 



8404120252* 

50-373 

K 


8404240386 

50-373 

s 



8404120252* 

50-373 

K 


8404250024 

50-373 

F 



8404120253* 

50-373 

K 


8404260108 

50-456 

s 



8404120253* 

50-373 

K 


8404260142 

50-454 

G 



8404120255* 

50-373 

K 


84042 70125 

50-254 

G 



8404120255* 

50-373 

K 


8404270125 

50-254 

G 



8404120258* 

50-373 

K 


8404270233* 

50-295 

G 



8404120250* 

50-373 

K 


8404270233* 

50-295 

G 



8404120262* 

50-373 

K 


8404270286 

50-10 

F 



8404120262* 

50-373 

K 


8404270300* 

50-10 

F 



8404120264* 

50-373 

K 

Computech Engineering Services* Inc. 

8404170498* 

50-206 

P 



84041 20264* 

50-373 

K 


84041 70503* 

50-206 

P 



0404120265* 

50-373 

K 


8404170508* 

50-206 

P ' 



04041 20265* 

50-373 

K 


8404170511* 

50-206 

P 



04041 20267* 

50-373 

K 


8404170516* 

50-206 

P 



8404120267* 

50-373 

K 

Computer Data Systems# Inc. 

8404250018* 

CONTRACT 




8404120269* 

50-373 

K 

Connecticut Light & Power Co. (subs, of 

84041 00366* 

50-29 

I 'i 






Northeast Utilities) 
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Connecticut Yankee Atomic Power Co. 


Conner Wetterhahn 


n»<ervation Council of North Carolina 
nsolictated Edison Co. of New York. Inc, 
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8404020147 

50-213 

P 


8404250010 

50-247 

P 

8404020147 

50-213 

P 


8404250012# 

50-247 

P 

8404020147 

50-213 

P 


8404250012# 

50-247 

P 

8404020147 

50-213 

P 


8404250094 

50-3 

I 

8404020147 

50-213 

P 


8404250094 

50-3 

I 

8404020151# 

50-213 

P 


8404250094 

50-3 

I 

8404020151# 

50-213 

P 


8404260009 

50-247 

R 

8404020151* 

50-213 

P 

Consumers Power Co, 

8403150003 

50-329 

A 

8404020151# 

50-213 

P 


8404020001 

50-329 

R 

8404020151# 

50-213 

P 


8404020023 

50-255 

F 

8404020155# 

50-213 

P 


8404020185 

50-255 

P 

8404020155# 

50-213 

P 


8404020254 

50-329 

0 

8404020155* 

50-213 

P 


8404020254 

50-329 

G 

8404020155# 

50-213 

F 


8404020257 

50-329 

A 

8404020155# 

50-213 

P 


8404020257 

50-329 

A 

8404020187 

50-213 

F 


8404030077 

50-329 

S 

8404030413# 

50-423 

E 


8404030141 

50-329 

A 

8404030510 

50-213 

P 


8404030141 

50-329 

A 

8404030510 

50-213 

P 


8404030308# 

50-329 

Q 

8404030510 

50-213 

P 


8404030347 

50-329 

A 

8404030510 

50-213 

P 


8404030347 

50-329 

A 

8404030535# 

50-213 

P 


8404030348 

50-329 

A 

8404040289 

50-213 

F 


8404030471 

50-329 

S 

8404090265* 

50-213 

Q 


8404030471 

50-329 

s 

8404100018 

50-213 

Q 


8404030546 

50-261 

F 

8404100018 

50-213 

Q 


8404040001 

50-255 

F 

8404100081 

50-213 

F 


8404040314 

50-329 

G 

8404120060 

50-213 

P 


8404040314 

50-329 

G 

8404120065 

50-213 

P 


8404040318 

50-329 

S 

8404120067# 

50-213 

P 


8404040318 

50-329 

S 

8404130400# 

50-213 

P 


8404050311 

50-329 

E 

8404160055 

50-213 

P 


0404050311 

50-329 

E 

8404170417 

50-213 

R 


8404060206 

50-155 

R 

8404180136 

PR 



8404060231 

50-255 

P 

8404190266 

50-213 

F 


8404060357 

50-155 

Q 

8404190266 

50-213 

F 


8404060377 

50-255 

R 

8404190297 

50-213 

Q 


8404090126* 

50-329 

A 

8404190300# 

50-213 

G 


8404090126# 

50-329 

A 

8404200223 

50-213 

F 


8404090298 

50-329 

A 

8404230179 

50-213 

S 


8404090290 

50-329 

A 

8404260318 

50-213 

S 


8404090309 

50-155 

R 

8404270032 

50-213 

I 


8404090329 

50-329 

S 

8404300001 

50-213 

P 


8404090329 

50-329 

S 

8404020265 

50-352 

T 


8404090346 

50-329 

s 

8404040156 

50-352 

T 


8404090346 

50-329 

s 

8404090120 

50-352 

G 


8404090383# 

50-255 

Q 

8404090120 

50-352 

0 


8404100216 

50-155 

P 

8404100215 

50-352 

G 


8404100504 

50-329 

G 

8404100215 

50-352 

G 


8404100504 

50-329 

G 

84041 10584 

50-352 

G 


84041 10012 

50-329 

S 

84041 10584 

50-352 

0 


84041 10012 

50-329 

S 

84041 10594 

50-352 

G 


84041 10118 

50-155 

R 

84041 10594 

50-352 

G 


84041 10242 

50-329 

S 

84041 10596* 

50-352 

G 


84041 10242 

50-329 

s 

84041 10596* 

50-352 

G 


84041 10250 

50-155 

J 

8404160021 

50-352 

Q 


84041102,77 

50-255 

J 

8404160231 

50-354 

G 


8404120131 

50-329 

A 

8404170217 

50-352 

T 


8404120131 

50-329 

A 

8404170217 

50-352 

T 


8404120164 

50-329 

Q 

8404190262 

50-352 

G 


8404120164 

50-329 

Q 

8404190262 

50-352 

G 


8404120171 

50-329 

S 

8404200321 

50-220 

0 


8404120171 

50-329 

8 

8404230053 

50-352 

G 


0404130234 

50-255 

P 

8404230317 

50-352 

T 


8404130236# 

50-255 

P 

8404230317 

50-352 

T 


8404130239* 

50-255 

P 

8404240133 

50-352 

G 


B404160100* 

50-155 

F 

8404240133 

50-352 

G 


8404160111# 

50-155 

F 

8404240258 

50-352 

G 


8404160173 

50-329 

S 

8404240258 

50-352 

G 


8404160173 

50-329 

s 

8404240460 

50-352 

G 


8404170091 

50-255 

p 

8404260491 

50-416 

G 


8404170129 

50-329 

A 

8404270246 

50-352 

6 


8404170136 

50-255 

R 

8404090453 

50-400 

0 


8404180191 

50-155 

P 

84040 90072 

50-3 

F 


8404180378 

50-329 

A 

8404100070 

50-247 

P 


0404180378 

50-329 

A 

8404100090 

50-3 

F 


8404180398 

50-155 

F 

8404100195 

50-247 

Q 


8404190183 

50-329 

S 

84041 10109 

50-247 

P 


8404190183 

50-329 

S 

8404120217 

50-247 

F 


8404190260 

50-155 

R 

8404160088 

50-3 

F 


8404190275* 

50-330 

A 

8404160096* 

50-3 

F 


8404190303 

50-155 

P 

8404200089 

50-247 

P 


8404190399* 

50-255 

F 

8404200090* 

50-247 

P 


8404200119 

50-255 

P 

8404230172 

50-247 

Q 


8404200129 

50-155 

F 

8404240254 

50-247 

S 


8404200129 

50-155 

F 
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8404200227# 

50-329 

A 

8404040060* 

50-413 

T 


8404200254 

50-155 

F 

8404040060* 

50-413 

T 


8404200327 

50-155 

F 

8404040066* 

50-413 

T 


8404230054 

50-329 

G 

8404040066* 

50-413 

T 


8404230335 

50-400 

G 

0404040070* 

50-413 

T 


8404240009 

50-255 

P 

8404040070* 

50-413 

T 


8404240010* 

50-255 

P 

8404040073* 

50-413 

T 


8404250019 

50-255 

F 

8404040073* 

50-413 

T 


8404250269 

50-400 

G 

8404040076* 

50-413 

T 


8404260022 

50-329 

S 

8404040076* 

50-413 

T 


8404260022 

50-329 

s 

8404040079* 

50-413 

T 


8404260485 

50-155 

0 

8404040079* 

50-413 

T 


8404260486* 

50-155 

G 

8404040151 

50-413 

G 

Control Data Corp. 

8404030195 

QA999 


8404040151 

50-413 

G 

8404090364* 

50-348 

P 

8404040162* 

50-413 

G 


8404100438* 

CONTRACT 


8404040162* 

50-413 

G 

Coord inating Agency for Supplier 

8404040004 

TOPREP 


8404040171 

50-369 

S 

Evaluation (CASE Association) 




8404050025 

50-413 

S 


8404040006* 

TOP REP 


8404050127 

50-413 

s 

CorSTAR Research. Inc. 

8404020158 

NUREG 


8404050127 

50-413 

s 

Covington & Burling 

8404020020 

40-2061 


8404050168 

50-269 

p 


8404100149 

40-2061 


8404050282 

50-413 

E 


8404100163 

40-2061 


8404050282 

50-413 

E 

Crosby Valve Sc Gage Co. 

8404130241 

QA999 


8404050289 

50-413 

S 

Cuyahoga Falls General Hosp. . Cuyahoga 

8112310093* 

FOIA 


8404050289 

50-413 

S 

Falls. OH 







D^Amato & Lynch 

8404190419 

50-358 

a 

8404060011 

50-269 

Q 




8404060073 

50-413 

S 

Daedalean Associates. Inc. 

8404240531* 

CONTRACT 


8404060127 

50-370 

S 

Dairyland Power Cooperative 

8404030268 

50-409 

F 

8404060 138* 

50-413 

Q 

8404030289 

50-409 

p 

8404060214 

50-369 

Q 


8404030291* 

50-409 

p 





8404090328 

50-409 

p 

8404060214 

50-369 

Q 





8404060214 

50-369 

Q 


8404 1 10120 

50-409 

R 

8404060302 

50-370 

S 


8404120155 

50-409 

P 

8404060331* 

50-369 

Q 


8404120161* 

50-409 

P 

8404060336* 

50-413 

Q 


8404120300 

50-409 

S 





8404120306 

50-409 

P 

8404060366 

50-413 

A 





8404060396 

50-413 

G 


8404130245 

50-409 

P 

8404060396 

50-413 

G 


8404130248* 

50-409 

P 

8404060401* 

50-413 

0 


8404160103* 

50-409 

Q 

8404060401* 

50-413 

G 


8404160204 

50-409 

I 





8404190368 

50-409 

P 

8404060416 

50-413 

G 





8404060416 

50-413 

G 


8404230169 

50-409 

F 

8404090192 

50-269 

J 

Data Design Laboratories 

8404240018* 

CONTRACT 


8404090407 

50-413 

F 

David W. Taylor Naval Research St 

8404300225 

NUREG 


8404090407 

50-413 

F 

Development Center 

DeKalb Area Alliance for Responsible 

8404130156 

50-454 

G 

8404100098 

50-269 

F 

Energy 




8404100155 

50-413 

A 


8404160227* 

50-454 

G 

8404100155 

50-413 

A 





8404100220 

50-269 

S 

Decision Research. Inc, 

8404300067 

NUREG 


8404100242 

50-413 

S 

Del-Aware Unlimited. Inc, 

8404090107 

50-352 

0 




Delmarva Power & Light Co, 

8404190327* 

50-272 

I 

8404100242 

50-413 

s 

Detroit Edison Co. 

8404030154 

50-341 

A 

8404100258 

50-369 

p 


8404030160 

50-341 

A 

8404100261 

50-369 

F 





8404100361 

50-413 

S 


8404030355 

50-341 

K 

8404100361 

50-413 

S 


B404030359* 

50-341 

K 





8404030361* 

50-341 

K 

8404100451 

50-413 

S 


8404030416 

50-341 

A 

8404100451 

50-413 

S 


8404030429 

50-341 

A 

8404100505 

50-413 

G 





8404100505 

50-413 

G 


8404050209 

50-341 

J 

84041 10330 

50-269 

r 


8404090300 

50-341 

S 





8404120148 

50-341 

A 

8404110359 

50-413 

E 


8404160178* 

50-341 

3 

8404110359 

50-413 

E 


8404200248 

50-16 

J 

84041 10376 

50-413 

E 





8404110376 

50-413 

E 


8404260066 

50-341 

S 

84041 10492 

50-413 

0 


8404270003 

50-341 

F 





8404270171 

50-341 

S 

8404110492 

50-413 

G 

Doherty . J. F. 

8404170147 

50-443 

G 

8404120412 

50-413 

0 

Dow Chemical Co. 

8404100118* 

WASTE MGT 

8404120412 

50-413 

G 





8404130063 

50-413 

G 


8404100122* 

WASTE MGT 

8404130063 

50-413 

6 


8404100125* 

WASTE MGT 




Duke Power Co. 

8403290175 

50-413 

S 

8404130125* 

50-269 

Q 


8404020130 

50-329 

A 

8404130126 

50-413 

G 


8404020132 

50-413 

F 

8404130126 

50-413 

0 





8404130130* 

50-413 

G 


8404020133* 

50-413 

F 

8404130130* 

50-413 

G 


8404020261 

50-207 

S 





8404030377 

50-369 

S 

8404130163 

50-413 

E 


8404040034* 

50-413 

T 

8404130163 

50-413 

E 


8404040034* 

50-413 

T 

8404130250 

50-413 

A 





8404130250 

50-413 

A 


8404040042* 

50-413 

T 

8404130343 

50-413 

F 


8404040042* 

50-413 

T 





8404040049* 

50-413 

A 

8404130343 

50-413 

F 


8404040049* 

50-413 

A 

8404130473 

50-369 

F 


8404040053* 

50-413 

T 

8404160017 

50-413 

A 





8404160232 

50-413 

6 


8404040053* 

50-413 

T 

8404160232 

50-413 

0 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Duquesne Light Co. 


ACCESSION 

SUBJECT 


AUTHOR 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 


NUMBER 

CATEGORY 

8404160236* 

50-413 

6 



8404090385 

50-334 

R 

8404160236* 

50-413 

G 



8404120057 

50-334 

P 

8404160239* 

50-413 

G 



8404160066 

50-412 

E 

8404160239* 

50-413 

G 



8404160103 

50-412 

C 

8404170073 

50-369 

S 



8404160104 

50-334 

R 

8404170081 

50-369 

S 



0404170160 

50-334 

S 

8404170112 

50-369 

S 



8404170354 

50-412 

S 

8404170237 

50-413 

S 



8404180197 

50-334 

F 

8404170237 

50-413 

S 



8404180204* 

50-334 

F 

8404170309 

50-369 

F 



8404200150 

50-334 

P 

8404170309 

50-369 

F 



8404230072 

50-412 

A 

8404170374 

50-269 

Q 



8404230128 

50-334 

P 

8404170414 

50-369 

F 



8404230165 

50-412 

E 

8404170425* 

50-413 

Q 



8404250078 

PR 


8404170425* 

50-413 

Q 



8404260117 

50-412 

A 

8404180005 

50-369 

R 



8404260196 

50-412 

Q 

8404180005 

50-369 

R 



8404300120 

50-412 

A 

8404180017 

50-269 

R 

E. C. Rodabaugh Associates/ Inc, 


8404120033* 

CONTRACT 


8404180177 

50-413 

F 

EG&G, Inc. 


8202080115* 

FOIA 


8404180357 

50-413 

E 



8202090473* 

FOIA 


8404180357 

50-413 

E 



8202080474* 

FOIA 


8404180377 

50-413 

Q 



8202190422* 

FOIA 


8404180377 

50-413 

Q 



8205030170* 

FOIA 


8404180379* 

50-413 

Q 



8205040026* 

FOIA 


8404180407 

50-413 

A 



8205060208* 

FOIA 


8404180407 

50-413 

A 



8205140086* 

FOIA 


8404190144 

50-413 

T 



8207140052* 

FOIA 


8404190144 

50-413 

T 



8207220011* 

FOIA 


8404190150* 

50-413 

T 



8207220058* 

FOIA 


8404190150* 

50-413 

T 



8207300073* 

FOIA 


8404190166* 

50-413 

T 



8301070048* 

FOIA 


8404190166* 

50-413 

T 



8301120599* 

FOIA 


8404190171* 

50-413 

T 



8404050012 

50-416 

P 

8404190171* 

50-413 

T 



8404100057 

40-1162 


8404190173 

50-369 

S 



8404100064* 

40-1162 


8404190179* 

50-413 

T 



8404130045 

71-264 


8404190179* 

50-413 

T 



8404170031 

NUREG 


8404190187* 

50-413 

T 

Ebasco Services/ Inc. <subs. of 

Enserch 

8404100516# 

50-445 

G 

8404190187* 

50-413 

T 

Corp, > 





8404190194* 

50-413 

T 


8404160114* 

50-445 

G 






8404190402* 

50-382 

E 

8404190194* 

50-413 

T 






8404190201* 

50-413 

T 



8404190406* 

50-382 

E 

8404190201* 

50-413 

T 



8404190413* 

50-382 

E 

8404200191 

50-413 

F 

Eco log y/^A lent 


8404160063 

PR 


8404200191 

50-413 

F 

Eddleman/ W. 


8404090109 

50-400 

G 






8404090124 

50-400 

G 

8404200245 

50-413 

F 






8404200245 

50-413 

F 



B404090127* 

50-400 

G 

8404200293 

50-413 

E 



8404160019 

50-400 

G 

8404200299 

50-413 

A 



9404160029* 

50-400 

G 

8404200322 

50-369 

Q 



8404170463 

50-400 

G 






8404170521 

50-400 

G 

8404200326* 

50-369 

Q 






8404230055 

50-413 

T 



8404170557 

50-400 

G 

8404230055 

50-413 

T 



8404200028 

50-400 

0 

8404230191 

50-269 

F 



8404200117 

50-400 

G 

8404230214 

50-413 

A 



8404200123 

50-400 

G 






8404200123 

50-400 

G 

8404230214 

50-413 

A 






8404240256 

50-413 

E 



8404200132* 

50-400 

G 

8404240480 

50-269 

F 



8404200132* 

50-400 

G 

8404240486 

50-413 

G 



8404200138* 

50-400 

G 

8404270203 

50-369 

S 



8404200138* 

50-400 

G 






8404200145 

50-400 

G 

8404300019 

50-413 

A 






8404300019 

50-413 

A 



8404250264 

50-400 

G 

B4043000S3 

50-206 

S 



8404270259 

50-400 

G 

8404300143 

50-370 

8 



8404270260 

50-400 

Q 

8404300150 

50-369 

P 

Ederer/ Inc. 


0404190395 

TOP REP 







8404190398* 

TQPREP 


8404300150 

50-369 

P 






8404300152* 

50-369 

F 

Edison Electric Institute 


8404090285 

WASTE MGT 

8404300154* 

50-369 

P 



8404180149 

PR 


8404300159 

50-413 

E 

Edlow International Co. 


8404020302* 

XPORTLIC 


8404300159 

50-413 

E 



8404170017 

XPORTLIC 





Electric Power Research Institute 

8402130050* 

FOIA 


8404300161 

50-413 

E 






8404300183 

50-413 

E 



8404050097* 

FOIA 


8404300183 

50-413 

E 



8404230314* 

CONTRACT 

8402280306 

50-412 

A 

Energy Fuels Nuclear/ Inc. 


8404110447 

40-8681 


8403010416 

50-412 

A 


8404130121 

40-8681 







8404170347 

40-8681 


8404020004 

50-334 

a 




50-413 

N 

8404020039 

50-334 

Q 

Energy Systems Research Group/ 

Inc, 

8404100164* 

8404020066 

50-334 

R 

Energy/ Dept, of 


8404040384 

WASTE MGT 

8404030091 

50-334 

P 


8404050150 

WASTE MOT 

8404030407 

50-412 

E 



8404050268 

WASTE MOT 






8404090058 

WASTE MOT 

8404050231 

50-412 

E 






8404060082* 

50-412 

Q 



8404090425 

WASTE MOT 

8404060102* 

50-412 

Q 



8404100075 

WASTE MGT 

8404060210 

50-412 

A 



8404100092 

WASTE MOT 

8404090314* 

50-334 

0 



8404100115 

WASTE MOT 
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AUTHOR 
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AUTHOR 

AFFILIATION 
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CATEGORY 


8404100139* 

WASTE MGT 


S404060129 

50-10 

F 


8404100482 

71-9009 


8404090148 

50-275 

F 


8404100541 

71-5797 


8404090148 

50-275 

F 


8404110284 

WASTE MGT 


8404090153* 

50-275 

F 


8404110287* 

WASTE MGT 


8404090288 

50-309 

F 


8404110310 

WASTE MOT 


8404090291* 

50-309 

F 


84041 10372 

WASTE MOT 


8404120080 

50-482 

G 


8404110429 

PROJ 


3404 1 70378* 

50-346 

F 


84041 10431 

PROJ 


8404170446* 

50-483 

Q 


8404110486 

WASTE MGT 


8404180123 

50-317 

F 


8404120371 

71-6400 


8404180161 

50-293 

F 


8404120374* 

71-6400 


8404180179 

50,-344 

F 


8404130058 

71-5450 


8404230139* 

50-413 

T 


8404130061 

PROJ 


8404230381 

50-322 

T 


8404170595 

WASTE MGT 


8404230384* 

50-322 

T 


8404170603 

WASTE MGT 

Federal Lab orator ies* Inc. 

8404160078 

MIBC 



8404180149 

PR 

Finamore* B. A. 

8404090425 

WASTE MGT 


8404180402 

WASTE MGT 

First National Bank. A1 b uquer q.ue , NM 

8404090099* 

FOIA 



0404230461 

XPORTLIC 

Flora. J. W. 

84041 90437 

FOIA 



8404250082 

PR 


84041 90442* 

POIA 



8404270093 

WASTE MGT 

Florida Power Light Co. 

8404020015 

50-250 

P 


8404270231 

WASTE MOT 


8404020015 

50-250 

P 


8404270238 

WASTE MGT 


B40402013S 

50-250 

S 


8404270241* 

WASTE MGT 


8404050137 

50-250 

P 


8404270208 

WASTE MOT 


8404050137 

50-250 

P 


8404300013 

WASTE MGT 


8404050194 

50-250 

P 


8404300036 

WASTE MGT 


8404050194 

50-250 

P 


8404300066 

WASTE MOT 


8404050197* 

50-250 

P 


8404300098 

WASTE MGT 


8404050197* 

50-250 

P 


8404300101 

WASTE MOT 


B4040 50293 

50-250 

P 


8404300114 

WASTE MGT 


8404050293 

50-250 

P 


0404300201 

WASTE MOT 


84040 50295* 

50-250 

P 


8404300202 

WASTE HOT 


84040 50295* 

50-250 

P 


8404300204 

WASTE MGT 


8404050296 

50-250 

P 


8404300214 

WASTE MGT 


8404050296 

50-250 

P 


8404300235 

WASTE MGT 


8404060160 

50-335 

Q 


8404300236 

WASTE MGT 


8404060187 

50-250 

Q 


8404300245 

WASTE MGT 


8404060279 

50-389 

P 


8404300249* 

WASTE MGT 


8404090371* 

50-250 

Q 


0404300252 

WASTE MGT 


8404090482 

71-6601 



8404300276 

71-9044 


84041 00235 

50-335 

S 


8404300320* 

WASTE MGT 


B4041 00236 

50-251 

s 


8404300362 

WASTE MGT 


B4041 00356 

50-250 

s 

Energy* Dept, of, Idaho Operations Office 

84040 90476 

PROJ 


8404100423 

50-250 

Q 


8404100489 

PROJ 


8404100426* 

50-250 

Q 


8404100493 

PROJ 


84041 10231 

50-250 

Q 

Engineers International* Inc. 

8404230459* 

CONTRACT 


84041 10231 

50-250 

Q 


8404250214* 

CONTRACT 


84041 10235* 

50-250 

Q 

English S< Associates 

8404130030* 

50-275 H 


84041 10235* 

50-250 

Q 

Envirocare, Inc. 

8404190186 

FOIA 


8404120055 

50-250 

P 

Environmental Policy Institute 

8404090425 

WASTE MGT 


S4041 20055 

50-250 

p 

Environmental Protection Agency 

8404030370 

40-2061 


8404120142* 

50-250 

P 


8404100148* 

50-298 P 


8404120142* 

50-250 

P 


0404100294* 

50-285 P 


8404130037 

50-335 

Q 


8404160036 

50-206 H 


8404130310 

50-389 

Q 


8404200085 

50-352 D 


84041 60209 

50-250 

G 


8404250086 

PR 


8404170072* 

50-335 

Q 

European Communities, Commission of 

8404020298 

XPORTLIC 


8404170083 

50-250 

P 


8404030602 

XPORTLIC 


8404170083 

50-250 

P 


8404040010 

XPORTLIC 


84041 70173 

50-335 

P 


8404200371 

XPORTLIC 


8404170173 

50-335 

P 


8404240526 

XPORTLIC 


8404170310 

50-335 

S 

Exxon Corp. 

8404090458 

40-8064 


84041 70310 

50-335 

S 

Exxon Nuclear Co, * Inc. (subs, of Exxon 

8404100013 

70-1257 


8404180387 

50-250 

p 

Corp. ) 




8404190232 

50-389 

p 


8404110193 

70-1257 









8404200006 

50-250 

s 


8404120405 

40“n8102 


8404200173 

50-250 

p 


8404120411* 

40-8102 


8404200173 

50-250 

p 


8404130184 

70-1257 


8404240183 

50-389 

E 


8404130305 

TOPREP 


8404240237 

50-250 

p 


8404270139 

XPORTLIC 









8404240328 

50-250 

Q 


8404300056 

70-1257 


8404250047 

50-335 

F 

FOI Services 

8404090012 

FOIA 


8404250047 

50-335 

F 


8404260005 

FOIA 


8404260151 

50-389 

F 

Factory Mutual Research Corp. 

8402130050# 

FOIA 


8404260194 

50-250 

S 

Failure Analysis Associates 

8404230082* 

50-206 S 









8404270041 

50-335 

P 

Federal Emergency Management Agency 

8404030174 

50-409 F 

Florida Power Corp. 

8404020052 

50-302 

P 


8404030178* 

50-409 F 


8404030191 

50-302 

S 


8404030341 

50-483 F 


8404030233 

50-302 

P 


8404030342* 

50-483 F 


8404030279 

50-302 

P 


8404030523 

50-312 F 









8404030492 

50-302 

P 


8404040133 

50-322 G 


8404050013 

50-302 

s 


0404040169 

50-10 F 


8404060205 

50-302 

Q 


8404040172* 

50-10 F 


8404060223 

50-302 

Q 


8404040175* 

50-10 F 


8404170069 

50-302 

S 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


84041 70135 

50-302 

S 



8404180292* 

FOIA 


84041 70177 

50-302 

R 



8404180355 

TOPREP 


84041 70184 

50-302 

P 



8404190308* 

50-245 


0404170390 

50-302 

S 



8404190311* 

50-245 


84041 70435 

50-302 

F 



8404200076 

TOPREP 


8404170448 

50-302 

P 



8404230182 

XPORTLIC 


8404170456 

50-302 

Q 



8404230184* 

XPORTLIC 


8404180384 

50-302 

R 



8404230435* 

50-322 


8404200139 

50-302 

P 



8404240004* 

XPORTLIC 


8404240404 

50-302 

I 



B4042 40006* 

XPORTLIC 


8404240410* 

50-302 

I 



8404250149 

XPORTLIC 


8404270086 

50-302 

S 



8404260414 

50-155 


8404270105 

50-302 

S 



8404300043 

50-266 


8404270106 

50-302 

p 



8404300293 

71-9019 


8404300079 

50-302 

P 

Genera 1 

Electric Uranium Management Corp. 

84041 10375 

71-9001 


8404300082* 

50-302 

p 



8404120432 

70-1308 


8404300170 

50-302 

p 



8404130020 

70-1308 


8404300174* 

50-302 

p 

Genera 1 

Physics Corp, 

8404230264* 

CONTRACT 

Florida; State of 

8404040189 

REGGD 


Genera 1 

Public Utilities - GPU Service 

8403010509* 

50-289 

Foleu- Inc. 

8404040415* 

50-275 

G 

Corp . 










8403090300* 

50-320 

Food *; Drug Administration 

8404050280* 

CONTRACT 






Franklin In s t i tu t e/F ran k I i n Research 

8308190033* 

50-348 

P 



8404020006 

50-219 

(‘enter 






8404020027 

50-219 


8310120417* 

50-324 

P 



8404020053 

50-320 


8312010214* 

50-255 

3 



8404020088 

50-219 


8402020284* 

50-263 

P 



8404020096* 

50-219 


8403070077* 

50-266 

P 



8404030214 

50-320 


8403160250* 

50-295 

P 



8404030261 

50-320 


8404020204* 

50-305 

P 



8404030264 

50-289 


8404180073* 

TOPREP 




8404030340 

50-320 

FreRm-an; I"! U. 

8404190342 

50-322 

G 



8404040047 

50-320 

Friends of the Earth 

B404030437* 

50-275 

G 



8404040086 

50-320 F 


8404160157 

WASTE MGT 



8404050191 

50-289 

QA Technologies,. Inc,, /Gener,;»i Atomic Co 

8404110301 

70-734 




8404060130 

50-289 f 


8404190306 

TOPREP 




8404060201 

50-289 


8404190314* 

TOPREP 




8404060211 

50-289 C 


8404190385 

50-163 

P 



8404060220 

50-289 


8404190388* 

50-163 

P 



8404060251 

50-320 F 


8404200060* 

50-267 

P 



8404060333 

50-219 F 


8404200063* 

50-267 

P 



8404060339* 

50-219 F 


8404240521 

XPQRTLIC 




8404090156 

50-219 F 


(3404300212 

71-6346 




8404090160* 

50-219 F 


8404300240* 

71-6346 




8-104090350 

50-289 F 

GNI3 Sratteries. Inc 

f340 4 2 6 0 2 2 5 

50-454 

S 



8404090352 

50-320 F 


8404260225 

50-454 

S 



8404090377 

50-219 F 


8404260225 

50-454 

S 



8404090380* 

50-219 F 


8404260225 

50-454 

s 



8404090449* 

50-289 Q 


0404260225 

50-454 

s 



B4041 00171 

50-289 F 


0404260228* 

50-454 

s 



8404100174* 

50-289 F 


0404260228* 

50-454 

s 



8404100178* 

50-289 F 


8404260228* 

50-454 

s 



8404 100347 

50-219 F 


0404260228* 

50-454 

B 



8404100491 

50-289 F 


8404260228* 

50-454 

S 



8404120206 

50-219 G 

Oage-D-jibcoc k Associates- In'. 

8404190222* 

50-400 

E 



B4041 60047 

50-289 F 

Games Vi He. FL. 

8-104240413* 

50-302 

1 



8404160083 

50-219 F 

Gasion County. NC 

8404190150* 

50-413 

T 



8404160086 

50-320 F 


0404190159* 

50-413 

T 



8404160101 

50-320 F 


B4041 90166* 

50-413 

T 



8404160135 

50-219 F 


8404190171* 

50-413 

T 



8404170076 

50-219 I 


8404190179* 

50-413 

T 



8404 170096 

50-289 G 


04041 90194* 

50-413 

T 



8404170101 

50-219 £ 


0404190201* 

50-413 

T 



84041 70360 

50-289 F 

Gffnersl Electric Co 

8404020252* 

50-322 

G 



8404170366* 

50-289 F 


8404030538* 

50-271 

P 



84041 70379 

50-289 F 


8404050130* 

FQIA 




84041 70398 

50-289 F 


8404050304* 

50-373 

Q 



84041 70457 

50-289 G 


8404050305* 

50-373 

Q 



8404190254 

50-289 F 


84040 50308* 

50-373 

Q 



8404190359 

50-289 P 


8404050310* 

50-373 

Q 



8404200130 

50-320 F 


(3404050315* 

50-373 

Q 



8404200180 

50-320 F 


8404050321* 

50-373 

0 



8404200249 

50-289 F 


8404060369 

70-1113 




8404230065 

50-289 F 


8404090500 

70-1308 




8404230099 

50-219 F 


0404100007 

70-1113 




8404230150 

50-320 G 


8404100009* 

70-1113 




8404240050 

50-289 F 


8404100223 

50-18 

I 



8404240205 

50-320 F 


8404100403 

70-754 




8404240212 

50-320 F 


8404100513 

71-4909 




8404240265 

50-320 F 


8404100552 

70-1113 




8404240268 

50-320 F 


D4041 10099 

50-556 

G 



8404240270* 

50-320 F 


04041 10188 

70-1113 




8404240341* 

50-219 C 


84041 10298* 

50-263 

P 



8404240378 

50-320 F 


8404130340 

TOPREP 




8404240380 

50-289 F 


0404130374 

XPORTLIC 




8404250171 

50-320 F 


0404130378* 

XPORTLIC 




6404250173* 

SO-320 F 
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AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



8404260284# 

50-219 

F 

Gulf States Utilities Co. 

8404020050 

50-458 

S 



8404260316# 

50-289 

Q 


8404020079 

50-458 

s 



8404270249 

50-289 

G 


8404020125 

50-458 

s 



8404300004 

50-320 

P 


8404030062 

50-458 

A 

Seorgia Power Co. 


8404020177 

50-321 

F 


8404030199 

50-458 

S 



8404030258 

50-321 

R 


8404030378 

50-458 

S 



8404030283 

50-321 

S 


8404030522 

50-458 

E 



8404030338 

50-424 

F 


8404030527 

50-459 

S 



8404030386 

50-321 

P 


8404030537 

50-458 

S 



8404030419 

50-321 

S 


8404060259 

50-458 

F 



8404050079 

50-424 

S 


8404090263 

50-458 

S 



8404050186 

50-321 

F 


8404090276 

50-458 

S 



8404050372 

50-321 

F 


8404090289 

50-458 

s 



8404060079 

50-321 

P 


8404090293 

50-458 

s 



8404060079 

50-321 

P 


8404100117* 

50-458 

Q 



8404060122 

50-321 

P 


8404100204 

50-458 

A 



8404060145 

50-321 

Q 


8404100211 

50-458 

S 



8404060171 

50-424 

Q 


8404100368 

50-458 

A 



8404060191 

50-424 

G 


8404100437 

50-458 

S 



8404060286 

50-366 

S 


8404130214 

50-458 

S 



8404090312 

50-424 

S 


8404130216 

50-458 

S 



8404100144 

50-321 

P 


8404130228 

50-458 

E 



8404100144 

50-321 

P 


8404130232 

50-458 

S 



8404100202 

50-366 

P 


8404130296 

50-458 

S 



8404100205# 

50-366 

P 


8404130297 

50-458 

s 



8404100290 

50-424 

A 


8404130312 

50-458 

s 



8404100385 

50-366 

P 


8404130321 

50-458 

s 



8404110305 

50-321 

F 


8404160098 

50-458 

E 



8404160138 

50-321 

R 


8404170220 

50-458 

B 



8404170369 

50-321 

Q 


8404170240 

50-458 

S 



8404180007 

50-424 

K 


8404170245 

50-458 

s 



8404180008# 

50-424 

K 


8404170272 

50-458 

s 



8404180008* 

50-424 

K 


8404170291 

50-458 

s 



8404190241 

50-366 

P 


8404170305 

50-458 

5 



8404190345 

50-424 

C 


8404170322 

50-458 

I 



8404190348# 

50-424 

C 


8404190167 

50-458 

s 



8404190348# 

50-424 

c 


8404190178 

50-458 

s 



8404200021 

50-424 

G 


8404200112 

50-458 

E 



8404200118 

50-321 

F 


8404240206 

50-458 

A 



8404200206 

50-321 

F 


8404240402 

50-458 

A 



8404200206 

50-321 

F 


8404260184 

50-458 

S 



8404200224 

50-321 

F 


8404260206 

50-458 

S 



8404200224 

50-321 

F 


8404260211 

50-458 

S 



8404200284 

50-321 

P 


8404260229 

50-458 

s 



8404200284 

50-321 

P 


8404260240 

50-458 

s 



8404200286# 

50-321 

P 


8404260245 

50-458 

s 



8404200286# 

50-321 

P 


8404260276 

50-458 

s 



8404270053 

50-321 

F 


8404260325 

50-458 

s 



8404300093 

50-321 

S 


8404260343 

50-458 

s 



8404300133 

50-366 

S 


8404300108 

50-458 

s 



8404300185 

50-321 

s 


8404300149 

50-458 

s 



8404300185 

50-321 

s 

H. K. Van Pooilen Associates, Inc, 

84041 10176# 

40-8027 




8404300200 

50-366 

s 

H. P. Foley Construction Co. 

8404040414* 

50-275 

G 

Georgians Against Nuclear 

Energy 

8404130148 

50-424 

G 


8404040417# 

50-275 

G 



8404170183 

50-424 

G 


8404040417# 

50-275 

G 

Gersch< D. P. 


8404190342 

50-322 

G 


8404040418# 

50-275 

G 

Gasellschaft Fuer Nuklear 

Service, mbH 

8404300050 

71-9190 



8404040419# 

50-275 

G 

Gilbert Associates/ Inc. 


8404060242# 

50-305 

Q 


8404040424# 

50-275 

G 



8404160175# 

50-244 

P 


8404040424# 

50-275 

G 

GoXder Associates 


8404040401# 

WASTE MGT 

Hampton Falls, NH 

04041 10187 

50-443 

G 



8404230454# 

CONTRACT 


Hanford Engineering Development 

8404110020 

NUREG 


Government Accountability 

Project 

8404020300# 

COMMISSION 

Laboratory 






8404030015 

FOIA 



8404170026 

NUREG 




8404030427# 

50-275 

Q 

Harmon h Weiss 

8404060034 

50-289 

G 



8404030437# 

50-275 

G 


8404240444 

50-443 

G 






Harrisburg, PA 

8404040150 

50-289 

G 



8404040017 

50-413 

A 







8404040055* 

50-413 

A 

Hartzman, R.M. 

8404180023 

50-247 

P 



8404130127 

50-275 

G 

Harvard Medical School, Boston, MA 

8404040195 

PRM 




8404130131# 

50-275 

G 

Harvard Univ. , Cambridge, MA 

84041 10366 

PR 




8404190066 

50-413 

A 


8404160084 

PR 







Heron, Burchette, Ruckert Z'. Rothwell 

8404100221 

MISC 




8404190115 

50-329 

A 







8404190250 

50-329 

G 

Heyuiood, J. B. 

8404050057* 

CONTRACT 


Green/ Hennings ?! Henry 


8404230046 

50-483 

G 

Hill. Heard, O'Neal, Gilstrap & Goetz 

8404270250 

50-445 

0 



8404230050# 

50-483 

G 

House of Rep. 

8404040286* 

50-244 

V 

Greenpeace Foundation 


8404030437# 

50-275 

0 


8404100051* 

50-133 

U 







84041 10239* 

TOPREP 


Guild/ R. 


8404060065 

50-413 

G 







8404100160 

50-413 

N 


8404130449* 

50-352 

U 



8404170261 

50-413 

G 


8404170067* 

50-320 

H 



8404230056 

50-413 

G 

House of Rep. , Energy Z( Commerce 

8404020258# 

COMMISSION 



8404230056 

50-413 

G 

House of Rep. , Foreign Affairs 

8404020258# 

COMMISSION 






House of Rep., Interior Zt Insular Affairs 

8404020258* 

COMMISSION 



8404230098 

50-413 

T 







8404230098 

50-413 

T 


8404020295# 

COMMISSION 

Gulf Nuclear, Inc. 


8404300018 

71-9160 



8404050307* 

50-275 

P 



8404300022* 

71-9160 



8404110565* 

COMMISSION 



8404300032 

71-9160 



8404240247* 

50-322 

U 


CORPORATE SOURCE INDEX 
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Ho uston 


Hon ton ?>! 


Hy drogen 

III 


AUTHOR 

AFFILIATION 


Lighting Power Co 


Will iams 


Control Owners Group/ 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

B404020035# 

50-498 

Q 

IRT Corp, 

8404090471 

70-1359 


8404020038 

50-498 

S 


8404130023 

70-1359 


0404020042# 

50-498 

Q 

Idaho National Engineering Laboratory 

8404250065 

RES 


8404020048# 

50-498 

Q 

Illinois Power Co. 

8404060342 

50-461 

K 

8404030452 

50-498 

A 


8404060347# 

50-461 

K 

8404030452 

50-498 

A 


8404090199 

5C-461 

Q 

8404030461# 

50-498 

A 


8404090399 

50-461 

G 

8404030461# 

50-498 

A 


8404090424 

50-461 

G 

8404030468* 

50-498 

A 


8404120417 

50-461 

G 

8404030468# 

50-498 

A 


8404130097 

50-461 

J 

8404030475# 

50-498 

A 


8404160163 

50-461 

S 

8404030475* 

50-498 

A 


8404160177 

50-461 

S 

8404030482# 

50-498 

A 


8404160190 

50-461 

s 

8404030482* 

50-498 

A 


9404170086 

50-461 

s 

8404030490* 

50-498 

A 


B4042 30240 

50-461 

s 

8404030490* 

50-498 

A 


8404240250 

50-461 

H 

8404030504# 

50-498 

A 


8404260181 

50-461 

B 

8404030504# 

50-498 

A 


8404260262 

50-461 

Q 

8404030513# 

50-498 

A 

Illinois/ State of 

8404030396 

40-2061 


8404030513* 

50-498 

A 

Illinois/ State of/ Dept. Nuc. Safety 

8404300239 

27-39 





(forfTieriy Dept. Public Health) 




8404130252 

50-498 

S 





8404170529 

50-498 

G 

Illinois/ Univ. of/ Urbana, IL 

8404170344 

50-151 

S 

8404170529 

50-498 

G 

Impell Corp. 

8404030525# 

50-245 

P 

8404170551 

50-498 

G 


8404030528# 

50-245 

P 

8404170551 

50-498 

G 


8404030534# 

50-245 

P 





8404090266 

50-409 

P 

8404180167 

50-498 

A 





8404180178# 

50-498 

A 


8404190250# 

CONTRACT 


8404180184# 

50-498 

A 


8404180368# 

50-416 

P 

8404180184* 

50-498 

A 

Imperial College/ London/ UK 

8404090494# 

WASTE MOT 

8404180187# 

50-498 

A 

Independent Testing Laboratories 

8404100537 

71-300 






8404100540# 

71-300 


8404180187# 

50-498 

A 





8404180196# 

50-498 

A 

Indian River Community College/ Ft. 

8404040134# 

CONTRACT 


8404180210# 

50-498 

A 

Pierce/ FL 




8404180210# 

50-498 

A 

Indiana St Michigan Electric Co, 

8404020013# 

50-315 

Q 

8404180216* 

50-498 

A 


8404030224 

50-315 

F 





8404030229* 

50-315 

F 

8404.1 80220# 

50-498 

A 


8404030385 

50-316 

P 

8404180225# 

50-498 

A 





8404180225# 

50-498 

A 


8404040177 

50-315 

F 

8404180231# 

50-498 

A 


8404050185 

50-315 

P 

8404180236# 

50-498 

A 


8404050185 

50-315 

P 





8404050401 

50-315 

F 

8404180236* 

50-498 

A 


8404060364 

50-315 

P 

8404180242# 

50-498 

A 





8404 1 80242# 

50-498 

A 


8404060364 

50-315 

P 

8404180246# 

50-498 

A 


8404060371# 

50-315 

P 

8404180246* 

50-498 

A 


8404 170090 

50-315 

Q 





8404170324 

50-315 

P 

8404190487# 

50-498 

Q 


8404180134 

50-315 

F 

8404260392# 

50-498 

Q 





8404300016 

50-498 

F 


0404190326 

50-315 

S 

8404020242 

50-322 

G 


8404200114 

50-316 

P 

8404060067 

50-322 

G 


8404200168 

50-315 

F 





8404240174 

50-316 

P 

8404090466 

50-322 

T 


8404260049 

50-316 

P 

8404090472# 

50-322 

T 





8404100167 

50-322 

G 


B404270045 

50-316 

s 

84041 10493 

50-322 

G 


8404270205# 

50-315 

Q 

8404120078 

50-322 

G 


8404300023 

50-316 

P 





8404300026# 

50-316 

P 

8404160027 

50-322 

G 

Indiana Univ. , Bloomington/ IN 

8404030476 

PRM 


8404160210 

50-322 

G 





8404160223 

50-322 

G 

Interior/ Dept, of 

8404250089 

PR 


8404160226 

50-322 

G 

Interior/ Dept, of/ Bureau of Mines 

8404040316# 

CONTRACT 


8404160229 

50-322 

G 


8404250232# 

CONTRACT 





Interior/ Dept, of/ Fish ^ Wildlife 

8404030169 

50-424 

C 

8404160230 

50-322 

G 

Service 




8404170244 

50-322 

G 

Interior/ Dept, of/ National Park Service 

8404300209 

WASTE MOT 

8404170257 

50-322 

G 




8404170271 

50-322 

G 

Iowa Electric Light S< Power Co. 

8404030068 

50-331 

R 

8404190043 

50-322 

G 

8404030112 

50-331 

S 





8404030228 

50-331 

P 

8404190063 

50-322 

G 


8404030250 

50-331 

P 

8404190116 

50-322 

G 


8404060278 

50-331 

R 

8404190172 

50-322 

G 





8404200017 

50-322 

G 


8404090186 

50-331 

Q 

8404200022 

50-322 

G 


8404090386 

50-331 

P 





8404160009 

50-331 

Q 

8404200024 

50-322 

G 


8404160041 

50-331 

P 

8404230012 

50-322 

G 


0404160050# 

50-331 

P 

8404230062 

50-322 

G 





8404230066* 

50-322 

G 


8404160172# 

50-331 

G 

8404230336 

50-322 

G 


8404200047 

50-331 

p 





8404200070 

50-331 

P 

8404230420 

50-322 

T 


8404200072# 

50-331 

P 

8404240238 

50-322 

G 


8404200233 

50-331 

R 

8404240245# 

50-322 

G 





8404240251* 

50-322 

G 


8404260150 

50-331 

Q 

8404240280 

50-322 

0 


8404260205 

50-331 

P 




Isham/ Lincoln Beale 

8404020245 

50-454 

G 

8404240449 

50-322 

G 


8404020249 

50-456 

G 

8404240477 

50-322 

G 


8404020254 

50-329 

G 

8404260471 

50-322 

T 





BWR-6 Mark 8404040081 

TQPREP 



8404130152 

50-454 

G 





8404230054 

50-329 

G 
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8404260485 

50-155 

G 

Kinton, Inc. 

8404200096# 

CONTRACT 


8404260486# 

50-155 

G 

Kirkpatrick, Lockhart, Hill, Christopher 

8404020259 

50-322 

G 

J. S. Redpath Corp 

84041 00137# 

WASTE MGT 

& Phillips 




JWK International Corp. 

8404230258# 

CONTRACT 



8404030092 

50-322 

T 

Jacksonians United for Livable Energy 

8404040142 

50-416 

G 


8404030371 

50-322 

T 

Policies 





8404050096 

50-322 

T 


84041 10200 

50-416 

G 


8404060069 

50-322 

G 

Jacobs Leasing 

8404100534# 

CONTRACT 



8404100152 

50-322 

G 

Japan* Govt, of 

S4042301S9 

XPORTLIC 



8404120077 

50-322 

G 


8404230199 

XPQRTLIC 



8404160215 

50-322 

G 


8404230471 

XPORTLIC 



8404160219 

50-322 

® ; 


8404240001 

XPORTLIC 



8404170538 

50-322 

G 

John Milner Associates 

84041 70358# 

50-352 

A 


0404170548 

50-322 

G 


8404170358# 

50-352 

A 


8404170550# 

50-322 

G 


8404170364# 

50-352 

A 


8404180303 

50-322 

G 


8404170364# 

50-352 

A 


8404130317 

50-322 

G 

Joint Interveners - Callaway 

8404230009 

50-483 

G 


8404180342 

50-322 

6 


8404230046 

50-483 

G 


8404190021 

50-322 

G 


8404230050# 

50-483 

G 


8404200015 

50-322 

Q 

Joint Interveners - Diablo Canyon 

8404040346 

50-275 

G 


8404230341 

50-322 

G 


8404100203 

50-275 

G 


8404230382 

50-322 

G 


8404100275 

50-275 

G 


8404230386# 

50-322 

G 


8404100275 

50-275 

G 


8404230388# 

50-322 

G 


8404100279# 

50-275 

G 


8404230391# 

50-322 

G 


8404100279# 

50-275 

G 


8404230394# 

50-322 

G 


8404120072 

50-275 

G 


8404230398# 

50-322 

G i 


8404190114 

50-275 

8 


8404230401# 

50-322 

G 


8404240186 

50-275 

G 


8404230403# 

50-322 

G 


8404240186 

50-275 

G 


8404230407# 

50-322 

G 


8404240190# 

50-275 

G 


8404230409# 

50-322 

0 

Joint Intervenors - Shearon Harris 

8404040117 

50-400 

G 


8404230413# 

50-322 

G 


8404170557 

50-400 

0 


B404230417# 

50-322 

G 


84042 00028 

50-400 

G 


8404230419* 

50-322 

G 


8404250264 

50-400 

G 


8404230424# 

50-322 

G 

Joint Intervenors - Waterford 

8404030090 

50-382 

G 


8404230428# 

50-322 

G 

Justice, Dept, of 

8404170587 

COMMISSION 


B404230431* 

50-322 

G 

KBI Corp. 

84041 10175 

40-6940 



8404230433# 

50-322 

G 


8404120162# 

40-6940 



B404230436# 

50-322 

G 

KMC, Inc. 

84041 10488 

40-2061 



8404230438# 

50-322 

G 

Kansans for Sensible Energy 

8404020241 

50-482 

G 


8404230439# 

50-322 

G 

Kansas City Pou/er & Light 

8404200221# 

50-482 

I 


0404230441# 

50-322 

G 

Kansas Gas & Electric Co. 

8404030097 

50-482 

G 


8404240266 

50-322 

G 


8404030201 

50-482 

E 


8404240504 

50-322 

G 


8404030478 

50-482 

8 


8404260463 

50-322 

0 ; 


8404060317# 

50-482 

G 


8404260466# 

50-322 

G 


0404090218 

50-492 

8 


8404270052 

50-322 

G 


6404090343 

50-482 

8 


0404270056# 

50-322 

G 


8404100145 

50-482 

G 

Korea. Republic of (South Korea) 

8404300045 

XPQRTLIC 



84041 00285 

50-482 

S 

Lakner Associates 

0404130521 

MISC 



8404100306 

50-432 

8 

Laty Inspection Service 

8404 1 10 168 

71-9006 



3404100381 

50-482 

K 

Lawrence Livermore Laboratory 

8404120384 

NUREG 



34041 10129 

50-482 

K 


8404250006 

NUREG 



84041 10134* 

50-482 

K 

LeBoeuf, Lamb, Leiby MacRae 

8404030355 

50-341 

K 


84041 10258 

50-482 

F 


8404130137 

50-244 

G 


84041 10260* 

50-482 

F 

League of Women Voters of Rockford, IL 

8404130156 

50-454 

G 


84041 10263# 

50-482 

F 


8404170545# 

50-454 

G 


8404120157 

70-2960 


Legal Environmental Assistance Foundation 

8404170480 

50-424 

G 


8404120170# 

70-2960 


Levy Systems 

8404130028 

XPORTLIC 



8404130215 

50-482 

S 


8404130032# 

XPORTLIC 



8404170239 

50-482 

s 

Lewis, M. 

8404250079 

PR 



8404190486# 

50-482 

A 


8404250093 

PR 



8404200086 

50-482 

S 

Limerick Ecology Action 

8404090117 

50-352 

G 


8404200207 

50-482 

I 


8404090120 

50-352 

G ■ 


8404200218# 

50-482 

I 


6404100499 

50-352 

G 


8404230327 

50-482 

G 

Limitorq|.ue Corp, 

8404130007 

QA999 



8404260197 

50-482 

S 

Linhart, D. 

8404240041# 

CONTRACT 



8404260286 

50-482 

S 

Lone Star Screw Co. 

8404300129 

QA999 



8404260293# 

50-482 

G 

Lone Tree Council 

8404050484# 

50-329 

H 


8404260297 

50-482 

S 

Long Island Lighting Co. 

8404020238 

50-322 

T 


8404300034 

50-482 

F 


8404020239# 

50-322 

T 

Kansas, Univ. of, Lauirence, KS 

8404250117 

PRM 



8404020242 

50-322 

G 

RerT~McGee Chemical Corp. (subs, of 

8404020020 

40-2061 



8404020244# 

50-322 

G ^ 

Kerr-McGee Corp. ) 





8404020248# 

50-322 

G '? 


8404090496 

40-2061 



8404020255# 

50-322 

G 1 


8404100149 

40-2061 



8404030292 

50-322 

0 

Kerr-McOee Corp. 

8404100163 

40-2061 



8404030354 

50-206 

s 


8404100487 

40-8027 











84040 40O5S 

50-322 

H 


8404100501 

70-1193 



8404060067 

50-322 

G 


8404100508# 

70-1193 



8404060164 

50-322 

A 


8404110173 

40-8027 



8404090466 

50-322 

T 


0404110529 

40-2061 



0404090472# 

50-322 

T 


8404300296 

40-2061 











8404090470# 

50-322 

T 


8404300298 

40-8027 



0404100143 

50-322 

0 


8404300360 

40-8027 



8404100158 

50-322 

Q 

Kattering Medical Center, Kettering, OH 

8404030541 

PRM 



8404100167 

50-322 

G 
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AUTHOR 

AFFILIATION 


Los Alamos Scientific Laboratory 
Louisiana Power Light Co. 


ACCESSION 

NUMBER 


8404100293 
84041 10307 
84041 10493 
8404130010 
8404130246 

8404130322 

8404160027 

8404160030 

8404160210 

8404160223 

8404160226 
8404160229 
84041 60230 
84041 70142 
84041 70203 

8404170233 

8404170244 

8404170246 

8404170257 

8404170271 

8404180323 
84041 90043 
8404190063 
8404190116 
8404190172 

8404200017 

8404200022 

8404200024 

8404200053 

8404230012 

8404230057 

8404230062 

8404230066* 

8404230118 

0404230119 

8404230123* 

8404230336 

0404230420 

8404230427* 

8404230435* 

8404230437* 

8404230440* 

8404240233 

6404240245* 

8404240251* 

8404240349 

8404240449 

8404240477 

8404240495 

8404250088 

8404260237* 

8404260471 

8404300044 

8404190152* 

8404020014 

8404020021 

8404020032 

8404020067 

8404030252 

8404030356 

8404030367 
8404030442 
8404090433 
8404 1 00331 
8404100339 

8404100358 

8404120278 

8404120309 

8404130071 

8404130077 

8404130247 

8404130290 

8404160014 

840417011,1 

8404170139 

8404180372 

8404180392 

8404190039 

8404190102 

8404190111 

8404190251 

8404190302 

8404190309 

8404190331 

8404190349 


SUBJECT 

CATEGORY 


50-322 Q 
50-206 S 
50-322 G 
TOPREP 
50-206 S 

50-322 A 
50-322 G 
50-206 S 
50-322 G 
50-322 G 

50-322 G 
50-322 0 

50-322 G 
50-322 S 
50-206 S 

50-322 A 
50-322 G 
50-322 G 
50-322 G 
50-322 G 

50-206 S 
50-322 G 
50-322 G 
50-322 G 
50-322 G 

50-322 G 
50-322 G 
50-322 G 
50-322 G 
50-322 G 

50-206 S 
50-322 G 
50-322 G 
50-322 G 
50-322 A 

50-322 A 
50-322 G 
50-322 T 
50-322 T 
50-322 T 

50-322 T 
50-322 T 
50-322 G 
50-322 G 
50-322 G 

50-322 Q 
50-322 G 
50-322 G 
50-322 G 

70- 2884 

50-322 Q 
50-322 T 

71- 5939 
FQIA 

50-382 A 

50-382 A 
50-382 Q 
50-382 E 
50-382 A 
50-382 S 

50-382 S 
50-382 Q 
50-382 G 
50-382 S 
50-382 S 

50-382 S 
50-382 A 
50-382 A 
50-382 G 
50-382 Q 

50-382 S 
50-382 S 
50-382 F 
50-382 Q 
50-382 Q 

50-382 E 
50-382 F 
50-382 A 
50-382 S 
50-382 S 

50-382 S 
50-302 S 
50-382 S 
50-382 S 
50-382 Q 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8404190358 

50-382 

A 


8404190362* 

50-382 

A 


8404190401 

50-382 

E 


8404200137 

50-382 

S 


8404200210 

50-382 

s 


8404200294 

50-382 

s 


8404200320 

50-382 

F 


8404200324* 

50-382 

F 


8404230036 

50-382 

E 


8404230080 

50-382 

E 


8404260156 

50-382 

A 


8404260186 

50-382 

A 


8404260192 

50-382 

S 


8404260198 

50-382 

S 


8404260202 

50-382 

S 


8404260204 

50-382 

E 


8404260252 

50-382 

S 


8404260272 

50-382 

s 


8404260303 

50-382 

Q 


8404260312 

50-382 

D 


8404270040 

50-382 

D 


8404300095 

50-382 

A 

Louisiana^ State oF 

8404190233 

50-458 

0 

Lower Alloways Creek# NJ 

8404300076 

MISC 


Lunar Radiation Corp. 

84042 50098 

PRM 


M. D. Anderson Hosp. # Houston# TX 

8404040195 

PRK 



6404200370* 

CONTRACT 


M. R. Powell S< A. S, Blum# MDs 

84040401S4 

PRM 


M. W. Kellogg Co, 

8404180367* 

50-275 

P 

MCB Information Services# Inc. 

8404270152* 

CONTRACT 


MPR Associates# Inc. 

8404130190* 

CONTRACT 


Madison Gas it Electric Co 

8404030382* 

50-305 

I 

Madison. IN 

8404040139* 

CONTRACT 


Maine Yankee Atomic Power Co. 

8404030272 

50-309 

P 


8404060218 

50-309 

R 


8404100108 

50-309 

P 


8404100200 

50-309 

P 


84041 10126 

50-309 

Q 


8404 1 30022 

50-309 

P 


8404160003 

50-309 

P 


8404160008* 

50-309 

P 


8404160194 

50-309 

Q 


8404170002 

50-309 

P 


8404170252 

50-309 

P 


8404170273* 

50-309 

P 


8404170346 

50-309 

F 


8404 1 70430 

50-309 

G 


8404190364* 

50-309 

Q 


8404200317 

50-309 

P 


8404200328 

50-309 

P 


8404200329* 

50-309 

P 


8404230185 

50-309 

I 


8404240230 

50-309 

P 


8404240257 

50-309 

F 


8404300012 

SO-309 

F 


B404300162 

50-309 

S 

Maine# State of 

84041 10373 

WASTE MGT 


84041 10553* 

COMMISSION 

Mai line krod t# Inc 

8404300166 

71-507 



8404300167* 

71-507 


Marsh ^ McLennan# Inc. 

8404030157 

50-315 

J 


8404030161 

50-483 

J 


8404030194 

50-244 

J 


8404030203 

50-213 

J 


8404030218 

50-293 

J 


8404030398 

50-245 

J 


8404110229 

50-219 

J 


84041 10236 

TOPREP 



84041 10246 

TOPREF 



84041 10285 

TOPREP 



8404240028 

70-1257 


Marubeni America Corp. (subs, of Marubeni 

8404240244* 

XPORTLIC 


Corp. > 





8404240527 

XPORTLIC 



8404240530* 

XPORTLIC 



8404250150 

XPORTLIC 



8404250151* 

XPORTLIC 


Maryland# Univ. of# College Park. MB 

B4042 40411* 

CONTRACT 



8404240549* 

CONTRACT 


Massachusetts Institute of Technology# 

8404050100* 

50-322 

T 

Cambridge# MA 




Massachusetts# Commonwealth of 

8404100161 

50-443 

G 

Maxima Corp. 

8404020236* 

CONTRACT 



8404170029* 

CONTRACT 



8404170307* 

CONTRACT 
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AUTHOR 

AFFILIATION 


Mayo Clinici Rochesteri MN 
McDermott/ Inc. 

McQrauf-Hill Publications Co. 
Meckelburg^ R. L. MD 
Mecklenburg County/ NC 


Mercer Univ. 

Mercy Hosp. / Sacramento/ CA 
Metcalf & Eddy, Inc. 

Metropolitan Edison Co. 


Metrotec, Inc. 

Michael Reese Hosp. & Medical Center, 
Chicago, XL 
Microform, Inc. 

Middle South Services, Inc. 

Miles Laboratories, Inc., Miles Research 
Div. 

Minerals Exploration Co. (subs, of Union 
Oil Co. of California) 

Minnesota, State of 

Mississippi Power & Light Co. 


ACCESSION 

NUMBER 


84040 40 184 
B404030383 
8404230017 
8404110288 
8404190150# 

8404190159# 

8404190166# 

8404190171# 

8404190179# 

8404190187* 

8404190194# 

8404190201# 

8404090133# 

8404160113 

8404040051# 

8404060018 

8404060031 

8404060043 

8404060399 

8404060402 

8404060415 
8404090446 
8404160212 
8404160216# 
04041 60220# 

84041 90037 

8404240285 

8404240469 

8404240472# 

8404260496 

8404020232# 

8404030530 

8404190017# 

8404180155 

8404030530 


8404090487 

84041 00409 
8404090285 
8404090425 
8402280545 

8403070262 

8404020162 

8404020168* 

8404030240 

8404030240 

8404030486 
8404030502 
840403051 1* 
8404040067# 
8404040069# 

8404040071# 

8404040074# 

8404040081 

8404050084 

8404050132 

8404050512 

8404060132 

8404060247 

8404060304# 

8404060343 

8404060386 

8404090279 

8404090344 

8404090393 

8404100166 

8404100268 
84041 10210 
84041 10210 
84041 10244 
84041 10244 

84041 10374# 
84041 10374* 
8404120047 
8404120052# 
840412021 1 

8404120302 
84041 20303-# 
8404130333 
84041 30334# 
84041 60007 

8404160007 
84041 60108 


SUBJECT 

CATEGORY 


PRH 

50-13 J 
50-289 P 
PRK 

50-413 T 

50-413 T 
50-413 T 
50-413 T 
50-413 T 
50-413 T 

50-413 T 
50-413 T 
FQIA 
PRM 

50-456 A 

50-289 G 
50-289 G 
50-289 G 
50-289 G 
50-289 0 

50-289 G 
50-289 G 
50-289 G 
50-289 G 
50-289 G 

50-289 G 
50-289 G 
50-289 G 
50-289 G 
50-289 G 

CONTRACT 

PRM 

CONTRACT 

PR 

PRM 


40-8348 

40-8584 
WASTE MGT 
WASTE MGT 
50-416 P 

50-416 P 
50-416 P 
50-416 P 
50-416 J 
50-416 J 

50-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 P 

50-416 P 
50-416 P 
TOP REP 
50-416 S 
50-416 S 

50-416 F 
50-416 Q 
50-416 S 
50-417 Q 
50-416 P 

50-416 S 
50-416 S 
50-416 S 
50-416 S 
50-416 S 

50-416 S 
50-416 P 
50-416 P 
50-416 P 
50-416 P 

50-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 S 

50-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 S 

50-416 S 
50-416 S 


AUTHOR ACCESSION SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


8404160117 

50-416 S 


8404160117 

50-416 S 


8404170128 

50-416 S 


84041 70227 

50-416 F 


84041 70227 

50-416 F 


84041 70385 

50-416 S 


8404180364 

50-416 P 


8404180393 

50-416 R 


8404190190 

50-416 P 


8404200136 

50-416 P 


8404200230 

50-416 S 


8404200230 

50-416 S 


8404230052 

50-416 P 


8404240430 

50-416 S 


8404240436# 

50-416 S 


8404250026 

50-416 P 


8404260170 

50-416 S 


8404260491 

50-416 G 


8404270034 

50-416 S 


8404300102 

50-416 P 

Mississippi. State of 

8404030531 

WASTE MGT 

Missouri, Univ. of, Columbia, MO 

8404120434 

40-8801 

Missouri, Univ. of, Rolla, MO 

8404030408 

50-123 F 

Mitsubishi International Corp. (subs, of 

8404130532* 

XPORTLIC 

Mitsubishi Corp. > 




8404170015 

XPORTLIC 

Mitsui 8? Co. (USA), Inc. (subs, of Mitsui 

8404110503 

XPORTLIC 

& Co. , Ltd. ) 




8404230211# 

XPORTLIC 


8404250108* 

XPORTLIC 

Montesano, WA 

8404110167* 

CONTRACT 

Montgomery, B. L. 

8404190342 

50-322 G 

Morrison-Knudsen Co,, Inc. 

8404100270 

QA999 


8404270239* 

WASTE MGT 


8404270243* 

WASTE MGT 

Mt. Sinai Hosp,, Milwaukee, WI 

8404250132 

PRM 

Murphy St Davenport 

8404170451 

WASTE MGT 

NUS Corp. 

8403080014 

50-460 A 


8404190421 

FOIA 

NUSAC, Inc. 

8404050434* 

CONTRACT 

NUTECH Engineers, Inc. 

8404060151* 

50-325 P 


8404090273* 

50-237 P 


8404090273* 

50-237 P 


8404090278* 

50-237 P 


8404090278* 

50-237 P 


8404190247* 

50-366 P 

National Aeronautics Space Admin. 

8404040193 

PR 

National Nuclear Corp. 

8404240030 

XPORTLIC 

National Parks Association 

8404160157 

WASTE MGT 

National Research Council 

8404110372 

WASTE MGT 

National Technical Systems 

8404100333* 

50-352 E 

Natural Resources Defense Council 

8404090425 

WASTE MGT 

Nebraska Public Power District 

8404090370 

50-298 Q 


8404090373* 

50-298 Q 


8404100146 

50-298 P 


8404160082 

50-298 P 


8404160089* 

50-298 P 


8404160155 

50-298 F 


8404160160* 

50-298 F 


8404160168* 

50-298 F 


8404170299 

50-298 P 


8404170357 

50-298 F 


8404200075 

50-298 F 


8404200251 

50-298 J 


8404240211 

50-298 F 


8404240217* 

50-298 F 

Netherlands, Govt, of 

8404190108* 

FOIA 

Nevada, State of 

8404060006 

WASTE MGT 


8404060007 

WASTE MGT 


8404090372 

PR 


8404170451 

WASTE MGT 


8404180149 

PR 

Neui England Coalition on Nuclear 

8404240444 

50-443 G 

Pollution 



New Hampshire, State of 

8404130144 

50-443 0 


8404130144 

50-443 G 


8404130149* 

50-443 G 


8404130149* 

50-443 G 

New Jersey, State of 

8404020017 

50-354 G 


8404020025* 

50-354 G 


8404040110 

50-354 G 


84040401 13# 

50-354 G 


8404230059 

50-354 G 


8404230064* 

50-354 G 


8404230100 

50-354 G 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Neiu Mexico Institute of Mining & 

8404090494* 

WASTE MOT 


3404190201* 

50-413 

T 

Technology. Socorro, NM 





8404190201* 

50-413 

T 

Neu; York. State Univ. of. Buffalo. NY 

8404170003 

50-57 

R 

North Memorial Medical Center, Minneapol 

84040 90378 

REGGD 


Neu# York. State of 

8404020229* 

50-247 

F 

is, MN 





8404020237* 

50-247 

U 

Northeast Nuclear Energy Co. (subs, of 

8404020049 

50-423 

A 


8404060019 

50-322 

G 

Northeast Utilities) 









8404020147 

50-213 

P 


8404090406 

50-322 

G 






8404090430 

50-322 

G 


8404020147 

50-213 

P 


8404100490 

50-322 

G 


8404020147 

50-213 

P 


8404170539 

50-322 

G 


B4040 20147 

50-213 

P 


8404170548 

50-322 

G 


B404030204 

50-336 

S 






8404030296 

50-336 

s 


8404170550* 

50-322 

G 






8404180342 

50-322 

G 


8404030406 

50-423 

E 


8404230063 

50-322 

G 


8404030406 

50-423 

E 


8404250259 

50-322 

G 


8404030411 

50-423 

E 


8404250265 

50-322 

G 


8404030413* 

50-423 

E 






8404030420 

50-423 

E 

Meuiman S'. Holtzinger 

84041 10099 

50-556 

0 






8404160209 

50-250 

G 


8404030497 

50-245 

P 


8404170529 

50-498 

G 


8404030510 

50-213 

P 


8404170529 

50-498 

G 


8404030510 

50-213 

P 


8404170551 

50-498 

G 


8404030510 

50-213 

P 






8404030514 

50-423 

E 


8404170551 

50-498 

G 






8404190490 

FOIA 



8404030535* 

50-213 

P 

Niagara Mohau/k Power Corp. 

8403220073 

50-410 

Q 


8404030548 

50-423 

A 


8403220076* 

50-410 

Q 


S4040 50234 

50-423 

A 


8404030101 

50-410 

S 


8404050247 

50-423 

E 






S404060114 

50-336 

P 


8404030107 

50-410 

S 






8404030113 

50-410 

S 


8404060118 

50-245 

Q 


8404030114 

50-220 

P 


8404060141 

50-423 

E 


8404030147 

50-410 

A 


8404060188 

50-245 

P 


8404030156* 

50-410 

C 


8404090244 

50-423 

S 






8404090299 

50-336 

P 


8404030159* 

50-410 

K 






8404030162 

50-410 

S 


B404090301* 

50-336 

P 


8404030270 

50-220 

S 


8404100018 

50-213 

Q 


8404030285 

50-410 

S 


8404100018 

50-213 

Q 


8404030415 

50-220 

P 


8404100018 

50-213 

Q 






8404100018 

50-213 

Q 


8404030421* 

50-220 

P 






8404030426* 

50-220 

P 


8404100095 

50-245 

F 


8404030543 

50-410 

s 


8404100390 

50-423 

G 


8404050265 

50-220 

F 


84041 10182 

71-9001 



8404060109 

50-410 

S 


8404120154 

50-423 

A 






8404130400* 

50-213 

P 


8404060182 

50-410 

A 






8404060315 

50-220 

P 


8404160064 

50-336 

Q 


8404060321* 

50-220 

P 


8404160171 

50-336 

Q 


8404060382 

50-410 

A 


8404170294 

50-245 

R 


8404090375 

50-280 

S 


8404180136 

PR 







8404180201 

50-336 

P 


8404090375 

50-280 

S 






8404090375 

50-280 

S 


8404180212* 

50-336 

P 


8404160039 

50-410 

C 


8404180358 

50-336 

P 


8404160070 

50-410 

A 


8404180362* 

50-336 

P 


8404170075 

50-220 

R 


8404190002 

50-423 

A 






8404190126 

50-423 

C 


8404170131 

50-410 

Q 






8404170154 

50-220 

F 


8404190221 

50-336 

P 


8404190381* 

50-220 

Q 


8404190225 

50-423 

E 


84041 90387* 

50-220 

Q 


8404190252 

50-423 

F 


8404200303* 

50-220 

F 


8404190258* 

50-423 

F 






8404190266 

50-213 

F 


8404230138 

50-220 

P 






8404240166 

50-410 

S 


8404190304 

50-245 

P 


8404240452 

50-220 

P 


8404190315* 

50-245 

P 


8404240455* 

50-220 

P 


8404200174 

50-245 

P 


8404240458* 

50-220 

P 


8404200217 

50-423 

E 






8404200229 

50-423 

A 


8404250003 

50-220 

8 






8404260131 

50-410 

Q 


8404200238 

50-336 

P 


8404260136 

50-410 

0 


8404200318 

50-245 

F 


8404260187 

50-410 

S 


8404240029 

50-336 

S 


8404260304 

50-220 

P 


8404240071 

50-336 

S 






8404240132 

50-423 

s 

No-r-th American Insp, 

8404110223 

71-514 







84041 10225* 

71-514 



8404240141 

50-336 

s 

NoT'th Carolina Municipal Power Agencies 

8404200031 

50-400 

G 


8404240172 

50-336 

s 


8404200031 

50-400 

G 


8404240185 

50-336 

s 


8404200055 

50-400 

G 


8404240189 

50-423 

A 






8404240293 

50-336 

s 


8404200055 

50-400 

G 





NoT‘’fch Carolina. State of 

8404090372 

PR 



8404240344 

50-423 

E 


8404130029 

70-1113 



8404240354 

50-336 

S 


8404190150* 

50-413 

T 


8404250004 

50-423 

E 


8404190159* 

50-413 

T 


8404250011 

50-423 

E 






8404250014 

50-423 

E 


8404190159* 

50-413 

T 






8404190166* 

50-413 

T 


8404250020 

50-423 

A 


8404190166* 

50-413 

T 


8404250022 

50-423 

E 


8404190171* 

50-413 

T 


8404250029 

50-423 

E 


8404190171* 

50-413 

T 


8404250039 

50-423 

E 






8404260178 

50-423 

F 


8404190179* 

50-413 

T 






8404190179* 

50-413 

T 


8404300006 

50-245 

P 


8404190194* 

50-413 

T 

Northeast Utilities 

7901300105 

50-336 

Q 


8404190194* 

50-413 

T 


8404020049 

50-423 

A 



574 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Northeast Utilities Service 
Northeast Utilities) 


Northern States Pouieir Co. 


Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

6404020147 

50-213 

P 

8404020147 

50-213 

P 

6404020147 

50-213 

P 

6404030204 

50-336 

S 

6404030209 

50-423 

s 

B40403029S 

50-336 

s 

6404030406 

50-423 

E 

8404030406 

50-423 

E 

8404030411 

50-423 

E 

8404030413# 

50-423 

E 

8404030420 

50-423 

E 

6404030470 

50-423 

S 

8404030497 

50-245 

P 

8404030510 

50-213 

P 

8404030510 

50-213 

P 

6404030510 

50-213 

P 

8404030514 

50-423 

E 

0404030533 

50-423 

s 

8404030535* 

50-213 

P 

8404030539# 

50-213 

P 

6404030548 

50-423 

A 

6404050234 

50-423 

A 

8404050241* 

50-423 

A 

6404050247 

50-423 

£ 

8404060114 

50-336 

P 

8404060118 

50-245 

Q 

8404060188 

50-245 

P 

8404090244 

50-423 

S 

8404090299 

50-336 

P 

8404090302 

50-423 

S 

6404100018 

50-213 

Q 

8404100016 

50-213 

Q 

B4041 00095 

50-245 

F 

8404100354 

50-29 

I 

B4041 00390 

50-423 

G 

84041 10182 

71-9001 


9404120154 

50-423 

A 

8404 130400# 

50-213 

P 

8404160064 

50-336 

Q 

8404180201 

50-336 

P 

8404180358 

50-336 

P 

8404190002 

50-423 

A 

8404190126 

50-423 

C 

8404190136# 

50-423 

C 

8404190221 

50-336 

P 

8404190225 

50-423 

E 

8404190252 

50-423 

F 

8404190266 

50-213 

F 

8404190304 

50-245 

P 

8404200174 

50-245 

P 

6404200217 

50-423 

E 

8404200229 

50-423 

A 

8404200238 

50-336 

P 

8404200318 

50-245 

F 

8404240029 

50-336 

s 

8404240071 

50-336 

S 

8404240132 

50-423 

s 

8404240141 

50-336 

s 

8404240172 

50-336 

s 

8404240185 

50-336 

s 

8404240189 

50-423 

A 

8404240293 

50-336 

s 

8404240344 

50-423 

E 

6404240354 

50-336 

S 

6404250004 

50-423 

E 

6404250011 

50-423 

E 

6404250014 

50-423 

E 

8404250020 

50-423 

A 

8404250022 

50-423 

E 

8404250029 

50-423 

E 

8404250039 

50-423 

E 

8404300006 

50-245 

P 

8404030508# 

50-245 

P 

8404100354 

50-29 

I 

8404160171 

50-336 

Q 

8404170294 

50-245 

R 

8404170423* 

50-213 

R 

8404180136 

PR 


84032 3003S 

50-263 - 

I 

8403230035 

50-263 

I 

8404020218 

50-282 

F 

8404060190 

50-232 

R 

8404060190 

50-282 

R 

8404060219 

50-263 

R 


AUTHOR 

AFFILIATION 


Norton* Burke* Berryi it French 

NuPath* P. C. 

Nuclear Assurance Corp. 

Nuclear Awareness Network 
Nuclear Control Institute 
Nuclear Energy Liability Insurance 
Association 

Nuclear Energy Service* Inc. 


Nuclear Fuel Services* Inc. (subs, of 
Oetty Oil Co. ) 


Nuclear Information & Resource Service 


Nuclear Packaging* Inc. 


Nuclear Pharmacies International* Inc. 


Nuclear Pharmacy* Inc. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY j 

8404060241 

50-263 

P 

8404060244# 

50-263 

P 

8404060248* 

50-263 

P 

8404060281 

50-263 

P 

8404090251 

50-263 

P 

8404090296 

50-282 

P i 

8404090296 

50-282 

p 

8404090321 

50-263 

Q 

8404100190 

50-263 

P 

8404100193* 

50-263 

P 

8404100198* 

50-263 

P 

84041 10133 

50-282 

P 1 

84041 10291 

50-263 

P 

84041 10293* 

50-263 

P 

8404130227 

50-282 

F 

8404 130277 

50-282 

P 

8404130277 

50-282 

P j 

8404130289* 

50-282 

P 

8404130289* 

50-282 

P 

8404130294* 

50-282 

P 

8404130294# 

50-282 

P 

8404160056 

50-282 

F 

8404160056 

50-282 

F 

8404160071* 

50-282 

F 

8404190193 

50-263 

P 

8404190200* 

50-263 

P 

8404190255 

50-263 

R 

8404200315 

50-263 

S 

8404240399 

50-263 

P 

8404040366 

50-275 

G 

8404030358 

PRM 


84041 10295 

50-266 

P 

8404190462 

50-482 

A 

8404250169 

PR 


8404030244 

50-358 

J 

8404100021 

71-512 

i 

1 

8404100026* 

71-512 

j 

8404100033* 

71-512 

i 

8404060075 

70-143 


0404060324 

70-143 


8404090486 

70-143 


8404100551 

70-143 


8404110241 

70-143 


84041 10243* 

70-143 


B4041 10483 

70-143 


0404130051 

70-143 


8404300048 

70-143 


8404300052 

70-143 


8404300301 

70-143 


8404300306 

70-143 


0404030437* 

50-275 

0 5 

8404050058 

FOIA 


0404180281 

FQIA 


8404020202 

WASTE MGT 

8404020209* 

WASTE MOT 

8404020216 

WASTE MOT 


8404040241* 

71-9181 


8404040244a 

71-9181 


8404060008 

WASTE MOT f 

84041 10370* 

71-9184 


84041 103B0* 

71-9184 


0404300005* 

71-9181 


8404300007* 

71-9181 


8404260031* 

FOIA 


8404260037* 

FOIA 

1 

8404260043* 

FOIA 


8404260046* 

FOIA 

'i 

B404260050* 

FOIA 

"J 

8404260078* 

FOIA 

'1 

8404260091* 

FOIA 


8404260094* 

FOIA 


8404260098* 

FOIA 

: 

7903070167* 

FOIA 


7903300420* 

FOIA 

j 

7904240582* 

FOIA 


7905310154* 

FOIA 


7907130231* 

FOIA 


7908220234* 

FOIA 


7909130222* 

FOIA 


8002120172* 

FOIA 


8002120330* 

FOIA 


8003120008* 

FOIA 


80071 50278* 

FOIA 

,1 




CORPORATE SOURCE INDEX 


575 


AUTHOR 

AFFILIATION 


Nuclear Sources Services, Inc. 
Nuclear Utility Fire Protection Group 

Nuclear Utility Task Action Committee 


O^Connor Hannan 
O'Neill, J. 


Jak Ridge Associated Univs. 
ilak Ridge National Laboratory 


ffice of Management 8< Budget 


*iia Citizens for Responsible Energy 
lio State Univ, , Columbus, OH 

naha Public Power District 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


AFFILIATION 

NUMBER 

CATEGORY 

6010100016* 

FOIA 




8404100271 

50-285 

F 

6011050374# 

FOIA 




8404100288 

50-285 

P 

8012050094* 

FOIA 




84041 10017 

50-285 

G 

6104080632* 

FOIA 




8404120197 

50-285 

P 

6404030056* 

FOIA 




8404130019 

50-285 

P 

6404090020* 

FOIA 




8404130043 

50-285 

G 

8404090024* 

FOIA 




8404130107 

50-285 

G 

8404090028* 

FOIA 




8404130167 

50-285 

P 

8404090043* 

FOIA 




8404130170* 

50-285 

P 

8404090044* 

FOIA 




8404130243 

50-285 

G 

6404090047* 

FOIA 




8404130326 

50-285 

J 

8404090049* 

FOIA 




8404170130 

50-205 

S 

8404090051* 

FOIA 




8404190163 

50-285 

R 

8404090053* 

FOIA 




8404190238 

50-285 

S 

8404090056* 

FOIA 




8404190263 

50-285 

G 

8404090062* 

FOIA 




8404190383 

50-285 

S 

8404090066* 

FOIA 


Orrick, 

Herrington Sutcliffe 

8404100503 

50-445 

G 

8404090068* 

FOIA 


Ossin in 

g, NY 

8404050067 

50-247 

H 

8404090108* 

FOIA 


Pacif ic 

Air Products Co. 

8404120307 

50-220 

S 

8404090112* 

FOIA 


Pacific 

Gas Electric Co. 

8403120006 

50-275 

G 

8404090115* 

FOIA 




8404020036 

50-275 

P 

8404090119* 

FOIA 




8404020074 

50-275 

E 

8404090132* 

FOIA 




8404020076 

50-275 

S 

8404090138* 

FOIA 




8404020097 

50-275 

P 

8404090151* 

FOIA 




8404020122 

50-275 

P 

8404090152* 

FOIA 




8404020129 

50-275 

s 

8404090155* 

FOIA 




8404020129 

50-275 

s 

8404090157* 

FOIA 




8404020136 

50-275 

P 

8404090163* 

FOIA 




8404030051 

50-275 

G 

8404090167* 

FOIA 




8404030051 

50-275 

G 

8404090170* 

FOIA 




8404030079* 

50-275 

0 

8404090177* 

FOIA 




8404030079* 

50-275 

G 

8404090181* 

FOIA 




8404030166 

50-275 

U 

8404030540 

PR 




8404030166 

50-275 

V 

8404180506# 

MISC 




8404030213* 

50-275 

G 

8404100172* 

50-348 

F 



8404030219 

50-275 

E 

8^04100176* 

50-348 

F 



8404030225* 

50-275 

E 

8404100179* 

50-348 

F 



8404030444 

50-275 

E 

8404100181# 

50-348 

F 



0404030455 

50-275 

F 

8404160129* 

50-440 

A 



8404030455 

50-275 

F 

8404270102* 

50-277 

P 



8404040366 

50-275 

G 

8404030056# 

FOIA 




8404040366 

50-275 

G 

8404060413 

50-155 

G 



8404040370* 

50-275 

G 

8404190164 

50-155 

G 



8404040370* 

50-275 

G 

8404230005 

50-155 

G 



8404040386* 

50-275 

G 

8404240126 

50-153 

G 



8404040390* 

50-275 

G 

8404270268 

50-155 

G 



8404040390* 

50-275 

G 

8404110247* 

40-2061 




8404040391* 

50-275 

6 

8404020225 

NUREG 




8404040391* 

50-275 

G 

8404020260 

NUREG 




8404040393# 

50-275 

G 

8404020263 

NUREG 




8404040393* 

50-275 

0 

8404020277 

NUREG 




8404040410* 

50-275 

C 

8404030564 

NUREG 




8404040410* 

50-275 

G 

8404090145 

NUREG 




8404040412* 

50-275 

G 

8404100524 

NUREG 




8404040412* 

50-275 

G 

8404100531 

NUREG 




8404040413* 

50-275 

G 

8404160218 

NUREG 




8404040413* 

50-275 

G 

8404180403 

NUREG 




8404040414# 

50-275 

G 

8404240487 

50-317 

P 



8404040417* 

50-275 

0 

8404240507 

50-317 

P 



8404040417* 

50-275 

G 

8404300067 

NUREG 




8404040419* 

50-275 

G 

8404020213 

ORG 




8404040419* 

50-275 

G 

8404060009 

ORG 




8404040421* 

50-275 

G 

8404060010 

ORG 




8404040421* 

50-275 

G 

8404060012 

ORG 




8404040423* 

50-275 

6 

8404060013 

ORG 




8404040423* 

50-275 

G 

8404060014 

ORG 




8404050318* 

50-275 

P 

8404060020 

ORG 




8404050323* 

50-275 

p 

8404060022 

ORG 




8404090168 

50-275 

F 

8404060025 

ORG 




8404090168 

50-275 

p 

8404060029 

ORG 




8404090414 

50-275 

G 

8404060032 

ORG 




8404090491* 

50-275 

G 

8^04060035 

ORG 




8404090491* 

50-275 

G 

8404040059 

50-440 

G 



8404100107 

50-275 

F 

8404040207 

PRM 




8404100150 

50-275 

S 

8404030287 

50-285 

P 



8404100214 

50-133 

Q 

8404030447 

50-285 

P 



8404100284 

50-275 

G 

8404050207 

50-285 

S 



84041 00353 

50-275 

P 

8404060161 

50-285 

P 



8404100371 

50-275 

Q 

8404060328 

50-285 

s 



84041 00371 

50-275 

Q 

8404090238 

50-285 

Q 



84.04120056 

50-275 

P 

8404100170 

50-285 

S 



8404120059* 

50-275 

P 

8404100196 

50-285 

Q 



8404120061* 

50-275 

P 

8404100227 

50-285 

S 



8404120089 

50-275 

P 

8404100240 

50-285 

S 



8404 120098* 

50-275 

P 


576 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Palmetto Alliance 


Parameter) Inc. 

Pathfinder Mines Corp. 
Pennsylvania Power S: Light Co, 


ACCESSION 

NUMBER 


8404120111* 50-275 

8404120166 

50-275 

8404120169* 50-275 

8404 120 173* 50-275 

8404120308 

50-275 

8404120310* 50-275 

84041 203 12h 

» 50-275 

8404130003 

50-275 

8404130003 

50-275 

8404130009 

50-275 

8404130168 

50-275 

8404160033 

50-133 

8404160040 

50-275 

8404160040 

50-275 

8404170116 

50-275 

8404170158 

50-275 

8404170158 

50-275 

8404170189 

50-275 

8404170189 

50-275 

8404170453 

50-275 

8404170453 

50-275 

8404170454 

50-275 

8404170466 

50-275 

8404180182 

50-275 

8404180182 

50-275 

8404180370* 

50-275 

8404190003 

50-275 

8404190124 

50-275 

8404190224 

50-275 

8404200020 

50-275 

8404200020 

50-275 

8404200027* 

50-275 

8404200027* 

50-275 

8404200049 

50-275 

8404200052 

50-275 

8404200192 

50-275 

8404240456 

50-133 

8404260495 

50-275 

8404270210 

50-275 

8404300136 

50-275 

8404300137* 

50-275 

8404300137* 

50-275 

8404300207 

50-275 

8404060065 

50-413 

8404100164* 

50-413 

8404170261 

50-413 

8404170470 

50-413 

8404170470 

50-413 

8404230056 

50-413 

8404230056 

50-413 

8404230098 

50-413 

8404230098 

50-413 

8404260089 

50-413 

8404020099* 

50-275 

8404020105* 

CONTRACT 

8404050138 

40-2259 

8404060319 

40-6622 

8404100116 

40-2259 

8404020018 

50-387 

8404030103 

50-387 

8404030234 

50-387 

8404030266 

50-387 

8404030350 

50-387 

0404030463 

50-388 

8404040283 

50-387 

8404050077 

50-387 

8404090136 

50-388 

8404090137* 

50-388 

0404090210 

50-387 ; 

8404090326 

50-388 1 

8404100191 

50-387 ! 

8404100303 

50-387 ! 

8404100335 

50-388 1 

8404100355 

50-387 ‘ 

8404100388 

50-387 ‘ 

8404120094 

50-387 f 

8404120203 

50-387 £ 

84041 20294 

50-387 f 

8404130105 

50-388 F 

8404130110* 

50-388 F 

8404130114* 

50-388 F 

8404130284 

50-387 F 

8404130284 

50-307 P 

8404130287* 

50-387 P 


Q 

Q 

Q 

Q 

G 

G 

P 

E 

P 

P 

P 

P 

G 

P 

F 

F 

F 

F 

S 

F 

S 

P 

G 

F 

Q 

Q 

Q 

S 

G 

N 

G 

T 

T 

G 

G 

T 

T 

G 

P 


S4041 30287# 50-387 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Pennsylvania Power Co 

Pennsylvania Radiological Society 
Pennsylvania State Univ. ) University 
Park. PA 

Pennsylvania, Commonwealth of, 


Pharmaco Nuclear, Inc, 


Pharmatopes. Inc, 


84041 3029 I* 

8404130291* 

8404130339 

8404130339 

8404160134 

8404160145 
8404160145 
8404160202 
8404170074 
84041 70074 

8404170150 
8404170181 
8404 180002 
8404240125 
8404240235 

8404240281 

0404240286 

8404240311 

8404240360 

8404240394 

8404260298 

8404030182 

8404050400 

8404250132 

8404030014* 


8404090173 

8404170541 

8404240500 

7903090191* 

7905240171* 

7906220475* 

7908300606* 

7911140248* 

8002010149* 

8002190697* 

8003120003* 

8003210435* 

8007150384* 

8007150733* 

8007160209* 

8012100639* 

8103100038* 

8104160704* 

8404090089* 

8404090097* 

8404090102* 

8404090106* 

8404090111* 

8404090184* 

8404090185* 

8404090187* 

8404090198* 

8404090202* 

8404090203* 

8404090206* 

8404260026* 

8404260029* 

8404260048* 

8404260052* 

8404260053* 

8404260056* 

8404260061* 

8404260063* 

8404260067* 

8404260071* 

8404260072* 

8404260074* 

8404260082* 

8404260088* 

8404260096* 

8404260102* 

8404260115* 

8404260116* 

8404260129* 

0404260135* 

8404260140* 

8404260155* 

7905020494* 

7905020504* 

7907120390* 

8006130365* 

8011140262* 

8012310479* 

8103300249* 


50-387 P 
50-387 P 
50-387 p 
50-387 P 
50-388 P 

50-387 S 
50-387 S 
50-388 P 
50-387 S 
50-387 S 

50-387 P 
50-388 S 
50-387 S 
50-387 S 
50-387 S 

50-387 S 
50-387 S 
50-387 S 
50-387 S 
50-388 S 

50-387 F 
50-388 S 
50-369 F 
PRM 

CONTRACT 


50-289 U 
50-289 H 
50-352 G 
FOIA 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 
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Ph iladelphia 


AUTHOR 

AFFILIATION 


Electric Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


6404090154* FOIA 
8404090182# FOIA 
84042A0018# FOIA 
8404260027# FOIA 
8404260092# FOIA 


8404260095# 
8404260110# 
84042601 12# 
8404020063 
8404020265 

8404020265 

8404030098 

8404030098 

8404030100 

8404030106# 

8404030106* 

8404030108# 

8404030108# 

8404030188 

8404040062 

8404040156 

8404040156 

8404040159# 

8404040159# 

8404050083 

8404050083 

8404050090 

8404050337 

8404060100 

8404060100 

8404060110 
84040601 10 
8404090120 
8404090120 
8404090339 

8404090339 

8404090394# 

8404100005 

8404100035 

8404100189 

8404100215 
8404100215 
84041 00228 
8404100234 
8404100241 

8404100283 
8404100283 
8404100296 
8404100296 
84041 10008 

84041 10008 
84041 10237 
84041 10348 
84041 10348 
84041 10584 

84041 10584 
8404 1 10594 
84041 10594 
84041 10596# 
84041 10596# 

8404130017 

8404160021 

8404160021 

8404170014 

8404170014 

8404170137 

8404170137 

8404170141 

8404170141 

8404170145 

8404170145 

8404170155 

8404170187 

8404170187 

8404170197# 

8404170197# 

8404170205# 

8404170205* 

8404170217 

8404170217 

8404170224# 

8404170224# 

8404170230# 

8404170275 

8404170275 


FOIA 

FOIA 

FOIA 

50-352 A 
50-352 T 

50-352 T 
50-352 A 
50-352 A 
50-352 G 
50-352 K 

50-352 K 
50-352 F 
50-352 F 
50-352 S 
50-352 0 

50-352 T 
50-352 T 
50-352 T 
50-352 T 
50-352 E 

50-352 E 
50-278 S 
50-352 F 
50-277 P 
50-277 P 

50-277 P 
50-277 P • 
50-352 G 
50-352 G 
50-277 R 

50-277 R 
50-277 Q 
70-2988 
50-277 Q 
50-352 E 

50-352 G 
50-352 0 

50-278 S 
50-352 A 
50-277 S 

50-352 D 
50-352 D 
50-352 E 
50-352 E 
50-352 A 

50-352 A 
50-277 J 
50-277 F 
50-277 F 
50-352 G 

50-352 G 
50-352 G 
50-352 G 
50-352 G 
50-352 G 

50-352 A 
50-352 G 
50-352 G 
50-352 S 
50-352 S 

50-352 A 
50-352 A 
50-352 A 
50-352 A 
50-352 S 

50-352 S 
50-277 Q 
50-277 P 
50-277 P 
50-277 P 

50-277 P 
50-277 P 
50-277 P 
50-352 T 
50-352 T 

50-352 T 
50-352 T 
50-277 Q 
50-352 G 
50-352 G 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8404170281 

8404170281 

8404170292 

8404170292 

8404170321 

8404170321 
84041 70335 
8404170335 
8404170355 
8404170355 

8404170406# 

8404170530 

8404170530 

8404190165 

8404190235 

8404190262 

8404190262 

8404190333# 

8404200144 

8404200188 

8404200281 

8404200302 

8404230053 

8404230053 

8404230174 

8404230174 

8404230176# 

8404230183# 

8404230183# 

8404230317 

8404230317 

8404230320# 

8404230320# 

8404240133 

8404240133 

8404240155 

8404240155 

8404240258 

8404240258 

8404240302 

8404240302 

8404240309 

8404240309 

8404240313 

8404240313 

8404240323# 

8404240323# 

8404240330# 

8404240330# 

8404240381 

8404240381 

8404240428 

8404240428 

8404240439 

8404240439 

8404240490 

8404240491 

8404240491 

8404260059 

8404260059 

8404270029 

8404270097 

8404270100 

8404270100 

8404270134 


50-352 A 
50-352 A 
50-352 A 
50-352 A 
50-277 Q 

50-277 Q 
50-352 A 
50-352 A 
50-352 A 
50-352 A 

50-277 Q 
50-352 A 
50-352 A 
50-277 R 
50-352 Q 

50-352 G 
50-352 G 
50-272 I 
50-277 Q 
50-277 S 

50-277 S 
50-277 S 
50-352 G 
50-352 G 
50-277 P 

50-277 P 
50-277 P 
50-277 P 
50-277 P 
50-352 T 

50-352 T 
50-352 T 
50-352 T 
50-352 G 
50-352 G 

50-352 F 
50-352 F 
50-352 G 
50-352 G 
50-277 S 

50-277 S 
50-352 Q 
50-352 Q 
50-277 P 
50-277 P 

50-277 P 
50-277 P 
50-277 P 
50-277 P 
50-352 A 

50-352 A 
50-352 S 
50-352 S 
50-352 G 
50-352 G 

50-277 F 
50-352 A 
50-352 A 
50-277 I 
50-277 I 

50-352 K 
50-352 I 
50-277 P 
50-277 P 
50-277 S 


8404300009 

8404300037 

Philadelphia Inquirer, Ph i ladelph ia, PA 8404190130 
Philadelphiaj PA 8404100492 

8404200051 


50-277 S 
50-277 P 
50-358 Q 
50-352 G 
50-352 G 


8404260482 

8404260482 

8404260494 

8404260494 

8404300148 


50-352 G 
50-352 G 
50-352 G 
50-352 C 
MISC 


Pickard, Louie 8/ Garrick, Inc. 
Pismo Beach, CA 
Planning Research Corp. 


8404190187# 

8404100157 

8404190187* 

8404190194# 

8404200133# 


50-413 T 
50-275 G 
50-413 T 
50-413 T 
CONTRACT 


Plateau Resources, Ltd. 

Portland Cement Association 
Portland General Electric Co. 


8404090443 

8404090447# 

8404040255# 

8404020174 

8404030495 


40-8698 
40-8698 
CONTRACT 
50-344 S 
50-344 P 
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AUTHOR 

AFFILIATION 


Power Authority of the State of New 


Prairie Alliance 
Presearch/ Inc. 

Public Interest Research Group# New 
Public Service Co. of Colorado 


Public Service Co. of New Hampshire 



ACCESSION 

SUBJECT 


AUTHOR 


ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

AFFILIATION 


NUMBER 

CATEGORY 


84040 30498* 

50-344 

P 



8404250261 

50-443 

G 


8404030503* 

50-344 

P 



8404250267 

50-443 

G 


8404050180 

50-344 

S 



8404250267 

50-443 

G 


8404060255 

50-344 

P 



8404300113 

50-443 

A 


8404110355 

50-344 

P 

Public Service Electric S/ Gas 

Co. 

of New 8404050204 

50-272 

S 





Jersey 






84041 10362* 

50-344 

P 







84041 10364* 

50-344 

P 



8404050261 

50-272 

Q 


8404240358 

50-344 

S 



8404060087 

50-354 

A 


8404270039 

50-344 

P 



8404100226 

50-272 

S 


8404270046* 

50-344 

P 



8404100332 

50-272 

s 







84041 10112 

50-272 

F 


8404270051* 

50-344 

P 






York 

8404020010 

50-333 

P 



84041 10112 

50-272 

F 


8404030237 

50-333 

S 



8404120141 

50-354 

F 


8404030474 

50-333 

P 



8404120159 

50-311 

P 


8404040167 

50-333 

S 



8404120179 

50-354 

A 







8404120188 

50-354 

A 


8404090416 

50-286 

P 







8404090420* 

50-286 

P 



8404120209 

50-354 

A 


8404090422* 

50-286 

P 



8404120212* 

50-354 

A 


8404100024 

50-286 

Q 



8404160167 

50-272 

P 


84041 10343 

50-333 

S 



8404160231 

50-354 

G 







8404170212 

50-354 

0 


8404120217 

50-247 

F 







8404170021 

50-286 

I 



8404170409 

50-311 

R 


8404170021 

50-286 

I 



' 8404170413 

50-272 

R 


8404170021 

50-286 

r 



8404180119 

50-272 

P 


8404170138 

50-286 

R 



8404180119 

50-272 

P 







8404180128* 

50-272 

P 


8404170386 

50-333 

R 







8404170483 

50-286 

P 



8404180128* 

50-272 

P 


8404180102 

50-333 

R 



8404180222 

50-272 

F 


8404190317 

50-333 

P 



8404180222 

50-272 

F 


8404190323* 

50-333 

P 



8404190220 

50-272 

P 







8404190313 

50-272 

I 


8404190325* 

50-333 

P 







8404230001 

50-333 

S 



8404190320* 

50-272 

I 


8404240043 

50-333 

P 



8404200059 

50-354 

F 


8404240295 

50-333 

P 



8404200062 

50-354 

F 


8404250002 

50-333 

s 



8404200065* 

50-354 

F 







8404200102 

50-354 

F 


8404250010 

50-247 

p 







8404250012* 

50-247 

p 



8404200121 

50-272 

F 


8404250012* 

50-247 

p 



8404200151 

50-272 

P 


8404250031 

50-333 

s 



8404200154* 

50-272 

P 


8404120417 

50-461 

G 



8404200165 

50-272 

F 







8404200165 

50-272 

F 


8404250113* 

CONTRACT 







Yor k 

8404090445 

50-247 

G 



8404200226 

50-354 

Q 


8404120075 

50-247 

G 



8404240215 

50-311 

S 


8404020022 

50-267 

P 



8404240338 

50-354 

A 


8404020123 

50-267 

R 



8404240346 

50-272 

P 







8404260209 

50-272 

R 


8404020156 

50-267 

F 







8404030151 

50-267 

P 



8404260209 

50-272 

R 


8404030205 

50-267 

P 



8404270235 

50-354 

A 


8404030288 

50-267 

R 

Pullman# Inc. 


8404040370* 

50-275 

G 


8404050431 

50-267 

F 



8404040370* 

50-275 

G 







8404040375* 

50-275 

G 


8404090140 

50-267 

S 







8404090146* 

50-267 

s 



9404040375* 

50-275 

0 


8404090159* 

50-267 

s 



8404040377* 

50-275 

0 


8404090324 

50-267 

Q 



8404040377* 

50-275 

G 


8404100310 

50-267 

F 



8404040381* 

50-275 

G 







8404040381* 

50-275 

G 


8404100383 

50-267 

Qi 







8404120112 

50-267 

P 



8404040386* 

50-275 

G 


8404170383 

50-267 

Q 



8404040386* 

50-275 

G 


8404180001 

50-267 

R 



8404040393* 

50-275 

G 


8404180396* 

50-267 

P 



8404040393* 

50-275 

Q 







8404040396* 

50-275 

G 


8404200056 

50-267 

P 







8404200108 

50-267 

F 



8404040396* 

50-275 

G 


8404300123 

50-267 

P 



8404040398* 

50-275 

G 


8404030144 

50-443 

S 



8404040398* 

50-275 

G 


8404030144 

50-443 

s 



8404040403* 

50-275 

G 







8404040403* 

50-275 

G 


8404030365 

50-443 

s 







8404030465 

50-443 

s 



8404040405* 

50-275 

G 


8404040077 

50-443 

A 



8404040405* 

50-275 

G 


8404040077 

50-443 

A 



8404040408* 

50-275 

Q 


8404040078* 

50-443 

A 



8404040408* 

50-275 

G 







8404040413* 

50-275 

Q 


8404040078* 

50-443 

A 







8404050392 

50-443 

F 



8404040413* 

50-275 

G 


8404090428* 

50-443 

Q 



8404040417* 

50-275 

6 


8404100219 

50-443 

Q 



8404040417* 

50-275 

& 


8404110283 

50-443 

A 



8404040420* 

50-275 

Q 







8404050309* 

50-275 

P 


8404160203 

50-443 

G 







8404160203 

50-443 

0 



8404180373* 

50-275 

P 


8404160206* 

50-443 

0 

Purdue Research Foundation 


8404130177* 

CONTRACT 



8404160206* 

50-443 

G 

Purdue Univ, # West Lafayette# 

IN 

8404270208 

RES 



8404160208* 

50-443 

G 



8404270214* 

RES 






RTE-Delta ^orp. 


8404170394 

50-329 

S 


8404160208* 

50-443 

G 






8404160213* 

50-443 

G 



8404170394 

50-329 

s 


8404170009* 

50-443 

Q 



8404170404* 

50-329 

s 


8404170078 

50-443 

Q 



8404170445 

50-445 

8 


8404250261 

50-443 

G 



8404170445 

50-445 

S 



CORPORATE SOURCE INDEX 


579 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

Ralph li. Parsons Co 

8404100137* 

WASTE MOT 


8404250261 

50-443 

0 


8404190319* 

40-1386 



8404250267 

50-443 

G 


8404230188 

XPORTLIC 


8404250267 

50-443 

G 


8404230458 

XPORTLIC 

Rotork Controls, Inc. 

8404260047 

50-413 

S 

Reed College, Portland, OR 

8404270180 

50-288 

F 

Russ, P. 

8404240496* 

CONTRACT 


Remote Technology Corp. 

8404020268 

NUREO 


Rutgers, NJ, State Univ. of 

8404090158* 

50-219 

R 


8404230223 

XPORTLIC 

SAS of Texas, Ltd. 

8404120389 

NUREO 


Review «. Synthesis Associates 

8404050111* 

FOIA 


SERA, Inc. 

8404270059* 

50-322 

6 

Rhode Island Providence Plantation 

8404200297 

50-193 

S 

Sacramento Municipal Utility District 

8403190390 

50-312 

P 

Rhode Island, State of 

8404180141 

WASTE MOT 


B404020057 

50-312 

F 


8404180143 

PR 



8404030207 

50-312 

S 

. 

8404270197 

50-193 

S 


8404030369 

50-312 

S 


8404250212 

40-8084 



8404030436 

50-312 

S 

Rivkin, Leff, Sherman & Radler 

8404190482 

FOIA 



8404030500 

50-312 

S 

Robert Sellers Associates 

8404180192 

FOIA 



8404030517* 

50-312 

Q 

Rochester Gas Electric Corp 

8404020062 

50-244 

P 


8404100231 

50-312 

S 


8404020065* 

50-244 

P 


8404100233 

50-312 

S 


8404030319 

50-244 

P 


8404100320 

50-312 

S 


8404030322* 

50-244 

P 


8404100379* 

50-312 

Q 


8404030324* 

50-244 

P 


8404100402* 

50-312 

R 


8404030466 

50-244 

S 


84041 20305 

50-312 

P 


8404040056 

50-244 

a 


8404170180 

50-312 

S 


8404090320 

50-244 

s 


8404170209 

50-312 

P 


8404090336 

50-244 

p 


8404170284 

50-312 

p 


8404100030 

50-244 

G 


84041 70442 

50-312 

s 


8404100119 

50-244 

p 


8404190161 

50-312 

I 


8404100121* 

50-244 

p 


8404200002 

50-312 

R 


8404100124* 

50-244 

p 


84042000B7 

50-312 

S 


8404100162 

50-244 

s 


8404200088* 

50-312 

S 


8404100360 

50-244 

p 


8404200125 

50-312 

P 


8404100406 

50-244 

p 


8404240276 

50-312 

Q 


8404130137 

50-244 

G 


8404240292 

50-312 

S 


8404160020 

50-244 

P 


8404300097 

50-312 

S 


8404160026 

50-244 

F 

Safe Energy for New Haven 

8404130156 

50-454 

G 


8404160057 

50-244 

P 

Safety Sciences 

8404260017* 

FOIA 



8404160090 

50-244 

F 


B404260070* 

FOIA 



8404160159 

50-244 

F 


8404260084* 

FOIA 



8404160161 

50-244 

P 

San Diego Gas fy. Electric Co, 

8404100210 

50-206 

R 


8404170087 

50-244 

P 


8404190296* 

50-206 

R 


8404170188 

50-244 

Q 


8404200250* 

50-206 

I 


8404170191* 

50-244 

Q 

San Luis Obispo Mothers for Peace 

8404130127 

50-275 

0 


8404170304 

50-244 

S 


8404260498 

50-275 

0 


8404180356 

50-244 

P 

San Luis Obispo, CA 

B404030459* 

50-275 

F 


8404200183 

50-244 

S 

Sandia Laboratories 

8311220265* 

FOIA 



8404230043 

50-244 

F 


8404020211 

NUREO 



8404240283 

50-244 

S 


84040 20272 

NUREG 



8404270194 

50-244 

Q 


8404040232* 

50-413 

A 

Rocktuell In t erna t i ona 1 Corp, 

8404100456 

70-25 



8404040239* 

50-413 

A 


8404100462* 

70-25 



8404040242* 

50-413 

A 


8404100466* 

70-25 



8404190117* 

FOIA 



8404100469* 

70-25 


Sandoz, Inc. 

8404030530 

PRM 



8404100475* 

70-25 


Sandvik Special Metals Corp. 

8404040020 

XPORTLIC 



84041 10425 

70-25 



8404040022 

XPORTLIC 



8404120088* 

50-332 

P 


8404270017 

XPORTLIC 



8404120092* 

50-332 

P 

Sargent i'. Lundy, Inc. 

8404030184* 

50-373 

P 


8404120183 

70-25 


Schiff, Hardin Waite 

8404090424 

50-461 

G 


8404 1 30483* 

50-201 

0 


8404120417 

50-461 

G 


8404170419 

50-269 

5 

Schreiber Consultants, Inc, 

8404190218* 

50-400 

E 


8404170427 

50-263 

S 

Science Applications, Inc, 

8404030553* 

50-272 

F 


8404 I 70427 

50-263 

s 


8404160250* 

CONTRACT 



8404170427 

50-263 

s 


8404160263* 

CONTRACT 



8404170427 

50-263 

s 


8404240513* 

50-317 

P 


8404 1 70427 

50-263 

s 

Scottsboro, AL 

8404160286* 

CONTRACT 



8404170427 

50-263 

s 

Seacoast An t i -Po 1 1 u t i on League 

8404170164 

50-443 

G 


8404170427 

50-263 

s 


8404190035 

50-443 

Q 


84041 70427 

50-263 

s 

Senate 

8404120355* 

50-320 

H 


84041 70427 

50-263 

s 


84042 50145* 

50-329 

A 


84041 70427 

50-263 

s 

Senate, Environment 8< Public Works 

84041 10387# 

PR 



84041 70440 

50-269 

s 

Serious Texans Against Nuclear Dumping 

8404090425 

WASTE MOT 


84041 70440 

50-269 

s 

Shaui) Pittman, Potts ?< Trowbridge 

8404030097 

50-482 

G 


8404170440 

50-269 

S 


8404040176 

50-400 

G 


8404170440 

50-269 

s 


8404060018 

50-289 

G 


84041 70440 

50-269 

s 


8404060031 

50-289 

G 


8404170440 

50-269 

s 


8404060043 

50-289 

0 


8404170440 

50-269 

s 


8404060399 

50-289 

G 


84041 70440 

50-269 

s 


8404060402 

50-289 

G 


84041 70440 

50-269 

s 


8404060415 

50-289 

G 


84041 70471 

50-245 

s 


8404090433 

50-382 

G 


8404170487 

50-537 

s 


8404090446 

50-289 

G 


8404300206 

WASTE MGT 


8404090449* 

50-289 

G 

Ropes Gray 

8404160203 

50-443 

Q 


8404100145 

50-482 

G 


8404160203 

50-443 

0 


8404130071 

50-382 

G 


8404160206* 

50-443 

G 


8404 160207 

50-400 

G 


8404160206* 

50-443 

G 


8404160207 

50-400 

G 


8404250261 

50-443 

G 


8404160211* 

50-400 

G 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 



8404160211* 

50-400 

G 

8404030231 

50-361 

P 



8404160212 

50-289 

G 

8404030231 

50-361 

P 



8404160216* 

50-289 

G 

8404030238* 

50-361 

P 



8404160220* 

50-289 

G 

8404030238* 

50-361 

P 



8404180326 

50-440 

G 

8404030311 

50-362 

S 



84041 90077 

50-498 

Q 

8404030404 

50-362 

s 



8404190077 

50-498 

G 

8404030505 

50-361 

P 



8404190474 

50-498 

Q 

8404030505 

50-361 

P 



8404190474 

50-498 

Q 

8404030520* 

50-361 

p 



S404200019 

50-400 

G 

8404030520# 

50-361 

p 



8404200019 

50-400 

G 

8404040045 

50-206 

R 



8404200021 

50-424 

G 

8404040089 

50-361 

P 



B4042 00031 

50-400 

G 

8404040089 

50-361 

P 



8404200031 

50-400 

G 

8404040090 

50-206 

P 



8404200033 

50-400 

G 

8404040092* 

50-361 

P 



8404200033 

50-400 

G 

8404040092* 

50-361 

P 



8404200055 

50-400 

G 

8404040094* 

50-361 

P 



8404200055 

50-400 

0 

8404040094* 

50-361 

P 



8404230327 

50-482 

G 

8404040100 

50-206 

F 



8404230335 

50-400 

G 

8404040100 

50-206 

F 



B404240285 

50-289 

G 

8404040100 

50-206 

F 



8404240469 

50-289 

0 

8404050015 

50-361 

P 



8404240472* 

50-289 

G 

8404050015 

50-361 

P 



8404250268 

50-400 

G 

8404050019 

50-361 

R 



8404260496 

50-289 

G 

8404050019 

50-361 

R 



8404270249 

50-289 

G 

8404050020 

50-361 

P 


Sierra Club 

8404090285 

WASTE MGT 

8404050020 

50-361 

P 



8404270156* 

71-6698 


8404050022* 

50-361 

R 


Sigma Chemical Co. 

8404200376 

XPORTLIC 


8404050143 

50-362 

5 


Silver King Mines* Inc. 

8404130255 

40-8602 


8404060368 

50-361 

S 



8404130264* 

40-8602 


8404090015 

50-361 

s 



8404130345 

40-8602 


8404100210 

50-206 

R 


Simpson* G. H. 

8404190096 

FOIA 


8404100222 

50-361 

F 


Simpson* J. M. 

8404020241 

50-482 

G 

8404100222 

50-361 

F 


Sinclair* M. 

8404240497 

50-329 

G 

8404100224 

50-206 

R 


Small Business Administration 

8404170029* 

CONTRACT 


8404100225* 

50-361 

F 


Smith College 

8404040195 

PRH 


8404100225* 

50-361 

F 


Snake River Alliance 

8404190460 

FOIA 


8404100229* 

50-206 

R 


Sonalgsts* Inc. 

8404250058* 

CONTRACT 


8404100327 

50-361 

S 


Source Production & Equipment Co. * Inc. 

8404120177* 

71-9036 


8404100394 

50-362 

S 

i 

South Carolina Electric S'. Gas Co. 

8404020058 

50-395 

I 

8404110356 

50-206 

P 

j 


8404020060* 

50-395 

I 

8404120050 

50-361 

P 

,1 


8404050023 

50-395 

S 

8404120050 

50-361 

P 



8404050110 

50-395 

F 

8404120058* 

50-361 

P 

i| 


8404050210 

50-395 

P 

8404120058* 

50-361 

P 



8404060083 

50-395 

Q 

8404120084 

50-361 

P 



8404060345 

50-395 

0 

8404120084 

50-361 

P 



8404090195 

50-395 

S 

8404120107 

50-361 

S 



8404090316 

50-395 

P 

8404130026 

50-362 

s 



8404090327 

50-395 

S 

8404130244 

50-206 

p 



8404090396 

50-395 

F 

8404130244 

50-206 

p 



8404130249 

50-395 

R 

8404130308 

50-206 

s 



8404160025 

50-395 

S 

8404130313 

50-361 

p 



8404170330 

50-395 

P 

8404130313 

50-361 

p 



8404200264 

50-395 

P 

8404130316 

50-206 

s 



8404200276 

50-395 

S 

8404130318* 

50-361 

p 



8404200311 

50-395 

P 

8404130318* 

50-361 

p 



8404200314* 

50-395 

P 

8404170133 

50-206 

F 



8404240278 

50-395 

S 

8404170169 

50-206 

P 

"I 


8404250127 

50-395 

S 

8404170198 

50-206 

P 

i 

Sooth Carolina Public Service Authority 

8404020061* 

50-395 

I 

8404170204* 

50-206 

P 

''1 

South Carolina* State of 

8404030476 

PRM 


8404170313 

50-206 

P 



8404090425 

WASTE MGT 

8404 1 70368 

50-206 

P 

'1 


8404190150* 

50-413 

T 

8404170477 

50-361 

P 



8404190159* 

50-413 

T 

8404170477 

50-361 

P 

1 

'’1 


8404190159* 

50-413 

T 

8404170493 

50-361 

s 

j 


8404190166* 

50-413 

T 

8404170493 

50-361 

s 



8404190171* 

50-413 

T 

8404170494 

50-206 

p 



8404190179* 

50-413 

T 

8404180388 

50-206 

p 



8404190194* 

50-413 

T 

8404190227 

50-206 

p 



8404190201* 

50-413 

T 

8404190270 

50-361 

s 


Sooth Carolina* Univ. of* Columbia* SC 

8404130253* 

50-395 

R 

8404190294 

50-206 

R 


Southern California Edison Co. 

8404020005 

50-361 

R 

8404190296* 

50-206 

R 



8404020028 

50-206 

Q 

0404200244 

50-206 

I 



8404020033 

50-361 

S 

8404200244 

50-206 

1 



8404020044 

50-361 

S 

8404200244 

50-206 

I 



8404020044 

50-361 

S 

8404200252* 

50-206 

I 



8404020046 

50-206 

J 

8404240149 

50-361 

X 



8404020083 

50-361 

S 

8404240398 

50-206 

P 



8404020111 

50-206 

<1 

8404260099 

50-361 

P 



8404020127 

50-206 

R 

8404260099 

50-361 

P 



8404020135 

50-361 

Q 

8404260109* 

50-361 

P 



8404020135 

50-361 

Q 

8404260109* 

50-361 

P 



8404030069 

50-206 

I 

8404260327 

50-206 

F 



8404030109 

50-362 

5 

8404260334* 

50-206 

F 
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AUTHOR 

AFFILIATION 


Southwest Research Institute 


Southwestern Michigan Health Care 
Association 

St. John's Medical Center< Steubenville. 
OH 

Standardized Nuclear Unit Power Plant 
System 


Dept, of 


ACCESSION 

NUMBER 


8404270050 

8404300029 

8404300077 

8404300103 

8404300126 

8404030457* 

8404030464* 

8404050274* 

8404050276* 

8404090335* 

8404130082* 

8404240348* 

8404030544 

8404180172 

8404020141 


8404020141 

8404020141 

8404040087 

8404040087 

8404040087 

8404050291 

8404090175 

8404090194 

8404090194 

8404090194 

8404090208 

8404090208 

8404090208 

8404100374 

8404100374 

8404100374 
84041 10299 
84041 10299 
84041 10299 
84041 10309* 

8404130162 

8404130162 

8404130162 

8404130164 

8404130164 

8404130164 

8404160087 

8404170372 

8404170372 

8404170372 

84041 70395 
8404180361 
8404200067 
8404200067 
8404200067 

8404200266 

8404200266 

8404200266 

8404230220 

8404230220 

8404230220 

8404230226 

0404230226 

8404230226 

8404230233 

8404230233 

8404230233 

8404260045 

8404260045 

8404260045 

8404260230 

8404260230 

8404260230 

8404270094 

8404270094 

8404270094 

8404270101 

8404270101 

8404270101 

8404270103 

8404270103 

8404270103 

8404270142 

8404270150* 

8404300010 

8404300041 

8404020284 


SUBJECT 

CATEOCRY 


50-206 S 
50-361 S 
50-361 S 
50-361 S 
50-361 R 

50-266 P 
50-266 P 
RES 
RES 

50-339 Q 
RES 

50-354 A 
PRM 

PRM 

50-482 A 


50-482 A 
50-482 A 
50-482 A 
50-402 A 
50-482 A 

50-482 A 
50-482 S 
50-482 Q 
50-402 Q 
50-482 Q 

50-402 Q 
50-402 Q 
50-482 Q 
50-482 A 
50-482 A 

50-492 A 
50-482 A 
50-482 A 
50-482 A 
50-482 A 

50-482 Q 
50-482 Q 
50-482 Q 
50-482 A 
50-482 A 

50-482 A 
50-482 A 
50-482 A 
50-492 A 
50-482 A 

50-482 S 
50-432 A 
50-482 S 
50-482 S 
50-482 S 

50-482 A 
50-482 A 
50-482 A 
50-482 S 
50-482 B 

50-482 S 
50-482 A 
50-482 A 
50-482 A 
50-482 S 

50-482 S 
50-482 S 
50-482 S 
50-482 S 
50-482 S 

50-482 S 
50-482 S 
50-482 S 
50-482 A 
50-482 A 

50-482 A 
50-482 A 
50-482 A 
50-482 A 
50-482 A 

50-482 A 
50-482 A 
50-482 E 
50-482 E 
50-482 A 

50-482 A 
XPORTLIC 


AUTHOR 

AFFILIATION 


State. Dept. of. Bureau of Oceans 
Environ. & Scientific Affairs 

Stevenson S: Associates 

Stone S'. Webster Engineering Corp. 


Stone Webster, Inc. 


Suffolk County. NY 


Sweden. Oovt. of 
Syncor Internati onal 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8404230196 

XPORTLIC 


Inti. 8404020119 

XPORTLIC 


8404230349 

XPORTLIC 


8404230412 

XPORTLIC 


8404230469 

XPORTLIC 


8404250148 

XPORTLIC 


8404060427* 

50-445 

G 

8404240204* 

CONTRACT 


8404030389* 

50-206 

S 

8404030389* 

50-206 

S 

8404030556* 

50-322 

S 

8404030556* 

50-322 

8 

8404180349* 

50-206 

S 

8404180385* 

50-302 

R 

8404190427 

FOIA 


8404250177 

PR 


8404030137 

50-329 

S 

8404090421 

50-329 

s 

8404230435* 

50-322 

T 

0404260403 

50-329 

A 

8404020259 

50-322 

G 

8404030092 

50-322 

T 

8404030095* 

50-322 

T 

8404030371 

50-322 

T 

8404030380* 

50-322 

T 

8404030387* 

50-322 

T 

8404030394* 

50-322 

T 

8404030403* 

50-322 

T 

8404050096 

50-322 

T 

0404050100* 

50-322 

T 

8404060069 

50-322 

G 

8404100143 

50-322 

G 

8404100152 

50-322 

G 

8404120077 

50-322 

G 

8404130066 

50-322 

6 

8404130143* 

50-322 

G 

8404160215 

50-322 

G 

8404160219 

50-322 

G 

8404170519 

50-322 

Q 

8404170534 

50-322 

G 

8404170538 

50-322 

G 

8404170548 

50-322 

G 

8404170550* 

50-322 

C 

8404180303 

50-322 

G 

8404180317 

50-322 

G 

8404180342 

50-322 

G 

8404190021 

50-322 

G 

8404200015 

50-322 

G 

8404230007 

50-322 

G 

8404230341 

50-322 

G 

8404230382 

50-322 

G 

8404230386* 

50-322 

G 

8404230388* 

50-322 

G 

8404230391* 

50-322 

G 

8404230394* 

50-322 

G 

8404230398* 

50-322 

G 

8404230401* 

50-322 

G 

8404230403* 

50-322 

6 

8404230407* 

50-322 

G 

8404230409* 

50-322 

G 

8404230413* 

50-322 

G 

8404230417* 

50-322 

G 

8404230419* 

50-322 

G 

8404230424* 

50-322 

G 

8404230428* 

50-322 

G 

8404230431* 

50-322 

G 

8404230433* 

50-322 

G 

8404230436* 

50-322 

6 

8404230438* 

50-322 

G 

8404230439* 

50-322 

G 

8404230441* 

50-322 

G 

8404240266 

50-322 

Q 

8404240504 

50-322 

Q 

8404260463 

50-322 

Q 

8404260466* 

50-322 

0 

8404270052 

50-322 

G 

8404270056* 

50-322 

G 

8404230201 

XPORTLIC 

8310210031* 

FOIA 


8404090129* 

FOIA 


8404090134* 

FOIA 


8404090141* 

FOIA 


8404090193* 

FOIA 


8404200399 

FOIA 
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AUTHOR 

AFFILIATION 


Systems Engineering Associates 
TDI (Transamerica Delaval/ Inc. 
Group 


TER A Corp. 


Tayloe Associates 


Tech/Ops 


Technical Analysis Corp. 
Technical Specialties^ Inc. 
Teknefcroni Inc. 


Teledyne Isotopes 


Tenco Hydro< Inc. 

Tennessee Valley Authority 


ACCESSION 

SUBJECT 

AUTHOR ACCESSION 

SUBJECT 

NUMBER 

CATEGORy 

AFFILIATION NUMBER 

CATEGORY 

8404260015# 

FOIA 


8404050113 

50-438 S 

8404260065# 

FOIA 


8404050113 

50-438 S 

8404240517# 

CONTRACT 

8404050123 

50-438 S 

8404030354 

50-206 

S 

8404050123 

50-438 S 




8404050217 

50-438 S 

84041 i0307 

50-206 

S 






8404050239 

50-390 S 

8404130010 

TQPREP 


8404050239 

50-390 B 

8404130246 

50-206 

S 

8404050508 

50-390 F 

8404160030 

50-206 

S 

8404060104 

50-390 A 

8404 1 60030 

50-206 

S 

8404060104 

50-390 A 

8404170142 

50-322 

S 






8404060136 

50-259 Q 

9404170203 

50-206 

S 

8404060136 

50-259 Q 

8404190323 

50-206 

S 

8404060136 

50-259 Q 

8404230057 

50-206 

s 

8404060136 

50-259 a 

8404300093 

50-206 

s 

8404060311 

50-438 M 

8404060113 

50-329 

A 






8404060329 

50-259 Q 

8404200234 

50-329 

R 

8404060329 

50-259 Q 

8404200234 

50-329 

R 

8404060329 

50-259 <3 

8404200239# 

50-329 

R 

8404060329 

50-259 Q 

8404200239# 

50-329 

R 

8404060329 

50-259 Q 

8404200319 

50-329 

A 






8404060329 

50-259 Q 

8404040121 

50-352 

G 

8404060329 

50-259 Q 

8404050048 

50-445 

A 

8404060329 

50-259 Q 

8404100246 

50-445 

G 

8404060329 

50-259 Q 

84041 00257 

50-352 

G 

8404060329 

50-259 Q 

8404100260 

50-322 

G 






8404060372# 

50-438 Q 

84041 10358 

50-413 

G 

8404090007 

50-390 S 

8404120012 

50-413 

G 

8404090007 

50-390 S 

84042 50064 

50-352 

G 

8404090121 

50-327 P 

84041 10077 

71-9027 


8404090319 

50-259 P 

8404130035 

71-9187 







8404090319 

50-259 P 

8404130039# 

71-9187 


8404090319 

50-259 P 

8404300312 

71-6613 


8404090325# 

50-259 P 

8404190122 

50-358 

A 

8404090325* 

50-259 P 

84041 10027# 

CONTRACT 


8404090325# 

50-259 P 

84041 10456# 

CONTRACT 







8404090334 

50-438 S 

8404240148# 

CONTRACT 


8404100004 

50-327 S 

8404030073# 

50-331 

R 

B404100010 

40-1341 

8404060181# 

50-10 

R 

8404100020 

50-438 A 

8404060186# 

50-373 

R 

8404 100036 

50-390 S 

8404060197# 

50-282 

R 






8404100036 

50-390 S 

8404060221* 

50-295 

R 

8404100237 

50-259 P 

8404060239# 

50-263 

R 

8404100263 

50-259 S 

8404060284# 

50-331 

R 

8404100286 

50-260 P 

8404060378* 

50-254 

R 

0404100398 

50-390 S 

8404130320* 

50-254 

R 






8404100398 

50-390 S 

8404090204 

MISC 


84041 10114 

50-390 A 

8404020030 

50-259 

P 

84041 10114 

50-390 A 

8404020030 

50-259 

P 

84041 10158 

50-390 A 

8404020030 

50-259 

P 

84041 10158 

50-390 A 

8404020034* 

50-259 

P 






8404120290 

50-390 A 

8404020034* 

50-259 

P 

8404130021 

50-438 S 

8404020034* 

50-259 

P 

8404130021 

50-438 S 

8404030116 

50-259 

F 

8404130031 

50-438 S 

8404030206 

50-390 

A 

8404130031 

50-438 S 

8404030206 

50-390 

A 






8404130151 

50-327 P 

8404030208# 

50-390 

A 

8404130230 

50-327 S 

8404030212 

50-259 

F 

0404130242 

50-390 F 

8404030212 

50-259 

F 

8404160032 

50-438 S 

8404030212 

50-259 

F 

8404160032 

50-438 S 

8404030212 

50-259 

F 






8404160131 

50-390 A 

8404030212 

50-259 

F 

8404160131 

50-390 A 

8404030212 

50-259 

F 

8404160139 

50-259 S 

8404030212 

50-259 

F 

8404170006 

50-438 S 

8404030212 

50-259 

F 

84041 70006 

50-438 S 

8404030316 

50-296 

Q 






8404170104* 

50-327 Q 

8404030321 

50-259 

F 

8404170125 

50-259 S 

8404030325# 

50-259 

F 

8404170148 

50-259 F 

8404030327* 

50-259 

F 

8404170148 

50-259 F 

8404030332 

50-390 

A 

8404 1 70202 

50-438 S 

8404030334# 

50-390 

A 






84041 70259 

50-259 S 

8404030372 

50-390 

A 

84041 70329 

50-327 P 

9404030439 

50-390 

A 

8404170337 

50-390 a 

8404030439 

50-390 

A 

8404170340# 

50-390 a 

8404030449 

50-259 

S 

84041 70405 

50-390 S 

8404050014 

50-327 

8 






8404170405 

50-390 S 

8404050028 

50-390 

S 

8404180185 

50-259 P 

8404050062 

50-438 

S 

8404180185 

50-259 P 

8404050072 

50-327 

F 

8404180185 

50-259 P 

8404050076 

50-390 

S 

8404180193* 

50-259 P 

8404050076 

50-390 

s 






8404180193* 

50-259 P 

8404050076 

50-390 

s 

8404180193* 

50-259 P 

8404050076 

50-390 

s 

8404200100# 

50-266 P 

8404050076 

50-390 

s 

8404200110 

50-259 P 

8404050092 

50-439 

s 

8404200148 

50-327 P 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8404200187 

50-390 

F 


8404170535 

50-445 

G 

8404230120 

50-390 

F 


8404170535 

50-445 

G 

8404230135 

50-390 

F 


8404180319 

50-445 

G 

8404240085 

50-327 

P 


8404180319 

50-445 

G 

8404240085 

50-327 

P 


8404180352 

50-445 

G 

8404240091* 

50-327 

P 


8404180352 

50-445 

G 

8404240091* 

50-327 

P 


8404190131 

50-445 

0 

8404240127 

50-390 

Q 


8404190131 

50-445 

G 

8404240384 

50-296 

P 


8404 190245 

50-445 

E 

8404260002 

50-327 

S 


8404190245 

50-445 

E 

8404270049 

50-259 

S 


8404200083 

50-445 

S 

8404270109 

50-296 

S 


8404200083 

50-445 

S 

8404270212 

50-390 

Q 


8404240433 

50-445 

G 

8404270217 

50-328 

Q 


8404240433 

50-445 

G 

8404270219* 

50-328 

Q 


8404250007 

50-445 

A 

8404300075 

50-259 

P 


8404250007 

50-445 

A 

8404300150 

50-327 

F 


8404250034* 

50-445 

K 

Tennyson, C,L. 8404180253 

50-293 

P 


8404250034* 

50-445 

K 

Terry Corp. 8404170296 

50-272 

S 


8404250180 

50-445 

A 

Texas A.?yM Univ, , College Station, TX 8404030352 

50-128 

R 


8404250180 

50-445 

A 

8404120134 

50-213 

F 


8404250266 

50-445 

G 

8404190053* 

50-413 

T 


8404250266 

50-445 

G 

Texas Tech Univ, , Lubbock, TX 8404040263* 

CONTRACT 



8404250270 

50-445 

G 

Texas Trans p or ta t i on Institute 8404240140 

50-400 

F 


B404250270 

50-445 

G 

Texas Utilities Electric Co. (formerly 8404020222 

50-445 

G 


8404250273 

50-445 

G 

Texas Utilities Generating Co. ) 











8404250273 

50-445 

G 

8404020222 

50-445 

G 


8404260168 

50-445 

K 

8404060063 

50-445 

G 


8404260218 

50-445 

S 

8404060063 

50-445 

G 


8404260218 

50-445 

S 

8404060147 

50-445 

G 


8404260457 

50-445 

s 

8404060147 

50-445 

G 









8404260457 

50-445 

s 

8404060149 

50-445 

G 

Texas, State of 

8404090372 

PR 


8404060149 

50-445 

0 

Texas, Univ. of, Austin, TX 

8404190286 

50-192 

R 

8404060169 

50-445 

G 

Texas, Univ. of, El Paso, TX 

8404270208 

RES 


8404060169 

50-445 

G 

Three Mile Island Alert 

8404040161 

50-289 

G 

8404060180 

50-445 

E 









8404040164* 

50-289 

G 

8404060193 

50-445 

A 


8404040165* 

50-289 

G 

8404060193 

50-445 

A 


8404040168# 

50-289 

G 

8404060271 

50-445 

(3 


8404230385 

50-289 

6 

8404060271 

50-445 

Q 

Titeflex Corp, 

8404170338* 

QA999 


8404060411 

50-445 

G 









8404170342* 

Q^999 


8404060411 

50-445 

G 

Toledo Edison Co. 

8403280026* 

50-289 

P 

8404060424 

50-445 

G 


8404020054 

50-346 

P 

8404060424 

50-445 

G 


8404020093 

50-346 

F 

8404060430* 

50-445 

G 


84040201 18 

50-346 

F 

8404060430* 

50-445 

G 









8404020126 

50-346 

P 

8404090280 

50-445 

S 


8404030262 

50-346 

P 

8404100154 

50-445 

S 


8404030263* 

50-346 

P 

8404100154 

50-445 

s 


8404030267* 

50-346 

P 

8404100495 

50-445 

G 


8404030274* 

50-346 

P 

8404100495 

50-445 

G 









8404030277* 

50-346 

P 

8404100512 

50-445 

G 


8404090166 

50-346 

Q 

8404100512 

50-445 

G 


8404090217 

50-346 

S 

8404100542 

50-445 

A 


8404090427 

50-346 

R 

84041 10091 

50-445 

G 


8404120304 

50-346 

S 

8404110091 

50-445 

G 









8404130002* 

50-346 

Q 

8404120071 

50-445 

G 


8404130311 

50-346 

P 

8404120071 

50-445 

G 


8404170367 

50-346 

F 

8404120122 

70-2932 



8404130354 

50-346 

F 

8404120418 

50-445 

G 


8404200290 

50-346 

F 

8404120418 

50-445 

G 









8404230027 

50-346 

P 

8404120421* 

50-445 

G 


8404230061 

50-346 

P 

8404120421* 

50-445 

G 


8404240273 

50-346 

F 

8404120423 

50-445 

G 


8404250176 

50-346 

F 

8404120423 

50-445 

0 


8404270073 

50-346 

I 

8404120426* 

50-445 

G 









8404270076* 

50-346 

I 

8404120426* 

50-445 

G 

Trans-World Testing Labs 

8404270232 

71-515 


8404130124 

50-445 

G 


8404270236* 

71-515 


8404130124 

50-445 

0 


8404270240* 

71-515 


8404160059 

50-445 

G 

Transamerica Delaval, Inc. 

8404020143 

50-206 

S 

8404160059 

50-445 

G 









8404020165* 

50-206 

S 

8404160060 

50-445 

A 


8404020171* 

50-206 

s 

8404160060 

50-445 

A 


8404020176* 

50-206 

s 

8404160107 

50-445 

G 


8404020178* 

50-206 

s 

8404160107 

50^445 

G 


8404020182* 

50-206 

s 

8404160114* 

50-445 

G 









8404040206 

50-206 

s 

8404160114* 

50-445 

G 

Transcomm, Inc. 

8404230321* 

CONTRACT 


84041 70253 

50-445 

G 

Transnoc lear, Inc. 

8404120370 

XPORTLIC 


8404170253 

50-445 

G 


8404120379* 

XPORTLIC 


84041 70462* 

50-445 

G 


8404240016 

XPORTLIC 


8404170462* 

50-445 

G 









8404240019* 

XPORTLIC 


8404170486 

50-445 

A 


8404240022* 

XPORTLIC 


8404170486 

50-445 

A 


8404240025* 

XPORTLIC 


8404170525 

50-445 

G 

Transportation, Dept, of 

8404040197 

PRM 


8404170525 

50-445 

0 

Turk. J. 

8404050095 

50-70 

G 
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AUTHOR 
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CATEGORY 


8404230344 

50-70 

G 


8404170397 

50-271 

R 

U. S. Ecology^ Inc. (formerly Nuclear 

8404100084 

27-48 



8404240165 

50-271 

F 

Engineering^ Inc. ) 





8404240388 

50-271 

P 


8404160038 

27-39 



8404260260 

50-271 

a 

U. S. Naval Academy 

8404240070* 

70-368 


Vet. Admin. Hosp. / Martinez^ CA 

8404180172 

PRM 


UNAM 

8404050460 

XPORTLIC 










Veterans Admin. Medical Center, Buffalo, 

8404100365* 

70-1331 


US Riley Corp. 

8404300107 

MISC 


NY 




Union Carbide Corp. 

8404030596 

40-8681 


Virginia Electric S< Power Co. 

8404020115 

50-280 

P 


8404090026 

40-299 



8404050298 

50-338 

P 


8404090456 

40-299 



8404050298 

50-338 

P 


8404090457* 

40-299 



8404050300* 

50-338 

P 


8404100055 

40-299 



8404050300* 

50-338 

P 


8404100093 

40-299 



8404060036 

50-280 

P 


8404110115 

40-299 



8404060036 

50-280 

P 


8404130117 

40-8681 



8404060155 

50-338 

P 


8404170575 

NUREO 



8404060155 

50-338 

P 

Union Electric Co. 

8404020081 

50-483 

F 


8404060254 

50-280 

P 


8404030117 

50-482 

S 


8404060296 

50-280 

F 


8404030119 

50-483 

S 


8404060296 

50-280 

F 


8404030136 

50-483 

F 


8404090212 

50-280 

S 


8404030435 

50-483 

S 


8404090237* 

50-338 

Q 


8404050146 

50-483 

F 


8404090331 

50-339 

Q 


8404050146 

50-483 

F 


8404100193 

50-280 

P 


8404050250 

50-483 

F 


8404100183 

50-280 

P 


8404050312 

50-483 

F 


8404100185* 

50-280 

P 


8404090225* 

50-483 

Q 


8404100185* 

50-280 

P 


8404090260 

50-483 

S 


8404100218 

50-280 

P 


8404090284 

50-483 

s 


8404100218 

50-280 

P 


8404090348 

50-493 

s 


8404120102 

50-281 

S 


8404090390 

50-493 

F 


8404120167 

50-281 

S 


8404100206 

50-483 

A 


8404120172* 

50-281 

s 


8404110272 

50-483 

A 


8404120178* 

50-281 

s 


8404110353 

50-483 

A 


8404120185 

50-339 

s 


8404120137 

50-482 

S 


8404120349 

50-280 

Y 


8404120149 

50-483 

A 


8404130068 

50-280 

Y 


8404120216 

50-483 

S 


8404130217 

50-280 

P 


8404120277* 

50-483 

Q 


8404130217 

50-280 

P 


8404120330 

50-483 

A 


8404130218* 

50-280 

P 


8404160048 

50-493 

A 


8404130218* 

50-280 

P 


8404170437* 

50-483 

Q 


8404170363 

50-338 

P 


8404190170 

50-483 

S 


8404170411 

50-338 

F 


8404190184 

50-403 

S 


8404170411 

50-338 

F 


8404190346 

50-483 

E 


8404200001 

50-280 

S 


8404200313 

50-483 

A 


8404200074 

50-339 

P 


8404230168 

50-483 

S 


8404200077* 

50-339 

P 


8404230197 

50-483 

S 


8404200197 

50-281 

F 


8404230208 

50-483 

S 


8404260007 

50-338 

S 


8404260075 

50-483 

F 


8404270031 

50-281 

S 


8404270162 

50-483 

S 


8404270035* 

50-281 

S 


8404270198 

50-483 

s 


8404270038* 

50-281 

S 

Union of Concerned Scientists 

B4040 60034 

50-289 

G 


8404270043 

50-281 

S 


8404170470 

50-413 

T 


8404270061 

50-281 

S 


8404180215 

FOIA 


Virginia, Univ. of, Charlottesville, VA 

8404200169* 

CONTRACT 



8404190092 

FDIA 


Visions Data Cable, Inc. 

8404250016* 

CONTRACT 



8404190101 

FOIA 


WESTEC Services, Inc. 

8404240169* 

CONTRACT 



8404190143 

50-336 

P 

Washington Public Power Supply System 

8403080034* 

50-397 

A 


8404190433 

FOIA 



8404020024 

50-508 

Q 


8404190500 

FOIA 



8404020100 

50-397 

Q 


8404200005 

FOIA 



8404030529 

50-397 

P 


8404200057 

50-289 

0 


8404040054 

50-397 

S 

United Engineers & Constructorsi Inc. 

8404260090 

50-443 

S 


8404040075 

50-397 

s 

(subs, of Raytheon Co. ) 













8404040084 

50-397 

s 

United Nuclear Corp. 

8404090450 

40-8728 



8404040170 

50-460 

0 


8404100001 

71-5641 



8404040190 

50-397 

s 


84041 10525 

70-820 



8404060353 

50-460 

A 


8404110528* 

70-820 



84041 10022 

50-397 

S 


B404300025 

70-820 











84041 10275 

50-397 

P 

University Computing Co. 

8404130267 

PT21 



04041 10357 

50-397 

S 

University Research Corp. 

8404250111* 

CONTRACT 



8404120043 

50-397 

S 

Utah Wilderness Association 

8404160157 

WASTE M(5T 


8404120064 

50-508 

A 

Utah, State of 

8404060023* 

COMMISSION 


8404170396 

50-397 

I 


8404090403 

WASTE MOT 










8404180147 

50-397 

P 


8404090412* 

WASTE MOT 


8404180183 

50-397 

8 

Utah, Univ. of, Salt Lake City, UT 

8404170102 

50-72 

Q 


8404180190 

50-397 

S 


8404170255 

50-72 

R 


8404180224 

50-397 

S 

Veda, Inc. 

8404250084* 

CONTRACT 



8404180376 

50-397 

p 

Vermont Yankee Decommissioning Alliance 

8404230030 

50-271 

H 










8404180380 

50-397 

p 

Vermont Yankee Nuclear Power Corp. 

8404020120 

50-271 

0 


8404180389 

50-397 

s 


8404030173 

50-271 

P 


8404240082 

50-397 

s 


8404030241 

50-271 

Q 


8404250025 

50-460 

0 


8404030532 

50-271 

P 


8404270159* 

50-397 

Q 


8404030536* 

50-271 

P 










8404270172 

50-397 

s 


8404060209 

50-271 

R 


8404270195 

50-397 

s 


8404060217* 

50-271 

R 

Washington State Univ., Pullman. WA 

8404030318 

50-27 

s 


8404170332 

50-271 

I 

Washington Univ. Technology Associates, 

0404200346* 

CONTRACT 



Inc. 
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Washington. State of 

8404050480 

WASTE MGT 


84041 10048 

WASTE MGT 


8404130213* 

27-48 


8404200342 

WASTE MGT 


8404250074 

WASTE MGT 


8404250086 

PR 


8404270004 

WASTE MGT 

Washington. Univ. of. Seattle. WA 

9404120390 

NUREG 

Water- Waste 8< Land- Inc. 

8404240210* 

CONTRACT 

Waterford- CT 

8404040229* 

CONTRACT 

Weather Services Internati ona 1 Corp, (WSI 

8404240228* 

CONTRACT 

Carp > 

West Virginia Univ, Medical Center. 

8404040191 

PRM 

Morgantown. WV 

Western Massachusetts Electric Lo, (subs. 

8404100359* 

50-29 I 

of Northeast Utilities) 

Western Water Consultants. Inc, 

84041 10474 

40-8663 

Westinghouse Electric Corp. 

8404020150 

XPORTLIC 


8404020153 

XPORTLIC 


8404020161 

XPORTLIC 


8404030076 

NUREG 


8404030255* 

50-382 A 


8404040011 

XPORTLIC 


8404040018 

XPORTLIC 


8404040078# 

50-443 A 


8404040088* 

50-482 A 


8404060228 

70-1151 


8404060355 

70-698 


0404060359* 

70-698 


8404060439 

70-1143 


8404060441* 

70-1143 


8404090490 

71-5026 


8404100259 

TOPREP 


8404100264* 

TOPREP 


84041 10064 

XPORTLIC 


84041 10178* 

50-390 A 


84041 10303* 

50-482 A 


8404120360 

XPORTLIC 


8404120365* 

71-9089 


8404130016 

70-1151 


8404160174# 

50-272 P 


8^041 60176* 

50-272 P 


8404170010 

50-437 Q 


8404180359* 

50-244 P 


8404180360* 

50-413 E 


8404180366* 

50-482 A 


8404200155* 

50-334 P 


8404200159* 

50-334 P 


8404200164* 

50-334 P 


8404230193* 

XPORTLIC 


8404230194 

XPORTLIC 


8404230314* 

CONTRACT 


S404230453 

XPORTLIC 


8404240008 

XPORTLIC 


8404240522 

XPORTLIC 


8404240540* 

XPORTLIC 


8404250181* 

50-445 A 


S4042S01S2* 

50-445 A 


8404250307 

XPORTLIC 


8404300024 

71-6601 


8404300060 

70-1151 


8404300229 

40-8585 


8404300230 

70-1151 


8404300280 

WASTE MGT 


8404300281* 

WASTE MGT 

ftstinghouae Hittman Nuclear. Inc, 

0404040395* 

71-9080 

8404040399* 

71-9080 


8404100395 

71-24 


8404100397* 

71-24 


8404100400* 

71-24 


0404120362* 

71-9089 

st«?n Geophysical Corp, 

8404040041* 

CONTRACT 

jeel Basin Regional Library. Decatur. 

8404040217* 

CONTRACT 

iL 

i ch ®n ( J. M. 

0404130156 

50-454 0 

IX County. IL 

8404040038 

50-456 A 


8404170210 

50-400 Q 

scorisin Electric Power Co 

8404030353 

50-266 J 

8404030353 

50-266 J 


0404030454 

50-266 P 


8404090444 

50-266 F 


8404090444 

50-266 F 


8404100199 

50-266 F 


8404100199 

50-266 F 


8404100255 

50-266 P 


AUTHOR 

AFFILIATION 


Wisconsin Power & Light Co. 
Wisconsin Public Service Corp. 


Wisconsin* State of 

Wyomingi State of 

Yakima Indian Nation 
Yale Univ. . New Haven* CT 

Yankee Atomic Electric Co. 


York County* PA 
York County* SC 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

B4041 10037 

50-266 

S 

84041 10197 

50-266 

P 

84041 10197 

50-266 

P 

84041 10202 

50-266 

Q 

84041 10202 

50-266 

Q 

84041 10354 

50-266 

F 

84041 10360 

50-266 

S 

8404170194 

50-266 

R 

8404190312 

50-266 

P 

8404200097 

50-266 

P 

8404260038 

50-266 

P 

8404260038 

50-266 

P 

8404260042* 

50-266 

P 

8404260042* 

50-266 

P 

8404030392* 

50-305 

I 

8404030167 

50-305 

J 

8404030379 

50-305 

I 

8404030388* 

50-305 

I 

8404030450 

50-305 

P 

8404030473* 

50-305 

P 

8404030493* 

50-305 

P 

8404060233 

50-305 

a 

8404060238* 

50-305 

Q 

8404090426 

50-305 

Q 

8404100243 

50-305 

P 

8404120291 

50-305 

P 

8404130270 

50-305 

F 

8404160151 

50-305 

R 

8404190248 

50-305 

S 

8404190253 

50-305 

S 

8404200080 

50-305 

P 

8404090425 

WASTE MOT 

8404170361 

State Prog 

8404180176 

PR 


8404100110 

40-299 


8404090425 

WASTE MGT 

8404040198 

PR 


8404040200 

PRM 


8404040202# 

PRM 


8404090425 

WASTE MGT 

8404120295 

PRM 


8404030365 

50-443 

S 

8404030462 

50-29 

I 

8404040050 

50-29 

P 

8404040052* 

50-29 

P 

8404040068 

50-29 

F 

B404040072* 

50-29 

F 

8404040077 

SO-443 

A 

8404040179 

50-29 

P 

8404050392 

50-443 

F 

8404060096 

50-29 

F 

8404060226* 

50-309 

R 

8404060288 

50-29 

P 

8404060316 

50-29 

P 

8404090347 

50-29 

R 

8404090428* 

'50-443 

Q 

8404100201 

50-29 

P 

8404100244 

50-29 

F 

84041 102S3 

50-443 

A 

8404130025* 

50-309 

P 

8404170009* 

50-443 

Q 

B404 170349* 

50-309 

F 

8404190360 

50-29 

P 

8404190363* 

50-29 

P 

8404200054 

50-29 

F 

8404240023 

50-29 

S 

8404240397 

50-271 

F 

8404300113 

50-443 

A 

8404060417 

50-289 

Q 

8404190150* 

50-413 

T 

8404190166* 

50-413 

T 

8404190171* 

50-413 

T 

8404190179* 

50-413 

T 

9404190194* 

50-413 

T 

8404190201* 

50-413 

T 


V3 




REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled 'Xross Reference of Enclosures to Principal 
Documents." 


REPORT 

ACCESSION 

SUBJECT OTHER REPORT 

REPORT 

ACCESSION 

SUBJECT 


OTHER REPORT 

NUMBER 

NUMBER 

CATEGORY NUMBER 

NUMBER 

NUMBER 

CATEGORY 

NUMBER 

01--0200~1296 ROO 

8404180368* 

50-416 

P 

INPO 83-026 <NUTAC) 

8404100172* 

50-348 

F 


02-0160-1131 ROl 

8404090137* 

50-388 

P 

INPO 83-036 ( NUTAC ) 

8404100176* 

50-348 

F 


23A1673 ROO 

8404110298* 

50-263 

P 

INPO 83-042 (NUTAC) 

34041 00 179^< 

50-348 

F 


23A1705 ROO 

8404190308* 

50-245 

P 

INPO 83-046 (NUTAC) 

8404100181* 

50-348 

F 


2521 

8404160175* 

50-244 

P 

LAC-TR-121 ROl 

8404130248* 

50-409 

P 


41 1-77. 55 

8404180370* 

50-275 

P 

NEOO-il209-O4A ROO 

8404 1B0292* 

FOIA 


78NED116R 

558-1088 

8404100333* 

50-352 

E 

NEOD-24085-1 ERR 02 

8404190311* 

50-245 

P 

aONED2Sl 

77-1149091-00 

8404170352* 

50-313 

P 

NtDO-30 1 53 

8404100009* 

70-1113 



S202080115 

8202080115* 

FOIA 

EGG-CDD~5611 

NS20076 

8404200324* 

50-382 

F 


B2O2O0O473 

8202080473* 

FOIA 

EGG-COD-5647 

NUREG-0020 UOS N02 

8404160205 

NUREG 



8202080474 

8202080474* 

FOIA 

EGG-CDAP-5595 

NUREG-0473 R03 DRFT7 

8404300089 

NUREG 



8202190422 

8202190422* 

FOIA 

EGG-CDD-5697 

NUREG-0519 BOB 

8404090036 

50-373 

E 


8205030170 

8205030170* 

FOIA 

EGG-CDD-56e6 

NUREG-0525 R08 

8404050493 

NUREG 



S205040026 

8205040026* 

FOIA 

EGG-CDD-5831 

NUREG-0540 Y06 NOl 

8404250005 

NUREG 



8205060208 

8205060208* 

FOIA 

EGG-CDD-57S7 

NUREG-069e R02 

8404100141 

50-320 

P 


8205140086 

8205140086* 

FOIA 

EGG-CDD-5752 

NUREG-0732 ROl 

8404130056 

50-320 

P 


8207140052 

8207140052* 

FOIA 

EGG-CDD-5874 

NUREG-0748 V04 N02 

8404240178 

NUREG 



8207220011 

820722001 1* 

FOIA 

EGG-CDD-5875 

NUREG-0750 VIB 101 

8404110317 

NUREG 



820722005B 

8207220058# 

FOIA 

EGG-CDD-5823 

NUREG-0750 V18 N03 

8402280257 

NUREG 



0207300073 

8207300073* 

FOIA 

EGG-CDD-5872 

NUReG-0750 V18 NOS 

8404130221 

NUREG 



B3-4 

8404130253* 

50-395 

R 

NUREG~0~76 806 

8404110036 

50-387 

E 


B30 1070048 

8301070048* 

FOIA 

EOG-CDD-5708 

NUREG-0800 03 9, 3 Rl 

8404170399 

NUREG 



B301 120599 

8301 120599* 

FOIA 

EGO-NSMD-6108 

NUREG-OeOO 03. 9, 4 R2 

84041^0381 

NUREG 



S40305O234 

8403050234 

RES 


NUREG-OSOO 05 4 6 R3 

8404170467 

NUREG 



8403050240 

8403050240 

50-295 

P 

NUREG-C800 05 4. 7 R3 

8404170350 

NUREG 



S404040320 

8404040320 

RES 

NR C -04-7 8 -2 7 5 

NUREG-0800 06, 3 R02 

8404170375 

NUREG 



S404040389 

8404040389 

RES 

NRC-04-81-172 

NUREG-0800 07. 1 R03 

84041S039S 

NUREG 



S404050316 

8404050316 

RES 

NR C -04-78-271 

NUREG-0800 07. 5 R03 

8404180397 

NUREG 



S404090460 

8404070460 

RES 

NRC-04-81-217 

NUREG-0800 07, 7 R03 

8404180399 

NUREG 



8404130082 

8404130082* 

RES 

SWR I -6582-004 

NUREG-0800 09. 2. 1 R3 

8404170057 

NUREG 



8404130293 

8404130293* 

RES 

PNL-4432-7 

NUREG-0800 09, 2. 2 R2 

8404170042 

NUREG 



8404250065 

8404250065 

RES 

SAFF-1 26-83 

NUREG-08C0 10 3 R03 

8404170062 

NUREG 



8404270208 

8404270208 

RES 


NUREG-08C0 10. 4. 7 R3 

8404170353 

NUREG 



8404270208 

8404270214* 

RES 


NUREG-0837 V03 N03 

8404020212 

NUREG 



907057 

8404200060* 

50-267 

P 

NUREG-0840 UOl 

8404200196* 

FOIA 



907155 

8404200063* 

50-267 

P 

NUREG-0e92 SOS 

8404240005 

50-397 

E 


B 915 

8404100411* 

50-244 

P 

NUREG-0927 ROl 

8404090032 

NUREG 


TAC 04469 

B4-14498-48A 

8404180385* 

50-302 

R 

NUREG-0974 

84041 70288 

50-352 

D 


BAW-381 R17 

8404110385* 

70-824 


NUREG-0975 V02 

8404170012 

NUREG 



BNL-04243 

8310050324* 

50-324 

P 

NUREG-0993 ROl 

8404090143 

NUREG 


TAG 04469 

CASE-TRl R02 DRFT 

8404040006* 

TOPREP 


NUREG-1007 SOI 

8404120323 

50-104 

E 


CEN-260<A)-NP 

8404030269* 

50-368 

P 

NUREG-1042 

8404100519 

50-388 

P 


C0M-02~673 ROO 

8404090273* 

50-237 

P 

NUREG-1043 

8404160225 

50-166 

E 


CaM-02-674 ROO 

8404090278* 

50-237 

P 

NUREG-1056 

8404240014 

NUREG 



CPi_-l7-103 ROO 

8404060151# 

50-325 

P 

NUREG/BR-0072 ROl S2 

8404130442 

NUREG 



E-Y-YR-83033-2 ROO 

8404040182* 

50-29 

P 

NUREO/CP-0049 

8404130225 

NUREG 



EDR-1 (NP)-A 

8404190398* 

TOPREP 


NUREG/CR-2000 V03 Na 

8404020225 

NUREG 


ORNL/NSIC-200 

ESO-82-33 

8404100475* 

70-25 


NUREG/CR-2331 V03 N2 

8404020011 

NUREG 


BNI..-NUREG-51454 

eSO-03-47 

8404120088* 

50-332 

P 23382 

NUREG/CR-2679 V03 

8404020211 

NUREG 


SANDS2~0904 

eS0-83“48 

8404120092* 

50-332 

P 23382 

NUREG/CR“2a69 ROl 

8404130132 

NUREG 


ANL/ES-128 ROl 

F-C5896-002 BRFT 

8404180073* 

TOPREP 


NUREO/CR-3071 

8404160201 

NUREG 


PNL-4543 

FAAA-e4-3-l7 

8404230082* 

50-206 

S PA07396 

NUREG/CR-3171 

8404020277 

NUREG 



©A-A13010A AOa ERR 

8404190314* 

TOPREP 


NUREO/CR-3172 

8404030564 

NUREG 


ORNL/TM-8401 

QADC 55 ROl ADD 04 

8404300240* 

71—6346 


NUREG/CR-3181 

8404020263 

NUREG 


ORNL/TM-3683 

OPC-07-102 ROl 

8404190247* 

50—366 

P 

NUREG/CR-3aOO V03 

8404090145 

NUREG 


QRNL/TM-S796/V3 


587 
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REPORT NUMBER INDEX 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

NUREQ/CR-3251 

8404170575 

NUREG 


Y/DS-178 

NUREG/CR-3285 

8404110020 

NUREG 


HEDL-TME 83-9 

NUREe/CR-3350 

8404300179 

NUREG 


PNL-4933 

NUREG/CR-3359 V04 

8404020217 

NUREG 


ANL~83-11 U04 

NUREG/CR-3389 

8404020260 

NUREG 


ORNL-5978 

NUREG/CR-3391 U02 

8404170026 

NUREG 


HEDL-TME 83-22 

NUREG/CR-3396 

8404020220 

NUREG 


PNL-3796 

NUREG/CR-3410 

8404180403 

NUREG 


0RNL/TM-S786 

NUREG/CR-3490 

8404100524 

NUREG 


0RNL-59a8 

NUREG/CR-3492 V03 

8404100531 

NUREG 


0RNL/TM-S921/V3 

NUREG/CR-3507 

8404300067 

NUREG 


ORNL/SUB-7576/2 

NUREG/CR-3526 

84041203B4 

NUREG 


UCRL-53491 

NUREG/CR-3547 

8404020272 

NUREG 


SAND83-223B 

NUREG/CR-3564 

8404300363 

NUREG 


PNL-4909 

NUREG/CR-3581 

8404200016 

NUREG 


PNL-4693 

NUREG/CR~3602 

8404110312 

NUREG 


PNL-4817 

NUREG/CR“3612 

8404050505 

NUREG 



NUREG/CR-3619 

8404120389 

NUREG 



NUREG/CR-3625 

8404110296 

NUREG 


PNL-4957 

NUREG/CR-3631 

8404 170031 

NUREG 


EGG-2293 

NUREG/CR~3642 

8404100521 

NUREG 


PNL-497i 

NUREO/CR-3667 

8404050473 

NUREG 


ANL/EES-TM-241 

NUREG/CR“369a 

8404120390 

NUREG 



NUREG/CR-3699 

8404020158 

NUREG 



NUREG/CR-3716 

8404110024 

NUREG 


BNL-NUREG-51754 

NUREG/CR-3717 

8404020268 

NUREG 



NUREO/CR-3718 

8404250006 

NUREG 


UC ID- 19722 

NUREG/CR-3720 

8404110013 

NUREG 



NUREG/CR-3730 

8404160218 

NUREG 


ORNL/TM-9109 

NUREG/CR“3736 DRFT 

8404100539 

NUREG 



NUREG/CR-3740 

8404300225 

NUREG 



PNL-4945 

8404300035 

TQPREP 


UC-70 

R557. 07 

8404170508# 

50-206 

P 


R557. 08 

8404170511# 

50-206 

P 


R557, 09 

8404170498# 

50-206 

P 


R557, 10 

8404170503# 

50-206 

P 


R557, 11 

S404170516# 

50-206 

P 


RHO-RE-ST-S P 

8404130483# 

50-201 

Q 


SAI-lS6-557’-61 ROI 

8404030553# 

50-272 

F 


SECY-82-003 

8201250164# 

FOIA 



SECY-82-27013 

8404190426# 

50-247 

P 


SECY-82-2S3 

8404190429# 

FOIA 



SECY-82-289 

8404190434* 

50-293 

G 


SECY-82-317 

8404190443# 

FOIA 



SECY-83-497 

8312140352 

SECY 



SECY-84-044 

8404050507 

SECY 



SECY-84-045 

8404180063# 

FOIA 



SECY-84 -056 

8404020194 

SECY 



SECY-a4-076 

8403260357 

SECY 



SECY-84-0B5 

8404120011 

SECY 



SECY-84- 106 

8404030012 

SECY 



SECY-S4-124 

8404090448 

SECY 



SECY-04- 133 

8404100072 

SECY 



SECY-84- 134 

8404180339 

50-361 

P 


SECY-84- 140 

8404170555 

SECY 



SECY-84-152 

8404190458 

SECY 



SECY-84- 156 

8404200363 

50-275 

P 


SS-153 

8404120145* 

50-250 

P 


STD-R-02-012 R02 

8404120365# 

71-9089 


23476 

STD-R-05-005 ROO 

8404300281# 

WASTE MGT 


SWR 1-6582-004 DRFT 

8404050276# 

RES 



SWR 1-7794- 106 

8404090335* 

50-339 

G 


TER-C5506-135 

8312010214# 

50-255 

G 

TAG 46850 

TER-C5S06-321 

8310120417# 

50-324 

P 

TAC 07932 

TER-C5506-363 

8404020204# 

50-305 

P 

TAG 46747 

TER-C 5506-370 

8402020284# 

50-263 

P 

TAC 08062 

TER-C5506-3S2/3B3 

8403070077# 

50-266 

P 

TAC 07727 

TER-C5506-403/404 

8403160250# 

50-295 

P 

TAC 08092 

TER-C5506-417 

8308190033# 

50-348 

P 

TAC 51000 

TR 016 

0404090380* 

50-219 

F 


TR-ESS-031 U03 

8404120205# 

50-302 

Q 


TR-ESS-031 Y04 

8404120210# 

50-302 

Q 


TR-ESS-031 U05 

8404120218# 

50-302 

G 


UAI 84-17 ROI 

8404090364# 

50-348 

P 


WAPD-LP<CE)PDB-591 

8404120374* 

71-6400 



WCAP- 10494 

8404200164# 

50-334 

P 


WCAP-10528 

8404250182# 

50-445 

A 


YAEC 1423 

8404130025# 

50-309 

P 



CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating the title listing of 
the enclosure. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

DOCUMENT 

ISSUED 

CATEGORY 

7903050013 

8404090014 

84/02/07 

FOIA 

7903070 167 

8404090014 

84/02/07 

FQIA 

7903090191 

8404090014 

84/02/07 

FOIA 

7903300420 

B404090014 

84/02/07 

FQIA 

7904240562 

8404090014 

84/02/07 

FOIA 

7905020494 

8404260006 

84/03/08 

FOIA 

7905020504 

8404260006 

84/03/08 

FOIA 

7905240171 

8404090014 

84/02/07 

FOIA 

7905310154 

8404090014 

84/02/07 

FOIA 

7906220255 

8404260006 

84/03/08 

FOIA 

7906220475 

8404090014 

84/02/07 

FOIA 

7907120390 

8404260006 

84/03/08 

FOIA 

7907130231 

8404090014 

84/02/07 

FOIA 

7908220234 

8404090014 

84/02/07 

FOIA 

7908300606 

8404090014 

84/02/07 

FOIA 

7909130222 

8404090014 

84/02/07 

FOIA 

7911140248 

8404260006 

84/03/08 

FOIA 

0001300479 

8404260006 

84/03/08 

FOIA 

B002010149 

8404260006 

84/03/08 

FOIA 

B002120172 

8404090014 

84/02/07 

FOIA 

S002 120330 

8404090014 

84/02/07 

FOIA 

B0021 90697 

8404090014 

84/02/07 

FOIA 

0002190786 

8404090014 

84/02/07 

FOIA 

S003 120003 

8404090014 

84/02/07 

FOIA 

0003120008 

8404090014 

84/02/07 

FOIA 

S003120179 

8404090014 

84/02/07 

FOIA 

B003130465 

8404090014 

84/02/07 

FOIA 

0003210435 

8404090014 

84/02/07 

FOIA 

0004170173 

8404090014 

84/02/07 

FOIA 

0006130365 

8404260006 

84/03/08 

FOIA 

8007150278 

8404090014 

84/02/07 

FOIA 

S007 150384 

8404260006 

84/03/08 

FOIA 

8007150733 

8404090014 

84/02/07 

FOIA 

S0071 60209 

8404090014 

84/02/07 

FOIA 

S00B2204<68 

8404180300 

84/03/13 

50-329 S 

B009030176 

8404090014 

84/02/07 

FOIA 

8009030319 

8404090014 

84/02/07 

FOIA 

0010100016 

8404090014 

84/02/07 

FOIA 

SOI 1050374 

8404090014 

84/02/07 

FOIA 

8011140262 

8404260006 

84/03/08 

FOIA 

8012050094 

8404090014 

84/02/07 

FOIA 

0012100639 

8404090014 

84/02/07 

FOIA 

8012310479 

8404260006 

84/03/08 

FOIA 

8101090767 

8404090014 

84/02/07 

FOIA 

8102180706 

8404050165 

84/04/02 

40-6497 

8102230666 

8404180300 

84/03/13 

50-330 S 

8103050999 

8404090014 

84/02/07 

FOIA 

8103100038 

8404090014 

84/02/07 

FOIA 

8103120413 

8404090014 

84/02/07 

FOIA 

8103180900 

8404090014 

84/02/07 

FOIA 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8103260213 

8404090014 

34/02/07 

FOIA 


8103300249 

8404260006 

84/03/08 

FOIA 


8104060306 

8404190430 

84/03/15 

FOIA 


8104080632 

8404090014 

84/02/07 

FOIA 


8104160704 

8404260006 

84/03/08 

FOIA 


8104210347 

8404260006 

84/03/08 

FOIA 


8105210483 

8404 180300 

84/03/13 

50-329 

S 

8112020115 

8404180221 

84/03/14 

50-3 

P 

8112310093 

8404260006 

84/03/08 

FQIA 


8201250164 

8404180221 

84/03/14 

FOIA 


8202080115 

8404200008 

84/03/08 

FOIA 


8202080473 

8404200008 

84/03/08 

FOIA 


8202080474 

B40420000S 

84/03/08 

FOIA 


8202190422 

8404200008 

84/03/08 

FOIA 


8202240137 

8404180300 

84/03/13 

50-329 

s 

8205030170 

8404200008 

84/03/08 

FQIA 


8205040026 

8404200008 

84/03/08 

FQIA 


8205060208 

8404200008 

84/03/08 

FOIA 


8205140086 

8404200008 

84/03/08 

FOIA 


8207140052 

8404200008 

84/03/08 

FOIA 


8207220011 

8404200008 

84/03/08 

FQIA 


8207220058 

8404200008 

84/03/08 

FQIA 


8207300073 

8404200008 

84/03/08 

FOIA 


8211290179 

8404190160 

94/03/13 

50-400 

E 

8212300386 

8404190160 

94/03/13 

50-400 

E 

8301070048 

8404200008 

84/03708 

FOIA 


8301100365 

8404050060 

84/02/28 

FOIA 


8301120599 

8404200008 

84/03/08 

FOIA 


8303310069 

8404230300 

84/04/03 

FOIA 


8305050419 

8404190160 

84/03/13 

50-400 

E 

8308180439 

8404050060 

84/02/28 

FOIA 


8308190033 

8404060434 

94/03/19 

50-348 

P 

8308240650 

8404190160 

84/03/13 

50-400 

E 

8308290246 

8404050060 

84/02/28 

FOIA 


8308310103 

8404190160 

84/03/13 

50-400 

E 

8309060313 

8404050060 

84/02/28 

FOIA 


8309080284 

8404050060 

84/02/28 

FOIA 


8309090009 

8404190160 

84/03/13 

50-400 

E 

8309090042 

8404050060 

84/02/28 

FOIA 


830912051 1 

8404050060 

84/02/28 

FOIA 


8309220267 

B404190160 

84/03/13 

50-400 

E 

8309260442 

8404050060 

84/02/28 

50-259 

P 

8309260587 

8404050060 

84/02/28 

FOIA 


8309290408 

8404190160 

84/03/13 

50-400 

E 

8310050182 

8404050511 

84/03/20 

50-213 

P 

8310050324 

8404180053 

84/03/19 

50-324 

P 

8310060062 

8404190160 

84/03/13 

50-400 

E 

8310120417 

8404180053 

84/03/19 

50-324 

P 

8310200117 

8404050060 

84/02/28 

FOIA 


8310210031 

8404260006 

84/03/08 

FOIA 
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PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 
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831 0250184 

8404050060 

84/02/28 

50-277 

P 

8310310441 

8404190160 

84/03/13 

50-400 

E 

831 1080025 

8404190160 

84/03/13 

50-400 

E 

8311100112 

8404190160 

84/03/13 

50-400 

E 

8311140061 

8404190160 

84/03/13 

50-400 

E 

83111400BO 

8311140077 

83/11/03 

50-289 

P 

83111400S4 

8311140077 

83/11/03 

50-289 

P 

8311150437 

8404190160 

84/03/13 

50-400 

E 

8311160477 

8404190160 

84/03/13 

50-400 

E 

831 1220265 

8404050060 

84/02/28 

FOIA 


8311300104 

8404050060 

84/02/28 

FOIA 


8312010214 

8404180103 

84/04/11 

50-255 

Q 

8312070419 

8404190160 

84/03/13 

50-400 

E 

8312190275 

8404190424 

84/03/05 

FOIA 


8312190346 

8404130419 

84/04/13 

50-322 

A 

8312210306 

8404050060 

84/02/28 

FOIA 


8312210309 

8404050060 

84/02/28 

FOIA 


8312220004 

8404110530 

84/03/21 

50-369 

P 

8312220154 

8404190160 

84/03/13 

50-400 

E 

8312220250 

8404050184 

84/03/16 

50-373 

P 

8312230038 

8404050060 

84/02/28 

FOIA 


8401060119 

8404050060 

84/02/28 

50-263 

P 

8401060574 

8404300155 

84/04/26 

50-237 

Q 

8401190034 

8401190013 

84/01/10 

50-289 

P 

8401260520 

8404050060 

84/02/28 

FOIA 


8402020284 

8404160277 

64/03/19 

50-263 

P 

8402060541 

8404050060 

84/02/28 

FOIA 


8402070493 

8404110530 

84/03/21 

50-369 

P 

8402070496 

S4041 10530 

84/03/21 

50-369 

P 

8402100399 

8404050060 

84/02/28 

FOIA 


8402130050 

S402130013 

83/12/21 

FOIA 


8402240316 

8404190084 

84/03/21 

FOIA 


8402280551 

8404100407 

84/03/22 

50-320 

H 

84022900 IS 

8402290016 

84/01/10 

TOP REP 


8402290025 

8402290022 

83/12/19 

50-339 

S 

8402290333 

8403140267 

84/04/04 

50-322 

S 

8403010509 

8404090446 

84/04/06 

50-289 

G 

8403070077 

8404130050 

84/03/27 

50-266 

P 

8403080034 

8403080024 

84/01/18 

50-397 

A 

8403080331 

8403140267 

84/04/04 

50-32? 

S 

8403090300 

8403090295 

84/03/05 

50-320 

Q 

8403160250 

8404130108 

84/03/22 

50-295 

P 

8403220076 

8403220073 

84/03/15 

50-410 

Q 

8403270128 

8404260413 

84/04/17 

50-245 

P 

8403280008 

8403280004 

84/03/16 

50-289 

P 

8403280013 

8403280004 

84/03/16 

50-289 

P 

8403280019 

8403280004 

84/03/16 

50-289 

P 

8403280026 

8403280004 

84/03/16 

50-289 

P 

8403290111 

8403290105 

84/03/06 

50-269 

Q 

8403290235 

8403290233 

84/03/13 

50-297 

Q 

8404020013 

8404020007 

84/03/26 

50-315 

Q 

8404020025 

8404020017 

84/03/26 

50-354 

G 

8404020034 

8404020030 

84/03/22 

50-259 

P 

-8404020035 

8404020031 

84/03/23 

50-498 

Q 

8404020042 

8404020037 

84/03/23 

50-498 

Q 

8404020045 

8404020041 

84/03/26 

50-263 

Q 

8404020048 

8404020037 

84/03/23 

50-498 

Q 

8404020059 

8404020055 

84/03/14 

50-255 

Q 

8404020060 

8404020058 

84/03/28 

50-395 

I 

8404020061 

8404020058 

84/03/28 

50-395 

I 

8404020065 

8404020062 

84/03/26 

50-244 

P 

8404020090 

8404020086 

84/03/15 

REVIEW GRP 

8404020095 

8404020091 

84/03/13 

50-416 

Q 

8404020096 

8404020088 

84/03/23 

50-219 

P 

8404020099 

8404020098 

84/03/08 

50-275 

P 

8404020105 

B404020103 

84/02/27 

CONTRACT 


8404020106 

8404020101 

84/03/26 

50-318 

P 

8404020128 

8404020124 

84/03/26 

50-10 

Q 

8404020133 

8404020132 

84/03/22 

50-413 

F 

8404020151 

8404020147 

84/03/16 

50-213 

P 

8404020155 

B404020147 

84/03/16 

50-213 

P 

0404020165 

8404020143 

84/03/22 

50-206 

S 

8404020168 

9404020162 

84/03/29 

50-416 

P 

8404020171 

8404020143 

84/03/22 

50-206 

s 

8404020173 

8404020170 

84/03/06 

50-263 

p 

8404020176 

8404020143 

84/03/22 

50-206 

s 

8404020178 

8404020143 

84/03/22 

50-206 

s 

8404020179 

8404020172 

84/03/06 

50-260 

p 

S4040201B2 

8404020143 

84/03/22 

50-206 

s 

8404020184 

8404020172 

84/03/06 

50-260 

p 
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S404020204 

8404040307 

84/03/16 

50-305 

P 

8404020209 

8404020202 

84/02/13 

WASTE MGT 

8404020223 

8404020219 

84/02/28 

CONTRACT 


8404020228 

S404020224 

84/03/14 

50-247 

P 

8404020229 

8404020221 

84/02/29 

50-247 

F 

8404020231 

8404020224 

84/03/14 

50-247 

P 

8404020232 

8404020227 

84/03/12 

CONTRACT 


8404020236 

8404020234 

84/03/15 

CONTRACT 


8404020237 

8404020221 

84/02/29 

50-247 

U 

0404020239 

8404020238 

84/03/30 

50-322 

T 

8404020244 

8404020242 

84/03/31 

50-322 

G 

8404020247 

8404020240 

84/03/05 

COMMISSION 

8404020248 

B404020242 

84/03/31 

50-322 

G 

8404020251 

8404020240 

84/03/05 

COMMISSION 

8404020252 

8404020242 

84/03/31 

50-322 

G 

8404020255 

8404020242 

84/03/31 

50-322 

G 

8404020258 

8404020240 

84/03/05 

COMMISSION 

8404020271 

8404020266 

84/03/14 

50-329 

A 

8404020275 

8404020273 

84/03/16 

50-454 

U 

8404020293 

8404020291 

84/02/27 

COMMISSION 

8404020295 

8404020291 

84/02/27 

COMMISSION 

8404020300 

8404020291 

84/02/27 

COMMISSION 

8404020302 

8404020299 

84/03/19 

XPORTLIC 


8404030014 

8404030013 

84/03/07 

CONTRACT 


8404030019 

8404030018 

84/02/13 

FOIA 


8404030021 

8404030018 

84/02/13 

FOIA 


8404030022 

8404030018 

84/02/13 

FOIA 


8404030024 

8404030018 

84/02/13 

FOIA 


B404030025 

8404030018 

84/02/13 

FOIA 


8404030026 

8404030018 

84/02/13 

FOIA 


8404030027 

8404030018 

84/02/13 

FOIA 


8404030029 

8404030018 

84/02/13 

FOIA 


8404030030 

8404030018 

84/02/13 

FOIA 


8404030032 

8404030018 

84/02/13 

FOIA 


8404030034 

8404030018 

84/02/13 

FOIA 


8404030035 

8404030018 

84/02/13 

FOIA 


8404030036 

8404030018 

84/02/13 

FOIA 


8404030038 

8404030018 

84/02/13 

FOIA 


8404030040 

8404030018 

84/02/13 

FOIA 


8404030042 

8404030018 

84/02/13 

FOIA 


8404030044 

8404030018 

84/02/13 

FOIA 


8404030045 

8404030018 

84/02/13 

FOIA 


8404030046 

8404030018 

84/02/13 

50-397 

Q 

8404030049 

8404030018 

84/02/13 

FOIA 


8404030052 

B40403001S 

84/02/13 

FOIA 


8404030053 

8404030018 

84/02/13 

FOIA 


8404030054 

8404030018 

84/02/13 

FOIA 


8404030055 

8404030018 

84/02/13 

FOIA 


8404030056 

8404030018 

84/02/13 

FOIA 


8404030057 

8404030018 

84/02/13 

FOIA 


8404030058 

8404030018 

34/02/13 

FOIA 


8404030061 

B404030018 

84/02/13 

FOIA 


8404030063 

8404030018 

84/02/13 

FOIA 


8404030064 

8404030018 

84/02/13 

FOIA 


8404030066 

8404030018 

84/02/13 

40-8610 


8404030067 

8404030018 

84/02/13 

50-358 

A 

8404030070 

8404030065 

84/02/17 

50-205 

Q 

8404030071 

8404030018 

84/02/13 

FOIA 


8404030073 

8404030068 

84/03/26 

50-331 

R 

8404030074 

8404030018 

84/02/13 

FOIA 


8404030078 

8404030018 

84/02/13 

FOIA 


8404030079 

8404030051 

84/03/29 

50-275 

G 

8404030082 

8404030018 

84/02/13 

FOIA 


84040300S8 

8404030081 

84/02/09 

50-402 

Q 

8404030089 

8404030085 

84/02/14 

50-402 

Q 

8404030095 

8404030092 

84/03/30 

50-322 

T 

8404030106 

8404030098 

84/03/30 

50-352 

K 

8404030108 

8404030098 

84/03/30 

50-352 

F 

8404030138 

8404030133 

84/03/20 

50-220 

G 

8404030142 

8404030133 

84/03/20 

50-220 

Q 

8404030146 

8404030133 

84/03/20 

50-220 

Q 

8404030150 

8404030133 

84/03/20 

50-220 

Q 

8404030153 

8404030149 

84/03/14 

50-205 

Q 

8404030156 

8404030147 

84/03/26 

50-410 

C 

8404030159 

8404030147 

84/03/26 

50-410 

K 

8404030178 

8404030174 

84/03/29 

50-409 

F 

8404030181 

8404030175 

84/03/28 

50-403 

G 

8404030184 

8404030176 

84/03/26 

50-373 

P 

8404030193 

8404030179 

84/03/27 

50-454 

Q 

8404030208 

8404030206 

84/03/29 

50-390 

A 
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8404030213 

8404030211 

84/03/28 

50-275 

Q 

8404030220 

8404030215 

84/03/06 

50-458 

Q 

8404030225 

8404030219 

84/03/23 

50-275 

E 

8404030229 

8404030224 

82/09/29 

50-315 

F 

8404030230 

8404030223 

84/03/30 

50-29 

P 

8404030232 

8404030227 

84/03/13 

50-267 

Q 

8404030235 

B404030226 

84/03/27 

50-445 

0 

8404030238 

8404030231 

84/03/30 

50-361 

P 

8404030247 

8404030226 

84/03/27 

50-445 

G 

8404030255 

8404030252 

84/03/28 

50-382 

A 

8404030263 

8404030262 

84/03/15 

50-346 

P 

0404030267 

8404030262 

84/03/15 

50-346 

P 

8404030269 

8404030260 

83/12/02 

50-368 

P 

8404030271 

8404030265 

84/02/29 

50-482 

Q 

8404030274 

8404030262 

84/03/15 

50-346 

P 

8404030277 

8404030262 

84/03/15 

50-346 

P 

8404030278 

8404030265 

84/02/29 

50-482 

Q 

8404030281 

8404030275 

84/02/14 

50-382 

Q 

8404030291 

8404030289 

84/03/06 

50-409 

P 

8404030304 

8404030295 

84/03/16 

50-254 

Q 

8404030308 

8404030301 

84/03/28 

50-329 

Q 

8404030317 

8404030313 

84/02/17 

50-313 

Q 

8404030322 

8404030319 

84/03/30 

50-244 

P 

8404030323 

8404030313 

84/02/17 

50-313 

Q 

8404030324 

8404030319 

84/03/30 

50-244 

P 

8404030325 

8404030321 

84/03/28 

50-259 

F 

8404030327 

8404030321 

84/03/28 

50-259 

F 

8404030331 

8404030326 

84/03/22 

50-373 

P 

8404030334 

8404030332 

84/03/28 

50-390 

A 

8404030335 

8404030329 

84/03/26 

50-454 

A 

8404030342 

8404030341 

84/03/27 

50-483 

F 

8404030346 

8404030344 

84/03/28 

50-324 

F 

8404030349 

8404030344 

84/03/28 

50-324 

F 

8404030359 

8404030355 

84/03/30 

50-341 

K 

8404030361 

8404030355 

84/03/30 

50-341 

K 

8404030368 

8404030366 

84/02/13 

50-498 

Q 

8404030375 

8404030337 

84/03/20 

50-373 

Q 

8404030380 

8404030371 

84/03/30 

50-322 

T 

8404030382 

8404030379 

84/03/29 

50-305 

I 

8404030384 

8404030381 

84/03/19 

50-329 

Q 

8404030387 

8404030371 

84/03/30 

50-322 

T 

8404030388 

8404030379 

84/03/29 

50-305 

I 

8404030389 

8404030354 

84/03/30 

50-206 

S 

8404030392 

8404030379 

84/03/29 

50-305 

I 

8404030393 

8403140254 

84/03/28 

50-275 

T 

8404030394 

8404030371 

84/03/30 

50-322 

T 

8404030399 

8404030395 

84/03/29 

50-400 

K 

8404030403 

8404030371 

84/03/30 

50-322 

T 

8404030410 

8404030362 

84/03/13 

50-298 

Q 

8404030413 

8404030406 

84/03/20 

50-423 

E 

8404030421 

8404030415 

84/03/21 

50-220 

P 

8404030425 

8404030414 

84/03/16 

50-382 

Q 

8404030426 

8404030415 

84/03/21 

50-220 

P 

8404030427 

8403140250 

84/03/28 

50-275 

G 

8404030432 

8404030423 

84/03/30 

50-324 

Q 

8404030437 

8403140250 

84/03/28 

50-275 

G 

0404030448 

8404030440 

84/03/19 

50-454 

Q 

8404030456 

8404030440 

84/03/19 

50-454 

Q 

8404030457 

8404030454 

84/03/30 

50-266 

P 

8404030459 

8404030455 

84/03/29 

50-275 

F 

8404030460 

8404030451 

84/03/20 

50-445 

Q 

8404030461 

8404030452 

84/03/29 

50-498 

A 

8404030464 

8404030454 

84/03/30 

50—266 

P 

8404030468 

8404030452 

84/03/29 

50-498 

A 

8404030473 

8404030450 

84/03/30 

50-305 

P 

8404030475 

8404030452 

84/03/29 

50-498 

A 

8404030479 

8404030477 

84/02/17 

50-482 

a 

8404030480 

8404030469 

84/03/26 

50-454 

R 

8404030482 

8404030452 

84/03/29 

50-498 

A 

8404030484 

B404030477 

84/02/17 

50-482 

Q 

8404030490 

8404030452 

84/03/29 

50-498 

A 

8404030493 

8404030450 

84/03/30 

50-305 

P 

8404030498 

8404030495 

84/03/27 

50-344 

P 

8404030503 

8404030495 

84/03/27 

50-344 

P 

8404030504 

8404030452 

84/03/29 

50-498 

A 

8404030506 

8404030501 

84/02/29 

50-313 

V 

8404030508 

8404030497 

84/03/16 

50-245 

P 

8404030509 

8404030499 

84/03/28 

50-440 

0 

8404030511 

8404030502 

84/03/30 

50-416 

P 

8404030513 

8404030452 

84/03/29 

50-498 

A 
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8404030515 

8404030501 

84/02/29 

50-313 

V 

8404030517 

B404030512 

84/03/29 

50-312 

Q 

84040305 IS 

8404030499 

84/03/28 

50-440 

Q 

8404030520 

8404030505 

84/03/30 

50-361 

P 

8404030525 

8404030497 

84/03/16 

50-245 

P 

8404030526 

8404030524 

84/03/28 

50-368 

P 

8404030528 

8404030497 

84/03/16 

50-245 

P 

8404030534 

8404030497 

84/03/16 

50-245 

P 

8404030535 

8404030510 

84/03/16 

50-213 

P 

8404030536 

8404030532 

84/03/26 

50-271 

P 

8404030538 

8404030532 

84/03/26 

50-271 

P 

8404030539 

8404030510 

84/03/16 

50-213 

P 

8404030553 

8404170345 

84/03/28 

50-272 

F 

8404030556 

8403140249 

84/03/23 

50-322 

S 

8404030559 

8404030557 

84/03/15 

50-302 

F 

8404030561 

8404030557 

84/03/15 

50-302 

F 

8404030584 

8404030580 

84/03/09 

REVIEW GRP 

8404030600 

B404030599 

84/03/20 

CONTRACT 


8404040006 

8404040004 

83/06/03 

TOPREP 


8404040024 

8404040021 

84/02/22 

50-413 

A 

8404040028 

8404040021 

84/02/22 

50-413 

A 

8404040029 

8404040021 

84/02/22 

50-413 

A 

8404040032 

8404040021 

84/02/22 

50-413 

A 

8404040034 

8404040021 

84/02/22 

50-413 

T 

8404040035 

8404040021 

84/02/22 

50-413 

A 

8404040039 

8404040021 

84/02/22 

50-413 

A 

8404040041 

8404040037 

84/03/09 

CONTRACT 


8404040042 

8404040021 

84/02/22 

50-413 

T 

8404040049 

8404040021 

84/02/22 

50-413 

A 

8404040051 

8404040038 

84/03/30 

50-456 

A 

8404040052 

8404040050 

84/03/29 

50-29 

P 

8404040053 

8404040021 

84/02/22 

50-413 

T 

8404040055 

B404040021 

84/02/22 

50-413 

A 

8404040057 

8404040021 

84/02/22 

50-413 

A 

8404040060 

8404040021 

84/02/22 

50-413 

T 

8404040066 

8404040021 

84/02/22 

50-413 

T 

8404040067 

8404040065 

84/04/03 

50-416 

P 

B404040069 

8404040065 

84/04/03 

50-416 

P 

8404040070 

8404040021 

84/02/22 

50-413 

T 

8404040071 

8404040065 

84/04/03 

SO-416 

P 

8404040072 

8404040068 

84/03/28 

50-29 

F 

0404040073 

8404040021 

84/02/22 

50-413 

T 

B404040074 

8404040065 

84/04/03 

50-416 

P 

S404040076 

8404040021 

84/02/22 

50-413 

T 

8404040078 

B404040077 

84/03/30 

50-443 

A 

0404040079 

8404040021 

84/02/22 

50-413 

T 

8404040088 

8404040087 

84/03/23 

50-482 

A 

8404040092 

8404040089 

84/04/02 

50-361 

P 

8404040094 

B4040400B9 

84/04/02 

50-361 

P 

8404040106 

8404040104 

84/03/19 

50-373 

P 

84040401 OB 

8404040104 

84/03/19 

50-373 

P 

8404040113 

8404040110 

84/03/28 

50-354 

G 

8404040126 

8404040125 

84/03/30 

50-352 

T 

8404040128 

8404040124 

84/03/21 

CONTRACT 

8404040129 

8404040125 

84/03/30 

50-352 

T 

8404040134 

8404040131 

84/03/21 

CONTRACT 

8404040139 

8404040136 

84/03/21 

CONTRACT 

8404040159 

8404040156 

84/04/02 

50-352 

T 

8404040162 

B404040151 

84/03/29 

50-413 

G 

8404040164 

8404040161 

84/04/03 

50-289 

G 

8404040165 

8404040165 

84/04/03 

50-289 

0 

8404040168 

8409040161 

84/04/03 

50-299 

G 

8404040172 

3404040169 

84/03/26 

50-10 

F 

8404040175 

8404040169 

84/03/26 

50-10 

F 

8404040182 

8404040179 

84/03/26 

50-29 

P 

8404040202 

8404040200 

84/03/30 

PRM 


8404040204 

8404040203 

84/03/30 

50-352 

G 

8404040217 

8404040212 

84/03/21 

CONTRACT 

8404040229 

8404040228 

84/03/19 

CONTRACT 

0404040232 

8403140260 

84/04/02 

50-413 

A 

8404040239 

8403140260 

84/04/02 

50-413 

A 

8404040241 

8404040240 

84/02/28 

71-9181 


8404040242 

8403140260 

84/04/02 

50-413 

A 

8404040244 

8404040240 

84/02/20 

71-9181 


0404040247 

8404040245 

84/03/13 

XPORTLIC 

8404040255 

8404040252 

84/03/19 

CONTRACT 

8404040263 

8404040259 

84/03/19 

CONTRACT 

8404040268 

8404040266 

84/03/13 

50-362 

P 

8404040270 

8404040266 

84/03/13 

50-362 

P 

8404040275 

8404040271 

84/03/15 

COMMISSION 



592 
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ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8404040280 

8404040274 

84/03/13 

50-277 

P 

8404040282 

8404040274 

84/03/13 

50-277 

P 

8404040286 

8404040276 

84/03/16 

50-244 

V 

8404040296 

8404040293 

84/03/16 

CONTRACT 


8404040298 

8404040276 

84/03/16 

50-244 

Y 

8404040300 

8404040295 

84/03/07 

COMMISSION 

8404040303 

8404040297 

84/03/13 

50-277 

X 

8404040304 

8404040299 

84/03/16 

50-316 

P 

8404040309 

8404040299 

84/03/16 

50-316 

P 

S404040310 

8404040297 

84/03/13 

50-277 

X 

8404040316 

8404040308 

84/03/12 

CONTRACT 


8404040323 

8404040299 

84/03/16 

50-316 

P 

8404040326 

8404040299 

84/03/16 

50-316 

p 

8404040370 

8404040366 

84/03/19 

50-275 

G 

8404040375 

8404040366 

84/03/19 

50-275 

G 

8404040377 

8404040366 

84/03/19 

50-275 

G 

8404040381 

8404040366 

04/03/19 

50-275 

0 

S4040403S6 

8404040366 

84/03/19 

50-275 

G 

8404040390 

8404040366 

84/03/19 

50-275 

G 

8404040391 

8404040366 

84/03/19 

50-275 

G 

8404040393 

8404040366 

84/03/19 

50-275 

G 

8404040395 

8404040392 

84/03/01 

71-9080 


8404040396 

8404040366 

84/03/19 

50-275 

G 

8404040398 

8404040366 

84/03/19 

50-275 

G 

8404040399 

8404040392 

84/03/01 

71-9080 


8404040401 

8404040394 

84/03/02 

WASTE MGT 

8404040403 

8404040366 

84/03/19 

50-275 

0 

8404040405 

8404040366 

84/03/19 

50-275 

G 

8404040408 

8404040366 

84/03/19 

50-275 

G 

8404040410 

8404040366 

84/03/19 

50-275 

G 

8404040412 

8404040366 

84/03/19 

50-275 

G 

8404040413 

8404049366 

84/03/19 

50-275 

G 

8404040414 

8404040366 

84/03/19 

50-275 

G 

8404040415 

8404040366 

84/03/19 

50-275 

G 

8404040417 

8404040366 

84/03/19 

50-275 

G 

8404040418 

8404040366 

84/03/19 

50-275 

G 

8404040419 

8404040366 

84/03/19 

50-275 

G 

8404040420 

8404040366 

84/03/19 

50-275 

G 

8404040421 

8404040366 

84/03/19 

50-275 

G 

8404040423 

8404040366 

84/03/19 

50-275 

G 

8404040424 

8404040366 

84/03/19 

50-275 

G 

8404050003 

8404050002 

84/03/16 

50-315 

P 

8404050004 

8404050001 ' 

84/03/13 

50-324 

P 

8404050005 

8404050002 

84/03/16 

50-315 

P 

8404050006 

8404050001 

84/03/13 

50-324 

P 

8404050022 

8404050019 

84/03/30 

50-361 

R 

8404050032 

8404050026 

84/03/30 

50-261 

I 

8404050055 

8404050053 

84/03/20 

50-368 

P 

8404050057 

8404050050 

84/03/14 

CONTRACT 


8404050064 

8404050059 

84/04/03 

50-352 

T 

8404050074 

8404050060 

84/02/28 

FOIA 


8404050080 

S404050060 

84/02/28 

FOIA 


8404050087 

8404050060 

84/02/28 

FOIA 


8404050088 

3404050083 

84/04/02 

50-352 

E 

8404050089 

8404050060 

84/02/28 

FOIA 


8404050093 

8404050060 

84/02/28 

FOIA 


8404050097 

8404050060 

84/02/28 

FOIA 


8404050100 

8404050096 

84/04/02 

50-322 

T 

8404050103 

8404050060 

84/02/28 

FOIA 


8404050111 

8404050060 

84/02/28 

FOIA 


8404050114 

B404050109 

84/03/12 

70-143 


8404050116 

8404050060 

84/02/28 

FOIA 


8404050119 

3404050060 

84/02/28 

50-249 

Q 

8404050124 

8404050060 

84/02/28 

FOIA 


8404050126 

8404050060 

84/02/28 

FOIA 


8404050130 

8404050060 

84/02/28 

FOIA 


8404050139 

8404050136 

84/03/30 

50-528 

Q 

8404050140 

8404050060 

84/02/28 

FOIA 


8404050147 

B404050141 

84/03/12 

50-528 

Q 

8404050149 

8404050145 

84/03/19 

CONTRACT 


8404050170 

8404120153 

84/04/05 

50-373 

P 

8404050189 

8404050184 

84/03/16 

50-373 

P 

8404050192 

8404050184 

84/03/16 

50-373 

P 

8404050195 

8404050184 

84/03/16 

50-373 

P 

8404050197 

8404050194 

84/04/02 

50-250 

P 

8404050201 

8404050199 

84/03/07 

50-528 

Q 

8404050206 

8404050199 

84/03/07 

50-528 

Q 

8404050230 

8404050226 

84/03/16 

50-361 

G 

8404050237 

8404050233 

84/03/22 

71-24 


8404050240 

8404050236 

84/03/09 

50-312 

Q 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8404050241 

S404050234 

34/03/30 

50-423 

A 

8404050252 

8404050245 

84/03/21 

50-397 

Q 

8404050254 

8404050253 

84/01/23 

70-1113 


8404050256 

8404050251 

84/03/16 

50-397 

Q 

8404050263 

8404050260 

84/03/08 

50-344 

Q 

8404050264 

8404050259 

84/03/20 

50-397 

Q 

8404050272 

8404050269 

84/02/27 

CONTRACT 


8404050274 

8404050271 

84/03/19 

RES 


8404050276 

8404050271 

84/03/19 

RES 


8404050280 

8404050275 

84/03/21 

CONTRACT 


8404050281 

8404050278 

84/03/16 

50-206 

Q 

8404050284 

8404050196 

84/03/20 

50-508 

Q 

8404050287 

8404050285 

84/03/05 

50-275 

G 

8404050290 

8404050286 

84/03/21 

50-206 

Q 

8404050295 

8404050293 

84/03/30 

50-250 

P 

8404050300 

8404050298 

84/03/30 

50-338 

P 

8404050301 

8404050299 

84/03/23 

50-433 

Q 

8404050302 

8404050299 

84/03/23 

50-433 

G 

8404050304 

8404050303 

84/03/26 

50-373 

Q 

8404050305 

8404050303 

84/03/26 

50-373 

Q 

8404050307 

8403140258 

84/03/30 

50-275 

P 

8404050308 

8404050303 

84/03/26 

50-373 

G 

8404050309 

B40314025S 

84/03/30 

50-275 

P 

8404050310 

8404050303 

84/03/26 

50-373 

G 

8404050315 

8404050303 

84/03/26 

50-373 

Q 

8404050318 

8403140258 

84/03/30 

50-275 

P 

8404050319 

8404050238 

84/03/20 

50-528 

Q 

8404050321 

8404050303 

84/03/26 

50-373 

Q 

8404050322 

8404050320 

84/03/21 

71-6613 


8404050323 

8403140258 

84/03/30 

50-275 

P 

8404050354 

8404050347 

84/03/23 

CONTRACT 


8404050362 

8404050358 

84/03/19 

CONTRACT 


8404050417 

8404090130 

84/04/03 

50-254 

F 

8404050434 

8404050427 

84/03/19 

CONTRACT 


8404050445 

8404050438 

84/03/21 

50-251 

S 

8404050481 

8404050476 

84/03/19 

50-146 

H 

8404050484 

8404050479 

84/03/12 

50-329 

H 

8404050502 

8404050497 

84/03/13 

50-331 

P 

8404050506 

8404050497 

84/03/13 

50-331 

P 

8404050517 

8404050511 

84/03/20 

50-213 

P 

8404060021 

8404060001 

84/03/01 

50-413 

M 

8404060023 

8404060016 

84/02/27 

COMMISSION 

8404060028 

8404060001 

84/03/01 

50-413 

M 

8404060058 

8404060055 

84/03/06 

50-324 

P 

8404060060 

8404060055 

84/03/06 

50-324 

P 

8404060072 

8404060071 

84/03/08 

50-331 

P 

8404060074 

8404060071 

84/03/08 

50-331 

P 

8404060081 

8404060077 

84/03/13 

50-271 

P 

8404060082 

8404060076 

84/03/30 

50-412 

Q 

8404060085 

8404060077 

84/03/13 

50-271 

P 

8404060090 

B4040600S4 

84/03/12 

50-390 

Q 

8404060091 

8404060086 

84/03/23 

50-346 

Q 

8404060093 

8404060089 

84/03/15 

50-324 

Q 

8404060094 

8404060086 

84/03/23 

50-346 

Q 

8404060098 

8404060095 

84/03/08 

50-261 

Q 

8404060102 

8404060097 

84/03/30 

50-412 

Q 

8404060106 

8404060101 

84/03/14 

50-335 

Q 

8404060111 

8404060108 

83/12/27 

50-366 

Q 

8404060117 

8404060107 

84/04/02 

50-313 

Q 

8404060124 

8404060116 

84/03/15 

50-389 

Q 

8404060125 

8404060121 

84/03/08 

50-250 

Q 

8404060133 

8404060126 

84/03/15 

50-302 

Q 

8404060134 

8404060131 

84/04/02 

50-313 

Q 

8404060138 

8404060135 

84/04/02 

50-413 

Q 

8404060143 

8404060139 

84/03/30 

50-282 

Q 

8404060144 

8404060142 

84/03/12 

50-390 

Q 

8404060151 

8404060148 

84/04/02 

50-325 

P 

8404060157 

8404060153 

84/03/08 

50-390 

Q 

8404060173 

8404060167 

84/03/16 

50-390 

Q 

8404060174 

8404060163 

84/03/12 

50-424 

Q 

8404060177 

8404060168 

84/03/22 

50-10 

Q 

8404060181 

8404060176 

84/03/28 

50-10 

R 

8404060186 

8404060184 

84/03/28 

50-373 

R 

8404060189 

8404060185 

84/03/27 

70-27 


8404060196 

8404060192 

84/03/20 

50-352 

Q 

8404060197 

8404060190 

84/03/30 

50-282 

R 

8404060200 

8404060192 

84/03/20 

50-352 

Q 

8404060203 

8404060194 

84/03/15 

50-390 

Q 

8404060208 

8404060204 

84/03/20 

70-371 


B404060217 

8404060209 

84/03/29 

50-271 

R 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 
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ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


S404060221 8404060213 84/03/28 50-295 R 
S404060226 8404060218 84/03/30 50-309 R 
8404060230 8404060225 84/03/30 50-373 Q 
8404060238 8404060233 84/03/30 50-305 Q 
8404060239 8404060219 84/03/30 50-263 R 

8404060242 8404060233 84/03/30 50-305 Q 
8404060244 8404060241 84/04/03 50-263 P 
8404060248 8404060241 84/04/03 50-263 P 
8404060253 8404060234 84/03/29 50-352 Q 
8404060262 8404060261 84/04/02 50-400 Q 

8404060265 8404060261 84/04/02 50-400 Q 
8404060267 8404060261 84/04/02 50-400 0 
8404060270 8404060261 84/04/02 50-400 Q 
8404060272 8404060263 84/03/28 50-400 Q 
8404060277 8404060263 84/03/28 50-400 Q 

8404060282 8404060263 84/03/28 50-400 Q 
8404060284 8404060278 84/03/26 50-331 R 
8404060285 8404060263 84/03/28 50-400 0 
8404060291 8404060263 84/03/28 50-400 0 
8404060293 8404060290 84/03/13 50-280 Q 

0404060301 8404060295 84/03/19 50-277 Q 
8404060304 8404060300 84/03/29 50-417 Q 
8404060306 8404060300 84/03/29 50-417 Q 
8404060309 8404060300 84/03/29 50-417 Q 
8404060310 8404060295 84/03/19 50-277 Q 


8404060314 

8404060300 

84/03/29 

50-417 

Q 

8404060317 

8404060312 

84/04/02 

50-482 

Q 

8404060318 

8404060313 

84/03/19 

50-352 

Q 

8404060321 

3404060315 

84/04/02 

50-220 

P 

8404060326 

8404060320 

84/03/13 

50-390 

Q 

8404060331 

8404060325 

84/03/23 

50-369 

Q 

8404060335 

8404060325 

84/03/23 

50-369 

Q 

B404060336 

8404060332 

84/03/29 

50-413 

Q 

8404060338 

8404060334 

84/03/27 

50-293 

P 

8404060339 

8404060333 

84/03/23 

50-219 

P 

8404060340 

8404060325 

84/03/23 

50-369 

Q 

8404060347 

8404060342 

84/03/30 

50-461 

K 

8404060348 

8404060341 

84/03/08 

50-324 

Q 

8404060350 

8404060325 

84/03/23 

50-369 

Q 

8404060351 

8404060346 

84/03/16 

50-390 

Q 

B404060356 

8404060349 

84/03/28 

50-261 

P 

8404060358 

8404060352 

84/03/21 

50-454 

Q 

8404060359 

8404060355 

84/03/26 

70-698 


8404060365 

8404060361 

84/03/08 

50-250 

Q 

8404060370 

8404060366 

84/03/28 

50-413 

A 

8404060371 

8404060364 

84/03/30 

50-315 

P 

8404060372 

8404060363 

84/03/21 

50-438 

Q 

8404060375 

8404060363 

84/03/21 

50-438 

Q 

8404060376 

8404060363 

84/03/21 

50-438 

Q 

8404060378 

8404060373 

84/02/09 

50-254 

R 

8404060380 

8404060379 

84/03/23 

50-388 

P 

8404060381 

8404060363 

84/03/21 

50-438 

Q 

8404060383 

8404060379 

84/03/23 

50-388 

P 

8404060395 

8404060379 

84/03/23 

50-388 

P 

8404060401 

8404060396 

84/04/04 

50-413 

G 

8404060406 

8404060403 

84/03/13 

50-339 

P 

8404060410 

8404060403 

84/03/13 

50-338 

P 

8404060427 

8404060424 

84/04/05 

50-445 

G 

8404060430 

8404060424 

84/04/05 

50-445 

G 

8404060432 

8404060431 

84/03/21 

50-309 

P 

0404060433 

8404060431 

84/03/21 

50-309 

P 

8404060436 

8404060435 

84/03/14 

50-335 

P 

8404060437 

8404060434 

84/03/19 

50-348 

P 

0404060438 

9404060435 

84/03/14 

50-335 

P 

0404060441 

8404060439 

84/03/09 

70-1143 


0404090018 

8404090014 

84/02/07 

FOIA 


0404090019 

8404090016 

84/03/19 

50-397 

P 

8404090020 

8404090014 

84/02/07 

FOIA 


0404090024 

0404090014 

84/02/07 

FOIA 


8404090028 

8404090014 

84/02/07 

FOIA 


8404090034 

8404090014 

84/02/07 

FOIA 


B404090035 

8404090014 

84/02/07 

FOIA 


8404090042 

8404090014 

84/02/07 

FOIA 


8404090043 

8404090014 

84/02/07 

FOIA 


8404090044 

8404090014 

84/02/07 

FOIA 


8404090046 

8404090014 

84/02/07 

FOIA 


8404090047 

8404090014 

84/02/07 

FOIA 


8404090049 

8404090014 

84/02/07 

FOIA 


0404090051 

8404090014 

84/02/07 

FOIA 


8404090052 

8404090014 

84/02/07 

FOIA 



ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


3404090053 8404090014 84/02/07 FDIA 

8404090056 8404090014 84/02/07 FOIA 

8404090057 8404090014 84/02/07 FOIA 

8404090061 8404090014 84/02/07 FOIA 

8404090062 8404090014 84/02/07 FOIA 

8404090064 8404090014 84/02/07 FOIA 

8404090066 8404090014 84/02/07 FDIA 

8404090068 8404090014 84/02/07 FOIA 

8404090069 8404090014 84/02/07 FOIA 

8404090074 8404090014 84/02/07 FOIA 

8404090075 8404090014 84/02/07 FOIA 

8404090080 8404090014 84/02/07 FOIA 

8404090081 8404090077 84/03/15 50-317 F 

8404090082 8404090014 84/02/07 FOIA 

8404090085 8404090014 84/02/07 FOIA 

8404090087 8404090014 84/02/07 FDIA 

8404090088 8404090014 84/02/07 FOIA" 

8404090089 8404090014 84/02/07 FOIA 

8404090091 8404090014 84/02/07 FOIA 

8404090092 8404090014 84/02/07 FOIA 

8404090093 8404090014 84/02/07 FDIA 

8404090094 8404090014 84/02/07 FOIA 

8404090095 8404090090 84/03/09 50-389 P 

8404090096 8404090014 84/02/07 FOIA 

8404090097 8404090014 84/02/07 FOIA 

8404090099 8404090014 84/02/07 FDIA 

8404090101 8404090014 84/02/07 FOIA 

8404090102 8404090014 84/02/07 FOIA 

8404090104 8404090014 84/02/07 FOIA 

8404090105 8404090014 84/02/07 FOIA 

8404090106 8404090014 84/02/07 FOIA 

8404090108 8404090014 84/02/07 FOIA 

8404090110 8404090014 84/02/07 FOIA 

8404090111 8404090014 84/02/07 FOIA 

8404090112 8404090014 84/02/07 FOIA 

8404090114 8404090014 84/02/07 FOIA 

8404090115 8404090014 84/02/07 FOIA 

8404090116 8404090014 84/02/07 FOIA 

8404090119 8404090014 84/02/07 FOIA 

8404090122 8404090014 84/02/07 FOIA 

8404090125 8404090014 84/02/07 FOIA 

8404090126 8404090123 84/04/03 50-329 A 

8404090127 8404090124 84/04/03 50-400 G 

8404090128 8404090014 84/02/07 FOIA 

8404090129 8404090014 84/02/07 FOIA 

8404090131 8404090014 84/02/07 FOIA 

8404090132 8404090014 84/02/07 FOIA 

8404090133 8404090014 34/02/07 FOIA 

8404090134 8404090014 84/02/07 FOIA 

8404090135 8404090014 84/02/07 FOIA 

0404090137 8404090136 84/04/02 50-389 P 

8404090138 8404090014 84/02/07 FOIA 

8404090139 8404090014 84/02/07 FOIA 

8404090141 8404090014 84/02/07 FOIA 

8404090142 B404090014 84/02/07 FOIA 

8404090144 8404090014 84/02/07 FOIA 

8404090146 8404090140 84/03/28 50-267 S 

8404090147 8404090014 84/02/07 FOIA 

8404090150 8404090014 84/02/07 FOIA 

8404090151 8404090014 84/02/07 FOIA 

8404090152 8404090014 84/02/07 FOIA 

8404090153 8404090148 84/04/02 50-275 F 

8404090154 8404090014 84/02/07 FOIA 

8404090155 3404090014 84/02/07 FOIA 

8404090157 8404090014 84/02/07 FOIA 

8404090158 8404090156 84/04/02 50-219 R 

8404090159 8404090140 84/03/28 50-267 S 

8404090160 8404090156 84/04/02 50-219 R 

8404090161 8404090014 84/02/07 FOIA 

8404090163 8404090014 84/02/07 FOIA 

8404090165 8404090014 84/02/07 FOIA 

B404090167 8404090014 84/02/07 FOIA 

8404090169 8404090014 84/02/07 FOIA 

8404090170 8404090014 84/02/07 FOIA 

0404090172 8404090014 84/02/07 FOIA 

8404090174 8404090014 84/02/07 FOIA 

8404090177 8404090014 84/02/07 FOIA 

8404090181 8404090014 84/02/07 FOIA 

8404090182 8404090014 84/02/07 FOIA 

6404090184 0404090014 84/02/07 FOIA 
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8404090185 

8404090014 

84/02/07 

FOIA 


8404090187 

8404090014 

84/02/07 

FOIA 


8404090190 

8404090014 

84/02/07 

FOIA 


8404090193 

8404090014 

84/02/07 

FOIA 


8404090196 

8404090191 

84/04/05 

50-373 

Q 

8404090197 

8404090014 

84/02/07 

FOIA 


8404090198 

8404090014 

84/02/07 

FOIA 


B404090202 

8404090014 

84/02/07 

FOIA 


8404090203 

8404090014 

84/02/07 

FOIA 


8404090205 

8404090201 

84/03/21 

50-244 

G 

8404090206 

8404090014 

84/02/07 

FOIA 


8404090214 

8404090211 

84/03/30 

70-2838 


8404090224 

8404090215 

84/03/23 

50-410 

Q 

8404090225 

8404090223 

84/04/04 

50-483 

Q 

8404090228 

8404090215 

84/03/23 

50-410 

Q 

8404090233 

8404090232 

84/03/20 

50-412 

G 

8404090234 

8404090231 

84/02/27 

50-250 

G 

8404090237 

8404090229 

84/04/04 

50-338 

Q 

8404090242 

8404090239 

84/03/22 

70-734 


8404090243 

8404090236 

84/03/23 

50-387 

G 

8404090245 

8404090229 

84/04/04 

50-338 

Q 

8404090246 

8404090239 

84/03/22 

70-734 


8404090249 

8404090236 

84/03/23 

50-387 

Q 

8404090250 

8404090247 

84/03/21 

50-247 

G 

8404090253 

8404090229 

84/04/04 

50-338 

Q 

8404090265 

8404090262 

84/04/02 

50-213 

Q 

8404090273 

8404090269 

84/03/29 

50-237 

P 

8404090275 

8404090274 

84/03/27 

50-266 

Q 

8404090277 

8404090274 

84/03/27 

50-266 

Q 

8404090278 

8404090269 

84/03/29 

50-237 

P 

8404090286 

8404090282 

84/03/21 

50-309 

G 

8404090291 

8404090288 

84/04/04 

50-309 

F 

8404090301 

8404090299 

84/03/27 

50-336 

P 

9404090314 

8404090311 

84/04/04 

50-334 

Q 

8404090318 

8404090307 

84/03/23 

50-352 

G 

8404090325 

8404090319 

84/04/03 

50-259 

P 

8404090333 

8404090330 

84/03/21 

70-1450 


8404090335 

8404090331 

84/03/30 

50-339 

Q 

8404090341 

8404090337 

84/03/23 

50-244 

Q 

8404090357 

8404090353 

84/04/04 

50-295 

F 

8404090358 

8404090354 

84/03/30 

50-348 

P 

8404090360 

8404090355 

84/03/26 

50-266 

Q 

8404090364 

8404090354 

84/03/30 

50-348 

P 

8404090367 

8404090355 

84/03/26 

50-266 

Q 

8404090368 

8404090362 

84/03/23 

50-239 

G 

8404090371 

8404090363 

84/04/04 

50-250 

G 

8404090373 

8404090370 

84/04/03 

50-298 

Q 

8404090374 

8404090369 

84/03/26 

50-461 

Q 

8404090380 

8404090377 

84/04/02 

50-219 

F 

8404090383 

8404090379 

84/04/06 

50-255 

G 

8404090388 

8404090384 

84/04/03 

50-528 

G 

8404090394 

8404090391 

84/04/04 

50-277 

G 

8404090412 

8404090403 

84/04/05 

WASTE MGT 

.8404090413 

8404090408 

84/03/26 

50-293 

G 

8404090415 

8404090407 

84/03/29 

50-413 

F 

8404090420 

8404090416 

84/04/03 

50-286 

P 

8404090422 

8404090416 

84/04/03 

50-286 

P 

B40409042B 

8404090409 

84/04/03 

50-443 

Q 

8404090432 

8404090429 

84/04/04 

50-409 

F 

8404090436 

8404090429 

84/04/04 

50-409 

F 

8404090438 

8404090435 

84/03/26 

50-275 

P 

8404090439 

8404090434 

84/03/30 

50-364 

F 

8404090440 

9404090429 

84/04/04 

50-409 

F 

8404090441 

8404090435 

84/03/26 

50-275 

P 

8404090447 

8404090443 

84/03/05 

40-8698 


8404090449 

8404090446 

94/04/06 

50-209 

G 

8404090457 

8404090456 

84/03/06 

40-299 


8404090472 

8404090466 

84/04/02 

50-322 

T 

8404090478 

8404090466 

84/04/02 

50-322 

T 

8404090491 

8403120006 

84/03/06 

50-275 

G 

8404090494 

8404090403 

84/04/05 

WASTE MGT 

8404100009 

8404100007 

84/02/20 

70-1113 


8404100026 

8404100021 

84/03/08 

71-512 


8404100027 

8404100022 

84/03/22 

71-9073 


8404100033 

8404100021 

84/03/08 

71-512 


8404100042 

8404100039 

84/02/22 

50-133 

U 

8404100043 

8404100040 

84/03/19 

50-289 

T 

8404100051 

8404100039 

84/02/22 

50-133 

U 

8404100064 

8404100057 

84/02/28 

40-1162 


8404100088 

8404100083 

84/03/14 

50-344 

P 
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84041001 17 

8404100114 

84/04/06 

50-458 

Q 

8404100118 

8404100115 

84/03/14 

WASTE MGT 

8404100121 

84041001 19 

84/04/02 

50-244 

P 

8404100122 

8404100115 

84/03/14 

WASTE MGT 

8404100123 

8404100104 

84/03/13 

50-395 

P 

8404100124 

84041001 19 

84/04/02 

50-244 

P 

8404100125 

8404100115 

84/03/14 

WASTE MGT 

8404100127 

8404100115 

84/03/14 

WASTE MGT 

8404100128 

84041001 15 

84/03/14 

WASTE MGT 

8404100131 

8404100115 

84/03/14 

WASTE MGT 

8404100132 

8404100115 

84/03/14 

WASTE MGT 

8404100135 

8404100115 

84/03/14 

WASTE MGT 

8404100137 

8404100115 

84/03/14 

WASTE MGT 

8404100139 

8404100115 

84/03/14 

WASTE MGT 

8404100147 

8404100145 

84/04/06 

50-482 

G 

8404100148 

8404100146 

83/11/07 

50-298 

P 

8404100164 

8404100160 

84/04/06 

50-413 

N 

8404100172 

8404100168 

84/04/03 

50-348 

F 

8404100174 

8404100171 

84/03/28 

50-289 

P 

8404100175 

8404100169 

84/04/09 

50-275 

V 

8404100176 

8404100168 

84/04/03 

50-348 

F 

8404100178 

8404100171 

84/03/28 

50-289 

P 

8404100179 

8404100168 

84/04/03 

50-348 

F 

8404100181 

8404100168 

84/04/03 

50-348 

F 

8404100185 

8404100183 

84/04/03 

50-280 

P 

8404100188 

8404100182 

84/03/23 

50-267 

Q 

8404100192 

8404040256 

84/04/04 

50-3 

P 

8404100193 

8404100190 

84/03/30 

50-263 

P 

8404100194 

8404040256 

84/04/04 

50-3 

P 

8404100198 

8404100190 

84/03/30 

50-263 

P 

8404100205 

8404100202 

84/04/03 

50-366 

P 

8404100212 

8404100207 

84/04/05 

50-155 

T 

8404100217 

8404100213 

84/03/16 

50-285 

G 

8404100225 

8404100222 

84/04/06 

50-361 

F 

8404100229 

8404100224 

84/02/24 

50-206 

R 

8404100256 

8404100252 

84/03/21 

50-250 

F 

8404100262 

8404100253 

84/03/22 

50-482 

G 

8404100264 

8404100259 

84/04/05 

TOPREP 


8404100279 

8404100275 

84/04/06 

50-275 

G 

8404100292 

8404100104 

84/03/13 

50-395 

P 

8404100294 

8404100288 

83/09/30 

50-285 

P 

8404100295 

8404100290 

84/04/02 

50-424 

A 

8404100304 

8404100296 

84/04/06 

50-352 

E 

8404100311 

8404100296 

84/04/06 

50-352 

E 

8404100316 

8404100296 

84/04/06 

50-352 

E 

8404100321 

8404100313 

84/03/12 

QA999 


8404100323 

8404100296 

84/04/06 

50-352 

E 

8404100326 

8404100296 

84/04/06 

50-352 

E 

8404100333 

8404100296 

84/04/06 

50-352 

E 

8404100351 

8404100350 

84/03/16 

50-285 

Q 

8404100359 

8404100354 

84/04/06 

50-29 

I 

8404100365 

8404100363 

84/04/04 

70-1331 


8404100366 

8404100354 

04/04/06 

50-29 

I 

8404100367 

8404100362 

84/03/15 

50-313 

Q 

8404100377 

8404100362 

84/03/15 

50-313 

Q 

8404100379 

8404100375 

84/04/05 

50-312 

Q 

8404100384 

8404100376 

84/03/19 

50-445 

Q 

8404100391 

8404100386 

84/04/04 

50-322 

H 

8404100397 

8404100395 

84/03/06 

71-24 


8404100400 

8404100395 

84/03/06 

71-24 


8404100402 

8404100389 

84/04/04 

50-312 

R 

8404100411 

8404100406 

84/03/30 

50-244 

P 

8404100412 

8404100407 

84/03/22 

50-320 

H 

8404100415 

8404100287 

84/03/09 

50-400 

F 

8404100418 

8404100287 

84/03/09 

50-400 

F 

8404100426 

8404100423 

84/04/06 

50-250 

Q 

8404100430 

8404100427 

84/03/16 

CONTRACT 


8404100438 

8404100432 

84/03/27 

CONTRACT 


8404100449 

8403140261 

84/04/03 

50-329 

A 

8404100458 

8403140261 

84/04/03 

50-329 

A 

8404100462 

8404100456 

84/03/02 

70-25 


8404100466 

8404100456 

84/03/02 

70-25 


8404100469 

8404100456 

84/03/02 

70-25 


8404100474 

8403140261 

84/04/03 

50-329 

A 

8404100475 

8404100456 

84/03/02 

70-25 


B404100484 

8404100471 

84/04/09 

50-323 

G 

8404100508 

8404100501 

84/01/26 

70-1193 


8404100509 

8404100502 

84/03/16 

50-482 

Q 

8404100511 

8404100501 

84/01/26 

70-1193 


8404100516 

8404100512 

84/04/09 

50-445 

G 
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8404100534 

8404100533 

84/03/13 

CONTRACT 

8404110507 

8404110498 

84/04/06 

50-498 

G 

8404100540 

8404100537 

84/02/08 

71-300 

84041 10519 

8404130419 

84/04/13 

50-322 

A 

8404100554 

8404100552 

84/02/23 

70-1113 

8404110523 

8404110520 

84/03/26 

CONTRACT 


84041 10002 

8404110001 

84/03/16 

CONTRACT 

84041 10528 

8404110525 

84/02/20 

70-820 


8404110009 

8404110007 

84/03/27 

70-36 

84041 10536 

8404110439 

84/03/16 

COMMISSION 

8404110015 

84041 10010 

84/03/22 

40-2061 

84041 10540 

8404110526 

84/03/22 

70-27 


84041 10016 

84041 10011 

84/03/12 

COMMISSION 

84041 10542 

8404110534 

84/04/05 

50-445 

G 

8404110023 

84041 10018 

84/03/14 

50-309 P 

84041 10544 

8404110541 

84/02/28 

70-2988 


8404110025 

84041 10018 

84/03/14 

50-309 P 

84041 10553 

8404110439 

84/03/16 

COMMISSION 

8404110027 

84041 10019 

84/03/26 

CONTRACT 

8404110565 

8404110439 

84/03/16 

COMMISSION 

8404110031 

84041 10028 

84/03/22 

71-5796 

B4041 10567 

8404110564 

84/03/26 

50-390 

A 

8404110043 

8404110038 

84/03/16 

50-317 P 

8404110568 

S404110561 

84/04/06 

50-329 

G 

8404110046 

84041 10038 

84/03/16 

50-317 P 

8404110571 

8404110564 

84/03/26 

50-390 

A 

84041 1005S 

84041 10055 

84/03/20 

50-344 P 

8404110574 

8404110572 

84/03/30 

50-247 

F 

8404110061 

84041 10055 

84/03/20 

50-344 P 

84041 10596 

8404110594 

84/04/09 

50-352 

G 

8404110063 

8404110059 

84/03/23 

50-387 P 

8404110605 

8404110603 

84/03/23 

71-9187 


8404110066 

8404110059 

84/03/23 

50-387 P 

8404110607 

8404110603 

84/03/23 

71-9187 


8404110067 

84041 10065 

84/03/21 

50-277 P 

8404120016 

8404120010 

84/03/19 

MISC 


8404110068 

8404110062 

84/03/20 

50-220 P 

8404120026 

8404120010 

84/03/19 

MISC 


8404110069 

8404110059 

84/03/23 

50-387 P 

8404120030 

8404120010 

84/03/19 

MISC 


8404110072 

8404110065 

84/03/21 

50-277 P 

8404120032 

8404120029 

84/03/21 

50-277 

P 

8404110075 

8404110062 

84/03/20 

50-220 P 

8404120033 

8404120025 

84/03/20 

CONTRACT 


8404110083 

8404110080 

84/03/19 

70-1113 

8404120035 

8404120029 

84/03/21 

50-277 

P 

8404110134 

8404110129 

84/03/30 

50-482 K 

8404120052 

8404120047 

84/04/10 

50-416 

P 

8404110137 

8404110132 

84/03/23 

50-374 P 

8404120058 

8404120050 

84/04/10 

50-361 

P 

8404110144 

8404110132 

84/03/23 

50-374 P 

8404120059 

8404120056 

84/03/30 

50-275 

P 

8404110147 

84041 10142 

84/03/01 

71-6294 

8404120061 

8404120056 

84/03/30 

50-275 

P 

8404110153 

8404110142 

84/03/01 

71-6294 

8404120067 

8404120065 

84/03/30 

50-213 

P 

8404110167 

8404110155 

84/03/21 

CONTRACT 

8404120070 

8404120066 

B4/03/26 

50-410 

Q 

8404110169 

8404110161 

84/03/20 

50-324 P 

8404120082 

8404120074 

84/04/06 

50-341 

Q 

8404110176 

8404110173 

84/02/24 

40-8027 

B404 120087 

8404120084 

84/04/10 

50-361 

P 

84041 10178 

8404110158 

84/04/06 

50-390 A 

8404120088 

B4041200S6 

84/01/26 

50-332 

P 

8404110181 

8404110161 

84/03/20 

50-324 P 

8404120092 

8404120086 

34/01/26 

50-332 

P 

8404110208 

8404240503 

84/04/03 

50-220 P 

8404120098 

8404120089 

84/03/30 

50-275 

P 

8404110209 

8404110205 

84/03/14 

50-335 P 

8404120111 

8404120089 

84/03/30 

50-275 

P 

8404110214 

8404110211 

84/03/21 

50-317 P 

8404120116 

8404120114 

84/03/27 

50-368 

P 

8404110222 

8404110212 

84/03/20 

50-374 Q 

8404120117 

8404120110 

84/04/05 

50-373 

Q 

8404110225 

8404110223 

84/01/31 

71-514 

8404120119 

84041201 14 

84/03/27 

50-368 

P 

8404110232 

8404110228 

84/04/04 

50-295 Q 

8404120133 

8404120126 

84/03/26 

50-289 

Q 

8404110235 

8404110231 

84/03/30 

50-250 Q 

8404120135 

8404120130 

84/03/26 

50-443 

Q 

8404110238 

8404110226 

84/03/23 

50-329 Q 

8404120142 

8404120055 

84/04/04 

50-250 

P 

8404110239 

8404110233 

84/03/13 

TOP REP 

8404120145 

8404120055 

84/04/04 

50-250 

P 

8404110243 

8404110241 

84/03/01 

70-143 

8404120147 

8404120138 

84/03/26 

50-333 

Q 

8404110247 

8403120285 

84/03/02 

40-2061 

8404120151 

8404120149 

84/04/09 

50-483 

A 

8404110255 

8404110251 

84/03/20 

50-331 P 

8404120161 

8404120155 

84/03/30 

50-409 

P 

8404110259 

8404110251 

84/03/20 

50-331 P 

8404120162 

8404110175 

*4/01/20 

40-694<' 


8404110260 

8404110258 

84/04/04 

50-482 F 

8404120169 

8404120166 

: 4/03/30 

50-275 

P 

8404110263 

8404110258 

84/04/04 

50-482 F 

8404120170 

8404120157 

::i4/03/12 

70-2960 


8404110274 

8404110271 

84/03/27 

50-282 P 

8404120172 

8404120167 

84/04/05 

50-281 

S 

8404110279 

8404110271 

84/03/27 

50-282 P 

8404120173 

840412016^ 

84/03/30 

50-275 

P 

8404110282 

8404110270 

84/03/26 

50-483 Q 

8404120177 

84041201’: . 

84/02/27 

71-9036 


8404110287 

8404110284 

84/03/15 

WASTE MGT 

8404120178 

840412016 ’ 

84/04/05 

50-281 

s 

S4041 10293 

8404110291 

84/04/02 

50-263 P 

8404120200 

8404030442 

84/03/28 

50-382 

Q 

8404110298 

8404110291 

84/04/02 

50-263 P 

8404120202 

8404030442 

84/03/28 

50-382 

Q 

8404110300 

8404110294 

84/03/26 

50-331 Q 

8404120205 

8404030442 

84/03/28 

50-382 

Q 

8404110303 

8404110299 

84/04/06 

50-482 A 

8404120210 

8404030442 

84/03/28 

50-382 

Q 

8404110309 

8404110299 

84/04/06 

50-482 A 

8404120212 

8404120209 

84/03/28 

50-354 

A 

8404110311 

8404110306 

84/03/30 

MISC 

8404120215 

8404120213 

84/03/30 

50-373 

K 

8404110322 

8404110319 

84/03/21 

50-483 Q 

8404120218 

8404030442 

84/03/28 

50-382 

Q 

8404110328 

8404110319 

84/03/21 

50-483 Q 

8404120219 

8404120213 

84/03/30 

50-373 

K 

8404110346 

8404110345 

84/03/27 

50-309 P 

8404120222 

8404120213 

84/03/30 

50-373 

K 

8404110362 

8404110355 

84/04/06 

50-344 P 

8404120225 

8404120213 

84/03/30 

50-373 

K 

8404110364 

8404110355 

84/04/06 

50-344 P 

8404120227 

8404120213 

84/03/30 

50-373 

K 

8404110374 

8404110244 

84/04/09 

50-416 P 

8404120229 

8404120213 

84/03/30 

50-373 

K 

8404110370 

8404110377 

84/02/28 

71-9184 

8404120232 

3404120213 

84/03/30 

50-373 

K 

8404110380 

8404110377 

84/02/28 

71-9184 

8404120234 

8404120213 

84/03/30 

50-3“3 

K 

8404110382 

8404110379 

84/04/02 

PRM 

8404120236 

8404120213 

84/03/30 

50-373 

K 

8404110384 

8404110381 

84/03/23 

50-454 Q 

8404120237 

8404120213 

84/03/30 

50-373 

K 

84041 10385 

8404110383 

83/11/15 

70-824 

8404120239 

8404120213 

84/03/30 

50-373 

K 

8404110387 

8404110386 

84/04/05 

PR 

8404120241 

8404120213 

84/03/30 

50-373 

K 

8404110391 

8404110390 

84/03/16 

50-155 P 

8404120242 

3404120213 

04/03/30 

50-373 

K 

8404110419 

8404110416 

84/03/23 

71-6400 

8404120244 

8404120213 

84/03/30 

50-373 

K 

84041 10421 

8404110416 

84/03/23 

71-6400 

8404120246 

8404120213 

84/03/30 

50-373 

K 

8404110430 

8404110428 

84/03/27 

71-6601 

8404120247 

8404120213 

84/03/30 

50-373 

K 

8404110456 

8404110452 

84/03/22 

CONTRACT 

8404120250 

8404120213 

84/03/30 

50-373 

K 

8404110459 

8404110530 

84/03/21 

50-369 P 

8404120252 

8404120213 

84/03/30 

50-373 

K 

8404110479 

8404110472 

84/03/22 

COMMISSION 

8404120253 

8404120213 

84/03/30 

50-373 

K 

8404110482 

8404110472 

84/03/22 

COMMISSION 

8404120255 

8404120213 

84/03/30 

50-373 

K 

8404110499 

8404110495 

84/03/29 

71-9181 

8404120258 

8404120213 

84/03/30 

50-373 

K 

8404110501 

8404110495 

84/03/29 

71-9181 

8404120262 

8404120213 

84/03/30 

50-373 

K 



596 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8404120264 

8404120213 

84/03/30 

50-373 

K 

8404120265 

8404120213 

84/03/30 

50-373 

K 

8404120267 

8404120213 

84/03/30 

50-373 

K 

8404120268 

8404270157 

84/04/17 

50-397 

Q 

8404120269 

8404120213 

84/03/30 

50-373 

K 

8404120272 

8404120213 

84/03/30 

50-373 

K 

8404120273 

8404120270 

84/04/04 

50-317 

P 

8404 12027 5 

8404120271 

84/04/06 

50-483 

G 

8404120276 

8404120213 

84/03/30 

50-373 

K 

8404120277 

8404120271 

84/04/06 

50-483 

Q 

8404120279 

8404120213 

84/03/30 

50-373 

K 

8404120282 

8404120213 

84/03/30 

50-373 

K 

8404120284 

8404120213 

84/03/30 

50-373 

K 

8404120285 

8404 1202 13 

84/03/30 

50-373 

K 

8404120288 

8404120213 

84/03/30 

50-373 

K 

8404120293 

8404120287 

84/03/26 

50-272 

Q 

8404120301 

8404120287 

84/03/26 

50-272 

Q 

8404120303 

8404120302 

84/04/07 

50-4 16> 

P 

8404120310 

8404120308 

84/03/30 

50-275 

P 

8404120312 

8404120308 

84/03/30 

50-275 

P 

8404120313 

8404120311 

84/03/26 

50-317 

Q 

8404120315 

8404120314 

84/04/06 

50-293 

P 

8404120316 

8404120311 

34/03/26 

50-317 

Q 

8404120325 

8404120320 

84/02/29 

70-36 


8404120338 

8404120334 

84/03/29 

lOCFR 


8404120344 

0404120342 

84/02/29 

70-398 


8404120355 

8404120351 

84/03/22 

50-320 

H 

8404120362 

B404120359 

84/03/23 

71-9089 


8404120365 

8404120359 

84/03/23 

71-9089 


8404120373 

8404120369 

84/03/26 

50-368 

P 

8404120374 

8404120371 

84/03/05 

71-6400 


8404120375 

8404120369 

84/03/26 

50-368 

P 

8404120379 

8404120378 

84/03/30 

XPDRTLIC 


8404120380 

8404 120377 

84/03/29 

50-366 

S 

8404120410 

8404120403 

84/03/12 

40-3392 


8404120411 

8404120405 

84/03/09 

40-8102 


8404120421 

8404120418 

84/04/11 

50-445 

0 

8404120422 

8404120420 

84/04/10 

50-358 

G 

8404120426 

8404120423 

84/04/11 

50-445 

G 

8404130002 

8404130001 

84/04/04 

50-346 

Q 

8404130011 

8404130008 

S4/03/22 

50-313 

F 

8404130025 

8404 130022 

84/04/09 

50-309 

P 

8404130030 

8404130024 

84/03/29 

50-275 

H 

8404130032 

8404130028 

84/03/21 

XPORTLIC 


8404130039 

8404130035 

84/03/15 

71-9187 


8404130042 

8404130040 

84/03/16 

50-251 

S 

8404130046 

8404 130040 

84/03/16 

50-251 

S 

8404130047 

8404130040 

84/03/16 

50-251 

s 

8404130048 

8404130040 

84/03/16 

50-251 

s 

8404130049 

8404130040 

84/03/16 

50-251 

s 

8404130052 

8404130040 

84/03/16 

50-251 

s 

8404130055 

8404130050 

84/03/27 

50-266 

P 

8404130064 

8404100412 

84/03/19 

50-320 

H 

8404130069 

8404130065 

84/03/29 

50-387 

H 

8404130070 

8404100412 

84/03/19 

50-320 

H 

8404130072 

8404130065 

84/03/29 

50-387 

H 

8404130074 

8404130040 

84/03/16 

50-251 

S 

8404130082 

8404130053 

84/03/28 

RES 


8404130084 

8404130040 

84/03/16 

50-251 

S 

8404130090 

8404130040 

84/03/16 

50-251 

S 

8404130093 

8404130089 

84/03/30 

70-25 




'0 

70-25 





50-389 

P 




50-388 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8404130211 

8404130207 

84/03/29 

50-327 

P 

8404130213 

8404130210 

84/04/10 

27-48 


8404 1302 IS 

8404130217 

84/04/05 

50-280 

P 

8404130223 

8404130220 

84/03/16 

50-267 

Q 

8404130226 

8404130224 

84/03/30 

50-483 

Q 

8404130236 

8404130234 

84/04/10 

50-255 

P 

8404130239 

8404130234 

84/04/10 

50-255 

P 

8404130248 

8404130245 

84/04/03 

50-409 

P 

8404130253 

8404130249 

84/04/05 

50-395 

R 

8404130263 

8403140270 

84/04/10 

50-275 

T 

8404130264 

8404130255 

84/02/28 

40-8602 


8404130278 

8404130273 

84/04/10 

50-255 

P 

8404130281 

8404130273 

84/04/10 

50-255 

P 

8404130287 

8404130284 

84/04/10 

50-387 

P 

8404130289 

8404130277 

84/04/10 

50-282 

P 

8404130291 

8404130284 

84/04/10 

50-38/ 

P 

8404 130293 

8404130286 

84/03/15 

RES 


8404130294 

8404130277 

84/04/10 

50-282 

P 

8404130302 

8404130298 

84/04/09 

50-237 

F 

8404130303 

8404130300 

84/04/05 

50-244 

P 

8404130318 

8404130313 

84/04/06 

50-361 

P 

8404130319 

8404130314 

84/01/03 

QA999 


8404130320 

8404130317 

84/02/09 

50-254 

R 

8404130327 

8404130325 

84/04/10 

50-329 

R 

8404130331 

8404130330 

84/03/13 

QA999 


8404130332 

8404130330 

84/03/13 

QA999 


8404130334 

8404130333 

84/04/11 

50-416 

P 

8404130335 

8404130330 

84/03/13 

QA999 


8404130353 

8404130347 

84/03/27 

50-366 

P 

8404130356 

8404130350 

84/03/29 

50-266 

Q 

8404130357 

8404130347 

84/03/27 

50-366 

P 

8404130378 

8404130374 

84/03/29 

XPORTLIC 


8404130398 

8404130396 

84/03/23 

50-331 

P 

8404130400 

8404130393 

84/04/04 

50-213 

P 

8404130426 

8404130411 

84/03/20 

50-298 

P 

8404130434 

8404130411 

84/03/20 

50-298 

P 

8404130449 

8404130445 

84/04/02 

50-352 

U 

8404130483 

8404130477 

84/03/28 

50-201 

Q 

8404130525 

9404130524 

84/04/03 

70-2988 


8404130526 

8404130524 

84/04/03 

70-2988 


8404130527 

8309300101 

83/09/20 

50-289 

P 

8404130532 

8404130531 

84/04/03 

XPORTLIC 


8404160008 

8404160003 

84/04/10 

50-309 

P 

8404160029 

8404160019 

84/04/09 

50-400 

G 

8404160050 

8404160041 

84/04/10 

50-331 

P 

8404160068 

8404160059 

84/04/12 

50-445 

Q 

8404160071 

8404160056 

84/04/10 

50-282 

F 

8404160075 

8404160059 

84/04/12 

50-445 

G 

8404160077 

8404160073 

84/03/30 

70-371 


8404160081 

8404160059 

84/04/12 

50-445 

G 

8404160085 

8404160067 

84/03/23 

50-461 

Q 

8404160089 

8404160082 

84/04/10 

50-298 

P 

8404160091 

8404160065 

84/03/29 

50-247 

Q 

8404160096 

8404160088 

84/04/03 

50-3 

F 

0404160100 

8404160093 

84/04/11 

50-155 

F 

8404160106 

8404160094 

64/03/28 

50-286 

Q 

8404160111 

8404160093 

84/04/11 

50-155 

F 

8404160114 

8404160107 

84/04/12 

50-445 

G 

8404160118 

8404160109 

84/03/26 

50-245 

Q 

8404160126 

8404160116 

84/03/30 

50-322 

Q 

B404160129 

8404160122 

84/04/06 

50-440 

A 

8404160148 

8404160140 

84/04/12 

50-155 

P 

8404160149 

8404160127 

84/03/29 

50-271 

Q 

8404160153 

8404160140 

84/04/12 

50-155 

P 

8404160154 

8404160152 

84/04/11 

50-254 

F 

8404160160 

8404160155 

84/03/30 

50-298 

F 

8404160168 

8404160155 

84/03/30 

50-298 

F 

0404160172 

8404160164 

84/04/10 

50-331 

Q 

8404160174 

8404160167 

84/04/04 

50-272 

P 

8404160175 

8404160161 

84/04/10 

50-244 

P 

8404160176 

8404160167 

84/04/04 

50-272 

P 

8404160178 

8404160169 

84/04/11 

50-34 1 

Q 

8404160183 

8404160180 

84/04/10 

50-409 

Q 

8404160187 

8404160179 

84/03/29 

50-271 

G 

8404160193 

8404160182 

84/04/09 

50-317 

P 

8404160197 

8403140282 

84/04/11 

50-329 

Q 

8404160199 

8404160196 

84/03/27 

50-440 

Q 

8404160206 

8404160203 

84/04/12 

50-443 

G 

8404160208 

8404160203 

84/04/12 

50-443 

G 

8404160211 

8404160207 

84/04/09 

50-400 

G 


ACCESSION 


ENCLOSURE 


S404160213 

8404160216 

B404160220 

B404160227 

S404160233 

B404 160236 
8404160239 
8404160240 
8404160250 
3404160263 

8404160274 

8404160279 

8404160281 

8404160283 

8404160286 

8404160287 

8404160289 

8404170009 

8404170018 

8404170027 

8404170029 

8404170036 

8404170039 

8404170043 

8404170051 

8404170054 

8404170055 

8404170056 

8404170065 

8404170066 

8404170067 
8404170068 
8404170071 
8404170072 
84 04170082 

8404170088 

8404170092 

0404170093 

a404170104 

0404170107 

0404170108 
0404170110 
84041701 13 
0404170114 
04041701 18 

8404170132 
84 04170152 
8404170172 
8404170176 
8404170182 

84 04170191 
8404170193 
B4O4170197 
84 04170204 
84 04170205 

8404170206 
84 04170221 
84 04170223 
84 04170224 
84 04170225 

8404170228 
8404170229 
8404170230 
84 04170232 
8404170236 

8404170242 
8404170249 
84 04170250 
84 04170254 
8404170263 

8404170266 

8404170268 

8404170269 

8404170273 

8404170278 

0404170282 

0404170286 

0404170293 

8404170303 

8404170307 


CROSS REFERENCE OF ENCLOSURES TO 597 

PRINCIPAL DOCUMENTS 


NUMBER 


PRINCIPAL 

DOCUMENT 

8404160203 

8404160212 

8404160212 

8404160221 

8311140077 

8404160232 

8404160232 

8404160234 

8404160241 

8404160256 

8404160272 

8404160277 

8404160278 

8404160280 

8404160285 

8404160284 

8404160288 

8404170001 

8404170011 

8404170024 

8404170023 

8404170033 

8404170032 

8404170038 

8404170047 

8404170049 

8404170047 

8404170052 

8404170059 

8404170063 

8404170060 

8404170058 

8404170061 

8404170070 

8404170061 

8404170061 

8404170061 

8404170089 

8404170098 

8404170098 

8404170061 

8404170103 

8404170098 

8404170105 

8404170098 

9404170126 

8404170144 

8404170159 

8404170163 

8404170170 

8404170188 

8404170185 

B404170187 

8404170198 

8404170187 

B404170199 

8404170218 

8404170219 

8404170217 

8404170215 

8404170215 

8404170226 

8404170216 

8404170215 

6404170222 

B404170215 

8404170241 

8404170215 

8404170248 

8404170256 

8404170248 

8404170262 

8404170265 

8404170252 

8404170267 

8404170274 

8404170277 

8404170274 

8404170301 

8404170298 


DATE 

ISSUED 

84/04/12 

84/04/13 

84/04/13 

84/04/13 

83/11/03 

84/04/11 

84/04/11 

84/04/03 

84/04/05 

84/04/05 

84/03/21 

84/03/19 

84/04/05 

84/04/03 

84/04/05 

84/04/03 

84/04/05 

84/04/10 

84/04/12 

84/04/03 

84/03/12 

84/04/06 

84/03/20 

84/04/03 

84/04/03 

84/03/20 

84/04/03 

84/03/26 

84/04/12 

84/04/02 

84/04/02 

84/03/20 

84/04/05 

84/04/05 

84/04/05 

84/04/05 

84/04/05 

84/03/27 

84/04/05 

84/04/05 

84/04/05 

84/03/30 

84/04/05 

84/03/26 

84/04/05 

84/04/03 

84/03/21 

84/03/21 

84/03/23 

84/01/30 

84/04/11 

84/03/26 

84/04/12 

84/04/12 

84/04/12 

84/03/28 

84/03/28 

84/03/22 

84/04/16 

84/04/10 

84/04/10 

84/03/30 

84/04/10 

84/04/10 

84/03/23 

84/04/10 

84/03/27 

84/04/10 

84/03/29 

84/03/23 

84/03/29 

84/03/23 

84/03/26 

84/04/11 

84/03/23 

84/03/23 

84/04/12 

84/03/23 

84/04/11 

84/04/03 


SUBJECT 

CATEGORY 

50-443 0 

50-289 0 

50-28^ 0 

50-454 0 

50-289 P 

50-413 0 

50-413 0 

50-261 P 
CONTRACT 
CONTRACT 

CONTRACT 
50-263 P 
CONTRACT 
50-528 Q 
CONTRACT 

CONTRACT 
CONTRACT 
50-443 Q 
50-348 Q 
50-16 Q 

CONTRACT 
71-9791 
50-269 Q 
50-254 Q 
50-483 Q 

50-327 Q 
50-483 Q 
50-269 Q 
50-456 Q 
QA999 

50-320 H 
50-267 Q 
I&E 

50-335 Q 
ISiE 

ISiE 

I«tE 

50-438 Q 
50-327 Q 
50-327 Q 

IScE 

QA999 

50-327 Q 
50-369 Q 
50-327 Q 

50-461 Q 
50-324 Q 
50-327 Q 
50-338 Q 
50-537 Q 

50-244 Q 
50-280 Q 
50-277 P 
50-206 P 
50-277 P 

0A999 
CONTRACT 
50-261 Q 
50-352 T 
50-400 Q 

50-400 Q 
CONTRACT 
50-277 Q 
50-400 0 

50-358 Q 

50-400 0 

50-348 0 

50-400 Q 
QA999 
QA999 

QA999 

50-413 Q 
50-321 Q 
50-309 P 
50-413 Q 

QA999 

QA999 

QA999 

50-382 G 
CONTRACT 


ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 


8404170311 

8404170274 

84/03/23 

QA999 


8404170320 

8404170316 

84/03/30 

WASTE MGT 

8404170323 

B404170316 

84/03/30 

WASTE MGT 

8404170333 

8404170326 

84/04/11 

TOPREP 


S4041 70334 

8404170328 

84/03/29 

QA999 


8404170338 

8404170328 

84/03/29 

QA999 


B404 170339 

8308170116 

83/08/12 

50-289 

P 

8404170340 

8404170337 

84/04/13 

50-390 

Q 

8404170341 

8404170331 

84/03/30 

50-348 

P 

8404170342 

8404170328 

84/03/29 

QA999 


B404 170349 

B404170346 

84/04/10 

50-309 

F 

8404170352 

8404170348 

84/03/30 

50-313 

P 

8404170358 

8404170355 

84/04/12 

50-352 

A 

8404170364 

8404170355 

84/04/12 

50-352 

A 

8404170366 

8404170360 

84/03/28 

50-289 

R 

B404 170371 

8404170365 

84/04/10 

50-324 

Q 

8404170377 

8404170365 

84/04/10 

50-324 

Q 

S40417037B 

8404170367 

84/04/11 

50-346 

F 

8404170380 

8404170373 

84/03/26 

50-335 

Q 

8404170382 

8404170365 

84/04/10 

50-324 

Q 

8404170391 

8404 170387 

84/04/10 

50-317 

P 

8404170400 

8404170365 

84/04/10 

50-324 

Q 

8404170404 

8404170394 

83/12/20 

50-329 

S 

8404170406 

8404170401 

84/04/10 

50-277 

Q 

8404170415 

8404170410 

84/03/27 

50-321 

Q 

8404170422 

8404170418 

84/03/19 

50-395 

Q 

8404170423 

8404170417 

84/03/27 

50-213 

R 

8404170425 

8404170420 

84/04/06 

50-413 

Q 

8404170429 

8404170420 

84/04/06 

50-413 

Q 

8404170432 

8404170420 

84/04/06 

50-413 

Q 

8404170436 

8404170420 

84/04/06 

50-413 

Q 

8404170437 

8404170433 

84/04/12 

50-483 

Q 

8404170446 

8404170433 

84/04/12 

50-483 

Q 

8404170447 

8404170441 

84/04/11 

50-388 

Q 

8404170449 

8404170443 

84/04/11 

50-244 

P 

8404170455 

8404170450 

84/03/23 

50-424 

Q 

8404170458 

8404170452 

84/03/23 

QA999 


8404170462 

8404170253 

84/04/12 

50-445 

G 

8404170468 

8404170461 

83/10/12 

PT21 


8404170474 

8404170469 

84/03/23 

QA999 


8404170478 

8404170473 

84/03/23 

50-413 

G 

8404170479 

8404170469 

84/03/23 

QA999 


8404170484 

8404170464 

84/03/27 

50-321 

Q 

8404170489 

8404170485 

84/03/28 

QA999 


S40417049B 

8404170494 

84/04/12 

50-206 

P 

8404170503 

8404170494 

84/04/12 

50-206 

P 

8404170508 

8404170494 

84/04/12 

50-206 

P 

8404170511 

8404170494 

84/04/12 

50-206 

P 

8404170512 

8404170504 

84/03/23 

50-321 

Q 

8404170516 

8404170494 

84/04/12 

50-206 

P 

8404170536 

8404170527 

84/04/03 

50-470 

A 

8404170545 

8404170543 

84/04/16 

50-454 

G 

8404170546 

8404170526 

84/03/21 

50-413 

Q 

8404170550 

B404170549 

84/04/16 

50-322 

0 

8404170552 

8404170547 

84/03/29 

50-331 

P 

8404170605 

8403140267 

84/04/04 

50-322 

5 

8404180008 

8404180007 

84/04/09 

50-424 

K 

8404180030 

8404180022 

84/03/19 

50-220 

P 

8404180037 

8404180032 

84/03/07 

50-329 

Q 

8404180048 

8404180032 

84/03/07 

50-329 

Q 

8404180061 

8404180053 

84/03/19 

50-324 

P 

8404180063 

8404180059 

84/03/13 

FOIA 


8404180070 

8404180059 

84/03/13 

foia 


8404180073 

8404180066 

84/03/29 

TOPREP 


8404180079 

8404180075 

84/04/02 

50-414 

A 

8404180087 

8404180053 

84/03/19 

50-324 

P 

8404180112 

8404180103 

84/04/11 

50-255 

Q 

8404180128 

8404180119 

84/03/27 

50-272 

P 

8404180169 

8404130427 

84/04/12 

50-275 

T 

8404180178 

8404180167 

84/04/12 

50-498 

A 

8404180184 

B4041B0167 

84/04/12 

50-498 

A 

8404180187 

• 8404180167 

84/04/12 

50-498 

A 

8404180193 

8404180185 

84/04/09 

50-259 

P 

8404180196 

8404180167 

84/04/12 

50-498 

A 

8404180202 

8404180198 

84/03/19 

50-263 

P 

8404180204 

8404180197 

84/03/16 

50-334 

F 

8404180205 

8404180199 

84/03/14 

50-358 

A 

8404180209 

8404180199 

84/03/14 

50-358 

A 

8404180210 

8404180167 

84/04/12 

50-498 

A 

8404180212 

8404180201 

84/04/04 

50-336 

P 
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8404180216 

8404180167 

84/04/12 

50-498 

A 

8404180220 

8404180167 

84/04/12 

50-498 

A 

8404180225 

8404180167 

84/04/12 

50-498 

A 

8404180231 

8404180167 

84/04/12 

50-498 

A 

8404180236 

8404180167 

84/04/12 

50-498 

A 

8404180242 

8404180167 

84/04/12 

50-498 

A 

8404180246 

8404180167 

84/04/12 

50-498 

A 

8404180250 

8404180244 

84/03/23 

CONTRACT 


8404180255 

8404180249 

84/03/30 

50-280 

V 

8404180263 

8404180259 

84/03/14 

50-293 

P 

8404180272 

8404180259 

84/03/14 

50-293 

P 

8404130278 

8404180259 

84/03/14 

50-293 

P 

8404180292 

8404180288 

84/03/16 

FOIA 


8404180315 

8404180300 

84/03/13 

50-329 

Q 

8404180331 

8404180324 

84/04/16 

50-352 

T 

8404180338 

8404180335 

84/04/14 

50-445 

T 

8404180349 

8404180323 

84/04/16 

50-206 

B 

8404180359 

B404180356 

84/04/12 

50-244 

P 

8404180360 

8404180357 

84/04/16 

50-413 

E 

8404180362 

840418035B 

84/03/30 

50-336 

P 

8404180366 

8404180361 

84/04/16 

50-482 

A 

8404180367 

8404130422 

84/04/13 

50-275 

P 

8404180368 

8404180364 

84/04/16 

50-416 

P 

8404180370 

8404130422 

84/04/13 

50-275 

P 

8404180373 

8404130422 

84/04/13 

50-275 

P 

8404180379 

8404180377 

84/04/16 

50-413 

Q 

8404180385 

8404180384 

84/04/13 

50-302 

R 

8404180391 

8404180390 

84/04/10 

50-34B 

P 

8404180396 

8404180394 

84/04/13 

50-267 

P 

8404180451 

8404180444 

84/03/26 

50-266 

P 

04O41SO5Q6 

8404180495 

84/03/06 

MISC 


8404190017 

8404190010 

84/04/03 

CONTRACT 


8404190046 

8404190041 

84/03/15 

50-443 

G 

8404190049 

8404190044 

84/04/02 

50-309 

P 

8404190052 

8404190041 

84/03/15 

50-443 

Q 

8404190053 

8404190050 

84/04/16 

50-413 

T 

8404190054 

8404190044 

84/04/02 

50-309 

P 

8404190058 

8404190050 

84/04/16 

50-413 

T 

8404190061 

8404190057 

84/04/09 

50-395 

P 

8404190071 

8404190067 

84/04/16 

50-454 

G 

8404190072 

8404190067 

84/04/16 

50-454 

G 

8404190075 

8404190057 

84/04/09 

50-395 

P 

8404190105 

8404190091 

84/03/19 

50-498 

Q 

8404190108 

8404190103 

84/03/07 

FOIA 


8404190117 

84041 90110 

84/03/16 

FOIA 


8404190128 

B404190121 

84/03/19 

50-498 

Q 

8404190129 

8404190123 

84/03/15 

50-275 

S 

8404190136 

8404190126 

84/04/05 

50-423 

c 

8404190150 

8404190144 

84/04/16 

50-413 

T 

8404190151 

8404190147 

84/03/15 

CONTRACT 


8404190152 

8404190149 

84/03/21 

FOIA 


8404190154 

8404190145 

84/04/03 

50-329 

Q 

8404190157 

8404190155 

84/03/19 

50-445 

Q 

8404190158 

8404190155 

84/03/19 

50-445 

Q 

8404190159 

8404190144 

84/04/16 

50-413 

T 

8404190162 

8404190156 

84/04/17 

50-244 

0 

8404190166 

8404190144 

84/04/16 

50-413 

T 

8404190171 

8404 1 90144 

84/04/16 

50-413 

T 

8404190175 

8404190169 

84/04/05 

50-282 

Q 

8404190177 

8404190174 

84/04/17 

50-289 

G 

8404190179 

8404190144 

84/04/16 

50-413 

T 

8404190181 

8404190176 

84/04/05 

50-263 

Q 

8404190182 

8404190169 

84/04/05 

50-282 

a 

8404190187 

8404190144 

84/04/16 

50-413 

T 

8404190191 

8404190188 

84/03/15 

FOIA 


8404190192 

8404190185 

84/04/05 

50-31 5 

Q 

8404190194 

8404190144 

84/04/16 

50-413 

T 

8404190195 

8404190188 

84/03/15 

FOIA 


8404190197 

8404190185 

84/04/05 

50-31 5 

0 

8404190199 

8404190196 

84/04/05 

50-374 

Q 

8404190200 

8404 190 193 

84/04/02 

50-263 

P 

8404190201 

8404190144 

84/04/16 

50-413 

T 

8404190202 

8404190188 

84/03/15 

FOIA 


8404190203 

8404190196 

84/04/05 

50-374 

Q 

8404190205 

8404190188 

84/03/15 

FOIA 


8404190208 

8404190188 

84/03/15 

FOIA 


8404190210 

8404190207 

84/04/17 

50-213 

P 

8404190211 

8404190188 

84/03/15 

FOIA 


8404190213 

8404190212 

84/04/16 

COMMISSION 

8404190215 

8404190188 

84/03/15 

FOIA 
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8404190217 8404190209 84/04/02 50-409 Q 

8404190218 8404190160 84/03/13 50-400 E 

8404190219 8404190188 84/03/15 FOIA 

8404190222 8404190160 84/03/13 50-400 E 

8404190223 8404190188 84/03/15 FOIA 

8404190226 8404190216 84/04/02 50-245 Q 

8404190230 8404190229 84/04/03 50-293 Q 

8404190234 8404190229 84/04/03 50-293 Q 

8404190239 8404190231 84/04/05 50-295 Q 

8404190240 8404190236 84/04/16 50-271 G 

8404190242 8404190237 84/04/06 50-334 Q 

8404190244 8404190236 84/04/16 50-271 G 

8404190247 8404190241 84/03/29 50-366 P 

8404190258 8404190252 84/04/05 50-423 F 

8404190259 8404190249 84/04/06 50-309 Q 

8404190264 8404190257 84/04/16 50-454 Q 

8404190268 8404190265 84/03/29 04999 

8404190269 8404^190261 84/04/05 50-266 Q 

8404190273 8404190272 84/04/06 50-220 Q 

8404190275 8404190274 84/04/13 50-330 A 

8404190277 8404190276 84/04/05 70-371 

8404190280 8404190278 84/04/04 50-440 Q 

8404190283 8404190279 84/03/27 50-22 Q 

8404190285 8404190282 84/02/29 50-382 Q 

8404190289 8404190288 84/04/02 50-271 Q 

8404190290 8404190287 84/03/30 QA999 

8404190291 8404190288 84/04/02 50-271 Q 

8404190293 8404190287 84/03/30 QA999 

8404190295 8404190288 84/04/02 50-271 Q 

8404190296 8404190294 84/04/19 50-206 R 

8404190298 8404190287 84/03/30 QA999 

8404190299 8404190292 84/04/04 50-170 Q 

8404190300 8404190297 84/04/09 50-213 Q 

8404190305 8404190301 84/04/03 50-320 Q 

8404190308 8404190304 94/04/09 50-245 P 

8404190310 8404190301 84/04/03 50-320 Q 

8404190311 8404190304 84/04/09 50-245 P 

8404190314 8404190306 84/04/13 TQPREP 

8404190315 8404190304 84/04/09 50-245 P 

8404190319 8404190316 84/04/13 40-1386 

8404190320 8404190313 84/04/16 50-272 I 

8404190323 8404190317 84/04/16 50-333 P 

0404190325 8404190317 84/04/16 50-333 P 

8404190327 8404190313 84/04/16 50-272 I 

8404190328 8404190321 84/04/05 50-440 Q 

8404190333 8404190313 84/04/16 50-272 I 

8404190336 8404190332 84/04/05 50-155 Q 

8404190338 8404190313 84/04/16 50-272 I 

8404190344 8404190341 84/04/04 50-29 Q 

8404190348 8404190345 84/04/15 50-424 C 

8404190355 8404190352 84/04/03 50-388 Q 

8404190357 8404190351 84/04/03 50-271 Q 

8404190362 8404190358 84/04/16 50-382 A 

8404190363 8404190360 84/04/17 50-29 P 

8404190364 8404190361 84/04/11 50-309 Q 

8404190370 8404190367 84/04/02 50-293 Q 

8404190372 8404190365 84/04/05 70-1143 

8404190374 8404190369 84/04/05 50-387 Q 

8404190377 8404190369 84/04/05 50-387 Q 

8404190381 8404190375 84/04/1 1 50-220 Q 

0404190384 8404190376 84/04/13 50-373 S 

8404190387 8404190375 84/04/11 50-220 Q 

8404190388 8404190385 84/04/17 50-163 P 

8404190392 8404190389 84/04/13 50-454 Q 

8404190393 8404190390 84/04/05 50-220 Q 

8404190398 8404190395 84/04/02 TOPREP 

8404190399 8404190396 04/04/13 50-255 F 

8404190402 8404190401 84/04/10 50-382 E 

8404190406 8404190401 84/04/10 50-382 E 

8404190413 8404190401 84/04/10 50-382 E 

8404190420 8404190271 84/04/06 70-135 

8404190426 8404190422 84/03/23 50-247 P 

8404190429 8404190422 84/03/23 FOIA 

8404190434 8404190422 84/03/23 50-293 Q 

8404190440 8404190438 84/03/05 FOIA 

8404190442 8404190437 84/01/24 FOIA 

8404190443 8404190422 84/03/23 FOIA 

0404190449 8404190446 84/03/12 FOIA 

8404190452 8404190448 84/03/05 FOIA 

8404190456 8404160125 84/04/17 50-454 Q 
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8404190461 

8404190454 

84/03/07 

50-289 

P 

8404230042 

8404230018 

84/01/17 

50-10 

Q 

8404190468 

8404190464 

84/03/05 

FOIA 


8404230044 

8404230018 

84/01/17 

50-10 

Q 

8404190471 

8404190467 

84/03/05 

50-413 

A 

8404230045 

8404230018 

84/01/17 

50-10 

Q 

8404190472 

8404190467 

84/03/05 

50-413 

A 

8404230047 

840423001 B 

84/01/17 

50-10 

Q 

8404190475 

8404190470 

84/03/06 

FOIA 


8404230049 

8404230018 

84/01/17 

50-10 

Q 

8404190480 

8404190477 

84/03/05 

50-498 

Q 

8404230050 

8404230046 

84/04/18 

50-483 

G 

8404190485 

8404190477 

84/03/05 

50-498 

Q 

8404230051 

8404230018 

84/01/17 

50-10 

Q 

8404190486 

8404190481 

84/03/08 

50-482 

A 

8404230058 

8404230018 

84/01/17 

50-10 

S 

8404190487 

8404190477 

84/03/05 

50-498 

Q 

8404230060 

8404230018 

84/01/17 

50-10 

Q 

8404190496 

8404190494 

84/03/09 

50-293 

P 

8404230064 

8404230059 

84/04/16 

50-354 

G 

8404200007 

8404200004 

84/03/15 

50-35S 

A 

8404230066 

8404230062 

84/04/19 

50-322 

G 

8404200014 

8404200010 

84/04/10 

CONTRACT 

8404230067 

8404230018 

84/01/17 

50-10 

Q 

8404200023 

8404200018 

84/03/28 

50-277 

P 

8404230074 

8404230018 

84/01/17 

50-10 

F 

8404200026 

8404200018 

84/03/28 

50-277 

P 

8404230075 

8404230018 

84/01/17 

50-10 

Q 

8404200027 

8404200020 

84/03/26 

50-275 

F 

8404230081 

8404230018 

84/01/17 

50-10 

F 

8404200029 

8404200025 

84/01/26 

50-250 

P 

8404230082 

8404230057 

84/04/19 

50-206 

S 

8404200035 

8404200034 

84/03/28 

50-324 

P 

8404230085 

8404230018 

84/01/17 

50-10 

Q 

8404200038 

8404200034 

84/03/28 

50-324 

P 

8404230088 

8404230018 

84/01/17 

50-10 

Q 

8404200042 

8404200040 

84/03/28 

50-261 

P 

8404230089 

8404230018 

84/01/17 

50-10 

Q 

8404200044 

8404200040 

84/03/28 

50-261 

P 

8404230093 

8404230018 

84/01/17 

50-10 

Q 

S404200060 

8404200056 

84/04/11 

50-267 

P 

8404230095 

8404230018 

84/01/17 

50-10 

Q 

8404200063 

8404200056 

84/04/11 

50-267 

P 

8404230103 

8404230018 

84/01/17 

50-10 

Q 

8404200065 

8404200062 

84/04/10 

50-354 

F 

8404230106 

8404230018 

84/01/17 

50-10 

0 

8404200068 

8404200061 

84/04/18 

50-133 

G 

8404230116 

8404230018 

84/01/17 

50-10 

Q 

8404200072 

8404200070 

84/04/12 

50-331 

P 

8404230123 

8404230119 

84/04/16 

50-322 

A 

8404200077 

8404200074 

84/04/16 

50-339 

P 

8404230139 

8404230134 

84/04/16 

50-413 

T 

8404200088 

8404200087 

84/04/12 

50-312 

S 

8404230164 

8404230157 

84/03/29 

CONTRACT 


8404200090 

8404200089 

84/04/10 

50-247 

P 

8404230176 

8404230174 

84/04/19 

50-277 

P 

8404200096 

8404200091 

84/02/23 

CONTRACT 


8404230177 

8404230161 

84/04/09 

50-346 

Q 

8404200100 

8404200097 

84/04/13 

50-266 

P 

8404230183 

8404230174 

84/04/19 

50-277 

P 

B404200103 

8404200104 

8404200113 

8404200132 

8404200099 

8404200098 

8404200109 

8404200123 

84/03/07 

84/03/23 

84/03/22 

84/04/16 

CONTRACT 

MISC 

MISC 

50-400 

G 

8404230184 

8404230193 

8404230211 

8404230219 

8404230182 

8404230190 

8404230210 

8404230215 

84/03/26 

84/04/06 

84/04/05 

84/04/03 

XPORTLIC 

XPORTLIC 

XPORTLIC 

CONTRACT 


8404200133 

8404200124 

84/04/04 

CONTRACT 


8404230222 

8404230217 

84/04/06 

50-483 

Q 

B404200134 

8404200131 

84/04/13 

50-338 

P 

8404230258 

8404230255 

84/02/23 

CONTRACT 


8404200138 

8404200123 

84/04/16 

50-400 

G 

8404230264 

8404230261 

84/03/07 

CONTRACT 


8404200143 

8404200141 

84/03/20 

50-34S 

S 

8404230274 

8404230266 

84/04/04 

50-400 

G 

8404200154 

8404200151 

84/04/12 

50-272 

P 

8404230287 

8404230285 

84/04/05 

50-352 

A 

8404200155 

8404200150 

84/04/09 

50-334 

P 

8404230314 

8404230216 

84/04/09 

CONTRACT 


8404200159 

8404200150 

84/04/09 

50-334 

P 

8404230320 

8404230317 

84/04/20 

50-352 

T 

8404200164 

8404200150 

84/04/09 

50-334 

P 

8404230321 

8404230318 

84/03/29 

CONTRACT 


8404200169 

8404200161 

84/04/03 

CONTRACT 


B404230366 

8404230364 

84/03/27 

50-250 

F 

8404200196 

8404200182 

84/03/07 

FOIA 


8404230367 

8404230364 

84/03/27 

50-250 

F 

8404200218 

8404200207 

84/04/11 

50-482 

I 

8404230383 

8404230378 

84/04/20 

50-142 

G 

8404200221 

8404200207 

84/04/11 

50-482 

I 

8404230384 

8404230381 

84/04/18 

50-322 

T 

8404200227 

8404200215 

84/04/16 

50-329 

A 

8404230386 

8404230382 

84/04/20 

50-322 

G 

8404200239 

8404200234 

34/04/17 

50-329 

R 

8404230388 

8404230382 

84/04/20 

50-322 

G 

8404200250 

B404200244 

84/04/13 

50-206 

I 

8404230391 

8404230382 

84/04/20 

50-322 

G 

8404200252 

8404200244 

84/04/13 

50-206 

I 

8404230394 

8404230382 

84/04/20 

50-322 

G 

8404200286 

8404200284 

84/04/16 

50-321 

P 

8404230397 

8404230393 

84/04/10 

50-336 

P 

8404200303 

8404200301 

84/04/17 

50-220 

F 

8404230398 

8404230382 

84/04/20 

50-322 

G 

8404200312 

8404200308 

84/04/17 

50-362 

Q 

8404230399 

8404230393 

84/04/10 

50-336 

P 

8404200314 

8404200311 

84/04/17 

50-395 

P 

8404230401 

8404230382 

84/04/20 

50-322 

G 

8404200316 

8404200313 

84/04/17 

50-483 

A 

8404230403 

8404230382 

84/04/20 

50-322 

G 

8404200324 

8404200320 

84/04/16 

50-382 

F 

8404230407 

8404230382 

84/04/20 

50-322 

G 

8404200326 

8404200322 

84/04/12 

50-369 

Q 

8404230409 

8404230382 

84/04/20 

50-322 

G 

0404200329 

8404200328 

84/04/13 

50-309 

P 

8404230413 

8404230382 

84/04/20 

50-322 

G 

8404200346 

8404200336 

84/04/10 

CONTRACT 


8404230417 

8404230382 

84/04/20 

50-322 

G 

8404200354 

8404200349 

84/04/04 

71-515 


8404230419 

8404230382 

84/04/20 

50-322 

G 

8404200370 

8404200367 

84/04/06 

CONTRACT 


8404230424 

8404230382 

84/04/20 

50-322 

G 

8404200386 

8404200384 

84/03/06 

CONTRACT 


8404230427 

8404230420 

84/04/20 

50-322 

T 

8404200391 

8404200390 

84/03/16 

CONTRACT 


8404230420 

8404230382 

84/04/20 

50-322 

G 

8404200393 

8404200389 

84/04/02 

71-9189 


0404230431 

8404230382 

84/04/20 

50-322 

G 

8404200396 

8404200395 

84/03/12 

CONTRACT 


8404230433 

8404230382 

84/04/20 

50-322 

G 

8404230004 

8404230002 

84/04/10 

71-9160 


8404230435 

8404230420 

84/04/20 

50-322 

T 

8404230006 

8404230002 

84/04/10 

71-9160 


8404230436 

8404230382 

84/04/20 

50-322 

G 

8404230019 

8404230018 

84/01/17 

50-10 

F 

8404230437 

8404230420 

84/04/20 

50-322 

T 

8404230020 

8404230018 

84/01/17 

50-10 

Q 

8404230438 

8404230382 

84/04/20 

50-322 

G 

8404230021 

8404230018 

84/01/17 

50-10 

F 

8404230439 

8404230382 

84/04/20 

50-322 

G 

8404230023 

8404230018 

84/01/17 

50-10 

F 

8404230440 

8404230420 

34/04/20 

50-322 

T 

S4O423O025 

8404230018 

84/01/17 

50-10 

F 

8404230441 

8404230382 

84/04/20 

50-322 

G 

8404230026 

8404230018 

84/01/17 

50-10 

F 

8404230454 

8404230449 

94/03/Ll 

CONTRACT 


8404230031 

8404230024 

84/04/10 

71-9133 

' 

8404230459 

8404230455 

84/03/28 

CONTRACT 


8404230032 

8404230018 

84/01/17 

50-10 

Q 

8404240004 

8404240002 

84/04/05 

XPORTLIC 


8404230034 

8404230035 

8404230024 

8404230018 

84/04/10 

84/01/17 

71-9133 

50-10 

F 

8404240006 

8404240010 

8404240002 

8404240009 

84/04/05 

84/04/19 

XPORTLIC 

50-255 

P 

8404230037 

8404230018 

84/01/17 

50-10 

F 

8404240018 

8404240017 

84/02/22 

CONTRACT 


8404230038 

8404230018 

84/01/17 

50-10 

F 

8404240019 

8404240016 

84/04/02 

XPORTLIC 


8404230039 

8404230018 

84/01/17 

50-10 

S 

8404240022 

8404240020 

84/04/05 

XPORTLIC 




600 
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8404240025 

8404240020 

84/04/05 

XPORTLIC 


8404240026 

8404240013 

84/04/10 

71-507 


8404240032 

8404240031 

84/04/06 

NUREG 


S404240034 

8404240031 

84/04/06 

NUREG 


8404240037 

8404240031 

84/04/06 

NUREG 


8404240041 

8404240011 

84/04/17 

CONTRACT 


8404240049 

8404240046 

84/04/09 

50-387 

Q 

8404240053 

8404240051 

84/04/09 

50-443 

Q 

8404240058 

8404240054 

84/04/09 

50-322 

Q 

8404240067 

8404240064 

84/04/09 

50-272 

Q 

8404240070 

8404240057 

84/04/18 

70-368 


8404240077 

8404240072 

84/04/20 

50-322 

T 

8404240083 

8404240072 

84/04/20 

50-322 

T 

8404240089 

8404240081 

84/04/09 

50-209 

Q 

8404240090 

8404240087 

84/04/09 

50-344 

Q 

8404240091 

8404240085 

84/04/20 

50-327 

P 

8404240092 

8404240088 

84/04/10 

50-344 

Q 

8404240096 

6404240088 

84/04/10 

50-344 

Q 

8404240101 

8404240099 

84/04/09 

50-272 

Q 

8404240102 

8404240095 

84/04/09 

50-389 

Q 

8404240106 

8404240099 

84/04/09 

50-272 

G 

84042401 10 

8404240105 

84/04/10 

CONTRACT 


8404240117 

8404240108 

84/04/10 

50-373 

Q 

8404240118 

8404240114 

84/04/10 

CONTRACT 


8404240119 

8404240115 

84/03/30 

50-133 

Q 

8404240135 

8404240128 

84/04/09 

50-387 

Q 

8404240137 

8404240129 

84/03/07 

CONTRACT 


8404240146 

B404240142 

84/04/09 

50-32? 

Q 

8404240148 

8404240144 

84/04/17 

CONTRACT 


8404240154 

8404240151 

84/04/12 

50-528 

Q 

8404240163 

8404240158 

84/02/10 

50-382 

Q 

8404240169 

8404240164 

84/04/12 

CONTRACT 


8404240177 

8404240170 

84/03/07 

CONTRACT 


8404240190 

8404240186 

84/04/19 

50-275 

G 

8404240191 

8404240187 

84/03/27 

CONTRACT 


8404240204 

8404240199 

84/03/23 

CONTRACT 


8404240207 

8404240203 

84/04/10 

50-322 

G 

8404240210 

8404240201 

84/03/01 

CONTRACT 


8404240217 

840424021 1 

84/04/18 

50-298 

F 

8404240227 

8404240222 

84/04/10 

50-220 

Q 

8404240228 

8404240219 

84/04/10 

CONTRACT 


8404240231 

8404240226 

84/04/20 

50-352 

T 

8404240241 

8404240236 

84/04/10 

50-423 

Q 

8404240244 

8404240233 

84/04/10 

XPORTLIC 


8404240245 

8404240238 

84/04/19 

50-322 

G 

8404240246 

8404240236 

84/04/10 

50-423 

G 

8404240247 

8404240240 

84/04/23 

50-322 

U 

8404240251 

8404240238 

84/04/19 

50-322 

G 

8404240269 

8404240263 

84/04/10 

50-461 

G 

8404240270 

8404240268 

84/04/17 

50-320 

P 

8404240282 

8404240274 

84/04/09 

50-387 

Q 

B404240317 

8404240312 

84/04/10 

50-528 

Q 

8404240323 

8404240313 

84/04/19 

50-277 

P 

8404240325 

8404240312 

84/04/10 

50-528 

Q 

8404240327 

8404240315 

84/04/18 

40-6329 


8404240330 

8404240313 

84/04/19 

50-277 

P 

8404240331 

8404240321 

84/04/17 

50-293 

Q 

8404240334 

9404240324 

84/04/10 

50-277 

Q 

8404240335 

8404240332 

84/04/10 

40-672 


8404240337 

8404240312 

84/04/10 

50-528 

Q 

8404240341 

8404240333 

84/04/18 

50-219 

Q 

8404240342 

8404240332 

84/04/10 

40-672 


8404240348 

8404240338 

84/04/13 

50-354 

A 

8404240351 

8404240340 

84/04/05 

50-312 

G 

8404240359 

8404240353 

84/04/05 

50-362 

Q 

8404240361 

8404240339 

84/04/10 

50-lQ 

Q 

8404240364 

8404160137 

84/04/20 

50-373 

P 

8404240370 

8404240366 

34/04/09 

50-336 

Q 

8404240375 

8404240371 

84/04/20 

50-395 

Q 

8404240377 

8404240366 

84/04/09 

50-336 

Q 

8404240391 

8404240372 

84/04/17 

50-397 

Q 

8404240396 

8404240389 

84/03/30 

50-528 

Q 

8404240410 

8404240404 

84/04/16 

50-302 

I 

84042404 1 1 

8404240407 

84/04/09 

CONTRACT 


8404240412 

8404240403 

84/04/04 

50-275 

G 

8404240413 

8404240404 

84/04/16 

50-302 

I 

8404240418 

8404240406 

84/04/19 

50-341 

G 

8404240419 

8404240403 

84/04/04 

50-275 

Q 

8404240423 

8404240406 

84/04/19 

50-341 

G 

8404240425 

8404240420 

84/04/10 

50-293 

Q 
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8404240426 

8404240376 

84/04/10 

50-344 

Q 

8404240429 

8404240406 

84/04/19 

50-341 

Q 

8404240432 

8404240376 

84/04/10 

50-344 

Q 

8404240436 

8404240430 

84/04/20 

50-416 

S 

8404240441 

8404240438 

84/04/03 

50-312 

Q 

8404240443 

8404240437 

84/04/10 

50-352 

Q 

8404240446 

8404240438 

84/04/03 

50-312 

Q 

8404240447 

8404240440 

84/04/10 

50-388 

Q 

8404240448 

8404240434 

84/03/28 

CONTRACT 


8404240455 

8404240452 

84/04/13 

50-220 

P 

8404240458 

8404240452 

84/04/13 

50-220 

P 

8404240472 

8404240469 

84/04/23 

50-289 

G 

8404240484 

840424047B 

84/04/03 

50-295 

P 

8404240485 

8404240481 

84/04/16 

50-352 

T 

8404240488 

8404240483 

84/04/18 

CONTRACT 


8404240496 

8404240493 

84/04/17 

CONTRACT 


8404240499 

8404240492 

84/04/09 

50-247 

P 

8404240501 

8404240498 

84/04/04 

50-261 

P 

8404240505 

8404240498 

84/04/04 

50-261 

P 

8404240513 

8404240507 

84/03/19 

50-317 

P 

8404240517 

8404240510 

84/04/04 

CONTRACT 


8404240530 

8404240527 

84/04/05 

XPORTLIC 


8404240531 

8404240524 

84/04/12 

CONTRACT 


8404240540 

8404240535 

84/04/10 

XPORTLIC 


8404240549 

8404240545 

84/03/29 

CONTRACT 


8404240558 

8404240556 

84/04/18 

50-275 

P 

8404240559 

8404240556 

84/04/18 

50-275 

P 

8404250009 

8404250008 

84/04/13 

50-275 

P 

8404250012 

8404250010 

84/04/10 

50-247 

P 

8404250013 

8404250008 

84/04/13 

50-275 

P 

8404250016 

8404250015 

84/03/30 

CONTRACT 


8404250018 

8404250017 

84/04/09 

CONTRACT 


8404250034 

8404260168 

84/04/18 

50-445 

K 

8404250049 

8404250045 

84/03/30 

CONTRACT 


8404250057 

8404250050 

84/04/09 

TOPREP 


8404250058 

8404250051 

84/03/06 

CONTRACT 


8404250084 

8404250077 

84/03/07 

CONTRACT 


8404250108 

8404250103 

84/04/10 

XPORTLIC 


8404250111 

8404250107 

84/02/23 

CONTRACT 


8404250113 

8404250100 

84/04/09 

CONTRACT 


8404250126 

8404250120 

84/04/06 

50-266 

P 

8404250130 

8404250120 

84/04/06 

50-266 

P 

8404250138 

8404250135 

84/03/26 

CONTRACT 


8404250139 

8404250134 

84/04/12 

50-329 

A 

8404250141 

8404250134 

84/04/12 

50-329 

A 

8404250143 

8404250134 

84/04/12 

50-329 

A 

8404250145 

8404250134 

84/04/12 

50-329 

A 

8404250151 

8404250150 

84/04/05 

XPORTLIC 


8404250173 

8404250171 

84/01/25 

50-320 

F 

8404250181 

8404250180 

84/04/23 

50-445 

A 

8404250182 

8404250180 

84/04/23 

50-445 

A 

8404250194 

8404250192 

84/04/09 

50-498 

A 

8404250205 

8404250201 

84/04/11 

CONTRACT 


8404250207 

8404250203 

84/04/06 

50-285 

Q 

8404250214 

S4042S0210 

84/03/28 

CONTRACT 


8404250223 

8404250221 

84/04/05 

50-331 

P 

8404250232 

8404250225 

84/04/04 

CONTRACT 


8404250281 

8404250279 

84/04/11 

50-73 

P 

8404250283 

8404250279 

84/04/11 

50-73 

P 

8404250288 

8404250286 

84/04/13 

50-193 

P 

8404250290 

8404250286 

84/04/13 

50-193 

P 

8404250291 

8404250285 

84/04/09 

50-338 

P 

8404250295 

8404250294 

84/04/11 

CONTRACT 


8404250298 

8404250296 

84/04/16 

50-395 

P 

8404250300 

8404250299 

84/04/16 

50-395 

P 

8404250301 

8404250299 

84/04/16 

50-395 

P 

8404250302 

8404250296 

84/04/16 

50-395 

P 

8404260004 

8404260003 

84/04/10 

50-483 

Q 

8404260008 

8404260006 

84/03/08 

FOIA 


8404260010 

8404260006 

84/03/08 

FOIA 


8404260012 

8404260006 

84/03/08 

FOIA 


8404260013 

8404260006 

84/03/08 

FOIA 


8404260014 

8404260006 

84/03/08 

FOIA 


8404260015 

8404260006 

84/03/08 

FOIA 


8404260016 

8404260006 

84/03/08 

FOIA 


8404260017 

8404260006 

84/03/08 

FOIA 


8404260018 

8404260006 

84/03/08 

FOIA 


8404260019 

8404260006 

84/03/08 

FOIA 


8404260021 

8404260006 

84/03/08 

FOIA 


8404260023 

8404260006 

84/03/08 

FOIA 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


Enclosure 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

S4042S0024 

8404260006 

84/03/08 

FOIA 


8404260237 

8404260233 

84/04/12 

50-322 

Q 

6404260025 

8404260006 

84/03/08 

FOIA 


8404260239 

840426023B 

84/03/29 

50-498 

Q 

8404260026 

8404260006 

94/03/08 

FQIA 


8404260241 

8404260238 

84/03/29 

50-498 

0 

S404260027 

8404260006 

84/03/08 

FOIA 


8404260244 

8404260243 

84/04/11 

50-247 

Q 

8404260028 

8404260006 

84/03/08 

FOIA 


8404260247 

8404260243 

84/04/11 

50-247 

Q 

8404260029 

8404260006 

84/03/08 

FOIA 


8404260249 

8404260248 

84/04/11 

50-272 

Q 

8404260030 

8404260006 

84/03/08 

FQIA 


8404260253 

8404260246 

84/04/11 

50-247 

Q 

S4042S0031 

8404260006 

84/03/08 

FOIA 


8404260256 

8404260246 

84/04/1 1 

50-247 

Q 

8404260032 

8404260006 

84/03/08 

FQIA 


8404260257 

8404260255 

84/04/12 

50-334 

Q 

8404260033 

8404260006 

84/03/08 

FQIA 


8404260264 

8404260261 

84/04/11 

50-219 

Q 

8404260035 

8404260006 

84/03/08 

FOIA 


8404260269 

B404260266 

94/04/10 

50-313 

Q 

8404260036 

8404260006 

84/03/08 

FQIA 


8404260277 

3404260274 

84/04/11 

50-271 

0 

040420003 / 

8404260006 

84/03/08 

FOIA 


8404260280 

8404260274 

84/04/11 

50-271 

Q 

8404260039 

8404260006 

84/03/08 

FOIA 


8404260283 

8404260275 

84/03/16 

40-8681 


8404260041 

8404260006 

84/03/08 

FOIA 


8404260284 

S404260281 

84/04/19 

50-219 

F 

8404260042 

8404260038 

84/04/18 

50-266 

P 

8404260291 

8404260287 

84/04/13 

50-289 

Q 

8404260043 

8404260006 

84/03/08 

FOIA 


8404260292 

S404260288 

84/04/12 

50-219 

Q 

8404260044 

8404260006 

84/03/08 

FOIA 


8404260293 

B404260285 

84/04/19 

50-482 

Q 

8404260046 

8404260006 

84/03/08 

FQIA 


8404260302 

8404260296 

84/03/26 

50-188 

Q 

8404260049 

8404260006 

84/03/08 

FQIA 


8404260313 

8404260309 

84/04/03 

50-4B2 

Q 

8404260050 

8404260006 

84/03/08 

FOIA 


8404260315 

8404260305 

84/04/19 

50-313 

Q 

8404260052 

8404260006 

84/03/08 

FOIA 


8404260316 

8404260299 

84/04/19 

50-289 

Q 

8404260053 

8404260006 

84/03/08 

FOIA 


8404260323 

8404260310 

94/04/05 

50-382 

Q 

8404260054 

8404260006 

84/03/08 

FOIA 


8404260324 

8404260320 

84/04/12 

50-334 

Q 

8404260055 

8404260006 

84/03/08 

FOIA 


8404260331 

840A260320 

84/04/12 

50-334 

Q 

B4042600S6 

8404260006 

84/03/08 

FOIA 


8404260334 

8404260327 

84/04/24 

50-206 

F 

B404260057 

8404260006 

84/03/08 

FOIA 


8404260344 

8404260341 

84/03/16 

40-8681 


B40426C058 

8404260006 

84/03/08 

FOIA 


8404260346 

8404260339 

84/04/24 

50-244 

P 

B404260060 

8404260006 

84/03/08 

FOIA 


8404260347 

8404260341 

84/03/16 

40-S6S1 


B404260061 

8404260006 

84/03/08 

FOIA 


8404260343 

8404260345 

84/04/11 

50-387 

Q 

B404260063 

8404260006 

84/03/08 

FOIA 


8404260354 

8404260351 

84/04/02 

50-445 

Q 

S404260064 

8404260006 

84/03/08 

FOIA 


8404260355 

8404260349 

84/04/02 

50-458 

Q 

S404260065 

8404260006 

84/03/08 

FOIA 


8404260356 

8404260350 

84/03/29 

50-382 

Q 

8404260067 

8404260006 

84/03/08 

FOIA 


8404260392 

8404260382 

84/04/23 

50-498 

Q 

0404260068 

8404260006 

84/03/08 

FOIA 


8404260444 

8404260439 

84/04/09 

50-280 

P 

S404260069 

8404260006 

84/03/08 

FOIA 


8404260452 

8404260446 

84/04/02 

50-445 

Q 

0404260070 

8404260006 

84/03/08 

FOIA 


8404260466 

8404260463 

84/04/23 

50-322 

G 

B404260071 

8404260006 

84/03/08 

FQIA 


8404260486 

8404260485 

84/04/24 

50-155 

Q 

B404260072 

8404260006 

84/03/08 

FOIA 


B404260492 

8404260490 

84/03/23 

50-445 

Q 

B404260073 

8404260006 

84/03/08 

FOIA 


8404270018 

8404270013 

84/03/20 

CONTRACT 


8404260074 

6404260006 

84/03/08 

FOIA 


8404270024 

8404270019 

84/04/16 

50-338 

P 

B404260078 

8404260006 

84/03/08 

FOIA 


8404270030 

8404270019 

84/04/16 

50-338 

P 

B4O4260081 

8404260006 

84/03/08 

FOIA 


8404270035 

8404270031 

84/04/23 

50-281 

S 

S404260082 

8404260006 

84/03/08 

FOIA 


8404270038 

8404270031 

84/04/23 

50-281 

s 

8404260084 

8404260006 

84/03/08 

FOIA 


8404270046 

8404270039 

84/04/24 

50-344 

p 

B404260086 

8404260083 

84/04/10 

50-254 

Q 

8404270051 

8404270039 

84/04/24 

50-344 

P 

8404260087 

8404260006 

84/03/08 

FOIA 


8404270C56 

8404270052 

84/04/23 

50-322 

G 

8404260088 

8404260006 

84/03/08 

FOIA 


8404270059 

8404270052 

84/04/23 

50-322 

G 

8404260091 

8404260006 

04/03/08 

FQIA 


8404270062 

8404270057 

64/04/13 

50-250 

P 

8404260092 

8404260006 

64/03/08 

FOIA 


840427C064 

8404270057 

84/04/13 

50-250 

P 

0404260094 

8404260006 

84/03/08 

FOIA 


8404270076 

8404270073 

84/04/lB 

50—546 

I 

8404260095 

8404260006 

84/03/08 

FOIA 


8404270083 

840427007B 

84/04/20 

50-348 

P 

S4O426O096 

8404260006 

84/03/08 

FOIA 


8404270102 

8404270100 

34/04/23 

50-277 

P 

S40426009S 

8404260006 

84/03/08 

FOIA 


8404270104 

8404270096 

84/04/16 

71-516 


B404260101 

8404260006 

84/03/08 

FOIA 


8404270116 

8404160150 

84/04/19 

50-247 

S 

B404260102 

8404260006 

84/03/08 

FOIA 


8404270123 

8404270118 

84/04/13 

71-6698 


8404260107 

8404260006 

84/03/08 

FOIA 


8404270128 

84042701 18 

84/04/13 

71-6698 


8404260109 

8404260099 

84/04/24 

50-361 

P 

8404270136 

84042701 IB 

84/04/13 

71-6698 


8404260110 

8404260006 

84/03/08 

FOIA 


8404270138 

8404270118 

84/04/13 

71-6698 


B404260112 

8404260006 

84/03/08 

FOIA 


8404270141 

8404270118 

84/04/13 

71-6698 


8404260115 

8404260006 

84/03/08 

FOIA 


8404270145 

8404270118 

84/04/13 

71-6698 


8404260116 

8404260006 

84/03/08 

FOIA 


8404270147 

8404270118 

84/04/13 

71-6698 


0404260120 

8404260006 

84/03/08 

FOIA 


8404270150 

8404270142 

84/04/24 

50-482 

E 

8404260122 

8404260006 

84/03/08 

FOIA 


8404270151 

8404270118 

34/04/13 

71-6698 


8404260125 

8404260006 

84/03/08 

FOIA 


8404270152 

8404270144 

84/03/23 

CONTRACT 


S404260127 

8404260006 

84/03/08 

FOIA 


8404270156 

8404270118 

84/04/13 

71-6698 


0404260129 

8404260006 

84/03/08 

FOIA 


8404270159 

8404270157 

84/04/17 

50-397 

Q 

0404260132 

8404260126 

84/04/11 

50-10 

0 

8404270205 

8404270200 

84/04/24 

50-315 

Q 

0404260135 

8404260006 

84/03/08 

FOIA 


8404270207 

8404270202 

84/04/02 

70-2275 


0404260140 

8404260006 

84/03/08 

FOIA 


8404270214 

8404270208 

84/04/03 

RES 


0404260143 

8404260006 

84/03/08 

FOIA 


8404270219 

8404270217 

84/04/24 

50-328 

Q 

0404260145 

8404260126 

84/04/11 

50-10 

Q 

0404270233 

8404270230 

84/04/24 

50-295 

Q 

0404260155 

8404260006 

84/03/08 

FOIA 


8404270236 

a40427«232 

94/02/20 

71-515 


B404260167 

8404260165 

84/04/23 

50-206 

P 

8404270237 

8404270231 

84/04/10 

WASTE MGT 

0404260207 

8404260200 

84/04/02 

50-267 

Q 

8404270239 

8404270238 

84/03/29 

WASTE MGT 

0404260212 

8404260208 

84/04/11 

50-322 

Q 

8404270240 

8404270232 

84/02/20 

71-515 


8404260216 

8404260213 

84/02/28 

50-382 

Q 

8404270241 

0404270238 

84/03/29 

WASTE MGT 

8404260223 

8404260221 

84/04/11 

50—213 

Q 

8404270243 

8404270238 

84/03/29 

WASTE MGT 

0404260228 

8404260225 

84/04/10 

50-454 

S 

8404270244 

8404270238 

84/03/29 

WASTE MGT 

8404260234 

8404260231 

84/04/11 

50—286 

Q 

8404270300 

8404270286 

84/03/06 

50-10 

F 



602 


ACCESSION 


ENCLOSURE 

8404300005 

8404300007 

8404300017 

8404300022 

8404300026 

8404300055 

8404300057 

8404300065 

8404300082 

8404300137 

8404300140 

8404300146 

8404300152 

8404300154 

8404300157 

8404300167 

8404300174 

8404300175 

8404300189 

8404300194 

8404300218 

8404300240 

8404300249 

8404300258 

8404300261 

8404300266 

8404300269 

8404300275 

8404300281 

8404300284 

8404300286 

8404300299 

8404300302 

8404300303 

8404300304 

8404300305 

8404300318 

8404300320 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


NUMBER 


PRINCIPAL 

DOCUMENT 

8404300002 

8404300002 

8404300014 

8404500018 

8404300023 

8404300053 

8404300051 

8404300062 

8404300079 

8404300136 

8404300139 

8404300145 

8404300150 

8404300150 

8404300155 

8404300166 

8404300170 

8404300169 

8404300184 

8404300184 

8404500214 

8404300212 

8404300245 

8404300254 

8404300257 

8404300257 

8404300257 

8404300272 

8404300280 

8404300283 

8404300283 

8404300295 

8404300291 

8404300295 

8404300300 

8404300291 

8404300311 

8404300311 


DATE 

ISSUED 

84/03/22 

84/03/22 

84/04/17 

84/03/20 

84/04/24 

84/04/11 

84/04/10 

84/04/06 

84/04/23 

84/04/24 

84/04/24 

84/03/30 

84/04/20 

84/04/20 

84/04/26 

84/03/21 

84/04/23 

84/04/25 

84/04/18 

84/04/18 

84/03/26 

84/03/23 

84/03/03 

84/03/27 

84/04/09 

84/04/09 

84/04/09 

84/04/11 

84/04/10 

84/04/16 

84/04/16 

84/04/11 

84/04/18 

84/04/11 

84/04/12 

84/04/18 

84/04/12 

84/04/12 


SUBJECT 

CATEGORV 

71-9181 
71-9181 
CONTRACT 
71-9160 
50-316 P 

50-206 Q 
50-348 P 
50-317 P 
50-302 P 
50-275 Q 

50-324 F 
50-275 Q 
50-369 P 
50-369 P 
50-237 Q 

71-507 
50-302 P 
CONTRACT 
70-135 

70- 135 

WASTE MGT 

71- 6346 
WASTE MGT 
WASTE MGT 
50-289 P 

50-289 P 
50-289 P 
50-327 P 
WASTE MGT 
50-271 P 

50-271 P 
50-277 P 
50-416 P 
50-277 P 
50-327 P 

50-416 P 
WASTE MGT 
WASTE MGT 


APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to tlie construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits., 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2, 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subiect of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4- NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9; Professional qualification statements not pertaining to the hearing process. 

I, FINANCIAL LNFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

afety Analysis Report (FSAR) (formerly called Final Hazards Summary Report), 
ments and changes to the FSAR. 
register notices citing availability of items 1 and 2. 
ittal and acknowledgement letters, 
ates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

L limited Work Authorizations (LWA) and amendments. 

2. Conespondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled ‘Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0 . ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating Hcense to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 

technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8*. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 



R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 


This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other tiian 1'inanciai). 

2. Periodic environmental monitoring, efiluent testing, or similar reports. 

3. Periodic personnel e.Kposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 


S. REPORTABLE OCC URRENCES. PNOs. PNSs AND RELATED CORRESPONDENCE 

This category contains ail materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes; 

1. All 24-hour, 10-day. 30-day. interim and final Licensee Event Reports (LERs) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel e.xposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.5 5e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s), 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Pan 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-f<.)r-word transcripts, except tor antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Satety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. C'ommission meeting transcrip’ 

4. NRC staff briefings to the C’ommission. 

5. Statements and written testimony submitted at C’ommission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1 . Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1 . Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6- All documentation relating to the ongoing operation of the plan, formerly filed in category P. 


X. ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM ~ NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of aU NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards, The documents in this category are: 

1. Charters of each advisory coinmittee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 

COMMISSION ~ NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Oft ICC of the Coniniissioncrs, including- 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (iFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA — Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
d«‘nial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made undei FOIA. 
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GEN TECH fS - Generic Technical Issues 


This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish geneiic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1. l&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC -- Public Document Room Miscellaneous 

Tliis category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the Ll.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR ~ Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ ~ Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a ‘T’' 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government -owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


FT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD ~ Reguktory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NEC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to apph- 

cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are. 

1. Project description documents. 

2. Letter reports of accomplishments and data reports, for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


review grp - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technicai areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include : 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items, 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NEC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing appHcations, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports, 

4. Agreement State licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1 . Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC ~ Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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